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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of the in- 
foimation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Inf ormation, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DBS and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I . Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/executive correspondence 

V. Licensing operators and related correspondence 



W. Decommissioning stage documents and correspondence 

X. Onsite low-level wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 

The principal elements of the entries in the list are: 

© Operating license stage documents & correspondence 

© © 

841 1270362 Submits renewed, amended & updated petition under 2.206, urging NRC to re- 
quire that util provide Commission full disclosure of intended sources & environ consc- 
iences prior to issuing full power OL. 

SUGARMAN, R.J. Sugantian, Denworth & Hellegers 84/11/21 

© Denton, H. Office of Nuclear Reactor Regulation, Director (8) 2pp. 



1. NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Personal author(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividuai source. 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation, 

8. Pages in this document. 

9. This five-digit number is the NRC 48X microfiche designation. 

10. The three-digit portion of this entry is the number of the frame on which this document starts. 

1 1 . The five-digit portion of this entry is the number of the frame on which this document ends. 

12. The three-digit portion of this entry is the number of the frame on which this document ends. 

13. If this space is blank, the document is available to the public only in the NRC Public Document 

Room, 1717 H St., N.W,, Washington, D.C. 20555. If this space is filled, it gives other sources for 
copies of the document. The entry may be “Available at NRC” for sale; “Available at NTIS”; or 
“Available at GPO,” 

The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. These categories and their symbols are: 

I OCFR— Commission Meeting Records 
ACRS— Advisory Committee on Reactor Safeguards 
COMMISSION — NRC Commissioners 
CONTRACT— NRC Contracts and Modifications 
DISCLOSURE— Financial Disclosure Information 
POIA— Freedom of Information Act Requests and Releases 
GEN TECH IS— Generic Technical Issues 
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I&E—Inspection and Enforcement 

MISC— Public Document Room Miscellaneous 

NUREG— NUREG Repoits and Related Correspondence 

ORG—Conespondcnce with Other Organizations 

PR— Proposed Rule 

PRM— Petition foi Rulemaking 

PROJ— Projects— Predocket Licensing 

PT21— Noncompliance Reports and Related Correspondence 

QA999— Quality Assurance Inspections 

REGGD— Rcgulatoiy Guides 

RES'— Research and Technical Assistance Reports 

REVIEW GRP— NRC Research Review Groups 

RM— Rulemakings 

SECY— Position Papers Befoie the Commission 
STATE PROG— State Programs 
TOPREP— Vendoi Reports and Related Correspondence 
WASH— Regulatory Publications— 'Pie-NUREG Series 
WASTE MGT— Nuclear Waste Management 
WASTE RES— Waste Management Research Reports 
XPORTLIC— Exports and Import Licenses 

Appendix B sets fortli these categoiies and describes the material available in each, Omission of a category 

in the listing for a docket indicates that no documents in (hat category were filed in the time period of the report. 


The 


L 

2 , 

3. 

4. 

5 . 

6 . 
7 . 


8 , 


9. 

10 . 
11 . 
12 . 


13 , 


principal elements of the nondocketed items are: 

(T) NUREG— NUREG Reports and Related Correspondence 

© © . 


'8203090207^ NUREG/CR- 1 672 V02^ 


fRISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGIC MEDIA. Technical Review of Documents 
NUREG/CR-I262, NUREG/CR-1376, NUREG/CR-1377, NUREG/CR-1397 & 
i^NUREG/CR-1608. ^ — — <6: 

© STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science ApplicaflonsTlnc. 


© U 

S 

(t) FIN B-6694. SAI-262-8i-PA. 82/02/28. Division of Risl^nalysis. 

^ I23p. Available at NRC.f $6.00. | 12176:217: 12176:3^\ 




Nondocket category 

NRC Accession Number (year, month, day, and sequence number of item) 

NRC Report Number 

Title and desci iption of information contained in the document 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or other nonindividual source. 

Contract or financial (FIN) number (if any). If the document has a secondary report number, it will 
appear following this entry. 

Secondary report number assigned by originator. 

Date of document described. 

NRC organizational recipient. 

Pages in document. 

All NUREG-series documents are available for purchase at NRC. Information on ordering 
documents is given below. All NUREG-series documents are also available at NTIS. Information on 
ordering from NTIS is also given below. 

Price for which NRC sells the documents. 
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14. This five-digit iiutnbcr is the NRC 48X microfiche designation. 

15. This three-digit poition of this entry is the numbei of the frame on which this document starts. 

16. This five -dig it number is the niictofiche on which this document ends. 

17. This thiee-digit number is the frame on which this document ends. 

The Nondocketed Items list is arranged sequcntial!y by Accession Number within category. Indented items 
preceded by a dash aie enclosures to iinindcntcd items, 

NOTES; 

1. The address for NRC is. 

Director 

Division of Technical information and Document Control 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send clieck or money order, payable to the Superintendent of Documents. GPO 
Deposit Account holdeus may chaige their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing yoiii order, 

3. The addiess for the PDR is; 

1717 H Street, N,W. 

Washington, D.C. 20555 

To place orders, cither write to the NRC PDR or cal) (202) 634-3274, When ordering documents 
listed in this publication, please identify Ihc Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may bo purchased. Reproduction 
charges for duplication aie as follows: (1) paper to paper is $0.05 per page except for oversized 
documents and engineering drawings which vary from $0.05 to $1.00 per square foot; (2) microform 
to paper is $0.05 a page for pages on micioficlie and is $0.20 a square foot for a full-size print or 
$0.25 for a reduced-size print (18" x 24") of a drawing on an aperture card; and (3) microform to 
microform is $0.10 per niicrofichc and $0.20 per aperture card. Orders completed for mailing oi for 
a special dehveiy service will have an additional fee for the actual mailing, shipping, or deliveiy 
service rate. Unless a UsSer requests special packing materials, there is no additional charge by the 
contractor for handling and wrapping materials. 

Please acknowledge a willingness to assume chaigcs for all orders but do not send paymenUs. Orders 
will be processed and mailed with a bill fioin Literature Research Company. An account may be 
established with the Literature Research Company by calling (703) 941-8018. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 




Low Level Raclwaste Disposal Sites — Docket 27 


40-8502 

Wyoming Mincial Corp . Lakewood, CO 

5 

27-039 

Shctfickl, IL, U.S Ecology, Inc 

1 

40-851 1 

Cotter Corp , Golden, CO 

5 

27-047 

Oiirnwell, SC, Cheiii- Nuclear Systems, Inc. 

1 

40-8584 

Minerals Exploration Co,. Los Angeles, CA 

5 

27-048 

Richland, WA, U S Ecology, Inc 

1 

40-8602 

Silver King Mines. Inc., 






Casper, WY 

5 

Domestic Licensing; of Source Mateiiol — Docket 40 








40-8674 

Plalcmi Resources, Ltd , Grand Junction, CO 

5 

40-0299 

Union Carbide Corp , Grand Junction, CO 

1 

40-8675 

Energy Fuels Nuclear, Inc., Denver. CO 

5 

40-1162 

Western Nuclear, Inc , Jeftrey City, WY 

1 

40-8681 

5 

Energy Fuels Nuclear, Inc., Denver, CO 

40-1341 

Tennessee Valley Authority, Chattanooga, TN 

2 






40-8684 

Western Nuclciir. Jnc., Lakewood, CO 

5 

40-2061 

Kcrr-McGee Chemical Coip , 

2 





Oklahoma City, OK 


40-8697 

Rocky Mountain Energy Co.. 






Denver, CO 

6 

40-2259 

Pathfinder Mines Corp., Riverton, WY 

2 

40-8698 

Plateau Restmrccs, Ltd., Grand 

6 

40-3392 

Allied Chemical Corp., Mornstown, NJ 

3 


Junction, CO 


40-3453 

Atlas Minerals, Inc , Denver, CO 

3 

40-8714 

Clevelaiid-Cliffb Iron Co., Cleveland, OH 

6 

40-4348 

Commerce, Dcpl, of, Washington, DC 

3 

40-8724 

Che me non Corp., Chicago, IL 

6 

40-4492 

Federnl-Amcncan Partners, 


40-8727 

Kcir-MtGce Nuclear Corp , Oklahoma City, 



Riverton, WY 

3 


OK 

6 

40-6500 

Energy, Dept of, Canonsburg, PA 

3 

40-8728 

Teton Exploration Drilling Co , Inc , 

6 





Casper, WY 


40-6563 

Mallinckrodt Chemical Works, St. Louis, MO 

3 

40-8745 

Ogle Petroleum, Inc., Casper, WY 

6 

40-6622 

Pathfinder Mines Corp , Shirley Basin, WY 

3 






40-8752 

Pinal Minerals & Mining, Ltd , 


40-6659 

Getty Oil Co -Pctrotomics Co , 

4 


Miami, AZ 

7 


Shirley Basin, WY 


40-8760 

Edlow International Co , Wasliiiigion, DC 

7 

40-7102 

Shicldalloy Corp., Newficld, NJ 

4 






40-8768 

Kcrr-McGec Nuclear Corp., 

7 

40-7580 

Fanstccl, Inc , North Chicago, IL 

4 


Oklahoma City, OK 


40-7604 

Visiron Coip., Lima, OH 

4 

40-8778 

Molycorp, Inc., Los Angeles, CA 

7 

40-8027 

Kerr-McGee Nuclear Corp., 

4 

40-8781 

Teton Explonition Drilling Co., Inc., Casper, 



Oklahoma City, OK 



WY 

7 

40-8084 

Rio Algcm Corp , Moab, UT 

4 

40-8783 

Uranerz USA. Inc., Casper, WY 

7 

40-8102 

Exxon Co., USA, Houston, TX 

4 

40-8786 

Uranium Resources, Inc,, Richardson, TX 

7 

40-8151 

Navy, Dept, of, Dahlgrcn, VA 

4 

40-8794 

Molycorp, Inc., Los Angele.s, CA 

7 

40-8348 

Minerals Exploration Co., Los Angeles, CA 

5 

40-8800 

McGean Disposal Dump, Newburgh Heights, 






OJl 

7 

40-8380 

Rocky Mountain Energy Co., 






Broomfield, CO 

5 

40-8801 

Radiation Management Corp., Northbrook, IL 

7 

40-8452 

Bear Creek Uranium Co., Casper, WY 

5 

40-8829 

Wyoming Fuel Co., Lakewood, CO 

7 


ix 



Docket 

Name 

Page 

Docket 

Name 

Page 

Domestic Licensing of Prochiction and Utilization Facilities— 


50-184 

Nalioiwl Bureau of Standiifils Reactor 

17 

Docket 50 



5Q-I86 

Umv of Missouri Research Reactor 

17 

50-2 

Umv of Michigan Reseaich Reactor 

7 

50-J87 

Space Radiation Research Reactor 

18 

50-3 

Indian Point Station, Unu 1 

7 

50-192 

Univ of Texas Research Reactor 

18 

50-5 

Pennsylvania State Untv Research Reactor 

8 

50-193 

Rluxic Island & Providence 





Plantations AEC 

18 

50-10 

Dresden Niiclenr Power Station, Unit { 

8 

50-199 

Manhattan College Research Reactor 

iS 

50-12 

Lynchburg Pool Reactor 

10 

50-206 

San Onofre Nuclear Station, Unu 1 

18 

50-13 

B&W Critical Experiment Facility (Nuclear 






Merchant Ship 

10 

50-208 

Columbia University Research Reactor 

21 

50-16 

Enrico Fermi Unit 1 

JO 

50-213 

Haddam Neck Plant 

21 

50-18 

ValiecUos flojling Wnter Reactor 

10 

50-219 

Oyster Cicek Nuclear Power Plant 

22 

50-20 

Massachusetts institute of Technology 


50-220 

Nine Mile Point Nuclear Station, Unit 1 

24 


Research Reactor 

10 

50-223 

Univ of Lowell Research Reactor 

26 

50-29 

Yiinkcc-Rowe Nuclear Power Station 

10 

50-225 

RPI Critical Experiment 

26 

50-54 

Union Carbide Research Reactor 

11 

50-237 

Dre.sdcn Nuclear Power Station, Unit 2 

26 

50-57 

Buffalo MntcrinlA Research Center 

11 

50-244 

Robert Emmet Ginna Nuclear Plant, Unit 1 

28 

50-59 

AGN-201, Serial 106 

12 

50-245 

Millstone Nuclear Power Station, Unit ( 

29 

50-62 

Univ of Virginia Research Reactor 

12 

50-247 

Indian Point Station, Unit 2 

31 

50-70 

General Electric Test Reactor 

12 

50-249 

Dre.'Jdea Nuclear Power Station, Unit 3 

32 

50-72 

Univ. of Utah Research Reactor 

12 

50-250 

Turkey Point Plant, Unit 3 

33 

50-73 

General Electric Nuclear Test Reactor 

13 

50-251 

Turkey Point Plant, Unit 4 

36 

50-77 

Catholic Univ. of America Research Reactor 

13 

50-254 

Quad-Chtes Station, Unit 1 

38 

50-83 

Univ. of Flortda Training Reactor 

13 

50-255 

Pali.sadcs Nuclear Plant 

39 

50-87 

Westinghoiisc Cridcul Expernnent 

13 

50-259 

Browns Ferry Nuclear Power Station, Unit 1 

41 

50-113 

Univ. of Arizona Research Rcnctoj 

13 

50-260 

Browns Ferry Nuclear Power Station, Unit 2 

43 

50-123 

Univ, of Missouri Research Reactor 

13 

50-261 

H 13 Robinson Plant. Unit 2 

45 

50-124 

Virginia Polytechnic Institute 




47 


Training Reactor 

13 

50-263 

Moniiccllo Nuclear Generating Plant 

50-128 

Texas A&M Univ. Research Reactor 

14 

50-264 

Dow Chemical Co. 

48 

50-133 

Humboldt Bay Power Phint, Unit 3 

14 

50-265 

Quad-Cities Station, Unit 2 

48 

50>!46 

Saxton Nuclear Experimental Facility 

15 

50-266 

Point Beach Nuclear Plant, Unit 1 

50 

50-151 

Untv. of lilfnoLs Research Reactor 

15 

50-267 

Fort St. Vrain Nuclear Generating Station 

51 

50-155 

Big Hock Point Nuclear Plant 

15 

50-269 

Oconee Nuclear Station, Unit I 

54 

50-166 

Univ. of Maryland Research Reactor 

17 

50-270 

Oconee Nuclear Station, Unit 2 

56 

50-170 

Armed Forces RndtobioJogy Rcsenrcli Institute 

J7 

50-271 

Vermont Yankee Nuclear Power Station 

58 

50-183 

Vallecitos Experimental Supcjheal Reactor 

17 

50-272 

Salem Nuclear Generating Station, Unit 1 

59 
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Docket 

Name 

Page 

Docket 

Name 

Page 

50-275 

Diablo Canyon Nuclear Power Plant, Unit 1 

61 

50-325 

Bninswick Steam Electric Plant, Unit 1 

128 

50-276 

Georgia Tech Research Reactor 

64 

50-327 

Sequoyah Nuclear Plant, Unit 1 

130 

50-277 

Peach Bottom Atomic Power Station, Unit 2 

64 

50-328 

Sequoyah Nuclear Plant, Unit 2 

132 

50-278 

Peach Bottom Atomic Power Station, Unit 3 

66 

50-329 

Midland Plant, Unit 1 

134 

50-280 

Surry Power Station, Unit 1 

67 

50-330 

Midland Plant, Unit 2 

136 

50-281 

Surry Power Station, Unit 2 

70 

50-331 

Duane Arnold Energy Center 

138 

50-282 

Prairie Island Nuclear Station, Unit 1 

72 

50-333 

James A. Fitzpatrick Nuclear Power Plani 

140 

50-285 

Fort Calhoun Station, Unit 1 

74 

50-334 

Beaver Valley Power Station, Unit 1 

142 

50-286 

Indian Point Station, Unit 3 

15 

50-335 

St Lucie Plant, Unit 1 

144 

50-287 

Oconee Nuclear Station, Unit 3 

77 

50-336 

Millstone Nuclear Power Station, Unit 2 

145 

50-289 

Three Mile Island Nuclear Station, Unit I 

79 

50-338 

North Anna Power Station, Unit 1 

147 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

83 

50-339 

North Anna Power Station, Unit 2 

149 

50-294 

Michigan State Univ, Research Reactor 

85 

50-341 

Enrico Fcniii Atomic Power Plant, Unit 2 

151 

50-295 

Zion Nuclear Power Station, Unit 1 

85 

50-344 

Trojan Nuclear Plant 

153 

50-296 

Browns Ferry Nuclear Power Station, Unit 3 

87 

50-346 

Dnvis-Bessc Nuclear Power Station, Unit 1 

155 

50-298 

Cooper Nuclear Station 

89 

50-348 

Joseph M. Farley Nuclear Plant, Unit 1 

157 

50-301 

Point Beach Nuclear Plant, Unit 2 

90 

50-352 

Limerick Generating Station, Unit 1 

159 

50-302 

Crystal River Nuclear Plant, Unit 3 

92 

50-353 

Limerick Generating Station, Unit 2 

164 

50-304 

Zion Nuclear Power Station, Unit 2 

93 

50-354 

Hope Creek Nuclear Station. Unit 1 

167 

50-305 

Kewaunee Nuclear Power Plant 

95 

50-356 

Univ. of Illinois Research Reactor 

169 

50-306 

Prairie Island Nuclear Station, Unit 2 

97 

50-358 

William H Zimmer Nuclear Station, Unit 1 

170 

50-309 

Maine Yankee Atomic Power Plant 

98 

50-361 

San Onofre Nuclear Station, Unit 2 

171 

50-311 

Salem Nuclear Generating Station, Unit 2 

JOO 

50-362 

San Onofre Nuclear Station, Unit 3 

173 

50-312 

Rancho Seco Nuclear Generating Station 

102 

50-364 

Joseph M, Farley Nuclear Plant, Unit 2 

175 

50-313 

Arkansas Nuclear One, Unit 1 

105 

50-366 

Edwin I. Hatch Nuclear Plant, Unit 2 

177 

50-315 

Donald C, Cook Nuclear Power Plant, Unit 1 

106 

50-368 

Arkansas Nuclear One, Unit 2 

179 

50-316 

Donald C. Cook Nuclear Power Plant, Unit 2 

108 

50-369 

William B. McGuire Nuclear Station, Unit 1 

181 

50-317 

Calvert Cliffs Nuclear Power Plant, Unit 1 

111 

50-370 

William B. McGuire Nuclear Station, Unit 2 

183 

50-318 

Calvert Cliffs Nuclear Power Plant, Unit 2 

113 

50-373 

LaSalle County Station^ Unit 1 

185 

50-320 

Three Mile Island Nuclear Station, Unit 2 

114 

50-374 

LaSalle County Station, Unit 2 

188 

50-321 

Edwin I. Hatch Nuclear Plant, Unit 1 

117 

50-382 

Waterford Generating Station, Unit 3 

190 

50-322 

Shoreham Nuclear Power Station 

119 

50-383 

Waterford Generating Station, Unit 4 

193 

50-323 

Diablo Canyon Nuclear Power Plant, Unit 2 

123 

50-387 

Susquehanna Steam Electric Station, Unit 1 

193 

50-324 

Brunswick Steam Electric Plant, Unit 2 

126 

50-388 

Susquehanna Steam Electric Station, Unit 2 

196 


xi 
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Name 

Page 

Docket 

Name 

Page 

50-38^ 

St Liicie Plant* Umi 2 

198 

STN-50-455 

Byron Station, Unit 2 

259 

30 390 

Wads Bar Nuclear Plant, Unit 1 

200 

STN-50-456 

Braid wood Station, Unit J 

261 

50'39l 

Watts Bar Nuclear Plant, Unit 2 

203 

STN-50-457 

Braid wood Station, Unit 2 

263 

50-394 

California Slate Polytechnic College 


50-458 

River Bend Station, Unit 1 

265 


Research Reactor 

207 

50-459 

River Bend Station, Unit 2 

270 

50-395 

Virgil C, Summer Nuclear Station* Unit 1 

207 

50-460 

WPPSS Nuclear Project, Unit 1 

271 

50-396 

Univ of Virginia CAVALIER Reactor 

209 

50-461 

Clinton Power Station, Unit 1 

271 

50-397 

WPPSS Nuclear Project, Unit 2 

209 

50 462 

Clinton Power Station, Unit 2 

274 

50-400 

Shearon Harris Nuclear Power Plant, Unit 1 

211 

STN-50-470 

CESSAR SyMciii 80 

275 

50-401 

Shcarof] Harris Nuclear Power Plant, Unit 2 

214 

STN-50-482 

WoJI Creek Gcneiating Stafion 

275 

50-404 

North Anna Power Station, Unit 3 

2J4 

STN-50-483 

Callaway Plain, Unit 1 

277 

50-407 

Univ, of Utah Research Reactor 

214 

STN-^0-486 

Cal 111 way Plant, Unit 2 

279 

50-409 

La Crosse Boiling Water Reactor 

215 

SrN-50-491 

Chciokec Nuclear Station, Unit 1 

279 

504tO 

Nine Mile Point Nuclear Station, Unit 2 

216 

STN-50-492 

Clieiokce Niiclcai Station, Unit 2 

279 

50-412 

Beaver Valley Power Station, Unit 2 

218 

STN-50-493 

Cherokee Nuclear Station, Unit 3 

280 

50-413 

Catawba Nuclear Station, Unit 1 

220 

STN-50-498 

South Tex IKS Project. Unit 1 

280 

50-434 

Catawba Nuclear Station, Unit 2 

222 

STN-50 499 

South Texas Pioject, Unit 2 

282 

50-416 

Grand Gulf Nuclear Station, Unit 1 

225 

S1'N-50-508 

WPPSS Nuclear Project, Unit 3 

285 

50-417 

Grand Gulf Nuclear Siatioji, Unit 2 

227 

S1’N-50-509 

WPPSS Nuclear Project, Unit 5 

286 

50-423 

MilJslonc Nuclear Power Station, Unit 3 

?29 

50-533 

WPPSS Nuclear Project, Unit 4 

286 

50-424 

Vogtle Electric Generating Plant 

211 

50-522 

Skagit Nile leal Powei Project, Unit I 

286 

50 425 

Vogtie Elecfnc Ocnernting Plant 

234 

50-523 

Skagit Nuclear Power Project, Unit 2 

287 

50 413 

Urtkv. of California at Sniila Barbara Research 






Reactor 

237 

STN-50-528 

Palo Vcide NiicIcai Suit ion, Unit 1 

287 

STN-50-437 

Flontiiig Nuclein Plant 

237 

STN-50-529 

Palo Verde Nuclear Stalion, Unit 2 

290 

50-438 

Bellclontc Nuclear Plant, Unit 1 

237 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

293 

iO-439 

Bcllcfomc Nuclear Plant, Unit 2 

239 

50-537 

Clinch Rivci Breeder Rcacloi 

295 

50-440 

Perry Nuclear Power Plani, Unit 1 

24 J 

STN-50-546 

MajWc Hill Nuclear Station, Unit 1 

295 

50-441 

Perry Nuclear Power Plant, Unit 2 

245 

STN-50-547 

Marble Hill Nuclear Station, Unit 2 

296 

50-443 

Scabrook Nuclear Station, Unit 1 

24S 

STN-50-556 

Black Fox StuUoii, Unit 1 

297 

50-444 

Scabrook Nuclear Station, Unit 2 

249 

STN-50-557 

Black Fox Station, Unit 2 

297 

50445 

Comanche Peak Steam Electric Station 

25 J 

50-601 

RBSAR Spy90 

297 

50-446 

Comanclie Peak Steam Electric Station 

254 

50-602 

Texas* Univ, of 

297 

STN-50-447 

GESSAR-238 

256 

Domestic Licensing of Special Nuclear Mafcrial — Docket 70 


STN-50-454 

Byron Station, Unit 1 

256 

70-0008 

Bullcllc Meinoilal rnstitule* Columbus, OH 

298 


xii 



Docket 

Name 

Page 

Docket 

Name 

Page 

70-0027 

Babcock & Wilcox Co,, Lynchburg, VA 

298 

70-301 1 

Public Service Electric Gas Co , Newark, NJ 

302 

70-0028 

Babcock & Wilcox Co , AUicince, OH 

298 

70-3014 

Northeast Nuclear Energy Co , Hartford, CT 

302 

70-0036 

Combustion Engineering, Inc., Windsor, CT 

298 






Packaging of Radioactive Material for Transport and 


70-0(22 

J L Shepard & Associnlc'J, Glendale, CA 

298 

Transportation of Kaclioactive Material Under Certain 




Conditions 

— Docket 71 


70-0143 

Nuclear Fuel Services, Inc., Erwin, TN 

298 

71-0004 

General Electric Co 

302 

70-0364 

Babcock & Wilcox Co , Apollo, PA 

299 

71-0024 

Hittman Nuclear & Development Corp 

302 

70-0371 

UNC Naval Products, Inc,, Uncasvillc, CT 

299 

71-0029 

MSI Testing, fNC 

302 

70-0398 

Commerce, Dept of, Washington, DC 

299 

71-0044 

United Airlines, Inc 

302 

70-0687 

Union Caiblde Corp., Tuxedo, NY 

299 

71-0062 

Industrial Nuclear Co 

302 

70-0698 

Westmghouse Electric Corp., Pittsburgh, PA 

299 

71-0088 

Babcock & Wilcox Co. 

302 

70-0734 

GA Technologies, Inc., San Diego^ CA 

300 

71-0115 

Babcock & Wilcox Co. 

302 

70-0754 

General Electric Co , Pleasanton, CA 

300 

71-0129 

Navy, Dept ot 

302 

70-0820 

United Nucleai Corp., 

300 





Wood River Junction, R1 


71-0176 

Navy, Dept of 

302 

70-0824 

Babcock & Wilcox Co , Lynchburg, VA 

384 

71-0177 

Federal Aviation Administration 

302 

70-0925 

Kerr-McOee Nuclear Coip , Oklahoma City, 


71-0199 

Navy, Dept, of 

302 


OK 

300 

71-0206 

Pryor Foundry, Inc 

303 

70-0984 

Baltclle Memorial Institute, Richland, WA 

300 

71-0238 

Agnciillure, Dept, of 

303 

70-1007 

General Electric Co., Sun Jose, CA 

300 

71-0359 

Pick Instniment Products Co., Inc. 

303 

70-1100 

Combustion Engineering, Inc., Windsor, CT 

300 

7L0360 

Navy, Dept of 

303 

70-1113 

General Electric Co., Wilmington, NC 

300 

71'0364 

Navy, Dept of 

303 

70-1143 

Westmghouse Electric Corp , Pittsbuigh, PA 

301 

71-0365 

Ainold Greene Testing Laboratories, Inc 

303 

70-1151 

Wcslinghousc Electric Corp , Pitlsburgh, PA 

301 

71-0372 

Boeing Co. 

303 

70-1201 

Babcock & Wilcox Co , Lynchburg, VA 

301 

71-0373 

Navy, Dept, of 

303 

70-1207 

Navy, Dept, of, Silver Spring, MD 

301 

71-0374 

Eagle Inspection, Inc. 

303 

70-1257 

Exxon Nuclear Co., Inc , Richland, WA 

301 

71-0376 

United States Pipe & Foundiy Co. 

303 

70-1308 

General Electric Co., San Jose, CA 

301 

71-0397 

Teledyne Energy Syslcms 

303 

70-2199 

Veterans Administration. Medical Center, 






Washington, DC 

301 

71-0510 

Gescllschnft Flier Nuklear Service, mbH 

303 

70-2838 

Cincinnati Gas & Electric Co., 


71-0530 

United Inspection 

303 


Cincinnati, OH 

301 

71-0531 

Cube Laboratories 

303 

70-2928 

Tennessee Valley Authority, Chattanooga, TN 

301 

71-0535 

Texas, Univ, of 

303 

70-2948 

Niagara Mohawk Power Co., Syracuse, NY 

301 

71-0540 

Navy, Dept, of 

304 

70-2968 

Cleveland Electric Illuminating Co,, 






Cleveland, OH 

302 

71-5086 

Model: UNC-2600, United Nuclear Corp 

304 

70-2982 

Rochester, Univ. of, Rochester, NY 

302 

71-5364 

Model: NPI-67-0442, Neutron Products, Inc. 

304 

70-2984 

Arizona Public Service Co., Phoenix, AZ 

302 

71-5939 

Model' GE-15(X), General Elcciric Co, 

304 


xiii 


Docket 

Name 

Page 

Docket 

Name 

Pape 

7 f -5950 

Model BCL-4, Bauelle Columbus Laboratory 

304 

71-9086 

Model: HN-100, Senes 1, Hittman Nuclear & 
Development Corp. 

305 

71-5957 

Model BMM, Battel le Columbus Laboratory 

304 

71-9089 

Model. HN-HX)S, Hittman Nuclear & 


71-5980 

Model. GE-600, General Electnc Co. 

304 


Development Corp. 

305 

71-5984 

Model 5984, J L. Shepherd & Associates 

304 

71-9094 

Model: CNS I4-I95-H, Chcm-Nuclear 

Systems, Ire 

305 

71-6058 

Mode! B-3, U S. Ecology, Inc. 

304 

71-9096 

Moilel. CNS 21-300, Cliem-Nuclenr Systems, 

"106 

71-6272 

Model 6272, U.S Ecology, Inc 

304 


Inc. 

71-6346 

Model: FSV-1, OA Technologies, Inc 

304 

71-9102 

Model: NPI-20WC-6, Neutron Products, Inc, 

306 

71-6574 

Model HN-2(X), Hittman Nuclear & 

304 

71-9151 

Model: HN-100 Senes 3, Hittman Nuclear & 

306 


Development Corp, 

Development Corp. 


71-6601 

Model CNS 8-120, Chem-Nuclear Systems, 

Inc 

305 

71*9159 

Model: NUPAC i4/190L. /I90M, & 





/190H, Nuclear Packaging, Inc. 

306 

71-6639 

Model. MH-IA, Energy, Dept, of 

305 

71-9168 

Model: CNS 8-120B, Chcm-Niiclcar Systems, 


71*9001 

Model, IF-300. General Electnc Co. 

305 


Inc, 

306 

71*9006 

Model: 500*SU, Automation Industries, Inc. 

305 

71*9176 

Model; NUPAC 14/2 lOL & 14/2I0H, 





Nuclear Packaging, Inc, 

306 

71-9015 

Model TN-8, -8L, Virginia Electric & 






Power Co 

305 

71-9184 

Model: PAS- 1, Nuclear Packaging, Inc 

306 

71-9016 

Model: TN-9, Commonwealth Edison Co. 

305 

71-9190 

Model: CASTOR V, Gescllscliait fuer 


71-9024 

Model STL-201, St. Louis Testing 



Nukicnr Service, mbH 

306 


Laboratories 

305 

71-9192 

Model: AP-300. ANEFCO, Inc. 

306 

71-9033 

Model; 660 & 660E, Technical 






Operations, Inc. 

305 

71-9193 

Mtxlel: NES-5, Nuclear Energy Services, Inc. 

306 

7J-9035 

Model, 680 & 680E, Technical 

305 

71-9196 

Model: UX-30, Nuclear 



Operations, Inc. 



Packaging, Inc. 

306 

71-9056 

Model Spec 2-T, Source Production & 

Equipment Co. 

305 

71-9200 

Model: 9200, Nuclear Packaging, Inc. 

306 

71-9073 

Mode] OH-142, Series & NUS 10-135. 

305 





Nuclear Packaging. Inc, 


Licensing of Itidcircndeiit Spent Fuel Storage — Docket 72 


71-9079 

Model: HN-100, Series 2 & 2A, Hittman 

Nuclear & Development Corp. 

305 

72-0001 

Morns Operations, General Electric Co. 

306 

71*9080 

Model HN-600, NUPAC 7-100 & CNS 7-100, 

305 

72-0002 

Virginia Electric & Power Co. 

306 


Hittman Nuclear & Development Corp. 

72-0003 

Carolina Power & Light Co 

307 


xiv 



ALPHABETIC ARRANGEMENT OF DOCKET ITEMS BY FACILITY NAME 



Name 

Docket 

Page 

Name 

Dofkut 

Page 

Low Level Radwaste Disposal Sites — Docket 27 



Minerals Exploratiuii Co., Lo.s Angeles, CA 

40-8584 

s 

Barnwell, SC. Chem-Nuclear Systems, Inc. 

27-047 

1 

MoJycorp, Inc , Los Angeles, CA 

40-8778 

7 

Richland. WA. U S Ecology, Inc 

27-04R 

1 

Molycorp, Inc . Los Angelos, CA 

40-8794 

7 

Shetneld. IL. U S Ecology, Inc. 

27-039 

1 

Navy, Dept ot, Onhlgtcn, VA 

40-8131 

4 

Domestic Licensing of Source Material — Docket 40 


Ogle Petroleum, Inc., Ciisper, WV 

40-8745 

(} 

Alhed Chemical Corp., Morristown, NJ 

40-3392 

3 

Patlirmder Mines Curp , Riverton. WV 

40-2259 

2 

Atlas Minerals, Inc., Denver, CO 

40-3453 

3 

Pathfinder Mines Corp., Sliirlcy nasm, WY 

40-6622 

1 

Bear Creek Uranium Co , Casper, WY 

40-8452 

5 

Pinal Minerals & Mining, Ltd , 

Mtanii, AZ 

40-8752 

7 

Chemetron Corp , Chicago, IL 

40-8724 

6 

Plateau Rcsoiiices, Ltd., <jranil Jijucliori. CO 

40-8674 

5 

Clcvelnnd-Cliffs Iron Co,, Cleveland, OH 

40-8714 

6 

Plaicmi Rctsovirccs, Ltd., Grand 

40-«(i9« 


Commerce, Dept of, Washington, DC 

40-4348 

3 

Junction, CO 



Cotter Corp , Golden, CO 

40-8511 

5 

Radiation Management Corp,. Northbrook, II 

•to -8 801 

7 

Edlow International Co., Washington, DC 

40-8760 

7 

Rio Algoin Corp., Moab, UT 

40-8084 

4 

Energy Fuels Nuclear, Inc., Denver, CO 

40-8675 

5 

Rocky Mountain l:ncigy Co., 

Broomfield, CO 

40-8380 

5 

Energy Fuels Nuclear, Inc., Denver, CO 

40-8681 

5 

Rocky Mountain Energy Co., 

40-8697 

6 

Energy, Dept, of, Canonsbiirg, PA 

40-6500 

3 

Dcnvei. CO 



Exxon Co , USA. Houston, TX 

40-8102 

4 

Shieldalloy Corp., NcwRcId, NJ 

40-7102 

4 

Fansteel, Inc , North Chicago, IL 

40-7580 

4 

Silver King Mines, Inc., Casper, WY 

40-8602 

5 

Federal-American Partners, Riverton, WY 

40-4492 

3 

Tennessee Valley Aulhoiity. Cliiiitanoogii. TN 

40-1341 

1 

Getty Oil Co.-Petrotomics Co., 

Shirley Basin, WY 

40-6659 

4 

Teton Exploration Diilling Co., Inc. 

Casper, WV 

40-8728 

6 

Kerr-McGee Chemical Corp., 

40-2061 

2 

Teton Exploration Drilling Co., lac., Casiier, 

40-8781 

7 

Oklahoma City, OK 



WY 



Kerr-McGee Nuclear Corp., 

40-8027 

4 

Union Carbide Corp., Grand Ju net ion, CO 

40 0299 

1 

Oklahoma City, OK 



Urancrz USA, Inc., Casper, WY 

40-8783 

7 

Kerr-McGee Nuclear Corp,, 

Oklahoma City, OK 

40-8727 

6 

Uranium Resources. Inc., Richardson, TX 

40-8786 

7 

Kerr-McGee Nuclear Corp , 

40-8768 

7 

Vistron Corp., Lima. OH 

40-76(81 

4 

Oklahoma City, OK 



Western Nuclear, Inc., Jeffrey City, WY 

40-1 162 

1 

Mallinckrodt Chemical Works, St. Louis, MO 

40-6563 

3 

Western Nuclear, Inc.. Lakcwoml. CO 

40-8684 

5 

McGean Disposal Dump, Newburgh Heights, 

OH 

40-8800 

7 

Wyoiiiing Fuel Co., Lakewowl, CO 

40-8829 

7 

Minerals Exploration Co., Los Angeles, CA 

40-8348 

5 

Wyoming Mineral Corp., Lakcwoml, CO 

XV 

40-8502 

5 



Name 

Docket 

Page 

Nmne 

Docket 

Page 

Domestic Licensing of Production and UtilDalfon Fncilltles — 


Cherokee Niiclcai Station, Unit I 

STN-50-491 

279 

Docket 50 



Cherokee Nuclear Station, Unit 2 

STN-50-492 

279 

AGN-201, Senes 106 

50- 5y 

12 

Cherokee NuelCtii Station, Unit 3 

STN-50-493 

280 

Arkansiis Nuclear One, Unit 1 

50*313 

105 

Clinch River Breeder Reactor 

50-537 

295 

ArkaniflS Nuclear Ojie, Unit 2 

50-368 

179 

Clinton Power Station, Umt t 

50-461 

271 

Armed Forces Radiobiology Research Institute 

50-170 

17 

Clinton Power Station, Unit 2 

50-462 

274 

B&W Critical Experiment Facility {Nuclear 
Merchant Ship) 

50-n 

10 

Cohimlua Univ Research Reactor 

50-208 

2! 

Beaver Valiev Power Station, Unit 1 

50-3J4 

142 

Coniandic Peak Steam Eleetiic Station 

50-445 

251 

Beaver Valley Power Station, Unit 2 

50-412 

218 

Comanche Peak Steam Electric Station 

50446 

254 

Bcllefontc Nuclear Plant, Unit 1 

50-438 

237 

Cooper Nucleai Station 

50-298 

89 

Bellefontc Nuclear Plant, Unit 2 

50439 

239 

Cl y still River Nuclear Plant, Unit 3 

50-302 

92 

Big Rock Point Nuclear Plant 

50455 

15 

Davis-Bessc Nuclear Power Station, Unit 1 

50-346 

155 

Black Fox Station. Unit 1 

STN-50-556 

297 

Diablo Canyon Nuclear Power Plnnt, Unit 1 

50-275 

61 

Black Fox Station, Unit 2 

STN-50-557 

297 

Diablo Canyon Nuclear Power Plant, Unit 2 

50-323 

123 

Braidwood Station, Unit 1 

STN-50456 

261 

Donald C Cook Nuelcat Power Pliiiil, Unit 1 

50-315 

106 

Braid wood Station, Unit 2 

STN-50457 

263 

Donald C. Cook Nuclear Power Plant, Unit 2 

50-316 

108 

Browns Ferry Nuclear Power Station, Unit 1 

50^259 

41 

Penv Chemical Co 

50-264 

48 

Browns Ferry Nuclear Power Station, Unit 2 

50-260 

43 

DicAileii Nuclear Power Station, Unit 1 

50-10 

8 

Browns Ferry Nuclear Power Station, Unit 3 

50-296 

87 

Dresden Nuclear Power Station, Unit 2 

50-237 

26 

Brunswick Steam Electric Plant, Unit 1 

50-325 

128 

Dresden Nucjeiir Power Station, Unit 3 

50-249 

32 

Brunswick Steam Electric Plant, Unit 2 

50-324 

126 

Duane Arnold Energy Centei 

50-331 

138 

Buffalo Materials Research Center 

50-57 

il 

Edwin L r latch Nuclear Plant, Unit 1 

50-321 

119 

Byron Station, Unit 1 

STN.50-454 

256 

Edwin t Match Nuclear Plant, Unit 2 

50466 

177 

Byron Station, Unit 2 

STN-50-455 

259 

Eniico Fermi Atomic Power Pliinti Unit 2 

50-341 

151 

Cahfornia State Polytechnic College 

Research Reactor 

50-394 

207 

Enrico Fermi Unit 1 

50-16 

10 

Callaway Plant, Unit 1 

STN-50483 

277 

Floating Nuclear Plant 

STN-50-437 

237 

Callaway Plant, Unit 2 

STN-50486 

279 

Ford Nuclear Reactor 

50-2 

7 

Calvert Cliffs Nuclear Power Plant, Unit 1 

50-317 

HI 

Foit Calhoun Station, Unit 1 

50-285 

74 

Calvert Cliffs Nuclear Power Plant, Unit 2 

.50-318 

113 

Fojt St, Vrnin Ntielciir Generating Station 

50-267 

54 

Catawba Nuclear Station, Unit 1 

50-413 

220 

General Electric Niicleai Test Reactor 

50-73 

13 

Catawba Nuclear Station. Unit 2 

50-414 

222 

Geneial Electric Test Reactor 

50-70 

12 

Catholic Univ of America 

Research Reactor 

50-77 

13 

Georgia Tech Rescnrcli Reactor 

GESSAR-238 

50-276 

STN-50-447 

64 

256 

CESSAR System 80 

STN-50-470 

274 

Grand Gulf Nuclear Station, Unit 1 

50-416 

225 


XVI 



Name 

Docket 

Page 

Nuiiic 

Docket 

Page 

Grand Gulf Nuclear Station, Unit 2 

50-417 

227 

Noilli Anna Powci Station, Dim 2 

50-339 

349 

H B Robinson Plant, Unit 2 

50-26 1 

45 

North Anna Fovvci ,Stalioii, Unit \ 

50-104 

214 

Haddani Neck Plant 

50-213 

21 

(X’oiiec Nut lea 1 Siaiioii, Dint 1 

50-269 

54 

Hope Creek Nudear Station, Unit 1 

50-354 

167 

eXonee Nucleai ,Staiioii Diui 2 

50-270 

56 

Humboldt Bay Power Plant, Unit 3 

50-133 

14 

Ocdiice Nutlcar Station, Unit 3 

50-287 

77 

Indian Point Station, Unit 1 

50-3 

7 

Oystci Creek NiiilIc;u Power l^kiiil 

50-219 

22 

Indian Point Station, Unit 2 

50-247 

31 

Pall Slides Nuclear Plam 

50-255 

39 

Indian Point Station, Unit 3 

50-286 

75 

Palo VcicJe Nuclear Station, Unit 1 

srN-5()-52S 

287 

James A, Fitzpatrick Nuclear Power Plant 

50-333 

140 

Palo Verde Nuclein Station, Unit 2 

S7'N-50-529 

290 

Jo,sepli M Farley Nuclear Plant, Unit 1 

50-348 

157 

Pnlo Verde Nuclciii Slut ion, Unit 3 

S’rN-50-530 

293 

Joseph M. Farley Nucleui Plant, Unit 2 

50-364 

175 

Peach Bouom Atomic Fkiwci St i it i on, Unit 2 

50-277 

64 

Kewaunee Nuclear Power Plant 

50-305 

95 

Peach BoUoin Atomic Powei Si at ion, Dml 3 

50-278 

66 

La Crosse Boiling Water Reactor 

50-409 

215 

l^eiiiisylvimia State Univ RcscmicIi Reactor 

50-5 

8 

LaSalle County Station, Unit 1 

50-373 

185 

Pciiy Nncleur f^iwci Plain, Unit 1 

50-440 

241 

LaSalle County Station, Unit 2 

50-374 

188 

Pciiy Nncleur Powei PItiiU, Uriii 2 

50-441 

245 

Limerick Generating Station, Unit 1 

50-352 

159 

Pilgiini Niiclcui Powet Station, Unit 1 

50-293 

83 

Limeiick Generating Station, Unit 2 

50-353 

164 

Point Beacli Nticlciu Unit 1 

50-266 

50 

Lynchburg Pool Reactoi 

50-12 

10 

Point Beach Nucleai PhiiU, Unit 2 

50-301 

90 

Maine Yankee Atomic Power Plant 

50-309 

98 

Pi nine Island Nuckat Station, Uriii 1 

50-282 

72 

Manhattan College Reseaicli Reactor 

50-199 

18 

Pruiiic Island Nucleai Station, Uiiil 2 

50-306 

97 

Marble Hill Nuclear Station, Unit 1 

STN-50-546 

295 

Quad -Cities Suit son, Unit 1 

50 2.S4 

38 

Marble Hill Nuclear Station, Unit 2 

vSTN-50-547 

296 

Qiiatl'C'itics Slut toil. Unit 2 

50 265 

4H 

Massachusetts institute of 

Technology Research Reactor 

50-20 

10 

l6mcho Scco Nucleai (leriei siting Station 

50-312 

102 

Michigan Stale Univ Research Reactor 

50-294 

85 

lUiSAR smo 

50 601 

297 

Midland Plant, Unit 1 

50-329 

134 

Rliode Lslund & Providence 

Plant alums AF.C 

50-193 

18 

Midland Plant, Unit 2 

50-330 

136 

Rivci Bend Simmii, Unit 1 

50-458 

265 

Millstone Nuclear Power Station, Unit 1 

50-245 

29 

River Bund Station, Unit 2 

50-459 

270 

Millstone Nuclear Power Station, Unit 2 

50-336 

145 

Robcil Emmet Olnim Nuclear Plinit, Unit 1 

50-244 

28 

Millstone Nuclear Power Station, Unit 3 

50-423 

229 

RPI Crilical Experiment 

50-225 

26 

Monticello Nuclear Generating Plant 

50-263 

47 

Salem Nnclcm Gciicuiting Station, Unit 1 

50-272 

61 

National Bureau of Staiulard.s Reactor 

50-184 

17 

Salem Nuclear Gcncuiling Station, Unit 2 

50-311 

100 

Nine Mile Point Nuclear Station, Unit i 

50-220 

24 

San Oiiofrc Nuclear Station, Unit 1 

50-206 

18 

Nine Mile Point Nuclear Station, Unit 2 

50-410 

216 

San Oiiofrc Nucleai Station, Unit 2 

50-361 

171 

North Anna Power Station, Unit 1 

50-338 

147 

San Onofre Nuclear Slalum, Unit 3 

50-362 

173 


xvji 



Name 

Docket 

Page 

Name 

Docket 

Page 

Saxton NucJcar Experimental Facility 

50-146 

15 

Univ. of Missouri Research Reactor 

50-186 

17 

Scabrook Nuclear Station, Unit 1 

50-443 

248 

Univ. of Missouri Research Reactor 

50-123 

i3 

Seabrook Nuclear Station, Unit 2 

50-444 

249 

Univ. of Texas Research Reactor 

50-192 

18 

Sequoyah Nuclear Plant, Unit 1 

50-327 

130 

Univ. of Utah Research Reactor 

50-407 

214 

Sequoyah Nuclear Plant, Unit 2 

50-328 

132 

Univ. of Utah Research Reactor 

50-72 

12 

Shearon Harris Nuclear Power PJflnt, Unit 1 

50-400 

211 

Univ, of Virginia CAVALIER Reactor 

50-396 

209 

Shearon Harris Nuclear Power Plant, Unit 2 

50-401 

214 

Univ. of Virginia Research Reactor 

50-62 

12 

Shoreham Nuclear Power Station 

50-322 

119 

Vallecitos Doiiing Water Reactor 

50-18 

10 

Skdgit Nuclear Power Project, Unit I 

50-522 

286 

VpJ|ecno.s Experimental Superheat Reactor 

50-183 

17 

Skagit Nuclear Power Project, Unit 2 

50-523 

287 

Vermont Yankee Nuclear Power Station 

50-271 

58 

South Texas Project, Unit 1 

STN-50-498 

280 

Virgil C. Summer Nuclear Station, Unit 1 

50-395 

207 

South Texas Project, Unit 2 

STN-50499 

282 

Virgrnta Polytechnic Institute 

50-124 

13 




Training Reactor 



Space Pndiation Research Reactor 

50-187 

18 







Vogtic Electric Generating Plant 

50-424 

231 

St Lucie Plant, Unit I 

50-335 

144 







Vogtic Electric Generating Plant 

50-425 

234 

St Lucie Plant, Unit 2 

50-389 

198 







Waterford Generating Station, Unit 3 

50-382 

190 

Surry Power Station. Unit J 

50-280 

67 







Waterford Generating Station, Unit 4 

50-383 

193 

Surry Power Station, Unit 2 

50-281 

70 







Waifs Bar Nuclear Plant, Unit i 

50-390 

200 

Susquehanna Steam Electric Station, Unit 1 

50-387 

193 







Woti.s Bar Nuclear Plant, Unit 2 

50-391 

203 

Susquehanna Steam Electric Station, Unit 2 

50-388 

196 







Westinghousc Critical Experiment 

50-87 

13 

Texas A&M Univ Research Reactor 

50-128 

14 







William B. McGuire Nuclcai Station, Unit 1 

50-369 

18) 

Texas, Univ. of 

50-602 

298 







Will lam B. McGunc Nuclear Slation, Unit 2 

50-370 

183 

Three Mile Island Nuclear Station. Unit 1 

50-289 

79 







Wlllinni H. Zimmer Nuclear Station, Unit 1 

50-358 

170 

Three Mile Island Nuclear Slation, Unit 2 

50-320 

114 







Wolf Creek Generating Station 

STN-50-482 

275 

Trojan Nuclear Plant 

50^344 

155 







WPPSS Nuclear Project, Unit 1 

50-460 

271 

Turkey Point Plant, Unit 3 

50-250 

33 







WPPSS Nuclear Project, Unit 2 

50-397 

209 

Turkey Point Plant, Unit 4 

50-251 

36 







WPPSS Nuclear Project, Unit 3 

STN-50-508 

285 

Union Carbide Research Reactor 

50-54 

fj 







WPPSS Nuclear Project, Unit 4 

50-513 

286 

Univ. of Arizona Research Reactor 

50-113 

13 







WPPSS Nuclear Project, Unit 5 

SrN-50-509 

286 

Univ. of California at Santa Barbara Research 

50-433 

237 




Reactor 



Yankee- Rowe Nuclear Power Station 

50-29 

10 

Umv, of Florida Training Reactor 

50-83 

13 

Zion Nuclear Power Station, Unit i 

50-295 

85 

Univ. of Illionis Research Reactor 

50-356 

169 

Zion NucJcar Power Station, Unit 2 

50-304 

93 

Univ of Jliinois Research Reactor 

50-151 

15 
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Univ , of Lowell Research Reactor 

50-223 

26 

Arizona Public Service Co., Phoenix, AZ 

70-2984 

302 

Univ. of Maryland Research Reactor 

50-166 

17 

Babcock & Wilcox Co,, Alliance, OH 

70-0028 

298 
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Name 

Docket 

Page 

Name 

Docket 

Pnge 

Babcock & Wilcox Co , Apollo, PA 

70-0364 

299 

Weslinghouse Electric Corp , 

70-0698 

299 



Pittsburgh, PA 



Babcock & Wilcox Co,, Lynchburg, VA 

70-1201 

301 




Babcock & Wilcox Co , Lynchburg, VA 

70-0824 

300 

5Puckiiging of Hadloiictlvc Muter Inl for Truns|><u1 uiid 


Transportation of Kacl Inactive Mute rial Undei Certtihi 



70-0027 

298 

Conditions — Docket 71 



Babcock & Wilcox Co , Lynchburg, VA 



Baitellc Memorial Institute, Columbus, OH 

70-0008 

298 

Agriculture, Dept of 

71-0238 

303 


70-0984 

300 

Arnold Greene Testing Ln bom tones, Inc 

71-0365 

303 

BatteJIe Memorial Institute, Richland, WA 



Cincinnati Gas & Electric Co , 

70-2838 

301 

Babcock & Wilcox Co 

7l-(X)88 

302 

Cincinnati, OH 



Babcock & Wilcox Co 

71-0115 

302 

Cleveland Electric Illuminating Co., 

70-2968 

302 



303 

Cleveland, OH 



Boeing Co. 

71-0372 

Combustion Engineering, Inc , Windsor, CT 

70-1100 

300 

Cobc Laboratories 

71-0531 

303 

Combustion Engineering, Inc,, Windsor, CT 

70-0036 

298 

Eagle Inspection, Inc. 

71-0374 

303 

Commerce, Dept, of, Washington, DC 

70-0398 

299 

Fedcial Aviation Ad mi nst ml ion 

71-0177 

302 

Exxon Nuclear Co., Inc., Richland, WA 

70-1257 

307 

Qcneml Electric Co, 

7l-a)04 

302 

GA Technologies, Inc , San Diego, CA 

70-0734 

300 

Qesellscliaft Fucr Nukicnr Service, MBH 

71 0510 

303 

General Electric Co., Pleasanton, CA 

70-0754 

300 

Hit till an Nuclear & Development Corp 

71-0024 

302 

General Electric Co , San Jose, CA 

70-1308 

301 

Industrial Nuclear Co. 

7I-(X)62 

302 

General Electric Co , San Jose, CA 

70-1007 

300 

Model: 5(X)-SU, Automation industries, Inc 

71-9006 

305 

General Electric Co,, Wilmington, NC 

70-1113 

300 

Model: 5984, J.L. Shepherd & Associates 

71-5984 

304 

J.L. Shepard & Associates, Glendale, CA 

70-0122 

298 

Model: 6272, U.S Ecology, Inc. 

71-6272 

304 

Kerr- McGee Nuclear Coip,, Oklahoma City, 

70-0925 

300 

Model: 660 & 660E, Technical 



OK 

71-9033 

305 



Operations, Inc. 



Navy, Dept, of, Silver Spring, MD 

70-1207 

301 

Model: 680 & 6H0E I’cchiiicat 

71-9035 

305 

Niagara Mohawk Power Co., Syracuse, NY 

70-2948 

301 

0|>cniiions, Inc. 



Northeast Nuclear Energy Co., Hartford, CT 

70-3014 

302 

Model; 9200, Nuclear Packaging, hie. 

7l-92(X) 

306 

Nuclear Fuel Sei vices, Erwin, TN 

70-0143 

298 

Model: AP-300, ANBFCO. Inc, 

71-9192 

306 

Public Service Electric Gas Co,, Newark, NJ 

70-3011 

302 

Model: B-3, U.S. Ecology, Inc. 

71-6058 

301 

Rochester, Univ of, Rochester, NY 

70-2982 

302 

Model: BCL-4, Biittcllc Columbus Lubointory 

71-59.10 

304 

Tennessee Valley Authority, Chattanooga, TN 

70-2928 

301 

Model: BMM, Batlellc ColumlHis Liiboralory 

71-5957 

301 

UNC Naval Products, Inc.* Uncasville, CT 

70-0371 

299 

Model: CASTOR V, Ocsellsclinlt fucr 

71-9190 

306 

Union Carbide Corp., Tuxedo, NY 



Nukicnr Service, mbH 



70-0687 

299 

Model: CNS 14-195-H Cliem-Nudear 

71-9094 

305 

United Nucleai Corp., Wood River 

Junction, RI 

70-0820 

300 

Systems, lue. 

Veterans Administration Medical Center, 



Model: CNS 21-300, Chcni-Nuclcnr 

71-9096 

306 

70-2199 

301 

Systems, Inc. 

Washington, DC 





Weslinghouse Electric Corp,, Pittsburgh, PA 

70-1143 

301 

Model: CNS 8-120, Chcm-Nuclear Systems, 

Inc, 

71-6601 

305 

Westinghouse Electric Corp., 

Pittsburgh, PA 

70-1151 

301 

Model; CNS 8- 12 OB Chem-Nucicnr SyMcnis, 

Inc. 

71-9168 

306 
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Name 

Docket 

Page 

Model. FSV'l, GA Technologies, Inc 

71-6346 

304 

Model GE-IiOO, Gene ml Elcctrjc Co 

71-5939 

304 

Model GE'600, Genenil Eleclric Co 

71-5980 

304 

Model HN-lOfl, Senes 3. HiUinnn 

Nuclear & Devclopmerii Corp. 

71-9151 

306 

Model HN-100, Senes 1. Hutman Nuclear 
Development Corp 

71-9086 

305 

HN'IOO, Series 2 & 2A Hittriwn 

Developjticnl Corp, 

71-9079 

305 

Model HN-IOOS, Hitlinan Nwelear 8i 
Dcvetopnieut Corp 

71-9089 

305 

Model HN-200, HltUium Nuclear & 

Development Corp 

71-6574 

304 

Model. HN-600, NUPAC 7-100 & CNS 

7-100, Hiltman Niicleai & Development 

Corp. 

71-9080 

305 

Model; lF-300, General Electric Co 

71-9001 

305 

Model: MH-IA, Energy, Dept, of 

71-6639 

305 

Model. NES-.^, Nuclear Energy Services, Inc. 

71-9193 

306 

Model NPI-20WC-6, Neutron Products, Inc, 

71-9102 

306 

Model' NPJ -67-0442, Neutron Products, Inc 

71-5364 

304 

Model: NUPAC 14/lOOL, /190M & /I90H, 
Nuclear Packaging, Ine. 

71-9159 

306 

Model: NUPAC i4/210L & i4/2]0H, 

Nuclear Packaging, Inc 

71-9176 

306 

MckIcI. OH-142 Series & NUS 10-J33, 

Nuclear Packaging, Jnc. 

71-9073 

305 

Model: PAS- 1, Nuclear Packaging, Inc, 

71-9184 

306 

Model: SPEC 2-T, Source Production & 

Equipment Co 

71-9056 

305 

Model: STL-201, St Louis Testing 

Laboratories 

71-9024 

305 


Name 

Docket 

Page 

Model: TN-8, -SL, Virginia Electric & Power 

Co 

71-9015 

305 

Model TN-9, Commonwealth Edison Co 

71-9016 

305 

Model: UNC-2600, United Nuclear Corp 

71-5086 

304 

Model: UX-30, Nuclear 

Packaging, Inc 

71-9196 

306 

MSI Testing, Inc 

71-0029 

302 

Navy, DepL of 

71-0129 

302 

Navy, Dept, of 

71-0373 

303 

Navy, Dept, of 

71-0176 

302 

Navy, Dept, of 

71-0360 

303 

Navy, Dept, of 

71-0364 

303 

Navy, Dept, of 

71-0199 

303 

Navy, Dept, of 

71-0540 

304 

Pick Instrument Products Co , Inc 

71-0359 

303 

Pryor Foundry, Inc. 

71-0206 

303 

Tcledyric Energy Systems 

7 J -0397 

303 

Texas, Univ. of 

71-0535 

303 

United Airlines, Inc 

71-0044 

302 

United Inspect mil 

71-0530 

303 

United Slates Pipe & Fouiulry Co. 

71-0376 

303 
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Carolina Power & Light Co 

72-0003 

307 

Morns Operations. Genenil Electric Co. 

72-0001 

306 

Virginia Electric & Power Co. 

72-0002 

306 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-039 SHEFFIELD, IL, U S ECOLOGY. INC 

8504080339 Trip ropt of 060228 visil to Springfield, IL ro meeting w/ IL Dept of Nuclear 
Safety & J Labonau.Ofc ol Slate Programs, concornino progress towards Agreemont 
Slate status 

LICKUS.Fl Region 3, Office of Director 85/03/04 KEPPLERJG Region 3. Office of 
Director 3pp 29711 282-29711 284 

85041B0024 Summary of quarterly monitoring data of piozomelers & welts in vicinity of 
Trench 18 & Trench 10 sumpa for First Quarter 1985 W/850326 Itr 
BOWEN, M A US Ecology. Inc (formerly Nuclear Engineering, Inc ) 85/03/31 
SHAFFNER.J Division of Waste Management 2pp 29920 218 29920 219 


0504120019 Recommends issuance of Amend 33 to License SUA-64B, lemporarity 
modifying license conditions not necessary wJiilo mill In long term standby slalus 
SHOPENNpN M , PETTENGILL,H J Ufanium Rocovory FioTd Office 85/03/21 Urani 
urn Recovery Field Office 9pp 29795 095-29795 1 27 

-8504120024 Forwards Amend 33 to License SUA 648, deleting Liconse Conditions 
65{b>,66 & 69 & revising Conditions 11< 17. 19.22. 30, 40(a), 42. 44, 46, 5 1(c) & (d) & 7t(b) 
& (c) while mill in long term standby status 

SMITH.RD Uranium Recovery Field Offico 85/03/21 UMETCO Minerals Corp 
(subs of Union Carbide Corp ) 6pp 29795 1 04 29795 108 

-6S04120030 Amend 33 to License SUA 648,dQteling License Conditions 65(b), 68 & 69 
& revising Conditions 1 1,17, 19,22, 30, 40(a), 42, 44, 4 6.5 1(c) & (d) & 71(b) & (c) while 
mill in long^-lerm standby status 

SMITH.RD Uranium Recovery Field Office 85/03/21 19pp 29795 109 29795 127 


DOCKET 27-047 BARNWELL, SC, CHEM-NUCLEAR SYSTEMS, INC. 


DOCKET 40-1162 WESTERN NUCLEAR, INC.. JEFFREY CITY, WY 


0504100181 Requests assistance to allow ORNL & NRC to perform independent analy 
aes of hazardous mall on trench & groundwater samples from Barnwell on 850121 & 
22 

NUSSBAUMER.D A Assistant Director for Slate Agreements Programs 05/01/11 
SHEALY.HG South Carolina, State of 2pp 29921 143 29921 144 

8604100028 Forwards summary rapt re SNM waste disposal at Borrrwell site during 
DY84,pQr Condition 7 of License 12-13536 Ol.W/o end 

RYAN.M T Chem Nuclear Syslama, Inc 85/03/21 HIGGINBOTHAM, L Low-Level 
Waste & Uranium Recovery Projects Branch Ip 29885 208-28085 200 


DOCKET 27-040 RICHLAND, WA, U.S. ECOLOGY, INC 

8504080177 “Groundwater Anatysis.Fourth Quarter 1904 “ W/850219 Hr 
MARTINEZ.EO US Ecolog^y, Inc (formerly Nuclear Engineering, Inc) 04/12/31 
SCHAFFNER.J J NRC ■ No Dotailod Affiliation Given 2pp 29712 153-20712 154 

8504300002 “Environ TLD Results," monthly repl for Feb 1985 W/050409 Hr 
MARTINEZ, ED US Ecology, Inc (formerly Nuclear Engineering, Inc) 85/02/20 
SCHAFFNER.J J NRC - No Dotalfed Affiliation Given 2pp 30072 961-30072 362 

8604170703 Provides summa 7 of total cubic ft of waste received from federal facilities 
during 1902-1984 for slates listed 

MARTIN E2, E D US Ecology, Inc (formerly Nuclear Enginooring, Inc) 85/03/04 
SCHAFFNER.J J NRC No Detailed Affitiabon Given 1p 29904 143-29904 143 

8504170696 Forwards SNM monthly receipt &. burial ropt lor Fob 1985, Including repl of 
Isotopic activity W/o ends 

WRIGHT, S V US Ecology, Inc (formerly Nuclear Engineering, Inc) 85/03/15 
BROWNING, 0 Low Level Waste Licensing branch Ip 29902 363-29902 363 

0604180031 “First Quarter 1985 Thyroid Results " W/050320 Hr 
MARTINEZ.E D US Ecology, Inc (formerly Nudoar Engineering, Inc) 85/03/31 
SCHAFFNER.J J NRC ■ No Detailed Affiliation Given 2pp 20920 206-29D20 207 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40*0299 UNION CARBIDE CORP., GRAND JUNCTION, CO 

8504040007 "Stabilization & Reclamation of Inactive Tailings Impoundment" Vol I, 
"Field & Lab Investigations" 

* Water. Waste & Land. Inc 84/11/30 133pp 29620*277-29630 049. 

8504030107 Forwards "10CFR40 65 Reporting Roqulremenla (or UMETCO Minerals 
Corp Gas Hills, WY Mlll.Second Half 1984," per License Condition 53 No release of 
liquid or solid offluonts to unrestricted areas occurred 

LYONS.PJ UMETCO Minerals Corp (subs of Union Carbide Corp) 85/02/20 
PETTENGILL.H, Uranium Recovery Field Office 2pp 29603 123 29604 031 

-8604030112 "10CFR40e5 Reporting Requirements for UMETCO Minerals Corp Gas 
Hills, WY Mlll.Second Half 1984 " W/throe oversize maps. Aperture cards available In 
PDR 

* UMETCO Minerals Corp (subs, of Union Carbide Corp) 84/12/31 267pp 
29603,125 29604 031. 

8504040058 Discusses engineering aspects of Umotco Minerals Corp inactive tailings 
reclamation schedulo Approval of schedule recommended based on understanding 
that WBlor,Was1e & Land, Inc ropt becomes supporting document for Permit 349C R1 
ENQELMANN.R UMETCO Minerals Corp (subs, of Union Carbide Corp). 85/02/12 
UMETCO Minerals Corp. (subs of Union Carbide Corp) 3pp. 29619 161-29610163, 

8504030394 Advises of variance from License Condition 43 requiring cumufalivo (low 
meters on all lines leaving Pit A-9 Lino from Pit A-9 to south evaporation pond moni- 
tored w/hour moter for esllmale of water vol until ffow meter mstaifed 
LYONS.PJ, UMETCO Minerals Corp (subs of Union Carbide Corp) 85/03/14 
GARCIA, P. Uranium Recovery Field Office. Ip. 29606.291-29606.291 

8604120346 Correction to 850131 application to amend License SUA-648, changing 
Conditions 46 & 51 permanently & Condition 17 semiannual audit of ALAR A program 
to annually 

LYONS, PJ. UMETCO Minerals Corp. (subs of Union Carbide Corp) 86/03/20 
GARClA.P Uranium Recovery Field Office Ip 29795 043-29795 043 

8604060060 Lists major points of review ol Umetco Minerals Corp 650228 ALARA rept 
re results of in plant & environ monitoring, training sessions & Insps during Second 
Half 1984 

SHOPENN.NM.. PETTENGILL.H J Uranium Recovery Field Offico. 85/03/21. Urani- 
um Recovery Field Office. 2pp 29712 338 29712 339 


0604160666 Forwards remedial roclamnlion proposal for Day Loma Mine, addressing 
NRC concorrrs from insp on 041106 Described work will commence In Spring 1905 
VINCELETTE.M D Energy Fuels Nucloar, fnc 05/01/07 KONWINSKI.G R Uranium 
Recovery Field Office 5pp 2081 1 199 29011 203 

8604040180 Discusses results of 840614 spilt sampling of pumpback sys at Split Rock 
Mill Tailings site Results Indicate that data good, but lob procedures In need of review 
& In some cases, addi QC measures Impfemonted 

SCHMITTDIAL.P Western Nucloar, fnc (subs of Phefpa Dodge Corp) 85/01/23 
Western Nucloar, Inc (subs of Phelps Dodge Corp ) 5pp 23619 077-20619 06! 

650424086B Application for amend to License SUA 56,supplGmon1ing C40417 applica 
tion re changes to Split Rock Mill groundwater & surface water monitoring 

g rogram Two oversize figures end Aperture cards available In PDR Foo paid 
OGDEN, G Western Nuclear, Inc (subs of Pholps Dodge Corp) 05/02/20 

PETTENGILL,H J Uranium Recovery Field Offico lipp 29970 277 29978 288 

8504039478 Forwards comments on 050123 memo, "Results of Split Sampling on Tail 
mgs Pumpback Sys," Chronology of events re stalomonts in memo 

provided Commilmonl for continued improvement of QA provisions Initiated in lab 
listed 

BOGOEN.Q Westorn Nuclear, Inc (subs of Phelps Dodge Corp) 85/03/05 

SCHMITTDIAL.P Wyoming, Stale of 17pp 29G27 116 29627 131 

8504030077 Forwards “Groundwater & Surface Water Monitoring Results, Fourth Quar- 
ter 1964," per License Conditions 23,25 & 31 “Review of Water Quality Sampling 
Analyaes.Fourth Quarter 1984" also onci 

aOQDEN.G Western Nuclear, Inc (subs of Phelps Dodgo Corp) 85/03/13 

PETTENGILL,H J Uranium Recovery Field Office 13pp 29623 002 29624 080 

-0504030084 “Groundwater & Surface Water Monitoring Results, Fourth Quarter 1904 “ 
^ Westorn Nuclear, Inc (subs of Phofps Dodgo Corp) 04/12/31 366pp 29623 075- 
29624*000 

8504060136 Comments on environ monflorJng data for Second Half 1984 for Split Rock 
Mill No significant trends noted during review of data No iiconbing action warranted 
JIERREE.CC, PETTENGILL.H J Uranfuni Recovery Field Offico 05/03/14 Uranium 
Recovery Field Office 4pp 29674 332-29674 335 

8604240409 Roquests payment of feo for B50228 appilealron for amend to License 
SUA-56mor 10CFR170 Amend changes groundwater & surface monitoring program 
WEISS.D Liconao Foo Management Branch 05/03/20 DOQDEN.G Western Nude 
ar, Inc (subs of Phelps Dodge Corp ) 1p 29970.331 29976-331 

8504230563 Forwards Amend 24 to License SUA 60, revising Condition 20 re surety ar- 
rangement 

SMITH.RO Uranium Recovery Field Office 05/03/28, COLLINS.R Western Nuclear, 
Inc (subs of Phelps Dodge Corp) 2pp 29972-289 29972 306 

-8604230567 Amend 24 to License SUA-SB, revising Condition 20 re surety arrangement 
tor tailings stabilization, mill decommissioning & site reclamation 
SMITH, RO Uranium Recovery Field Office 85/03/28 13pp 29972 291 20972'303 

-8504230574 Informs of acceptability o-f surety bond for sHo decommissioning & 
reclamalion.Condition 29 of License SUA- 56 should be revised as listed 
JIERREE.CC,, PETTENQILL,H J Uranium Racovery Field Office, 85/03/20 Uranium 
Recovery Field Office 2pp 29972 304-20072 305 

-8604230500 Informs that no foe required for Amend 24 to License SUA 56 Action ini 
Hated by U RocoveryFioId Ofc for bonofit of NRC 

JIERREE.C.C, PETTENGILL,H J Uranium Recovery Field Offico 65/03/28 
MILLER.WO License Feo Management Branch. Ip 29972 306 29972 308 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

0504050119 Forwards addI info ra disposal site dosign criteria for cover 
thicknass, Designed cover thickness exclusive of cloy cap can be reduced to 3 ft & 
meet new radon Ilux limit 

HUFHAM,J.W Tennessee Vattey Authority. 05/03/06 SMiTH.R.O Uranium Recovery 
Field Office 7pp 29674 351-20674 357 

6S04060356 Summary of 850305 meeting w/G older Assoc ro proposed sotllement mon 
itoring scheme (or first cell at disposal site 

BRICH.RF., HAWKINS.EF Uranium Recovery Field Office 65/03/20 Uranium Re- 
covery Field Office 2pp 29671 360 29671,351. 

8504120343 Forwards certification that riprap used in Edgemonl deco m mis si on In q 
project meets ASTM Cl 31 -73 & C88-76 tesle, per 05031 1 request 
HUFHAM.J W Tennessee Valley Authority, B5/03/21 SMITH, R D Uraniurh Recovery 
Field Office 2pp 29795,044-29795 045 


1 



2 DOCKETED ITEMS 


8504110601 Requears i.sred addJ info re actions taKen to dram disposal site perclied 
wal^rper License Conditon 36 Alt weathered shale removed from Ceil 1 
area Placement of ta 'ings in Cell 1 should not be delayed 

haViXnNS.EF Urantum Recovery Field Office fl5/'03/22 HUFHAM-.J W Tenriessee 
Vare/>'lJtnorjtv 2pp i9769 266 29769 267 

•05041 19685 Advises of coTpleLor^ of review cf proposed djversion drairage sys design 
fa*- d^spo:al site associated w/decommissiorsng of Edgemoni U Mill Fjnd approval of 

a s contingent on demonstfalon lhal active QA program followed 
NWKiNS E F. Uranium Recovery Field Office 85/03/22 Tennessee Valley Aut/iofity 
Ip 29730097*23790037 

B50411D723 Discusses 850129 submittal re shallow groundwater downgradienl from 
new d.SfVjsaf sitaQased on review of downgradrenl characterishcs, monitoring of 
grouncfwater unnecessary 

BRICH, OF, HAWKINS, EF Uranium Recovery Field Office 65/03/22 Uranium fte 
covery Field Office 7pp 29790041 20790 047. 

a50’4 150240 Discusses review of TVA disposal si!e perimeter dram sys Revised perime 
ter dra>n design adequate Potential for adverse erosion of disposal sito & perimeter 
cJrainagS n-nnal 

BFJCKRF. HAWKtNS.EF Uranium Recovery FiePd Office 65/03/22 Uranium Re- 
covery field Office 6pp 29811 323 29811 328 

65O4ttQ220 Informs of review of 10CFR4065 environ monitoring repi for Edgemont 
WjII Data shows no elevated trends & should bo viewed as representing predocormriis 
saorvng trends 

BRICh R F , HAWKiNS.E F Uranium Recovery Field Olftce 85/03/25 Uranium Re 
covery Field Office 6pp 29769 316 29769 321. 


DOCKET 40*2061 KERR-MCGEE CHEMICAL CORP., OKLAHOMA CITY, OK 

6504260364 Forwards KerrMcOae motion for reconsideratiort of second prehearing 
conference memorandum A order re facility decontamination proceeding 
WESHRVE.RA Covington & Burling 65/02/22 Docketing & Services flranch Ip 
30035 286 30035299 


8504230570 Responds in part to documont production roquosl apponilud 1o Kott- 
McGeo 650215 first request for answers to inlorrogatorios to adrniltoff 
conlooions Listed docuunents alrucjcfy m possession of Kerr-McGeo Rolatud corn) 
spondence 

WPIGHT.NA Hearing Branch 2 2 85 646 85/04/17 MERERVE.R A Covington & 

Burling 3pp 29965 115-29965 117 

8504240327 Response to people of State of IL second set of irilorroqatorlos Cortificnio 
ot Sve BneJ Related coirespondence 

HODGOON.AP, LEWIS.SH Hearing Branch 2 il/205 G72 65/04/18 Illinois Slalo 
of 80 pp 29967 196*29967*276 

8504260077 Informs of undertakings por 850422 discussion ro schodiilo for dt^vcovory- 
relatod mat lore Document discoveryjosponsos to interrogatoriosdhird party tliscovory 
& depositions outlined Related corrospondonce 

NICKLES,PJ Covington ^ Burling MfCKLES.Pj Kerr McQeo Chemical Corp {subs 
ol Kerr McGee Corp) /Sf2a5 6^1 85/04/23 FRYE.JH. CARPENrGPJH. 

MORRIS, PA Atomic Safety and Licensing Board Panel 2pp J0024 307-36024 300 

8504309385 Forwards documents in response to 650215 first roquofat for nnswors by 
NRC to interrogatories as to admit tod contentions W/o ends nointed corrospondonoo 
WflIGHT.NA Hearing Branch 2 #265 752 85/04/26 MESERVE.R A Covinglon & 
Burling 2pp 30065 285 30065 286 


DOCKET 40*2259 PATHFINDER MINES CORP., RIVERTON. WY 

8504040110 Forwards description of Criteria 6 & / of oxistinfl (alllngi aron moundwalor 
monitoring proqram.per 840710 Itr Program fully moots requTromunls of 40CFH10? 
HAROGROVE.T W Pathfinder Mines Corp 84/09/2 1 JlERREE.C Uranium Rocovory 
Field Office 4pp 28619 035 29619 OtSO 

a604150S74 Determines that Palhfinder Mines Corp quaiifios to solf-bond Permits 
345C,356C & 451, based on evaluaKon of 840020 application 
RANDeNLD Wyoming. Slate of 04/10/20 PENNINGTON,! W Pathfindar Minos 
Corp 2pp 29811 234*20811 236 


8504300029 Memorandum & order denying Kerr McGee 850222 motion for reconsider* 
ation of second prehearing conference & clarifying 850207 memorandum & order to 

S roceed w/evidonce on averments re costs & benefits 
lORRISPA. CARPENTER.J H , FRVErJH Atoinic Safety and Lfeensmq Board 
Panel 8S/03/22 Kerr-McGee Corp Bpp 30072 297-30072 304 

6504010080 Forwards documfinis marked for copying during 850311-12 review of 
NMSS files in Silver Spnng.MO Identified documents undergorrvg review for privileged 
iryfo Results wiif be forwarded W/o encf Related correspondence 
LEWIS.SH Hearing Branch 2 #285 280 85/03/28 RAPKIN.A liiinois. State of 2pp 
29571 244 29571 245 


8504030225 Correcled pages to “Soiniannual EffJuonI Monitoring Ropl for Third 8 
Fourth Quailors 1084 W/650313 Ui 

HARqGROVE,TW Pathfinder Minoa Corp 04/12/31 JIEHREB.C Uranium Ho co very 
Field Office 3pp 20606081 20606 003 

0504030463 Discusses review of hydrologic data In 1983 04 anrual ropt Riaing nilralo 
level sliN showing In Well AL-1 Recommends roovdlualion of groundwator bampling & 
anal^is procaduros for adequacy & consisloncy 

ENGELMANNjR PalhhndGf Minos Corp, 85/02/12 Pathfinder Minos Corp Opp 
29606 244*29606 249 ' ' 


8504030115 Notice of withdrawal as intervernor in proceeding Certificate of Sve end 
PROTO N T Nfchiren Shoshu Temple PROTO.N f Kelley Orve & Warren, #286 362 
05/04/01 lOpp 29587347 29567356 

85040403 T8 Answers to Kerr McGee Chemical Corp first request for answers to 
interrogaiones as to admitted contentions Persons providing responses idanlified at 
tegmn'n^g of each response Certificate of Sve end Related correspondence 
LEwiS.S H, VVflfGHT.NA Heanng Branch 2, #285 360 85/04/01 Kerr*McGeo 
Chemical Corp (subs of Kerr McGee Corp ) 45pp 29610 208 29610 252 

8S04080200 Response to Kerr McGee firsi discovery request re Inlerrogatorlss 1*36 
cDTK^ing contamination d malls w/residual process chemicals & samplinn & re 
SH® documents Proof of Sve end Related correspondence 

!?®5 403 85/04/01 Kerr-McGee Chemical Corp (subs 
of Kerr-McGeeCorp) 23pp 29682106 29682128. k i 

Reswnse to State of IL first set of InleffOgalones 8 request for production 

deteriorated 

® ® Related corresponoence 
Kerr-McGee Chemical Corp (subs of Kerr McGea Corp > #205 402 85 / 
04/01 lilinois, Stare of 50pp 29685 171*29685220 w or 

'W “I of ifttenojaiotles S lequosl lor 
* Ot S.o end Related 

Kerr-McGee Chamrcal Coro (subs of 
'M' participative docisrormaWng seat- 

^,I.^Rfflco!?a3poica 

rniyiS'l” flfanch 2 #285 364 85/04/02 VERHAGEMFC SoCioioQical 

Energy Servicea (ntemational 2 pp 29 m] 27 ^ 2 m 9 m ^ i>oaoiogtcat 

' mSdel ®' ''’“fP<''al,r 4 decislonmaUfng process 

III2i?rL Chicago decision struggle concerning radwaslo dIsposaiMerno re 

® community participation workplans end 

Hl?^ B^!Sch 2 IrtleinalUl es/03/tl LEWIS, S A 

re?* 6SM01 noltce lo 

^ erJoSn"™' " 

Butfng lOpp- 297^ 105 85/W05 ME'SERV'E.flA Covington i 

fWPKlNTif TOl^alnKatad 

fWPWA. Iltos. Stela Ol #285 659 65/04/16 ’Spp 29819 158.29819.166 


0Sp4tSO48f Amend 21 lo License SUA‘672 for Pathfinder MlnOfl Corn.UJOky Me U 
Mill, authorising use of unlimited amount of natural U at U milling fncilitlob In Fromont 
County.WY 

SMITH.r D Uranium Rocovory Field Office 65/02/20 1 1pp 2061 1 ?05 298 1 1 205 


0504040119 Forwards ^'Semiannual Effluent Monitoring riopt.Jul Doc 1084,“ por 
10CTR4O 65 & License Condilions 22,42 & 48 Proposal for aflornntu fowor Ifinils of 
dated! on for effluent monitoring will i>o submlltod by 050320.por 050220 discussion 
HARDGnOVEJW. Pathfinder Mines Corp 85/03/01 JIERREE.O 


Field Office Ip 29630 334.20630 351 


Uranium Racovury 


-8504040123 "Semfannual Effluent Monilonng Rupt.Jul Doc 1904 ” 
* Pathfinder Mines Corp 84/12/31 I4pp 2^0 333-20630 340 


-*8604040127 Pefsonfiol moniforinn expo sura ropt.Jul Dec 1964 

85/02/28 Uranium Rocovory Flo/d OKico 

opp cci(>3D tiA9 29G3u 3 d1 




WM 9m * vrivuiu^i Vjfn r I lUI 0 11.,,, , , 

Recovery Sys," per Liconso Condition 57 

Mdo1l?caV^!>72 325%7^^^^ 

-^(H230475 "QA Plan for Oporafion of Lucky Me Tailings Area Groundwater Rocovory 
*!palhfindef Mines Corp 85/03/05 2pp. 29972 326*20072 327 

8504040485 Fowards water quality data for vvolls focalod In or nenr Roid D/owholow 
Ta/finga Dam 4,por 850308 folconOala missing for Wolfs MN 2 & MW-3 prior fo 10% 
maybe found (n Semiannual of lluonl ropls * > w 

HARDGnoyE.T W Pathfinder Mines Corp 05/03/1 1 KONWINSKI.G Uranium Re- 
covery Field Office 36pp 29667001-29867 030 'lom.w uranium MO 

8504040030 Concurs w/encl WY Dept of Environ Qualify 850212 rocommondallona for 
wo^^) insp & cleaning prior to fufuro samp ling, Results roquostod for Woil AL-1 aampllnn 
monitoring by 850715 ' ‘ ^ ' sampling 

Pamllndbr 

Submits review of environ monitoring dale for Jul-Doc 1934 No ^kinltioanl 

JIE^rSIe plTT^kir*! 1%^ I ^ ^ Mardur^o end 

^Enntc.C C , PETTtNGILL.HJ Uraniurn Recovery Field Office 05/03/20 Uranium 
Recovery Froid Office 6pp 2D671 353 29G71 358 oo/uj/#ru uranium 

diagram of Lucky Me pumpback sys, per 8503 1 9 roouost Exact 

RelteVp%)7fe&7 


HAnDSROVE,TW Pa, blind 

®*dTn 57 to!td°a* ^ e^^.'rtvlslng Llconso Con- 

NUGENT, E.L Palhbndor 
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■8504180100 Amend 2 to License SUA 672 for Pathfinder Mines Corp, aulhonzing use 
of unlimited amounts of natural U 

SMITH.R D Uranium Recovery Field Office 85/03/29 lipp 29921 046>20921 056 


8504080126 "AUy General Determination of Legal Responsibility of Former Owners & 
Operators of U Processing Site at Canonsburq.PA " 

* Justfco, Dept of 85/02/26 38pp 29712 018 20712 055 


‘8504100107 Recommends issuance of amend to License SUA 672, revising License 
Condition 57 to read as listed, to assure implemenlalion of seepage recovery sys 
JIERREE.CC, PETTENGILL.H J Uranium Recovery Field Of rce 85/03/29 Uranium 
Recovery Field Office 3pp 29921 057-29921 069 


DOCKET 40-3392 ALLIED CHEMICAL CORP., MORRISTOWN, NJ 

8504020102 Responds to 050222 Itr & notice of violation & proposed imposition of civil 
penalties Corrective actions production manaoer will be notified, foreperson present & 
health physics coverage Increased for dust collector entry 

CIPOLLA.A J Allied Chemical Corp 85/03/22 KEPPLER,J G Region 3, Office of Di 
rector 7pp 29579 320-29579 334 

8504080448 Forwards Insp Rept 40 3392/05-01 on 850225 28 No noncompllanco 
noted 

PAPERIELLO.CJ Region 3. Office of Director 85/04/02 CIPOLLA,AJ Allied Chemi- 
cal Corp Ip 29684 018 20684 022 

-8504080450 Insp Rapt 40 3392/05 01 on 850226 28 No noncompfianco noted Major 
areas inspeclea radiological environ monitoring program, including program mgl.QC & 
implementation & collection & split of two samples 

JANUSKA.AG, SCHUMACHER.M C Region 3, Office of Director 05/04/02 4pp 
20504 019-29004 022 


DOCKET 40-3453 ATLAS MINERALS, INC., DENVER, CO 

8504040154 Annual survey of land use.submitted per Condition 37 of License SUA 
917 Change of land use occurred within 2-mil8 radius of land used during past yr. 
EDWARDS, DL Atlas Minerals, Inc 85/02/14 SMITH, D Uranium Recovery Field 
Office 2pp 29619 140-29619 149 

8504080382 Reviews of licensee 050214 land use survey lor 1004 Land use survey 
adequate All necessary items addressed 

JIERRFE.CC., PETTENGILL.H J Uranium Recovery Field Office 05/03/11 Uranium 
Recovery Field Office 2pp 29691 361-29691 362 

8604080147 Reviews of licensee 850131 Second Half 1984 onviron monitoring results 
for Moab Mill All required environ monitoring data submitted Item of concern will be 
followed in future submittals 

SHOPENN.N M , PETTENGILL.H J Uranium Recovery Field Office 85/03/10 Urani- 
um Recovery Field Office 4pp 20711 314 29711 317 


8504080142 Submits Homs of interest On 650327, meoling hold w/DOE re proposed 
design changes for Canonsburg remedial action plan On 050321 & 25, meetings held 
w/QA Co re fulure licensed activities & w/Weslinghouso re 
cleconta mination.respoclively 

CROW.WT Uranium Fuel Licansirig Branch 85/03/28 DAVIS, JG Division of Fuel 
Cycle & MatormI Saloiy ip 2971 1 318-29711 318 

8S04290164 Discusses review of rovs to Canonsburg remedial action plan 
rpods Adequacy of erosion protection design & analysis of of (ect o1 placing organics in 
encapsulation cell w/respoct to groundwater contamination discussed 
HIGGINBOTHAM.L Low-Level Waste & Uranium Recovery Pro)ecls Branch 05/04/ 
02 CROW.WT Uranium Fuel Licensing Branch 3pp 30052 351 30052362 

-0604290169 Forwards review of surface water hydrology aspects of revs to Canons- 
burg remedial action plan Revs acceptable 

KNAPP.MR Geotechnical Branch (PosI 831001) 85/03/15 HIGGINBOTHAM, L 
Low Level Waste & Uranium Recovery Projects Branch 9pp 30052 354 30052 362- 

-6504291^173 Submits reviow of hydrogeologlc aspects of proposed revs to Canonsburg 
remedial action plan Concurrence pending rosoiution of two Issues, including potenlial 
Impacts of inclusion of organic metis In encapsulation celt 

KNAPP.MR Geotechnical Branch (Post 631001) 85/01/24 HIGGINBOTHAM, L 
Low-Level Wasto & Uranium Recovery Projects Branch 4pp 30055 157-30055,160 

-8604290177 Forwards review of Canonsburg remedial action plan geotechnical engi- 
neering mods per Technical Assistance Request 85009 

GREEVES.JT Engineering Branch (PosI 831001) 05/03/25 HIGGINBOTHAM.L 
Low Level Wasto a Uranium Recovery Profecls Branch 4pp 30065 161-30055 164 

-8604290182 Discusses proposed mods to site conceptual design, including DOE pro 

E osal to modify design criteria for slabifized embankmenl & dolotlon of bentonite from 
arrier Layer B at Canonsburg U mill from tailings remedial action plan 
KNAPP.MR. Geotechnical Branch (Post B31001) 85/03/15 HIGGINBOTHAM.L 
Low-Level Waste & Uranium Recovery Projects Branch Spp 30055 165 30055H70 

6504300009 Summarizes 850327 meeting w/NRC, Jacobs Englnaerlng, Morrison Knud- 
sen & lECO re Inclusion of organic matt In celLdeletion of roquiremont for bentonite In 
cell cover & disposition of tons Supporting documentatton end 
THEMELIS.J G Energy, Dept of 85/04/03 NIXON.W Divisiofi of Fuel Cycfo 0 Mato 
rial Safety 38pp 30092'253-30092 291 


DOCKET 40 6663 MALLINCKRODT CHEMICAL WORKS, ST. LOUIS, NO 


DOCKET 40-4348 COMMERCE, DEPT, OF, WASHINGTON. DC 

8504050373 Forwards finding of no significant impact 0 environ assessment (NUREG- 
1130) re renewal & consolidation of Licenses SNM 362, SM0-4O5, 08 00566 05,08- 
00666-10 & 08-00566 12 

CROW,W T Uranium Fuel Licensing Branch 85/03/27 PEVEY.L E Commerce, Dept 
of, National Bureau of Standards ip 29874 293'29674'295 

-6604050376 Notico of finding of no significant impact & availability of end environ as- 
sessment (NUREG 1130) re renewal & consolidation of Licenses SNM362,SM0- 
405,00 00566 05. 0B-Q0566 10 & 08 00566-12 

CROW.W T Uranium Fuel Licensing Branch 06/03/27, 50pp 29674-294 29874 295. 


DOCKET 40-4492 FEDERAL-AMERICAN PARTNERS, RIVERTON, WY 

8504080263 Forwards final submittal ro 40CFR192 delocllon monitoring 
program j)feparod for Amortcan Nuclear Corp by Hydro Engineering 
ANDRU^NJ American Nuclear Corp 84/10/12 PETTENGILL.H J. Uranium Recov- 
ery Field Office. Ip 20712 207-29712 223 

-6504060259 ' ’Response to NRC Groundwater Detection Monitoring Comments." 
HOFFMAN.G.L Hydro Engineering 64/00/31 1 6pp. 29712 208 28712 223 

8504030430 Ack receipt of Custody Receipt 1270 UT 3 for US Treasury Bill CUSIP 
912794GJ7 Bill accepted as replacement bonding (nstrumenl (or US Treasury Bill 
CUSIP 912794QH1. 

BRYAN, VJ Wyoming, State oL 85/02/21. FERGUSON, JC American Nuclear Corp. 
3pp 29606 299-29606 301 

6504120325 “Semiannual Rept.Second Half 1984,” Including monitoring data as estab- 
lished for temporary period of suspended milling operations 
ANDRUS.N J American Nudosr Corp 85/02/26 Region 4, Office of Director Ip 
29795 054 29795.054 

8504030422 Advises that rev to Permit 352 re Updated Tailings Reclamation Plan TFN 
1 2/373, approved Approval stipulated w/condilions stated on end Page 3 of Form 11 
RANDEN.L D Wyoming, State of. 85/02/28 ANDRUS.N J American Nuclear Corp 
4pp. 29606-295-29606:208 

8504170513 Reviews environ monitoring rept for Jul-Doc 1984, per 10CFR40,65 & Li- 
cense Condition 18 Some variations Tn analytical results can be attributed to high 
tower limit of detections , 

JIERREE.C.C , PETTENGILL.H.J. Uranium Recovery Field Office. 85/03/28, Uranium 
Recovery Field Office 4pp. 29905 284-29905-287 


8504250246 Forwards oullfno of addi environ Info needed to complete assessment of 
640524 application for renewal of License STB 401 .per 850227 tolcon 
HORN, Ml Uranium Fuel Licensing Branch 65/03/07 SOLDAN.DW Mallinckrodt, 
Inc. 4pp 30029 306 30029 309 

8604 100276 Requests submittal of environ ropt to perform environ assessment of Co- 
rumbium/Tantalum Div operations to renew license STB-401 Environ repts should be 
received by 650603. 

HORN.M Uranium Fuel Licensing Branch. 85/04/01 SOLDAN»0 W Mallinckrodt, Inc 
Ip 20764,354-20764 354. 

8504100493 Trip rept of 650326 & 27 visits to Si Louis, MO & Bridgeton, MO, re environ 
review associated w/renewal of Mallinckroidl, Inc Ucenso STB-40t & status of rept 

R repared for NRC by Unlv of Missouri, respactlvely 
;ORN,M . WYNGARDEN.SDJJranium Fuel Licensing Branch 65/04/01. CROW.WT 
Uranium Fuel Lfcenslng Branch Ip. 29775 138 - 2977 o 138 

6504160296 Submits items of Interest Meetings hold on 850326 & 0401 w/ 
Mallinckrodt, Inc & w/Nuclear Fuel Svc8,lnc,respoctivoly. 

CROW.WT, Uranium Fuel Licensing Branch 85/04/04 DAVIS.JQ Office of Nucloar 
Material Safety a Safeguards.OIrector. 2pp 20865 335-29065336 


DOCKET 40-6622 PATHFINDER MINES CORP,, SHIRLEY BASIN, WY 

8504300031 Forwards revised ‘’Environ QA Program for Shirley Basin Mino. Shirley 
Basin, WY ■' Foe paid. 

MURDOCK, E.S. Pathfinder Mines Corp. 05/03/26 Uranium Recovery Field Office. Ip 
30070 051-30070.211. 

-6604300034 Revised ’’Environ QA Pronram for Shirley Basin Mine, Shir lay BasInWY.’’ 

• Pathfinder Mines Corp. 85/03/31 160pp 30070 062-30070 '211. 

6504040121 Forwards ’’Environ Monilorlnp for U Mill Tailings," per 840710 
correspondence.Criteria 3,4,6 & 7 fully satisfied by existing routine monitoring program 
& recent commitment for seepage control. 

MURDOCK, S Pathfinder Mines Corp 64/09/28 SMtTH,R.D. Uranium Recovery Fisld 
Office. 1p. 29830-323 29630.333. 

-8504040126 "Environ Monitoring for U Mill Tailings " 

• Pathfinder Minos Corp. 84/09/20 10pp 29630 324-29630.333. 

8504150574 Determines that Pathfinder Mines Corp qualifies to self bond Permits 
3450,3560 & 451, based on evaluation of 640820 application, 

RANOEN.LO Wyoming, State of. 04/10/20 PENNINGTON, T W. Pathfinder Mines 
Corp. 2pp 29811.234 29811 •236. 


DOCKET 40-6500 ENERGY, DEpT, OF, CANONSBURG, PA 

6504030266 Forwards Vols 1 & 2 to final ’'Radiological & Engineering 

Assessment Vicinity Property CA-200," « , , , - . ■ < 

HOPKfNS,R,E. Morrison Knudsen Co, Ino 85/03/11 PAGB.RG Uranium Fuel Li- 
censing Branch 2pp 29597.006 29598 071. 

-8504030293 Vols 1 & 2 to final ’’Radiological & Engineering Assessment Vicinity Prop- 
‘international Engineering Co 85/01/31 423pp, 29697.009 29698.071. 


8604040096 "Second Half 19B4,Envlron Monitoring Rept,” per 1OCFR4O06 & License 
Condition 22,W/860301 Hr 

SMITH.JC Pathfinder Mines Corp. 84/12/31 KONWiNSKI.Q Uranium Recovery 
Reid Office 26pp. 29619.044-29619 089. 

6504030116 "Groundwater Monitoring for Shirley Basin Tailings Seepage Control Plan " 
W/three oversize drawings Aperture cards available In PDR 
HOFFMAN.GL HydrO‘Enginaering. 05/02/28 83pp 29604-032-29604 104 

6504260366 Emergency response plan.W/050316 Hr. 

WORMAN.QW. Pathfinder Mines Corp. 85/03/18. 12pp. 30035 262‘30035'272 
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85041705 It issues Amejid 2 Lo Licenso Sl/A 442,fovjsiri9 CondJlron <10 in accordance 
w/F^b 1565 siibmitlal, ‘Groundwater Monitoring for Shirley Basin Tailings Seepage 


sSi*JTh|r 0 ^ Lira njum Recovery Field Omco 85/09/20 POVSEn.R Pathfinder Mines 
Corp 2pp 29905 288 20905302 


•8504170516 Amend 2 to License SUA 442/evJ&mg Conditior> 40, jncorporaling ground- 
waier seepage control s/s specilied in ticensoe Bo0228 submitlfll 
SMJTH.R 0 Uranium Recovery Field Office 65/03/29 7pp 29905 290 29905 296 


•8504170521 Revrews licensee rep I on offectivcness of groundwaler seepage cenlrol 
sysAabiiift seepage collection sya construcied in accordance w/License CondilJon 
40 

KONWIMSKI.gr, PETTENGILUH J Region A, Office of Director 06/03/29 Region 
4, Office of Difcclor 5pp 29905 297 29905 301 


DOCKET 40-6027 KERR-MCOEE NUCLEAR CORP., OKLAHOMA CITY, OK 


6504170155 Monthly repl of controlled industrial waste injeciron well at Sequoyah Fuels 
CofOvSeniioyah facility for Feb 1905 W/ 6509 16 ftr 

STAU7Efl,JC Kerr-McGee Cofp 8»>/ 02/28 HENSGH.D A Oklahoma, State of 4pp 
29905 001 29905 005 

6504080272 Forwards crjtJcal rept re Sequoyah Fuels Corp UF6 production plant 
KIMEHY.AL AlfJliation Not Assigned 85/03/12 CROW.WT Fuel Process & Fab 
Branch (Pre 790727), 2pp 29712 166 20712 199 

-6504080276 “Kerr-McGeo U Processing Facility Near Gore.OK Case Study in Rad- 
waste Mgl " 

PHILLIPS.RH Affiliation Not Assigned 86/03/12 33pp 29712 167-29712 199 


-6504 1 70524 NatrfJes that Amend 2 to License SUA 442 fee oxempi Action initiated by 
U Recovery Field Ofc , ^ 

KONWlNSKl,GR Lfranrum Recovery Field Office 85/03/29 MIILER^WO Ucenso 
Foe Wenagernenl Branch Ip 29905 302-29906 302 

8504260471 Requesis romitlance of fee for B50316 & 26 applrcattons for amends to 
License SUA 442 ..... 

W£ISS»D License Fee ManagemenI Branch 05/04/05 WARMAN.QW. Pathfinder 
Minos Corp Ip 30033 330-30030 330 

6504230020 Noljfres of partial refund of fee for review cf 620819 applrcatiop for renewal 
of License SUA-442 ...... 

MILLER, WO License Fee Management Branch 85/04/15 POYSER.R Pathfinder 
Mines Corp Ip 20073 134 23973 134 


DOCKET 40-6659 GETTY OIL CO. - PETROTOMICS CO,» SHIRLEY BASIN, VYY 

8504 1 10266 Forwards water sampfe data for wolfs in seepage area 

PFAFF.S3 Potrotomics Co (formerly Gotly/Petrotomlcs Co) 05/03/18 

K0NWJNSKI,G Uranium Recovery Field Office 108pp 29700109 20790 277 

85041 S0656 Responds to NRG 840710 Ilf r© acceptance criloiia for groundwater menJ 
lo/ing program Describes dclioh ficensoo vrill lake to salfsfji Crdoria d & 7 Fee paid 
PFAFF.sJ Petrotomtea Co (forrnody Gelty/Poinolomics CoJ 04/09/27 

PEnEN61Ll,Hi Uiamiim Recovery Field Oif ice ip 29611205-29011,206 

8504040186 Forwards "Environ Sample Data Third Quarter, 1934" & "Slack Emissions 
Survey Petrotomics Co U Mill Shlrfey Bastn,WY, Sepi 1994,'' per 10CFR40 65 & Li- 
cense Condi 11 on 22 

FFAFF,SJ Peirdtontics Co ((orme/ly Getty/ PoVotorrpcs Co) 05/02/19 

PETTENGiLL^H J Uranium Recovery FleJcf Office Ip 29630 OSO 29630 145 

*•6504040166 "Eriviron Sample Da la, Third Quarter 1984 " 

* Petrolomics Co Clormerly Getly/Poifolomics Co) 84/09/30 39pp 20630 051* 
29630089 

-B 5046 40 170 "Slack Emissions Survey.peirolomlcs Co U Mill, Shirley Basin, WY.Sopl 
1984 ’■ 

* Western Environmental Services & Testing 64/09/30 55pp 29630 090 29030 146 


8604020351 Forwards addP info ro review of facility environ data submilfod In support of 
liconso renewal applicaiion, action levels & dry monitor wells around Ponds 3 & 4, per 
850308 m doling 

STAUTEfl.JC Kerr-McGee Corp 85/03/15 CROW.WT Uranium Fuel Licensing 
Branch 15pp 29585 302-29585 317 

6504040026 Responds lo B50314 Hr re Sequoyah Fuels Corp application lo construct & 
opernto facilily to convert depfotod UF6 to Lf loira fluoride Upon receipt ol response lo 
end request for addl info, application will receive highest priority 
CUNISlINGHAM.RE Materials Licensing Branch 65/03/28 BUHBULES.PG Army. 
Dept of Ip 29619 229-29619 231 

8504170496 Forwards acfdl copies of JG Slauter 850326 request for expeditious consid 
oration of roqunst & approval to bogln const prior lo compfelion of environ essess- 
mont for mclusk>a in docket file 

SHELLEY, WJ NRG - No Dotarlod Affiliation Given 85/03/28 CROW NRC - No De- 
tailed Affiliation Givon Ip 29905 308-29905 320 

'-06O4 170498 Forwards application for exemption- from fOCFR40 32(Bl provisions & ap 
proval for const prior to completion of environ assessment for conversion of UF6 lo 
Ur4 Expeditious processing requested 

SAUTEfl.JC Korr-McGee Corp 85/03/28 CROW,WT Uranium Fuel Licensing 
Branch lOpp 29305 309 29906 316 

-8 604 1705 92 Urges expodilmg applioalion to corislriict factiflios lo fabricato UF6 lo UF4 
for DOE stockpile, using depleted U moiaf for unclassified penotralor munitions 
BURBULES.PO Amy, Dept of 85/03/14 DIRCKS.WJ Office ol the Executive Di 
rector for Opo ratio ns 2pp 29905 319-20905 320 


DOCKET 40-8084 RjO ALGOM CORP, M0A8, UT 


8504050007 Forwards “Semiannual ALARA Audit of Environ & Radlolocjfcal Monllormg 
Progranr at Rio Algom Mining Corp U Mill," conducted on 841211 & 12, per Licenso 
Condillon 40 

PERKINS.LK Rio Algom Co/p 65/02/20 Region 4, Office of Director 2pp 
29674.176 29674 187 


B504040523 "Semiannual RadioiiucliUe Liquid Effluent Repr.duf Doc 1984 " 

PFAFF.SJ Petrolomics Co (formerly uolly/ Petrolomics Co) 85/02/19 Region 4, 
Office of Director Ip 29656 17729658 177 

6504150662 Requests 60-day oxienslon for installatron of solution return lino alarm In 
strumanlQtion in tailings discharge alarm sys required by LFcopse Condilron 23 Parts 
cuiranlU unavailable Fee paW 

PFAFF.SJ. Petrolomics Co (formorly Golty/Petrolomics Co) 05/02/26, 
KONWlNSKf.G Uranium Recovery FiflW Office Ip 2901 1*204 2981 1,204 

8504100712 Forwards Amorid 3 lo Liconso SUA 561 & GR Konwlnskl 850313 menrio 
foviewrng vendor 850226 request for sddi time lo comply w/llcense Condi lion 23 Rev 
lo License Condition 23 granted, per 650226 submittal 

SMITH.R D Uranium Recovery Field Office 85/03/13, WHITMAN. J Pelrotomfcs Co 
(formerly GellY/Petf<Jforn ICS Co) 2pp 29764.320-29764 332 

"8604100726 Amend 3 to Liconso SUA-S51,for Polrolomics Co.rDvislnn Liconsa Condi 
Ijon 23 by extonding Installation of insfrumenislion lo detec I rolurn lino rup lures irnlil 
950428 

SMiTH.R D Uranium Recovery Field Office 05/03/13 9pp 29764 322-29764 330 

*-8504100733 Advises Ihaf Amend 3 fo Licansa SUA-551 issued Amer>d extends fimo In 
which kJ comply v/fCorKiitmn 23 

KONWINSKI.GR . PETTENGILL.H J UraiTium Recovery Field Offreo 85/03/13 Urani- 
um Recovery Refd Office 2pp 29784 331-29764 332 


8504230523 Forwards Amend 1 to Licenso SUA-1lt9Jncorporatlng revised dale of 
850301 for submittal of amorgency rosponso plan by revising License Conditon 44 
SMtTH.R D Uranium Recovory Field Ofhe© 05/02/26 LAWTON, M D Rio Algom 
Corp ip 20072 309-29972 321 

-8584230526 Amend t lo License SUA- 11 19 for Rfo Algom Wining Corp, authorizing 
possession of natural U at mlllrnn facilities In San Juan Cour>ty,UT 
SMITH, RO Uranrum Recovery Raid Office 85/02/26 lOpp 29972 310-29972 319 

-8S04230529 Rocommonds Issuance of Aftiond 1 to License SUA-1 119, revising submit- 
tot dale to 85030) for aonera) emergency response plan, per License Condition 44 
SHOPENN.NM, PEnEfelLL.HJ Uranium Recovery Field Office 85 / 02/26 Urani 
urn Recovery Field Office 2pp 20972320 20972 321. 

8604060185 Comments on environ momtorrng data lor Second Half 1964 for Lisbon 
Mlfl Rosulls of future surMco water samplfna at Site SS-4 should be evalualed & com- 
parod w/prior rosulta to doiormine if upward trend continuing 
SHOPENN.NM. PETTENGILUHJ Uranium Recovery Field Office 85/03/14 Urani 
urn Recovery FjoJd Office, 4pp 29Q75 008-29675 011 

0504120333 Forwards map idonl dying environ monitoring sites for Lisbon Mill.lo suppi 
Fob 1905 somiannuai ef/fueni ropt 

PERKINS,LK Rio Alflom Corp, 65/03/18 Region- 4, Office of Director 2pp 
29705 052 20795 053 


DOCKET 40*7 f 02 SHIELDALLOY COflP., HEWFfELP, NJ 

8504170561 Forwards draff guidance fo assist fn proparallon of cppllcalion for ronowal 
of License SMB-743 Final doconfamination/decommlssfonlng plans 8 environ Info 
should be included in renewal application W/o end 

CROW.WT Uranium Fuel Licensing Branch 85/04/05. LONGAKER.JB Shloldofloy 
Corp Ip 29007337-29907 337 


DOCKET 40-7580 FANSTEEL. fNC., NORTH CHJCAQO, IL 

8504160149 Forwards draft guidance for preparation of eppllcalion for renewal of Li- 
cense SM8 91 1 Application should be fifed 30 days prior to expiration on 000731 & 
should jndude plans (or final deconlaminanon & docommlsslonlnaW/o end 
CROW.WT Uranium Fuel licensing Branch. 85/04/06 0UGAN.J,G Fan.sloel, Inc 

fp nm 101 2903S 101. 


DOCKET 49 8102 EXXON CO., USA, HOUSTON, TX 

8594030032 Forwards "Airborne Emissions of Principal Radionuclides From Highland U 
Mfll.Jul-Dec 1984" & ''Efifuont & Environ Monitoring Datajul-Dec 1984," per License 
Condition 12. 

HANGE,0,M Exxon Corp 85/03/14 Urai>iuin Recovery Field Office Ip 29627.042 
29627 070 

-8584838212 "Airborne Emissions of Principal Radionuclides From Highland U Mill.Jul- 
Dec 1084 " 

’Exxon Corp 84/12/31 2pp 23627.043-29627 044. 

-658403 82 IB "Efffuonl & Environ Wonilofing Dala.Jul-Dec 1904 " 

•Exxon Corp 84/12/31 26pp 29627.045-20627:070. 


DOCKET 40-76C4 VfSTRON CORP., LIMA, OH 


DOCKET 40-8161 NAVY, DEPT. OF, OAHLOREN, VA 


8504100108 Forwards "Guidelines for Doccnlaminalton of Facililles & Equlpmonl Prioj 
to Release for Unrestricted Use or Termination of Licenses for Byproaucl, Source or 
SNM, ’per 850401 tolconW/o enc) 

COOL,OA Uranium Fuel Licensing Branch 65/04/01, RIDDEL.0. Vjsiron Corp Ip 

Oq'TTA OJ?0_ora*79v4 -OAn • • 


8604170486 Forwards applfcplion for amends to Licenses 19-00166-22, SNM-1147,46- 
02757 01,45-07023-05/5-07823-06 &. SMB-1 145. aulhorizfng one radiation safely offl- 
cor for all licenses 

DURFCE,PJ Navy. Dopt ol. Naval Sea Systems Command. 05/03/29 Materials Li 
censing Branch Ip, 29to 326-20905 326 
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-8604170492 Appficalion for amonds to Liconsos SNM-1 147,19 00166 22, 45 02757- 
01, SMB 1145,45 07B23 05 & 45 07823 OB.nammg RT Whitman as radiation safety of* 
ticei tor aU iicenscs 

MEREDITH, J D Navy, Dapl of 85/03/19 Division of Fuel Cycfa S Material Safety 
3pp 29005 327-29905 328 


DOCKET 40-8348 MINERALS EXPLORATION CO, LOS ANGELES, CA 

8504060114 Forwards corrected (able listing U values from latest samplings of A 3 in 
situ project, including previously omitted Well 5B data Revised Figures 1 6 w/corrected 
0 spot 0 graphs end W/o figures 

HILL.C Z Union 76 Minerals Exploration Co 85/03/07 WASTLER,S Uranium Recov 
ary Field Office 2pp 29674 360-29674 361 


DOCKET 40-8360 ROCKY MOUNTAIN ENERGY CO , BROOMFIELD* CO 

8504170518 Forwards environ assessment prepared in support of lermlnalion of LI 
cense SUA-1228, 

PETERSON,K A , HAWKINS, E F Uranium Recovery Field Office 84/03/28 Uranium 
Recovery Field Office Ip 29905 185-29905 246 

-8B04 170520 Environ assessment In support of termination of License SUA 1228 for 
Roc)<y Mountain Energy Co Nine Mife Lake tn Situ Leach Project 
* Uranium Recovery Field Office 84/03/28 61 pp 20905 186 29905 246 

8504110692 Summa^ of 041015 moeling v^'/Rocky Mouniain Energy Co re groundwater 
restoration review & recommondod revs to decommissioning plan 
PETERSON,KA. HAWKINS,EF Uranium Recovery Field Office 84/11/30 Uranium 
Recovery Field Office 3pp 29769 251-29769 253 

8604150504 Forwards draff finding of no significant Impact ro termination of License 
SUA-1228 for PR publication Comments on draft finding should be submitted within 30 
days of publication date 

HAWKINS, E F Uranium Recovery Field Office 85/03/29 COMBS, T Office of tho 
Secretary of the Commission 4pp 2901 1 246 2981 1 248 


DOCKET 40 8584 MINERALS EXPLORATION CO., LOS ANGELES, CA 


8504040171 Forwards rovisod application for renewal of License SUA 1350 to include 
considoration of groundwater mcmlonng program acceplance criteria 
KLEIN, T J Minerals Exploration Co (subs o1 Union Oil Co of California) 84/09/14 
SMJTH.R D Uranium Recovery Fiefd Office 1p 29619 102 29619 1 1 1 

-8504040176 Revised application for rerewaf of License SUA 1350 to include considor- 
atfon ol groundwater monitoring program accopfance criteria 

* Minerals Exploralion Co {subs of Union Oil Co of California) 84/09/14 4pp 
20619 103-29619 111 

8504120107 Forwards Amend 17 to License SUA 1350 & GC Pangburn 050321 memo 
rovjGwing Minerals Exploration Co amend le quest Proposerf amend revising License 
Conditions 26 & 28 acceptable 

SMITH, RO Uranium Recovery Field Offi CO 05/03/21 Mine rats Exploralicn Co (subs 
of Uniori Oil Co of California) 4pp 29795 076-29795 094 

-8504120112 Amend 17 to License SUA-1360 for Minerals Exploralion Co, revising Li- 
cense Conditions 25 & 28 

SMITH,nO Uranium Recovery Field Offico 65/03/21 lOpp 29795 080-29795 089 

-8504120121 Reviews Minerals Exploration Co request to amflnd Lfeensa SUA- 
1 350,5 uspending routine performance of certain license roquiromanis in Conditions 25 
& 28 at Sweetwater U Mill during period of mill shutdown Requosf acceptable 
PANGBURN.G C , PETTENGILLH J Uranium Recovery Raid Office 85/03/21 Uram 
urn Recovery FieW Office 5pp 20795 090-29795 094 


DOCKET 40-6602 SILVER KING MIMES, INC. CASPER, WY 


8504030018 “Annual Land Use Survey, Pro loci Area - 5-MI!o Radius, 19 84,’' submiltod 
per License Condition 33W/850226 ItrW/one ovorsizo drawang Aperture card avail 
able in PDR 

WOLFF.CE Silver King Minos. Inc 84/12/31 PETTINGILL.HJ Uranium Recovery 
Reid Office 12pp 20606 197-29606 200 


DOCKET 40-8452 BEAR CREEK URANIUM CO., CASPER, WY 

6504300810 Informs of proposed tailings disposal area monitoring program, per 
40CFR1G2 Alluvium, K sand &. N sand zones imsuitabl© for monitoring as aquifiers W/ 
one oversize map Aperture card avoilablo In PDR 

MEDLOCK.R L Bear Creek Uranium Co 84/09/28 PEHENGILL.H , PANGBURN.G 
Uranium Recovery Frold Office 4pp 30092 222-30092 225 

B504110B83 Forwards Amend 4 to License SUA-13lO,reviSing Licenso Condition 36 re 
tailings embankment surveillance 8 insp program 

SMITH, R D Uranium Recovery Field Office 86/03/13 BAUMANN.W Boar Creek 
Uranium Co 2pp 29769 233-20769 244 

-8504110586 Amend 4 to License SUA- 1310 for Bear Creek U Co, revising License 
Condition 36 

SMITH, R.D, Uranium Recovery Field Offico 85/03/13 8pp 29769 235 20769 242 

-8504110589 Recommends rev to License SUA 13 10, Condition 36 re tailings embank- 
ment surveillance & insp program Embankment performance acceptable 
PANGBURN.G C , PETTENGILL.H J Uranium Recovery Field Office 86/03/13 Uran) 
urn Recovery Field Office 2pp 29769'243 20769 244 

8504050124 Commenfs on 050131 vendor rept documenting annual technical evalua 
tion of perlormance of tailings dam at Bear Creek Mill Evaluation of performance of 
tailings dam adequate Embankment considered stable 

QARCIA.PJ, PETTENGILL.H J Uranium Recovery Field OlfIco 85/03/15 Uranium 
Recovery Field Offico 3pp 29674 341-29674 343 

8504120418 Forwards amended License SUA-1310 & QC Pangburn 060314 memo re 
util 841227 emergency action plan Plan adequately addresses NRC concerns & ac- 
ceptable 

SMITM.RO Uranium Recovery Field Offico 65/03/15 BAUMANN.W Boar Creek 
Uranium Co Ip 20795.130-29795 149 

-8504120421 Amend 6 to License SUA 1310 for Boar Creek U Co.revising Condition 40 
to Include 841227 emergency plan 

SMITH, n,D Uranium Recovery Field Offico 85/03/15 Opp 29795 140-29795*1 47, 

-8504120425 Lists topics which Bear Creek U Co 841227 emergency action plan 
should address Plan accepted Recommended rev to Licenso Condition 40 stated 
PANGBURN.G C , PETTENGILL.H J Uranium Recovery Field Offico. 66/03/14 Urani- 
um Recovery Field Office 2pp 29795 140 29795*149 

8504040313 Requests submittal by 050430 of revised stability analysis utilizing conser- 
vation phreatic levels & strength parameters previously determined, per review of 
850131 technical evaluation of embankment performance 

PETTENGILL.H J Uranium Recovery Field Office 85/03/19 MEDLOCK.R L Bear 
Creek Uranium Co, 1p. 29657 335-29657 335, 

8504228282 Advises that refund of renewal fee for License SUA-1310 forfhcomlng 
MILLER, W.O License Fee Monag^smant Branch 05/04/15 BAUMANN.W Boar 
Creek Uranium Co. Ip. 29941 361-29941 361. 


DOCKET 40-8602 WYOMING MINERAL CORP., LAKEWOOD, CO 

8504150S67 Forwards plan for assessing potential contamination at E-fleld restoration 
area & map for locating various wolfs, for 840921 commitment 
RUTLEDGb.C Wostinghouse Electric Corp 85/02/05. RANOEN.L Wyoming, Stale 
of. 6pp 29811 237-29811 241. 


DOCKET 40-8511 COTTER CORP., GOLDEN, CO 

8504150569 Notifies of 850225 public meothg In Canon City.CO to discuss two pro 
posed changes to Licenso SUA'1273 for Colter Corp U mill 
^Coforado.State of 86/02/13 Colorado, State of Ip 29011 236 29611:236 


DOCKET 40-8674 PLATEAU RESOURCES, LTD,, GRAND JUNCTION, CO 

8504030262 “Effluent Monitoring Repl.Jul Doc 1964 ’’ W/B50228 Itr 
GEflOEMAN.FW Plateau Resources, Ltd 04/12/31 lOpp 29606 090 29606 099 


DOCKET 40-8675 ENERGY FUELS NUCLEAR, INC , DENVER, CO 

8504040109 Requosis 45-day extenston to fiUng deadline for semiannual effluent ropl 
for Hanksville Buying Station Extension required due to delays in receiving sample 
analysis from commercial lab 

ROBERTS, H R Energy Fuels Nuclear, Inc 85/03/04 HtLDENBRANO.P Uranium Ro 
covory Field Office Ip 29610 039 29619 039 

8804040310 Granis 45 day extension, un III 850415,10 file ffanksville Buying Station semi 
annual environ monitoring ropt, per 850304 request 

HAWKINS, EF ifranium Recovorv Field Oil rco 05/03/19 ROBERTS.H Energy Fuels 
Nuclear, Inc, Ip 29619 361 20619 361 

85040801 SO Summarizes B50228 site visit ro decommissioning insp Area decontaminat- 
ed in accordance w/Liconso Condition 26, except for three areas where Ra 228 con 
tamination limit exceeded 

BRICH.RF, HAWKINS, EF Uranium Recovery Field Office 85/03/20 Uranium Ro 
covory Field OMcca 2pp 29711 312-29711 313 

8S04160241 Discusses review of Energy Fuels Nuclear, fnc final decommissioning ropt 
for Hanksvillo buying station Soil sampling data Indicates that docom missioning efforts 
succeeded in removal of appropriate mat! 

BRICH.RF, HAWKINS.EF Uranium Recovery Field Office 85/03/21 Uranium Ro 
covery Field Office 3pp 2081 1 329-2981 1*331 


DOCKET 40 8681 ENERGY FUELS NUCLEAR, INC, DENVER, CO 

8504030397 Requests 30 day extension In reporting period for ALARA & effluent 
repis Data not yel received from vendor labs 

SCHIERMAN.SL UMETCO Minerals Corp, (subs of Union Carbide Corp) 85/02/26 
HILDENQRAND.P Uranium Recovery Field Office Ip 29606 290 29B08 290 

0504080299 Granls licensee 650226 request to extend submittal date of semiannual 
ALARA audit offluoni reporting deadlines by 30 days to allow racelpf of analytical 
data (ram fab 

HILDENBRANO.P , HAWKINS.EF Uranium Recovery Raid Office 85/03/20 Uranium 
Recovery Field Office Ip 29712.155-29712 155 


DOCKET 40 8684 WESTERN NUCLEAR, INC., LAKEWOOD, CO 


8504030451 Reviews NRC changes to Chris ton sen Ranch permit, per 850110 llr.ro Iden 
libcalion of excursion parameters Four para motors, Including chloride, lota I 

carbonate, eleclricaf conductivity & sulfate should bo rollablo Indicators 
HOGG.S Wyoming, Stale of 85/02/01 Wyoming, State of Ip. 29606 102-29606 102 

6504040182 Updates status of commonis raised in G Mooney 041030 Hr re need for 
two addf monitoring wells & casing Intonrily tests at Christensen Ranch Project R&D 
Site 1, Willow Crook TFNl 4/313 Casing integrity test results for Well IW02 end, 
BOGDEN.Q Western Nuclear, Inc (subs of Phelps Dodge Corp) 85/03/08 
MOONEY.G Wyoming. State of 16pp 2961 D 082-29619097 

8504170525 Forwards renewed License SUA 1337, authorizing flSD in situ leach aclivl 
lies at Christensen Ranch properiy.per 850304 meetIng.SER also one! W/o SER 
SMITH.H D Uranium Recovery Field Office 85/03/27. COLUNS.R Western Nuclear, 
Inc. (subs of Phelps Podge Corp.) 1p 29Q05 263 29905 283 
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-850^170527 License SUA 1337 ^or Weslern Nuclear.lnc.atjlhoriiing fecovery of nalural 
U from oxvfl^F^aied sodstirri bicartonale carbonale fiwrant al Campbell Coiint/.WY 

SMITH, }^D Uranium Recovery Field OKjcb 05/03/27 l^pp 211905 264-29905 283 


DOCKET 40‘8697 ROCKY MOUNTAIN ENERGY CO., DENVER, CO 

8604120003 Forwards slabrlizaliea monitofing data from RcnO' Creek Pattern f for duno 
1981 - Dec 1984 Gradual improve mart of water quality intficaledW/o end 
NEUMANN, MR Rocky Mountain Energy Co 05/03/12 WASTLER.S L Uranium Ro» 
covery Field Office 2pp 29705 t37<29795 138 

0504040312 Submits review of Third & Fourih Quartorfr 19B3 A First, Second & Tfilrd 
Quarters 1984 ropls No folfowup nGCessary 

WASTLER,SL. HAWKINS, EF UranJum Recovery Field Olfjco 05/03/20 Uronium 
Recovery Field Offica 2pp 29619 362-29619 363 


DOCKET 40-0690 PLATEAU HESOUflCES, LTD., GRAND JUNCTfON, CO 

0SO4O3O243 ‘'Effluenl Monitoring Repl.Jul Dec f984 " W/050228 Itr 
GERDEMAN.FW Pfatcau Resources, Ltd 84/12/31 2lpp 29625 179-29625190 

8504110424 Advises that 841221 Amervtf 16 to tlcer^se SUA-1371 requiring lhal Plalonu 
Resources Ltd propose corroclive acllons lo praveni recurrerco of sump overlPow In 
cidcr>t fee exempt 

JIERREE.ee, panENGIlL.HJ Uranium Recovery Field Office 85/03/13. 
MILLER,WO LicenseFee Management Branch Ip 20790119 29790,1119 

8504110594 Forwards Amend 19 to License SUA 1 37 1 .revising Lfcensa Conrfilton 49 ro 
ImpfemerttalTQn cl corrective actions concerning overffow of lailinos sump 
SMITH ,R D Uranium Recovery Field Office 35/03/19 GERDEMANN.F.W Plateau 
Resources, Ltd 1 p 29769 254 29769 265 

-8504110595 Amend 19 1o Ucenso SUA-1371 for Plateau Resources Lid, revJsIng U 
cense Condition 49 

SWITH.RD Uranum Recovery Field Office 05/93/13 llpp 20769 255-29769 265 

8S04120156 Recommsnds issuance of Amentf 19 to LIconso SUA 1371. revising License 
Condition 49 to incorporate actions licensee commilicd to In 050129 Itr to proven I 
future ovorffow of lailrngs sump 

JIERHEE.CC , PETTENGILL.HJ. Ufamum Recovery Field Offico 85/03/13 Uranium 
Recovery Field Olfico 2pp 29795 069-29795 069 

8504050129 Submits review of 1934 semiannual environ monilormg repis for JulDec 
1964 No trends observed, based on review of repIsResulls roflecllvo of nonopora- 
tional processing facihty 

JIBRREE,CC. PETTENGILL.HJ. Uranium Recovery Field Office 05/03/IB Uranium 
Recovery FjeJd 01 fjce 4pp 29674 336 29874 340 

0504110263 Forwards Amend 20 to License SUA-f371 for Flafoau Resources 
Ltd, revising License Condition 34 to deleto requirement for Fo 210 analysed 
SMITH, RO Uranium Recovery Field Offico 05/03/21. GERDEMANH.FW Plateau 
Resources, Ltd 2pp 2B7S0 07S-29790 Ofl-0. 

- B5041 10271 Amend 20 to License SLIA-t371 for Pialeau Resources Ltd, revising LI 
cense Condition 34 tocfolete requirement for Po 210 anaiysoa 
JJERR£E,CC Uranium Recovery Field Office 65/03/21 11pp. 297G0 077*20700 097 

-05941 10278 Recommends that License Condition 34 bo revised lo delete lequliomonl 
for Po2l0 anatyaes since analyses in ground or surfaco water not required by 
jicense,par 650328 environ monitoring rep} 

JjERREE.CC,, PETTENGILl,HJ Uranium Recovery nold Olfico fiS/03/21, Uranium 
Recovery Field Office 2pp 29790008-29790.009 

-8504110286 Informs that on B5031D, ground & surlace water sampliftg program con- 
ducted at Plateau Resources Ltd Shoota/mg Canyon U Procossfng Facility 
reviewed Results of review required rev (o License Condition 34 Issued as Amend 20 
JlERREE.ee, PETTENG!LL,H J U/anfum Racovory Field Offico 05/03/21 
WILLER.W 0 License Fee Managemenl Branch, Ip 20790 000-29/00 090, 


DOCKET 40-8714 CLEVELAND-CLIFFS IRON CO., CLEVELAND, OH 

8S04040002 ‘^Evaluation of Resloratlon of Cleveland Cliffs fron Co In Situ U Mine, Collins 
Oraw.WY •’ 

* Wil [jams & Associates 85/03/31 j7$pp 20618 01529610,192 

8504030471 “Quarler/y Repl for Oct Dec 1983,” per License Contlillon 29 W/e40228 
Hr, 

WODEK,DJ Cleveland Cliffs Iron Co 83/12/31 SMITHRD Uranium Rocovory Fiold 
Office 26pp 29606 263-29600 289 

8504036230 "OaarletV R^pl for Jan Mar 1984/* per License Conddloh 29 W/040502 lir 
W0DEK.D J. Cfoverand Cliffs fron Co. 64/03/31, SMITH,R.D, Uranium Rocovery Field 
Offico 32pp 29625, 200-29625'231 

0504030022 Forwards "DeconlaminaLon & Decommissioning Plan for Collin 9 Draw In 
Situ U Mining R&O Prolect" A "Gamma Ray Survey & Soil Sampirng’* for rovlow.Feo 
for review previously sub mi lied 

LCUDERBACK.T.E Cleveland-Cliffs Iron Co. 65/03/11 SM1TH,RD. Uranium Recov- 
ery Field Office. Ip, 29625.144 29625'178 

-6504030026 Revised ''Deconiaminalron & Decommlssionfr^g Plan for Colffrrs Draw In 
Sllu U Mining R&O Project." 

* Cleveland Cliffs Iron^, 85/02/26 14pp 29625 145-29025,178 

••8504030629 "Gamma Ray Survey A Soli Sampling." Two overalio drawfnga 
end Aperture cards available In POR 

FRIEDLAND.SS AeroVironmenl:, fnc. 76/12/31, 19pp 20026:169 29 625*178. 

8504040308 Submits review of facriily Third A Fouftii OuarWre 1983 A FireL Second & 
Third Quarters 1964 repisper License Condi lion 29,No followup action necessaiy, 

WA STLER, S,L , HAM INS, E F Uranium Recovery Field Office 66/03/20, Uranium- 
Recovery Field Office 2pp 29656106-29656:109 


DOCKET 40-8724 CHEMETRON CORP., CHfCAGO, IL 

8504300101 Forward* maps ol waste disposal sit a areas in bi«--t,iar(i.OH proposocJ ioi 
unresiricted use Proposed areas entirely separate from areas contaminalod w/deplDl- 

odU 

ZELLNER.ftJ McGoan Chcpnical Co, Inc 05/03/26 COOL, DA Uranium Fuel Li 
tensing Branch 6pp 30072 192 30072 197 

8504170469 Requesls addi Info needed for further consideration of 060326 request to 
consider porlron of McGoan dump site acceptable for release for unrostnetod 
use Area within dump site lo bo usod should be dofined 

COOL.OA Uranium Fuel Licensing Branch 05/04/09 2ELLNER,R J McGean Chom- 
PCfllCo.fnC Ip ?nn06 011-29906 011 


DOCKET 40-8727 KERR-MCQEE NUCLEAR CORP., OKLAHOMA CITY. OK 

8504230506 Notifies of larmmahon of License SUA 1378. per 650225 request Project 
never inillated 

SMITH, RD Uranium Recovery Field Olfice 85/03/25 STAUTER.JC Kerr-McGee 
Corp ip 29972 268 29972 288 


DOCKET 40 8728 TETON EXPLORATION DRILLING CO . fNC., CASPER. WY 


8594040625 Adviaos thal JR Velasquez designated as senior official responsible for li 
•censing acljvny for matis licenses hold by ITNC Talon Exploration Driiling.lnc Address 
listed 

VELASQUEZ, JR United Nuclear Corp (subs of UNC Resources. Inc) 85/02/21 
SMITH.O Uranium Recovery Field Office Ip 29666 176 29666 176 

8604949099 Forwards rider approved to rncroaso total sum of Bond 2575639 W/o end 
BRYAN, VJ Wyoming, State of 85/02/28 APPEL.R R Teton Exploration Drilling Co, 
Ina (aubs of UNC Resources. Inc ) tp 29619 043-29610 043 

8504949151 Responds to NRC concern expressed during 050225 moeling re contact 
concerning LeuGnborqer ProJoclRR Appef conlraclod lo bo focal contact in 
Casper, WY to commumcalo w/NflC on day-1 o day basis re project activities 
VELASQUEZ.JR Teton Exploration Drilling Co, Inc (subs of UNC Rosourcos, Inc) 
85/03/13 SMITH.D Uranium necovery Field Office Ip 29618 014-29618 014 

0504080000 Submits, general decammpssioning plan & schedule.per License Condition 
38 Decommissioning schedufod for completion by 851101 Specific details of plan will 
be discussed w/NRC & State of WY when finalized 

VELASQUE2,JR UNC Resources. Inc 05/03/13 SMITH.D Uranium Recovery Field 
Olffce 3pp 29712 U9 29712 151 

8584040030 Forwards quartorly rept 

VELASQUEZ.J R United Nuclear Corp (subs ol UNC Rosourcos. fnc) 85/03/15 
SMITH.D n. Uranium Recovery Field Olfice Ip 29610 184-20619 191 

-8604040044 Twonliolh quarterly repl lor Fourth Quarter 1984 for Louonborger In situ 
eporallen InConvorse County, WY, per Liconso Condition 35 
APPEL, R R United Nuclear Corp (subs of -UNC Resources, Inc), 05/02/27 7pp 
20610185-29619.191, 

8504930258 Responds lo 650226 Itr Melrose & Bmilh Itr re acquisition of Louenborger 
Proloct facllillos encITelcon re noed to amend reclamation plan confirmed In 850314 
itr Well MR 1 concern reflected in decommissioning plan noted 
VELASQUEZ.J n TelOh Exploration Drilling Co.. Inc (subs of UNC Resources. Inc) 
65/03/10 MCCARTY.C Wyoming, Stale of 3pp 29606.087 29606 089 

8504110718 Reviews Teton Exploration Leuonborger R8D Silo repl for Fourth Quaher 
1084 Site ac twit les, solar evaporation pond insp & environ monitoring rosults dis 
cussed 

WASTLER.SL. HAWKINS.EF Uranium Recovony Field Office B5/03/25 Uranium 
Recovery Field Olfice, 2pp 29799039-20790 040 

8504170529 Advises of issuanco of Amend 12 lo License SUA- 1373, commllling llcens 
oe lo schedule for silo decommissioning, dacon lamination & roclamation activilios & 
schodulinn dale lor submission of detailed site docomml&sioninn plan 
SMITH, RD Uranium Recovery Field Olfice 65/03/20 VELASQUEZ.J fl Teton Expio 
ration Drilling Co , Inc (subs of UNC Resources, Inc ), 3pp 29905 267-29905,269 


DOCKET 49 8745 OGLE PETROLEUM, INC., CASPER, WY 

8594040147 Forwards *' Seventh Semiannual ALARA AudIt.Jul Dec 1964/' per License 
Condition 17 

BROWN.KJ Dole Pelrotoum, Inc 86/02/27, Region 4, Office of Director 1p 
29639311-29630,322, 

8504959142 Fofwo/ds "Sovonlh Semiannual Repl 640808 050224 " Figures 7- 
114,grophs of monitor well dala.not Included due lo computer software 
Pfobrem Monitor well dala for present repl will bo inefudod w/next period graphs. 
CATCHPOLE.OJ Ogle Pelroloum, fnc 85/03/15 SMITH.RD Uranium Recovery 
Ffold Office Ip 29673 311-20673 368. 

-BS04050148 "Seventh Semiannual Ropt 040608 050224 " 

• Ogle Potroleum, Inc. 65/02/24 49pp 29673 312-29873 360 

85041601 24 Discusses reaulls of roviow ol Ogle PQtroIeun).lnc semiannual ALARA repl 
for Jul'Deo 1084 Exposure fecords,bioassay, inplanl radiological suivey, environ radio- 
logical efflueni & monitoring data & repts or overexposure included 
WASTLER.SL. HAWKINS.EF Uranium Recovery Field Office, 85/03/21 Uranium 
Recovery Field Office 4pp 20811 332 29011 336. 

8504110398 Reviews Oglo PelroJoum.Inc in situ mining oporalion semiannual rept for 
040808-850224, Info salisli os requirements of License Condition 75 
WASTLER.SL, HAWKINS.E F Uranium Recovery Field Olfice 85/03/25 Uranium 
Rocovery Field Office, 3pp 29700' 163 29700,156 
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DOCKET 40-8752 PINAL MINERALS & MINING, LTD., MIAMI, AZ 

8504120146 Submits results of radiological assay of rosin at Lucky Bay Mine/ 
Mill Rosutls of gamma spec should bo constdored approx No info on uncertainty for 
warded 

MCKLVEEN.J W Radiation & Environmental Monitoring, fnc 85/02/14 GARCIA, PJ 
Uranium Recovery Field Office Ip 29795 070 29795 0/0 


DOCKET 40*8760 EDLOW INTERNATIONAL CO . WASHINGTON. DC 

8504230582 Requests hearing re Ediow U storage site on behalf of P Monroe.EM 
Jackson, F Watts & V Shephord Opposes issuance of license Site presents danger to 
health & safety 

WEYERMAN.D H Land of Lincoln Legal Assistance Foundation, Inc #285 635 85/ 
04/19 CHILK,SJ Otiico of the Secretory of the Commission Ip 29965 1 0B 
29965 108 


DOCKET 40*8768 KERR-MCQEE NUCLEAR CORP , OKLAHOMA CITY, OK 

0504030418 "Quarterly Rept - Fourth Quarter 1984 0*Sand In Situ U Recovery H&D 
Project .Converse County, WY," per License Condition 62 W/050219 Ur 
STAUTER,JC Kerr-McGoe Corp 84/12/31 HAWKINS.E Uranium Recovery Field 
Office 86pp 29605 249 29605 334 

8504050106 Forwards reclamation performance bonds for QSand & OSand In Situ 
Leach R&D Projects Bonds for indefinite period & will continue until canceled 
FREEMAN.M D Sequoyah Fuels Corp (subs of Kerr-McGee Nuclear Corp) 85/03/ 
08 HAWKINS.E Uranium Recovery Reid Olfice 7pp 29675 001*29676 007 


DOCKET 40 8778 MOLYCORP, INC., LOS ANGELES, CA 

8504180439 Dlscusses Insp Repl 40 8778/04 01 on 841205 No violations noted Major 
areas inspected radiation safely & compliance w/Commlssior» rules & regulations & 
conditions of licer^se 

KINNEMAN.JD Region 1, Office of Director 85/04/02 WARHOL. W Motycorp, Inc 
(subs of Union Oil of California) 3pp 29914'251'29914 253 


DOCKET 40*8761 TETON EXPLORATION DRILLING CO., INC . CASPER, WY 

8504040525 Advises that JR Velasquez deslqnalod as senior official responsible for li 
censing activity for mails licenses held by UNC Teton Exploratior> Drilling, Inc Address 
listed 

VELASQUEZ, JR United Nuclear Corp (subs of UNC Resources, Inc) 85/02/21 
SMITH, D Uranium Recovery Field Office Ip 29656 176 29656 176 

6504030141 Reiterates items discussed during 850225 meeting w/NRC & United Nude 
ar Corp (UNC) Copy of UNC hr re commitment for submission of plan for decommls 
sionlng of site requested 

MCCARTY.C Wyoming, State of 85/02/20 VELASQUES.J United Nuclear Corp 
(subs of UNC Resources, Inc) Ip, 29606 362*29606 362 


DOCKET 40 8703 URANERZ USA, INC., CASPER, WY 

0504030424 Advises of reovalualion of baseline data & determination of quality of use 
classification during Land Quality Dlv evaluation of groundwater restoration at Uranerz 
USA, Inc Ruth In Situ Leach Site 

OGLE.K M Wyoming, Stale of 05/02/26 SMITH, D Uranium Recovery Field Ollico 
13pp 29606 250 29606 262 

85040501 15 Reviews Itcenseo 850208 response to NRC 050124 request for clarification 
of questions on Ihreo amended semiannual ALARA ropts ALARA audit adequate 
QRTcH.RF, HAWKINS.E F Uranium Recovery Field Office 85/03/12 Uranium Re 
covery Field Office 2pp 29674 358 29674 359 

8604110389 Reviews Uranerz USA, Inc Ruth In Situ R&D Mine environ monitoring ropl 
for Fourth Quarter 1984 Data indicates no problems or significant trends Restoration 
proceeding as planned 

BRICH.R F . HAWKINS,E F Uranium Recovery Field Office 85/03/25 Uranium Re 
covery Field Office 2pp 29790 157*29790 160 


DOCKET 40-8706 URANIUM RESOURCES, INC., RICHARDSON, TX 


DOCKET 40-8794 MOLYCORP, INC., LOS ANGELES, CA 

8504050111 Discusses Insp Rept 40 8794/84-01. on 841204 No violation noted AddI 
Info requested within 60 days re plans lor development of acceptable final disposal 
method for waste 

KINNEMAN.JD Region 1, Office of Dirnclor 85/04/01 WARHOL, W Molycorp, Inc 
(subs of Union Oil of California) 3pp 29665 325 29666 327 

8504300012 Discusses decommissioning costs noted In SER end w/NRC 650313 
hr Costs may not necessarily be as hrgh as $4*5 million Specific cost estimates can 
not bo made until time of decommissioning 

WARHOL.WN Molycorp. Inc (subs of Union Oil of California) 05/04/00 
CROW.WT Uranium Fuel Licensing Branch 2pp 30072 322-30072 323 


DOCKET 40*8800 MCQEAN DISPOSAL DUMP, NEWBURGH HEIGHTS, OH 

0S04300101 Forwards maps of waste disposal site areas In Cleveland, OH proposed for 
unreslncled use Proposed areas entirely separate from areas conlamlnalod w/deplot 
ed U 

ZELLNER.RJ McGean Chemical Co, Inc 85/03/26 COOL, DA Uranium Fuel Li 
censing Branch 6pp 30072 192*30072 197 


DOCKET 40*6801 RADIATION MANAGEMENT CORP., NORTHBROOK, IL 

8504100493 Trip rent of 850326 & 27 visits to St iouis.MO & Bridgeton, MO, re environ 
review associated w/ronowal of Malllnckrodl, Inc License STB 401 & status of rept 
prepared for NRC by Unlv of Missouri, respeclively 

HORN.M , WYNGARDEN.S.D Uranium Fuel Licensing Branch 85/04/01 CROW.WT 
Uranium Fuel Licensing Branch Ip 29775 13B 29775 13B 


DOCKET 40*8829 WYOMING FUEL CO., LAKEWOOD, CO 

8504040517 Forwards revised Page 45 of DES ro process plant & support facilities Ltr 
to Chem*Nucloar Sys re disposal of low level waste goneralod by Crow Bulto In Situ 
Coflch Facility 0 iicl 

COLLINGS.SP Wyoming Fuel Co. 84/08/13 WASTLER.S Uranium Recovory Field 
Office 5pp 29666 178 29656 182 ^ 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 50-2 FORD NUCLEAR REACTOR 


P. Operating licenso stage documents & correspondence 

8504150263 Forwards revised Tech Spec 3 Q & safety analysis pages.por license ro 
nowol appllcation,(n response to 040404 & 03 requests 

KERR.w Michigan, Univ. of. Medical School, Ann Arbor, Ml 05/04/05 DENTON, R 
Office of Nuclear Reactor Regulation, Director 4pp 29800 056 29800059 

**8604150260 Revised Tech Spec 3 B clarifying radioactivity limits of doubly encapsulal 
ed experiments Safety analysis mods end 

• Michigan, Univ of. Medical SchooJ, Ann Arbor, Ml 85/04/05 3pp 29800 057 
29800 050 

8604300028 Responds fo H Bernard sofsmic design question re renewal of License R 
28 Univ of Michigan bldgs, designed & built since 1965 in accordance w/bldg officials 
& code administrators basic bfdg code for Sojsmic Zone 1 
KERR.W Michigan, Univ of, Ann Arbor, M) 05/04/25 DENTON.HR Division of Li- 
censing Ip 30058 209 30050 209 


R. Periodic operating reports & ralated corraapondence 

8604010176 "Rept on Reactor Oporaliohs,1984 " W/B50325 Hr 
* Michigan, Univ, of, Ann Arbor, Ml 85/03/31, KEPPLEn,JG. Region 3, Office of Di 
rector 21 pp 29569 174*29569.194 


8504030610 Nolifles that 641128 application to Slate of WY (or surface discharge per- 
mits requires amend to License SUA-1 401 Payment of fee ronuosted 
WEISS, D License Fee Management Branch 05/02/05 PELIZZA.M S, Uranium Ro- 
sourcea, Inc Ip 29606.355 29606*359 

"8604030511 Forwards application for NPDES discharge permit from Slate of WYFco 

pELIZZA.MS, Uranium Resources, Inc 04/11/28 WASTLER.S, Uranium Recovery 
Field Office. 4pp 29606 356-29606-359 


8504150500 Recommends issuance of Amend 8 to Licenso SUA-1400 eliminating calcl 
urn & alkalinity as excursion indicators for North Platte Project, allowing surface dis- 
charge & changing radioloalcal monitoring to quarterly basis, 

WASTLER.S L , HAWKINS.E F Uranium Recovery Field Office 85/03/29, Uranium 
Recovery Reid Office 12pp, 29811*249 29011:260 

8504170439 Advises of issuance of Amend 8 to License SUA-1400, ollminaling catclum 
& alKalinily as excursion Indicators, permitting surface water discharge in accordance 
w/Stote of WY surface discharge permit & updating license 
SMITH.R.D, Uranium Recovery Field Office 85/03/29 PELIZZA.M Uranium Re- 
sources, Inc 7pp 29906,050 29906 077 


DOCKET 60*3 INDIAN POINT STATION, UNIT 1 


F, Security, modtoal, emergency & fire protection plans 

8504090027 Public version of rovlsod page changes to Book II ol omorgoncy proco 
dtifos document, including Imptemonlallon Procedure IP-IOie & Implemenlation Proco 
dure IP-1034 W/850311 ltr & 850401 retaase memo 

OTOOLE.JD Consolidated Edison Co of Now York, Inc 65/03/11 MURLEY.TE 
Region 1, Office of Director 34pp 29752 308 29752 342 

8504090162 Revised emergency plan Implementing p roc edures.ln eluding 19*1013 ro roc* 
ommendatfon of protective actions for offsite population & IP- 1025 re handling fire 
dept personnel fighling fires m controlled area W/850402 Hr 
MccLoSKEY.D P.. OTOOLE.J D, Consolidated Edison Co of New York Inc 85/04/ 
02 MURLEY.TE Regionl. Office of Director 35pp 29700 269 29700303 


J, Insurance & Indemnity Information 


-0504170446 Amend 8 to Licenso SUA-1 400, eliminating calcium & alkatinity as excur- 
sion Indicators, permitting surface water discharge In accordance w/Slale of WY sur- 
face discharge permit & reducing radiological monitoring frequency 
SMITH, R D Uranium Recovery Field Office 05/03/29 7pp. 29906.066 29906 077 


8604080130 Forwards Endorsements 143 & 144 to NEIIA Policy NF-100 & Endorse- 
ments 125 & 126 to MAELU Policy MF-29 

STERN.D, Marsh & McLennan, Inc 85/03/20 SALTZMAN.J Assistant Director for 
Stale & Licensee Relations 5pp, 29681 1 1 4*20681 116 
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P. Operating license stage dacumenia & correspondence 

8504120206 Generic Ltr 85 06 to all PWR licensees & all applicants for OLs re QA guid 
ance for ATWS equipmenl not safety related Svc list end 

THOMPSOf4,KL Division oJ Licensing &5/04/16 Consolidated Edison Co of New 
York. Inc 22pp 29947 288-39948 037 

^88032501 f 9 Forwards draft generic Etr providing OA guldanco for ATWS rule for NRR 
action Memo did 850306 la V Stello recommends that IE proceed w/o further CRGfl 
review Eypedited isstance of generic Hr requested 

GRIMES, BK Division of QA, Vendor A Technlcaf Trarning Center Programs (Post 
850212) 85/03714- THOMPSON.HL. Division of Lrcensing 8pp 29947 310 

29947 349 

••8503260128 Forwards revised gonenc Hr providing QA guidance for ATWS 
ru!o Guidance consislenl w/quality practices observed by IE fE should proceed w7 
end Itr for NRR signature w/o further CRGR review Concurrence requested W/o end 
TAYLOR, JM Director’s Olfico. Office cl Inspecion and Enforcomonl 85/03706 
STELLO.V Regional Operations & Generic Requjrcmonis 20pp 20947 318- 
29947 349 

-B504220329 Comments on behalf of util safely cfassification group on genenc ftr 
specifying OA quidance for nonsafety refaled equipment, per ATWS rufcNRC should 
atlompl to identify needs & develop clear guidance for equipment 
DAVIS,SM KMC. fnc 84712/10 GOLDBERG SM QA Branch 7pp 29947 350- 
29947 356 

••8604220334 Commonts on behalf of util group on ATWS re QA guidance for ATWS 
equipment Significant progress made in attempting to develop nonApp B OA guid- 
ance w/$uffidenl fiexibili^ to accomplish quality goals & minimize Impact of meas- 
ures 

EARLEY, A F, Hunlon & Williams EARLEY.AF Utility Group on ATWS 84712/10 
GOLOBERG.SM QA Branch 26pp 29947 357-20948 019 

-8504220338 Commenls on QA guidance re nongafety related ATWS 
equipment Specific guidance for ATWS equipment by proposed generic Ur unnecos 
sary 

SORENSEN.GC Atomic Indfualrial Forum 84/12/13 GOLDBERG, SW. QA Branch 
2pp. 29948 920 29948 043 

-0504220350 Commenls on draft generic Hr specifying OA quidanco for nonsafoty relat* 
ed equipment Establishing App B-1ype OA measures for equipment 
contradictory Program wiJI result in separate program for ATWS ocurpmenl 
KOBER.RW Rochester Gas & Ekctric Corp 84712/14 GOLOBERG.SW QA 
Branch 2pp 29948 04 4-2 9 94 B 04 B 

-8504220959 Commenls on proposed generic Itr re OA for non safely refated ATWS 
equipment Draft generic Hr ties guidance too closely to requirements of 10CFR50,App 
8 A impiies that ATWS OA guidance subset of formal App B QA program 
WISENBURG.MR Houston Ughtmg A Power Co 84/12/10 GOLDBERG, SM QA 
Branch 3pp 29948 049 29948 061. 

-8504220363 Comments on proposed generic Itr re QA guidance for nonsafely-relatod 
ATWS equipment Guidance loo dosely correfatod lo requiFements of 10CFfl50,App B 
TUCKER, H 8 Duke Power Co 84/12/19 GOLDBERG.S.M QA Branch 2pp 
29 94 B 062-29948 068 

-8412280105 Forwards comments on proposed generic Hr re ATWS OA guidance Addi 
commenls previously submitted by C-E Owners Group Encf comments represent only 
views of uIjI & do not constitute endorsement of proposed generic fir 
OLSON, RC Baltimore Gas & Electric Co 84/12/17 GOLDBERG.SM Division of 
OA, Safeguards & Insp Programs (830103-850212} 7pp 29048.069 29946,081. 

-*8504220371 Commenls on proposed generic Hr re QA guldanco for nonaafely-relalad 
ATWS equipment Impiemenlation of measures would req^jire unnecessary Implemen- 
tation ol new OA program or extension of lOCFRSO.App B on ATWS equipment 
DALE.LF Mississippi Power & Light Co 84/12/18 Oockoling & Sarvicos Branch 
2pp 29948082-29946 083 

-0504220376 Commenls on ATWS QA gufdance.reemphasizing util group on ATWS 
views Issuance of special OA guidance for ATWS mods establishes precedent for 
mandating sepaiato OA pro|ecl5 which result from unique circumstances Program un- 
necessary 

FARRAR, DL. Commonwealth Edison Co. 84/12/12 GOLDBERG.SM. QA Branch 
2pp 29948084.29948 005 

-8504220379 Commonts on proposed OA guidance for nonsafety refated ATWS 
equipment Guidance too negative w/regard to QAPosilivo aspect of effeettve adminis- 
trative controfs adequate alternative lo formalized QA program 
WARTfNJT Division of Engineering A Technical Programs 84/12/11 
GOLDBERG.S M QA Branch 2pp 29948 086.29D48.087 


0503280045 JE Info Notice 85 026, "Vacuum Reliof Sys for 0WR Mark I & I) Contain- 
ments” Svc ji5l end 

JORDAN, E L Division of Emorgoncy Preparednoss & Engineering Response (Post 
830103)- 85/04/02 Consolidated Edison Co of New York. Inc 92pp 29667 107 
29657 tga 

0504010039 IE Info Notice 05 027, "Notificalions to NRC Operations Ctr & Reporting 
Events in LEHs " Svc fist end 

JORDAN.EL Division of Emergency Preparedness & Enginooring Response (Post 
830103) 85/04/03 Consolidated Edison Co of New York, Inc 9Qpp 29890 255 
2969 0 362 

0504050042 SuppI 1 to IE Info Nolico 85 003, "Separation of Primary Reactor Coolant 
Pump Shaft & Impeller " Svc list end 

JORbAN,.E L Division of Emergency Preparedness & EnginDoring Response (Post 
830103) 85/04/09 Consolidated Edison Co of Now York, Inc lOIpp 29791 025 
29791 126 

8504050047 IE Info Notice 85-028. "Partial Loss of AC Power A Diesel Generator Deg- 
radation " Svc list end 

JORDAN, EL. Division of Emergency Preparedness & Engmeorinn Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc I09pp 29790 278 
29791 024. 

B504090419 IE Info Notice 83 029. "Use of Unqualified Sources in Well Logging Appli- 
cations " Svc list end 

PARTLOW.JG Division of Inspection Programs (Post 050212) 85/04/12 Consolidai 
ed Edison. Co of New York, Inc 66pp 29831 320-29832 023 

B604170240 IE Info Notice 85-030, “Microbiologically Induced Corrosion Containment 
Svc Water Sys " Svc list end 

JORDAN, £ L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/19 Consofidaled Edison Co of New York, fnc lODpp 29966 250- 
29967 002 

0604190055 IE Info Notice 85 032, ‘’Recent Engine Failures of Emergency Diesel Gen 
orators/’ Svc list end 

JORDAN, £ L Division of Emergency Proparedness & Engineering Response (Post 
030103) 65/04/22 Consolidated Edison Co of Now York, Inc 109pp 29989 239- 
29908 347 

8604190060 IE Info Notice 85 033, “Undersized Nozzle-To-SheJI Welded Joints In Tanks 
A HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code ” Svc fist 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 65/04/22 Consolidated Edison Co of New York, Inc fOBpp 2B989 001- 
29989.1 07 

0504220347 IE Info Notice 84 84,Rov 1, "Deliciencfos in Ferro Resonant Transformers ’’ 
Svc list end 

JORDAN, E L Division of Emergency Preparednoss & Engineering Response (Post 
830103) 05/04/24 Consolidated Edison Co oJ New York, Inc 118pp 30027 067- 
30027 1 84 


R. Periodfc operating reports & related correspondence 

8504010204 ’’Effluent & Waste Disposal Semiannual Ropi, Third & Fourth Quarters 
1984’’ W/850313ltr 

O'TOOLE, JD Consolidated Edison Co of New York, fnc 84/12/31 MURLEY.TE 
Region 1 . Office of Director. 55pp 29574 ’1 14 29574 168 


T, Hearing transcripts on non-anti trust matters 

0504160016 Transcript of 840404 publfc/meeling fn Washinglon.DC re Indian Poini 
emergency planning order Pp 1-49 
* Commissioners 85/04/04 52pp 29836.109 29036 161 


DOCKET 60-6 PENNSYLVANIA STATE UNtV, RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

0504110385 Informs that R Garter reassigned as project manager 
THOMAS, CO Standardizalion & Special Projeds Branch 85/04/04 
CUNNINGHAM, R.G Pennsylvania State Unlv. Unlverslly Park, PA 3pp 29790159 
29790 161 


Q, Inapecllon reports, IE Bulletins a correspondence 


8503190659 IE Info NoUce 85-022, ‘limilorque Motor Operated Valves Resulting From 
Incorrect Installation of Pmion Gear," Svc list end. 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 06/03/21 Consolidated Edison Go of New York, Inc f08pp 29596,261- 
29597 005 

0503210461 IE Info Notice 85 023, “Inadequate Surveillance & Post-Malnl & Post Mod 
Sys Teatii^ '' Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
B30103) 85/03/22 ConsorWated Edison Co, of New York, Inc f08pp. 29056091- 
29656.107 

8503220444 IE Info Notice 65-024, "Failures of Prctactive Coalings In Pipes & HXs," 
Svc fist end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/03/26. Consolidated Edison Co. o1 New York, Ina 106pp 29696,154- 
29506 260 ^ 


8503280037 IE Info Notice 06-025, ''Consideration of Tharmal Conditions in Design & 
fnsiatlairon of Supports for Dfesel Qaneralor ExhausI Silencers.’' Svc list end. 
JORDAN,E L Divifiloni of Emergency Praparednasa & Engineering Response (Post 
030103) 05/04/02 Consolkfaled Edison Co of Now York, Inc f07pp 29667,199- 
29667305 


DOCKET 60-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plana 

8504010162 Forwards Safeguards insp Repts 50 010/85 03.50 237/85 07 0 50-249/ 
85-06 on 850219 22 & 25 26 6 notice of violation NoHce ol viofalion withheld (rof 
10CFfl73 21) 

AXELSON.W.L Region 3, Office of Director 65/03/26 REED.C Commonwealth 
Edison Co 2pp. 29569 204-29560 207 

“0604010164 Safeguards Insp Repts 50 010/85.03,50-237/05 07 & 50-249/05-06 on 
850219 22 & 25 26 Noncompliance noted failure to Implement adequate compensato- 
ry measures & screening program Delaifs withheld (ref 10CFR73 21). 

CHRISTOFF ER,G. Region 3. Office of Director 85^3/26 2pp 29569 206-29569 207 

8S04260072 Forwards public version of generating stations emergency plan telephone 
directory 

LICAfli.K, Commonwealth Edison Co 05/93/31, Record Services Branch (Document 
Control Desk) Ip 30937 208-30037.263 

“8604269083 Public version of generating stations emergency plan telephone 
directory W/6504 19 release memo 

’ Commonwealth Edison Co 85/02/11 57pp, 30037 209-30037 263, 
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8504180383 Forwards Insp Repts 50 010/85 06,50 237/05-13 & 50-249/85 12 on 
B50325-2Q No noncomplianco nolod 

PAPERfELLO.C J RGgion 3, Office of Director B5/0'i/12 REEO.C Commonweallh 
EdfSonCo 2pp 29057 009-29857 017 

-B5041G0389 Insp Repts 50 010/05 06.50-237/05-13 & 50-249/06-12 on 860325- 
28 No violations or cJevialions noted Major area inspected emergency preparedness 
rogram.mcluding changes to program training & dose calculation & assessment 
ROWN.G Region 3. Office of Director 85/04/12 7pp 29057 011-29857 017 


J. Insurance & Indemnity Information 

B504040112 forwards Endorsement 14 to NELIA Policy NF-277.Endor3emonts 164,165 
& 166 to NELIA Policy NF 43, Endorsements 140 & 141 to MAELU Policy MF-22,En 
dorsemenl 34 to NELIA Policy NF 253 & Endorsement 05 to NELIA Policy NF-187 
OSIER, J Commonweallh Edison Co 05/03/27 SALTZMAN.J Assistant Director for 
Stale & Licensee Relations 13pp 29611 281-29611 294 


P. Operating license stage documents & correspondence 

8504010183 Ack receipt of 050313 Rev 33 to OA Topical flopt CE-1-A Review will re 
quire more than 60 days 

SPESSARD.R L Region 3, Office of Director 85/03/26 REEO.C Commonwealth 
Edison Co 2pp 29569 069-20569 070 

8504230514 Notification of contract execution, Mod 2.to '^Dresden & Perry Simulator 
Leasing ** Contractor GE Nuclear Power Sys Div 

PAGE.M Technical Assistance Contracts Branch FfN B 8713. 85/04/08 CORLEY, D. 
Director's Office, Office of Inspection and Enforcement HAVENS, 0 H NRC - No De- 
tailed Affillafion Given 1p 29972 322-29072 324 

•'6SQ4230S32 Mod 2, revising scheduled CY84 leasing & funding, to "Dresden & Perry 
Simulator Leasing " 

JONES. J General Electric Co. THOMPSON, R L Division of Contracts FIN B 0713 
85/04/08 2pp 29972 323 29972 324 

8504240435 Summary of 850304 meeting w/util & BNWL re review of regulatory re 
qulroments (NUREG-O0D5, Issue SLper NRC 850117 Ur. 

SEVAN, R.B Operating Reactors Brar;ch 2 85/04/09 Operaling Reactors Branch 2 
4pp 29900 124-29988 127 

0504230189 Forwards revised pages to Rev 34 to CE-I-A "QA Program for Nucfoar 
Generating Stafions " Revs reflect reorganization changes. 

ALEXANDER.GL Commonwealth Edison Co 86/04/10 KEPPLER.JG Region 3, 
Office of Director Spp 29948 308 2994D 030 

• 8504230207 Revised pages to Rev 34 to "QA Program for Nucfoar Generating Sta- 
tions " 

• Commonweallh Edison Co 05/04/10 79pp 29940'3 13-29949 030 

8504120206 Generic Ltr 85 06 to all PWR licensees & all applicants for OLs re QA guid- 
ance for ATWS equipment not safely related Svc list end 

THOMPSON, H L Division of Licensing 85/04/16 Consolidalod Edison Co of New 
York. Inc. 22pp 20947'288 29948 087 


0. Inspection reports, IE Bulletins & correspondence 

8S03190659 IE Info Nolico 05 022, "Limitorquo Motor-Operated Valves Resulting From 
Incorrect Installation of Pinion Goar." Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103). 05/03/21 Consolidated Edison Co of Now York, Inc 1^O0pp 29596*261- 
29597 005 

8503210461 IE Info Notice 05 023, "Inadequate Surveillance & Post Malnl & Post Mod 
Sys Testing *’ Svc list end. 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/22 Consolidated Edison Co. of New York, Inc f08pp 28656 001- 
29656 107 

8603220444 IE Info Notice 05 024. "Failures of Protective Coatings In Pipes & HXs 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/03/26 Consolidated Edison Co of New York, Inc 108pp 29596154- 
29596 260 

6504010162 Forwards Safeguards Insp Repts 50 010/85 03,50 237/05-07 & 60 249/ 
85 08 on 850219-22 & 25-26 & notice of violation. Notice of violation withhold (ref 
10CFR73 21) 

AXELSON.WL Region 3, Office of Director 06/03/26. REED.C Commonwealth 
Edison Co 2pp 29569.204-29669 207 

-8604010164 Safeguards Insp Repts 50-010/85-03,50-237/85 07 & 60 249/85 06 on 
050219 22 & 25 26 Noncompliance noted, failure to Implement adequate compensato 
ry measures & screerting program Ooteifs withheld (ref 10CFR73 21) 

CHRISTOFFER.G . MADEDA.T J , CREED, J.R Region 3, Office of Director. 85/03/26 
2pp 29569 206 29569 207 

8504020313 Forwards Insp Repts 50 010/85*02,50-237/86 05 & 50-249/85-04 on 
050219 20 & notice of violation 

PAPERIELLO.C J Region 3, Office of Director 86/03/27 REED.C Commonwealth 
Edison Co. 2pp 29577 330-29577 356. 

-6504020315 Notice of violation from Insp on 850219-20 
PAPERIELLO.C J Region 3, Ofllce of Director. 85/03/27 Ip. 29577:340-29577-340. 

-6504020320 Insp Repts 50 010/85-02,60-237/05 05 & 50-249/85 04 on 850219 
28 Violallon noted rddioactive mail transferred to unauthorized recipient 
PAUL,R.A„ MILLER.D E . GREGER.L R Region 3, Office of Director. 06/03/27 16pp 
29577 341-29577*356 

8503280037 IE Info Notice 05-025. "Consideration of Thermal Conditions In Design & 
Installation of Supports for Diesel Generator Exhaust Silencers '* Svc list end, 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/02 Consolidated Edison Co. of New York, Ino 107pp. 29667199- 
29667 305. 


0503280045 IE Info Notice 0-5 t>26, "Vacuum Reljef Sys for BWR Mark I & II Contain 
ments" Svc list end 

JORDAN.E L Division of Emergency Preparedness A Engineerino Response (Post 
030103) 86/04/02 Consolidated Edison Co of Now York, Inc 92pp 29667 107- 
29667 108 


6604010039 IE Info Notice 05-027, "Noli fi cations to NRC Operations Cir A Reporting 
Events In LERs " Svc list cnci 

JORDAN.E L Division of Emorgoncy Preparedness A Engineering Response (Post 
830103) 05/04/03 Consolidated Edison Co of New York. Inc 9Bpp 29590 255- 
29690 302 


8604230029 Forwards Mot Meeting Repts 50-010/86 05,50 237/65 12, 50 249/05- 
11,50-254/85 08,50-265/85 09.50 2 95/05- 14, 50 304/85 14,50 373/85-10,50 374/G5- 
10 A 50 454/85 13 on 850307 No noncompliance noted 

NORELIUS.CE Region 3. Office of Oirodor 05/04/03 REED.C Commonwealth 
Edison Co 2pp 20966 063-2966 6 060 

-6S04230040 Mgt Moellng Repls 50-010/B5 0 5.50 237/65 12,50 249/85 11, 50-254/ 
85-08,50 265/05-09.50 295/83 14.60-304/05-44, 50-373/85 10,50 374/85-10 & 50 
454/85-13 on 050307 No noncompliance noted 

LANDSMAN, R.B . CHRISSOTIMOS.N Region 3, Office of Director 05/04/03. 4pp 
29966 065-29966 063 


8S04050042 SuppI 1 to IE Info Notice 65-003, "Sepa/atjon of Primary Reactor Coolant 
Pump Shaft A Impeller " Svc list end 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
830103) 05/04/09 Consoltdaled Edison Co of Now York. Inc 101 pp 29791 025 
29791 126 

8504050047 IE Info Nollce 85-020. "Partiaf Loss of AC Power A Diesel Generator Deg 
radation " Svc list end 

JORDAN.E L Division of Emergency Preparedness A Engineering Rasponso (Post 
030103) 05/04/09 Consolidated Edison Co ol Now York, Inc fOOpp 29790 278 
29791*024 


8804090419 IE Info Notice 85-020, "Use of Unqualified Sources in Well Logging Appli 
cations " Svc (isl end 

PARTLOW.JG Division of Inspection Programs (Post 850212) 65/04/12 Consolldat 
ed Edison Co of New York, Inc 66pp 29031 320 29032023 

0604180383 Forwards Insp Repts 60 010/85 06.60 237/85 13 A 50-249/85 12 on 
6S0325 20.No noncompliance noted 

PAPERIELLO.C J Region 3. Office of Director 85/04/12 REED.C Commonwealth 
Edison Co. 2pp 29857 009-29057 017 

-8504180389 Insp Repts 50 010/85-06,50 237/85 13 A 50 249/65 12 on 850325- 
20 No violations or oovlatlons noted Major area Inspected emergency preparedness 
program.fncludlng changes 1o program training A dose calculation A assessment 
BROWN.G, PLOSKf.T, PHILUPS.M Region 3. Olflce of Dirodor 05/04/12 7pp 
29857*011-29857*017 

8504170240 IE Info Nollce 85-030, "Microbfologfcally Induced Corrosion Containment 
Svc Water Sys." Svc list end 

JORDAN.E L Division ol Emergency Preparedness A Engineering Response (Post 
830103) 05/04/19 Consolidated Edison Co of Now York, Inc f09pp 29966 256 
29967 002 


8504190055 IE fnfo Notice 85-032, "Recent Engine Failures of Emergency DIese) Gen 
eralors " Svc list end 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
830103) 05/04/22 ConsoSidated Edison Co. of New York, Ino fOOpp. 29980,239 
29088 347 

8504190060 IE info Notice 05 033, "Undersized Nozzlo-To Shell Welded Joints in Tanks 
A HXs Conslmcted Under Rules of ASME Boiler A Pressure Vessel Code" Svc Ijsl 
end. 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
830103 05/04/22 Consolldolod Edison Co of New York, Inc loapp. 29909 001- 
29989 f07 

6504220347 IE Info Notice 84‘84,Rev 1, "Deficiencies in Ferro-Resonant Transformers " 
Svc list end. 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
030103) 86/04/24. Consolidalod Edison Co of Now York, Inc t18pp 30027 067- 
3OO27-f04 


R. Pariodio operating reports A related correspondence 


6504110613 Forwards "Radwaste & Er>vlron Monitoring Annual Root, 1984." 

SCOTT, DJ Commonweallh Edison Co. 85/03/05 KEFPLER.J Q Region 3, Olfico of 
Director. Ip 29776,202-20770.003. 

-8804110617 "Radwaste A Environ Monitoring Annual Rept,1904 *' 

* Teledyne Isotopes 84/12/31 lOOpp 29770 2 63-2 9779 003 


8. Reportable occurrencesi LERs A related correspondence 


6504150530 Discusses Bonney Forge Part 21 repl re lack of chemical ovorcheck re 
quirement of certain malls snipped from Carlinville plant Oplion 2 of NRC 840316 Ur 
will be used. 

DEMPSEY, M.T. Barr Co 84/05/16 JORDAN.E L. Division of Emorgency Prepared- 
ness A Engineering Response (Post 030103) 9pp. 29611 053 29611 062. 

-8604150537 Reaffirms vendor responsibilities under Part 21 to evaluate posslbre davi 
atfon discussed in Bonney Forgo 640215 ltr A notify NRC A licensee If noncompliance 
w/NRC regulations found. 

JORDAN.E L. Division of Emorgency Preparedness A Engineering Response (Post 
830103) 84/03/16 Barr Co Ip 29611 062-298111.062 
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DOCKET 50-12 LYKCHBURO POOL flEACTOfl 


J. InBU/ance & Indamnll^ Inrormatlon 

65O4'04&249 Forwards Endorsements 115 & 114 lo NELPA Poficy NF-111 & Endorsa 
meml 5t to MAELU Policy WF 85 

DUCKJfl Marsli & McLennan, fnc 85/03/28 SALT2MAN,J Assislani Direclor for 
Slate & Licensee Relations 4pp 29606 356^29608 359 


DOCKET 5tH3 BiW CRITICAL EXPERfMENT FACPLITY (NUCLEAR MERCHANT 
SNIP 


P. Operating IJcense stage docunienls & eorreepondence 

8504300092 Requests Info ro aulhorizalion for B&W to dismanlle & decontaminate reaC' 
lor facility near lynchhurg.VA 

GHALM& Vilting Energy Carp 85/04/17 Division ot Licensing tp, 30059 009* 
3M59 009 


W. Decommissioning Stage Documents & Correspondence 

85841105S5 Forwards 850404 order auttiori 2 <n^ dismantling of facility A dtspositlo-n of 
component parts.finding of no significant envrron (mpaci safely ovafualior> A environ 
assessment 

THOMPSON, HL Division of Ltcensing 85/04/04 OLSEN.A T Babcock & Wdcox Co. 
3pp 29789173*29789 192 

-*8504110658 Order sulfionzlng dtsmanlling of fadfity & disposition of componeiil parts. 
THOWPSON.HL Division of Liconsirg 85/04/04 Babcock A VVifcox Co 4pp 
29789 175 28789179 

*•8504110682 Notico of finding of no significant environ irrpact re proposed order au* 
thorizing diismanlling of reactor & -disposilron ot component parts 
CRUTCH FiELD.D Assistant Dlroctor for Safely Assessment. 85/03/28, 3pp. 
29789,180 29789 162 

«86041'f0666 Safety evafiratlon supporlfrg order authorizing dismenlflng of facility A drs* 
posiljon of component pahs 

^ Drvlslon of Ucensing 85/01/31 8pp 29789 183 29769' 100 

--8504110668 Environ assessment supporting dismantling of facility A disposition of 
component parts 

' Division of Licensing 8S/01/31 2pp 29789 191*29769 192 


DOCKET 59*18 ENRICO FERMI UNIT 1 


J, Insurance & Indemnity Information 

6604030249 Unexecuied Amend 26 to Indemnity Agrooment & 20, deleting Items 2 A 3 
A subsll luting listed info A adding policy number 1o Item S 

SALTZMAN.J Assistant Director for Slate A Licensee RaJahons 86/03/20 2pp, 
29606100 29606101 


DOCKET 50*18 VALLECITOS BOILING WATER REACTOR 


L Financial Information 

9594030213 “'GE Annual Rent 1904 " W/050327 fir 
WELCKJF. BOSSIDY.LA, HOOD.E E General Electric Co 84/12/31. 
DENTON, HR Office of Nuclear Reactor Regulation, Director. 60pp. 29587.020* 
29587 080 


DOCKET 50-20 MASSACHUSETTS INSTITUTE OF TECHNOLOGY RESEARCH 
REACTOR 


F. Security, medlcafi emergency A fire protection plana 

8504240041 Ack receipt of 850227 fir informing NRC of slops taken (0 correct violations 
noted in In^ Rept 50 020/85 01 

MARTIN, T I Region t, Office of Director 85/04/09 CLARK,L Maasachusolts Jnsll- 
lute of Technology, Cambridge, MA Jp 29976 f04 29976 109. 

-8S04240053 Responds to NRC Hr re violations noted in fnsp Ropt 50 020/86*01 Cor* 
recUvo actions procetfuros mstruclmg operators for reiease of frradlaled mat/a for ship- 
man t revised A Issued on 650227 

CLARK, L Massachuselts Institute of Technology. Cambndgo, MA 86/02/27. 
MURLEY.TE Region 1 , Office of Director 5pp 29976 105 29976 109 


0. Inspscllon reports, IB BuJlelfns A correspondence 

5504040430 Forwards fnsp Rept 60*020/85*01 or) 850213*15 A noltce of violation 
MAftTIN.TX Region 1, Office of Director. 85/03/21, CLARK, L Massachusetts losti 
tuta of Technology, Cambrfdflo, MA 2pp 29868:086*29668 094 

-8504040432 Notice of vlofatlon from fnsp on 650213*15 
• Regton 1* Office of Director. 85/03/21 Ip- 29668 088 29668 088 

-AS04040434 Insp Rept 50 020/85*01 on 650213-15 Violation noted failure lo properly 
fabel radloaclh/e shipment w/ro spool to radionuclide Identity A physical A chemical 
form 

CIOFFW A„ WHITE.J R , SHANBAKY.M Region 1 . Office of Director 85/03/18 0pp 
29668:089*29666,094 

S504240041 Ack receipt of 850227 Itr informing NRC of steps taken to correct violations 
noted tn fnsp Rept 60*020/85*01 

MARTtN.T.T. Region 1, Office of Dfreclor, 85/04/09 CLARK.U Massachusetts Insti* 
luta of Tacbnology, Cambridge, MA. Ip 29976.104-29076 109 

-8504240053 Responds to NRC Hr te vlofalions noted fn fnsp RepI 50 020/85 01 Cor* 
rocbve actions procedures Instructing operators for release of irradiated matls for ship 
merit revised A fssuod on 6S0227. 

CLARK, L Massachusells Institute of Technology, Cambridge, MA 85/02/27 
MURL£Y,T.E. Region 1, Office of Director 5pp. 29976 105*29976 109 


DOCKET 56*29 YANKEE>nOWB NUCLEAR POWER STATION 


F. Security, medical, emergency A ffra protect ton plans 

8504040274 Forwards Insp RepI 50*029/86 02 on 850102 31 No violallon noted 
WENZfNGER.E C. Region 1. Office of Director. 85/03/29, HEIDER.LH Yankee 
Atomic Efeclifc Co, 2pp 2961 1'3 13*2961 1.326. 

-8504840278 fnsp Ropt 50-029/86 02 on 650102*31 No viofatlon or deviation 
noted Areas needing increased altentlon deficient procedural conlrofs in respirator fit- 
ting actMtIes A weaknesses In admlnfstretivd conlrofs In fire prevention 
EICHENHOLZ.H., FERLtC.K., ELSASSER.T Region 1. Office of Director 86/03/28 
tapp 2961 1 ‘,31 5*2961 1 :326 

8S04150439 R9v3 lo Emergency Plan rmpfemenllng Procedure OP'3321. ‘’Doescalalion 
A Recover/' A Rev 44 to table of contents, 

‘ Yankee Atoinlo Efecfric Co 85/04/03. 7pp 29805 307-29805 313 

1504110178 Forwards response lo Questions 1*4 re SPDS program, per NRC 841217 
roquesl, Responses fo Quesllons 6-10 will be submitted by 850130 

Yankee Atomic Elsclrlo Co. 85/04/68 2WOLINSKI,J A Operating Reactors 
Branch 5. 8pp. 2976 6; 032-2976 6.03 9 

8504190578 Forwards SALP RepI 50 029/65*99 for Sept 1983 - Jan 1985 Meeting to 
discuss assessment scheduled for S50430 in Region I ofc 

MURLEYJ.e Region 1, Office of Oirocfor 85/04/08 HEIOHR.LH Yankee Atomic 
EtoCtrIcCo. 2pp. 29923.289*29923.341. 

-8894190584 SALP Ropt £0 029/85*99 for Sept 1983 * Jan 1965 
* Region I, Office Of DIreclOf. 85/04/08 6tpp 29923 291-29923 341 

8604190421 Forwards Insp Rent 60*029/65 €4 on 850204 0313 No violations observed 
WEN2lNQEfl.E.C. Rogton 1, Olf/ce of Director. 85/04/12 HEIDER.LH Yankee 
Atomic Elecfrto Co 2pp 29918:164-29918.188. 

-650411>0428 Insp Rept 50*029/85*04 on 850204 031 3 No violations noted Major 
areas InspeciedJIcensce review A followup of LERs, IE bulletins, Part 21, SEP action 
floms-operaltonal safely venficalion A bimonihfy safety sys waikdown 
£ICHENHOL2:,H., FERllC.K, ELSASSER.T Region 1. Office of Director 85/04/12, 
13pp. 29918:156-29916:168 


L Financial Information 


6504030275 Forwards "Yankee Aloinic Electrfc Co Annual Rept 1984," in form of cerli 
IJod OnaneJa) stateineni tor 3*yf period ending 84 1231, per 10DFR14D15 A 50,71 re- 
t^oments 

Is AY, J. A Yankee Atomic Efeclrfo Co, 85/03/20 Office of Nuclear Reactor Regulatron, 
Director. 16pp, 28591:164*29691:179, 


J. toturance A Indemnfty informatfon 

6504150101 Forwards Endorsement 113 to NELIA Poficy NF-76. 

STEBN.O. Marsh A McLennan, fnc. 65/04/05. SALTZMAN,J D. Assistant Director for 
Slate A Lteensee Relations. 2pp. 29799.1 95*2979 9*1 96. 


P. Operating license stage documents A correspondence 


0. Advfaory Committaa on Reactor Safeguards reports A correspondence 


6504110599 Forwards Amend 24 lo License R-37 & safety evaluation Amend changes 
Tech Specs to permit installation of automate conIroHer on one of six shim rods for 

vatiflwo refitlNity. 

THOMAS.CO Standardization & Special Projects Branch 06/04/02, CLARKE,L Mas 
sacnosetts Insmuta of Technology, Cambridge. MA 3pp 2978T302 297B1.320, 

-8504110603 Amend 24 to Lfconse R-37,changIng Tech Specs (o permit installation of 
aulomatic controller on one of six shim rods for variable roaotiv;cy A parformanco of 
experiments re closed loop control of roaclor performance 
THOMAS.CO Slandardizallon A Special Projects Biancb 66/04/02. 12po 
29781 305 29781 316 

-*85041 10607 Safety evaluation supporting Amend 24 to License R*37 
* Office of Nuclear Reactor Regulafion, Director. 85/03/0B 4pp. 29781:317- 

non 


6504840701 Summary of ACRS EGGS SubcommiUee 641128-29 meetings in 
Wa8hfngton.DC re review of RES Ihermal-hydrauilo research programs for ACRS rept 
(0 Congress A Yankoa Atomte Electrfc request for App K exemption ^ ^ 

• ACRS • Advisory Committee on Reactor Safeguards 85/01/07, ACRS - Advisory 
Committee on Reactor Safeguards. 63pp 29986,225-29966.207 


R, Operating llctnae stage document e A correepondence 

6504160387 Application for Proposed Chartge lao.SuppI 1 to License D PR-3, re vising 
Tech Specs to rellecl changes mado lo facility during recent rofueling outage & 
840607 & 061 6 discussions w/NRC Fee paid, 

HHfDER.LH, Yankee Atomic Efeciric Co S6/O4/05 Office of Nuclear Reactor Regu- 
lation, Director, 13pp. 29016 188*29615,208, 
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•'8504160394 Proposed Tech Spec Sections 36 & 46 re containrriBnt sys, reflecting 
chanqes made to facility during recent refueling outage & 840607 & 0816 discussions 
w/NRC 

• Yankee Atomic Electric Co 85/04/05 Bpp 29815 201-29815 208 

8504240003 Forwards request for addl info re Generic Ur 03 28. Items 2 2 2,3 1 3 & 
3 2 3 Re^onse requested within 90 days 

ZWOLINSKIpJ A Operating Reactors Branch 5 85/04/09 KAY,J A Yankee Atomic 
Electric Co 3pp 29976 060-29976 062 

8504250357 Approves 840309 application to withhold YAEC 1399P. '’Determination of 
Decay Heat for LOCA Analysis, (ref 10CFR2 7g0) 

2WOLinSKI,JA Operating Reactors Branch 5 85/04/11 KAY.JA Yankee Atomic 
EleclrlcCo 3pp 30019 043-30019 045 

8504 120206 Generic Ltr 85 06 to all PWR licensees & all applicants for OLs re QA guid- 
ance for ATWS equipment not safety related Svc list end 

THOMPSON.H L Division of Licensing 85/04/16 Consolidated Edison Co of New 
York, Inc 22pp 29947 288-20948 087 

8504220188 Adviaoa that response to 850131 request for addl info re reactor coofant 
pump operations during small break LOCA transients will be provided by 65081 5, per 
050313 meeting w/NRC 

KAY.J A Yankee Atomic Electric Co 85/04/16. ZWOLINSKI.J A Operating Reactors 
Branchs Ip 29928 354-29928 354 

8604220225 Discussos training conducted for post accident sampling ays operators & 
use of std teat matrix for accuracy measurement, in response to Criterion l6 concerns 
expressed in 831221 Hr & NUREG 0737 item II B 3 

KAY.JA Yankee Atomic Cleciric Co 85/04/16 ZWOLINSKi.JA Operating Reactors 
Branchs Ip. 29929-361. 29929 361 

8504120031 Generic Ltr 85 02 to ail PWR licensees & appficanl8,hofder8 of CPa & Fort 
SI Vrain re recommondod acliona stemming from NRC integrated program for resolu- 
tion of unresolved safety issues re steam generator tube injogrity.Svo list end 
THOMPSON.H L Division of Licensing. 05/04/17 Yankee Atomic Electric Co. 192pp 
20953 071-29953 262 


Q, Inspection reports, IE Bulletins & correspondence 

8503190559 IE Info Notice 85-022, '*Limitorque Motor-Operated Valves Reaulting From 
Incorrect Inslollallon of Pinion Goar '' Svc Hal end 

JORDAN.E L Division of Emergency Proporednosa & Engineering Response (Post 
830103) 05/03/21 Consolidated Edison Co of New York, Inc, f08pp 29597 001- 
20597 005 

8503210461 IE Info Notice 85 023, "Inadequate Surveillance & Post-Maint & Post-Mod 
Sya Testing " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/22 Consolidated Edison Co of New York, (no f08pp 29656*001- 
20856107 

8503220444 IE Info Notice 85 024, "Failures of Protective Coatings In Pipes & HXa." 
Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/26 Consolidated Edison Co of New York, Inc tOSpp 29598,164- 
20506 363 

6504040274 Forwards (nsp Rept 60-029/BS 02 on 6601 02-31. No violation noted. 
WENZINGER.EC Region 1. Office of Director. 06/03/20. HEIOER.LH. Yankee 
Atomic Electric Co 2pp, 2061 1.313*2961 1.326 

..3504040276 Insp Rept 50 029/05 02 on 850102'31.No violation or deviation 
noted Areas needing increased attention deficient procedural controls In respirator fil- 
ling activities & weaknesses m administrative controls in fire prevention 
EICHENHOLZ.H . FERLiC,K , ELSASSER.T Region 1, Office of Director. 85/03/20 
I2pp 29611.315 29611 326 

8503280037 IE Info Notice 86 026, "Consideration of Thermal Conditions In Design & 
(nstallation of Supports for Diesel Qonorolor Exhaust Silencers." Svc list end. 
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc. i07pp 29667:199- 
20667 305 

8503280046 IE Info Notice 05 026, "Vacuum Relief Sya for BWR Mark 1 & II Contain- 
ments " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Poet 
630103) 85/04/02. Consolidated Edison Co of New York, Inc. 92pp 20067' 107* 
29667 108. 

8504010039 IE fnfo Notice 86 027, "Notifications to NRC Operations Clr a Reporting 
Events (n LERs " Svc list end 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/04/03 Consolidated Edison Co of New York, Inc 98pp. 29600:266 
20690 362 

8504190576 Forwards SALP Root 50*029/65 99 for Sepl 1983 • Jan 1966. Meeting to 
discuss assessment scheduled for 850430 in Region I ofc. 

MURLEY.TE. Region 1. Office of Director 05/04/08 HEIDER.L.H. Yankee Atomic 
Electric Co, 2pp 20923 289-29923 341. 

-8604190504 SALP Rept 50 029/05 99 lor Sept 1983 - Jan 1985. 

» Region 1, Office of Director 85/04/08. 61pp 20923:291-29023 341, 

S504050042 SuppI 1 to IE Info Notice 85*003, "Separation of Primary Reactor CoofanI 
Pump Shaft & Impeller *’ Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc. lOIpp 29791:025- 
29791 126. 

8504050047 iE Info Nolica 85-028, "Partial Loss of AC Power & Diesel Genoralor Deg 
radation " Svc list end 

JORDAN.E, L Division of Emergency Preparedness & Engineering Response (Post 
890103) 85/04/09 Consolidated Edison Co of New York, Inc. f09pp. 29790,278- 
29791.024. 


8504090419 IE Info Notice 85 026, "Use of Unqualified Bourcos in Well Logging ApplJ 
cations " Svc list end 

PARTLOW.JG Division of fnspeclion Programs (Post 850212) 85/04/12 Consolidat- 
ed Edison Co of New York, Inc 66pp 29832 001-29832 023 

8504190421 Forwards Insp Rept 50 029/85 04 on 850204 0313 No violations observed 
WENZINGER.EC Region 1. Office of Director 86/04/12 HEIPER.LH Yankee 
Atomic Electric Co 2pp 29916 154 29916 16B 

-8504190428 Insp Rept 50-029/85 04 or* 850204 0313 No violations noted Major 
areas inspected hcensea review & followup of LERs, IE bulletins, Part 21, SEP action 
Hems, operational safety verification & bimonthly safety sys waikdown 
EICHENHOLZ.H, FERLIC.K, ELSASSER.T Region 1. Office of Director 05/04/12 
13pp 20918.166-29918.160 

9S04 170240 IE Info Notice 85 030, "Microbtologicaliy Induced Corrosion Containment 
Svc Water Sys " Svc list end 

JORDAN.E L Division of Emergoncy Propa redness & Engineering Response (Post 
830103) 85/04/19 Consolidated Edison Co of Now York, Inc 1()9pp 29966 258 
29066.363 

0504190056 IE tnfo Notice 85 032, "Recent Engine Failures of Emorgency Dfosd Gen- 
erators " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Enginooring Response (Posl 
830103) 85/04/22 Consolidated Edison Co of New York, Inc f09pp 29080 239* 
2998B'347. 

0604190080 (E Info Notice 85 033, "Undersized No2zle-To*Sho!i Welded Joints In Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code " Svc list 
end 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Posl 
830103). 85/04/22 Consolidated Edison Co of Now York, Inc lOBpp 29989 001- 
29989.107 

8504220347 IE Info Notice 84 84,Rev I, "Defictoncloa in Ferro Resonant Transformers " 
Svc llsl end, 

JORDAN.E L Division of Emergency Preparedness A Enplnoering Response (Post 
830103) 05/04/24, Consolidated Edison Co of New York, Me 11 Bpp 30027 087- 
30027 104 


R. Periodic operating raporta & related correspondence 

8504180014 Monthly operating rept for Feb 19Q5.W/850305 Hr 
WHIPPLE.S,, HEIDER.LH. Yankee Atomic Efadric Co 85/02/28 Bpp 29923 190 
29923:195 


DOCKET 50*54 UNION CARBIDE RESEARCH REACTOR 


0. Inapeotlon reports, IE Bulletins & correspondence 

0504020272 Forwards Exam Rept 50-054/85 01 (OL) of exam administered during wk 
of 860128 

WEN2INQER,E.C. Region 1. Office of Director 05/03/25 MCGOVERN, JJ Union 
Carbide Corp 2pp 29581,164-29581 172, 

-8604020273 Exem Rept 50 054/85 01 (OL) on 850131*0201 Exam results throe con 
didatea examined & two licenses Issued. Adequacy of present procedures 8 guldolinos 

a uQstlonod as result of problems encountered during exam review & oral exam. 
lUDLEY.N. Region 1, Office of Director 05/03/16 7pp 29581 166 295B1 172 


R. Periodic operating reports & related correspondence 

8504110728 "Annual RepI for 1984 for Union Carbide Nuclear Reactor (UCNR)" W/ 
850318 Hr 

STRACK.n.A. Union Carbide Corp 04/12/31 STAROSTECKI.R Region 1, Ofllco of 
CHreclor. 11pp. 29778* 180-29778. 190 


V. Operator Examinations 

8504020272 Forwards Exam Rept 60 054/85 0 1 (OL) of exam admlnlslered during wk 
of 650128. 

WENZINQER.E.C Region 1, Offico of Director 85/03/25 MCGOVERN.JJ Union 
Carbide Corp 2pp 29581*164 29581.172 

-0504020273 Exam Rept 50 054/65 01 fOL) on 650131-0201 Exam results Ihreo can- 
didates examined & two licenses Issued Aaoquacy of present procedures & guidelines 
questioned as result of problems encountered during exam review & oral exam. 
DUDLEY.N Region 1, Offico of Director 85/03/15 7pp 29501*166-29581 172 


DOCKET 50*57 BUFFALO MATERIALS RESEARCH CENTER 


F. Security, medical, emeroency & fire protection plans 

0504230333 Ad\rises (hat emergency plan impfementod as of 85041 2, per NRC 
approval.New procedures will be distributed under separate cover within 30 days 
HENRY, LG, New York, Slate Univ. of, Buffalo* NY, 05/04/16 THOMAS.CD, Stand- 
ardlzallon & Special Prolocts Branch ip. 29951:342*29951,342 


I, Financial Information 


$504240420 Forwards Info inadvertently omilled from 850308 application for amend to 
License R<77.Ffnancial data & other documonis being preparoci re continuance of Li- 
cense R-77 as noncommercial license 

RENNIE,D,W. New York, Slate Unlv o(. Buffalo, NY 85/04/12, Record Services 
Branch (Document Control Desk) 23pp> 29969*165 29960 263, 
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P. Operatlnfl Ficens& sloge documents & correspondence 


DOCKET 60-62 UNIV OF VIFIGINIA RESEARCH REACTOR 


850424042a Fowards info madvorlontly oimtled from 05030B applJcalron for amend to 
License R 77 Financial data & otiior documents being prepared re continuance of Li- 
censQ R-77 as noncommercial license 

RENNIE, pW New York, Slate Univ of, Buffalo, 05/04/12 Record Services 
Branch {Document Conlrol Desk) 23pp 20969 1 65.29969 253 


«8504240434 Reciuesls addi to & implement corrective aclions for vio- 

lations nolaol in Insp Ropis 50 057/&3 01 & 50-057/03-02 Nuclear safely commiUeeA 
radiation safely committee are same organization 


RENNIE, DW Now York. Slate Un IV of, Buffalo, NY 84/01/25 STAROSTECKI,R Di- 
vision of Project & Rq sidanl Programs Mpp 20QG9 216 29969 229 


-■05D4249455 "Ini reduction to Metis Enoineenng. Assoc Inc^’ 

• Materials Engineering Ass oointos, Inc G4/0&/05 19pp 29969 230-29969 247 

—85O42404B2 Proposed Tech Specs for Slala Umv of New York a1 Buffalo reactor 
opera I cons Staff organization charts & ALARA d’oclaration ord 
^ New York. Stale Univ of, Buffalo, NY 05/04/12 7pp 29969 248 29969 253 


F Security* medical, emergency & firo protocBon plans 

6504 150589 Ack receipt of 850220 Ur informing NRC of slops taken to correct violations 
& <f aviations noted in Insp Ropt 50-062/64 01 NRC assessment of licensee responses 
to notice of violation & insp end 

QnACE:,JN Region 2, Office of Director 85/03/20 MUIDER.R U Virginia, Univ of, 
Charlottesville, VA 6pp 2901-0 260 29810 26D 

*>■85041 BOO’D? Responds to NRC 8501 25 Itr re deviation noted in Insp Ropt 60 062/04 
01 Corrective actions new health physics staff keeps roquirod flow measurement 
check records Full compliance achieved on 841003 

MULDER, R U Virginia, Univ of, Chari ottesvcilo, VA 65/02/20 O'REILLY ,J R Region 
2, Office of Director 2pp 29810 268 29810 269 

8504000204 Notifies of reactor safety committee 050327 approval of omorgency plan 
Imp fern anting procedures Practice arilCs anticipated in near future Procedures sent to 
NRC under separate cover 

MULOER,R U Virginia, Univ of. Cha riot lesvi lie, VA 05/03/20 THOMAS, C 0 Sland 
nrdizalion & SpeciaP Projects Branch Ip 29602 046 29682 048 


0. InspecUon reports, IE OulEollna & corrospondonce 


0504240428 Forwards info inadvorlenlly omiHorf from 650308 applicalion for amend to 
License R-77 Fmanclaf data & other i/ociimGnls boeng prepared re continuance of LI 
conso R 77 as noncommerclaf ficonse 

RENNIE, DW New York* Stale Univ of, Buffafo, NY 65/04/12 Record Services 
Branch (Document Control Desk) 23pp 29969 16S-2&969 253 

'*0504240434 Renuosts adcll lime to respond to & implamenl corrective actions for vio 
latlons nolod in Insp Ropts 50'057/03 01 8, 50 0 57/^3 02 Nuclear safety comnuUe© & 
radiation safoLy commiltoo arc sritq organza Iron 

RENNIE.DW New York, Slate Univ of, Btiffolo, NY 04/01/25 STAROSTECKI.R Di- 
vision of P/ojGCl a Resident Programs t4pp 20969 218 26969 229 


R, Periodic operating reports & rofalod corrcspondonce 


0504170574 Towards "Annual Opera Img Ropt. 1904 " Financial info required by 
10CFfl50 71 1 b) nol yet availabfo & will l>o submatod al later dale 
HENRY, LG Now York. Slato Univ ol. Buffato. NY 85/04/02 STAROSTECKI.R 
Region 1. Office of Diroclor Ip 29G44 120-2904^ 138 

"8504170576 "Annual Opera ling RepLIODA " 

HENRY, LG Now York, Slate Univ of. Buifafo, NY 84/12/31 18pp 29844 121* 
29B44 130 


DOCKET SO'59 AQN-201, SERIAL 10S 


F. Security, imedlcal, eme/goncy & lire protoclion plans 


8BO4O2024O Forwards Insp Ropl 60-050/84-01 on S41206 07 No noncompltanco or do 
vpalfon noted 

JOHNSON, EH Region 4, Ollico of Director 05/03/29 ERDMAN.CA Texas A&M 
Univ , Coliege Stallon, TX 2pp 20570 044-29578 052 

"0SO4D2O243 Insp Rspt 50959/04 01 on 841200 07 No noncompllanc© or devmifon 
noted Major areas Inspected organization. logs & records. reviews & 

audits.requalification training, procoduros & physical security 
CROSSWAN.WA Region 4, Office ol Director 05/03/26 7pp 29578 046.29578 052 


H. Qeneral cerreapondonco 


85041701159 NoLifiea tha1 WA Poflor rep fa cod by HH Richardson as Interim director of 
Texas Engineoring ExporJmontal Station Address correction provided 
STENNER.S Texas Am Univ, Colfono Station. TX 06/04/ 10 NRC - No Dolalled 
Affilration Given Ip 29027 270 29027 279. 


Q. Inspection reports, IE BulEoilns & correspondonco 


8604020240 Forwards Insp Ropl 50 059/04 01 on 041 20Q 07 No nancompfiance or de 
viation noted 

JOHNSON, EH Region 4, Office of Direclor 05/03/29 ERDMAN.CA Texas A&M 
Unv.CoIlQgaSlation. TX 2pp 20570 044 20578 052 

-‘8604920243 Insp Ropt 50 059/04 Ql on 04120G 07 No noncompllance or devralion 
noted Major areas inspected organiznl I on, I o^s & records.re views & 

audita, requalllication Irainlng, procedures & plivslcal secunly, 

GROSSMAN, W A Region 4, Office of Director. 65/03/28 7pp 29578 04 0 29676 052 


V. Operator Examlnallons 


O. Inspection reportSj JC Bullollns & correapondonco 

8504159569 Ack receipt of 650220 Ur Informing NRC of steps taken to correct violations 
& deviations noted in Insp Rept 50 062/84 OLNRC assessment of licensee responses 
to notice of violation & insp onci 

GRACE, JN Region 2, Office of Director 85/03/20 MULDER, RU Virginia, Univ of. 
Charfoltesvillo, VA 6pp 29610 260-20610 269 

"8504160599 Responds to NRC 650130 Ur re violations noted In Insp Reel 50 062/84- 
01 Time lag bolwean NRC inspector rept Issuance (841025) & submittal to facility 
(850125) (ifscussed 

MULDER.R U Virginia, Univ of. Chari ollosvillo, VA 85/02/20 O'REILLY .J P Region 
2. Office of DIrcclor 2pp 29B 10 266 29810 267 

-8504160607 Responds to NRC 650125 llr re deviation noled In Insp Rept 50 062/84> 
01 Corrective actions now health physics staff keeps required flow measurement 
chock records Full complianco achieved on S41003 

MULDER.R U Virginia, Uaiv of, Charlottosvillo. VA 85/02/20, O'REILLY, J R Region 
2, Office of Director 2pp 296 ID 268 29810 269 

"0604150616 Responds to NRC 850125 fir re violation noted in Insp Rept 50 062/84 
01 Corroclivo actions oxpGffment causing radial Ion field immediately relocated to more 
suitably shielded area 

MULDER.R U Virginia, Un.iv of, Charloltesvllfo, VA 05/02/20 O'REILLY, J P Region 
2, Office of Director 6pp 29910 270-29810 209 


DOCKET 60‘70 GENERAL ELECTRIC TEST REACTOR 


G. Adjudicatory correspondence 

8504180267 Joint stipulation & roquost for dismissal of proceeding re renewal of Li 
censo SNM 960Carfificalo of Sve oncI 

TURK.S, Hearing Branch 3 EDGAR.G L, Genoral Electric Co TURK.J Turk, J //2a5 
623 85/04/12 7pp 20813 256 29813 262 

8504160329 Unopposed motion (o suspend schedule for proceeding suspending obliga 
lions under ASLB 850213 A 312 orders, pending ASLB ruling on |oin1 atipulalion & 
request for dismissal of proceeding Cortificato of Sve end 

EDGAR, G L General Electric Co EDGAR, G L Newman & HoUzinger //285 522 05/ 
04/15 Atomic Safely nnd Licensing Board Panel 4pp 29814 069 29814 072 

8504160632 Unopposed motion to suspend schedule for proceeding including NRC re 
sponso re Morgan Hill earthquake & J Turk re spec if! call on of Revised Contention 
5 Granted for AsLD on 650415 Servod on 050416 

EDGAH.GL General EfectrJc Co EDGAR, G L Nowman & Holtzinner 7/285 5G3 65/ 
04/15 Atomic Safety and Licensing Board Panel 2pp 29819 112-29819 113 

8504240310 Momorandum & order approving B50415 joint stipulation by parlies dismiss- 
ing proceeding based on QE withdrawal of application for license renewal & J Turk 
withdrawal of admillod conlontlons Served on 650423 

FRYE.Jfl Atomic Safety and Licensing Board Panel f/285 607 85/04/19 Office of 
Iho Executive Legal Director 2pp 20 967' 305-29967 306 


I. Financial Information 


8504030213 "GE Annual Ropl 1984 ■' W/850327 llr 
WELCH.JF, BOSS)DY,LA. HOOD,E E, General Electric Co 84/12/31 
DENTON.H R Office of Nuclear Roaclor Regulalion, Direclor 60pp 29587 020- 
20567 OBD. 


R. Periodic operating reports 8 retated correspondence 

9504030004 "Annual Ropt 26'* W/e50327 Hr 
TITUS, Q,W. CUNNINGHAM.G E General Efectric Co 84/12/31 DENTON.H.R 
Office of Nircloar Roaclor Regulation, Director 7pp 20587 357-29587 363 


8504020240 Forwards Insp Ropt 50 059/64-01 an 041 206-07 No aoncompllanco or de- 
viation noted 

JOHNSON, £,H Region 4, Office of Director 05/03/29 EROMAM.CA Texas A&M 
Univ, College Slalion, TX 2pp, 29578:044-20570 052 

-0604020243 Insp Ropl 50-059/84 01 on 841206-D7NO noncompliance or dovialion 
noted Major areas Inspected organizallon, logs & records, reviews & 

audils.requalificalion Iraining, procodureB & physical socurily 
CnoSSMAN.WA Region 4. Oflfco ol Direclor 85/03/28 7pp 29578 046-29070 052 


DOCKET 60-72 UNIV. OF UTAH RESEARCH REACTOR 


R. Ferlodlc operating reports & related correspondence 

8504030113 Annual operating repi lor Univ of Utah AQN 201 M Reactor for 1984 W/ 
850304 Itr, 

CRAWFORD.KE, DEVRfES.K.L Utah, Univ. of, Salt Lake City, UT. 84/12/31 
SEfOLE.VyC, Region 4, Office of Diractor. 2pp 29 5 92 >23 5 -2959 2 236 
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DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


F. Security, medical, emergency & fire protection plans 

0504230412 Forwards Safeguards Insp Ropt faO 073/05 01 on B50408 09 No noncora 
plrance noted 

MONTGOMERY, J L Region 5, Ofltcc ol Director 05/04/19 DARMIT7EL.R W Gener- 
al Electric Co ip 29952 361-29952 362 

-6504230415 Safeguards Insp Rept 50 073/85 01 on 050408 09 No noncompNance 
noted Major areas inspected physical protection of SNM.secunly plan & imploinonting 
procedures Details withheld (ret 10CFR2 790) 

MCOUEEN.AD. SCHUSTER, M D Region 6 Office of Director 85/04/18 ip 
29952 362-29952 362 


I Financial Information 

B504030213 “GE Annual Bept 1984 ” W/850327 Hr 
WELCH,JF. BOSSIDY.LA, HOOD, EE General Electric Co 84/12/31 

DENTON, H R Office of Nuclear Reactor Regulation, Director 60pp 29587 020 
295B7 080 


O Inspection reports, IE Bulletins & correspondence 

8504230412 Forwards Safeguards Insp Ropl 50 073/05 01 on 850408 09 No noncom- 
pliance noted 

MONTGOMERY, J L Region 5, Office of Director 85/04/19 DARMIT2EL,RW Goner 
al ElGClric Co Ip 29952 361-29952 362 

-8504230415 Safeguards fnsp Rept 50 073/85 01 on 850400-09 No noncompliance 
noted Major areas inspected physical protection of SNM,socurily plan & implementing 
procedures Details withheld (rof 10CFR2 790) 

MCOUEEN.AD. SCHUSTER.M D Region 5, Office of Director 85/04/18 Ip 
29952 362 29952 362 


R. Periodic operating reports & related corrospondonco 

8504030269 "GE Nuclear Test Reactor Annual Rept 25 for 1984 ’’ W/850326 Hr 
CUNNINQHAM.G E General Electric Co 84/12/31 DENTON, H R Office of Nuclear 
Reactor Regulation, Director 6pp 29591 020-29591 025 


DOCKET 50*77 CATHOLIC UNIV. OF AMERICA RESEARCH REACTOR 


P Operating license stage documents & correspondence 

8504230350 Applicafion 10 amend License R.31, changing Tech Specs to allow contin 
ued shutdown mode of reactor w/fuel-boaring control rods removed & stored in sepa- 
rate locked facility pending reactor use for research projocl 
JORDAN, ED Catholic Univ of America, Washington, DC 85/04/19 DENTON.H H 
Office of Nuclear Reactor Regulation, Director Ip 20950 360-20950 361 

—8504230356 Proposed rev to Tech Specs, allowing reactor to stay In continued shut- 
down mode w/fuel bearing control rods removed & stored in separate locked facility 
pending reactor use for research project 

^ Catholic Univ of America, Washington, DC 85/04/19 Ip 29060 361-29950 361 


DOCKET 50-03 UNIV OF FLORIDA TRAINING REACTOR 


F, Security, modlcaf, emergency & fire protection plans 

8504150591 Forwards Insp Rept 50 003/85-01 on 850211-15 & nolico of violation 
WALKER.R D Region 2 , Office of Director 85/03/08 WETHINGTON.J A Florida. 
Univ of. Gainesville, FL 2pp 29811 108-29811 121 

-8504150608 Insp Rept 50-083/85 01 on 85021 1-15 Violation noted failure to meet 
FSAR commitments in Socfion 17, “QA," re guidelines of ANSI Std N 402 1976, *’OA 
Roquiremenls for Research Reactors ” 

HARDIN.AK, FREDRICKSON, P Region 2, Office of Director 85/03/06 lipp 
29Q11 111-29811 121 


Q Inspection reports, IE Bulletins & correspondence 

0604160591 Forwards Insp Rept 50 003/05 01 on 85021 M5 & nolico of violation 
WALKER.R D Region 2. Office of Director 86/03/08 WETHINGTON.J A Florida. 
Univ of. Gainesville. FL 2pp 29811 108 29011 121 

-8504150597 Notice of violation from insp on 850211-15 

» Region 1. Office of Director 85/03/08 1p 29011 110-29811 110, 

-8504150608 Insp Rept 50 083/85 01 On 05021 1-15 VtoJalion noted falture to moel 
FSAR commitments in Section 17, *'QA," re guidelines of ANSI Std N 402-1976, "QA 
Requirements for Research Reactors " 

HARDIN.AK, FREDRICKSON, P Region 2, Office of Dirocior 85/03/06 lipp 
29811 111*29811 121 


V. Operator Examinations 

8504150591 Forwards Insp Rept 50 083/05-01 on 050211-15 & notice of violation 
WALKER.R D Region 2, Office of Director 85/03/08 WETHINGTON.J A Florida. 
Univ of, Gainesville, FL 2pp 29811,108-20011 121 

-8B04160608 Insp Rept 50 063/85 01 on 05021 M6 Violation noled failure lo meet 
FSAR commitments in Section 17, ”QA,'’ ro guidelines of ANSI Std N‘402-107B, “QA 
Requirements for Research Reactors " 

HARDIN.AK, FREDRfCKSON.P Region 2. Office of Director 85/03/06. lipp 
29611 111-29811 121, 


DOCKET 50-87 WESTINGHOUSE CRITICAL EXPERIMENT 


F Security, medical, emergency & ffre protection plans 

8504290201 Discusses plans for 050503 onforcemenl conference w/util m Glen Ellyn, IL 
to discuss insp findings during recent routine safeguards insp Notice cl signilicant li 
censee meeting enci 

HIND.JA Region 3, OMice of Director 85/04/24 SCHOLAND.G W Weslinqhouse 
Electric Corp Gpp 30051 311 30051 313 


Q Inspection reports, IE Bulletins & correspondence 

8504290201 Discusses plans for 650503 enlorcenieni conference w/uti) in Glen Ellyn, IL 
lo discuss msp findings during recent routine safeguards insp Notice of significant h 
consee mooting end 

HIND.J A Region 3. Office of Director 85/04/24 SCHOLAND.G W Westinghouse 
Electric Corp 3pp 30051 311 30051 313 


DOCKET 00-113 UNIV. OF ARIZONA RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8504160402 Forwards Amend 14 to Liconso R 52,incorporaling Rev 1 to physecal secu 
rily plan 

THOMAS,CO Standardization & Special Projects Branch 85/03/26 NELSON.GW 
Arizona, Univ of, Tucson, AZ 4pp 29811 261-29811 266 

-8504100543 Amend 14 to License R-52, incorporating Rev 1 to physical security plan 
THOMAS, CO Standardization & Special Projects Branch 85/03/29 2pp 29811265 
2901 1 266 

6504110211 Advises that 850329 Hr & end re Amend 14 to Liconso R-52 concerning 
physical security plan should be disregarded Draft Hr inadverlently senlLlf did 
650320 should bo considorod correct version 

THOMAS.CO Standardization & Special Projects Branch 05/04/04 NELSON.GW 
Arizona, Univ of, Tucson, AZ 3pp 29760 322-29769 324 


P, Operating license stage documents & corrospondonce 

8504150482 Forwards Amend 14 to Liconso R 52, Incorporating Rev 1 IP physical secu 
rityplan 

THOMAS.C O Standardization & Special Projects Branch 65/03/28 NELSON.G W 
Arizona, Univ of. Tucson, AZ 4pp 29811 261-29811 266 

-8604100543 Amend 14 lo License R*52.incorporatirg Rev 1 to physical security plan 
THOMAS.C O Standardization & Special Projects Branch 05/03/29 2pp 2981 1 265 
29811 266 

8504110211 Advises that 650329 Ur & end ro Amend 14 to License R 52 concerning 
physical security plan should bo disregarded Draft Hr madvortontly sentLlr dtd 
850320 should ho considered correct version 

THOMAS.CO standardizations Special Projects Branch 85/04/04 NELSON.GW 
Arizona, Unjv, of, Tucson, AZ 3pp 29769 322 29769 324 


DOCKET 50*123 UNIV. OF MISSOURI RESEARCH REACTOR 


P. Operating license stage documents & correspondonce 

8604240570 Forwards Amend 8, renewing Liconso Ft-70 & FR nolices ol extension of 
license expiration date for 10 yrs & finding of no significant environ Impact 
THOMPSON.HL Division of Licensing 85/04/16 BOLON,AE Missouri. Univ of. 
Rolla, MO 5pp 29078 306 29978 320 

-8504240672 Amend 8,ronowing License R-79 for 10 yrs 
THOMPSON.HL Division of Licensing 85/04/16 4pp 20978 311-29970 314 

-8504240576 Notice of extension of license expiration date to 091 120 
THOMAS.CO Standardization & Special ProjGcls Branch 05/04/16 3pp 29978 315 
20978 317 

-0504240579 Notice of finding of no significant environ impact ro renewal of License R- 
79 for 10 yrs 

CRUtCHriELO.D Assistant Director for Safely Assessment 85/04/06 3pp 
29978 310 20978 320 


DOCKET 50-124 VIRGINIA POLYTECHNIC INSTITUTE TRAINING REACTOR 


P, Operating license stage documents & correspondence 

8504250086 Forwards Amend 6 to License R-62 & safety evaluation Amend renews li 
cense 8 ^ authorizes possession, but not operation of reactor 
THOMPSON.H.L Division of Licensing 85/04/16 FURR. A K Virginia Polytechnic In- 
sliluto & State Univ, Blacksburg, VA 4pp 30030,094-30030 120 

-8504250086 Amend 6 to License R 62, renewing license & authorizing possess ion, but 
not operalion.of roaclor 

THOMPSON.HL Division of Licensing 85/04/16 17pp 30030 098 30030 113 

-85Q4250D91 Notice of issuance of Amend 6 to License R 62, renewing license & 
changing status to possession only 

THOMAS.CO Standardization & Special Projects Branch 85/04/16 2pp 30030 1 14 
30030,115 
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-6S0'4 250094 Elnviron assessmonl ■& noUce ol finding of no significant environ innpaci re 
renewal ol License R 62 

CRUTCHFl^ELD.D Assistant Direclor for Safely Assessment 85/04/04 3pp 
30030 116 3D030 118 

“6504250090 Safety evaluation supporting Amend 6 to License R 62 
’ Office oJ Nuclear Reactor Regulation, Djrector B5/03/20 2pp 30030 119 
30030 120 


DOCKET 50-120 TEXAS AAM UNIV. RESEARCH REACTOR 


F. Security, medical, emergency & fire protectlorv plans 

0504090110 Forwards Insp Ropl 50-128/84*01 on 641203 07, No viofalion or deviation 
noted 

JOHNSON, EH Region 4, Office of Director 05/04/02 RICHARDSON, H H Texas 
A&M Unjv. College Slalion, TX 2pp 29700 088 29-70'9 105 

“6504090124 Insp Repl 50 120/84 01 on 841203-07 No violation or deviation 
noted Major areas inspected records.Pogs, organization. review & audit 

(u notions, requalificatjon t/aining.procerturos & surveillance activities 
CROSSMAN.WA Region 4, Office of Director 65/04/01 16pp 29700 090- 
29700 105 


H. General correspondence 

0504150327 Informs of 841231 rGSignalion of WA Porter as director of facility & appoinl- 
ment of HH Richardson as direclor & llconseo.offeclivo 641231 
FELTZ.O E Texas A&M Univ . Collcgo Station. TX 85/01/28 COLLINS.J T Region 4, 
Office of Director Ip 29806 200*290013 200 

8504170159 Notiltos that WA Porter replaced by HH Richardson ns fnlerim director of 
Texas Engineering Experimental Station Address correclron provided 
STENNEfl.S Texas AAM Univ , College Station, TX 35/04/10 NflC - No Dotailcd 
AffiliatiortGwen Ip 29827 270 29027 279 


Q. Inspection reports, IE Bulletins & correspondence 

0504090118 Forwards Insp Ropt 50 128/84 01 on 841203 07 No violalron or dovralion 
noted 

JOHNSON.E H Region 4, Office ol Director 65/04/02 RrCHARDSON.H H Texas 
A&M Univ , College Station, TX 2pp 29700 068*20700 105 

“6504090124 Insp Rept 50 123/84 01 on 641203 07 No violation or deviation 
noted Major areas Inspoclod records, fogs, orgamzation.roview & audit 

function s.fequalitrca lion training, procedures S surveillance activities 
CROSSMAN.WA Region 4. Offico of Director 05/04/01. 16pp 20700 090 
23700 105 


R. Feriodtc operating reports & related correapondenco 

8504010026 "Twenty First Progress Rept of Texas ASM Univ Nuclear Sctonco 
Clf,1984 ■’ W/a5032S!tr 

KROHN.J, PETESCHJE, ROGERS Texas AdM Univ, ColilDgo Station. TX ORO- 
4207*17 84/12/31 THOMAS, CO SI an ifardizniion & Spocial Projocts Branch OBpp 
29567 257*29667 354 

0504110714 Forwards "21al Progress Rept of Texas AAM Univ Nuclear Science 
Ctr,19a4 " 

FELTZ.D E Texas A&M Univ . Colleqe Stolion, TX 85/03/25 MAHTfN.R D Ragron 4. 
Office ol Direclor Ip 29800 165 29606 252 


S. Reportable occurrences, LERe & related correspondence 

8504150372 RO 65 2,on 850111, safety Channei 1 detector failod during reactor 
operatior> Caused by loose connector pin making ffttormitlant contact Now connector 
Installed & dotoctor voritied oporabfo prior to roinstallation 

ROGERS, 0 Texas A&M Univ , Colic go Station. TX 85/01/21 JOHNSON.E Region 
4. Office or Director 2pp 29806 040 29606 041 


V. Operator Examfnetfans 

8604090110 Forwards Insp Ropl 50 120/84 01 on 841203 07 No violation or doviolion 
noted 

JOHNSON.E H Region 4. Offico of Direclor 65/04/02 RICHARDSON, H H Texas 
A&M Ufiiv, College Station. TX 2pp 20700 OQ0 29700 105 

“0504090124 Insp Rept 50-128/84 01 on 841203 07 No violation or dovinlion 
noted Major areas mspeclod rccords.fogs, organizatJon.rioviow & oudit 
(unctions, requalilJCBlJon Iralnfng.proccduros & surveillanco admires 
CROSSMAfs/,W A Region 4, Offico of Dlrodor 85/04/01. 16pp, 29700 090 
29700 105 


DOCKET 50-133 HUWBOLDT BAT POWER PLANT, UNIT 3 


F. Security, mod/caf, emergency & ffre proledlon plana 

6504190109 Forwards Rov 0 te "KumboJdt Bay Powor Plant Emorgoincy Plan" to sup 
port decommissfoning & SAFSTOR.por License Amend Roquost 84-01 Ack of receipt 
or mall requested 

SNIFFER, J D Pacific Gas & Elodrlc Co 85/04/04 DEN TON. H H Office of Nudear 
Reactor Regulation, Director 2pp 29086 107*29006175 

-6504190171 Rov 0 lo "Humboldt Bay Power Plant Emorgoincy Plan 
Pacific Gas & Electric Co 05/03/20 67pp 29Q&6 109-29066 175 


Q Adjudicatory correspondence 

8504000297 Forwards 050327 FH notice re consideration of is-juance of OL amend to 
possess bul-not oporate license consistent w/licensee ptan to decommission facility & 
offer opportunity for hearing Related correspondence 

YOUNG.MA Hearing Branch 4 /?285 390 85/04/02 LAZO.fl M . SCHINK.D R , 
LINENBERGER.G Atomic Safety and Licensing Board Pane! 4pp 29678 357- 
29676 360 


H General correspondence 

0SO41OO617 Discusses storage of nuefoar mall from facility until reprocessing or perma 
nonl storage Exam of SAFSTOR aside from politrcaf baltfoground & self interest of on 
vironmentalists requested 

BENEFIELD.G N Keep Environment Employment Protected 04/03/29 ERICKSON, P 
NRC - No Detailed Affiliation Given 2pp 20756 145 29756 146 

8504110573 Comments on radwaste storage plan & forwards Chesbro Itr to 
editor Chesbro never lei fads stand between himself & truth re facility Chesbro 
member of Campaign for Economic Democracy (CED)CED must bo stopped Waste 
must not bo moved 

BENSON.G AffiloaUon Not Assigned 65/03/20 ERICKSON.P NRC - No DotailecI Af- 
filiation Given 6pp 29761 230 29781 234 

8504110228 Advises of molion passed at 050311 mealing to write Itr of support con 
earning utit handling of plant decommsasionlng Presentation convinced members slor 
age method will bo adequate for SO-yr period 

JONES.A Chamber of Commerco, Blue Lake, CA 85/03/25 ERICKSON.P NRC - No 
Detailed Affiliation Given 2pp 29776 212-29776 213 

6504100691 Discusses proposed decommii&sfoning of facility NRC decisions should nof 
be based on placating limited number of Individuals opposed to method for docommis 
sioning 

ANDERSON, SM Affiliation Not Assigned 85/03/29 ERICKSON.P 8 NRC - No De 
tailed Aflillalion Given Ip 29764 171*29764 171 

6504100210 Requests hearing In Eureka, CA to comment on DES for decommissioning 
ol plant 

CAVANAUGH, G Affillalcon Nol Assigned 65/04/03 ERICKSON.P NRC No Detailed 
Alfifiat ion Given 2pp 29858 232-29868 233 

8504180200 Requests copy of DES being prepared for decommissioning of plant 
WiLSON.MT, Affiliation Not Assigned 85/04/05 ERICKSON.P NRC • No Detailed 
Affiliation Given 2pp 29858 271-29656 272 

85042583&6 Comments on proposed SAFSTOR decommissioning plan Plan should be 
approved & govt policy on spent fuel reprocessing should be reexamined 
SPARK S.A HumboJdt County, CA 85/ 84/ 10 ERICKSON.P NRC • No Detailed Aflili- 
allon Given 4pp 29085 115-20065 116 

6604240133 Requests DES whan released 
SAVAGE, J A Affiliation Not Assinned 65/04/15 ERICKSON.P NRC * No Detailed 
Airiliation Given 2pp 29969 050*;§0969 059 


I, Financial Information 


0604020090 “1984 Annual Ropt " W/0S0326 fir 
CRANC.P A Pacific Qas & Electric Co 84/12/31. 54pp 20576 200 29578 252 


J. Insurance & Indemnlly Information 


0604040268 Forwards Endorsomont 105 lo NELIA Policy NF 113 
CRANE.P A Pacilic Gas & Electric Co 85/03/27 SALTZMAN.J D Assistant Director 
for State & Ucansao Relations 2pp 29612 009-20012 010 


P. Operaling llcenae stage documenls & correspondence 

0604030006 Forwards rosponsos lo Questions 1,2,5 & 6 m NflC 850214 Itr re SAF- 
STOR decommissioning plan Enel suppis 850220 submit I a I, Questions 3 & 4 require 
addi invosll nation Preliminary response will bo provided by 850331 
SHIFFER.J D. Pacific Gas & Eloctnc Co. 05/03/20. ZWOLINSKI.J A Operating Reac- 
lora Branch 5 42pp 29590 332-29501 0 10 

8604 1 7036 4 Forwards rosponsos to Item 72 & llema 3 & 4 of 850123 & 0214 requests 
for addI Info on SAFSTOR decom mission ing, respectively Response lo Item 75 of 
650123 request schodulod for submittal by end of Jut 1085 

SNIFFER, J D Pacific Qas & Efoclnc Co 85/04/03 ZWOLINSKI.J A, Operating Reac 
tors Branch 6 23pp 29827 256-29027,270 

6604120206 Genoric Llr 05 00 to all PWR Ificonseos & all applicants for OLs re OA guid 
anco for ATWS equipment not safoty-ralaled Sve list one! 

THOMPSON, H L Dwisien of Licensing 65/04/16. Consolidated Edison Co ol New 
York. Inc. 22pp, 299 4 7:20 8*2 9947-309. 


Q. Inspection reporls, IE Bulletins & correspondence 

660319065D IE Info Nolico 85*022, "Limilorque Motor Operated Valves Resulting From 
Incorrect Installation of Pinion Gear*' Sve list end 

JORDAN.E L Division of Emorgency Preparedness & Englneoring Response (Post 
630103) 85/03/21 Conaoltcfatod Edison Co, of Now York, Inc lOSpp 29507 001- 
20597005 

660321.0461 IE Into Notice 85*023, "Inadequate Surveillance & Post-Maint & Post Mod 
Sys Tosimg Sve list end 

JORDAN, &L Division of EmergGncy Preparedness & EngineerinD Response (Post 
830103), 85/03/22 Consolidated Edison Co of New York, Inc 1O0pp, 29656 001* 
29658 ^7. 



DOCKETED ITEMS 15 


0503220444 IE Info Notice 85 024, “Failures of Protective Coatings m Pipes & HXs " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response <Pos( 
830103) 85/03/26 Consolidated Edison Co of New York. Inc lOBpp 29596154* 
29596 363 

0503280037 IE Info Notice 86*025. "Consideration of Thermal Conditions fn Design & 
Installation of Supports for Diesel Generator Exhaust Silencers “ Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/04/02 Consolidaled Edison Co of New York, Inc 107pp 20667 199 
29667*305 


Q Inspection reports, IE Bulletins & correspondence 


8504290342 Responds to violations noted in insp on 850226 20Cofrectivo actions oral 
& written exam administered to individuals Irtvotvod Individuals performed fn satisfac- 
tory manner Statement posled re exams 

BECK.GP lINnols, Unlv of, Urbans, IL 85/04/10 NORELIUS.C E Region 3. Office of 
Director Ip 30047 346 30047.346 


V, Operator Examinations 


8503200045 IE Info Notice 05 026. "Vacuum Relief Sys for BWR Mark I & II Contain- 
ments " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consofidatod Edison Co of New York, Inc 92pp 29667 107- 
29667 190 


8504290342 Responds to violations nolod in insp on 6 502 26*20. Corrective actions oral 
i wntten exam adminislerod to individuals involved Individuals performed In satisfac 
(oiy manner Statement posted ro exams 

BECK.G P Illinois. Unitf of. Urbane, IL 86/04/10 NORELIUS.C E Region 3, Office of 
Director Ip 30047 348*30047 340 


8504010039 IE Info Notice 85 027, “Notifications to NRC Operations Ctr & Reporting 
Events in LERs " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of New York, Inc 90pp 29690 255* 
29690 362 

8504050042 SuppI 1 to IE Info Notice 05 003, “Separation of Primary Reactor Coolant 
Pump Shaft & Impeller “ Svc fist end 

JORDAN.E L Division of Emergency Praparedness & Engineering Response (Post 
830103) 85/04/09 Consolidaled Edison Co of New York, fnc 101 pp 29791 “025- 
29791 126 


DOCKET 50*165 BIQ ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plans 


6504030083 Forwards evaluation of NRC 050115 Interpretation of use of armed re- 
sponders to perform compensatory rneasuresrEnc) withhold (ref 10CFR73 21) 
VAMDEWALLE.O J. Consumers Power Co 65/02/18. KEPPLER.J G Region 3, Office 
Of Director Ip 29587 336*29507 336 


8504050047 IE info Notice 65 028, “Partial Loss of AC Power & Diesel Generator Deg 
radatlon ” Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/09 Consolidated Edison Co of Now York. Jnc I09pp. 29790 278- 
29791 024 

8504090419 IE Info Notice 85 029, "Use of Unqualified Sources in Well Logging Appll* 
cations " Svc list end 

PARTLOW.J G Division of Inspection Programs (Post 850212), 85/04/12 Consolidat- 
ed Edison Co of Now York, Inc 66pp 29032 001-29832 023 

6604170240 IE Info Notice 85 030, “Microbioiogically Induced Corrosion Containment 
Svc Water Sys “ Svc list end 

JORDAN.E L, Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/04/19 Consolidated Edison Co. of Now York, Inc I09pp 29966 258- 
26966 363 

8504190055 IE Info Notice 05 032, “Recent Engine Palluros of Emergency Diesel Gen- 
erators " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Responso (Post 
830103) 85/04/22 Consolidaled Edison Co of New York, Inc lOOpp 29988 239 

29988 347 

6504190060 IE Info Notice 85 033, "Undersized Nozzle To Shell Wotded Joints in Tanks 
& HXs Consirucled Under Rules of ASME Boiler & Pressure Vessel Code *' Svc fist 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/22 Consolidated Edison Co of New York, Inc t08pp 29989 001- 

29989 107 

8504220347 IE Info Notice 84-84, Rov 1, “Deficiencies in Ferro-Resonant Transformers" 
Svc fist end 

JORDAN.E L Division of Emergency Preparedness & Englnoennn Response (Post 
830103) 85/04/24 Consolidated Edison Co of New York, Inc n8pp 30027.067- 
30027*164 


8S0408O579 Public version of rovisod general ofc responso learn/ emergency oper- 
ations facility emergency implemonling procedures, Inc lading Rev 9 to EOF 4 re com- 
municallons support team load or & Rev 6 to GEN 1 re ovorviow 
' Consumers Power Co 05/03/01. 156pp 20714-007-29714,161 

8504030095 Requests payment of fee for 650124 application for amend to LIcenso 
DPR-6 ro relocation of alternate safo shutdown panel 

DIGGS, R.M License Foe Management Branch 05/03/22 VANDEWALLE.D J Con- 
sumejs Power Ck>. Ip 29627 21(1 29627-210 

85040S0173 Rev 60 to Emergency Plan Jmplemonling Procedure EPIP 6F, "Environ 
Monitoring." Record of rev & list of effective eagos end 

* Consumers Power Co 85/03/25 14pp 20660 028*29666041 

65040200S2 Discusses replacement of Blo-PaK soil contained breathing apparatus w/ 
Scott Air Paks for emergoncy roapiratory proiectioaScolt Air Paks will bo provided for 
five person operating shift & ono radiation pro toctlon technician 
KUEMIN,JL Conaumere Powor Co 85/03/29 Office of Nuclear Reactor Regulation, 
Director 2pp 29578’29 6 20570-297. 

8504170019 Responds 10 Deviation 50 1 6S/06-03 02 nolod In Insp Rept 60 155/05- 
03 Corrective actions rev to Section X of radiation safety plan & establishmenj of pro- 
gram for documenting incident repis will bo compleied by 850930 
VANDEWALLE.O.J Consomers Power Co 65/04/01 KEPPLER.J G Region 3, Offico 
of Director. 2pp 20827 103-29827 104 

6504 1200 17 Advises that 850321 Rev 12 to phyalcal security plan consistent w/provi- 
slons of 10CFR50 64(p) & acceptable. 

AXELSON.W.L. Region 3, Offico of Director 05/04/08 VANDEWALLE.D J Consum- 
ers Power Co 3pp 29706.357 20786 359 

6504150239 Revised emergency plan impfemenling procedure "General Ofc Response 
Team /Emergency Opera Ilona Facility " 

* Consumers Power Co. 86/04/09 epp 20000 048 29800.053 


8S04300422 Applies for approval under 10CFR20 302 lo dispose of 6,000 cubic fl of 
very low level wastes In accordance w/recommendalfons of IE Info Notice 83- 
OS Wastes Include sludge from waslowater treatment ponds 
SHIFFER.J D Pacific (fas & Efeclric Co 85/04/25 DENTON.H R Offico of Nuclear 
Reactor Regulalion, Director 17pp 30065 291-30065 307 


R. Periodic operating reports & related correspondence 

8604180604 Monthly ooeraling rept lor Fob 1985 W/050306 Mr 
KW0K,CC, weeks, ED Pacific Gas & Electric Co 85/02/28 5pp 29911 091* 
29911 095 


8604170259 Rov 76 1o Vol 9 of "Site Emergency Plan " 

* Consumers Powor Co 85/04/09. 43pp 29827:127*20827 160. 

6504160033 Forwards fee for 850 124 ^plication for review & approval for relocation of 
ellornate safo shutdown pane), per 85()322 request 

KliEMIN*JL Consumers Power Co. 05/04/10. MILLER.W.O Lfconso Fee Manage 
mont Branch. Ip, 29814 211-29014*211. 

6604170129 Advises thal 850322 Rev 4 to suitability training & queMicalion plan con 
sistenl w/provisions of 10CFR50.B4(p) & acceptable. 

AXELSON,W,L. Region 3, Office of Director. 86/04/10 VANDEWALLE.D J Conaum 
ers Power Co 3pp 29027.227-20B27-220. 


S. Reportable occurrences, LERs & related correspondence 

8504050123 LER 85 002 00 on 850224, (ire pump 2 unable to achieve design flow w/ 
other pump inoparablo.Caused by worn threads on screw holding exterior inrottle link* 
age to governor shaft of In ection pump Shall replaced W/050326 Hr 
CHAFFEE.R S. Rochoster Gas & Electric Corp SHIFFER.J. Pacific Gas & Electric Co 
05/03/26 3pp 29675 151-29675 153 


DOCKET 60-146 SAXTON NUCLEAR EXPERIMENTAL FACILITY 


R. Periodic operating reports & related correspondence 

8504080213 "Personnel Exposure & Monitoring Rept, 1984," W/060316 Itr 
HEWARD.RW Saxton NtJclear Experimental Corp, 84/12/31 THOMAS, CO Siand- 
ardlzation & Special Projects Branch 2pp 29681 027-29681 028 


DOCKET 60-151 UNIV. OF ILLINOIS RESEARCH REACTOR 


85042S0132 Forwards summary of 650320 telcon w/util ro detailed control room design 
review. 

DUDLEY, R Operating Reactors Branch 5. 05/04/11 ZWOLINSKI,J A Oporoling Re- 
actors Branch 6 7pp 30019.331-30010 337 

8504230318 Requests thol advanced copy of Mure emergency preparedness exerclBe 
scenario not be submlttad to NRC headquarters In order lo avoid compromising effec- 
tivenesa of exercise due lo advance public disclosure 

PAPEBIELLO.CJ. Region 3. Office of Director. 85/04/16 DEWITT.R0. Consumers 
power Co Ip 29951.254 29951 266 

-8504170106 Forwards draft Itr re util submittal of advance notice of exercise scenario 
to NRC.To avoid public disclosure o1 future exercises, all copies will be hold In region 
unlil exercise complete 

PERKINS.KE Incident Response Branch 85/04/10. PAPERIELLO.C J Region 3, 
Office of Director 2pp 67809 003 6 7009.004. 

8504290312 Confirma 850418 tolcon re 850515-16 dates for survey of site & emergency 
operations facility by DOI, Boise Interagency Fire Ctr representative Radio communica- 
tions group representative requested to be preaeni for survey 
PAPEHIELLO.CJ. Region 3, Office of Director 85/04/23 DEWITT, R.B Consumers 
Power Co 2pp, 30046.253*30046.254. 
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H General correspondence 

850*1220398 Forwards svc lists for Cook.Palisad0 5.Big Rock Point & Fermi Nuclear 
Plants Stale of Ml should update list per 840129 discussion 

VVIGGIMTONDL Opcralmg Reactors Branch 1 05/04/11 HAHN.D Michigan. Stale 
ol 5pp 29947 107-29947 111 

8S04300347 Requests author name ba deleted from matijng list for cited facilJlies 
HAHN.D H Michigan, Slate of, Depl of Public Heallh 85/04/23 WIGGIWTON.D L 
Operating Reactors Branch 1 Ip 30062 324 30062 324 


J. Insurance & (ndemnlly Information 

8504150360 Forwards Endorsemenf 104 to NELIA Policy NF-117 
FROUflFELKER.H Consumers Power Co 85/04/09 SALTZMAN.J Office of Nuclear 
Reactor Regulation. Director 2pp 29806 051 29B06 0S2 

8604230374 Forwards Endorsemenl 105 to NELIA Policy NF-117 
FROUNFELKERR Consumers Power Co 85/04/16 SALTZMAN.J Office of Nuefoar 
Reactor Regulation, Director 2pp 29953 066 2 9 OSS 067 


P Operaling license stage documents & correapondence 

8412200147 Forwards safety evaluation re u III 841 126 application for annord to Llconso 
OPR 6.rcvising Tech Specs to change testing frequency for reactor depressurization 
sys depressurizing valves Application for amend denied 

ZWOLINSKI.JA Operating Reactors Branch 5 84/12/18 VANDEWALLE.D J Con- 
sumers Power Co 3pp 28022 285 28022 290 

-8412200158 Safety ovatuation re util 841126 application for amend to License OPR- 
6, revising Tech Specs to change testing frequency for reaclor doprossurizalion sys 
depressurizing valves Licensee proposed Tech Spec unaccoplable 
• Office of Nuclear Reaclor Regulation, Director 84/12/18 3pp 28022 286- 
28022 290 

8584010222 Forwards monthly FR nolice.aulhonzina NRG to Issue a mako immedrateJy 
effective ary amend to OL upon determination of NSHC 

DENTON.HR Office of Nuclear Reactor Reg ulalron. Director 85/03/14 SIMPSON, A 
Senate, Environment a Public Works 46pp 29574 325-29575 003 

8504010100 Forwards Rev 4 to ’'Suitability Training & Qualification Plan," per 
10CFR5[)54(pJW/o end 

VANDEWALLB.D J Consumers Power Co 85/03/22 KEPPLER.JG Region 3, OJfico 
of Director Ip 29571 126 29571 126 

8S04030095 Requests payment of lee for 850124 application for amend to Licenso 
OPR-6 re relocation of alternate safe shutdown panel 

DIGGS.RM License Fee Management Branch 65/03/22 VANDEWALLE.D J Con 
sumers Power Co Ip 29627 210 29627 210 


Q. Inspection reports, IE Bultellns & correapondence 

8503190659 IE Info Nolrce 05 022, “Limitorque Motor Operated Valvos Rosullmg From 
Incorrect fnslallalton ol Pinion Gear “ Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/03/21 Consolidated Edison Co ol New York, Inc iOQpp 29597 001- 
29597 005 

8503210461 IE Info Wotico 85 023, "Inadequate Survoillonce & Post Mainl & Post Mod 
Sys Testing " Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/03/22 Consoltdalod Edison Co of New York, Inc lOOpp 29656 001- 
29656 107 

9503220444 IE Info Notice 05-024. "Fatlures of Protective Coalings in Pipes & HXs " 
Svc fist GJICI 

JORDAN.E L Division of Emcrgoncy Preparedness & Engineering Response (Post 
830103) 85/03/26 Consolidated Edison Co of Now York, Inc lOBpp 20595 154- 
2D59S363 

8504010187 Forwards Insp Ropt 60 155/85 02 on 0501 17*0319 No noncomplinneo 
notod 

WARNICK.R F Region 3, Offico ol Direclor 05/03/26 DEWITT, R B Consumers 
Power Co 2pp 29569 071 29569 004 

-8504010189 Insp Ropl 50-155/05 02 on 050117 0310 No noncomplianco or deviation 
noted Major areas inspoctod licensee actions on previous Insp findings, operalional 
safaly.maint oporation, surveillance operatlon.LER followup & spent fuel pool mods 
BOYO.D C Region 3. Otffco of Director 05/03/26 12pp 20509 073-29569 004 

0504170019 Responds to Deviation 50 155/05 03 02 noted In Insp Rept 50 155/05 
03 Corrective actions rov to Section X of radiation safely plan & establlshmont of pro- 
gram for documonting Incident ropts will bo completed by 050930 
VANDEWALLE.D J Consumers Power Co 85/04/01 KEPPLER.JG Region 3, Olfico 
of Director 2pp 29627 183-29027 104 

8503280037 IE Info Nollco 05 025, "Consideration of Thermal Conditions in Design & 
Installation of Supports for OJoscI Generator Exhaust Silencers " Svc tisl end, 
JORDAN, E.L Division of Emergency Proparednoss & Engineoring Response (Post 
630103) 05/04/02 Consolidated Edison Co of Now York, Inc r07pp 29667 109 
29667 305 

8S03260045 IE Info Nolico OS 026, "Vacuum Relief Sys for BWR Mark I & II Contain 
monia " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Rosponso (Po&l 
630103) 65/04/02 Consolidated Edison Co of Now York, Inc. 92pp 29667 107 
29667 198 

6504010039 IE Info Notice 05 027, "Notificalions to NRC Operations Ctr 8 Reporting 
Events in LERs ’’ Svc list end 

JORDAN,E L Division of Emorgoncy Preparedness & Englnoonng Rosponse (Post 
830103} 06/04/03 Consolidaled Edison Co of Now York. Inc OOpp 29690 255 
20690 362 


8504040201 Grants 650221 request for extension of deadline until 851130 for complot- 
mg environ qualification of electrical equipment important to safety 
DENTON, H H Offjca of Nuclear Reactor Regulation, Direclor 85/03/27 

VANDEWALLB.D J Consumers Power Co 3pp 29611 302-29611 304 

8504180008 Forwards rcquasls for relief from AS ME Boiler S Pressure Vessel Code 
vatvo testing requirements for valves In feedwater & reactor doprossurizabon nitrogen 
backup sys Fee paid 

KUEMIN.JL Consumers Power Co 85/04/10 Oflico of Nuclear Reactor Regulation, 
Director 3pp 29814 360 29814 362 

0504230352 Application lor amend to License DPn-6, changing Tech Specs to require 
control rod performanco testing bo performed at each major refueling outago prior to 
startup following any outage greater than 120 days Fee paid 
KUEWIN.JL Consumers Power Co B5/04/15 Office of Nuclear Roactor Rogulalion. 
Director 3pp 29950 353 29950 358 


8504050042 Suppl 1 to IE Info Nollco 05 003, "Separation of Primary Roactor Coolant 
Pump Shaft & Im poller " Svc list end 

JORDAN.E L Division of Emorgoncy Proparednoss & Engineering Responso (Post 
630103) 85/04/00 Consolidated Edison Co of Now York. Inc lOIpp 29791 025 
29791 120. 

8594050047 IE Info Notlco 85 020, "Partial Loss of AC Power & Diesel Gonorator Dog 
radation ' ’ Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineoring Response (Post 
030103) 85/04/09 Consofidalod Edison Co of New York, inc 109pp 29790 270 
29791 024 

8504090419 IE Info Notice 85 029, "Uso of Unqualified Sources In Well Logging Appli 
cations " Svc list end 

PARTLOW,JQ Division of fnspoclion Progroms (Post 050212) 05/04/12 Consolidat- 
ed Edison Co, of Now York, Inc 66pp 20932 001-20032 023 


-8504230357 Proposed Tech Specs requiring control rod performanco testing bo per- 
formed at each major refueling outage & prior [o slartup lollowino any outage greater 
than 120 days 

* Consumers Power Co 85/04/15 3pp 29950 356 29950 360 

6S04 128206 Genenc Ltr 05 06 to alf PWfl licensees & all applicants for OLs ro QA guld 
ance for ATWS equipment not safety-related Svc fist end 

THOMPSON,HL Division of Licensing 85/04/16 Consolidated Edison Co of New 
York, Inc 22pp 29947 288 29947 309 

8504250196 Forwards Amend 72 to License DPR 6 8 safety evaluation Amend Incorpo 
rales License 21 08606 01 into OL 8 inslitutea Tech Spec changes fo ponodlc teak 
tesUng of sealed radioactive mall sources 

ZWOLINSKI.JA Operating Reactors Branch 5 85/04/18 VANDEWALLE.D J Con- 
sumers Power Co 3pp 29983 245 29983 254 

-8504250199 Amend 72 to Licenso OPR 6, incorporating Llconso 21-08006 01 Into OL 
periodic leak testing of sealed radPoaclivo mall aourcas 
ZWOLINSKU A Operating Reactors Branch 5 65/04/16 5pp 29983 240-29963 252. 


8504230073 IdontlfiOB & corrects two errors In Insp Ropl 50-156/05 02 Corredod 
Pages 3 & 12 end 

WAFNfCK.RF Region 3, Ofhee of Direclor 85/04/16. DCWITT.R 0 Consumers 
Powor Co Ip 29940 098 20940 100 

-86042300B6 Rovised Pages 3 & 12 to Insp Ropl 50-155/05-02, corroding slalislical 
errors ro values for offgas activity 

* Region 3, Oflico of Dirocl or 05/04/ 1 6 2pp 29940 009 29940 100. 

8504170240 IE Info Nolico 05 030, "Microblofoglcally Inducod Corrosion Conlalnmonl 
Svc Walor Sys " Svc fist onci 

JORDAN, E.L Division oJ Emorgoncy Preparedness & Engineering Response (Post 
030103) 05/04/10, Consolidated Edison Co, ol Now York, Inc 109pp 29966 250- 
29966.363. 

8504190055 IE Info Notlco 05 032, "Recent Engine Folluros ol Ernergency Diesel Gen- 
orators " Svc list oncI 

JORDAN.EL Division of Emorgoncy Preparedness & Engineering Rosponse (Post 
830103) 05/04/22 ConsolEdalod Edison Co of Now York, Inc 109pp 2D980 230- 
2998B 347 


Safely evalualion supporting Amend 72 to Llconso DPR-O 
Nuclear Reactor Regufatfan, Director 85/04/18, 2pp 29903 253- 

29963 254 

sheets documenting quarterly review meetings on 
act^e multi- plant actions for Third Quarter FY85 Actions to b© taken lisled.inciudino 

schedules & mootings 

Licensing- LAINAS.QC Asslslanl Director for Op 
iQ ^nPicccM^iS' Asslslanl Director for Safety Assessment 05/04/ 

/rv Pactora Safely HOUSTON, RW Assistant Oiroq- 


8604190060 IE Info Notice 85 033. "Undersized Nozzlo-To Sholl Woldod Joints In Tanks 
& HXs Constructed Under Rules ol ASME Boiior & Pressure Vessel Code " Svc list 
end 

JORDAN.EL Division of Efnergcncy Preparedness & Enaineerlng Response (Post 
83Q103). 05/04/22 Consolidated Edison Co of Now York, fnc i08pp 29980 001- 
29989,107 

8504220347 IE Info Nolcce 04-04, Rev 1, "Doflclencies fn Ferro-Rosonant Transformers " 
Svc list enef 

JORDAN.EL Division of Emergency Preparedness & Engineoring Rosponse (Post 
830103) 05/04/24. Consolidalod Edison Co of New York, fnc 118pp 30027 067- 
30027,104 
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8504290415 Forwards Inap BepI 50 155/85 06 on 850327 20 & 0402 03 & nottco of 
violation 

PAPERIELLO.C J Region 3. Office of Director 05/04/24 DEWITT.R B Consumers 
Power Co 2pp 30048 326 30040 335 

“8504290410 Notice of violation from insp on 850327 28 & 0402 03 
PAPERIELLO.C J Region 3, Office of Director 85/04/24 ip 30040 328 30048 328 

“B504290420 Insp Ropt 50-155/85 06 on 850327-28 & 0402 03 NoncompJianco 
noted failure to conduct QC program to assure compliance w/ waste classifrcation & 
charactorislics requirements of 10CFR61 65 & 10CFR56 

ROZAK.S, JANUSKA.AG. SCHUMACHER.M C Region 3, Oflice of Director 85/04/ 
24. 7pp 30048 329 30040 335 


R Periodic operating reports & related correspondence 

8504160049 '‘1904 FacifJty Changes, Specs Changes.Tesls & Experiments” W/&50315 
ilr 

FRISCH.R n Consumers Power Co 64/12/31 KEPPLER.J G Region 3. Office of Di- 
rector Opp 29820 075-29020 0Q4 

8504190628 Monthly operating ropt for Feb 1985 W/050304 Itr 
BALCH.LL, HOFFMAN.OP Consumers Power Co 85/02/28 5pp 29923 236 
29923 240 


S. Reportablo occurrences, LERs 4 related correspondence 

8504100367 Pari 21 rept re Clow Williams Hagar check valve used in starting air sys on 
TDI diesel engines Jnilially reported on 850312 TDI will furnish repfacemont Ouo chek 
fl valves mfg by TRW Mission of Houston, TX & Info upon request 
BOYER.RE Transamenca Dolaval, Inc 65/04/10 Director’s Office, Office of Inspec- 
tion and Enforcomenl 3pp 29816 166 20816 168 


V. Operator Examinations 

8504290399 Forwards revised reactor & senior reactor operators hot license & rcqualifi 
cation programs, in response to Generic Lfr 84-14 & 041031 proposed alternate moth 
odology for updating firo hazards summary rept 

KUEM^^NJ L Consumers Power Co 85/04/10 Office of Nuclear Reactor Rogulalion. 
Director 1p 30051 064-30051 100 

“8504290401 Rev 1 to Nuclear Operations Trainino Dept Master Procedures/ Programs 
Manual 12 6 A, ”Ho( License Program - Reactor Operator ” 

" Consumers Power Co 85/04/10 lOpp 30051 065 30051 074 

“8504290403 Rev 0 to Nuclear Operations Training Master Procedures/ Programs 
Manual 12 7 A, "Hot License Program - Senior Reactor Operator ” 

• Consumers Power Co 86/04/19 7pp 30051 075-30051 081 

”0604290405 Rev 0 to Nuclear Operations Training Dept Master Procoduros/ Programs 
Manual 12 6 7 B, "RoqualJficallon Program • Reactor & Senior Reactor Operator*^ 

* Consumers Power Co 85/04/19 tOpp 30051 082-30051 100 


DOCKET 50-186 UNIV, OF MARYLAND RESEARCH REACTOR 


0. Inspocllon reports, IE Bulletins & corroepondence 

8604160259 Forwards Insp Ropt 50 166/05 02 on 850307*00 No vlotallon noted 
MARTIN,! T Region 1, Office of Diroclor. 85/04/00 KERR.K, Maryland, Univ of. Cof- 
fegoPark.MD 2pp 29013 275 20813 282 

•■8504160286 Insp Ropt 60 166/85 02 on B50307 08 No violation noted Major areas 
inspected radiation protection program, including posting & labefino.inslrumonl 
cal ibr, surveys & 9amnllng,doslmelry & repls & audits 

WEAOOCK,A A„ CARSON.Q H , SHANBAKY.M Region 1, Office of Diroclor 85/04/ 
05 6pp 20813 277-20813 282 


‘8504010062 Revised ”SAR for Armed Forces Radiohiology Resoarcf) Jnst TRIGA 
Mark-F Reactor ' 

MOORE.ML, DOUGHERTY.M N , HODGDON.K W Armod Forces Radio bio iogical 
Hosearch Institute 84/09/30 200pp 29567 062-2g5‘67 256 


DOCKET 50-183 VALLECITOS EXPERIMENTAL SUPERHEAT REACTOR 


I Financial Information 


QS040302I3 ‘^GE Annual Rent 1984 ” W/Q50327 Ilr 
WELCH.J F , CUNNINGHAM.G E General Electric Co 64/12/31 GOpn 29507 020- 
20587 OGO 


DOCKET 50-184 NATIONAL BUREAU OF STANDARDS REACTOR 


F Security, medical, emergency & fire protection plans 


0504190463 Requests 2-month extension until B50731 to cornplelo Imploinentatlon of 
new omorgoncy plan, due lo unexpocled delays in comploling reader mods 
CARTER.RS Commorco, Dept of, National Bureau of Standards 85/04/15 
THOMAS.CO Standardization S Special Projocls Branch ip, 29917 340 20917 349 


Q. InspooNon reports, IE Bulletins A correspondence 

8604100448 Forwards Insp Ropt 50 184/05 01 on 050305 07 & notice of violation 
MARTIN, TT Region 1, Office of Director 65/04/16 CARTER.RS Commerce. Dept 
of, National Bureau of Standards 2pp 29917 341-20017 348 

“8504190450 Notice of violalton from insp on 859305 07 
• Region i.Officoof DJroctor, 85/04/16 Ip 20017 343 20917 343 

-*86'04190452 Insp Ropt 50-184/85 01 on 050305-07 Violation noted lailuro lo maintain 
posHive control over Individual onlrios into posted high racJlaliori area 
CARSON.GH, WEADOCK.AA, PASCIAIWJ Region 1, Offico of Diroclor 05/04/ 
12. 6pp 20917 344-2Q9 17 348 


DOCKET 50-186 UNIV. OF MISSOURI RESEARCH REACTOR 


F. Security, medical, emergency A fire proteclion plans 

6504010179 Forwards Safeguards fnsp Rept 50 186/85 04 on 050304 07 No noncom 
piranco noted 

AXELSON.WL Regions, Office of Dpreclor Q5/03/25 QRUGGER.R M Miasouri, 
Univ of, Cofumbla, WO Ip 20503 220 20503 221 

•♦0504010161 Sofoguards Insp Rept 50-185/05-04 on 050304 07 No noncompNnnco 
nolod Major areas inspected facllily oiganizMiof) & opera tlon.inonsuromont & stntfsll 
cal control & shipping & receiving Dolafla withheld (rof 10Crn2 /80) 

PIRTLE.QL, GRtED.J R Region 3, Oflice of Director 05/03/28 fp 20583221- 
29583*221 

SB 0402 0253 Forwards Physical Socurily Insp- Ropt 50 1O6/0B-03 on ODOOD4 07 No non 
compliance noted Security plan rov flooded lo address Ihroo isiiios noted In Para- 
graph 3 a of insp ropl. Roaponso roquoslod within 30 days 

AXELSON.WL Roglon 3. Office of Diroclor 05/03/27 QRUQGCn.RM Missouri. 
Umv of, Columbia, MO 2pp 29503 085 20503 007 

“8504020260 Physical Security Insp Ropt 50 100/05-03 on 850204*07 All No non 
compliance noted Major areas Inapoclod aocurlty plan A implonnonlinn procoduroB & 
use A storage of SNM De tails withhold (ref 10CFn73 21). 

PiHTLE.Q.L . CREED,J R Roglon 3. Offico of Director 85/03/27 Ip 20503 057* 
28503 007 


DOCKET 50-170 ARMED FORCES RADIOBfOLOGY RESEARCH INSTITUTE 


P. Operating license stage documents & correspondence 

8B040 10049 Forwards “Annual Rept for Armod Forces Radiobiology Research Inst 
TRIG A Mark F Reactor’’ & ”SAR for Armed Forces Radiobiology Research Insp 
TRIGA Mork-F Reactor” Summary of SAR changos made during relicensing action 
also end 

ADCOCK, B R. Armed Forces Radiobiological Resoarch InaWule 85/03/26 Region 1, 
Office of Director 3pp 29567,040-29567 266 

”8604010062 Revised "SAR for Armed Forces Radiobiology Research fnat TRIGA 
Mark-F Reactor " 

MOORE, M.L, DOUGHERTY.M N , HODGDON,K M Armed Forces Radiobiological 
Research Institute 84/09/30 200pp. 20567,062-29567 256 


R. Periodic operating reports A refated correspondence 


8604290187 Ack receipt of 850412 Ilr informing NRG of stops taken lo correct omor- 
gency preparedness doficienclea noted In Insp Ropl 50 100/86 02 RcvFsoti omornen* 
cy action levels incorporated In amorgoncy procodures accoplablo 
PAPERIELLO.C J Region 3, Office of Oiroclor. 85/04/22 BRUGGER,R,M Missouri. 
Univ of, Columbia, Mo Ip. 30046 013-38049 020 

“860429020E Responds lo NHC 850228 Hr re doficloncios noted In Inap Ropt 50-108/ 
85 02 Corrective actions hoollh avea will cornplelo Iralnlnn of medical sunporl noraon 
no I at facbhly hosp & cllnica by 850731 

ALGER, DM Missouri. Univ. of. Columbia, MO 05/04/12 
PAPERIELLO.C J Region 3. Office of Director 7pp 30046014 30040 020 


Q. Inspection reportSj IE Bulletins & correspondence 

6504010179 Forwards Safoguards Insp Ropl 50-186/85 04 on 050304 07.No noncom 
ptlance noted 

AXELSON.W.L Region 3, Offico of Direcior 85/03/20. DflUGGER.H.M Missouri. 
Univ. of, Columbia, MO 1p 29503 220 20683 221 *>suu>u, 


8604010049 Forwards "Annual Rapt for Armed Forces Radiobiolegy Research Inst 
TRIGA Mark F Reactor'’ & "SAR for Armed Forces Radtobiology Research Insp 
TRIGA Mark-F Reactor,” Summary of SAR changes made during reliconslng action 
also end 

AOCOCK.B.R Armed Forces Radiobiological Research InslUutG 85/03/26 Region 1, 
Office of Direcior 3pp. 29567.040-29567 266 

*■8604010066 "Annual Rept for Armed Forces Radiobiotogy Research Inst TRIGA Mark- 
F Reactor " 

MOORE.M.L, SPENCE.HH., DOUGHERTY.M M Armod Forces Radiobiological Re- 
search Inslilute 84/12/31 lipp, 29567 051-29567 061. 


“ Safeguards In^ Rept 60-106/85-04 on 850304-07 No noncomplianco 

noted Major areas inspoctod (ac [I Ijy oreanization & operation-.moasufGmoni & atatlstl 
^ receiving, tJ Ola ila Withhold (rof 10CFn2.700) 

™TLE.QL, CREED.J.R Region 3. Offico of Director 05/03/26 Ip 29583.221- 

8804020253 Forwards Physical Security Insp Ropl 50-106/05 03 on B50304-07.No non 
compiianco noted Security plan rev noedoJ to address throe Issues noted in Pare 
Response roquealed wiltiin 30 days 

AXELSpN.W L. Region 3, Office of Diroclor 85/03/27. BRUQQEaRM Missoud 
Univ. of, Columbia, MO 2pp 29583 085-295&3 087 iviiBsoun, 
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-850402025B. Physical Secunly Insp Rapi 50 166/85 03 on BS0204 07 8 1 1 No non 
compliance Major areas inspeclod security pfan & tmpiGmenting procedures & 
USD & storage o1 SNM Details withheld frol 10CFa73 21) 

CREED JR Region 3. Odtee ot Director 85/03/27 tp 29583 087- 

4C 9 u vJiU[>y 


6504180492 Forwards format of magnetic tape files that contain final meteorological 
data for t984,por NRC 850305 la(co/> Return of tapes after completion of study re 
quested 

HAYNES JG Southern California Edison Co 85/04/04 YUHAS.G Region 5, Office 
of Director 2pp 20859 135 29859 136 


8504290197 Ack receipt o1 850412 Itr informmg NRC of steps taken to correct emer- 
gency preparedness doficloncios noted m Insp Ropt 50 186/85 02 Revised omergen- 
'ovels incorporated in emergency procedures acceptable 
PAPERIELLO.C J Rojaion 3, Oflica of Director 85/04/22 BRUGGER,RM Missouri, 
Univ o1. Columbia, MO Ip 3004 6 013-30046 020 


■8504290205 Responds to NRC 650228 Ur re deficiencies noted ih Insp Ropt 50- 186/ 
65 02CorrQclivo actions health sves will complete Iralntno of medical support person- 
nel at facility hosp & cfinics by 850731 

MCKIBSENJC, ALGEH.aW. Missoiiri. Univ of. Columbia, MO 85/04/12 
PAPERIEt.LO,CJ, Regions, Office of Director 7pp 30046 014-30046 020 


DOCKET 50-187 SPACE RADIATION RESEARCH REACTOR 


P. Operating iJeenso alage documents & correspondence 

8504220020 Responds to request lor addi info ra decommissioning plan Surfacacor^ 
lamination will be monitored w/suitable alpha, beta & gamma sonsilive insirumonis 
BENVENISTE.J Northrop Research & Technical Centor. 85/04/09 THOMAS, CO 
StandBrdi7a1lorr« Special Projocts Branch 7pp 29939 172 26939i76 


DOCKET 50-192 UNIV. OF TEXAS RESEARCH REACTOR 


R Periodic operating reports related correapondance 

8504040185 ''1984 Annual Rapt of Univ of Texas at Austin Nuclear Engineering Teach- 
ing Lab," W/850329 Hr 

KLEIN.DE, BAUER.TL Texas, Univ. of. Austin. TX 64/12/31 69pp 29600 219- 
29608 237 

6604100474 Forwards annual rept for CY84 
KL^N.D , BAUER, T.L Texas, Univ of. Austin. TX 86/03/29 Region 4, Office of Di- 
rector ip 20915 001 29015 069 


DOCKET 60-193 RHODE ISLAND A PROVIDENCE PLANTATIONS AEC 


8604160041 Fonvards "Procedures Generation Package per SuppI 1 to NUREG 
0737 8 Gooe/ic Lir 62 33 Emergency operating instructions in end package based on 
WestJnghouso Owners Group omergency rosponss guidelines 
MEDFORD, MO Soulhern Cali fornta Edison Co 85^4/12 2WOLINSKI,JA Operating 
Reactors Branch 5 2pp 29814'228-29514 305, 


>8504160045 “Procedures Generation Package, San Onofre Nuclear Generation Site 
Unit 1 


* Southern California Edison Co 85/04/12 7Bpp 2001 4-230-29914 306 


8504280080 Ack receipt of 850410 Rev 4 to physical security pfan Rev may have policy 
Irrmlicalions which requiro Headquarters action, per 05041 B telconRev submitted to 
NRR for action 

SCHUSTER, MO. Region 5, Office of Direclor 65/04/19 HAYNES, J G Southern Call 
fornia Edison Co 3pp 30024 280 30024 290 


8504300366 Forwards “Update Rept on Offsite Medical Sves Aspects of Offsite Radio 
fogEcat Emergency Response PJans & Preparedness Measures - San Onofre Nuclear 
QeinGrating Station," per 650405 memo State & local plans meet NUREG 0654/ 
FEMA RE^l 

KRIMM.RW Fedaral Emorgancy Management Agency 05/04/22 JOflDAN,EL Divi 
Sion of Emergency Preparedness & tnnineorlnQ Response (Post 630103) 14pp 
30084 007 30064 020 


8S04260361 Forwards “NUREG 0737, SuppI 1 Emergency Response Capability Program 
Plan & Schedute**' in response to Generic Lir 82-33 

MEOFORD,M O Southern California Edison Co 85/04/23 THOMPSON,H L Division 
of Licensing 2pp 20985 119-29985 130 

-8504260384 ’'NUR£Q-0737,Suppl 1 Emorgency Response Capability Program Plan & 
Schedule " 

" Southern California Edison Co 85/04/30 lOpp 29985 121-29985 130 

8504300319 Advises that 050114 Rev 1 to emergency plan compatible w/provislons of 
10CFR50.47.App G to fOCFRSO & critorm of Rev 1 to NUREG.0654 
FJSH,RF Region 6, Office of Director 86/04/23 BASKIN,K8. Southern California 
Edison Co Ip. 30058 110 30058 110 


P. Operating license stage documents A correspondence 

8504290067 Application for amend to License R fiS.modifying Tech Spec Pago 26 to 
change pH renga from 5 5 to 7.5 & from 5 5 fo 9 for aluminum piping ror HX & cooling 
tower 

DIMEGLIO.AF. Rhode Island. Slate of 05/04/24 THOMAS.CO Standardization & 
Special Projects Branch Ip 30046 347 30045347 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

6504190591 Summary of ACR5 Subcommiltoos on San Onofre Unit 1 6 SEP 641127 
combined mooting fn Washington, DC re current status of seismic upgrade 
program Agenda & viewgrapha onci 

• ACHS - Advisory Commlllea on Reactor Safeguards 95/01/02 ACRS • Advisory 
Commit loo on Reactor Safeguards. 30pp. 2B936 034-29938.063. 


Q. fnspBCtlon reports, IE Bulleifns & correspondence 


P. Operating license stage documents A correapondonce 


0504199409 Suppis response to NRC 940207 Itr ro violallons noted in Insp Ropt 50- 
193/04 02 Hand hold radio communication capability will not bo available until 050615 
due to equipment ordering & do livery delays 

□IMEGUO.AF Rhodo Island & Providonco Planlation 65/04/08. MARTINJT 
Roflion 1, Oriica of Director 1^.29919 044 29919 044 


DOCKET 60-199 MANHATTAN COLLEGE RESEARCH REACTOR 


P. Operating license stage documenla & correspondence 


8504 120 1B2 Responds to FOIA request lor Caseload Forecast Panel files In Ofc of Ro 
source Mgt Forwards listed documents Documents also available in PDR 
FELTON,J M Division of Rules and Rocords. 84/06/06 KILLEFER.C Shaw, Pittman, 
Pelts & Trowbridge 2pp 30300 063 30465:147 

-6604120358 Provides dally stall notes for 7B0011,Faull observed in emergency sve 
water dischargo tunnel at Porry.Ulil review program rejected all Installed hangers in 
spoctod In May Aug 1070 at Fermi 2 Stop work order issued 
* OffIco of Iho ExocuUvo Director for Operaliona 78/09/12 HENDRIE, GtLINSKY, 
KENNEDY Commissioners 2pp 30300 005-30300.006 


8504040191 Forwards Amend 6 fo License R-g4 Tech Specs & SER (NUREQ- 
1 098) Amend renews OL lor 20 yra from Issuance dale 

THOMPSON, HL Djvlslon of Licensing 85/03/26 KANE,RS Manhallan Colioge, Riv- 
erdala, NY. 4pp 29630 146-20630,268 

-850404D202 Amend 6 to License R-94, renewing OL lor 20 yra from Issuarrco 
date VIewgraphs end 

THOMPSON.HL Division of Liconsing. 95/03/06 Gipp 29630:160 29630 266 


0504010136 Foiwardsprocodu/os In response to 041120 request for addI info. In eluding 
Hov 0 lo Spec S0123-701-01. “Engineering Design & Contractor Interface Require 
monts “ 

NUNN.DE Soulho/n California edisoft Co 05/03/13 MARTIN,JB Region 5, Office 
otDFroctor 2pp 29568 242>29566 293 


-8604010141 Hov 0 to "Ennlnoering Design & Contractor interface Requirements “ 
RICHTER.HL Southern Catifornla Edison Co 05/02/21 34pp 20566.244-29566:277 


DOCKET 50-206 SAM ONOFRE NUCLEAR STATION, UNIT I 


F, Security, mod leaf, omorgertcy & lira pretocifoii plana 

8504040528 Ack receipt ot 650391 Iff informing NRC of atopfi taken to correct vio/allona 
noted in 050125 nolico of violation 

SCARANO.R A Region 5, Office of Drreclor 8S/03/22. BASKIN.KP, Soulhorn Califor- 
nia Edison Co Ip 29869 035 >29660 035 

85 04 020296 Forwards updated evaluation ol pilot program for conducling annual team 
maps 8 heaviiy loading site w/roaidant inspectors, par 860226 prolfmmnry review of 

B llol program Pilot program successful 

lARTIN.JB Region 5. Offreo of Director 85/03/20 TAYLOR, J Director'a OffIco, 
Office of Inspection and Enforcement 7pp.26577.226'20577*23a. 

6504060035 Rovised omergoncy plan Implemonling procoduroo/ncluding updated 
hdox.Rev 3 to 5D123 VIII-40,1 re operalFonal support cir & SOI 23-VIII-0, 3 of, Tempo- 
rary Change Notice 1-1 re of is ita/onsite communications chock,W/860402 (Ir. 
FIROVED,J„ CROY,P,A Soulhern California Edison Co 66/04/02. MARTfN.JB 
Region 5, Office of Direclor, 175pp 29679<999-20670,1fl6 

6504050206 Comments on Qenoric Ltr 86 01, ''Fire Protection Policy Steering Commlt- 
tea Repl." Revised inlerprelaliona of App R roquIromeiniB, proposed onforcomont 
action guidance & propesod fire p/otoc(lon license conditron end 
MEDFORD, M,0 Soulhorn California Edison Co 85/04/03, Record Services Braitich 
(Documont Conirol Desk). 12pp 29665 238-29665 240 


-0604010143 Rev Q lo ‘'fnlorfaco Procedure for Engineering Sves Contractors Prepar- 
ing Design Change Packages, Proposed Facility Change Packages or Other Studios 
Analyses for San onofre Nuclear Goneroting Station Units 1,2 & 3.“ 

* Southern California Edison Co. 05/02/25 fipp 29566*278 29566 285, 

-8504018146 Rev 6 (o "Rovlew & Aj^roval of Contractor, Engineoring- Const & Supplier 
Documents lor Mall, Equipment & Sves Purchased by Southern California Edison for 
San Onofre Nuefoar Generating Stations Units 1,2 & 3 “ 

• Southern California Edison Co C5/01/22. Bpp 20566*286 20566.293. 

0604010010 Forwards handouts used In 850315 presentation lo NRC task force evalu- 
ating Glfoclivonoas of LWR regulatory requirements in limiting risk & NUS 850221 Hr 
informing of symposium/werksnop on NRu reporting requirements 
RAV.H B. Soulhorn California Edison Co 05/03/16. MARTIN, J.B, Region 5, Office of 
Director. IDpp. 29570:087-29570 006 

8504030301 Ack receipt of 850316 application for extension of deadline date for environ 
quolificallon of cortaln oloclrical equipment Ft ami itanco of fee requested per 
10CFRt70 

OIQGS,R.M. Llcenso Foe Management Branch 85/03/27 BASKIN,KT Southern 
California EdIsortCo Ip. 29606 132-29606:132 

0604040328 Advises that util 850316 request for exlonslon of deadline for environ quali- 
fication of equipment to 851130 granted Request deemed timely, per 
t0CFH504D.Good cause demonstrated 

OENTON,H,R. Office ol Nuclear Reactor Regulation, Director 05/03/27 8ASKIN.KR 
Southern California Edison Co 4pp 29607 316-29607:319, 
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8604020152 Forwards repts discussing SEP Topic III-6 re soismic consideralions for 
long-term seismic crileria & mothodology, per 050212 meeting requosl for add! info 
MEDFORD.MO Soulherfi California Edison Co 85/03/29 ZWOLlNSKf J A Operalinn 
Reactors Branch 5 Ip 29580 001-29580 120 

-S50402015S Speech enlilled. “FLORA Program for Direct Generation of Floor Re- 
sponse Spectra " 

Mmpell Corp 05/03/29 35pp 295B0 002 20500 036 

—8504020150 “FLORA Program for Direct Generation of Floor Response Spectra, Users 
Manual.Verslon 3A “ 

* Southern California Edison Co 04/04/15 I7pp 29580 037-29500 066 

-8504020162 Speech entitled, “Correlation Coefficienis for Combinafron of Piping Re 
sponsea “ 

MmpellCorp 85/03/29 21 pp 29580 057-29580 077 

-8504020167 Speech enlilled, “Complete Quadratic Combination Technique for Model 
Responses " 

‘ImpellCorp 05/02/28 43pp 29580 078 29580 120 

6504040294 Forwards addi info re original seismic design analyses, per 850215 request 
& 820430 seismic reevaluation repi for balance of-plant mechanical equipment & 
piping Calculations for listed main steam piping sys & data comparison end 
BASKIN, K P Southern California Edison Co 85/04/01 CRUTCHFIELD, D Assistant 
Director for Safely Assessment 243pp 2971 1 031-29711 273 

8504090133 Forwards Rev 1 to “Reactor Containment Bldg Integrated Leak Rale Tost," 
final rept Repl contains final lest results for penetrations not aligned to simulate post- 
accident conditions 

MEDFORD, M O Southern California Edison Co 85/04/05 Office of Nuclear Reactor 
Regulation, Director lp 29701 009 29701 023 

-8504090143 Rev 1 to “Reactor Containment Bldg Integrated Leak Rate Test" final 
repl 

* Soulhern California Edison Co 85/02/28 14pp 29701 010-29701 023 

8504110314 Forwards Application 120 for amend to License OPR-13, allowing operation 
until 851130 refueling oulago for steam generator inspflev based on conclusions of 
"1905 Reevaluation of Steam Gonoralor fnlorval.Mar 1985 '* 

BASKIN, K P Soulhern California Edison Co 85/04/09 DENTON, H R Office of Nu- 
clear Reactor Regulation, Director Ip 29768*319 2976B350 

-BS041 10320 Application for amend to License OPR-13, allowing operation until 851130 
refueling oulago (or stoam generator insp Rev based on conclusions of 850319 “1985 
Reevaluation of Steam Generator Interval, Mar 1905 " 

0ASKIN,K P Southern California Edison Co HOLCOM0E,d C San Diego Gas & Elec 
trie Co 85/04/09 6pp 29768 320-29760 325 


-6504110326 Proposed Tech Specs allowing operation untit 851130 refueling outage 
for steam generator Insp Rev based on conclusions of 050319 "1985 Reevaluation of 
Stoam Gonoralor Interval, Mar 1905 " 

* Soulhern California Edison Co 85/04/09 25pp 29760 326 29768 350 

8504170304 Forwards payment of fee for 850315 request to extend environ qualification 
deadline for certain equipment items Fee paid 

MEDFORD, MO Southern California Edison Co 05/04/09 DIGGS,R. License Fee 
Management Branch 2pp 29027 349 29827 350 

0604120103 Forwards addi changes to ulil 840124 revised Insen/ico testing program tor 
pumps & valves Description of changes provided 

MEDFORD,MO Southern California Edison Co 05/04/10 ZWOLINSKLJA Operating 
Reactors Branch 5 23pp 29783 216 29703 237 

8504120129 Revised application for Proposed Change 146 to License DPR* 13, correct 
ing radiological effluent Tech Specs fRETS) & RETS action slalomonis & deleting re 
malnng ETS in App D 

MEDFORD, MO Southern California Edison Co 85/04/10 ZWOLINSKUA Operating 
Reactors Branch 5 2pp 29783,165 29783 198 

-6504120133 Revised Proposed Change 146 to Tech Specs, making minor changes to 
radiological effluent Tech Specs & deleting remaining portion of ETS contained In App 
B 

* Soulhern California Edison Co 85/04/10 32pp 29763 167-29703 198, 

6504160331 Forwards responses to questions ro Proposed Change 130 & proposed 
Tech Spec Section 6 0, ''Administrative Controls " Onsite & offsito organization charts 
revised 

MEDFORD.MO Southern Californio Edison Co 85/04/12 ZWOLINSKI.JA Operating 
Reactors Branch 5 I70pp 29815 304-20016 111 

6504160218 Forwards addi info ro seismic design considerations for long-term seismic 
criteria & methodology In response to 850327 request & per 850402 03 
commitments Table of structures, sys & components will be provided by 850429 
MEDFORD.MO Southern California Edison Co 85/04/16 ZWOLINSKI.J.A Operating 
Reactors Branch 5 2pp. 29848 086 29852*220 

-8504180219 "San Onofre Nuclear Generating Sta1ion-1 Seismic Program for Long- 
Term Sve Responses to Action Items Resulting From 850402 & 03 Meetings w/NRC^' 

* Southern California Edison Co 05/04/15 101pp. 29848 088 29848,187 

-8504180226 “Technical Basis for Piping Strain & Stress Llmlts.Long-Term Sve Seismic 
Program “ 

" Southern California Edison Co 85/04/15 47pp 29848 180*29840 232 


-8504180242 "Impell CLASSI Program for Soil Structure Interaction Using Rev 0 to 
SubsUucluring Technique “ 

MmpellCorp 85/04/30 86pp 29048 233-29848 316 

-8504180248 Rev 0 to “Methodology Test Problems, San Onofre Nuclear Generating 
Station Long-Term Sve Seismic Program," Vols 1 & 2 
• (mpoll Corp, 85/04/15 3B0pp 29840 317-29849 336 


-8504180254 “SUPERPIPE Verification to Benchmark Problems Contained (n NUREG/ 
CR-1677." 

POWELL,D.J EOS Nuclear, Inc 01-0160-1187 ROO 81/09/21 016pp 29649.337- 
29852 072. 


-0504180258 “Energy Balance Method for Piping Sys “ 

* Southern California Edison Co 85/04/15 1 1pp 29852 073 29052 083 

-8504180266 “Secant Stiffness Method as Applied lo Evaluation of Pipe Structure 
Interaction " 

* Southern California Edison Co 85/04/15 7pp 29852 064-29052 090 

-8504180270 Rev 0 to “Energy Balance Method Verification"' 

* ImpollCorp EB-1 ROO 85/04/12 I25pp 29862 091-29852 220 

8504120206 Generic Ltr 05 06 lo all PWR licansees & all applicants for OLs re QA guid- 
ance for ATWS equipment not safety related Sve list end 

THOMPSON.HL Division of Licensing 85/04/16 Consolidated Edison Co of New 
York. Inc 22pp 29947 288 29947 309 

8504120031 Generic Ltr 85 02 to all PWR licorisoes & applicants, holders of CPs & Fort 
St Vrain re recommended actions stemming from NRG infegrated program for rosolu 
lion of unresolved safely issues ro steain gonoralor tube iniognly Sve fist enci 
THOMPSON,H L Division of Licensing 85/04/17 Yankee Alomic Elednc Co 127pp 
29953 071 29953 262 

8504250127 Nolificalton of 050430 meeting w/ulil m Walnut Creek, CA to discuss long 
term sve seismic criteria & analysis methods 

PAULSON, W A Operating Reactors Branch 5 85/04/17 ZWOLINSKU A Operating 
Reactors Branch 5 3pp 29985 222-29905 224 

8504230108 Responds lo 841102 Ur ro Generic lie in 8-24, "Containmonl Purging/ Vent- 
ing During Normal Operations " Frequent cycling of conlainmenl vent valves imposes 
unnecessary burdens on plant oporation 

MEDFORD.MO Soulhern California Edison Co 65/04/19 ZWOLINSKI.JA Operating 
Reactors Branch 5 3pp 29949 106 29949 110 

8504240234 Requests addi Info to continue review & evaluation of responses to Goner 
Ic Ltr 03 28, “Generic Implications of Salem ATWS Evonl," within 45 days of receipl 
of ltr 

ZWOLINSKI.J A. Operating Reactors Branch 5 85/04/22 BASKIN.K P Southern Call 
fornia Edison Co 4pp 29967 097-29067 tOO 

0604300333 Forwards safety evaluation ro BGChte) 841002 “Slruclural Evaluation & 
Repair of San Onofre Unit 1 Intake Slructura " Evaluation & repair adequate, sub) to 
resolution of Issues re dewatering & suivelllance program 

ZWOLINSKI.JA Operating Reactors Branch 5 85/04/24 RASKIN, KP Soulhern Call 
fornia Edison Co 3pp 30063 309-30063 323 

• 8504300336 Safety evaluation supporting evaluallon & repair of intake 
atructure Structure can withstand normal operating loads & poslufaled earthquake 
loads w/0 679 max ground acceleration, subj to resolution of two issues 

* Office of Nuclear Reactor Regulation. Director 65/04/24 lipp 30063 312- 
30063 323 

8604300270 Forwards calculations & info resolving rooftop ponding issues associated 
w/SEP Topic II 3B, "Flooding Potential & Protection Requirements'’ W/sovon over- 
size drawings Aperture cards available in PDR 

MEDFOROiMO Southern California Edison Co 05/04/26 ZWOLINSKI.JA Operating 
Reactors Branch 5 39pp 30057 001-30057 040 


Q. Inspection reports, IE Bulletins & correspondence 

8504240530 Forwards printout of open items lo bo provided lo util during next msp on 
050415 List to bo placed in PDR, per Region V Instruction 404. 

NARBUT.PP Region 5. Office of Director 84/04/10 KIRSCH.D Region 5, Office of 
Dfreclor 76pp 29980 027-29000 1 02 

6503190659 IE Info Notice 05 022, "Llmi torque Molor-Operated Valves Resulting From 
Incorrect Installation of Pmfon Gear " Sve list on cl 

JORDAN, EL Division of Emergency Prop are efness & Engineering Response (Post 
830103) 85/03/21 Consolidated Edison Co of Now York, Inc f08pp 29597 001- 
29597005 

6504080465 Responds lo NRC 641009 Hr ro violations noted in Insp Rept 50 206/64- 
16 Corrective actions design change peckago for installation of Monitor R 1218 re- 
vised & will bo issued by end of Mar 1 065 

HAYNES, J.G Southern California Edison Co 85/03/21. MARTIN. J B Region 6. Office 
of Director Ip 29677 171-20677.171. 

8603210461 IE Info Notice 85 023, "Inadequate Surveillance & Posl-MainI & Post-Mod 
Sys Teslirig " Sve list end 

JORDAN.EL Division of Emergency Preparednoss & Engineering Response (Post 
830103) 85/03/22 Consolidated Edison Co. of New York, Jnc f08pp 29656 001* 
29656 107 

8504040528 Ack receipt el 850301 itr informing NRC of steps taken to correct violations 
noted In 650125 notice of violation 

SCARANO.R A Region 5, Office of Director. 85/03/22 BASKIN.K P Southern Califor 
nla Edison Co, Ip 29669 935-20689 035 

8504110216 Forwards Insp Repts 50-206/85-08,50-361/85 08 & 50-362/85-07 on 
850204-06,26 28 & 0301 No violations noted 

KIRSCH.D.F Region 6. Olfice of Director 85/03/22. BASKIN.K fl Southern California 
Edison Co Ip 29777 192 29777 1 97 

••8504110222 Insp Repts 50 206/85 03,60 361/85-00 & 50*362/85 07 on 850204- 
06,25 28 & 0301 No violation or deviation noted Major areas 

inspected organJzat!on.malnl controls & followup of actions on previous insp findings 
NARBUT.PP., JOHNSON,P Region 6. Office of Director 85/03/22. 5pp 29777 103 


6503220444 IE Info Notice 85 024, "Failures of Protective Coalings in Pipes & HXs “ 
Sve list end. 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/26 Consolidated Edison Co of New York, Inc lOBpp 29596 154- 
29506 363 
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85040202 OS Fonvards^ updaled ovaFualion of pilot program for conPu cling annual loam 
insps & heavily loading site w/rosident inspectors, per fi5022{> prelifninary review ol 
pitot program Pilot program successful 

MARTENJ B Region 5 Office of Director 65^03/ZQ TAYLORJ Director s Office, 
Office of Inspection and Enforcement 7pp 29677 226 29577 230 

* 8504020305 Defines meihod of accomplishing pilot program to conducl anrtal team 
insp at each site m order to more effectively uhfizo limited resources & maxi mi zo ben- 
efit of resource intensive effort 

KIRSCHDF Region 5, Office of Director 85/03/22 CHAFFEE.AE, PATE,nj 
Region 5, Office of Director 6pp 29577 233 29677 230 

BS0402034f Submits revised response to clanf/ info in 840730 response to IE BulfeUn 
84-02, Items 1 & 4 ro faiiiires of GE Type HFA relays in Class IE safely sysNo add! 
GE Type HFA relays found at Unit 1 m safety related sys 

NANDY.F R. Soulhorn Califomia Edison Co 65/03/20 MARTIN.J0 Region 5. Office 
of Direclor 3pp 20578 t40 29578 142 

0503280037 IE Info Notice 65-025. “Considerafion of Thermal Conditions m Design & 
lastallalron of Supports tor DieseJ Generator Exhaust Silencers ” Sve list end 
JORDAN, E L Division of Emergency Preparedness S Ennineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York. Inc 107pp 29667 199- 
29667 305 

0503200045 IE Info Nolico 85 026, '^'Vacuum ReJiel Sys for OWR Mnik I & II Conlain 
monts ■■ Sve list snci 

JORDAN.E L Division of Emergency Preparedness & Engineering Rosponso (Post 
830103) 65/04/02 Consolidated Edison Co of New York, Inc 92pp 29867 107- 
29667 1 58 

0504010039 IE info Notice 85-027. ^‘Notifications lo NRC Operations Ctr & Roporling 
Evenls in LERs " Sve list enci 

JORDAN, E L Division of Emergency Preparedness & EngineQimg Response (Post 
830103) 85/04/03 Consoficlated Edison Co of New York, Inc OBpp 20B90 255 
29690 362 


0504240377 Provides addi into ro res-panso to IE Bullclin 82 02, "Dogrniiatioji of 
Threaded Fasteners in RCPB of PWR Plants'* Util consreters compliance w/IE Oulfelin 
82-02 domonsiraled 

WEDFORDAIO Southern California Edison Co 85/04/03 MARTIN.JB Region 5, 
Office of Director 3pp 29969 323-20969 325 

0504060042 Siippl 1 to IE Info Notice 85 003, "Separation of Primary Reaclor Coolant 
Pump Shah & Impeller " Sve list end 

JORDAN, E L Division of Ernergency Preparedness & Enginoenng Response (Post 
830103) 65/04/09 Consolidated Edison Co of Now York, Inc lOIpp 20791 025 
29791 126 

0504060047 IE Info Notice 65 020, ‘ Partial Loss of AC Power & Dios o I Generator Dog 
radalion " Sve list end 

JORDAN.E L Division o1 Eihergency Preparedness & Enginoofing Response (Post 
830103) 65/04/09 Consolidated Edison Co nf Now York, inc fOOpp 29700 276 
29791 024 

0504110314 Forwards Applicalion 126 for niTiend lo License DPR 13, allowing operation 
until 051130 refualing out ago for steam generalor tnspRov based on conclusions of 
'■■1985 Reevafuation of Steam GQneretcrinlerval.War 1985 '* 

BASKIN.KP Southern California Edison Co 05/04/09 DENTON, H R Office of Nu- 
clear Reactor Reg ulalion, Oireclor Ip 29763 319 29766 350 

-6504110320 Application for arnend lo License DPR- 13, allowing operation unlil 051 130 
refueling outage for steam generator inspHev based on conclusions ol 850319 ‘'taGS 
Reevafuation of Steam Generator Interval, Mar 1085 *' 

DASKIN.K P Southern California Edison Co HOLCOMBE, JC San Diogo Gns & Elec- 
In c Co 85/04/09 6pp 29768 320 29760 325 

-8504110326 Proposed Tech Specs allowing operation until 851130 rofuelinq oulago 
for steam generator insp Rev based on conclusions of 850319 "1005 Roevafuflllon ol 
Steam Generator Interval, Mar 1985 “ 

• Soulhern California Edison Co 85/04/09 25pp 29768 326 29768 3 50 

8604160463 Forwards Insp Repts 50 206/85 12,50 361/65 09 & 50362/85 08 on 
050225-0305 Unresolved items may result in enforcemenl acllon 
PARTLOWJQ Division of Inspection Programs (PosI 650212} 85/04/10 

BASKIN, KP Soulhern California Etfison Co 2pp 29636 292*29836 310 

-8504160469 Insps Repls 50.206/85-12,50-361/05 69 & 50 362/85 00 on 850225- 
0305 Potential violalions noted failure to perform sttrvoillanco on Unit 2 auxiliary feed 
wator sys & batteries & failure to rfetermino as found condition for foak rate tost 
CALLAN.LJ, SULLIVANiDJ, MCNEIL,SA Director's Ofiico, Olfico of Inspeclion and 
Enforcement 65/04/05 17pp 29836 294 25836 310 

8504090419 IE Into Notice 85 029. "Use of Unqualiliod Sources In Wolf Logflino Apnfi- 
calfons " Sve lisl enct 

PARTLOW.JG Division of (nspscKon Prog rams (Post 050212} 05/04/12 Consolidnl- 
od Edison Co of Now York, Inc 66pp 29632 001-29832 023 

0504 170 240 IE Info Notice 05 030, "Microbioiogically Induced Corrosion Conlainrnont 
Sve Water Sys " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Enginoermn Rosponso (Post 
830103) 65/04/19 Consolidated Edrson Co of New York, Inc foDnp ZS0G6 350 


0504190965 IE Info Notice 85 032, “Recent Engine Failures of Bmerooncy DIosol Gon 
orators " Sve list end 


JOHDAN.E L Division of Emergency Piaparocfnoss S 
830103) 85/04/22 Consolidated Edison Co of New 
29980 347 


Enginooring Rosponso (Post 
York. Inc fOOpp 28900 239 


05O41fi006O« IE Info Nolica 05 033, "Undersized Nozzio To Shell Woldod Joirils In Tanks 
8 HXs Consiructod Under Rules of ASME Boiler & Pressuro Vessel Code," Sve list 
oncf 

0^ Emergency Proper odnoss & Engineering Rosponso (Post 
830103) 85/04/22 Consoliclaiod Edison Co of Now York. Inc lOOpp 29389 001- 
29909. 1 07 


B504240204 Forwards Rev 1 to "Evaluation, of Transient Conditions on Emergency 
Diesef Generator Crankshafts ol San Onofre Nuclear Generating Station Unil 1 " Repl 
summarizes results of insps.tostrng & analyses of Generators 1 & 2 
MEDFORD, MO Southern California Edison Co 85/04/22 ZWOLINSKIJA Operating 
Reactors Branch 5 Ip 29968 171-23960 265 

“8504240216 Rev 1 to "Evaluation of Transient Conditions on Emergency Diesef Gen 
ife/ator Cran}<shafts at San Onofre Nuclear Generating Station Unit i " W/lhree over- 
size drawings Aperture cards available in PO}^ 

' Failure Analysis Associates FAAA84 12-14 R01 05/04/30 83pp 29966 172 
29960 255 

0504220347 IE Info Notice 84-84, Rev 1, "Deficiencies In Ferro Resonant Transformers " 
Sve list onci 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/04/24 Consolidated Edison Co of New York, Inc fl6pp 30027 067 
30027 104 


R Periodic operating reports A related correspondenco 

06Q41SO&7O Monthly operating rept for Fob 1935 W/850314 Ur 
SIACOR.E.R, HAYNES,JG Southern California Edison Co 85/02/20 7pp 
29911 321 29911 327 


S. Reportable occurrences, LERs & rolaled correspondence 


8504160204 Part 21 rept ra discrepant mat) furnished by Bonnoy Forge Purchasers of 
discrepant mall fnfermad via end Itrs Evaluation will be performed & possible devi 
ntion from NRC roqulromenls provided 

PETERS,PE MeJunkin Corp 64/03727 JORDAN.E L Division of Emergency Pro 
paredness & Engineering Response (Post 030103) 8pp 29000 340-29000 355. 

0504120102 Rosponds lb FOlA raquest for Caseload Forecast Panel files in Ofc of Ro 
source Mgl Forwards llslod documents Documents also available in PDR 
FELTON.JM Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Pittman, 
Polls a Trowbridge 2pp 30300 003 30465 147 

“0SO416O213 PNS-V'BI-OOB'on 8 10006, bo mb threat received by telcon fo radio 
station Socurily forco alerted Systematic soarcfi in progress 
MCQUEEN.AO, SCHUSTER .M D Rogion 5. Office of Director 81/08/06. 2pp 
30337 312-30337 312 

8504110204 Responds to BNWL Inquiry ro status of diesel englno wiring & terminations 

§ Gr TOI Owners Group rocommondations for Catawba Unil 1 & San Onofre Unil 1 TOI 
VC Info Moieo 361 Implemonled for both units 
COBB.AP, SEQREST,AM Duke Power Co 05/04/03 BERLINGER.CH Division ol 
Licensing Ip 2D766 302 2076G 302 

0504120197 Forwards "Review of Emergency Diesel Gonoralor Rocker Arm Cap 
screws," technical evaluation repl 

LAITY, WW Oatlelle Memorial fnsiiluto, Pacific Northwest Laboratories FIN B-2062 
85/04/04 BERLINGER,C Division of Licensing Ip 29786 217-29706 233 

--860412B22B "Review of Emorgoncy Oiosel Generator Rocker Arm Capscrews," tech 
nical evaluation rent 

LAITY, WW Batlollo Memorial fnsiilule, Pacific Northwest Laboratories FIN B 2952 
PNL-5200.15 06/03/31 Division of Licensing 15pp 29706 21 B 20786 233 

0504120227 Forwards "Raviow of Engine Rase & Bearing Caps for TDi DSR 40 Diesel 
Engines,’’ technical evaluation rept 

LAfTY.WW Baltollo Memorial lf>«>tiluto. Pacific Northwest Laboratonos FIN 0-2963 
85/04/04 BCRUNGER.C Division of LicorJSmg Ip 29766 335-29700 352 

••8504120277 "Revlow of Engino Base & Boaring Caps lor TDI DSR-40 DIosol En 

2 tnoB,’' technical evaluation repl 

AITY.W W., RICHMOND, W D Balloflo Momorial Inslilulo, Pacific Northwest LaboratO' 
rlQ9 FIN B 2052 PNL-5200-11 05/03/31 BERLINGER.CH NRC • No Detailed Affili 
alien Given 17pp 29708 336 20706 352 

8504120290 Forwards PNL-5200-21, "'Revmw of Emergency Diesel Generator Air Start 
Valve Capscrews," technical ovaluation r^l for TDI Diesef Engine Project 
LAITY,WW Batlollo Memorial Insiiiuto, Pacific Norlhwesl Lauoratories FIN B 2963 
85/04/04. a ERLINGEn,C Division of Licensing Ip 29787.098 207Q7 114 

“0504128298 “Revlow of Emorgoncy Diosel Generator Air Start Valve Capscrews," 
technical ovaluation rept 

* Baltollo Memorial Inslilulo, Pacific Norlhwosl Laborotorms FIN 0-2052 PNL-5200 
21 85/03/31. Division of LicenstnQ ICpp 29787 ODD 29707,114 

0S04I20314 Forwards PNL-5200 12, "Reviow ol Engine Base & Bearing Caps (or TDI 
DSRV 12.DSRV 16 & DSRV-20 Diesel Engines" 

LAITY.W.W Batlollo Memonal irisuiute. Pacific Northwest Laboratories FIN B 2952 
85/04/04 BERLINGER.C Oivjsion of Llconaing tp 29787 001-29787 017 

--8504120317 "Roviow of Engine Base & Bearing Caps for TDI DSRV- 12, DSRV-16 & 
DSRV 20 Diqso) Engines “ 

LAITY, W.W., RICHMOND, W D. Ballollo Momorral Inslilute, Pacific Northwest Laboralo* 
dQ8, FIN B 2952 PNL-5200-12 05/03/20. Division of Ucensfng. 14pp 29707 002 
29787 017 

0S 04 160387 Pari 21 ropl io Clow Wallrams-Hagar chock valve used In starting air sys on 
TDI dtesol engines fnllially reported on 850312 TDI will furnish replacomenl Duochek 
II valves mfg by TRW Mission of Houston, TX & Info upon request 
BOYER, R E Iransamonca Dolflval, Inc 85/04/10 Director’s Office, Office of Inspec 
lion and Erforcoment 3pp 29016,166-29016 160 

0604188277 Forwards revisodi Seclion II to maint & surveillance program, changing Ire 
quoncy of pressure dilforenllial reading for fuel oil Iransfor pump in TOI diesels from 
hourly lo monthly. Normal roquiremeni cumbersome & unnecessary 
MEDFORD.M.O Soulhern California Edison Co 85/04/16 2WOLINSKI,JA Operating 
Roaclors Branch 5 3pp 29053 340 29053 360 
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C504290318 LER 85 007 00 on 85031 4, detGf mined lhat setpoinl for containment noblo 
as activity monitor R 1212 incorrect when selected to monitor containment Caused 
y admmistrati/e error Procedures revised W/G5041G Itr 
HAYNES. JG Southern California Edison Co 85/04/16 3pp 30053 032 30053 034 

8504240204 Forwards Rev 1 to ‘'Evaluation of Transient Conditions on Emergency 
Dieset Generator Crankshafts at San Onofre Nuclear Genoraling Station Unit 1 ' Rept 
summarizes results of insps, testing & analyses of Generators 1 & 2 
MEDFORD, M 0 Southern California Edison Co 05/04/22 ZWOLINSKI.J A Operafing 
Reactors Branch 5 Ip 209GB 171*29968 255 

*-3504240216 Rev 1 to "Evatuation of Transient Conditions on Emergency Diesel Gen- 
erator Crankshafts at San Onofre Nuclear Generating Slalion Unit l " W/thrae over- 
size drawiJigs Aperture cards available in PDR 

* Failure Analysis Associates FAAA 84-12 14 R01 85/04/30 83pp 2996B172- 
29968 255 


DOCKET 60-208 COLUMBIA UNIV. RESEARCH REACTOR 


P. Operating ticeniBe stage documents & correspondence 

G5040 10239 Notice of Sionificant Licensee Meeting 65-29 on 650325 in King of 
Prussia.PA to conduct enforcement conference re exceeding limiting condition for op- 
eration applicable to loss of flow Inp 

MCCABE, E Region f. Office of Diroclor 65/03/16 Region 1, Office of Director Ip 
20574 206 29574 266 

8504030117 Notification of 050402 meeting w/utils in Rothesda.MD to discuss proposed 
inlegraled safety assessmont program topics, status of probabilistrc safely analysis & 
schedule for licensee submiltals Tenlalivo agenda onef 

BOYLE, ML Syslomalic Evafualion Program Branch 65/03/25 GRIMES, Cl Syatom- 
alic Evatuation Program Branch 6pp 29627 187-29627 192 

8504040280 Forwards environ assessment 8 finding of no significant impact re util 
860204 request for exomption from tOCFRSO 71<e)r8) requirements to extend submit- 
tal date of updated facility description A safety analysis 

ZWOLINSKI.J Operating Reactors Branch 6 G5/03/28 COUNSIL.WG Connocticul 
Yankee Atonnic Power Co 3pp 29608 293-29600 299 


P, Operating license stage documents & correspondence 

8504080201 Application for termination of Licenso R 128 Reactor never fuefed or oper- 
ated 

QROSS,n A Columbia Univ , Now York, NY 85/03/27 Office of Nuclear Reactor 
Regulation, Director 2pp 29677 361-29677 362 


DOCKET 50-213 HADDAM NECK PLANT 


F, Security^ medical, emergency & fire protection plans 

8504230295 Rev 15 to emergency plan 

* Connecticul Yankee Atomic Power Co 85/03/29 15pp 29950 258 29950 272 

B 504000452 "Haddam Nock Plant Emergency Response Exerclso,850330." Irrcluding 
corporate exercise controller guide, station exorcise controller guide, controller ovatua- 
for manual & onsite radiation data tables 

' fslorthoast Utilities Service Co (subs of Northeast Utilities) 85/03/30 265pp 
20681 122-29602 026 


-B504040292 Environ assessment & finding of no significant impact re ulif 050204 re- 
quest for uxomplion from submittal of updated facility description & safely analysis 
CRUTCHFIELD, D Assistant Director for Safely Assessment 05/03/28 4pp 
20608 296 29600 299 

8504040346 Grants ufil 850220 request to extend deadline lor environ qualification of 
certain equipment to 651130 Request filed on timely basis, per 10CFR50 49Qood 
cause domonslratod 

DENTON.hr Office of Nircfear Reactor Regulation, Director 85/03/26 
COUNSIL,WG Connecticul Yankee Atomic Power Co COUNSIL.WG Northeast Nu- 
clear Energy Go (subs of Northoast Utilities) Spp 29607 303 29607 307 

0504080286 Forwards SER on util response to integrated plant safety assessment 
repl, Section 4 23 3 (NUREG 0026) ro ESF switchover from injection to recirculation 
mode Issue resolved Section 4 23 3 complele 

ZWOLINSKf,JA Operating Reactors Branch 5 85/04/02 COUNSIL.WG Conneclicut 
Yankee Atomic Power Co 4pp 29678 349 29876 356 

-8504080292 SER supporling util response to integrated plant safely assessment 
repl, Section 4 23 3 (NUREG 0826) concerning time for operator action tor ESF switch- 
over from Injection to rocircufation mode 

^ NRC - No Detailed Affiliation Given 85/04/02 4pp 29678 353 2967B'356 


8504150292 Informs that all items scheduled for completion during 1904 refueling 
outage & items addressed in Footnote 18 of util 840531 Hr completed, per Suppf 1 to 
NUR1:G 0737 & Rev 2 to Reg Guido 1 97 

COUNSIL.W G Connecticut Yankco Atomic Power Co 85/04/02 ZWOLINSKI.J A 
Operating Reactors Branch 5 Ip 29799 201-29709 281 

8504080433 Revised emergency plan implementing procedures, including Rev 27 to 
EPIP 1 6 2, "Notification & Communication" & Rev 6 to EPIP 15 8, ‘'Emergency Op 
eralions Facility, Emergency Radiological Surveys " W/050403 Itr 
COUNSIL.WG Connecticut Yankoo Atomic Power Co 05/04/03 250pp, 20683 124 
29664 013 

8604220073 Forwards omorgency plan Implementing procedures & forms which have 
become offeclivo since 850131 submiHal 

COUNSIL.W G Conr^Gcllcul Yankee Alomic Power Co COUNSIL.W Q Norlheasl Nu- 
clear Energy Co (subs of Northeast Utilities) COUNSIL.WG Northeast Utiiilles 05/ 
04/08 MURLEY.TE Region 1. Offico of Director 3pp 29925 010-29928 0/1 

-85042200B7 Revised emergency pian Implementing proceduros.including Rev 2 lo 
EPIP 4001 re director of slalion emergency operations, Rev 2 to EPIP 4002 ro manag 
or of radiological consequence assessment & Rev 1 to EPIP 4003 
* Northeast Utilities 85/04/08 1,131pp 29925 021-29920 071 

6504190479 Notification of 850430 & 0501 mootings w/ut!l In Berlin.CT lo discuss Inte- 
grated safety assossmenl program, status of previous Tech Spec change 
re quests, STS package & health physicsjrainlng & operations 
AKSTULEWICZ.F Operating Reactors Branch 5 85/04/12 ZWOLINSKI,JA Operat- 
ing Reactors Branch 5, 4pp 20917 061-29917 064 


H. General correspondence 

8504230326 Advises of changes to mgt structure associated w/WG Counsil leaving 
Northeast Utils lo assume position w/ another util, Effective 850501, JF Opoka will re 
piece WG Counsil 

COUNSIL.W G C^onneclicul Yankee Atomic Power Co, COUNSIL.W G Northeast Nu- 
clear Energy Co (subs, of Northeast Ulililies) COUNSIL.W G Northeast Utilities 85/ 
04/17 MILLER, JR Operating Reactors Branch 3 ZWOLINSKI.J A Opefalmg Reac- 
tors Branch 5 YOUNGBLOOD, BJ Licensing Brancli 1 2pp. 29951 306-29951 307 


I, Ffnancfal Information 

0504180600 Forwards 1984 annual financial statements, certified by Arthur Anderson & 
Co 

BISHOP.R W Connecticut Yankee Atomic Power Co 85/04/09 Offico of Nuclear Re- 
actor Regulation, Director 13pp 29059 160-29859 173 


J, Insurance & Indemnity Information 

8S04170158 Forwards Endorsemonl 91 to NEIIA Policy NF-151 & Endorsement 79 to 
MAELU Policy MF-39 

STERN.D Marsh & McLennan. Inc 85/04/03 SALTZMAN.J. Assistant Director for 
Slate & Licensee Relations 3pp 29827,308-29827 310 

0504150211 Fonvards Endorsements 00 & 104 to NELIA Policies NF-151 & NF'173,re‘ 

STe1SIn!SI‘ Marsh & McLennan. Inc 85/04/06 SALTZMAN.J D Assistant Director for 
Stale & Licensee Relations 3pp, 29600 039 29800 041 


8504250294 Forwards 6-month exemption from dale of issuance of submitting updated 
facility description & safety analysis AddI exemptions will bo granted only upon review 
& approval of program plan containing schedules or milestones 
ZWOLINSKI.J A Operating Reactors Branch 5 85/04/11 COUNSIL.WG Connecticut 
Yankoo Alomic Power Co 4pp 30020 001-30020 009 

-B604250299 Exemption from 10CFn50 7l(©) for submittal of updated facility descrip- 
tion & safety analysis 

THOMPSON, H L Division of Licensing 05/04/1 1 Connecticut Yankee Alomic Power 
Co Spp 30020 005 30020 009 

8504190479 Nolificalion of 850430 & 0501 meetings w/util in Berlin, CT to discuss into 
grated safety assessment program, status of previous Toch Spec chango 
roquosls.STS package & health physics, training & operations 
AKSTULEWICZ.F Operating Reactors Branch & 05/04/12 ZWOLINSKI.J A Operal 
ing Reactors Branch 5 4pp 20917 061-29917 064 

0504290314 Forwards response lo 841029 request for addi into ro NUREG 0737 Item 
HD 1 concerning reliof & safely valve porformanco lo sling Response lo Question 10 
ro safely valve blowdowns incomptete & will be submitted by 850730 
COUNSIL, WG Connecticul Yonkeo Atomic Power Co 85/04/15 ZWOLINSKI.J A 
Operating Reactors Branch 5 25pp 30046 227 30046 251 

8604120200 Generic Llr 00 06 to all PWR llconseos & all applicants for OLs ro QA guid- 
ance for ATWS equipment not safoly-folatod Sve list end 

THOMPSON.HL Division of Licensing 05/04/16 Consoiidatod Edison Co of Now 
York. Inc 22pp 29947 206-29947 309 

8504120031 Generic Ltr 85 02 to all PWR licensees & pelican Is, holders of CPs & Fort 
St Vrain re recommended actions stemming from NRc Inlograled program for resolu- 
tion of unresolved safely issues ro sloam generator lube integrity Sve list one) 
THOMPSON, H L Division of Licensing 85^/04/17 Yankee Atomic Efoclrlc Co 127pp 
29953 071-20953 262 


Q. Inspection reports. IE Bulletins & correspondence 


8504190335 Informs that plan for third party evaluation of operator requalification In 
volves contract for independent evaluation, including upgrading of operator knowledge 
In thoorelica) topics, per Meeting Repl 50 213/84-31 

COUNSIL.WG Connecticut Yankee Atomic Power Co. 65/03/15 STAROSTECKI.R 
Region 1, Office of Direclor Ip 29886 330 29886 330. 


8503190659 IE Info Notice 85 022, "LImItorque Mo tor- Opera ted Valves Resulting From 
Incorrect Installation of Pinion Gear ’’ Sve list end. 

JOROAN.EL Division of Emergency Preparedness & Englneoring Response (Post 
030103) 85/03/21 Consolidalod Edisorv Co of Now York, Inc, tOBpp 29597 001- 
29597 006 


8503210481 IE Info Notice 05 023. "Inadequate Surveillance & Post Main! & Post Mod 
Sys Testing " Sve list onct 

JORDAN, EL Division of Emergency Prepared ness & Engineering Response (Post 
830103) 85/03/22 Consolidated Edison Co of Now York, Inc lOflpp 29656 001- 
29656 107 

8504020224 Ack receipt of 850220 Itr Informing NRC of stops taken to correct violations 
noted in fnsp Repl 50-213/84*24. 

MARTIN, TT Region 1, Offico of Director 85/03/25 COUNSIL.WG Connecticut 
Yankee Atomic Power Co, 2pp 29583 014 29583 018 
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8503220444 IE Info Notice B5 024, Failures of Pfoleclrve Coatings in Pipes & HXs ” 
Svc 1 5l end 

JORDAN, E L Di.vis?on of Emergency Preparedness & Engineering Resp-onse (Post 
830103) 05/O3/'26 Consolidated Edison Co of New York, Inc lOBpp 29596154 
29596 363 

8594020238 Ack receipt of B50225 llr intormrog NRC ct steps taken to correct violations 
noted in irsp Rept 50*213/81-26 Responses to requests in 841226 Jtr re safety relat- 
ed oquipment cfassificalion area adequate 

EBNETER.SD Region 1, Office of Djoci or 85/03/27 COUNSIL.WG Connecficul 
Yankee Atomic Porter Co 2pp 29583 054-29533 655 

0593200037 IE fnfo WoliCQ 85 025, •'Consideralion of Thermal Conditions in Design & 
InstafJatdOn of Supports for Diesel Generator Exhaust Silencers ” Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response {Post 
830103) 65/04/02 Consolidated Edison Co of Nc-,v York fne f07pp 29667199 
29667 305 

0503280045 IE fnfo Notice 65 026, “Vacuum Rel-ef Sys for BWR Mark I & II Contain 
ments*' Svc list end 

JORDAN E L Division of Emerge n-cy Preparedness & Engmeoring Response (Post 
030103) 85/04/02 Consolidated Edison Co of New York, Inc 92pp 29667 J07- 
29667 198 

8504010039 IE Info Notice 65 027, “Noiiticaiiens to NRC Operations Ctr & Reporting 
Evenis in LERs ” Svc list end 

JORDAN, EL Division of Emergency Preparedness i. Engineering Response (Post 
830103) 85/04/03 Corsoiidaled Edison Co of Now York, Inc 9Spp 23690 255- 
29690 362 

0504180450 Forwards Insp Rept 50 213/85 02 on B50128 020? No vrofalion noted 
EBNETER.SD Region 1, Office of Director 85/04/04 COUNSIL.WG Connecticut 
Yankee Atomic Power Co 2pp 29914 262 2991 1 272 

-8504100459 Insp Rept 50-213/85-02 on 850128 0201 No vaolalion noted Major areas 
inspected Cycle 13 startup physics testing foliowing refueling outage & review of nu- 
clear design rept 

PETRONE,C, BETTENHAUSEN.L Region 1, Office of Oirecior 85/03/12 9pp 
29914 264 29914 272 


8504238067 LER 85 006 GO on 8503 16, after discovery of steam feak, automatic Initi 
fliion of auxjfrarv feedwater occurred due to fow level in steam gonorator Caused by 



29966 182 29966105 


8504230144 LER 85 007 OOon 85031 2. unplanned reactor trip occurred whife plant op 
erated at 50% power Caused by reduction of feedwater pump hondor suction pres- 
sure due lo rupturo of coniroi air supply line Ruplurod line replaced W/D504 12 Itr 
BRASSOflD.JD, GRAVES.RH Connecticut Yankee Atomic Power Co 05/04/12 
5pp 29966 235 29966 239 

0504230290 LER 05 009 00 on 8503 1 4, discovered fire door w/inopernbie latching 
mechanism Cause not staled Hourly patrol fire walch maintained until door 
repaired Prevenlaitve mainl should provent recurrence W/850412 llr 
BRANSFIELDJJ, GRAVES.RH Connecticut Yankee Atomic Power Co 85/04/12 
3pp 20966 112 29966 114 

0504230369 LER 85 008 00 on 860320, actuation of carlton dioxide sys failed to stop 
containment cable vAufl exhaust fan during fire protection sys test Caused by misinlor- 
prelation of Step 6 19 Fan rewired correclly W/0504 12 Hr 

StLBERQUiT.G J , GRAVES.RH Connecticut Yankee Atomic Power Co 05/04/12 
5pp 29965 269-29965 273 


V. Operator E team tnatl one 

8504010241 Notice of Significant Licensee Meeting 85 31 on 850325 in King of 
Prussia, PA lo discuss planned improvomenls lo licensed operator roqualHication pro 
gram 

MCCABE, E Region 1, Office of Director 85/03/14 Region 1. Office of Director 2np 
29574 264 29674 265 

85 941 90335 Informs lhal plan for third parly evaluation of operator roquaiiflcatlon In- 
voivos contract for indopendoni evftfuatiorii,lncludlng upgrading of operator knowledge 
in Iheoretical lopics.per Meoling Rept 50 213/64 31 

COUNSIL.WG Connocticut Yankee Atomic Power Co 85/03/15 STAROSTECKI.R 
Region 1, Office of Djreclor Ip 29B06 330-29086 330 


8504050042 Su ppl 1 to IE info Notice 85-003, “Separalion of Primary Reactor Coolant 
Pump Shaft A. Impeller " Svc list end 

JORDAN, E L Division ol Emergency Preparedness & Engirraerjng Response (Post 
630103) 85/04/09 Consolidated Edison Co of New York, Inc IQIpp 29791 025- 
29791 126 


DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 
F. Security, modlca), emergency A fire protection pfans 


6504050047 IE info Notice 85 026, ‘'Partial Loss of AD Power A Diesel Generator Ocg 
radatjon " Svc list end 

JORDAN, E L Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co ol Now York, fnc 109pp 20790 278 
29791 024 


0504100262 Forwards flev 3 la FHA 402050 002, ’“Firo Hazards Analysis Ropt A App 
R, Section 111 G Safe Shuldown Evaluafron,’* including Apps A-F A “App R Scopo Sum 
maiy of Fire Hazards Analysis “ W/15 ovorslzo drawings Aporfuro cards in PDR 
FIEOLER.P B. General Public Ulifilias Corp • GPU Sorvico Corp 85/04/03 
ZWOlfNSKLJ Operatmg Rooctors Branch S 3pp 29724 209 2D727 001 


0504090419 IE info Nolfce 85 029, “Use of Unqualified Sources in Well Logging Appli- 
cations “ Svc list enci 

PARTLOW.J G Division of inspeclion Programs (Post 850212) 85/04/12 Consolrdal- 
ed Edison Co of New York. Inc 66pp 29932 001-29632 023 

0504230334 Forwards Enforcement Conference Repi 50 213/85 05 on 850225 to loss 
of flow trip channel m reactor protection sys, reporied on 850212 A associated suf 
veiilance 8 procedure reviews 

STAROSTECKI.R Regiorv 1, Office of Director 65/04/17 COUNSfL.W Connoclicul 
Yankee Atomic Power Co 2pp 29951 324-2995 1 ‘341 

-8504230340 Enforcement Conference Rept 50 213/85 05 on 650325 Major areas dis- 
cussed 650212 licensee finding that two of four reactor proieclion sys toss of ffow Irip 
channels inoparahle A sudseguonl ccrrcclive actions taken 
SWETLANO,P 0 , MCCABE, EC Region 1. Office of Director 05/04/12 t6pp 
29951 326 29951 341 


8504170240 IE fnfo Notice 9S 030, “WicroblaPogicaIfy Induced Corrosion ConlainniBnl 
Svc Water Sys “ Svc hsL end 

•- t^'vision of Emergency Preparedness A Enmnoerirn Response (Post 
830103) 85/04/19 Consolidated Edison Co el New York, Inc lODpp 29066 250- 
29966 363 


8504190055 iE fnfo Nolica 85 032, “Recent Engine Faiiuros of Emercency Diesel Gon 
eralors " Svc list end ” ' 



8504190060 fE fnfo Notice 85 033, “Undersized Nozzio To Shelf Welded Joints in Tanks 
A HXs Constructed Under Rules el ASME Boiler A Prossure Vessel Code “ Svc list 
enef 

Pfoparednoss A Engineering Response (Post 
Consoiidaled Edison Co of New York, Inc, fOOpp 29989 001- 

2S9o9 107 


0504220347 JE info Notice 84 84.Rqv 1, “ Deficiencies In Ferro Resonant Transformers," 
bve list end 

Preparednoas A Ertgineeiino Rospons© (Post 
Edison Co of Now York, Inc IIOpp 30027'oB7. 


-0504160266 Rov 3 to FHA-402050-002, ‘'Fire Hazards Analysis Rept A App R Section 
JPI G Safe Shutdown Evalualion," incruding Apps A-F A “App R Scop© Summary of 
Firo Hazards Analysis Ropt FHA-4020S0 002 ' 

MILLER.DA BurnsARooCo 65/03/29 C45pp 29724 292 29727 058 

0604150334 Forwards suppt to “Summarv Rept on Oyaler Greek Control Room Dosinn 
Review," providing add! Info lo clarify ropt Schodufe extensions may bo roquostod for 
certain commitments re Cycio 1 1 oufago workscopa 

FIEOLER,P B GenemI Public Utiiitiss Corp - GPU Sorvico Corp 85/04/00 
THOMPSON, H Division ol Lfconsing 37pp 29806 163 29006 199 

0504180225 Forwards Insp Rept 60-219/85 06 on 050204 0303 A notice of violation 
KISTER.HB Rflolon I, Offico of Director 05/04/09 FfEOLER.PD Ganoral Public 
Uti lilies Corp ♦ GPU Sorvico Corp 2pp 2£)B 14 168-29014 189 

-8594160236 Insp Ropt 50-210/85 06 on 850204-0303 Violation noted falluro to per- 
form valve hnoup afl&r core spray sys mod A lo fully implomonl leak reduction pro- 
gram 

BATEMAN.WK, WECHSELBERGER, BAUNACK.WH Region 1, Offico of Director 
85/04/04 lOpp 29814 171 29814 189 

0504300662 Summary of 050319 worklnu meoling w/ufil A SAW at plant site ro rcrjuiro 
rnents for NUREQ 0737, Horn III 03 4 2, "Control Room Habitability “ Agenda A list of 
attendoos one!. 

DO NO HEW, J N Operating Roactors Branch 5 65/04/16 Operating Reactors Branch 
5 lOpp 30007,334 30067347 

8504240359 Forwards safely evafaulion ro u1f( corroctivo actions taken for access to 
vital areas, per N UR EG-0737.f fern If B.2,2, “Plant Shlolding Mods " Requiromonts of 
Horn 1)82 2 mol 

ZWOLINSKf,JA Operalfng Reactors Branch 5 05/04/19 FIEOLER.P B General 
Public Uliiaies Corp GPU Service Corp 8pp 29DB7 004-29967.017 


Q. Adjudicatory correapondenc© 

0604010001 Order extending limo for Commission (o delormine whether to review GD 
05-1 io 050405 Served on 050329, 

HOYLE, JC Office of the Secretary of the Commission //205 302 85/03/29 Id 
2957 1.23B-20571 '230 ^ 


S. Reporlable occuirsnees, LERs & related corraspondence 

84120^foad ftmback (ESF) Initiated Caused by orrono 
^ aia/m Load runback manually terminated A all nucloar In- 
In setpoints tested W/a 60329 llr 

4pp 29^8 [fl 29808 11 Connecticut Yankee Atomic Power Co 65/03/20, 

85 005 00 OH 841 102, aif bypass vafves faifed to open, preventing 
I sv^faieS ArfH? feedwater sys Caused by falluro of solonolds^Solenoids 
HRAo/n f P of sofanoids pfannod W/fl5040l llr 

100 ama ^ Connecticut Yankee Atomic Power Co 85/04/01 5pp 


06O4O1OO0I Order extending time for Commission to dotormino whether to review DD- 
65 1 to 050405, Served on Q50329 

HOYLE JC Office of the Secrelary of Iho Commission //205 302. 85/03/29 NRCC 
Commissioners Ip 29571 236-20571 236 

8 S 04010061 Order extending lime for Commission to delormine whether to review DD- 
85-1 to 850405 Served on 850329 

HOYLE, J.C, Ofiice of the Secretary of the Commission j5f285 302 85/03/29 1p 
29571 236 29S71 236 

6684010061 Order ©xtonding llmo for Commission to determine whether to review DD- 
85-1 lo 850405 Served on 850320 

HOYLE, J C- Olfic© of the Secretary of tha Commission #205 302 85/03/29 NRCC 
Commissioners Ip. 29571*236-29571 236 
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8504030040 Memorandum & Order CLI 85 04, denying 840813 joint petitian oi TMI Alert 
Ql fit to revoke applicant license to operate facilities Petition constitutes attempt to roli- 
ligate issues properly considered In restart proceeding Served on 850404 
HOYLE.J C Office of the Secretary ol the Commission ^285 400 85/04/04 Three 
Mile Island Alert 6pp 29679 358.29679 363 

9504 120414 Motion for reconsideration &/or clarification of Commission Memorandum 
Bt Order CLf.BS 04 re denial of Section 109 hearing request Certificate of Sve end 
DOROSHOWJ Three Mile Island Alert #205 476 85/04/09 Commissioners 6pp 
29792 131.29792 136 


I Financial Information 

9504300431 Forwards “GPU 1084 Annual Rept," 1984 & 1985 source 8t application Of 
funds & uniform statistical rept 

HIIKILL.H D General Public Utifitlaa Corp • GPU Service Corp 05/04/25 
DENTON, H Office of Nuclear Reactor Regulation, Director 3pp 30062130 
30062 204 

•*8504300434 "GPU 1904 Annual Rept “ 

KUHNS.W G . DIECKAMP.H General Public UlllitiGs Corp - GPU Service Corp 84/ 
12/31 70pp 30062 133-30062 204 


P. Operating license stage documents 8i correspondence 

8504190367 Advises of delay in Implementation of post-accident sampling const 
achGdulo,due to late delivery of componenl8,per NURtG 0737,llem ILB.3 Sys will not 
bo operable Prior to 841231. 

FIEOLER.P B General Public Utilities Corp * GPU Service Corp. 84/10/16 
PAULSON, W.A Operating Reactors Branch 5 Ip 20918 049 2691 8 049 

8504D20192 Requests submittal of fee for 850222 application for extension ol deadline 
date for environ qualification of olactrical equipment 

DIGGS, R M License Fee Management Branch 05/03/22 FIEDLER, P B, Genera) 
Public Utilities Corp • GPU Service Corp Ip 29585’08 1.29586*001 

8S0402D221 Provides followup to 850326 meollng & forwards revised pages to tables re 
status of environ qualificalion of equipment Important to safety Oct 1985 unscheduled 
outage confirmed. 

WILSON, RF General Public Utilities Corp - GPU Service Corp 85/03/27 

ZWOLINSKI.J Operating Reactors Branch 5. Opp 29383 003.29583.010 

8604040403 Reiterates & clarifies previous submittals & 850326 discussion w/NRC re 
request for schedular extension until 851130 for environ qualification of certain electri 
cal components 

WILSON,RF General Public Utilities Corp - GPU Service Corp 85/03/29 

ZWOLlNSKI,J Operating Reactors Branch 6 Ip 29607*311.20607 911 

8504110396 Fonvards “Oyster Creek Nuclear Generating Sfation Cycle 10 Fuel Per* 
formance Startup Test Rept.*' 

FIEDLER,PB General Public Utilities Corp . GPU Service Corp 85/03/29 

MURLEY.TH. Region 1, Office of Director Ip 29769 203.29760 212 

..0504110404 “Oyster Creek Nuefear Generating Station Cycle 10 Fuel Performance 
Startup Test Rept" 

* General Pubno Utilllios Corp - GPU Service Corp 66/03/29 9pp 29769*204. 
29769*212 

8504040262 Grants extension until 651130 for environ qualification of olectrical equip, 
ment listed in end, per 850223 & 0315 requests. 

DENTON,H R Office of Nuclear Reactor Regulation, Director. 85/03/30 
FIEDLER,PB. General Public Ulilitiea Corp • GPU Service Corp. Opp 20611*356- 
26612 003 

8SD41000B8 Informs of intention to complete environ qualification of electrical equip- 
ment important to safely by 8511 30, in accordance W/10CFR50 49 If environ qualilica* 
lion Incomplete by 86ll30,shutdown planned 

CLARK.P.R General Public Utilities Corp • GPU Service Corp. 85/03/30 
ZWOLiNSKI,J Operaling Reactors Branch 5. Ip. 29729.227'29729.227 

8504090260 Cfarl lies position on impfe mentation of NUREQ-0737,llems IIK.321, ''Re- 
start of Core Spray'^ & II.F.1 5, “Containment Water Level Monitor," Rationale & jusli 
ffcaUon for torus water level fndicatlon sys configuration provided. 

FIEDLER.PB General Public Utilltfes Corp. - GPU Service Corp. 86/04/03. 
EISENHUT,O.Q. Division of Licensing 2pp 29690:125-29699.120. 

S5040S0261 Notification of 650422 & 23 mootings w/ulil In ParsIppany.NJ to discuss 
status of licensing actions w/corporate mgt & plant personnel. 

DONOHEW.J N. Operaling Reactors Branch ^ 06/04/04 ZWOLINSKI,J A Operating 
Reactors Branch 5. 3pp. 29682.045 29682*047 

350409027S Forwards request for addi Info re licensee 031114.840816 & 1120 re- 
sponses to Generic Ltr 83-28, Items 2 1,2 2,3 1.3, 3 2.3 8 4.5.3.lnfo needed within 120 
days for Item 4.5.3 & within 90 days for other items. 

ZWOLINSKI,JA Operating Reactors Branch 5. 85/04/05. FIEDLER, P.B. General 
Public Ulilities Corp • GPU Service Corp 12pp 29699.111-29699 122 

0604240036 Bequests suppl to 03051 1 response to Generic LIr 83 08 using end eval- 
uation of methodology developed by Continuum Dynamics for predicting vacuum 
breaker valve dynamlcs.fnfo requestea within 120 days from receipt of ltr 
ZWOLINSKf,J.A. Operating Reactors Branch 5, 06/04/11. FIEDLER, P.B General 
Public Utilities Corp - GPU Service Corp 3pp 29976:113-29976.128. 

8504230019 Requests payment of fee for 850321 application for schedular extension 
for submittal of test results of surveillance capsule analysis 
DfGGS.R.M License Fee Management Branch. 85/04/15 FIEOLER.P B. General 
Public Utilities Corp. - GPU Service Corp Ip. 29973.135 29973*135. 

0504240059 Rev 1 to application for amend to License DPR-1 6, consisting of Tech Spec 
Change Request lOO.oeletlng Table 3 6 1, revising Section 3.6, A 0 & bases 6 Section 
4.6 Q & bases re snubber Insp per Generic LIr 84-13 Fee paid 
FIEDLER, P.B General Public Utilities Corp. - GPU Service Corp. 85/04/16. Office of 
Nuclear Reactor Regulation, Director. Cpp, 29969 089-29969:108, 


-0504240067 Proposed Rev 1 to Tech Spec Change Request lOO.changing Section 
35AG re shock suppressors, Section 4 50 re insp of snubbers, Section 6 10 2 re 
record retention of snubber sve life & deleting Table 3 5 1 

* General Public Ulililias Corp - GPU Service Corp 05/04/15 12pp 29969 097 
29969 108 

8504120208 Generic Ltr 85 00 to all PWR licensees & all applicants for OLs re OA guld 
ar)ce for ATWS equipment not safety related Sve list end 

THOMPSON.HL Division of Licensing 05/04/16 Consolidated Edison Co ol New 
York, Inc 22pp 20047 288 29947 309 

8504190461 Comments on proposed expanded safely sys facility, per util 850311 
ltr Proposed project accoplable Initiative gn taking wholly integrated approach to poten 
lial problems re onsite station nonsafety power damands commer\ded 
THOMPSON.HL Division of Licensing 95/04/16 FIEOLER.P 6 General Publrc Ullli- 
ties Corp • GPU Service Corp 9pp 29918 125 29918 133 

6504260051 Notification of 850422 A 23 meetings w/ulil In Forked River, NJ A 
ParsIppany.NJ.rospectlvety.lo discuss status of licensing acllons Meeting location 
changed 

DONOHEW.J. N. Operaling Reactors Branch 5 85/04/19 ZWOLINSKI.J A Operating 
Reactors Branch 5 3pp 29905 248 20985 250 

8504300411 Requests extension until next shutdown or Oct 1085 outage to conform to 
830617 confirmatoiy order re operability of post-acciclent sampling sys per NUREG 
0737, Item DBS Plant- specific Tech Specs to be provided by 850630 
FIEDLER,PB General Public Utllliios Corp - GPU Service Corp 85/04/22 
ZWOLINSKI.J, A Operating Reactors Branch 5 2pp 39064*054 30064 055 


O, fnapectlon reports, IE Bulletins A correspondence 


8S04120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source MgLFoiwards listed documents Documonls also available in POR 
FELTON.JM. Division of Rules and Records 84/08/06 KILLEFER.C Shaw, Pittman, 
Potts & Trowbridge. 2pp. 30300 093-39303*129 

-8504120393 Provides daily staff notes for 810925 Notices of violation Issued to utils 
for failure to notify NRC by 810701 of inablllly to complete Implomonlalion of prompt 
public notification sys 

blRGKS.W.J Office of the Executive Director for Operations 81/09/28 PALLADINO. 
QILINSKY, BRADFORD Commissioners. Ip 30301.253-30301.253 

6504100327 Lists actions A/or documentation necessary to close out IE Bulletin 81 01, 
“Surveillance of Mechanical Snubbers/' for listed facilities prior to finalizing closeout 
rept 

JORDAN, E.L. Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/02/11. STAROSTECKI.R Region 1, Office of Director OLSHINSkUa 
R egion 2, Office of Director NORELfU^C.E Rogion 3, Office o) Director 4pp 
29914 165 29914 168 

8503190659 IE Info Notice 65 022. 'limltorque Motor Operated Valves Resulting From 
Incorrect Installation of Pinion Goar" Sve list end 

JORDAN, E.L Ob/iston of Emergency Preparedness A Engineering Response (Post 
830103) 85/03/21 Consolidated Edison Co of New York, Inc. fOBpp 20597 001- 
29697 006 

8604010005 Responds to NRC 850220 ltr re violations noted in Insp Rept 50-219/84. 
34 Corrective actlonB, Operaling Procedure 233, “Drywoll Access A Control," issued 
on 841229, 

FIEDLER, P.B, General Public Ulllitios Corp • GPU Service Corp 65/03/21 
KISTER.HB Region 1. Office ol Director 2pp 29571 180 29571 181 

8503210461 IE Info Nollce B5 023, “Inadequate Surveillance A Post-Malnt A Post-Mod 
Sys Testing," Sve list end. 

JORDAN, EL Division of Emergency Preparedness A Engineering Response (Post 
830103). 05/03/22, Consolidated Edison Co, of New York, Inc. fOQpp 20658001. 
29850.107 

8603220444 IE Info Nollco 85 024, "Failures of Protective Coalings In Pipes A HXs" 
Sve list end 

JORDAN, E.L. Division of Emergency Proparodness A Engineering Response (Post 
830103) 85/03/26 Consolidated Edison Co ol New York, Inc fOBpp 20596*164- 
29596.363. 

8504020009 Forwards Insp Rept 50-218/65 07 on 650131-0206 A notice of violation 
MARTIN.TT Region 1. Office of Director B5/93/27. FIEOLER.P 0. General Public 
Utilities Corp. * GPU Service Corp. 2pp 29578*259-29578 267 

-8504020011 Notice of violation from insp on 850131 0206 
* Region 1, Office of Director. 65/03/27. 2pp. 29578.261-29570 262 

-8504020013 Insp Rept 50 219/85 07 on 8501 3 1*0206, Violations noted* failure to con 
duct contamination surveys ol package within 3 h of receipt A removable contemlna 
lion found In two locations Ihal exceeded regulatory limits on cask 
ROTH.J.. MARTIN, W.G., KEIMIG,R.R. Region 1, Office of Director 05/03/25. 6pp 
29678:263-29578 267, 

8604020288 Forwards Insp Rept 50-219/86-04 on 850128 0201 No violations noted. 
MARTfN.TT Region 1, Olfice of Director 85/03/27, FIEDLER, P.B General Public 
Utilities Corp • GPU Service Corp 2pp. 20501:142-20581 152 

-8504020270 Insp Rept 60 219/85 04 on 850120-0201 No violations noted Major 
areas inspected rad waste mgt A radiological controls prog ram .Including audits A 

MILLER, MT.. WEAOOCK.A.A., PASCIAK,W J Region 1, Office of Director. 05/03/14 
9pp 29581*144-29581.152 

8504020274 Forwards Insp Rept 50-219/65-03 on 850108,0ne open Item re whole 
body dose inside main security bldg noted 

KISTER.HB Region 1, Office of Director, 85/03/27. FIEOLER.P B General Public 
Ulilities Corp. • GPU Service Corp, 2pp, 29681.337*20581.342 
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-B504020276 Insp Repl 50 219/85-03 on 8501 OB One open ilQm noted rotinacceplabiy 
high integ/afeci whole body dosa of 62 rem for malio secunly bfdg.per NUREG 
0737,ltemJIB2 

KELLY^EM, BAUNACK,W Region 1, Office of Drreclor 85/03/00 4pp 29581 339 
29591 342 

0503280037 iE Info Notre© 85-025, “Consideralion of Thermal Conditions in Design & 
Installatfon of Supports for Dfcsel Goncrator Exhaust Sjlercers"' Sve list end 
JORDAN, EL Division of Emergency Preparednoas & Engineering Response (Post 
830103) 85/04/02 Consolidaiod Edison Co of New YorJ. Inc 107pp 29667 199 
2S667 305 

8503280045 IE Info Notice 85 028. '“Vacuum Relief Sys for BWfl Mark I & II Contain 
ments ” Sve fist ercl 

JORDAN. E L Division of Emorgency Preparedness A Engineering Response (Post 
830103) 85/04/02 Consoirdated Edison Co of New York, inc 92pp 20667 107 
29667 198 

8504010039 IE Info Notice 85 027, '■'Nolifications to NRC Operations Clf & Reporting 
Events en LERs '* Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response i|Posl 
S30103) 85/04/03 Consolidated Edison Co of Now Yodi, Inc 98pp 29690 255- 
29690 362 

6504050042 Suppf 1 (o IE Info Not^ice 05 003, "Separation of Primary Reactor Coolant 
Pump Shaft & ImpeNer’* Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/09 ConsolidalGd Edison Co of New York, Ire, lOIpp 29791025 
29791. 126 

8591050047 IE Info Notice 85 028. '‘Partial Loss of AC Power & Diesel Generator Dog 
radation " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Englneerrng Response (Post 
630103) 85/04/09 Consofirfated Edison Co. of New York. Inc 109pp 29790 278. 
29791 024 

65Q4160225 Forwards fnsp Rapt 50 219/85 06 on 850204 6303 & nolico of violation 
KfSTER.HB Redon I, Office of Oiroglor 85/04/09 FIEDLER, P.B General Public 
UlilitJOS Corp - GPU Service Corp 2pp 29814 168-23814 189 

• 8504160230 Notice ol viofatron from insp on 050204 0303 

* Region 1. Office of Director 05/04/09 Ip 29814 170-290I4'170 

-8504160236 Insp Repl 50-219/05 06 on 850204 0303,Viofallon noted failure to por- 
form valve lineup after core spray sys mod & to Mfy impPemenI feak reduction pro 
gram 

BATEMAN.WH, VVECHSELaERGER, BAUNACK,WH Region 1, Office oJ Dircclof 
85/04/04 19pp 26814 171*29814 189 

8504250472 Forwards Insp Rept 50 219/85 02, documenting 850108 mealing w/ulil in 
Forked River, NJ ro unacceptably high rnleg rated whole body dose of 62 rems pro did 
ed at mam socuri^bPdg 

DONOHEW.JN Operating Reactors Branch 5 86/04/11 Oporaling Roactors Branch 

5 2pp 29989 300 29909 307. 

6504090419 IE Pnfo Notree 85 029, “Use of Unqualified Sources In Well Logging Appli- 
cations " Sve list ©ref 

PARTLOW.JG DtvisJor) of Inspodion Programs (Post 850212) 85/64/12 Consolidat- 
ed Edison Co of New York, Inc 6fipp 29832 001-29032 023 

6604240059 Rev 1 to application for amond to License DPR-IC.con&isling of Tech Spec 
Chango Request lOO.doleting Table 3 51. revising Section 36 A 8 A bases & Section 
4 50 6 bases re snubber insp per Generic Ltr 64 13 Fee paid 
FIEDLER, PB General Public Ulilities Corp • GPU Service Corp 85/04/15 Office of 
Nuclear Reaclor Reguletien, Diredcr Opp 29969 069-29969 109. 

-8504240067 Preposad Rev 1 to tech Spec Change Request fOO.changfng Section 
3 5 AS re shock supprossors.Soclion 45Q ro Insp of snub bers.Soci Ion 610 2 re 
record retention of snubber sve life 8 delelirg Table 3 5 1 

* Gsrcral Public UlilitJos Corp - GPU Service Corp 85/04/15 12pp 29969 097 

29969 100 ^ 

8504230164 Forwards Safety Insp Repl 50-219/85 09 on 850228-0305 No vlolallons 
noted 

EBNETER.SO Region 1, Office ol Director 05/04/16. FlEDLER.PB Gonoral Public 
Utililios Corp - GPU Soivlea Corp 2pp 2B949 0B1 29949 090 

‘-8504230168 Insp Rept 50 210/05-08 on 850228 0305 No vlolallons noted Major 
areas inspected procuremenl/ecclpl.storage & handling program, Unresolved item 
noted re inadequate preventive mainl for direct lurnover items 
PRELL.J, EAPEN.PK Region 1. Office of Diraclor. 06/03/29. 8pp 29949 083- 
29949 090 

050'4 17024(1 IE Info Notice 85 030, "Microblologically Induced Corrosion Coniammont 
Sve Water Sys " Sve list end 

JORDAN.E L Division of Emergency Praparadnoss & Engineorlng ffasponsa (Post 
830103) 85/04/19 Consolidated Edison Co of Now York, fnc foopp 29966 268 
29966 363 

8504190055 IE Info Notice 85 032, "Recent Engine Failures of Emergency Diesel Gon 
oralors " Sve list end 

JORDAN.E L Division of Emorgoncy Preparedness & Engineering Response (Post 
830103) 05/04/22 Consolidaled Edison Co of Now York, Inc f09pp 29983 239- 
29908 347 

0504190060 IE Info Notice 85 033, "Undersized Nozzla-To Shell Welded Joints (n Tanks 

6 HXs Consirucled Under Rules of ASMS Boiler & Pleasure Vessel Code " Sve list 
end 

JORDAN.E t Division of Emergency Preparedness & Engineering Response (Post 
8301031 85/04/22 Co/isolidat^ Edison Co. of New York, Inc, fO0pp 29989’001- 
29989 107 

6504220347 IE Info Noijca 84 84, Rev 1, "Deficiencies in Ferro-Resonant Transformers " 
Sve Ijsl end, 

JORDAN.E L. Division of Emergency Proparedneas & Enginoermg Response (Post 
830103) 85/04/24. Consolidaled Edison Cp of New York, Inc llflpp 30027 067* 
30027:104. 


R. Forfodic operating reports & related correspondence 

0504110552 "1984 Annual Environ Operating Ropl " W/850327 Ur 
FIEDLEfl.PB General Public UtilitiOb Corp - GPU Service Carp 84/12/31 

MURLEV.TE Region 1. Office of Director 7pp 29780 342 29700 340 

8504160480 Monthly operalint} rept lor Feb 1985 W/850318 Itr 
BARAN.R, FIEDLER.Pe General Public UWilves Cerp - GPU Service Corp 85/02/ 
28 13pp 29914 351*29914 363 

8504250009 Forwards ”NPDES Discharge Monitoring Rept.Mar 1905" Corrected repl 
for Jan 1986 also end Feb 19S5 rept should be dtd 850300 

FJEDLER,PB General Public Utilities Corp GPU Service Corp 05/04/12 

GASTON, J New Jersey. Stale of 3pp 30020 205 30020 2l3 

* 8504250010 Corrected "NPDES Discharge Monitoring RyjlJan 1985" 

FIEDLEH.PB General Public UltUlios Corp - GPU Service Corp 85/01/31 Ip 
30020 200 30020 208 

*-8504250014 "NPDES Discharge Monitoring Rept.Mar 1905 " 

FIEDLER, PB. General Public Ulililies Corp - GPU Service Corp 05/03/31 5pp 
30020 2 09 30020 213 


S. Reporlable occirrvencoSr LERs & related correspondence 

8504080008 LER 85 006 00 on 850224, during startup, automalic scram occurred due to 
fow reactor water level Caused by operator error Dr^ell access procedure will bo re 
vpsed fo caulton operators on sonsibvily of fevel & pressure W/850327 llr 
LEITMAN.LW, FIEDLEH.PB General Public Utilities Corp - GPU Service Corp 85/ 
03/27 5pp 29667 290 29687 294 


U. Cong re salon a I/Ex ecutiva Corrospondenco 

6504260516 Responds to 050226 Itr ro shipmenl of spent nuclear rods from West 
Valloy.NY to Oyster Creek Nuclear Stalion Route will bo resurveyed to onsure against 
any serious safeguarding dangers over Route 1-207 

PALLADINO.N J Commissionors 65/04/04 KEAN.T H New Jersey, Slate of 2pp 
30021 355 30021 3 56 

**05O42S'O525 Expresses concern w/ shipment of spent nuclear fuel rods from West 
Valley, NY to Oyster Creek Nuefoar Station Requests NRC roinspocl already approved 
route, focusing on portion of 1-207 scheduled for const 

KEAN.T H New Jersey. Stato of 85/02/26 PALLADINO.N Commissioners 2pp 
30021 35 7 30021 350 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATfONi UNIT 1 


F. Security, medical, omergency & ffro protection plans 

8604620266 Requests confirmation of acceptability of full seal© emergency prepared- 
noss exercise rescheduled for 851 1 13 

MANGAN.CV Niagara Mohawk Power Corp 85/03/20 MURLEY.TE Region 1. 
OUice ol Oifeclor 1p 2Q581 136 23581 138 

8504026290 Forwards fnsp Rept 50-220/85 02 on 850102 0228 No violation noted 
COLLINS.SJ Region 1, Office of Dtrcclor 85/03/28 HOOTEN.BG Niagara Mohawk 
Power Corp 2pp 20501 261 29681 272 

-8504020293 fnsp Rept 60 220/85 02 on 850102 0220 No violation noted Major areas 
inspected licensee action on previous insp findings, operational safety 

verihcalion, physical security & safoly sys verification 

HUDSON.SD, UNVILLE.JC Region 1, Office of Director 85/03/27 lOpp 
29501 263 29591 272 

6504170016 Forwards Amend 71 to License DPR 63 & safely evaluation Amend re 
vises Tech Specs lo add Ijmitfng conditions for oporalion.survelllance requirements & 
bases for romoto shutdown panels 

HERMANN.RA Oporaling Reactors Branch 2 85/04/01 HOOTEN.BG Niagara 
Mohnwk Power Corp 2pp. 2O9O4'20t-29OO4 303 

-8504170816 Amend 71 lo LIcons© DPB-63, revising Tech Specs to add limiting condl 
tlons for oporalion.survelllance requirements & bases for romolo shutdown panels 
VASSALLO.OB OperaUng Reactors Branch 2 05/04/01 9pp 29904-293 29904 301 

*-8504170020 Safety evafuafion supporting Amend 71 lo License DPR-SS 

* Office of Nuefear Reactor Regulation, Director. 85/04/01 2pp 29904 302- 
29904 303 

8504080492 Foiwards Insp Rept 50-220/85 Ol on 050121-25 & nolico of deviation 
EBNETER.SD flogJon 1, Office of Director. 85/04/02 HOOTEN.BG Niagara 
Mohawk Power Corp Spp 20669 021-298Q9 041 

**8504060495 Nolic© Of deviation from insp on Q5D1 21-25 

* Region 1, Office of Director 85/04/02 1p 29689 029-20689 023 

*8504080500 fnsp Rept 60-220/85 01 on 050121-25 Deviation noted dies©) fire pump 
nol separated from elecUic fire pump 

PULLANI.S, KnASOPOULOS,A. ANDERSON.CJ Region 1. Office of Diroclor 85/ 
03/04 fBpp 29680 024-29609 041. 

8504190445 Accepts plan to conduct full-scale emergency preparedness exercise on 
851 1 13.per end 650207 & 0320 Itrs 

MARTIftT^T Region 1, Office of Director 85/04/16 MANGAN.CV Niagara Mohawk 
Poviror Corp Ip 29918 160 29910-171. 

-6504100446 Requests scheduling of full-scale emergency preparedness exercise for 
8S1120Dale agreed upon by Slate of NY.Counly of Oswego, FEMA.util & staff 
rtiembe{s.Formal confirmation that exercise date acceptable requested 
MANGAN.CV Niagara Mohawk Power Corp 85/02/07 MURLEYJE Region 1, 
Office of Director 1p. 29918 170 20918 171 



DOCKETED ITEMS 25 


J Insurance & Indemnity Information 


Q. Inspection reports, IE Bulletins & correspondence 


8504150243 Forv/ards Endorsomenl 92 to NEIIA Policy NF 161 
STERN.D Marsh & McLennan, Inc 86/04/05 SALTZMAN.J D Assistant Director for 
Slate & Licensee Relations 2pp 200D0 054 29800 0B5 


P Operating license stage documents & correspondence 

8504120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re 
source Mgl Forwards listed documents Documents also available in PDR 
FELTON, J M Division of Rules and Records 64/06/06 KILLEFER.C Shaw. Pittman, 
Potts & Trowbridge 2pp 30300 003 30303 129 

8504030322 Advises that 641213 & 650205 requests for extension of deadline for final 
environ qualification of oicctrical equipment acceptable Implementation date extended 
until 851130 

DENTON, H R Office of Nuclear Reactor Regulation, Director 05/03/15 

HOOTEN.Q G Niagara Mohawk Power Corp 4pp 29606 183-29606 186 

8504020413 Advises that NRG resources not sufficient to support facility participation in 
pilot Integrated safety assessment program Util will be Informed if budgetary priorities 
change 

DENTON, H R Office of Nuclear Reactor Regulation, Director 85/03/25 

HOOTEN.B G Niagara Mohawk Power Corp 3pp 29586 250-295B6 252 

8604110236 Forwards corrected Amends 66 & 70 to License DPR 63, revising Tech 
Spec Figure 6 2-1 re mgt organization chart & instruction page & Page 4C of Tech 
Specs re reactor coolant leakage limits, respectively 

HER M ANN, R A Operating Reactors Branch 2 85/03/27 HOOTEN.B G Niagara 
Mohawk Power Corp 2pp 29790 001*29790 095 

*■8504110243 Corrected Amend 68 to License OPR-63, revising Tech Spec Figure 6 2-1 
re mgt organization chart 

‘ NRG - No Detailed Affiliation Given 05/03/27 Ip 29790 093 29790 093 

••8504110250 Corroded Amend 70 to License DPR 63, re issuing Instruction page & 
Page 40 of Tech Spec re reaclor coolant leakage limits 
' NRG - No Detailed Aflillation Given 05/03/2/ 2pp 29790 094 29790 095 

8504160631 Forwards Amend 72 to License DPR 63 & safety evaluation Amend 
changes Tech Spec limiting conditions for operation & surveillance requirements for 
omerooncy cooling sys & accident monitoring instrumentation 
HERMANN, R A Operating Reactors Branch 2 65/04/01 HOOTEN.B G Niagara 
Mohawk Power Corp 2pp 29836 012 29036 029 

■ 8504160634 Amend 72 to Llcenso DPR 63, changing Tech Spec limiting conditions for 
operation, surveillance requirements & supporting bases for emergency cooling sys & 
accident monitoring instrumentation 

VASSALLO.DB Operating Reactors Branch 2 85/04/01 12pp 29836 014- 
29638 025 


8504180327 Lists actions &/or documentation necessary to close out IE Bulletin 81-01, 
"SunreillancG of Mechanical Snubbers," for fisted facilitiQb prior to finalizing clnseout 
r^t 

JORDAN, E L Division of Emergency Pfoparedness & Engineering Response (Post 
030103) 85/02/11 STAROSTECKI.R Region t, Of tice of Director DENISE.R P , 
KIRSCH.DF Region 4. Office of Director 4pp 29914 165-20914 16B 

8503190669 IE Info Notice 85 022, "Limilorquo Motor Operated Valves Resulting From 
Incorrect Instafiation ol Pinion Gear " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Erigineering Response (Post 
830103) 65/03/21 Consolidaled Edison Co of New York. Inc lOGpp 29597 001- 
29597 005 


8503210461 IE Into Notice 85 023, "Inadequate Surveiltanco & Post Maint & Post Mod 
Sys Testing " Sve list end 

JORDAN. El Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/22 Consolidated Edison Co of Now York, Inc 108pp 29656 001- 
29656107 

8603220444 IE tnfo Notice 85 024, "Failures of Protective Coalings in Pipes & HXb" 
Sve list end 

JORDAN, E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/03/26 Consofidated Edison Co of Now York, Inc tOBpp 29596154 
29596 363 

6S04O2O2Q0 Forwards Insp Ropt 50 220/65 02 on 850102 0228 No violation noted 
COLLINS, SJ Region 1, Office of Director 85/03/28 HOOTEN.B G Niagara Mohawk 
Power Corp 2pp 29581 281-29561 272 

-8504020203 Insp Ropt 50-220/85 02 or» 050102 0228 No violation noted Ma^or areas 
Inspected licensee action on previous Insp findings, operational safely 
verification, physical security & safety sys vonficatrcn 

HUDSON.SD, LINVILLE.JC Region 1, Office of Diroctor 05/03/27 10pp 
29501 263-29561 272 

8603200037 IE Info Notice 85 025, "Consideration of Thermal Conditions in Design S 
Installation of Supports for Diesel Generator Exhaust Silencers " Sve list end 
JORDAN.EL Division of Emergency Preparednoss & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of Now York, Inc 107pp 29667 109 
29667 305 

8603280045 IE Info Notice 65 026. "Vacuum Relief Sys for BWR Mark I & II Contain 
ments ’’ Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/02 Consolidated Edison Co of New York. Inc 92pp 29667' 107 
29667 198 


-0504160635 Safety evaluation supporting Amend 72 to Liconbe DPR-63 

• Office of Nuctear Reactor Regulation, Director 85/04/01 4pp 20836 026- 
29836 029 

0604170016 Forwards Amend 71 to Licenso DPR 63 & safety evaluation Amend re- 
vises Tech Specs to add limiting conditions for operalion.surveillance requirements & 
bases for remote shutdown panels 

HERMANN,R A Operfllmg Reactors Branch 2 85/04/01 HOOTEN.B Q Niagara 
Mohawk Power Corp 2pp 29004 291 29904 303 

••8504170018 Amend 71 to Licenso OPn-63, revising Tech Specs to add limiting condl- 
llgns for operation, survolllanco roquiremonls & basos for remote shutdown panels 
VASSALLO.D B Operating Reactors Branch 2 85/04/01 9pp. 29904 293-29904 301 

-6504170020 Safely evaluation supporting Amend 71 to License DPR-63 

* Office of Nuclear Roaclor Regulalion, Director 85/04/01 2pp 29904 302- 
29904 303 

8604180633 Requests fee (or 050328 appJicalion for review & approval of process con- 
trol program 

DIGGS, R M Licenso Fee Managemonl Branch 05/04/12 LEMPQES.TE Niagara 
Mohawk Power Corp Ip 29920 256-29920 256 

8504120206 Generic Ltr 65 06 to all PWR licensees & all applicants for OLs re QA guid 
anco (or ATWS equipment not safely related Sve list end 

THOMPSON, H L Division of Licensing 85/04/16 Consofidated Edison Co of New 
York, fnc 22pp 29947 288 20947 309 

8S04240325 Forwards application fee requested in NRG 850412 fir for review & approv- 
al of process control program submittal did 850326 

MANGAN.CV Niagara Mohawk Power Corp. 85/04/18. DIGGS, R M, License Foe 
Management Branch Ip 29967.195-20967 195 

8504200048 Application for amend to Licenso DPR 63, revising Tech Spec bases for 
Seclions 3 4 1 & 4 4 1 re reactor bldg leakage rale 

LEMPGES.T E Niagara Mohawk Power Corp. 85/04/22 VASSALLO.D B Operating 
Reactors Branch 2 2pp 30025 099 30025 101 


8504080492 Forwards Insp Rept 50 220/05 01 on 850121-25 & notice of dovialion 
EBNETER.SD Region 1. Office of Director 05/04/0? HOOTEN.B G Niagara 
Mohawk Power Corp 2pp 29689 021 29609 041 

-6504060495 Notice of deviation from insp on 650121-25 
* Region 1, Office of Diroclor 85/04/02 tp 29669 023-29669 023 

-0504000500 Insp Ropt 60 220/05 01 on 850121 25 Deviation noted diesel fire pump 
not soparated from electric firo pump 

PULLANI.S,, KRASOPOULOS.A, ANDERSON, CJ Region 1, Oltica of Director 05/ 
03/04 18pp 29669 024 29689 041 

8604010039 IE Info Notice 85 027, "Notifications to NRC Operations Clr A Roportlng 
Events In LERs " Sve list end 

JORDAN.EL Division of Emergency Preparednoss & Engineering Response (Post 
030103) 65/04/03 Consolidated Edison Co of Now York, Inc 9Bpp 29690 255 
20660 362 

8504050042 SuppI 1 to IE Info Notice 85 003, "Separation of Primary Reactor Coolant 
Pump Shaft & Impeller " Sve list end. 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc lOIpp 29791 025- 
29791,126 

8504050047 IE Info Notice 85 028, "Partial Loss of AG Power & Dlosol Generator Oog- 
radalion ' Sve list end 

JORDA^^EL Division of Emergency Proparodnoss & Enginooring Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc lOOpp 20790 278- 
29791 024. 

8604090419 IE Info Nollce 65 029, "Uso of Unqualified Sources in Well Logging Appli 
cations " Sve list end 

PAflTLOW,JG Division of Inspection Programs (Post 850212) 65/04/12 Consolidat- 
ed Edison Co ol Now York, Inc 66pp 29832 001-29832 023 


-8504260050 Proposed Tech Spec bases for Sections 3 4 1 & 4 4 1 re reaclor bldg 
leakage rates 

* Niagara Mohawk Power Corp 85/04/22 Ip, 30025,1 01 -30025'1 01 

8504300078 Forwards application for amend to License DPR 63, revising Tech Specs 
3 611 & 4,6 11 to add suppression pool monitoring to accident instrumentation & to 
delete Tech Specs re drywoll to suppression chamber pressure Fee paid, 

LEMPGES.T E Niagara Mohawk Power Corp 85/04/26. VASSALLO.D B Operating 
Reactors Branch 2 2pp 30058 213 30068 232 


-8504900002 Application for amend to License DPR 63, revising Tech Specs 3 6 1 1 & 
4 611 to add supprossion pool monitoring to accident monitoring instrumentation & to 
delete Tech Specs re drywdl to suopressTon chamber pressure 
LEMPGES.T E Niagara Mohawk Power Corp 05/04/26 2pp, 30058*216-30058 216 


•8504900086 Proposed Tech Specs 3,6,11 & 4 6.11, adding suppression pool monitor- 
ing to accident monitoring instrumentation & deleting Tech Specs 
3 3 2,3 3.8,3 6.2,4 3 2.4 9 8 & 4 6,2 re operation w/drywell 
* Niagara Mohawk Power Corp 85/04/26 16pp 30058 2 17-30058 232 


8604170240 IE Info Notice 85 030, "Microbiologically Induced Corrosion Conlolnmonl 
Sve Water Sys " Sve list end 

JORDAN,E,L Division of Emergency Preparedness & Enginooring Response (Post 
830103) 86/04/19 Consolidated Edison Co of New York, Inc 109 pp 29966’258- 
29966 363 

8504190055 IE Info Notice 85 032, "Recent Engino Failures of Emergency Dlosol Qen 
orators *' Sve list end 

JORDAN.EL Division of Emergency Preparedness S Enginoering Response (Post 
830103), 85/04/22 Consolidated Edison Co of New York, Inc 109pp 20908.239- 
29988 347. 

8604190950 IE Info Notice 85 033, "Undorsized Nozzle To Shell Wefdod Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code " Sve list 
end 

JORDAN, E.L, Division of Emergency Preparedness & Engineerinn Response (Post 
830103), 85/04/22 Consolidated Edison Co of New York, Inc 1^0 8 pp 29909.001- 
29980*107 



26 DOCKETED fTEMS 


8504280026 Forwards Exam Rapt 50 220/85 08 on 850311-15 NHC will continue to 
iTionilor requairfjcalion pi’ogram 

COLLINS, SJ flegjon 1, Office of Director 65/04/22 HOOTEN.BG Nfaga/a Mohawk 
Power Corp 2pp 30024 324-30025x068 

-8504260035 Exam flepl 50 220/65 03 on 8603! 1-15 Exam resullsSS reactor opera 
tors & 32 senior reactor operators passed exam & 4 reactor operators 8 1 senior re- 
actor operator (ailed 

BERRY.JA, KELt.ER,flM. KIST5R.HB Region 1. Office of Dj/eotor, 85/04/10, 
103pp 30024 326-30025 06S 

0504220347 IE Info Notice 64 B4»Rev 1, ‘"Doficrencies In Ferro-Rosonaot Transformers" 
Svc list encf 

JORDAN.E I Diviston of Emergency Preparedness 6 Ermneermg Response (Post 
830103) 85/04/24 Consolidated Edison Co of New York. Inc flBpp 30027.067* 
30027 184 


8504050088 Advisos that 650318 Rev 17 to security plan consisloni w/ pio^isioai c4 
IDCFRSO 54 (p) A acceptable 

AXELSON.WL Region 3, Office of Director 05/04/03 FARRAR, DL 
Edison Co 2pp 29699 297-296^8 290 

6504166303 Forwards Ir^sp Ropts 50 010/05 06,50 237/05-13 & 50-240/85 12 cn 
Q50926’28 Ne noncomp fiance noted 

PAPERIELLO.CJ Region 3. Office of Director 05/04/12 REEO.C Coninionwri-. 
EdisonCo 2pp 29057.009-29057 017 

-8504160389 Insp Repts 50 010/85-06,50-237/85-13 & 50-249/85 12 on 
20 No violations or deviations noted Major area inspected emergency prcpaicdikM 
program.Fncfuding changes to program training & dose calculation & assossmcnt 
BROWN.G Region 3, CJffjce of Director 85/04/12 7pp 29857 011 2085/017 


P. Operating ficonso stage documents & correspondence 


S. Reporlabfe occurrences, LERs & related corrsspondence 

6504150458 LER 85 003 00 on 650304/0 actor scram In itfated Caused by tochnfdarts 

a lo rectify error condition in transmitter during monthly survoilfanc© Procedure re 
to caution lechnicans on effects of errors VV7050403 Ilf 
HANDALL,R. LEMPGES,TE Niagara Mohawk Power Corp 05/04/04 3pp 

29811.003 29811005 

8504160082 LER 85-004-00 on 860304,dufing shutdovvn,iurb)ne trip afgpal lod to HPCI 
initiation Caused by high reactor waler level Level oonlrol aclj us lea Wafer favol re 
turned to no/mol w/65u403 ftr 

RANDALL.R, LEWPGES.T.E Niagara Mohawk Power Corp 85/04/04 3pp 

2981D 170 29018172 


V. Operator Examinations 

0504260026 Forwards Exam Rept 60-220/65-03 on 050311 tSNRC wiJI continue to 
monitor requalilicatJon program * ... . 

COLLINS, S J Region t, Office of Director 85/04/22 HOOTEN.B.G. Niagara Mohawk 
Power Corp 2pp 30024.324-30025 060 

-8604260035 Exam Rapt 60-220/85 03 on 650311 16 Exam results 35 roactor opera 
tors & 32 senior reactor operators passed exam S 4 reactor operators & 1 senior re 
actor operator failed 

BERRY,JA. KELLER,HM. KISTER.Ha Region 1, Ollico of Director 86/04/10 
103pp 30024 326 30025066 


DOCKET 50*223 UNiV. OF LOWELL RESEAflCH REACTOR 


P. Operating license stage documents & correspondence 

0684040047 Forwards notice of consideration of application for amend fonowing Li 
censo R-125 for period of 30 yrs 

TH0MAS,0O Standardization A Special Frojecis Branch 35/03/22 Lowofl, Univ of, 
Lowell, MA 3pp 29619 177-28619103 

-860 40 40050 Notice of conaideration of application for ronawal of Llcenso FI-126 
THOMAS, CO Standardization & Special Prcje-cts Branch 85/03/22 4pp. 20619160- 
29619 183 

8504240568 Forwards questions & comments lo bo addressed during 660400 visit to 
facility re application for renewal of Llconsa R* 125 Responses flood not bo formally 
submit tad 

THOMAS, CO Standardization A Special Projocls Branch 85/04/16 BEGHIAN.L 
Lowoll. Untv of, Lowell, MA 7pp 29a7S 299-29970 305 


DOCKET 50-225 RPi CRITfCAL EXPERIMENT 


R. Periodic opera ling reports & related correspondence 

8504100040 "Annual Rept of Tests A CxpeflmGnls,8203CH 630301/’ 

WICKS,F., HARRIS, DR Rensselaer Pciylochnlc Institulo, Troy, NY, 85/03/01. 2pp 
29915 346 29915 347 

6504190500 Annual operalirsg rept, 84 030 1-850301 
WICKS.F, HARRIS.O.R. PoMochric fnslilute of Now York, BrooWyo, NV 06/03/01. 
Region 1, Office of Director. 3pp 29923353-29923 355 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATfON, UNIT 2 


F. Security, medical, emergency A fire protecllcn plane 

6504010162 Forwards Safoguarda Insp Ropis 60 010/85 03, 50'S3 7/65-07 & 50-240/ 
85 06 on 650219 22 A 25-26 A noifco of vloiallon Notice of violation wUhheld (rof 
10CFR73211 

AXELSON,W.L. Region 3. Office of Oiiocter 85/03/26 REEO,C. Commofiwearth 
Edison Co 2pp 29569 204-26669 207 

”8604010164 Safeguards Insp Repts 60-010/85 03,60237/05 07 A 60-240/05-06 on 
850219 22 & 26-20 Noncompliance nolad failure to Impfemont adoqualo ccmponsaio- 
ry measures A screening program, Details withhold (ref 10CFR73 21) 

CHRISTOFFER,G Region 3, Office o! Director 05/03/20 2pp, 20500206-29569,207 

6504260072 Forwards public version of generating siationa emergoncy pPan lelophono 
drreclory 

LICARI.K, Commonwaalih Gdjson Co. 05/03/31 Record Services Branch I Document 
Conirol Desk). Ip 30037 ■208*30037*263 

”8504260083 Public version of generating stations emergency plan lofophono 
d(rQclory.yv/05O419 refeasa memo. 

* Commonwoallti Edison Co 05/02/1 1 67pp. 30037:209 30037^203 


0504010103 Ack receipt of 850313 Rev 33 to OA Topical Rept CE 1 A Review wiil r^ 
quire more than 60 days 

SPESSARD.RL Region 3, Office of Director 85/03/26 REEO.C Corrmoffwea'L^ 
Edison Co 2pp 29569069 29569 070 

8584180302 Forwards roactor vessel mail surveillance program for fislod facril.cs iu 
review.por App H lo 10CFR50 AddI info re negative A positive shift in RTNDT A 
jected peak neutron ffuence provided 

RYBAK, 0 Commonwaalih Edison Co 85/04/02 Office of Nuclear Hoador Reau 
lion. Director 2pp 26853 042 29853 224 ^ 

**8504180311 “Dresden Nuclear Power Station Unit 3 Reactor Vessel Irradiation Survtf 
fanco Program Analysis of Capsule 18,” (inal rapt 

LINDHOLm.US, N0RRIS,E a southwest Research Institute SWRI 7404 003/1 ^ 4 ii 
02/29 Slpp 29853044 29853 104 

*-6504160318 "Ouad Cities Nuclear Power Station Unit 1 Reactor Vessel Irradiation 
veil lance Program Analysis of Capsuie B,” final rept 

LiNOHOLM.US, NORRIS, E 0 Southwest Research Instituto SWni7057 64^06/31 
60pp 29853,105 29053 164 

-*0504100324 '’Quad Cities Nuclear Power Station Unit 2 Reactor VossgI irradiation Svr 
veflla nee Program Analysis of Capsuie 10,” final rept 

L INDHOIM, US, NO RRfS.E B Southwest Flosearch Institute SWRI 7404 002/1 UJ 
03/31 60pp 29853:165-20853 224 

0504230514 Notification of contract axocutlon.Mod 2, to “Dresden A Porry Simula ktf 
Leasing” Contractor GE Nuclear Power Sys Div 

PAGE,M Toclifiical Assistance Contracts Branch FIN B 0713 85/04/08 COP1LEY0 
Oifoclor’8 Office, Office of Inspection and Enforcement HAVENS, OH NRC • No 0«- 
tailed Affiliallon Given Ip 29972 322-28972 324 

-8504230532 Mod 2,fOviaing scheduled CYfl4 leasing & funding.to “Droscicn & Pt'iy 
Simulator Leasing ” 

JONES, J General Electric Co THOMPSON, R L Division of Conlmcls FIN 08713 
85/04/00, 2pp 29972 323 20972 324 

8504240435 Summary of B 50304 meeting w/ulil A BNWL re review of rcgulalory re- 
quiremonls (NUREG-OflaB.lssuo 3),por NRG 850117 Hr 
GEVAN.RB, Operating Reactors Branch 2 65/04/09 Operating Roaclors 
4pp 29006 124 29900 127. 

8504230189 Forwards rovisod pages to Rev 34 lo CE 1-A *’QA Program for Nuct^v 
Genfirallng Stations ” Rovs rofloct roorganizallon changes 
ALEXANDER, Q I Commonwealth Edison Co 85/04/10 KEPPLER.JG Region J 
Office of Dfroclor Spp 2994G 308-29940 030 

-8604230207 Revised pages lo Rev 34 to ”QA Program for Nuclear Genoiating Sb 
lions ” 

* Commonwealth Edison Co B5/04/10 79pp 29940 313 29949 030 

8504120205 Generic Ltr 05-06 lo atl PWR licensees A all applicants for OLa reOAgud- 
anco for ATWS equipment not safoty-rolaled Sve list end 
THOMPSON.HL Division of Licensing 86/04/16 Consoficfatod Edison Co ol 
Yo/k, Inc 22pp 29947.288-29947*309 

8604170414 Nolilicatiofi of 850417 mealing w/util In Belhosda.MD to discuss proposed 
placemonl of liquid Hz lank on plant site 

GILBERT.RA, Opera ling Reactors Branch 5 05/04/16 ZWOLtNSKWA Opwatrvj 
Reactors Branch 6 3pp 29820 048 29628 050 

QS04300346 Sufnmaty of 650321 mooling w/utll,Alr Products & Chemicdt, fre, A S(«arrii 
Catalytic Corp re placemonl of liquid slorago tank at plant site for use in hydro^sn 
water cliomistry program ^ ^ , 

GILBERT, R A Operating Reactors Branch 5 05/04/24 Operating Reactors P ran- h 5 
21pp 30002 325 30062 345 

0504300473 informs of review of 831105 response to Generic Ltr 83-20 re required ft£ 
lions based on generic Implications of Salem ATWS events Responses to Item 11 rs 
pQsi-lfIn review does not fully meat guldellnss for item 

2WOLINSKI,JA Operating Reactors Branch 5 85/04/24 FARRAR.D L CoriUTWV 
woallll Edison Co. 5pp 30063 253-30063 257 


O, Inspection rcporls, IE Oullellhs & correspondence 


8504160327 tials actions &/or docujiiGnlalion necessary to close out IE Bulioltn 81 01, 
"Survoiliance of Mechanical Snubbers,” for listed facilities prior lo finalizing closocvi 

JcfnDAN.E L Division of Emergency Preparedness & Engineering Response [Post 
030103), 05/02/11. STAnOSTircKLR Region 1, Office of Director 4pp 29914155- 
29914.160 


0603 160659 IE fnfo Nollco 85-022, ”Lim [torque Motor- Operated Valves Resuluag 
fncorrecl Inatoliatlon of Pinion Gear ” Sve iist oncl 
JORDAN.E L Division of Emargoncy Preparedness & Ennmooring 
630103) 85/03/21 Consolidatod Edison Co of New York, Inc, lOflpp 29597 uui 
29507006. 


DOCKETED ITEMS 27 


8503210401 IE Info Nolico 85 023, "Inadequalo Surveillance & Post Mamt & Post Mod 
Sys Tesling " Svc list onci 

JORDAN. EL Division of Emergency Preparedness & Engineering Response {Post 
030103) 85/03/22 Consoltdalfid Edison Co of Now YorK, Inc lOBpp 29656 001 
29G56 107 

8503220444 IE Info Notice 85*024, "Failures of Protective Coatings in Pipes & HXs " 
Svc list enci 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/26 Consolidated Edison Co of New YorR, Inc lOBpp 29596 154- 
29596 363 

8504010182 Forwards Safeguards Insp Repis 50 010/85 03.50*237/05 07 & 50 249/ 
85 06 on 050219*22 & 25*26 & notice of violation Notice of violation withheld (ref 
tOCFR73 21) 

AXELSON.W L Region 3, Office of Director 85/03/26 REED.C Commonwealth 
Edison Co 2pp 29569 204 29569 207 

* 8504010164 Safeguards insp Repts 50 010/85 03,50 237/65 07 & 50*249/85 06 on 
050219 22 & 25-26 Noncompliance noted failure to implement adequate compensalo 
ry measures & screening program Details withheld (ref 10CFn73 2f) 

CHRISTOFFER.G , MADEDA.T J , CREED, J R Region 3, Office of Director 05/03/26 
2pp 29569 206 20569 207 

8604020313 Forwards fnsp Repts 50 010/85 02,50 237/85*05 & 50 249/85 04 on 
650219*28 & notice of violation 

PAPERIELLO.C J Region 3. Office of Director 85/03/27 REED.C Commonwoallh 
Edison Co 2pp 28577 330*29577 366 

••8504020315 Notice of violation from Insp on 850219-20 
PAPERIELLO.CJ Region 3. Office of Director 05/03/27 Ip 29577 340-29577 340 

-8604020320 fnsp Repts 60 010/05 02.60-237/85 05 & 60-249/85 04 on 850210. 
28 Violation noted radfoactive mall transferred to unauthorized recipient 
PAUL.R A , MILLER, D E , QREQER.L R Region 3, Office of Director 85/03/27 lepp 
29577 341-29577 356 

8503280037 IE Info Notice 85 025, "Consideration of Thermal Condilions in Design & 
Installation of Supports for Diesel Generator Exhaust Silencers ” Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/02 Consolidated Edison Co of Now York, fnc f07pp 29667 199 
29667'305 

8503280045 IE Info Notice 85 026, "Vacuum Relief Sys for GWR Mark I & II Contain 
ments " Svc list encI 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/02 Consolidated Edison Co of Now York, Inc 92pp 29667 107* 
29667 198 

8504010039 IE Info Notice 85 027, "Notifications to NRC Operations Ctr & Reporting 
Events in LERs " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/03 Consolidated Edison Co of New York, Inc 98pp 29690 255- 
29690 362 

8504230029 Forwards Mgt Meeting Repts 50 010/05*05,60 237/85 12, 50 249/85* 
11,60 254/85 08,50 265^6-09,60 295/85 14, 50 304/85-14,50 373/85 10,50 374/85- 
10 6 50 454/85 13 on 850307 No noncompliance noted 

NORELIUS.CE Region 3, Office of Director. 85/04/03 REED.C Commonwealth 
Edison Co 2pp 29966 063-29966 060 

-8504230040 Mgl Meeting Repts 50 010/85 05,60-237/85 12,50*240/85 11. 50 254/ 
85 08,50-265/85 09,50 295/85-14,50 304/85 14. 50-373/85-10,60-374/85*10 & 50 
454/8513on 850307 No noncompliance noted 

lANDSMAN.R.B., CHRISSOTIMOS.N Region 3, Office of Director 85/04/03 4pp 
29966 065-29966 068 

S504050042 Supp) 1 to IE Info Notice 65 003, "Separation of Primary Reactor Coolant 
Pump Shaft & Impeller ” Svc list end 

JORDAN.E L Division Of Emergency Preparedness & Enninoermg Response (Post 
830103) 86/04/09 Consolidated Edison Co of New York, fnc foipp 29791 026 
29791 126 

8504050047 IE Info Notice 85 028, "Partial Loss of AC Power 8 DIeset Generator Deg 
radation " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineoimg Response (Post 
030103) 85/04/09 Consolidated Edison Co. of Now York, fnc 109pp 29790 278 
29791'024. 

8504090410 IE Info Notice 05 029, "Use of Unqualified Sources in Well Logging Appli 
cations" Svc list end 

PARTLOW.JG Division Of Inspection Programs (Post 050212) 85/04/12 Consolidat- 
ed Edison Co of New Yor)<. Inc 66pp 29032 001*29832 023 

8504100383 Forwards Insp Repts 60 010/85 06,50*237/05*13 & 50 249/85*12 on 
850325-20 No noncompliance noted 

PAPERIELLO.C.J. Region 3, Office of Director 85/04/12 REED.C, Commonwealth 
Edison Co 2pp 29857’009-29057 017 

-8504180389 Insp Repts 60 010/05 06.60 237/05-13 & 50 249/85 12 on 850326- 
20 No violations or oevlalions noted Major area inspected emergency preparedness 
program.induding changes to program training & dose calculation & assessment 
BROWN, G . PLOSKI.T., PHILLIPS.M, Region 3, Office of Director 66/04/12 7pp. 
29057 011*29857 017 

8S04290019 Responds to NRC 050319 jtf re violations noted In Jn^ Repts 59 237/85* 
06 & 60*249/85 05, Corrective actions, rev to Procedure DOS 040-7 governing inacces 
sible valves will ensure conformance to ASME Code Section XI 
FARRAR, DL Commonwealth Edison Co 05/04/16 KEPPLER.JG Region 3, Office 
of Director 4pp, 30045:166 30045 169 

8504170240 IE Info Notice 85*030, "Mlcroblologlcally Induced Corrosion Containment 
Svc Water Sys " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/04/19 Consolidated Edison Co of New York, fnc 109pp 29966.250 
29966 363. 


8504190055 IE info Notice 05 032 "Recent Engine Failures of Emergoncy Diesel Gen- 
erators ” Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York. Inc fOQpp 29988 239- 
29988 347 

8504190060 IE ir^fo Notice 05 033. "Undersized Nozzle To Shell Welded Joints ro Tanks 
& HXs Constructed Under Rules of ASME Eoilor & Pressure Vessel Code ' ' Svc list 
end 

JORDAN.E L Division of Emergency Preparedness & Enginoermg Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc lODpp 29989 001- 
29909 t07 

8504220347 IE Info Notice 04 84, Rev 1, "DeficionciGS in Ferro-Resonant Transformers " 
Svc list end 

JORDAN.E L Division of Emergency Pr-eparodnoss & Engineering Resp-onse (Post 
830103) 85/04/24 Consolidated Edison Co of New York, fnc IIOpp 30027 067- 
30027 184 

8604290394 Fonwards Exam Repi 50 237/OL 86*01 of exam adminislorod on 850128- 
30 

REYES.LA Region 3, Office of Director 85/04/24 REED.C Com monweal I h Edison 
Co 2pp 30050 203 30050 244 

-8504290432 Exam Repl 50 237/OL.85 01 administered on 850128-30 Exam 
results four reactor operator candidates passed & two failed written exam 
MCMILLEN.J I . PLETTNER.E , LANG.T, Region 3, Office of Director 85/04/23 3app 
30050 205 30050 244 


R. Pertmdlc operating reports & related correspondence 

8604110613 Forwards "Radwaslo & Environ Monitoring Annual R opt, 1984 " 

SCOTT.DJ Commonweallh Edison Co 85/03/05 KEPPLER.JG Region 3. Offico of 
Director Ip 20776 262*29779 003 

-8504110617 "Radwaste & Environ Monitoring Annual Rept.1984 " 

♦ Tele dyne Isotopes 04/12/31 lOOpp 29778 263 29779 003 

8504180230 Monthly operating repts for War 1985 W/050401 Itr 
SCHROEDER.B A , SCOTT.DJ Commonwealth Edison Co 85/03/31 17pp 
29913 339-29913 355 


S, Reportable occurrences, LERs & related correBpondenca 

8504160530 Discusses Bonney Forge Pari 21 ropt ro lack of chemical ovorchcck re 
qufremenl of certain malls shipped from Carlinville plant Option 2 of NRC 840316 Hr 
will be used 

DEMPSEY, MT Barr Co 84/05/16 JORDAN.E L Division of Emergency Prepared 
ness & Engineering Response (Post 830103) 9pp 2981 1 053-2901 1 062 

8504030472 Forwards AEOD/E501, "Motor Operated Valve Failures Duo to Hammerm^^ 
Problom," enninoerinn evaluation. roplRov to IE Info Notice 82-19, "Following Up 
Symptomatic Repairs To Assure Ressolulion of Probfom," appropriate 
HELTEMES.CJ Director's Offico 85/01/16 OEYOUNG.RC Director’s OffLca, Offico 
of Inspection and Enforcement 1 p 29625 295-29625 338 

-8504030478 Forwards AEOD/E501, "Motor-C^oraled Valve Failures Duo to Hammer 
ing Problem," onginoerlng evaluation ropt Rept details analysis of control circuit 
design Rev to IE Info Notice 82-10 appropriate 

CHIRAMAL.M Reactor Operations Analysis Branch 05/01/17 SEYFRIT.KV Reactor 
Operations Analysis Branch Ip 29626 296-29026 296 

-8504030479 "Motor-Operated Valve Failures Due la Hammering Problom," onglnoer- 
ing evaluation repl 

♦ Director’s Office 05/01/17 42pp 29625 297*29625 330 

0504080012 LER 84 024*02 on 841207, while mafnt porsonne! exited reactor bldg 
through interlock doors.turhine btdg door opened before reactor bldg door fully 
closed Cause unknown Both doors properly functioned after event W/a50319 Itr 
TURNOUEST.L, SCOTT.DJ Commonwealth Edison Co 85/03/12 3pp 29687 283- 
29687 285 

0504020436 LER 85*009 00 on 850 2 21, standby liquid control pump taken out of avc 
required operability test for redundant pump 2D not performed until 850223 Causod by 
inadv-artont dept oversight Evont discussed w/shifl personnel W/aS0319 llr 
WOJTULEWtCZ.T., SCOTT.DJ Gommonwoanh Edison Co 85/03/19 3pp 
29504 J 28-29584 130 

6504020431 LER 85 006 00 on 850222.roaGlor scram occurred duo lo roaclor protec- 
tion sys (RPS) motor generator sat B tripping resulting in loss of power lo Channol 
A Caused by earty trip of thermal overloarJ relays Relays replacod.W/05032 1 llr 
LEAHV.M, SCOTT.DJ Commonwealth Edison Co. 85/03/20 3pp. 29504,116- 
29504:118, 

8604040450 LER 05 002 02 on 850l03,reactor/lurbln6 517 ft Interlock alarm 
received, indicating Interlock doors oponod s Imu I Ian eoir sly Caused by doors closing 
loo quickly.Door closures adjusted w/bldg pressures W/850319 llr. 

TURNOUEST.L, SCOTT.DJ Commonwealth Edison Co 05/03/21. 3pp 29660,356- 
29660 358. 

8504110508 LER 85 010 00 on 6S0305Jire door for 125 volt battery room end found 
open w/o fire watch established wrthln 1 h per Tech Spec 3 12 F 2 Cause under 
jnvesligaUonSuppI witl bo issued on 850410 w/results of investigation W/050401 Itr 
MERRnT.S, SCOTT.DJ Commonweallh Edison Co 85/04/01 3pp 2970O‘177- 
29700.179 

8604160034 LER 85 01 1*00 On 850306,rQ actor vessel not vented at less than 149 
F Caused by lack of procedura) stops lo ensure vent path exists prior to completion of 
head vent piping replacement Procedures chenged.W/&50403 Itr, 

WOJTULEWiCZ,T , SCOTT.DJ Commonwoalthi Edison Co ^’5/04/03, 3po. 
29818:309-29818 311. 



28 DOCKETED ITEMS 


6504160047 LER 65 012 00 cn 650300, full scram occurred dtring reaclor proteclion sys 
operating procodurQ Caused by tnisalignecl styrofoarT^ block Relay caNbr procedures 
revised lo require physical jumper on conlact W/a50-40l Hr 

WELCH,J , SCOTT. DJ Commoaweallh Edison Co 6^5/04704 3pp 29818 353- 

29610 355 

6504110325 Conlirmatory Aclton Ur 65-04 re 650405 discussion concerning moniloring 
& survciilancQ actions taken as result of damage suslamed by several main steam 
piping mechanical snubbers during last operating cycle 

KEPPLER,J G Region 3, Office ol Director 65/04/05 RE£D,C Commonwcallb 
Edison Co 3pp 29765 350 29765 352 

65041905B1 LER 85-013 00 cn 86031 0.ATWS altornale rod insertion initiated Caused by 
leaking isolation valve which allowed hydroslat ic prossuro to bleed into one side of 
level diaphregm causing low level condition W/ 650408 Ur 

COYLE, L , SCOTT, DX Commonwealth Edison Co 85/04/08 3pp 29923 343 

29923345 

6504230065 LER 84 024 03 on B4 1207, secondary containment momGntarily 

broken Cause not determined Turbine bldg door immediately closed No problem w/ 
eloclrtcal controls lor doors discovered W/ 850409 Itr 

TURNQUEST.L. SCOTT, OJ Commonwealth Edison Co B5/04/09 3pp 29966179 
29966 101 

8504226421 LER 85 010-01 an 850305, firo watch not established wilhm 1 h of opening 
fire door for 125-voll dc battery room for maint on firo header valve located outside 
room Caused by personnel oversight Door closed W/0504 to Ur 
MERRITT.S. SCOTT,DJ Commonwealth Edison Co 65/04/10 4pp 29341067 
29941 070 

6504220442 LER 85*014-00 on 65031 S.during reactor re fueling, w/mod© switch lo 
shutdown, reactor proteclion sys switched from reserve to not mat power, -rosul ting in 
full scram Caused by personrol error Engineer responsible counseled W/850411 Hr 
WELCH.J, SCOTT, OJ Commonwealth Edison Co 85/04/11 3pp 29041023 
29941 025 

8504230061 Addresses three listed issues re as buill configurations of hangers & nuxll 
iary steel liivesligalioa of cause of mam steam lino snubbor failufQ3,paf 
request Supports meet code allowable stress values _ 

RYeAK,a Corrmonweallh Edison Co 85/04/11 KEPPLER.JG Rogron 3, Office of 
Director 5pp 2994B088 29948092 

8504240617 LER 84 019-0t on 04t2O6,w/unil in refuel & insorvico msp m 
pro gross, welds located in reactor water cleanup sys idonlifiad as having rejectablo 
IntJicaUons Welds repaired by weld overlay or pipe roplacemont W/ 8504 12 Itr 
COCN.R, SCOTT.DJ Commonwealth Edison Co 05/04/12 3pp 20978 271 
29976 273 


V, Operator Examinations 

8504290394 Forwards Evam Ropt 50 237/OL-85-01 of oxam acini ini stored on 850128 
30 

REYES, LA Regiorj 3. Olfico of Oirector 85/04/24 REED,C Commonwenllh Edison 
Co 2pp 30050 203 30050 244 

' B564290432 Exam Rept 5D-237/OL 65 01 administered on 850128 30 Exam 
resullsfour reactor operator candidates passed & two failed written exam 
MCMILLEN.J I . PLETTNER.E , LANQ.T Region 3, Ollico ol Director 85/04/23 38pp 
30060 205 30050 244 


DOCKET 50-244 ROBERT EMMET QINNA NUCLEAR PLANT. UNIT I 


r. Security, medical, emergency & lire prolection plans 

8504190136 Revised omergency Info plan W/850416 Itr 
KOBER.RW Rochoator Gas & Electric Corp 85/04/16 90pp 29896010 29686 093 


J Insurance & Indemnity fnlormation 

8504150361 Forwards Endorsement 102 lo NELIA Policy NF 170 
STERN.D Marsh A McLennan. Inc 65/04/05 SALTZMAN.J.D Assistant Director lor 
State & Ucensco Rolalions 2pp 29606040 298 06 D50 

6504240387 Forwards Endorsement t03 lo NELIA Policy NF-170 & Endorsement 87 to 
WAELU Policy MF-47 

STERN.D Marsh & McLennan, Inc 85/04/ 10 SALTZMAN.J Assistant Director for 
Slate & LIcorsoo Relations 5pp 29969 326 29969 330 


P Operating license stage documents & correspondence 

6S04030076 Resporids to NRG request for rovicw of certain concerns re Exxon Nuclear 
Corp EGGS ovaluatlorr model flasod on listed review w/Exxon A Wo slmghouso, stated 
concerns inapplicable to facility 

KOaER.RW. Rochester Gas & Dectrlc Core B5/03/26 ZWOLINSKI,JA Oporaling 
Reactors Branch 5 3pp 29587 323-29567 325 

8504040205 Summaw ol 850211 meotirp w/licensoa A WeslinghousQ in 0eltiosda,MD 
re coolant activity Tech 5poc iodine limits 

MILLER ,C L Operating Reactors Branch 5 85/03/29 Oporaling Reactors Drench 5 
3pp 29611 29B 29611 300, 

8504040269 Forwards AmoneJ 3 lo Licenso DPR-ia Amend elimlnalos descriptive bat 
tery charger wordlrg.spncifically 75 & 150 ampere chargers.Nolice ol consideration of 
issuance of amend A, proposed NSHC publisfiod on 850227 

ZWOLINSKUA Operating Reactors Branch 6 85/04/01 KODER.RW Roctioslor 
Gas & Eleclnc Corp 3pp, 29611 269-2961 1 276 

-C504949272 Amend 3 to Liconsa DPR-ia.etiminaling doscnplive battery chargor 
wording, spa cl 1 1 cal ly 75 & 150 ampere chargors 

ZWOLINSKU A Operating Reactors Branch 5 85/04/01. 5pp 2961 1 272 2961 1 276 


8504040263 Forwards saiely ovatuation ro util 850222 & 0318 requests for approval lo 
install tubesheet sleeves Tub esheol sleeving of no more than 65 lubes acceptable 
during 1965 refueling outage 

ZWOUNSKI.J A Operating Reactors Branch 5 85/04/02 KOBER.R W Rochester 
Gas & Efectrir Corp 2pp 29606 288-29608 292 

-B5D4D'402d5 Safety evaluation ro ubi 850222 <& 0318 requests for approval lo install 
tubesheet sleeves In steam generator inlets Installation of no more than 65 tubesheet 
sleeves during Spring 1985 ouLago acceptable 

* Olfice of Nuclear Reactor Regulation, Director 85/04/02 3pp 29608 290 
29608 292 

6504090227 Forwards fee to cover review of application requesting approval lo install 
aifdl tubesheet sleeves in areas where accessibility of brazed sleeves limitodiper 
650319 request 

KOBER.R W Rochester Gas & Electric Corp 85/04/03 DIGGS, R M Licenso Fee 
Management Branch tp 29699 073-29699 073 

6594090226 Informs that mods being completed for upgrading in core Ihormocoupfos lo 
meet omer-gency procedure requiroments.per util 831129 commilmenl Info re design 
ol mod & number of operable thornnocouples required by procedures provided 
KOBER.RW Rochester Gas & Electric Corp 85/04/04 ZWOllNSKI.JA Operating 
Reactors Branch 5 Ip 29699 361-29699 361 

6504090222 Forwards Inblos of computer models used by Exxon Nuclear Corp In most 
recent EGGS analysis for Exxon fuel in plants, as reported in XN-NF-82-26,in re 
sponso to request tor info 

KOBER.RW Rochester Gas & Electric Corp 85/04/04 ZWOLtNSKI.JA Oporatmg 
Reactors Branch 5 7pp 29699 344-29699 350 

6504090311 Rospornls to request to address sensitivity studios on axial pov/cr profiles 
in Exxon Nuclear Co ECCS ovatuation models for 14x14 fuel Analysis of fuel will bo 
performed v// mo dels that conform to 10CFR5O & App K 

KOBER.RW Rochosior Gas & Electric Corp 85/04/04 ZWOLINSKf.J A Operating 
Reactors Branch 5 Ip 29699 173 20699 173 

0504090151 Forwards safety evafuation re util responses lo Exxon TOODEE2 code 
error Code utilized as part of ECCS evaluation model Current version of Exxon model 
not fully accGolablo per 10CFR50 46 

THOMPSON, ML Division of Licensing 05/04/05 KOBER,RW Rochester Gas & 
Electric Corp 5pp 20700 304-29700 314 

-8504090165 Safety ovalLraUon ro tiiif rosponses lo Exxon TOODEE2 code 
error fncorrect coding caused heal transfer coeilictont multiplier to be 1 045 Instead of 
1 0 Current version of Exxon modof not fully acceptable 

* Olfice of Nuclear Reactor Regufation, Director 05/04/05 6pp 29700 309 
29700 314 

6504120206 Generic Ltr 85 06 lo all RWR licensees & all applicants for OLs re OA guld 
artCQ for ATWS oquipinenl not safety related Sve list end 

THOMPSON, HL Division of Licensing 85/04/16 Consolidated Edison Co of New 
York, Inc ?2pp 29947 288-20947 309 

8504120031 Gonoric LIr 85 02 to ail RWR fjcensees & ^plicanls.holders of CPs & Fort 
St Vraln ro recornmondod actions stemming from NRG mlGgralort program for resold 
tion of unresolved safety issues re steam generator lube integrity Sve list oncl 
THOMPSON.fIL Division of Licensing 65/04/17 Yankee Atomic Eloclric Co t27pp 
29953 071 29953 26? 

6504230176 Forwards C E ropt, •■Devolopment of Generic ECCS Evaluation Model 
Which Includes Effect of Upper PJenum Injection, " per 850212 request re plans to ro- 
aolvo ECCS Issue Delaited topical rept wifl be submilled by opprox Dec 1986 
KOBER.RW Rochosior Gas & EIqcIuc Corp 85/04/16 ZWOLINSKI.JA Operating 
Reactors Branch 5 ip 2U950O36 29950 060 

-8604230176 "Dovotopmenl of Genenc ECCS Cvalualion Model Which Includes Effect 
of Upper Plenum Injection 

* Combustion Engi Mooring, Inc 05/04/18 19pp 20950 037 20950 060 


G Inspection reports, IE BulletInB & correspondence 


8503190659 IE Info Notice 85 022, “Llmitorqua Motor Operated Valves Resulting From 
Incorrect tnstnilalion of Pinion Gear Sve list end 

JORDAN, E L Division ol Emergorcy Preparedness & Enninaering Response (Post 
030103) 65/03/21 Consolidated Edison Co of New York, Inc lOOpp 20597 001- 
29597 005 

6503210461 IE Info Notice 85 023, ‘'Inadequate Surveilfance & Post Main! & Post-Mod 
Sys Tosling " Sve list end 

JORDAN.El Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/22 Consolrdated Edison Co of New York, Inc lOQpp 20656 001- 
29656 107 

8503220444 IE Info Notice 65 024, “Failures of Protective Coatings in Pipes & HXs" 
Sve list and, . „ ^ 

JOHOAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830)03) 85/03/26 Consolidated Edison Co of New York, Inc lOOpp 29596 154 
29596 363 

6504090230 Updates initial response lo IE Bulletin 84 03 re reactor cavity seal Seal de* 
ileclfon measurements previously proposed determined Inconclusive per IMPELL Corp 
850207 & 08 tests Vortical off sol measurements show less than 1/4-inch offset 
KOBER.RW Rochester Gas & Electric Corp 85/03/29 MURLEY.TE Region 1, 
Office of Director 1p 29099 022-29609 022. 

6503200037 IE Info Notice 85-025, ’’Consideration of Thermal Condillons in Design & 
Installation of Supports for Diesel Generator Exhaust Silencers " Sve list oncl 
JORDAN, E L Division of Emergency Preparedness & Engmeorinn Responso (Post 
830103) 85/04/02 Consolidaled Edison Co of New York, Inc 107pp 29687199- 
29667 305 
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^503280045 IE Into Notice 05 026, “Vacuum Relief Sys ior BWR Mark \ & II Coniain 
menu Sve fist end 

JORDAN, E L Division ol Emergency Preparedness & Engineering Response (Post 
83:0103) 85/04/OS Consolidated Edison Co of New York, Inc 92pp 2D667 107 
29667 198 

8S040 10039 IE Info Notice 85 027. 'Notifications to NRC Operations Cir & Reporting 
Evenia in LERs ” Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of New York. Inc 98pp 29690 255 
29690 362 

85040 50’042 SuppI 1 to IE Info Notice 85 003, “Separation of Primary Reactor Coolant 
Pump Shaft & impeller *' Sve lisl &fici 

JOHbAN,E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/09 Consolidated Edison Co of New York, tnc lOIpp 29791 025> 
29791 126 

B504050047 IE Into Notice 85 028. “Partial Loss ot AC Power S Diesel Generator Deg 
radalion " Sve fist encf 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co ol New York. Inc 109pp 29790 278 
29791 024 

8504180406 Forwards Insp Ropl 50*244/85*05 on 850204-08 & notice of violation 
EBNETER.SD Region 1, Office ot Director 85/04/11 KOBER.RW Rochester Gas 
& Electric Corp 2pp 29Q5Q 3t7 29858 325 

“■8504180409 Notice of violation from Insp on 850204 00 

' Region 1. Office of Director 85/04/11 ip 29058 319-29058 319 

•■0504160415 Insp Rept 50 244/05 05 on 850204-00 Violation noted failure to catibr 
measuring equipment used for acceptance testing ot otodilied spent fuel racks 
MCSREARTY.R A , DURR.J P Region 1, Office of Director 05/04/OD 6pp 
29850 320-29050 325 

0504090419 IE Info Notice 86 029. “Use of Unqualified Sources In Well Logging Appli 
cations" Sve list end 

PARTLOW.JG Division of Inspection Programs (Po-il 850212) 85/04/12 Consolidat- 
ed Edison Co of New York, inc 66pp 29832 001-29832 023 

8S04230246 Forwards Exam Rept 50-244/04 27(OL) of exam administered during wk of 
841210 

COLLINS.SJ Region 1, Office of Olrecfor 85/04/16 KOBER.RW Rochester Gas & 
Electric Corp 2pp 29949 265 29949 357 

••6504230266 Exam Rept 50-244/84 27(OL) on 841211-14 Exam results six senior reac- 
tor eperators.two reactor operators & one instructor passed oral exams Four senior 
reactor operators & two reactor operators passed written exams 
JOHNSON.Dr, BERRY.JA, KISTER.H 0 Region 1. Office of DIreclor 85/04/02 
101 pp 29949 207*29949 357 

6504170240 IE tnfo Notice 85 030, “Microbiologtcally Induced Corrosion Containment 
Sve Water Sva “ Sve list end 

JORDAN, E L Division of Emergency Preparedness & Ennineering Response (Post 
8 SOI 03) 85/04/19 Consolidated Edison Co of Now York, Inc i09pp 29966 258 
29966 363 

8504190056 IE Info Notice 65 032, “Recent Engirre Failures of Emergency Diesel Gen 
orators '* Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc 109pp 29988 239 

29088 347, 

8504190060 IE Info Notice 85-033, “Undersized Nozzlo-To-She!l Welded Joints In Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Codo’* Sve list 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of Now York, Inc lD8pp 29989 001- 

29089 107 

8S04220347 IE Info Notice 84 84,Rov 1, “Doficiencles in Ferro-Resonant Transformers" 
Sve fist end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
G30103) 85/04/24 Consolidated Edison Co of New York, tnc 118pp 30027 067- 
30027 184 


R. Periodic operating reports & refatecl correspondence 

8504240676 “Radiological Environ Survey R8pt,1984 " W/e50405 Ur 
KOBER.RW Rochester Gas & Etecfric (Jorp 84/12/31 MURLEY.T.E Region 1, 
Office of Director. 49pp 29978 101*29978 149 

8504100287 Monthly operating rept (or Feb 1985 W/850314 Ur 
MCNAMARA.AE, SNOW.B A Rochester Gas & Electric Corp 85/02/28 6pp, 
29913 350 29913 363 


S. Reportable occurrences, LERs & related correspondence 

8504160073 LER 85-003 00 on 850309.cablo tunnel smoko detection sys auto deluge 
Inadvertently removed from sve Caused by personnel error of misreading zone to be 
deackvafed Procedure reviewed W/850406 Ifr 

LARIZZA.GF. KOBER.RW Rochester Gas & Electric Corp. 85/04/05 3pp 
29818146 29810 148 


V. Operator Examinations 

8504230246 Forwards Exam Rept 50-244 /84-27(OL) of exam adminialered during wk ol 
841210 

COLLINS.SJ Region 1, Office of Director 85/04/16 KOBER.RW Rochester Gas 
Electric Corp 2pp 29949 265 29949 357 


■8504230256 Exam Rept 50 24*1/ 84 27(OL) on 0412)1 EAam results senior reac 
tof operatofs.lwo reactor operators & one instructor passed oral exam^Four senior 
reactor operators & two reactor operators passed wnllen e^ams 
JOHNSON.DF, BERRV.ja. KISTER.HB Reaiori l Office of Director 05/04/02 
lOIpp 29949 267 29949 35/ 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION, UNIT 1 


F Security, medical, emergency & ffre protection plans 

8504040468 Forwards insp Rept 50 245/ ?j oit B4 1010-13 No violations noted 
MARTIN, TT Region t, Oifico ol Diructof 85/03/07 COUNSlL.WG Norttioast Nucle- 
ar Energy Co (subs ol Nortlieasl Utilities) 2pp 29668 286 29660 203 

-8504040473 Ingp Rept 50 245/04 23 on 041010 13 No violations noted Major areas 
inspected emergency preparedness & obsc rvauon of licensee annual emorgoncy fufl- 
scaie exercise on 84101? 

SMITH.RH , HARPSTER.TL Region 1. Office of Director 8V02/25 6pp 29668 20D 
29666 203 

B504090209 Rev 16 IP omergency plan 

* Norlhoasl Nuclear Energy Co (subs of Norlhonsl: Utilities) 05/03/25 77pp 
29700 011-29700 007 

8504040318 Forwards Insp Repls 50 245/85-02 S 50 336/85 03 on 850114 0224 & 
notice of viofatior) 

WENZINGER.EC Region 1. Office of Director 86/03/29 COUNSlL.WG Northeast 
Nuclear Energy Co (subs of Northeast Ufilitios) 2pp ?96t0 109 29610 207 

-8604040330 Insp Ropls 50-245/65 02 & 50-336/85 03 on 650114 0224 Violations 
noted (allure lo perform 90^o seidown APRM high flux calibr surveillance lest, failure 
to keep isolation zone clear & failure to oblnm required radiation work permit 
SHEDLOSKY.J T . MCBRIDE, M H . MCCABE E C Region 1 Otfice of Oiroaor 85/03/ 
26 15pp 29610 193 29610 207 

6504220073 Forwards emergency plan implemonlmg procedures & forms which have 
become otfective since 850131 submittal 

COUNSlL.WG Conneclicut Yankee Atornic Power Cq C0UNSIL,W G Northeast Nu 
clear Energy Co (subs ot Norlhoasl Ulilitios) COUNSIL.W G Northeast Utililios 85/ 
04/08 MURLEY.TE Region 1 . Office ol Direclor 3pp 29975 018-29920 071 

-8504220007 Revised emergency plat> implementing procoduros.mcludmg Rev 2 lo 
EPIP 4001 fo direclor ol station emergency operations, Rev 2 to EPIP 4002 ro manag 
or of radiological consequonco assessment & Rev l to EPIP 4003 
“ Northeast Utihlies 65/04/08 1.,131pp 29925 021-29928 071 

0504160062 Noidication ef 850501 03 rneotings w/ulil & ONWL m East Lynne, CT to 
audit implementation of procedures generation package, amorgency response & Suppl 

SHEA.JJ Oporatino Heactora Branch 5 65/04/12 ZWOLINSKI.JA Oporalmg Roac- 
fors Branchs 3pp 29666 259 29806 261 


H General corresportdence 

8504230326 Advises of changes to mp1 structuro asaoclaled w/WG Counsil leaving 
Northeast Uiils lo assume position w/ another util Effnclivo o 50501, JF Opoka will re 
place WG Counsil 

COUNSIL.WG Connecticut Yankee Atomic Power Co COUNSIL W G Northeast Nu 
clear Energy Co (subs of Norlhoasl Utilities) COUNSll ,W G Nofthca<?l Ulililios 85/ 
04/17 MtLLEn,J R Operating Reactors Brancfi 3 ZWOLINSKUA Operating Reac- 
tors Branch 5 YOUNGBLOOD, B J Licensing Branch 1 2pp 20951 306 2995^1 307 


1. Financial Information 


8504180425 Forwards “Annual Rept for 1984 for Connocticul L^ht Power Co," & 
"Annual Ropl for 1984 for Western Massachusetts Elociric Co" Annual rept lor 
Northeast Nuclear Energy Co will not be avaifable until 850426 
8ISHOP.RW Northeast Utilities Service Co (subs of Norlhoasl Utilities) 
BISHOP, RW Norlhoasl Utilities 65/04/09 Office of Nuclear Reactor Rogulalion, Di 
rector ip 29859 011-29859 086 

-8504180431 “Annual Rept, 1984“ 

* Connecticut Light & Power Co fsubs of Northeast UMilies) 04/12/31 39pp 
29859 012-29859 051 

-8504160436 “Annual Rept, 1984 “ 

* Western Massachusetts Eloclnc Co (subs pif Northeast Ulilmos) 84/12/31 3Bpp 
29859 052 29859 086 


P, Operating license stage documents & correspondence 

8504010020 Bubmits findings ro safety-rolated gas turbine olectncal oquipmont omitted 
from earlier reviews, per Eisonhut 800101 request All equipment has sound anchorage 
except battory rack ^ strip chart rocardar 

COUNSIL, W.G Northeast Nuclear Energy Co (subs ot Northeast Utilities) 

COUNSIL.WG Northedst Utilities 65/03/22 ZWOLINSKI..! A Operating Reactors 

Branch 5 3pp 29570 064 29570 066 

8504010024 Informs that several motor operalQCf volvas (MOV) identified [n 800207 Ur 
should not bo considered in Ihermal overload analysis per SEP Topic III fO.A for listed 
reasons Thermal overload profoction devices on romaining MOVs approprlJlo 
COUNSll, WG Northeast Nuclear Energy Co (subs of Northeast Utilities), 

COUNSIL.WG Norltieast Utilities 85/03/22 ZWOLINSKIJA Operating Reactors 

Branch 5 3pp 29571 177-29571 179 

8504030117 Notification of 050402 rneeting w/ulils In Bethosda.MD to discuss proposed 
integrated safety assessment program topics, status of probabilistic safety analysis & 
schedule lor licensee submiHals Tentative agerida onci 

BOYLE, ML Systemalic Evaluation Program Branch OS/03/25 GRIMES.C I Syslom- 
allc Evaluation Program Branch 6pp 29627 167-29627^192 
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8504040040 Forwards enviroo assessment A Jmdmg of no sjflnifjcanl impact re 050204 
request for exempifon from 10CFFI50 7t(e)(3} requirements to extend deadltno for 
suQinitlal of updated FSAR Notice being forwarded to FR for pubhcalton 
ZWOLINSKIJ Oparating Reactors Branch 5 85/03/28 COUNSIL.WG Northeast 
Nuclear Energy Co (subs of Norlhoast Utjfilres) 3pp 29612 154 29612 159 

-8S04040042 Notdce of environ assessment & finding of no significant Impact re issu 
ance of eiremplion from schedular reqmremenl of r0CFR5071<e)(3)(ii) to submit up 
dated FSAR 

CnUTCHFIELD,D Assistant Director for Safely Assessment 85/03/28 3pp 
29812157*29612 159 

8504040346 Grants ulil 050220 request to extend deadline for environ q^ualification of 
certatn equipment to 85t 130 Request filed on timety basJS.per l0Cm50 49 Good 
cause domonstrafed 

DENTON.H R Ofitce of Nuclear Reactor Regufatjon, Drrector 85/03/28 
COUNSIL.WG Connecticut Yankee Atomic Power Co COUNSIL.WG Northeast Nu- 
efoar Energy Co (subs of Northeast Utilities) 5pp 29607 303 29607 307 

8604110478 Forwards safety evaluatjon supporting licensee response to 830708 Gener* 
ic Ltr 83 28 re post trip review program & procedures 

ZVVOLINSKI,JA Operating Reactors Branch 5 05/04/05 COUNSIL.WG Northeast 
Nudoar Energy Co fsubs of Northeast Utilities) 2pp 29765 343-29766 349 

«*85041 10489 Safely evaluation supporting licensee response to Generic Ur 83'2B,llem 
1 1 re post-tnp review program description & procedure 

• Office ot Nuclear Reactor Regulation. Director. 85/04/05 5pp 29765 345 
29765 349 

0504240435 Summary of 850304 meeting w/ulii A 0NWL re review of regulatory re 
quirements (NUREG O0B5, Issue Sf.perAjflC 8501 17 ltr 

BEVAN.R a Operating Reactors Branch 2 85/04/09 Operating Reactors Branch 2 
4pp 2998D.124 29900 127 

B5042S0144 Forwards 6 month exemption from date of issuance for submittal of updat- 
ed FSAR,per 10CFR50 71(e) AddI exemptions wiN bo granted only upon review & ap* 
provalof program plan continuing schedules or mlleslones 

ZWOLINSKIJA Operating Roaclofs Branch 5 85/04/11. COUNSIL.W.G NoMheast 
Nuclear Energy Co {subs of Northeast Utilities} 4pp 30019 323 30019 330 

-.0504250148 Exemption from lOCPRSOJU®) for submitlatol updated FSAR 
THOWPSON.HL Division of Lfeensing 85/04/11 Norlheasi Nuclear Energy Co 
(subs of Norlheasi Utilities) 4pp 30019 327 30019 330 

0504230368 Forwards NEDC-30033, "Millstone Nuefear Power Station, Unit 1, Reactor 
Pressure YosscI Surveillance Mails Testing & Fracture Toughness Analysis," doscrlb- 
ing results of evalualior^ conducied.per App H to 10CFR50 

COUNSIL.WG. Northeast Nuclear Energy Co (subs of Northeast Utilities) 
COUNSIL.WG Northeast Utilities 05/04/12 Record Services Branch (Document 
Conirol Desk) 2pp 25952 162*29952 306 

*'9604230373 "Milfslone Nuclear Power Station, Unit 1, Reactor Pressure Vessel Survell 
fance Malls Testing A Fracture Toughness Analysis " 

CAINE.TA General Efeclrrc Co NEDC-30833 84/12/31 148pp. 29952 164 

29952 300 

8SD4 120206 Generic Ltr 65 06 to all PWR licensees & all applicants for OLs re QA guld 
ance lor ATWS equipment not safety relaied Sve list enci 

THOMPSON, H L Division of Licensing 86/04/16 Consolidated Edison Co of New 
York, Inc 22pp, 20047 238 2994/300 

6564240042 Bequesls plans A schedule for demonstrating adequacy of pressure/lemp 
profilos used for environ quafificalion ot safety refaiod electrical oqurpment, within 20 
doys.per util 0SO211 subniilltel 

ZWOUNSKI.JA Operating Reactors Branch 5 85/04/17 COUNSIL.WG. Northeast 
Nuclear Energy Co (subs of Northeast Utilities) 2pp. 28969 154 29969 165 

0504300161 Forwards notice of environ assessment A finding of no significant impact re 
841207 request for exemption from requirements of 10CFR50,App J ro Typo A testing 
of containment ponol rations w/oxpansion bellows 

ZWOLINSKI,JA Operating Reaclors Branch 5 85/04/23 COUNSIL.WG Northeast 
Nuclear Energy Co (subs of Norlheasi Ulllilros) 2pp 30057 290-30057*294 

-8504300163 Notice of environ assessment A finding of no significanl Impact ro oxemp 
tion from lOCFRSO.App J requirements for Type A testing of conlalnmonl ponGtratlons 
w/expanalon bellows 

CRUTCHFIELD.O Assfslant Dfroctor for Safety Assessmenl 85/04/23 3pp 
30057 29P-30057 294 


Q Inspection reports. IE Bulletins & correspondence 

6504160327 Lists actions A/or docomonlatJon necessary fo cfoso out IE Bulletin 91 Q1, 
‘'Surveillance of Mocfianical Snubbers," for listed facifitlog prior lo finalizing closeout 
real 

JORDAN, EL Division of Emergency Freparednesa A Enginoering Response (Post 
830103) 05/02/11. STAHOSTECKf.R Region 1, Office of Director OL^HINSKUA 
Region 2, Office of Diroefor NORELIUS,CE Region 3. Office of Dlroclor, 4pp 
29914 165 2g914’168. 

8504040460 Forwards fnsp Rept 50*245/84-23 on 941010-13 No violatlona noted 
WARTINJT. Region 1, Office of Director 05/03/07. COUNSIL,WQ Northeast Nuefo 
ar Energy Co (subs, of Northeast Ulllil lea) 2pp 28666 206*29060,293 

-0504040473 fnsp Rapt 50 245/84-23 on 641010 13.No violallons noted Major areas 
tnspoclod emergency preparedness A observation of licensee annual emergency full 
scale exercise on 841012 

SWITH.RH. HARPSTER.TL Region 1, Office of Director 88/02/25 6pp 2066a’2e8- 
29608 293 

0503190659 IE Info Notice 65 022, "Limitorque Motor Operated Valves Resulting From 
Incorrect Installation of PJnlon Gear ” Sve list end 

JORDAN.E L Dtvislon of Emergency Preparedness A Eriiglneefing Response (Post 
030 103) 85/03/21. Conaolldalod Edison Co of New York. Inc lOBpp 29597001* 
29597 005 


8503210461 IE Info Notice 85 023, "Inadequate Sunreillance A Post Mamt A Post-Mod 
Sys Testing" Sve fist end 

JORDAN.E L Division Of Emergency Preparedness A Enameering Response (Post 
030103) 05/03/22 Consolidated Exfison Co of New Yark, Inc 1O0pp 29656 001 
29656 107 

8SD 4 050329 Forwards fnsp Repis 50-245/05 05.50 336/86 06 A 50 423/05 07 on 
05021 1 15 No violation noted 

MARTIN,! T Region 1. Office of Director 05/03/22 COUNSIL.WG Northeast Nucle- 
ar Energy Co (subs of Northeast Utilities] 2pp 29667 331 29667 336 

-8S04050338 fnsp RoplS 50 245/85-05.50*336/85 06 A 50 423/85 07 on 850211- 
15 No noncompliance identified Major areas inspected operational A preoperationaf ra- 
dtoiogica) environ monitoring program 

STRUCXMEYER.n . SHANBAKY.M Region 1, Olfico of Director 85/03/20 6pp 
29867 333-29667*338 

8503220444 IE Info Notice 65 024, "Failures of Proleclive Coatings in Pipes A HXs" 
Sve list encf 

JORDAN, EX Division of Emergoncy Preparedness A Engineering Response (Posl 
830103) 86/03/26 Consolidated Edison Co of New York, Inc 100pp 29596154 
29596 363 

8504040316 Forwards fnsp Repis 50-245/85-02 A 50-336/85 03 on 050114 0224 A 
nollca of vialatior> 

WEMZINGER.EC Region 1, Office of Director 85/03/29 COUNSIL,WG Northeast 
Nuclear Energy Co (subs of Norlheasi Utilities) 2pp 29610 189-29610 207 

-*8504040323 Notice of violation from fnsp on 0501 14 0224 
‘Region 1, Office of Director 85/03/29 2pp 29610191 29610 192 

- 8504040330 Insp Repis 50-245/85-02 A SO-336/85'03 on 050114-0224 Violations 
noled failure to perform 00% sal-down APRM high flux calibr surveillance tesUallure 
lo keep isolation zone clear A failure to obtain required radiation work permit 
SHEDLOSKY,J T , MCBRIOE.M H , MCCABE.E C Region 1. Office of Director 05/03/ 
26 15pp 29610X93*29610 207 

8503280037 16 Info Notice 85-025. "Coosidefalior> of Thermal Conditions in Design A 
Installation of Supports for Diesel Generator Exhaust Silencers " Sve list end 
JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/04/02 ConsoHdatad Edison Co of New York, Inc 107pp 29667 199- 
29667 305 

6503280045 iE Info Notice 85 026, "Vacuum Relief Sys for BWR Mark I A II Contain 
me ms " Sve lisl end 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
630 103). 85/04/02. Consolidated Edison Co of Now York, Inc 92pp 29667 10/- 
29667 (98 

8504010039 IE Info Notice 85 027, "Nolificatrons lo NRC Oparalions Ctr A Reporting 
Events in LERe '' Sve list end 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Posl 
630103) 85/04/03 Consolidated Edison Co of New York. Inc 90pp 20690 255 
29690 362 

8504050042 SuppI 1 to IE info Notice 85 003, "Separation of Primary Reactor Coolant 
Pump Shaft A Impeller " Sve Ijst end 

JORDAN.E L Division of Emergency Preparedness A Engineonng Response (Post 
830103) 05/04/09 Confiolidaled Edison Co of New York, Inc lOIpp 29791 025 
29791.126 

05040SOD47 IE Info Notice 05 028, "Parliaf Loss of AC Power A Diesel Generator Deg- 
radation " Sve fist end 

JORDAN.E L Division of Emergency Preparedness A Enginoering Response (Post 
830103) 85/04/09 Consolidated Edison Co. of New York. Inc. lOOpp 20790 278* 
29701 .024. 

8504090419 IE fnfo Notice 05 029. "Use of Unqualified Sources in Well Logging Appli 
^ Grvet 

PARTLOW,J.G Division of Inspection Programs (Post 850212) 05/04/12 Consolidal* 
Qd Edison Co of New York, Inc 66pp 29832 001*29832.023 

8604230243 Forwards Insp Rapt 50 245/05-04 on 850225 0301 No violailon noted 
E0NETER.SD Region 1. Office of Director 85/04/18. COUNSIL.WG Northeast Nu 
clear Energy Go (subs of Norlhea&t Utilities) 2pp 29950 016-29950 027 

-0504230249 Insp Rept 50-245/65 04 on 850225 0301 No viafation or deviation 
noted Major areas Inspected licensee actions re IE Bulielins 79 02,79-04,79 07 A 79* 
M.specirically, vGrtfication of design analysis. 

VARELAjA A . OURR,J P Region 1. Office of Director 85/04/17 lOpp 29960.018* 
29950 027 

6504170240 IE Info Notice 85-030, "Mlcroblologlcafly Induced Corrosion Containment 
Sve Water Sys " Sve list end. 

JORDAN, E.L Division of Emergency Preparedness A Engineoring Response (Post 
830103) 85/04/19 Consolidaled Edison Co of New York, Inc f09pp 29966’268 
20986 363 

8604190056 IE Info Notice 05 (J32, "Recent Engine Failures of Emergency Diesel Gen- 
erators " Sve list end 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
030103). 85/04/22 Consolidated Edison Co of New York, Inc. 109pp 29988,239 
299flB>347 

6504190060 IE fnfo Notice 05-033, "Undersized Nozzle To Shell Welded Joints in Tanks 
A HXs Constructed Under Rules of ASME Boiler A Pressure Vessel Code" Sve list 

GrtCl 

JORDAN, E.t Division of Emergency Preparedness A Engineering Response (Post 
830103). 85/04/22 Consolidated Eoisorv Co. of New York, Inc, 108pp. 29989 001- 
29909 107, 

8504220347 IE fnfo Noifee 84-84, Rev 1, "Deficiencies in Ferro-Resonanl Transformers " 
Sve list end 

JORDAN.E L Division of Emergency Preparedness A Enginoering Response (Post 
030103) 05/04/24 Consolidated Edison Co. of New York, Inc 118pp 30027 067* 
30027:184. 
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n, Perlodfc operating reports & related correspondence 

e5Q41fl0279 Monthly oporaling rept for Fob 1905 W/e50913 Ur 
NEWBURGH.G . MnocZKA.E J NorlhBQai Nuclear Energy Co (subs of Northeast 
Utilities) MROCZKA.EJ Northeast Utilities 65/02/28 5pp 29914 115-29914 119 


DOCKET 60-247 INDIAN POINT STATION, UNIT 2 


F. Security, medical, emergency & lire protection plans 

8504090027 Public version of revised page changes to Book tl of emergency proce- 
dures document, including Implementation Procec^re IP-1016 & Implemonlalion Proco 
dure IP 1034 W/850311 Itr A 650401 release memo 

O’TOOLE.JD Consolidated Edison Co of Now York. Inc 85/03/11 MURLEY.TE 
Region 1, Office of Director 34 pp 29752 308 29752 342 

S504090152 Revised emergency plan implementing proceduros.including IP 1013 re rec- 
ommendalion of protective actions for offsite population & IP-1025 re handling fire 
dept personnel fighting fires In controlled area W/850402 Itr 
MCCLOSKEY.DP. O’TOOLE.JD Consolidated Edison Co of New York, Inc 65/04/ 
02 MURLEY.TE Region 1, Office of Director 35pp 20700 269-29700.303 

8504190315 Responds to NRC 850214 fir re violations noted in Insp Ropl 50 247/64- 
33 Corrective actions long term program to schedule control room drawing restoration 
A field verification for canceled moos completed 

O’TOOLE, J D Consolidated Edison Co of New York, Inc 66/04/03 COLLINS, S J 
Region 1, Office of Director 4pp 29806 369-29086 362 

0504160234 Informs of plant selection for safeguards regulatory effectiveness review 
during 650513 17 Plant personnel support for team during review rdauoslod Team 
members listed w/badge number & clearance level 

MURLEY.TE Region 1, Office of Director 05/04/11 OTOOLE,JD Consolidated 
Edpson Co of New York, Inc 3pp 29814 195-29014 197 


•8504180304 Applicalton for amend to License DPR 26, revising Tech Spec limits for 
total nuclear peaking factor & accumulator water vol \o accomodate plant operation at 
steam generator tube plugging levels up to 2S*’o 

OTOOLE.JD Consolidated Edison Co ol New York, Inc 85/04/10 2pp 29 854 004 
29854 005 


-8504180306 Proposed lech Specs, revising limits tor total niiclodr peaking factor & ac 
cumulator water vol to accomodate plant operation at steam generator lube plugging 
levels up to 25% 

* Consolidated Edison Co of New York, Inc 85/04/10 7flpp 29854 006 29854 003 

6SQ4 190442 Approves ulit 041121 submitlals.850205 radiation protection manual & 
650215 oversight committee charter, per NRC 84092/ order modifying license Receipt 
ot oversight committee 950206 & 0313 monthly r^pis ack 

MURLEYiT e Region 1. Olfico of Director 8x,/U4/i2 OTOOLE.JD ConsoNdatod 
Edison Co of Now York, Inc 2pp 29918 172-29918 173 

6504230535 Staff reaulroments memo ro discussion of SECY-B5 100 concerning draft 
decision concfudtnq Indian Point speual proceedings in Waslimglon, DC Commission 
should submit Individual votes so order can he aihrmed within 2 wks 
HOYLE, JC Office of the Secretary of the Commission 85/04/12 ZERBE.J E Office 
of Policy Evalualions PLAINE.H E Oflico of itio General Counsel 2pp 29972 307 
29972 308, 


6604120206 Generic Ltr 85 06 to all PWB Iccensees & all applicants for OLs re QA guid- 
ance for ATWS equipmer^t not bafoly-rofaled Sve list end 

THOMPSON, HL Division of Licensing 05/04/16 Consolidated Edison Co ot New 
York. Inc 22pp 20947 280 29947 309 

0504120031 Generic Ltr 05 02 to all PWR licensees & applicants, holders of CPs & Fort 
St Vrafn re recommended actions stemming from NRC integrated program for rosolu 
tion of unrosolved safety issues ro steam generator tube integrity Sve list end 
THOMPSON, HL Division ol Licensing 65/04/17. Yankee Alomic Elocinc Co 127pp 
29953 071-29953 262 


P, Operating license stage documente & correspondence 


Q. Inspection reports, IE Bulletins & correspond enoe 


8504120162 Responds to FOIA request for Caseload Forecast Panel files In Ofc of Re 
source Mat Forwards listed documents Documents also available in POR 
FELTON, J M Division of Rules and Records 04/06/06 KILLErER.C Shaw, Pittman, 
Polls & Trowbridge 2pp 30300 003-30303129 

-•6504150080 Provides daily staff notes for 790620 Reinspecllon found Improper Instal 
la (I on of concrete anchors at WPPS 2 Fatal const accident occurred al Indian Point 
2 Shoreham fuel load date slipped five months lo Nov 1980 
QOSSICK,LV Olfice of the Execulivo Director for Operations 79/07/02 HENDRtE, 
GIUNSKY, KENNEDY Commissioners Ip 30320 128 30320 126 

6504170383 Forwards Amend 93 to License DPR-26 & safety evaluation Amend re- 
vises Tech Specs to incorporate requirements of NUREG 0737, Horn II B.1 re RCS 
vents to effectively vent noncondensible gases w/o increasirm probability of lOCA 
NEIQMBORS.JD Operating Reactors Branch 1 B5/02/20 0'1G0LE,JD Consolldal 
Gd Edison Co of New York, Inc 2pp 29906 136-29906 150 

-8504170388 Amend 93 to License DPR 26, revising Tech Specs lo incorporate require- 
ments of NUREG 0737, Item 11 0 1 re abilily of RCS vents to effectively veni noncon- 
denslble gases from RCS w/o increasing probability of LOCA 
VARGA,SA Operating Reactors Branch 1 85/02/26 9pp 29906.140 29906148 

-*8504170402 Safely evaluation supporting Amend 93 to License DPR 26 

* Office of Nuclear Reactor Regulation, Director 65/02/26 2pp 29906 149- 
29906 ISO 

8504020396 Requests submittal of proposed Tech Specs for reporting of relief & safety 
valve challenges, per TMI Action Plan Item II K.3 3 & Generic Ur 82-16,withln 90 days 
VARGA, S A Operating Reactors Branch l 85/03/20 O'TOOLE, JD. Consolidated 
Edison Co of New York. Inc 2pp 20586 262-29686 203 

6504030417 Forwards staff position on reactor trip bypass breaker status Indication In- 
advertently omitted from 840622 safety evaluation Format response to staff position 
requested within 30 days of ltr receipt 

VARGA, S A Operating Reactors Branch i 05/03/20 O'TOOLE, JO, Consolidated 
Edison Co. of New York. Inc. 9pp 29606 342-29606 360 

8S04 150284 Advises that support mod to soismicatiy restrain overhead space heaters 
unnecessary Healers at present focallon & support configuration will not affect safely 
function of auxiliary feedwater sys during SSE 

OTOOLE.J D Consolldaled Edison Co of New York, Inc 85/04/09, VARGA, S.A, Op- 
erating Reactors Branch 1 Ip 29799 214-29709 214 

8504160040 Forwards application to amend License DPR-26, removing requirement for 
wailing 400 conllnuoua hours after reactor shutdown before unloading more than one 
region of fuel assemblies Foe paid 

O'TOOLE, J D. Consolidated Edison Co of New York, fnc 85/04/10 VAnGA,S A, Op- 
oraling Roactors Branch 1 3pp 29814 212-29814 227 

-9504160044 Application for amend lo License DPR'26,fomoving requirement for wait- 
ing 400 conllnuous hours after reactor shutdown before unloading more than one 
region of fuel assemblies 

O'TOOLE, J.D Consolidated Edison Co of New York, Inc B5/04/10 2pp 29814 215- 
29814 216 

-8604160048 Proposed Tech Specs, re moving requirement for waiting 400 continuous 
hours after reactor shutdown before unloading more than one region of fuel assem- 
blies. 

• Consolidated Edison Co of New York, Inc 85/04/10 lipp 29814.217 29814 227 


8504010076 Responds to NRC 840927 Ur ro vrolaliona noted in Insp Ropls 50 247/84- 
13 & 50-247/84-22 & order modifying Licenso DPn-26 Radiation prelection oversight 
committoo monthly root for Jan 1986 end 

O'TOOLE, JD Consolidated Edison Co of New York. Ire 85/02/25 MURLEY.TE 
Region 1 , Office of Director 5pp. 29571 107*29571 101 

8504050083 Forwards Meeting Ropl 50-247/85 03 on 050103 
MARTIN, TT Region 1, Office of Director 05/03/11 O'TOOLE.JD Consolidated 
Edison Co of Now York, Inc 2pp 2 0675 097-29675 too 

-6504050086 Meeting Rept 50-247/85 03 on 850103 Major areas discussed supple- 
mental info provided by licensee in rosponse to order modifying licenso.per 841212 
(elcon request 

CLEMON^P . SHANBAKY.W Region 1, Office ol Director 85/03/06 2pp 29675 099- 
29675 100 


8503190659 tE Info Notice 05 022, "ilmilnrquG Motor Operated Valves Resulting From 
Incorrect Ir^stallatlon of Pinion Gear ’’ Sve list end 

JORDAN, EL Division of Emerqoncy Preparedness & Enginoering Response (Post 
830103) 85/03/21. Consolidated Edison Co ot New York, Inc lODpp 29597 001- 
20597.005. 

8503210461 IE Info Notice 05 023. "Inadequate Survoiilanco & Post Maml & Post Mod 
Sys Tosllna " Sve II si end 

JORDAN,EL Division of Emergency Proparodnoss & Engineering Response (Post 
830103) 85/03/22 Consolidated Edison Co of Now York, Inc fOBpp 20856 001* 
29656 107 

0503220444 tE Info Notice 65 024, "Faifuros of Protective Coatings in Pipes & fIXs" 
Sve list end 

JOROAN.EL Division of Emergency Preparecinoss & Engineering Response (Post 
039103), 85/03/26 Consoliidated Edison Co of Now York, Inc lOOpp 29596.154 
29506 363 

8503280037 IE Info Notice 85-025, "Consideration of Thermal Conditions In Design & 
Inslatlation of Supports for Qlobol Generator Exhaust Srlencors " Sve list end 
JORDAN,EL Division ol Emorgancy Preparedness & Enginoefing Rosponse (Post 
830103). 85/04/02 Consolidated Edison Co of Now York, Inc. ToZpp 29667 199 
29667,305 


8503280045 IE Info Notice 85-028. "Vacuum Relief Sys for BWR Mark I & If Contain- 
ments " Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Rosponse (Post 
030103), 85/04/02 Consolidated Edison Co of Now York. Inc 92pp, 29667T07- 
29667 198 


0504010039 IE Info Notice 85 027, ■"Nolllications to- NRC Operations Clr & Roporlina 
Events In LERs." Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/03 Consolidaled Edison Co of New York, Inc 90pp 29690 255- 
29690 362. 

650418031$ Responds to NRC 850214 Itr re viofattons noted In Insp Ropl 50-247/34- 
33 Correctivo actions long-term program lo schedule control room drawing restoration 
& field verification for canceled mods cornpleted 

O'TOOLE, JD Consolidated Edison Co of Now York. Inc 85/04/03 COLLINS, SJ 
Region 1, Office of Director 4pp 29886 359-20886 362 


8504180301 Forwards application for amend to License DPR-26, revising Tech Spec 
limits for total nuclear peaking factor & accumulator water vol lo accomodate plant 
operation at steam genorator tube plugging levels up to 25% Foe pald__^ . „ . « 
O'TOOLE.JD Consolidated Edison Co ofNew York, Inc 85/04/10 VARGA, S,A Op 
eraling Reactors Branch 1 3pp 29854001-29854.083 


8504190443 Responds lo NRC 860312 ltr re violations noted in Insp Ropt 60 247/85- 
02 Corrective actions procedure for Bampling RCS. IPC-E OOl.rovised ta include vari- 
ous gross activlw concentrations up to & including worst case accident 
0’TOOLE,JD Consolidated Edison Co of Now York. Inc 85/04/05 MARTIN.TT 
Region 1, Olfice of Director 9pp 29917 078-29917 006 
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8504050042 SuppI t to 1£ Into Molice 85 003. Soparatjonof Pnmary fleaclo^' Coolant 
Pump ShflfI & liDp-QfJer ” Svc Ij^t end 

JORDAN, E L Divjsron of Emer^Lncy Prep^rerinoss A EngrnQering Rasponso (Post 
830103) 05/O4yO9 Consolidated Edison Co of New Yo/k, Ire lOlpp 29791 025 
29791 126 

8504050047 JE (nfo Nolice 85 028, "Padtal Loss of AC Power & Djosel Goneralof Deg 
radafion’ Svc list end 

JORDAN, EL Division of emergency Preparedness a Eogineenng Response (Post 
8301 03) 85/04/09 Consol fdolod Edison Co of Now York, Pne lOOpp 29790 278 
29701 024 

8S04090419 IE Info Nohea 85 020, ‘ Use of Unqualified Sources in Well Logging Appli- 
cators ■' Svc ercl 

PARTLOW,JG Division of Inspedion Programs (Post 050212) B5/04/12 Consolidal- 
ed Edison Co of New York, tnc 66pp 2DB3P 001 29032023 

8504178240 IE InfP Notice 85-030, ' WicrobiofogrcalJy Induced Corrosion Conlammont 
SvC Water Sys *' Svc list end 

JORDAN.E L Division of Emergency Proparodr>oss & Enflineering Rosponse (Post 
830103) 86/04/19 Consolidated Edison Co of Now York, Inc lOOpp 29966 258 
29366 363 

8504190055 IE fnfo Nolice 85 932. ‘Recent Er-u'ne Falurcs of Emergency DjosgI (Sen- 
era tors Svc lisl end 

JORDAN.E L Division of Emergency ProparoJni.ss &■ Engineering Rosponiso (Post 
830103) 05/04/22. Consohdatod Edison Co of Now York* Inc I09pp 29938 233 
29983 347 

8504190060 IE fnfo Nolice 85-033, "l/ndersized Nozzio*To ShoN Woldod Joinis in Tonks 
& HXs Construe tod Under Rules of ASWE Boiler A Pressure Vessel Code Svc fist 
end 

JORDAN, EL Division of Emergency Preparedness & Ennlnoering Rosponse (Post 
630103) 85/94/22 Consofrdaled Edison Co of Now York, Inc 10Bpp 23909 001- 
29989 107 

6594229347 IE Info Notice 94 84.Rcv 1, “Detencies in Forro Rosonanl Transformers 
Svc list end 

JORDAN, E L Division of Emergency Preparedness S Ennineoring Response (Post 
030103) 65/04/24 Cgnsolida ted Edison Co of New York Inc ll0pp 30027.067 
30027 184 


R Periodic operating reports & refaled correspondence 

8504010204 “Effluent & Waste Disposal Semiannual Rcpt.THird & Fourth Quarters 
1984 ” W/a503l3 Itr 

OTOOLE.JD Consoirdaled Edison Co of New York, Inc 04/12/31 MURLEY.TE 
Region 1, Office of Director 55pp 29574 114-29574 100 

8504030167 Forwards montlily operating ropt for Feb 1985 & roviserf summary of opor 
a ling experience for Jan 1985 

O’TOOLE, J 0 Consolidated Edison Co of Now York, fne 65/03/21 TAYLORJ M Di- 
rector*s Offree^ Office of Inspection and Enfo/cemont Ip 2D592 349 28592 355 

-8504030170 Wonihly operating rept for Fob 1985 
BLATT.M ConsoNdalOd Edison Co of Now York. Inc B5/02/28 5pp 29592 350- 
29592 354 

-8S94039172 Revised page to monllhly oporaling rept lor Jan 1985 
* CensoUdated Edison Co of New York, Inc 65/01/31 Ip 29592 355 295D2 355 


S, Reportable occurrences. LERe & rafateef correspondence 

0594160300 LER 82 044/09L-1 on 821029,3 of first 10 snubbors tested! did riot rneo-1 
acceptance criterra for lockup rale A Weed Caused by no lockup at high voice ity &/or 
meohBrwja.! reasoris OolecVwe snubtieis roplacetJ W/850403 11? 

HiNR(CHS,G, O’TOOLE, J,D Consolidated Edison Co of New York. Inc 02/11/20 
3pp 29820 277 23820 279 

65041G0067 LER 02O47/O3Ufon 821104, during rofueljfig/maint outego, prossurizor 
safely valvos discovered oulside loiaranco Cause unknown Valves 
fCfurbfshGd/ea^usted 4 tested W/850-402 ftr 

HINRICHS,Q , O'TOOLE, J D Consolfdaled Edison Co of New York, Inc 82/12/04 
3pp 29829125 29820 127 

8504300011 LER 82-029/03X-l.oi> 820702.containmont IsWalion valvo In pnmHry 
makeup water sys would not fully close wlion tested Causo not do torminod Valve 
manually closed per Tech Spec Valvo ropoired A roturnod to &vc W/050401 ftr, 
HJNRlCnS,G , OTOOLE,JD. Consolidated Edison Co of Now York, Inc 65^4/01 
3pp 30068 345 30068347. 

0504160016 LER 04-O12*91.on 0409 10, while at templing to blf sleam generalors.auxilrary 
feedwater pumps failed lo start Caused by two dofoctivo rofny coils Relays will bo 
replaced VW 850403 Hr 

8LATT,M. O’TOOLE, JD Consolidated Edison Co of Now York. Inc 05/04/03 3pp 
29818 290-29018 292 

6504168023 LER 85 004 00 on 850306, reactor trip occurred Caused by Improporly func- 
lioning feedwater regulating valvo Relays in Instrumentation sys for focdwaior regulat- 
Eng valvas replaced W/G5Q404 lb, 

ELLWANGEfl.J R , O’TOOLE, J D- Consolidated Edison Co of New York. Inc 65/04/ 
04 epp 29818-293.29810 293, 

0504250372 Notification of 050509 moelino w/ulil in BoiboscJa.MD to discuss reactor 
vessel flaw 

NEIGKaOR8,JD Operating Reactors Branch 1, 85/04/15 VAHGA.SA Oporaling 
Reactors Branch h 2pp 30021 359 30021 360 


T. Hearing UanBC/rpis on nen^anlftrusl matters 

8504160616 Transcript of 040404 public /meeting in WashlngtomDC re fndran Point 
emerg-ency planning order. Pp 1 49 
* Commissioners, 85/04/04 52pp, 29836 109 29336 161 


DOCKET 60-249 DRESDEN NUCLEAR POWER STATION. UNIT 3 


F. Security, medicaf, emergency & fire protection plans 


6604010162 Forwards Safeguards Insp Repts 50 010/85 03,50 237/05 07 & 50 249/ 
85-06 on 050219 22 & 25-26 & notreo of violation Notice of violation withheld (rej 
10CFR73 21) 

AXELSON.WL Region 3. Offica of Director 85/03/26 REED.C Commonwealth 
Edison Co 2pp 29569 204 29569 207 

- 0504910104 Safeguards Insp Repts 50 010/05 03,50 237/85 07 & 50-249/05 06 on 
050219-22 S 25-26 Noncompirance noted failure to implement adequate compensato- 
ry measures & screening program Details withheld (ref 10CFn73 21) 

CHRISTOFFER.G Region 3, Office of Oiroctor 05/03/26 2pp 29569 206-29569 207 

3504260072 Forwards public versfdn of generating stations emergency plan lelephono 
directory 

LICARI,k Commonwealth Edison Co 85/03/31 Record Services Branch (Document 
ControlDesk) Ip 30037 200-30037 263 

-8504260083 Public v^rsron of generating stations emergency plan telephone 
directory W/0504 19 release memo 

“ Commonwealth Edison Co 05/02/1 1 57pp 30037 209 30037 263 

8504098080 Advises that 050310 Rev 17 lo security plan consistent w/ provisions of 
10CFR50 54(p) & accepinblo 

AXELSON.WL Regions, Office of Oirecior 86/04/03 FARRAR, DU Commonwealth 
Edrson Co 2pp 29699 297-29699 290 

0604180383 Forwards Insp Repts 50-010/05 06.50-237/05 13 & 50-249/05 12 on 
850326-20 No noncomplianco noted 

PAPERIELLO.CJ Region 3. Office of Director 85/04/12 REED.C Commonwealth 
Edison Co 2pp 29057 009 29057 017. 

-0504180309 Insp Repts 50-010/85 06,60 237/05 13 & 50-249/05 12 on 050325 
20No vrotatJons or deviations noted Major area inspected emergancy preparedness 
pronram .including changos to program trafning dose calculalionA assossmenl 
BROWN.Q Region 3, Office of Director 05/04/12 /pp 20857 011 29857 017 


P. Operating ffeense stage documents & correspondence 


8604 01 01 83 Ach rocaipl of 650313 Rev 33 to OA Topical Rept CE-1-A Review will re- 
qupre more than 60 days 

SPESSARD.R L Region 3, Office of Director 85/03/26 REED.C Commonwealth 
Edison Co 2pp 295G9 069-20569 070 

0504189302 Forwards roaclor vessel mat! surveillance program for listed facilities for 
review, por App H (o 10CFH5O AddI info ro negative & positive shift in RTNDT & pro 
(Gctod peak neutron fluence provided 

RYBAK, B Commonwealth Edison Co 85/04/02 Office of Nuclear Reactor Regula 
lion, Director 2pp 29853 042-20053 224 

-0504100311 “Drosdon Nuclear Power Station Unit 3 Reactor Vessel Irradiation Surveil 
tancG Program Analysis of Capsule 18," final rept 

L IN DHOLM.U S , NORRIS. E B Southwest Rosearch Institute SWR 1-7484 003/1 84/ 
02/29 61pp 29053 044-29853 104 

8594230514 Notilicalion of contract execution, Mod 2,lo "Dresden & Perry Simulator 
Leasing ” Conlraclor GE Nuclear Power Sys Div 

PAGE.M Technical Assistance Con Iracls Branch FfN0O713 85/04/08 CORLEY.D 
Director’s Office, Office of Inspection and enforcement Ip 29972 322 29972 324 

-8504230632 Mod 2, revising schedufed CY84 fensing & fundrngjo "Dresden & Perry 
Simuialor Leasing " 

JONES, J General Electric Co FIN 3-6713 05/04/08 2pp 20972 323-29972 324 

8504230180 Forwards revised pages lo Rev 34 lo CE-1-A "QA Program for Nuclear 
Genera ImgSlalions " Revs raffed reorganization changes 

ALEXANDER.Q L Commonwealth Edison Co 05/04/10 KEPPLER.JG Region 3, 
Office of Director 5pp 29948 300-29949 030 

—0504230207 Revised pages lo Rav 34 to "QA Program for Nuclear Generating Sta* 
tfons" 

* Co mmonwea lib Edison. Co 85/04/10 70pp 29948 313 29949 030 

8604120206 Generic Ltr 05 06 to all PWR ficonseQs & ell applicants for OLs re QA guid- 
anco for ATWS equipment not safety refaled Svc list onci 

TNOMPSON.HL Division of Licensing 85/04/16 Consolidated Edison Co of New 
York, Inc 22pp 29947 280-29947 309 

8504170414 Nolificallon of 650417 mealing w/ulil fa Belhesda.MO to discuss proposed 
pfacemonl of ftqucd Hz lank on plant site 

GILBERT.RA Operating Reactors Branch S 85/04/16 ZWOLINSKI.J A Operating 
Reactors Brartch 5 3pp 29 828' 04 8 -2 90 28 050 

0504300346 Summary 850321 moeling w/util,Afr Products & Chemical, Inc, & Stearns 
Catalytrc Corp ro placement of liquid storage tank at plant site for use In hydrogen 
water chomislry program 

GILBERT.RA, Operating Reaclors Branch 5 85/04/24. Operating Reactors Branch 5 
21pp 30062326-30062 345 

0504300473 informs of review of 831105 rosponse to Generic Ltr 83-28 ro required ac- 
tions based on generic impflcations of Salem ATWS events Responses to Item 1 1 re 
posMrip review does not fully meet guidelines for item 

ZWOLINSKI.J A Operating Reactors Branch 5 85/04/24 FARRAR, D,L Common 
wealth Edison Co Spp 30063 253-30063 257 
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G Inspection reports, IE Bulletins & correspondence 

8504180327 Lists actions &/or documentation necessary to close out IE Bulletin 81 01, 
"Survedlance ol Mechanical Snubbers,” for listed facilities prior to finalizing closeout 
r^l 

JOBDAN.E L Division of Emernoncy Preparedness S Engmeonng Response (Post 
83010-3) 85/02/11 STAROST^KI.R Rogion 1, Office of Director 4pp 29914 165 
29914 168 

8503 1 90059 IE Info Notice 85 022, ‘limitorque Motor^Operaled Valves Resulting From 
Incorrect Installation of Pinion Gear ” Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/03/21 Consolidated Edison Co of New York. Inc 108pp 29597 001 
29597 005 

6S032 10461 IE Info Notice 85 023, "Inadequate Surveillance & Post Maint & Post Mod 
Sys Tostiri^ ” Sve list end 

JORDAN, El Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/03/22 Consolidated Edison Co of New York, Inc lOOpp 29656 001- 
29656 107 

8503220444 IE Info Notice 85 024, "Failures of Proteclivo Coatings In Pipes & HXs’ 
Sve list encl 

JOHDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/03/26 Consolidated Edison Co of New York, fne lOOpp 29596 154 
29596 363 

8504010162 Forwards Safeguards Insp Repts 50 010/85 03.50 237/05 07 & 50 249/ 
85-06 on 050219-22 & 25 26 & notice of violafion Nolico of violation withheld (ref 
10CFR73 21) 

AXELSON.WL Region 3. Office of Director 05/03/26 REED.C Commonwealth 
Edison Co 2pp 29569 204-29569 207 

-BS04Q10164 Safeguards Insp Ropls 50 010/85 03.50-237/05 07 & 50 249/05 06 on 
850219 22 & 25-26 Noncompliance noted failure to implement adequate componsato- 
ry moflsures & screening program Details withhold (ref 10CFR73 21) 

CHRISTOFFER.G . MADEDA.T J , CREED, J R Region 3, Olfico of Director 85/03/26 
2pp 29569 206 29569 207 

0504020313 Forwards Insp Repts 50-010/05 02,50 237/65 05 & 50-249/85 04 on 
850219 20 & notice of violation 

PAPERIELLO.C J Region 3, Office of Director 85/03/27 REED.C Commonwealth 
Edison Co 2pp 29577 338 29577 356 

••0SO4O2O315 Notfco of violation from insp on 850219 20 
PAPERIELLO.C J Region 3, Office of Director 05/03/27 ip 29577 340-29577 340 

..8504020320 Insp Repis 50 010/85 02,50-237/05 05 & 50 249/05 04 on 050219 
20 Violation noted radioactive mall transferred to unauthorized recipient 
PAUL. R A . MILLER, D E . GREGER.L R Region 3, Office of Director 05/03/27 16pp 
2S577 341.20577 356 


CS04290019 Responds to NRC 850319 Ilf re violations noted in Insp Repts 50 237/85 
06 & 50 249/85-05 Corrective actions rev to Procedure DOS 040 7 governing inacces 
siblQ valves will ensure conformance to ASME Code Section XI 
FARRAR.DL Commonwealth Edison Co 86/04/16 KEPPLER.JG Region 3, Office 
of Director 4pp 30045 16 6 30045 169 

8504170240 IE Info Notice 85 030, ‘‘Microtiiotogically Induced Corrosion Containment 
Sve Water Sys ” Sve tisl encl 

JORDAN.E L Division of Emergoncy Preparedness & Engineering Response (Post 
830103) 85/04/19 Consolidated Edison Co of Now York, fnc lOflpp 29966 250 
29966 363 

8S04 190055 IE Info Notice 85 032, "Recent Engine Failures of Emorgency Diesel Gen 
orators *' Sve list end 

JORDAN.E L Division ol Emergency Preparedness & Engmeering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc 109pp 29908 239 

29988 347 

0504190060 IE Info Notice 05 033, "Uncforsized Nozzlc-To-Shell Welded Joints in Tanks 
& HXs Constructed Under Rufes of ASME Boiler & Pressure Vessel Code” Sve list 
encl 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York. Inc lOBpp 29969 001 

29989 107 

0504220347 IE Info Notice 04 04,Hgv 1, ''Deficiencies in Ferro Resonant Transformers " 
Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103} 85/04/24 ConsofidaledI Etfiaon Co of New York, Inc ilCpp 30027 067 
30027 184 


R. Periodic operating reports & related correspondence 


0504110613 Forwards "Radwasle & Environ Monitoring Annual Rop1.19a4 ” 

SCOTT.D J Commonwealth Edison Co 05/03/05 KEPPLER.J 6 Region 3, Offtce of 
Director Ip 2977 8 262-2 9779 003 

..8504110817 "Radwaslo-& Environ Montlonng Annual Rcpt,1084 
* Teledyno fsotopes 04/12/31 lOOpp 29770 263 29779 003 

8504180230 Monthly opera Img repts for Mar 1085 W/850401 Hr 
SCHROEDER.a A , SCOTT.D J Commonwealth Edison Co 85/03/31 I7pp 
29913 339 29913 355 


S, Reportable occurrences, LERs & related correspor^rlonce 


8603200037 IE Info Notice 85 025, "Consideration of Thermal Conditions In Design & 
Installation of Supports for Diesel Qonorator Exhaust Silencers " Sve list end 
JORDAN.E L Division of Emorgoncy Preparednoss & Engineering Response (Post 
830103) 86/04/02 Consolidated Edison Co of Now York, Inc 107pp 29667 199 
29667 305 

0503200045 IE Info Notice 85 026, "Vacuum Reltof Sys for BWR Mark I & II Contain 
rrenls *' Sve fist end 

JORDAN.E L Division ol Emergency Preparedness & Engineering Rosponso (Post 
830103) 85/04/02 Consolidated Edison Co of Now York, Inc 92pp 29667 107- 
29667 190 

0504010039 IE info Notice 85 027, "Notifications to NRC Operations Ctr & Reporting 
Events in LERs ” Sve list onci 

JORDAN.E L Division of Emergency Preparednoss & Enginooring Response (Post 
830103) 85/04/03 Consolidated Edison Co of Now York, Inc 9Bpp 29690 255 
29690 362 


0504230029 Forwards Mnl Mooting Repts 50 010/85 05,50 237/85-12, 50-249/85- 
1 1,50 254/85 08,50-265/85 00,50-205/85-14, 50 304/85 14,50-373/05 10,50-374/85 
10 & 50 454/65-13 on 850307 No noncompliance noted 

NORELIUS.C E Region 3, Office of Director 05/04/03 REED,C Commonwealth 
Edison Co 2pp 29966 063 29966 068 

-8504230040 Mat Meeting Reels 50 010/65 05,50 237/05-12.50 249/85 11. 50-254/ 
85 08.60 265/05-09,60 295/86 14,50-304/85-14. 50 373/B5-10.50-374/05-10 & 50- 
454/65-13 on 850307 No noncompliance noted 

LANDSMAN.R B , CHRISSOTIMOS.N Rogion 3, Office of Director 05/04/03 4pp 
20966,065 29966 068 


8504050042 Suppl 1 to IE Info Notice 85 003, "Separation of Primary Reactor Coolant 
Pump Shaft & fmpeller *’ Sve list end 

JORDAN.E L Division of Emergency Preparedness & EnglnGering Response (Post 
030103) 85/04/09 Consolidated Edison Co of Now York, fnc lOIpp 29791 025- 
29791,126 


8504050047 IE Info Notice 05 020. ‘’Partial Loss of AC Power & Diesef Generalor Deg- 
radation " Sve fist end 

JORDAN.E L Division of Emergency Preparedness & Engineoring Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, fnc 109pp 29790 278- 
29791 024, 


0504090419 IE Info Notice 85-029, "Use of Unqualified Sources In Well Logging Appli- 
cations ” Sve list oncI 

PARTLOW.J G Division of Inspection Programs (Post 850212) 85/04/12. Consolidat- 
ed Edison Co of New York, Inc 66pp 29832 001-29832 023 


0504100383 Forwards Insp Repts 50 010/05 06.50 237/05-13 & 50-249/85-12 on 

850325-28 No noncompliance noted 

PAPERIELLO.C J Region 3. Office of Director 05/04/12 REED.C Commonwealth 
Edison Co 2pp 29857 009-29857:017 


-.8504180389 Insp Ropls 50-010/85 06.50 237/05 13 & 50-249/85-12 on 850325 
28.No violations or deviations noted Major area Inspected emergency preparedness 
prog rain, including changes to program training & dose calculation & assessment 
BROWN, G, PLOSKI.T. PHILLIPS.M Region 3. Office of Director 85/04/12 7pp 


29057 011-29857:017 


0504150530 Discusses Borney Forge Part 2I rept ro lack of chemical overchock re 
quiroment of certain metis snipped from Carlinvilfe plant Option 2 of NRC 840316 Itr 
will be used 

DEMPSEY, MT Barr Co 84/05/15 JORDAN.E L Division of Emergency Prepared 
ness & Enginooring Rosponso (Post 030103} 9pp 2981 1 053 29011 062 

0604020460 t€R 85 006-00 on 8S0222.HPCI sys inoperable due to valved out sve 
water Caused by personnel error Valves opened & sys operability restored All sve 
water supply valves to HPCI locked open to prevent recurronco W/01i03t8 Itr 
COYLE.L, SCOTT.D J Commonwealth Edison Co 05/03/18 3pp 29504 134- 
29504 136 

D504020005 LER 85 009 00 on a50205.manual isolation- valvo 3-1699 15 to torus sight 
glass discovered looked in open position Caused by personnel error DOS 1600 2 
changed to inefudo second signature vordying locked closed position W/850320 ttr 
MCCABE, BC, SCOTT.D J Commonwealth Edison Co 85/03/20 3pp 20585 031- 
29585 033 

0504030159 LER B4 01 2 02 on 640Q23.umt scrammed on Intermediate range monitor 
hi hi w/componlon APRM downscalo duo to oporatcr failure to bmoly Insert 
monitors Caused ^ personnel error W/050321 Itr 

LEAHY.M, SCOTT.D J CommonwaaHh Edison Co 85/03/21 3pp 29592 337- 
29592 330 

0504050358 LER 85 007-00 on 05O3O2.during normal op q rati on, two normally closed 
torus water sample valves discovered open w/waler draining to sump Caused by per- 
sonnel error Valves locked Procedures revised 

WOJTULEWiCZ.T , SCOTT.D J Commonwealth Edison Co, 85/03/26 3pp 
29607 315-20667 317 

8504220437 LER 85 006-01 on 050222, avc water leading to HPCI room cooler discov- 
ered valved out.causmg sve water & HPCI sys to be inoperable Caused by porsonnol 
error Valves immodlatefy opened & sys rosiorod W/050409 hr 
COYLE.L, SCOTT.D J Gommonwoaltfi Edison Co 85/04/03 4pp 29941 031- 
29941 034 

0504220076 LER 85 008*00 on 85031 l.diQsel generator 2/3 autornatically started w/no 
aclualion signal present Caused by vibration to auto start rolay during mod Following 
auto start.englno loaded & _operaled for 06 minutes W/ 65040 8 hr 
WOJTULEWrCZ.T , SCOTT.DJ Commonwealth Edison Co 86/04/OB 3pp 
29939 102 29939 104 


DOCKET 50*250 TURKEY POINT PLANT, UNIT 3 


P. Security, medical, emargency & firo protection plane 


0504160155 Ack receipt of 050222 ttr informing NRC of steps taken to correct violations 
noted In Insp Repts 50-250/84 40 & 50-251/64.41 Statomenl in Section 3 of ro* 
sponso ro discussions w/all health physics personnel verified 
BROWNLEE, VL RegloJi 2. Office of Director 06/03/08 WILLIAMS.JW Florida 
Power & Light Co. Ip 29B20 10S 29820 190 



34 DOCKETED !TEMS 


> D504160164 Rosponde to NRC 8S0 123 hr ro violaUons nolpd jn Jnsp Repts 50 250yfl'l 
40 & 50 251704 41 Corrective actions compuler program for ND 6650 Gel i Sp-oclrom 
Gter niodifjQd to warn operator & hoallh physics personnel ceulioned 
WILLIAMS, JW Fforitfa Po^ver & Lighl Co 85/02/22 GRAC£,JN Region 2, Office of 
Director 2pp 29820 183-29820 190 

8504150096 Summarizes 850220 meeting w/util at Region fl otc to djscuss proposed 
10CFfl;5O 54<p) change to physical security plan 

WALKER, RD Regcon 2, Office of Di/eclor 85/03711 WILLIAWS.JW Florida Power 
& Light Co Ip 29506 363-23S0B 363 

9504160058 Forwards FEMA final rept on 841107 emergency preparedness oxercisoNo 
deficiercies rdenlifted W7o end 

BROWNLEE^VL Region 2, Office of Director 85/03/13 WILLIAMS.JW Florida 
Power & Light Co Ip 29816 362-29818 362 

8504050139 Advises lhai proposed Tech Spec efranges necessary to allow InstaHahon 
of addi ox-coro fis&ton detectors, per Reg Guide 1 97 Individual nolice required so de 
lectors can he installed during upcoming refueling outage 

LAINAS,GC Assistant Director for Operating Reactors 85/03/22 WIRAGLIA.FJ Di 
vision of Licensing ip 29673 36129673 361 

8504090009 Forwards info re upgrading of certain vdal areas, per Q412I8 request Info 
also addresses concerns specified in 840306 regulatory effectiveness review repiEnd 
withheld (rof 10CFR73 21) 

WfLLIAWS.dW Florida Power & Light Co 85/04/03 VARGA.SA Operating Reactors 
Branch) ip 29699 350 29699 360 

8504230396 Notifies of dofrciencfes in emergency vonlilahon sys to NUREG 0 737,11 em 
III D3 4 Uhl will Install redundani central room normal mtako radiallon monitor 1o cor- 
rect deficiencies Completion of mods schodulod for Juno 1966 
WPLLIAWS.JW Florida Power & Light Co 85/04/17 VARGA.SA Operating Reactors 
Branch 1 2pp 29950 309 29950 310 

650429O36B Revised Emergency Plan Implementing Procedures 20104, 'Duty Call Noli- 
ficatJons/Slaff Augmenlation,” 20105, "Emergency Response Facijitios** •& 20107, 
"Fire /Explosion Emergencies " W/850424 Itr 

BAHN,C. WOODY,CD, WILLIAMS, JW Florida Power & Llnhl Co 05/04/24 
GRACE, J N Region 2, Office of Director 34pp 30052 171-30052 204 


Q Adjudicatory correspondence 

850402022/ Motion to suspend or revoke hcenso Amends 93 & 09, Issued on 
841 223, until valid technical ha sis for BART compuler code REFLOOD model 
established Certificate of Sve end 

HODDER,UH Conle/ for Nuclear RosponsibiJity HODDER,MH Hoddor, MH. ^265 
341 B5/03/26 Atomfe Safely and Licensing Board Panol 4pp 20583 027-20503 043 

8504019087 Forwards pages inadveftentfy omitlod from Insp Ropis SO 250/64-35 & 50 
251/64-36 aubmilted w/fl5032S Board Notification 05 030 re spent fuel pool 
expansionRofatedcorrespondonce 

LAINAS,GC Assistant Director for Operating Reoclors ^1^285 300 €5/03/27 
LAZO,RM, COLE.R F , LUEBKE,E A Atomic Safely and Lfcensrnn Board Panol 5pp 
29571 260 29571264 


8504020040 Requests assjs lance in foviewmg end util 850307 request for amends to 
Licenses OPR-31 & DPR-41 SRP & STS should be used as guidance in dolermining 
acceptance cnlena SER & SALP input requested by 850419 

THOMPSON.HL Division of Licensing 65/03/21 WALKER, H D Region 9, Office of 
Director 2pp 295B5 247 29SBS 260 

8504020383 Board Notification 85 030 forwards, for info.P Bemis 850315 memo to H 
Thompson & Insp Repts 50 250/84-35 & 50-261/84 36 re span! fuel pod expansion 
LAINAS,GC Assistant Director for Operating Roaclors 85/03/25 LAZO.RM, 
COLE.RF, LUEBKE.EA Atomic Safety and Licensing Board Panel 4pp 29565 275 
29585 301 

“8504020366 Requests evaluation of listed concerns re Amends 111 & 105 to Licenses 
DPR 31 & DPn-4l,fespGcliveIy.concGmJng rorack of spent fuel pool prior to 050330 
BEMIS.PR Ronion 2, Office of Director 85703/15 THOMPSON.H L Division of Li 
censing 4pp 29585 279-20585 301 

€5 04020296 FonivareJs rovisod significant hazards siatemonl & detailed explanation of 
amends to Licenses DPR-31 S DPR 41 re containment integrity requested in 850126 
Jtr Corrected Tech Spec Pages 31 0-1, 3 10283104 end 

WILLIAMS.JW Florida Power & Light Co 05/03/28 THOMPSON, HR Division of Li- 
censing Opp 29581 343*29581 353 

-8504020297 CorreclGd Toch Spec Pages 3 10-1.3 10-2 & 3 10 4 re refueling oper- 
ations 

“ Florida Powers Lighl Co 85/03/28 Opp 29581 273*29581 273 

0504160602 Forwards corrected request for addi info re preliminary review to assess 
cofTwIetonoss a odoouacy of util responso to Gonerre Ltr 83-28 fnfo re Items 2.2 2 & 
4 5 3 should be provided wilhfn 60 & 90 days.respecjivQly 

MCOONAID.DG Opo/airng Reactors Branch 1 85/04/04 WILLIAMS.JW Florida 
Power & Light Co 4pp 29634 359 20Q34.362 

8504120206 Generic Lir 85-06 to all PWR liconsees & all applicants for OLs re OA guid 
anc© for ATWS equipment not safety related Sve list end 

THOMPSON.HL Division of Licensing 86/04/t6 Consolidated Edison Co of New 
York, Inc 22pp 29947 288*29947 309 

8504190305 Advises that rev to Woslinghouse ECCS evaluation model procedure by 
which cor© flooding ralo Info generated by WREFLOOD code introduced into BART 
heal transfer •coefficient resulted in higher peak dad temp calculation 
WILLIAMS.JW Florida Power & light Co 05/04/16 VARGA.SA Operating Reactors 
Branch 1 Ip 29886 258 29686 258 

8504300214 F-orwards draft SER for 831 108 response 1o Genetic Llr 83-28, (tern 1 1 re 
ost-lrip review Addf info ro methods ■& cnlena for comparing event info w/plant be 
avior requesled within 30 days 
VARGA.SA Operating Readers Branch 1 85/04/16 WILLIAMS.JW Florida Power 
A Light Co 9pp 30072 174-30072 182 

6504300234 Forwards request for atfdl mfo re 850128 & 0302 requests for amends to 
Licenses DPR 31 & DPR 41. changing Tech Specs to allow broaching conlainmonl In 
(egnly for required survoillanco leslmg Info requested within 30 days 
VARGA, S A Operating Readers Branch 1 85/04/16 WILLIAMS.JW Florida Power 
& Light Co 5pp 30072 158 30072 162 


8504090062 Response opposing Irlorvenor motion to suspend or rovoko license 
Amends 93 A 99 until ASLB determines valid technical basis ostabtishedASLO does 
nol possess aulhority to grani requested relief Cor liti cal© of Sve end 
FRANTZ.S P Newman & Hollzlnger ^^265 427 e5/04/04 Atomic Safely and Lice ns 
ing Board Panel 7pp 29700 2 1 9 29700 225 

0504160169 Forwards affidavit of SB Sun & GN Lfluben In response to llcensoo 050316 
notification d leslrmony ro Woslinghouso rev 1o data fransfer procedure In ECCS eval 
ualion model Related corrospon donee 

YOUNG, W A Hearing Branch 4 ^^285 536 85/04/10 lAZO.RM, LUQKE.EA. 
COLE.R F Atomic Safely and Licensing Board Panol Ip 29013 310-20BI3 328 

Affidavit of SB Sun & GN Laubon re revised Inpul mothodofony for DART 
ECCS cornpulor code R slated corraspondence. 

SUN,S B Coro Performance Branch. LAUBEN.G N. Reaclor Systems Branch 05/04/ 
09 lOpp 29813 319 29813 328 


8504100404 Response to Intervonor 850326 mo Iron to suspend or revoke license 
amends Challenge to correctness of NRC significant hazards dotermmalfon not basis 
revoke amends rn atIVanco of hearings or ovldonilary presonlalion 
YOUNQ.MA Hearing Branch 4 /f285 534 65/04/10 Atomic Safety and Licenainn 


Board Panel 8pp 29815 160 29815 184 


Commerils on 650326 novel prehearing procoduro implomenlod by 
ASLB interveners will not further dignify procedure by aubmlUIng robutlalor other losli- 
mo^ to procedure Certificale of Sve end 

29^64 360^2996^^6^^^ Nuclear RGaporsiblllly #286 641, 85/04/18 3pp 


J. Insurance & Intfemnlty Informallon 


0504040183 Forwards Endorsomont 76 to NELIA Poftcy NF 185 
DUCKjJ R. Marsh & McLennan, Inc 05/03/27. SALTZMANJ 
Stale & UesnsQ© Relations 2pp 29612 137-29612 138 


Asslstanl Director for 


P, Operating license alage documents & correspondence 

updated Region II organization chert, raflecling reconl porsonnol 

°i 65/03/13 WfLLIAMSJW Florida Powof 

& Light Co 1p 29310 1 19 29818 130 

meeting w/utll in Mlaml.FL re review of regulatory 
Mealing agenda & attende&s list end 

Branch 1 85/03/16 Operating Reactors 


0504050100 Summaiy of 050307 
requirem0nls,p9r NRC 850104 Ur 
MuDONALD.DG Operating Re 
Branch 1, 0pp 29674 132-29674. 


8504120031 Generic Llr 85-02 to all PWR Ircenseos & applicants, holders of CPs & Fort 
Si Vrain re rocomrnendod actions stemming from NRC Integrated program for resolu 
tion of unresolved safety issues re steam generator tube Integrity Sve list end 
THOMPSON.HL Division of Licensing 65/04/17 Yankee Atomic Electric Co 127nD 
29953 07129053 262 ' 

6504240224 Forwards revised NSHC & modified SER fo 650215 application to amend 
Licenses DPR-31 & OPR 41. revising moderator temp cooflidenl spec Revised info 
cCoarly indicates when analyses performerf 

WILLIAMS.JW Florida Power & Light Co 85/04/17 THOMPSON.H R Division of Li 
censing 6pp 29967 001 20067 096 


Q InspecKon refforta, IE Bulletfris & corresponcfence 

8604169436 Fonwards Insp Repla 50-250/64 29 & 50 251/84-30 on 840830 0929 & 
notice of violation & proposed Imposition of civil penalty 

GRACE, J N Roglon 2, Office of Olroclor 05/02/20 WILLIAMS.JW Florida Power & 
Light Co, 3pp. 29821 193 20821 210 

--BB04 180439 Notice of vIoPation & proposed Imposition of civil penally In amount of 
$25,000 Violation noted failure to salisfy Tech Spec fimiling conmllon for operation for 
Unit 4 Intake cooling water sys 

GRACE.J.N Roglon 2. Office of Director 85/02/28 4pp 29021 196-29821 109 

“0504160445 Insp Repts 50 250/04-20 A 50-251/84 30 on 840830-0929 Violations 
noted failure to comply w/Toch Spoc limiting condition of operation, Tech Spec oper- 
ability roquBrements not met a safety corrmllleo not evaluating operations 
PEEwLES.T A , ELROD.S A Region 2, Olfico of Director 85/02/20 lipp 29021'200- 
29021 210 

8604160605 Forwards Insp Repts 60*250/85 05 & 50 251/85 05 on 850212-15 & notice 
of violation 

BROWNLEE, VL Region 2, OtffC© of Director 85/03/00 WILLIAMS.JW Fforida 
Rower & Light Co 2pp 29821 019-29021 025 

-8504160500 Notice of vfolallon from msp on 850212*15 

• Roglon 2, Office o1 Director 85/03/06 Ip 29821 021-29821 021 

-8504160514 Insp Repts 50-250/85-05 & 50 251/85 05 on 850212-15 Viofalion 
noted failure to lest fail safe valves In accordance w/ASME Code 
KLEINSORQE.W P., SLAKE.J J Region 2, Office Of Director 85/03/04 4pp 
20621 022 29821*025 

8804160165 Ack receipt of 050222 llr informing NRC of stops taken to correct violations 
noted in Insp Repts 60 260/64-40 & 50-251/84-41 Statement in Secllon 3 of re 
sponse r© discussions v</all hoallh physics personnel verified 
BROWNLEE.VL Region 2, Offtco of DProcior 85/03/08. WILLIAMS.JW Florida 
Power & Light Co. Ip. 29020 108-29820 100 
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*-0504160164 Responds 1o NRC 050123 Ilf ro violaltons noled in Insp Repls 60 250/84- 
40 & 50 251/84 41 Correclive actions computor program for ND 6650 GeLi Speclroin 
eter modified to warn operator & hoaflh physics personnel cautioned 
WILLIAMS, JW Rorida Power & Light Co 05/02/22 GRACE, JN Region 2. Oflico of 
Director 2pp 29020 189.29820 190 

8503190659 IE Info Notice 85 022, "Limitorque Motor Operated Valves Resulting From 
Incorrect (nslallatian of Pinion Gear ” Svc list end 

J0RDAN,E L Division of Emergency Preparedness & Enginoering Response (Post 
830103) 85/03/21 Consolidated Edison Co of New York, Inc 108pp 29597 001 
29597 005 

8603210461 IE Info Notice 05 023, ' Inadequate Surveillance & Post Maint & Posl-Mocf 
Sys Testing " Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Posi 
830103) 85/03/22 Consofidalod Edison Co of New York. Jnc 108pp 29656 001 
20656 107 

8504150555 Ack receipt of 8S0313 ftr informing NRC of steps taken to correct violations 
noted In Insp Repls 50 250/84-39 & 50-251/84*40 Impfemenfaiion of correclive ac* 
tions will be examined In future insps 

WALKER.RD Renton 2, Office of Director 05/03/22 WILLfAMS.J W Florida Power 
& Light Co Ip 29818 243*29818 266 

*8504150568 Responds to violations noted In Insp Repts 50-250/64-39 & 50 251/B4. 
40 Corrective actions Operating Procedure 7304 1 re periodic test of auxiliary feed* 
water sys & Tech Spec 3 8 revised to cfartfy limiting conditions for operation 
WILLIAMS.JW Florida Power & Light Co 85/03/18 GRACE,JN Region 2, Office of 
Director 6pp 29018 244-29018 248 

-8504150570 Forwards Insp Repls 50*250/84*39 & 50 261/84 40 on 041125-1219 & 
notice of violation 

WALK£R,RD Region 2, Office of Director 05/02/11 WILLfAMS.J W Florida Power 
& Light Co 2pp 29818,249 29818 266 

-8504150576 Notice of violation from insp on 041125-1219 
• Region 2. Office of Director 85/02/11 2pp 29810 251*29818 252 

-86041605B3 Insp Repts 50-250/04 39 & 50 251/84*40 on 841126*1219 Violation 
noted failure lo cool down Unit 4 upon loss of auxiliary feedwater sys pump, using fm> 
proper test acceptance criteria & failure to establish adequate procedures 
PEEDLESJA. BREWER.DR, ELROD.S A Region 2. Office of Director 85/02/01 
14pp 29818 253-29818 266 

8604020363 Board Nolificallon 05-030 fonvards, for mfo.P Bemis 850315 memo to H 
Thompson & Insp Repls 50-250/04*35 & 50*251/04-36 re spont fuel pool expansion 
LAINAS.GC Assistant Director for Operating Reactors 05/03/25 LAZO.RM, 
COLE,R F , LUEBKE.E A Atomic Safoly and Licensing Board Panel 4pp 29585 275* 
29586 301 

-0504020366 Requests ovalualion of fisted concerns re Amends 111 & 105 lo Licenses 
DPR-31 & DPR 41, respectively, concerning rerack of spent fuel pool prior lo 650330. 
BEMIS.PH Region 2. Office of Director 65/03/15 THOMPSON, H L Division of LI 
censing 4pp 29505 279 29565 301 

6503220444 iE Info Notice 05 024, ''Failures of Protective Coatings in Pipes & HXs,** 
Svc list end 

JOHDANjE L Division of Emergency Preparedness & Engmeerlng Response (Post 
030103) 85/03/26 Consolidated Edison Co of New York, Inc f08pp 29596 154- 
29596 363. 

0SO411O691 Forwards Insp Repls 60-250/65 04 & 50*251/85 04 on 650202-0311 No 
vJofation noted 

BROWNLEE.VL Region 2. Office of Director 85/03/27 W1LLIAMS,JW Ro/ida 
Power & Light Co Ip 29777 335-29777 347 

-0604110700 Inps Repls 50 250/85 04 & 50-251/86 04 on 850202 0311 No violation 
or deviation noted Major areas inspected LER followup, annual & monthly 
surveillance, op era II on a I safely, plant events & spent fuel pool storage rerack, 
PEEBLES,TA, 8REWER,D R., ELROD,SA Region 2, Office of Oiroctor 65/03/26 
12pp. 29777-336-29777-347 

8504160215 Confirms 8S0315 tefcon re 050326 enforcement conference at Region it 
ofc to discuss containment spray sys & component cooling water sys Issues 
QRACE,J.N. Region 2, Office of Director 85/03/27 WILLI AMS, JW Florida Power & 
LtgmCo 2pp 29809 204-29809 205. 

8503260037 IE Info Notice 85 025, "Consideration of Thermal Conditions In Design & 
Installation of Supports for Diesel Generator Exhaust Silencers " Svc fist end 
JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Posi 
830103). 85/04/02 Consolidated Edison Co of New York. Inc 107pp 20667 199- 
20667 305 

8503280045 IE Info Notice 65*026, "Vacuum Relief Sys for BWR Mark I & It Conlain- 
monts." Svc list end 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/02. Consolidated Edison Co of New York, Inc 92pp 29667 107* 
29667 198 

8604010039 tE Info Notice 85 027, "Notifications to NRC Operations Ctr & Reporting 
Events m LERs " Svc list end 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of New York, Inc 98pp 29690 265- 
29690:362 

8604050042 SuppI 1 lo (E Info Notice 85 003, "Separation of Primary Reactor Coolant 
Pump Shaft & Impeller.'* Svc list end 

JOflDAN,E.L. Division of Emergency Preparedness &. Engineenng Response (Post 
830103) 85/04/09. Consolidated Edison Co. of New York, Inc foipp. 29791025 
29791 ‘126 

8604050047 IE Info Notice 85-026, "Partial Loss of AC Power & Diesel Generator Dag 
radation " Svc list end 

JORDAN,E L. Division of Emergency Preparedness & EngineGring Response (Post 
030103). 85/04/09 Consolidated Edison Co. of New York, Inc. fOQpp 29790 278- 
29791 024. 


8504090419 IE Info Notice 85 029, ‘"Use of Unqualified Sources m Well Logging Appli 
cations ' Svc list end 

PARTLOW.JG Division of Insppclion Programs (Post 050212) 85/04/12 Consoldat- 
ed Edison Co of Now York. Inc 66pp 296J2 001 29632 023 

8504190441 Responds to notice of violatron & proposed imposition of civil penalty idon 
lified in Insp Repls 50 250/64 29 & 50 251/84 30 Corrective actions iriFn equipment 
list posted at each operaling station 

WILLIAMS.JW Florida Power a Ligfi! Co 85/04/15 TAYLOR.J A Direclor’s Office, 
Office of Inspection and Enforcement 30pp 29918 174 29918 203 

8504170240 IE Info Notice 05-030, ■'Uicrohiologically Induced Comosion Containment 
Svc Water Sys " Svc list unci 

JORDAN, E L Division of Emergency Preparednoss & Engineering Response (Post 
630103) 65/04/19 Consolidated Eoison Co of New York, Inc I09pp 29966 26B 
29966 363 

6504250430 Ack rocaipl of 850415 Ilf & payment of $25,000 civjI penalty imposed by 
NRC on 850228Corrective actions will be examined in future insps 
AXELRAD.JA Enforcement Staff 85/04/19 WILLIAMS.JW Florida Power & Lmbt 
Co 2pp 30029 051-30029 052 

SS0419005S IE Info Notice 06-032. ''Recenf Engine Failures of Emergency Diesel Gen 
orators " Svc list end 

JORDAN, EL Division of Emergency Preparedness & EnginoGfing Response (Post 
030103) 85/04/22 Consolidated Edison Co of New York, Inc 109pp 29960 239 
29986 347 

8504190060 IE fnfo Notice 65 033, "lUndorsized Noz?lB-To*She1l Wolded Joints in Tanks 
& HXa Constructed Under Rules of ASME Boiler & Pressure Vessel Code" Svc list 
end 

JORDAN, E.L Division of Emergoncy Preparednoss & Engineering Response (Post 
030103) 85/04/22 Consolidated Edison Co of Now York, Inc lOapu 29989 001 
29989 107 

8604220347 IE Into Notice 84 84, Rev 1, "Deficiencies in Ferro Resonant Transformers" 
Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/04/24. Consolidated Edison Co of New York, Inc tlCpp 30927 067* 
30027 184 


R, Periodio operating reports & related correapondonco 

8504100210 "Radioactive Effluent Release Dalajan June 1983 " W/B30B29 Itr 
UHRIG.RE Florida Power & Light Co 63/06/30 0*REILLY,J P Region 2. Office of 
Director 17pp 29759 324 29759 340 

8604110660 "SuppI to Radiological Environ Monitoring Rept, Jan Juno 1903, Turkey 
Point Unites A4'* W/8311iaitr 

WILLIAMS.JW Florida Power & Light Co 03/08/30 O'REILLY.J P Region 2, Office 
of Director 12pp 29781 215 29781 22 6 

8504100720 Supplomenlal "Radiological Environ Monilormg Ropt.Jul Dec 1983, Turkey 
Point, Units 3^4" W/840B07 Hr 

WILLI AMS.JW Florida Power & LEght Co 83/12/31 O’REILLY.J P Rogron 2. Office 
of Director 12pp 29764 199 29764 210 

650409046S Forwards "Radioacttve Effluent Release Oata.Jul Doc 1903" & "Rodlologl 
cal Environ Monitoring Repl.Jul-Dec 1003 “ 

WILLIAMS.JW Florida Power a Light Co 84/03/01 O’REILLY.J P Region 2. Office 
of Director Ip 29720 276*29720 309 

-6604090469 "Radioactive Effluent Release Dala.Jul-Dec 1983 " 

‘ Florida Power a Light Co 83/12/31 17pp 29720 277 29720 293 

-8504090464 "Radiological Environ Monitoring R0pt,Jul Doc 1903 " 

* Florida Power a Light Co 03/12/31 lepp 20720 294*29720 309 

6504180607 Monthly operating repts for Fob 1085 W/850318 Ur, 

GRANT.N W . WILLIAMS, J W Florida Power a Light Co 85/02/28 lOpp 29911 105 
29911 122 

8504100398 "Radiological Environ Monitoring Rept, Jan- June 1903 " W/fi50029 Itr 
UHRIQ.R.E Florida Power & Light Co 83/06/30 O’REILLY.J P, Region 2, Office of 
Director 16pp 29756 322-29756337 


8. Reportable occurrences, LEBs a related correspondence 

6504040402 LER 85 007-00’on 850221 .discovered plant procedures did not includo all 
ffowpalh valves which should be visually venlied perlodrcally for position & functionally 
wcledjjer Tech Specs re fire protection sys W/850326 Hr 

TEUTEBERQ,R L , WILLIAMs.J.W Florida Power & Light Co 05/03/25 3pp 

29670 215-29670.217, 

8504240090 Special repl.on CSOGOO.dlosel driven firo pump doeferod out of svc as 
resuU of Inoperable immersion heater Pn diesel cooling sys Caused by dofecitvo (her* 
moslat switch Immersion healar assembly replaced 

WILLI AMS, J.W Florida Power & Lighl Co 85/04/08. DENTON, H R Office of Nuefear 
Reactor Regulalion, Director, 3pp 29976057-29970 059 

8504230302 LER 85 008 00 on 850312,check source operability verification of Iwo sya 
level particulate, iodine & noble gaseous oflluont monitors not performed Caused oy 
miscommunication between technicians W/6504 10 Itr 

TEUTEBERGiR L.. WILLIAMS, J.W, Florida Power & Light Co, 86/04/11 3pp 

29966 120*29966’1 22. 


T. Hearing transorlpU on non-antllruat matters 

8504030267 Transcript of 850326 prehearing conference In Coral Gables, FL Pp 85-233, 
* Atomic Safoly and Llconsing Board Panel 85/03/26 14Bpp 29588 00 1-29 588' 162 

6504030250 Transcript of B 50327 prehearing conferonco in Coral Gables, FL.Pp 1*80 
Atomic Safety end Licensing Board Panel 05/03/27, S2pp 2958? 165 29687 266 
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B 504030177 Trnnscnpl of 650J20 prehearing conference ir Coral Gatles, FLPp 1-55 
' Alom'c Safety and Licensing Board Panel 85/03/20 57pp 29590 275-29590 331 


DOCKET 50-251 TURKEY POIMT PL AMT, UNIT 4 


F Security, medical, emergency & lire protection plans 

8504150155 AcW receipt of 050222 Itr informing NRC of Meps laken to correct vjofalior>s 
noted in Insp Hepts 50 250/84 40 & 50 251/84-41 StalemGnl in Section 3 of re 
sporso ra tlascussions w/all health physics personnel verified 
BRO\S/NLEE,y L Region 2, Office of Direefo. B5/O3'O0 WILLIAMS, J W Florida 
Power a Light Co Ip 29020 18&-28B20 190 

“8504160164 Responds to NRC 850123 Hr re violahons noted in Insp fl^ts 50 2S0/B4- 
40 & 50 251/84 41 Corrective a c lions computer program for ND 6&50 GeLi Spectroni 
eler modified to warn operator & heaiih phys'cs personnel cnultoned 
WILLIAMS, 3 W Ffonrta Power & Light Co 85/02/22 GRACE.JN Region 2, Oflice of 
Director 2pp 29820 169-29820 1 90 

8504150093 Summarizes 650220 meeting w/ulil at Region if ofc to discuss proposed 
10CFR50 54(p) change to physical sQcuri.ty plan 

WALKER, RD Region 2, Oflice of Director 85/03/11 WILLIAM SJ M Florida Power 
& Light Co ip 29808 3B3 2DB08 363 

0504160058 Forwards FEMA final ropl on 841107 emergency preparedness exercise No 
deftvieacles identiliod W/o end 

BROWNLEE.VL Region 2. Office of Director 85/03/13 WILLfAMSJW Florida 
Powers UghtCo 1p 29818 362-20018 362 

8504050139 Advises that proposed Tech Spec changes nocessary to allow inslallation 
of addl cx core lission detectors, per Hog Guido 1 07 Individual notice required so do 
lectors can bo installed during tip coming refueling oulage 

LAINAS.GC AbS) slant Oiroctor for Operating Reactors 85/03/22 MlflAGHA.FJ Di 
vision of Licensing Ip 29673 361-29673 361 

8504090009 Forwards info ro upgrading of cortain vital areas per 841216 request fnfo 
also addresses concerns specified in 840306 renutatory effectiveness review rept Encf 
Withheld (rel tOCFR73 21) 

WILLIAMS, JW Florida Power & Light Co 85/04/03 VARGA,SA Operating Reactors 
Branch! Ip 29699 360-29699 360 

8S64 230398 Notifies of d-eliciencies in emergency ventilafien sys ro NUREG-0737,ltom 
IIID3 4 Util will inslall redundant control room normal intake fadialioii monitor to cor- 
rect deficiencies CompSeiton ol mods scheduled for June 1986 
WIL LIAMS, J W Florida Power & Light Co 85/04/17 VARGA.S A Operaling Reactors 
Branch 1, 2pp 299S0 309-29950 310 

8504290388 Revised Emergency Plan fmplemonling Procedures 20104, “Duly Call Nolt- 
ficalions/Slaff Augmentalion." 20105, “Emergency Response Facililios*' & 20107, 
"Fire/Explosion Emergencios “ W/B50424 Itr 

BAHNC, WOOOY.CD, WILLIAMS, JW Florida Power & Light Co 85/04/24 
GRACE,J N Reg on 2, OHree of Director 34pp 30052 171 30052^04 


P Operaling license stage documents & correspondence 

0504160201 Forwards updated Region II orgarizalion chart, reflecting recent personnel 
changes 

WALKER.HD Region 2. Office of Director B5/03/13 WILLIAMS, J W Rorida Power 
a Light Co ip 29818 119 2981 Q 130 

8504050100 Summary of 850307 meeting w/util in Miami, FL re review of regulatory 
requrremenls,por NRC 850104 Ur Meeting agenda & attendees list end 
MCDONALD.DG Operating Reactors Branch 1 85/03/18 Operaling Reactors 
Branch 1 9pp 29674 132 29674 140 

S504020040 Requests assistance in reviewing end util 850307 request for amends to 
Licenses DPR-31 & DPR 41 SRP & STS should bo used as guidance in determining 
acceptance criteria SER & SALP input requested by 850419 
THOMPSON.H L Division of Licensing 85/03/21 WALKER, R D Region 2, Office of 
Director 2pp 29585 247-29565 260 

8504020363 Board Noiification 85 030 fofwar<ls,for lnfo*P Bemis 850315 momo to H 
Thompson & Insp Ropls 50 250/84-35 & 50 251/84 36 re spent fuel poo! expansion 
LAINAS.GC Assistant Director lor Operating Reactors 05/03/25 LAZO.R M Atomic 
Safety and Licensing Board Panel 4pp 29585 275-29585 301 

-8504020366 Requests evaluation of listed concerns re Amends ill & 105 lo Licenses 
DPR 31 & DPR 41,respGctivGly,concerning re/ack of spent fuel pool prior to 850330 
BEMIS, PR Region 2, Office ol Director* 86/03/16 THOMPSON.H L Division of Li 
censing 4pp 29585 279-29585 301 

8S0402029B Forwards revised slgnificanl hozards slalemenl & detailed explanation of 
amends to Licenses DPR 31 & DPR-41 ro containment integrity requested in 850128 
Ur Corrected Tech Spec Pages 3 10-1 ,3 10 2 & 3 10-4 end 

WILLIAWS.JW Florida Power & Light Co 05/03/2G THOMPSON.H R Division of Li 
censing 8pp 29581 343-29581 353 

-8504020297 Corrected Tech Spec Pages 310 1,3 102 & 3 10 4 ro rofueiing oper- 
ations 

* Florida Power & Light Co 85/03/28 3pp 20581 273 29501 273 

8504160602 Forward's corrected request for addl Info re preliminary review to assess 
completeness & adequacy of util response to Generic Ltr 03-28 Info ro Items 222 8 
4 5 3 should be provided within 60 & 90 days.respeclively 

MCDONALD.DG Operating Reactors Branch 1 85/04/04 WILLIAMS, JW Florida 
Power & Light Co 4pp 29834 359 20834 3C2 

0504120206 Generic Ltr 95 06 to ail PWR licensees & all applicants for OLs ro QA guid- 
ance for ATWS equipment not safety related Sve list end 

THOMPSON.H L Division of Licensing 85/04/16 Consolidated Edison Co of New 
York, Inc 22pp 20947 288-2994/ 309 

8504190305 Advises that rev lo Weslinghouso ECCS evaluafion model procedure by 
which core flooding rale Info goneraletf by WREFLOOD code Introduced into BART 
host transfer coefficient resulted in higher peak clad temp calculation 
WILLIAMS, JW Florida Power & Light Co 85/04/16 VARGA.S A Ope rati no Reactors 
Branch 1 ip 29006 258 29886 258 


G Adjudicatory correspondence 

8584820227 Matron to suspend or revoke Ncenso Amends 93 & 99, issued on 
84 1223, until valid technicaJ basis for BART computer code REFLOOO model 
esIabliShodCedifjcateol 8vc end 

H ODDER, W H Center for Nuclear Responsibility HODDER.MH Hodder, MH #285 
341 85/03/26 Atomic Safely and Licensing Board Panel 4pp 29583 027-29583 043 

85040 100Q7 Forwards pages inadvertemiy omitted from Insp Ropls 50 250/64 35 & 50 
251/84-36 stbinilted w/050325 Board Nolificalion 85 030 re spent fuel pool 
expansion Rolaled correspondence 

LAINAS.GC Assjstarl Director for Operating Reactors #205 300 85/03/2/ 
LAZO.R M , COLE.R F , LUEBKE.E A Atomic Safely and Licensing Board Panel 5pp 
29571 260 29571 264 " 

8504090062 Response opposing intervener molton to suspend or revoke license 
Amends 93 & 99 unlit ASLB determinos valid lechnicat basis oslablished ASLO does 
rot possess authority to grant requested relief Certificate of Sve end 
FRANTZ.SP Newman & Hollzinger #285 427 85/04/04 Alomic Safely and Licens 
ing Board Panel 7pp 2 9700 219-29700 225 

8504160169 Forwards atfidavil of SB Sun & GW La u bon in response lo licensee 850318 
noLificalion & testimony re West inghouse rev lo data transfer procedure In ECCS oval 
uation modef Refaied correspondence 

YOUNG.MA Hearing Branch 4 #285 538 85/04/10 LAZO.R M . LUBKE.EA, 
COLE.R F Atomic Safety and Licensing Board Parcel Ip 29813 31 8 28013 32G 


0504300214 Forwards draft SER for 831100 response lo Generic Llr 83-28, item 1 1 ro 
post trip review Addl Info ro methods & criteria for comparing event info w/plant be 
navior requested within 30 days 

VARGA.S A Operating Reactors Branch 1 BS/04/16 WILLIAMS, JW Florida Power 
& Light Co. 9pp 30072 174 30072 1 62 

8504300234 Forwards roquesl for addi info re 860128 & 0302 requests for amends lo 
Licenses OPR 31 & OPR 41, changing Tech xSpocs to allow breaching containment in 
legrity for required surveillance testing Info roquesled within 30 days 
VARGA, S A Operating Reactors Branch 1 05/04/16 WILLIAMS, JW Florida Power 
& Light Co 6pp 30072 158-30072 162 

8604120031 Generic Ltr 85 02 to all PWR licensees & applicants, holders of CPs & Fori 
St Vrain re recommendod actions stemming from NRu inlegraled program for rosolu 
lion of unresolved safety issues re steam generator tube Jnlegrity Sve list end 
THOMPSON.H L Division of Licensing 86/04/17 Yankee Atomic Electric Co 127pp 
29953,071 29953 262 

6604240224 Forwards revised NSHG & modified SER re 850215 application to amend 
Licenses DPR 31 & OPR 4 1 .revising moderator temp coefficient spec Revised Info 
clearly indicates when analyses performed 

WILLIAMS, JW Florida Power & Light Co 85/04/17 THOMPSON.H R Division of Li- 
censing €pp 20967 091-29967 096 


Q, fnspecticin reportSi IE Bulletins & correspondence 


—8504160177 Affidavit of SB Sun & GN Lauben re revised input methodology for BART 
ECCS cornpuler code Related correspondence 

SUN.S9 Core Performance Branch LAUBEN.G N Reactor Systems Branch 85/04/ 
09 lOpp 29813 319 29013 328 

8604160404 Response lo inlsrvenor 850326 motion lo suspend or revoke llconse 
amends Challenge lo correctness of NRC significant hazards deternimation not basis 
revoke amends in advance of hearings or ovidenliary prosen lalion 
rOUNG.MA Hearing Branch i /f2B5 534 85/04/10 Atomic Safely and Licensing 
Board Panel 8pp 29815166-29815 184 

8504230586 Commenls on 850326 novel prehearing procedure implemented by 
ASLB Intervenora will not furltieir dignify procedure by submitting rebultalorolher tesli 
mony to procedure Certificate of Sve end 

HODDER.MH Center for Nuclear Responsibility #285 641 85/04/10, 3od 

29964 360 29964 362 ' 


J. Insurance & Indemnity Information 


8504040103 Forwards Endorsemenl 75 lo NELIA Policy NF-ies 
DUCK.J R Marsh & McLennan, Inc 85/03/27 SALTZMAN.J Assistant Director for 
Stale & Licensee Relations 2pp 29612 137 29612,138 


8504160436 Forwards Insp Repts 50-250/84 29 & 50 251/84-30 on 040830-0929 & 
police of violation & proposed imposition of civil penally, 

GRACE, J N Region 2, Office of Director 85/02/20 WILLIAMS, J W Florida Power & 
light Co 3pp 29821 193 29821,210 

-8504160439 Nollco of violalion & proposed imposition of civil penally in amounl of 
325,000, Violation noted failure lo satisfy Tech Spec limiting condition for operation for 
Unit 4 intake cooling water sys 

GRACE.JN Region 2. Office of Director 85/02/28 4pp 29821 196-29021 ’109 

-8504160445 Insp Ropts 50 260/84-20 & 50-251/84-30 on 840030 0929 Violations 
noted failure to comply w/Tech Spec limiling condition of operai ion .Tech Spec oper- 
ability requirements not met & safety committee not evaluating operations 
PEEBLESpTA, ELROD.S A Region 2, Office of Director 85/02/28 1 tpp. 29021 200 

noaoi niifi 


8504160505 Forwards Insp Repts 50-250/85 05 & 50-251/05 05 on 850212-15 & notice 
of violation 

BROWNLEE.VL Region 2, Office of Diractor, 85/03/06 WILLIAMS, JW. Florida 
Power & Light Co 2pp 29821 019 29821 025 

- 8504160509 Notice of violation from insp on 85 021 2-1 5 
• Region 2, Office of Olreclor, 85/03/06 Ip, 29821 021-29821 021 
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-&5M160514 Insp Repis 50 250/05 05 & 50 251/85 05 on 850212-15 Viotalion 
noted failure to test fad safe valves in accordance w/ASME Code 
KLEIUSOBGE.WP. BLAKE. J J Region 2. Office of Director 85/03/04 4pp 
29821 022-29821 025 

8504180155 Ack receipt of 050222 Ifr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-250/84-40 & 50-251/84-41 Statement in Section 3 of re- 
sponse re discussions w/all health physics personnel verified 
BROWNLEE, VL Region 2. Office of Director 85/03/08 WILLIAMS, JW Florida 
Power A Light Co Ip 29820 188-29820 190 

-850<4160164 Responds to NRC 850123 Itr re violations noted in Insp R^ts 50 250/84- 
40 & 50-251/84-41 Corrective actions computer program for NO 6650 GeLi Spoclrom- 
etar modified to warn operator A health physics personnel cautioned 
WILL I A MS, JW Florida Power & Light Co 85/02/22 GRACE.JN Region 2, Olfice of 
Director 2pp 29820 189 29820 190 

8503190669 IE Info Nolico 85 022, "Limitorque Motor Operated Valves Resulting From 
Incorrect Installation of Pinion Gear ” Svc list end 

JOHDAN,EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/21 Consolldalod Edison Co of New York, fnc lOQpp 29597 001 
29597 005 

9503210461 !E Info Notice 85-023, “Inadequate Surveillance & Post Mainl & Post-Mod 
Sys Testing ’* Svc fist enci 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/03/22 Consolidated Edison Co of Now York, fnc 106pp 29656 001- 
29656 107 


6504050042 SuppI 1 to IE Info Notice Q5 003, “Soparalion of Primary Reactor Coolant 
Pump Shaft & Impeller '* Svc list and 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of Now York. Inc 101 pp 29791025- 
29791 126 

8504050047 IE Info Nolice 85 028. “Parlial Loss of AC Power & Diesel Generator Deg- 
radation " Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolldalod Edison Co of Now York, Inc 103pp 29790 278- 
29791 024 

8504090419 IE Info Notice 85 029, “Use of Unquafilied Sources in Well Logging Appii- 
caltons " Svc fist end 

PARTLOW.JG Division of Inspection Programs (Post 050212) 85/04/12 Consolrdal- 
od Edison Co of New York. Inc 66pp 29032 001-29032 023 

8504190441 Ro^onds to notice of vtolalion £ proposod imposition of civil penally iden- 
tified in Insp Repts 50-250/84 29 & 50 251/84-30 Corrective actions min oquipmoni 
list posted at each oporaiing slalion 

WILLIAMS, JW Florida Power & Light Co 05/04/15 TAYLORJ A Director's Of lico. 
Office of Inspection and 6 nforcomonl 30pp 29918 174-29910 203 

8504170240 IE Info Notice 65 030, “MicrobiologicaPiy Induced Corrosion Containment 
Svc Wator Sys ’’ Svc list end 

JORDAN.EL Division of Emergency Preparedness A Engineering Response (Post 
830103) 86/04/19 Consolidated Edison Co of New York, Inc 109pp 29966 250 
29966 363 


8504150555 Ack receipt of 650313 Itr informing NRC of steps taken to correct violations 
noted in Insp Repis 50 250/84-39 & 50 251/84-40 Impfomentafion of corrective ac- 
Irons will be examined in future insps 

WALKER.RO Region 2, Office of Director 85/03/22 WILLI AMS, JW Florida Power 
& Light Co ip 29118.243-29810 266 

-8504150558 Responds to violations noted in Insp Repts 50 250/84-39 & 50-251/04- 
40 Corrective actions Operafmg Procedure 7304 1 re periodic test of auxiliary feed- 
water sys & Tech Spec 3 0 revised lo clarify limilinn conditions for operation. 
WILLIAMS.JW Florida Power & Light Co 85/03/18 GRACE.JN Region 2, Office of 
Oireclor 5pp 29018 244-29818 248 

-8504150670 Forwards Insp Repts 50 260/04-39 & 50 251/84-40 on 041125-1219 & 
nolle© of violation 

WALKER.RD Region 2, Office of Director 85/02/11 WILLI AMS. J.W Florida Power 
& Light Co 2pp 29018 249 29810 266 

-8604160575 Notice of violation from insp on 041125-1219 
‘ Region 2, Office of Director 85/02/1 1 2pp 29018 251-29818 252 

-8504160583 Insp Repis 50-250/84 39 A 50 261/64 40 on 841125 1219 Violation 
noted failure lo cool down Unit 4 upon loss of auxiliary feedwater sys pump, using im 
proper test acceptance cnlorla & failuro lo establish adequaie procedures 
PEEBLES.! A, BHEWER.DR, ELROD.SA Region 2, Office of Director 85/02/01 
14pp 20818 253 29818 266 

6504020363 Board Nolificalion 85 030 forwards, for info.P Bemis 850315 memo to H 
Thompson 8 Insp Repts 50 250/04 35 S 50 251/04 36 re spent fuel pool expansion 
LAINAS.QC Assiatanl Director for Operating Reactors 85/03/25 LAZO.RM, 
COLE.R F , LUEBKE.E A Atomic Safety and Licensing Board Panel 4pp 29585 275 
29585 301 


0504250430 Ack receipt of 850415 Itr & payment of $25,000 civil penalty imposed by 
NRC on 050220 Corrective actions will be oxa mined in future insps 
AXELRADJA Enforcement Staff 85/04/19 WILLIAMS, JW Ftorida Power & Light 
Co 2pp 30029 051 30029 052 

8S041900S5 IE Info Notice 85 092, “Recent Engine Failures of Emergency Diesel Gen 
erators “ Svc list end 

JORDAN, E L Division of Emergency Preparoefnoss A Engmeormo Response (Post 
030103) 85/04/22 Consolidated Edison Co of Now York. Inc 109pp 2990G 230 
29900 347 

8604190060 IE Info Nolice 05 033, “Undersized NozziG-To-Shcll Welded Joints In Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code" Svc list 
enef 

JORDAN.EL Division of Emergency Proparedneas & Engmoering Responsa (Post 
030103) 85/04/22 Consolidated Edison Co of New York, Inc lOCpp 29989 001 
29989 107 

8604220347 IE Info Notice 04 84, Rev 1, “DencionciQs in Ferro Resonant Transformers “ 
Svc list end 

JORDAN.EL Division of Emergency Proparednoss S Enpinooring Rosponso (Post 
830103) 85/04/24 Consolidated Edison Co of Now York, Inc I18pp 30027 067 
30D27 104 


R, Periodic operating reports & related correspondence 

0604100210 “Radloaclive Effluent Release Data, Jan June 1903 ■' W/fl30829 Itr 
UHRIG.R E Florida Power & Light Co GS/OS/SO O'REILLY, J P Region 2. Office of 
Director 17pp 20759 324-29759 340 


-B504020966 Requests evaluation of listed concerns re Amends 111 & 105 lo Licenses 
DPR-31 & DPR 4l.re8poctively,concofnlng rorack of spent fuel poof prior lo 850330 
BEMIS.PR Region 2, Office of Director 85/03/15 THOMPSON.HL Division of Li 
censing 4pp 29505 279-29685 301 


8604110660 “SuppI to Radiological Environ Monitoring Ropl.JanJune 1003, Turkey 
Point Unils3&4‘' W/83111D)lr 

WILLIAMS.JW Florida Power & Light Co 63/06/30 O’REILLY.JP Region 2. Office 
of Director 12pp 29781 215 29781 226 


8503220444 IE Info Nolice OS 024, “Failures of Protocllvo Coatings In Pipes & HXs” 
Svc list end 

JORDAN, E L Division of Emergency Preparedness A Ennlneoring Response (Post 
830103) 85/03/26 Consolldalod Edison Co of New York, Inc I08pp 29506154- 
29696 363 


8S041 10691 Forwards Insp Repts 50 250/85 04 A 50-261/85-04 on 050202-0311 No 
vEOlallon noted 

BROWNLEE, VL Region 2, Office of Director 86/03/27 WILUAMS.JW Florida 
Power A Light Co Ip 29777 335-29777 347 


-8504110700 Inps Repts 50-250/85 04 A 50 261/85*04 on 850202 0311 No violalion 
or deviation noted. Major areas rnspacted LEB followup.annuat & mor^thly 
surveiflancG, operational safety, plant evonfs A spent fuel pool storage rerack 
PEEBLES,! A. BREWER.DR. ELROD.SA Region 2, Office of Director 85/03/26 
12pp. 29777.336-29777 347 

8B0416021S Confirms 850315 lelcon re 850328 enforcement conference at Region II 
ofe to discuss conlammonl spray sys & component cooling water sys Issues 
GRACE.JN Region 2. Office of Dlroclor 05/03/27 WILLIAMS.JW Florida Power & 
Light Co. 2pp. 29009.284-29809 285 

8603280037 IE Info Nolico 85 025, "Consideration of Thermal Conditions In Design & 
Inslallalion of Supports for Diesol Generator Exhaust Silencers " Svc fist end 
JOROAN.E L Division of Emergency Preparedness A Engineering Response (Post 
030103) 85/04/02 Consolidated Edison Co, of New York. Jnc 107pp 29667 199- 
29667-305 


8504100720 Supplemental “Radiological Environ Monitoring Rept.Jgl Doc 1903, Turkey 
PoinLUnlls 3 & 4 " W/D4O0O7 Itr 

WILLIAMS, JW Fforida Power & Lighl Co. 03/12/31 O'REILLY .JP Region 2, Office 
of Director 12pp 29764 199-29764 210 

8604090455 Forwards “Radioactive Effluoni Release Oatajul Dec 1903“ & "Radiologi 
cat Environ Monitoring Repl.Jul Dec 1983 “ 

WILUAMS.JW Florfda Power & Light Co 04/03/01 O'REILLY .JP Region 2. Office 
of Director Ip 29720 276 29720 309 

"0504090459 ''Radioactive Effluent Release Dala.Jul Dec 1963 “ 

* Florida Power A Light Co 83/12/31 17pp 29720 277-29720 203 

-8504090-464 “Radidogical Environ Monllormg Rept,Ju!-Dec 1903” 

* Florida Power A light Co 83/12/31 16pp 29720 294-29720 300 

8504180807 Monthly operating repts for Feb 1985 W/ 0503 18 )lr 
GRANT.N W , WILLIAMS, J W Florida Power A Lighl Co 05/02/28 lOpp 29911-105 
29911 122 

8604100390 “Radiological Environ Monitoring Rept.Jan Juno 1903.” W/860029 Itr 
UHRIG.R E Florida Power A Light Co, 83/06/30 O'REILLY. J P Region 2, OMico of 
Director t6pp 29756 322-20756 337 


S. Reportable occurrences, LERs & related correspondence 


8603580045 IE Info Notice 85-026, “Vacuum Relief Sys for 8WR Mark f A II Contain 
monls “ Svc fist end , „ « ,n . 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc 92pp 29667 107- 
29667 198 


85040B0577 LER 85 021 01:on 640920,lurbine runback A reactor Inp occurred upon 
"NIS ROD DROP” signal Caused by fallur-e of Inverter 4A to provide power lo vital 
120-voll instrument bus, panel 4P07,aue to blown fuse W/85D329 Hr 
HART.RD, WILUAMS.JW Florida Power A Lighl Co 85/04/01 3pp 29687 076 
29687 078 


0604010039 IE fnfo Nolice 85-027, “Nolificatlons lo NRC Operations Clr A Reporting 
Events in LERs ” Svc list end , in i 

JORDAN.EL Division of Emergency Preparedness A Engineering Response (Post 
830103) 05/04/03 Consolidated Edison Co, of Now York, Inc 98pp 29690 255 
29690 362 


8604240090 Special replon 850308,dJesQl dnven lire pump declared out of svc as 
result of inoperable Immersion heater in die set cooling sya Caused by dofedive Ihor- 
moslat switch Immersion heater assembly replaced 

WILUAMS.JW Florida Power A Light Co 65/04/08 DENTON.H R Office of Nuclear 
Reactor Regulation, Director 3pp 29976 057-2997 6 0 5 9 
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T. Hearing Iranscripts on non-anlitrust matlexs 

850^03t>257 Transcnpl of 850326 prcheanng conlerenco in Coral Gatfes, FL Pp 85 233 
Alomrc Safely/ and Licsnsmg Board Pane! 85/03726 l-iapp 20588 001 -aoSSfl 152 

B50 48 3 0253 Trails cripl of 850327 prcheanng conference in Coral Gabfes, FL Pp 1 00 
Atomic Safety and Licen&ing Board Panel 85/03/27 B2pp 205B7 185 20507 266 

8504030177 Transcript ol 850328 preheanng conlerence in Co/al Gables, FL Pp 1 55 
Atomic Safety and Licencing Board Panel 85/03/28 57pp 20530 275 29590 331 


DOCKET 50-254 QUAD CITIES STATION, UNIT 1 


F. Security, medical, emergency & fire protecllon plans 

8504020206 Forwards RW Krimm 850228 Ur & FEMA ova fuel fon of 840820-29 offsilo 
ernergency preparedness exercsso for Stale of lA & Clinlon & Scott Counties Util 
should address sub) of offsite preparedness 

PAPER lELLO.Cj Region 3, Olfice oi Director B5/03/26- HEED.C Commonv/eaflh 
Edison Co 2pp 29533 094 26503162 

0504030007 Rev 5a to generating slatlo-fi emergency plan annex.consisling of rev to 
Table QCA 1 re omorgency action levels 

• Commonwealth Edi sort Co 85/03/31 3pp 29508 356 29560 358 

0504250072 Forwards public version of generating stations emorgoncy plerj lei 0 phone 
directory 

LLCARI.K Commonwealth Edison Co 85/03/31 Record Servrees Branch ^Documenl 
Conlrol Desk) ip 30037 206 30037 263 

-8504200083 Public version of generating stalrons omergency plan telephone 
directory W/B504 19 reloaso memo 

' Commonwealth Edison Co 85/02/11 57pp 30037 209 30037 263 


J. Insurance & Indemnity Inlormalion 

6504040112 Forwards endorsement 14 to NELIA Policy NF-277.EndorsomonlS $64,165 
& 166 10 NELIA Policy Nr.43,EndorsBmenls $40 & 141 to MAELU Policy MF.22,En- 
dofsomant 34 lo NELIA Policy NF 253 & Endorsement 85 to NELIA Policy NF-IB? 
OSTER.J Commonwealth Edison Co 85/03/27 SALT2MAN,JI Assistant Dtreclor for 
Stale & Licensee Rclalions 13pp 29611 281-29611 294 


P. Operating license stage documents 6c carrespondenco 

6504120102 Responds to FOIA request for Caseload ForecoBt Panel files in Ofc of Ra- 
se urce Mat Forwards listed documenls Doctimenls afso available In POR 
FELTON, J W Division of Rules and Records 84/06/06 KILLEFER,C Shaw, Pillman, 
Polls & T/owbridgc 2pp 30300 003-30303 129 

-8504120358 Provides daily slaff notes for 700911 Fault obsorvod in omergency sve 
waior dischargo tunnel at Perry Ulil review program roieclocf all Ir^slalied hangers In- 
spcctGC) in May-Aug 1970 ol Formi 2 Sion work ordenssued 
' Office of Iho EkocuIivo OiracLor for Oporalions 76/09/12 HENDRIE, QILINSKY* 
KENNEDY Commissioners 2pp 30300 005-30300 008 

8504080308 Forwards summary of second ary containmont leak rale lost performodl tor 
reactor bWg on 850306 Rosufls WJihIn Tech Spec requiremenls 
nVBAK.D Commonwealih Edison Co 65/03/20 KtPPL6n,JG Region 3, Offico of 
Direclor 3pp 29GG5 1 1 1-29685 113 

6504120402 Granis roll of until 651231 fronn AS ME Cods roquiramonls for proposed In- 
service insp & lest program submitted by 030217, 840907 & 850109 ltrs,por 
l0CFR5O55a 

VASSALLO.DB Operating Reactors Branch 2 05/03/20 FARRAR, DL Common- 
wealth Edison Co 3pp 29794 279-29794 281 

0504910183 Ack /ocelnl of 6503 13 Rov 33 to OA Topical Repl CE-I-A Rovtew will ro- 
quira more than 60 days 

SPESSAHOiR L Region 3, Olftco of Director 65/03/26 REED.C Commonwealth 
Edison Co 2pp 29669 069 89569070 

0584100302 Forwards reader vessel matt survoilianco program for listed facHitlos for 
rowQw.por App H lo lOCFRSOAddI Info re pogalwe & posilivo shin Jn RTNDT a pro- 
lected peak no u Iron ifiuenco provided 

RYBAK, a Commonweallh Edison Co 85/04/02 Of/ico of Nu clour Reactor Regula- 
tion, Director 2pp 29653 042-29053 224 

-8584180318 "Quad Cilres Nuclear Power Slatlon Unit 1 Reactor Vessel ffradiatlon Stir- 
veillanco Program Analysis of Capsule 8,*' final rept 

LINDHOLM.US. NORRiS,EB Soulliwosi Research fnstilulo. SWni-7857. 04/00/31 
BOpp 29853 105-29853 164 

0504240435 Summaiv of 650304 mcetjng w/util & BNWL ro rovloyr of rogulotory re- 
quirements (NUREG O0O5.(3Sue 3Lper hlRC 850117 Hr 

SEVAN.R 0 Op orating Roactors Branch 2 05/04/00 Oporaling Reactors Branch 2 
4pp 29080 124 20908 127 

8504230109 Forwards revised pages to Rev 34 lo CE 1-A '^QA Program for Nuclear 
Gene rating Stations " Rovs rofioct reorganisation changes, 

ALEXANDER, GL Commonwealth Edison Co, 05/04/10, KEPPLERJ.Q Rogiort 3. 
Olfice of Director 6pp 28948 300-20049 030 

-8 SO 4 238207 Revised pages to Rev 34 lo ‘'QA Program for Nuclear Goneralmg Sta 
lions " 

• Commonweallh Edison Co 65/04/10 79pp 29948 313-29949 030 

6504120206 Generic Llr 05 06 lo all PWR licensees & all appllcanls for OLa ro QA guld 
ancQ for ATWS equipment noi safoty reJated Sve list oncl 

THOMPSON, H L Division of Lloensing 85/04/16 ConBolJdoled Edison Co. of Now 
York, Inc 2Spp 29947-206 29947 309 


Q, Inspection reports, fE Bulfollna & correspondence 


8504120402 Grants relief unlil 851231 Irom ASME Code requirements for proposed in 
service ansp & lost program submiUed by 830217. 840907 & B50109 llrs.por 
10CFR50 55a 

VASSALLO.DB Operating Hoaclors Branch 2 85/03/20 FARRAR, DL Common 
wealth Edison Co 3pp 29794 2 79 2 9794 281 

8503100659 IE Info NoUcg 85-022, 'Timilorque Wotor Operated Valves Resullmg From 
IncorrQct Installation of Pinion Gear" Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/21 Consolidated Edison Co of New York, Inc fOflpp 29597 001- 
29597 005 

8503210461 IE fnfp Notico 85-023, "Inadequate Surveillance & Posl Maml & Post-Mod 
Sys Tosling ” Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
B301O3) 85/03/23 Consolidated Edison Co ol Now York. Inc lOBpp 29656 001- 
29656 107 

0603220444 IE Info Noiico 85-024, "Failures of Proleclivo Coatings in Pipes & H)(s " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response {Post 
830103) 85/03/26 Consolidaled Edison Co of New York, Inc fOOpp 29596 154. 
29596 363 

8504110468 Forwards Insp Repis 50 254/85 06 & 50 265/B5 06 on 850225 03Q1 No 
noncornpliancG noted 

PAPERIELLO.C J Region 3, Office of Director 85/03/29. REEO.C Cammonweallli 
Edison Co 2pp 29760 095-20700 109 

-8604110471 Insp Repts 60-254/05 05 & 50 265/85 06 on 860225 0301 No violation 
or dovralion noted Major areas Inspected plant chemislry & 
radiochemistry,impfamentaUon of radwaste disposal requirements & review of previous 
insp findings 

OESTMANN.M3. ROZAK.S , HOLTZMAN.R B Region 3. Offico of Direclor 85/03/ 
29 13pp 29760 097-29700 100 

8804080467 Forwards Insp Ropis 50-254/65 09 & 50.205/85 10 on 050310*22 & notice 
of violation 

LITTLE, WS Rooion 3, Offico of Director 85/04/01 REED,C Commonweallh Edison 
Co 2pp 29680 01 1-20609 01 9 

-8SO4O09471 Notice of violation from insp on 850318 22 
LITTLE, WS Region 3, Office of Direclor 05/04/01 Ip 29609 013-29689 013 

-86O4O0(>474 Insp Repis 50-254/05-09 & 50-265/05 10 on 850318 22 Noncomplianco 
noted failure to provide documented Instructions for activities effecting quality 
WOHLD.PR,, GULOEMOND,WG Regior> 3, Offico of Diroctor 05/04/01 6 dp 
29689 014-29689 019 

8503260037 IE Info Notice 05 025, "Considoration of Thermal Conditions in Design & 
Jnslallatlon of Supports (or DloseS Generator Exhaust Silencers “ Sve list end 
JORDAN.E L. Division of Emorgency Preparedness & Enginooring Response (Posl 
830103) 85/04/02 Consolidated Edison Co of New York, Inc 107pp H96B7 199- 
29667 305 

05O32BOO46 IE Info Notice 85 026, "Vacuum Relief Sys for BWR Mark ! & II Contain 
ments " Sve list end 

JORDAN.E L Division oi Emergency Preparedness & EnginGering Response (Posl 
630109) 85/04/02 Cor^soltdaied Edison Co of Now York. Inc 92pp 29667 107- 
20667 108 

6504110233 Discusses Insp Ropis 50-264/86 02 & 50 265/85-02 on 850121- 0207 0 
forwards notice ot violation vlolalion A re mod control program assigned Severily 
Level IV based on info provide cf at 85031 5 enforcement conference 
KEPPLER,J.G Reglor> 3, Office of Director 85/04/02 REED.C Commonweallh 
Edison Co 2pp. 20768 20B-26768 301 

-0504110260 N0I1CO of violation from insp on 850121-0207 Violation noled standby gas 
iroalment sys modified w/o onsite review or post installation teat & 2 inch teo & 
flan^ added lo bottom head drain lino w/o stress analysis 
KEI^LER,J G Region 3, Office of Direclor 86/04/02 2pp 29768 300-29768 301, 

85040 lOOSO 10 Info Notice 85-027, ''Nollflcations to NRG Oporalions Clr & Reporting 
Evonfs in LERs ” Sve ffef enci 

JORDAN.E L Division of Emergency Proporodnoss & Engineering Response (Post 
030103) 85/04/03 Consol idalod Edison Co of Now York, Inc 98pp 206DO 255 
29090.362 

8504230029 Forwards Mgl Meolmg Ropis 50-010/85 05.50-237/85-12, 50-249/05 
1 1.50 264/85 08.60 265/85 00.50 295/85.14, 50 304/85.14.50-373/05-10.50 374/05 
10 & 50 454/05-13 on 850307 No noncompliance noted 

NOREIIUS.C.E. Rogron 3. Office of Director. 85/04/03 REED.C Commonwealth 
EdisoniCo 2pp 29966 063-20966 068 

-8504230040 Mgl Mooting Repis 50 010/05-05,50-237/85 12,50 249/85*11. 50 254/ 
85 08,60-266/85 09,50 2 95/85-14,60 304/05-14 , 50 373/85-10.50.374/85-10 & 50- 
454/85-13 on 050307 No noncompliance noted 

LANDSMAN, R 8 Region 3. Office of Direclor 85/04/03 4pp 29866 065 29966 068 

0504050042 SuppI 1 lo IE Ir^fo Nollco 85 003, "Separation of Primary Reactor Coolani 
Pump Shaft & Impeller " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/00 Consolldaled Edison Co of New York, Inc lOlnp 29791,025 
29701,126 

8504060047 IE fnfo Notice 85 028, "Partial Loss of AC Power & Diesel Generator Dog- 
rodalion " Sve fist end 

JORDAN.E L Oivialon of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/00 Cor\solidQled Edison. Co of New YorK, Inc 109pp, 29790 276 
29791*024 
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BS04090419 IE tnto Nottco 85 029, *’Use of Unqualjfied Sources in Well Logging Appit- 
cations ” Svc list end 

PARTLOW,JG Division of Inspection Programs (Post 050212) 85/04/12 ConsolidaU 
ed Edison Co of New York, Inc 66pp 29832 001-29832 023 

8S04170240 IE Info Notice 85 030, “Microbiologically Induced Corrosion Conlatnmoni 
Svc Water Sys " Svc list end 

JORDAN. E L Division of Emorgency Preparedness & Engineofing Response (Post 
830103) 85/04/19 Consolidated Edison Co of New York, fnc 109pp 29966 258- 
29966 363 

85041900SS (E Info Notice 85 032, “Recent Engine Failures of Emergency Diesel Gen- 
erators” Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consoltdaled Edison Co of Now York, fnc lOOpp 29980 239- 
29988 347 

6584190060 IE Info Notice 85 033, “Undersized Nozzlo-To Shell Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code “ Svc list 
end 

JORDAN, E L Division of Emergency Preparedness & EnginGonng Response (Post 
830103) 85/04/22 Consolidated Edison Co of Now York, fnc 108pp 29989 001- 
29969 107 

8594220347 IE Info Notice 04-84, Rev 1. “Deficiencies in Ferro Resonant Transformers “ 
Svc list end 

JORDAN. E L Division of Emorgency Preparedness & Enginoorlng Response (Post 
030103) 05/04/24 Consolidated Edison Co of Now York, Inc IIBpp 30027 067- 
30027 104 

8504290396 Forwards Exam Repts 50-254/85 01 & 50-265/85-01 on 850409,10 & 11 
REYES, LA Region 3, Office of Director 85/04/24 HEED.C Commonwealth Edison 
Co Ip 30050 149-30050 202 

-8504290391 Exam Repts 50 254/85 01 & 50-265/85 01 on 850409.10 & 11 Exam 
results four candidates passed 

CLIFF, WC., MCMILLENJ 1 Region 3. Office of Director 05/04/24 53pp 30050150- 
30050 202 


R, Periodic operating reports & related correspondence 

8604110556 Forwards “Radwasto & Environ Monitoring Annual Repl,1984,” Part 3 of 
operating ropt.re results of environ radiological & meloorofogical monitoring Adtfendum 
to rept, snowing sampling localions.wiil bo submitted by 850531 
KALIVIANAKfS.N Commonwealth Edison Co 85/03/27 KEPPLER.JQ Region 3, 
Office ol Director Ip 29781 044-29781 144 

-8504110568 “Radwasle & Environ Monitoring Annual Rept, 1984 ” 

* Telodyne Isotopes 84/12/31 lOOpp 29781 045 29701 144 

6694230033 Monlhly operating repts for Mar 1985 W/850401 Hr 
KIMLER.D, TAMLYN.TK Commonwealth Edison Co 85/03/31 21pp 29966 069 
29966 089 

85041B0282 Forwards list of changes, tests & exponmonts completed during Mar 1985 
TAMLYN.TK Commonwealth Eaison Co 85/04/01 CASE, EG Office of Nudear Re- 
actor Regulation, Director 3pp 29813 266 29813 268 


S Reportable occurrences, LERs & related correspondence 


8504030472 Forwards AEOD/E501, “Motor Operated Valve Failures Due to Hammering 
Problem," engineering evaluation rept Rev to IE Info Notice 82-10, “Following Up 
Symptomatic Repairs to Assure Rossolutlon of Problem," appropriate 
HELTEMES.CJ Directors Office 05/01/18 DEYOUNG, RC Director's Office, Office 
of Inspection and Enforcement Ip 29625’295-29625 330 

--8604030470 Forwards AEOD/E501, "Motor C^eraled Valve Failures Due to Hammer- 
ing Problem," engineering evaluation rept Rept details analysis of control circuit 
design Rev to IE Info Notice 82-10 appropriate 

CHIRAMAL.M Reactor Operations Analysis Branch 85/01/17 SEYFRIT.KV Reactor 
Operations Analysis Branch Ip 29625 296 29625 296 

“3504030479 "Motor-Opera tod Valve Failures Due to Hammering Problem," engineer- 
ing evaluation rept 

» Director's Office 85/01/17 42pp 29625 297 29625 330 

8604180106 LER 85-005 OD.on 8S0306.at 100% thermal power operation, fuel pool ra 
diation monitor 1A failed downscale On 050307, monitors IB & lA spiked 
high Probably caused by electrical noise interference Mod issued W/850402 Jlr 
IBEN.CA. TAMLYN.TK Commonwealth Edison Co 85/04/02 5pp 29818 218 
29818 222 

8504290466 LER 85 005 00 on 650306,fuel pool radiation monitor 1A failed 
downscale On 050307,monitor IB spiked high & monitor 1A spiked high 13 
times Caused by electrical noise Interference w/850400 Itr 
tBEN.CA, KALIVIANAKIS.N Commonwealth Edison Co 85/04/00 5pp 30053 010- 
30053 014 


V Operator Examinations 

8604290386 Forwards Exam Repts 50-254/85-01 & 50-265/85 01 on 850409,10 & 11 
REYES, L A Region 3, Office of Director 05/04/24 REED.C Commonwealth Edison 
Co Ip 30050.149-30050 202 

-8504290391 Exam Repts 50 254/85 01 & 50-265/85 01 on 850409,10 & 11 Exam 
results four candidates passed 

CLiFF.WC. MCMILLEN.J I Region 3, Office of Director 85/04/24 53pp 30050 150 
300SO 202 


DOCKET 50-256 PALISADES NUCLEAR PLANT 


F Security, medfeal, emorgency & fire protection plans 

8504080212 Temporary change lo Rev 4 to Emergoncy Plan (mplemenling Procedure 
El 8, "Onsite Radiological Monitoring " 

* Consumers Power Co 85/01/29 2pp 29679 366 29679 357 

8504170148 Revised "Emergency Implemanlalion Procedures Index List of Effective 
PMGS " 

* Consumers Power Co 85/02/22 18pp 29826 139 29826 156 

0504080679 Public version of revised general ofc fosponsB team/ emorgancy oper- 
ations facility emergency impismenting p raced ures.inciuding Rev 9 to EOF 4 re com 
muntcalions support team leadar & Rov 6 to GEN-1 re overview 

* Consumers Power Co 85/03/01 155pp 29714 007-29714 161 

8504080087 Temporary Change Notices El 85 OC0 & EI-06-007 to Rov 6A of Emergen 
w Plan Implemenlmg Procedure El 10, Accident Environ Assessmsnt “ 

GADDIE.K, LANGSCHWAGFR.D Cons umers Power Co 65/03/27 5pp 29679 329 
29679 333 

8504000095 Tomporary Change El-85-011 to Rev 12 lo Emergency Implemenlmg Pro 
cedure El 2 1, "Emergency Aclions/ Notifications/ Rospon5lbl^ll os'’ 

GADDIE.K Consumers Power Co 85/03/27 2pp 29679 327-29679 328 

8504080215 Temporaiy chango to Rov 4 lo Emergency Plan Implementing Procedure 
El-4 2, "Operational Support Ctr Activation " 

* Consumers Power Co 85/03/27, 3pp 29681 029 20681 031 

8504090203 Advises that 850219 & 0306 Rovs 4 & 4A to radiological emergency re 
sponse plan consistent w/provisions of 10CFR50 54(p) a acceptable 
PAPERI ELLO.C J Region 3, Office of Director 85/04/03 DEWITT.R8 Consumers 
Power Co 2pp 29700 232-29700 233 

8604120147 Advises thal 050321 Rev 12 lo physical security plan consistent w/provl- 
sions of 10CFR50 54(p) & acceptable 

AXELSON.WL Region 3, Office of Oireclor 05/04/08 VANDEWALiE.D J Consum- 
ers Power Co 2pp 20706 2 1 3-2078 6 214 

8504160230 Revised emorgency plan implementing procedure “General Ofc Response 
Team/ Emergency Operations Facility " 

* Consumers Power Co 85/04/09 6pp 29800 04 8-2 9800 053 

8604170280 Rev 5 to Emergency Plan Implemonlmg Procedure El 4 1, “Technical Sup 
port Cir Layoul/Phone Locations *" 

* Consumers Power Co 65/04/09 2pp 20826 157*29826 158 

8604170102 Advises that 850322 Rev 4 lo "Palisades Plant Suitability Training & Quail 
ficallon Plan," conslalenl w/provisions of lOCFRSO 64 (p) & acceptable 
AXELSON.WL Region 3. Office of Director 85/04/10 VANDEWALIE.D J Consum 
OfS Power Co 2pp 29827 225-298 27 226 

8504230161 Forwards Safety Insp Rept 50 255/65*07 on 850318*22 & notice of 
violation Meeting scheduled on 050503 In Covert, Mf to discusH repetitive weakness in 
emergency preparedness prog ram, per 050416 confirmation 
HIND.J A Region 3, Office of Diroclor* 85/04/18 OEWITT.R 9 Consumers Power Co 
2pp 29949 001 29949 107 

“6504230194 Notice of violation from msp on 850316*22 
HIND.J A Region 3. Office of Diroctor 85/04/18 Ip 29949 093 29949 093 

“8604230202 Safety Insp Rept 50 255/85*07 on 850318 22 Noncompliancc 
noted director, group leader & supervisor designees for technical support ctr did not 
receive required annual emergency preparedness tralnino within 16 months 
PATTERs5n.J P, WILLIAMSEN,N,R . PHILLIPS, M P Region 3, Office of Director 85/ 
04/17 14pp 29940,094 29949 107 

8504260146 Requests extension of lime for completing listed emorgency response 
Items, per SuppI 1 to NUREG-0737 due to lack of manpower Rovlsod completion 
schedule listed Schedule based on availability of resources 
VANDEWALLE.D J Consumers Power Co 85/04/22 Olllce of Nuclear Reactor Renu 
lalion. Director 5pp 29905 150*29085 154 


H, General correspondence 


8504220398 Forwards svc lists for Cook, Pa lisa cfos, Big Rock Point & Fermi Nuclear 
Plants Slate of Ml should update list, par 0401 29 discussion 
WIGQINTON.OL Operating fleaclors Branch 1 G5/04/11 HAHN.D Michigan, State 
of 5pp 20947 107-29947 111. 

8504300347 Requests author name he deleted from malllnn fist for cited facilities 
HAHN, DR, Michigan, Slate of. Dept of Public Health 05/04/23 WfGGINTON.DL 
Operating Reactors Branch 1 Ip 30062 324*30062 324 


J. Insurance & indemnity Information 


9504160306 Forwards Endorsement 87 to NELIA Policy NF-179 
FROUNFELKER.R Consumers Power Co 05/04/09 SALTZMAN.J Office of Nuclear 
Reactor Regulation, Director 2pp 29805 171-26895 172 


P, Operating license stage documents & correspondence 

8604010100 Forwards Rov 4 lo ''Suitability Training & Qualification Plan," per 
lOCFRSO 64(p) W/o ertcl 

VANDEWALIE.D J Consumers Power Co 85/03/22 KEPPLER.J G Region 3. Office 
of Director, tp 29571 126 29571:126 
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6504020173 Discusses problems w/recent Escxon Nuclear LOCA-ECCS aralysis on 
Wesinghouse planls Neither problem afreets plant LOG A ECCS analysis Questions re- 
solved 

JOHN SON. B O Consumers Pov*Of Co 85/03/27 Olfico ot Nuclear Reactor Regula- 
tion, Director 2pp 29579 256 29579 257 

8594030226 Forwards applicalion for amend to License DPn-20,deIoling Tech Spec 
A 13. "Reactor Internals Vibratron Monitoring*’ Administratively conlrolled 90 day sur 
veil lance program would replace Tech Spec Fee paid 

VANOEVVALLE.D J Consumers Power Co 85/03/29 Olirce of Nuclear Reactor Regu 
lalion, Director 2pp 29S87 126-29587 134 

--8504030229 Application for amend !o License DPR 20,delelin9 Tech Spec Section 
4 13, "Reactor Inlernals Vibration Momtoring'* 

DEWITT.R B Consumers Power Co 65/03/29 2pp 295B7 130-29507 131 

-8504030233 Proposed Tech Specs deleting Soction 4 13, “Heactor Internals Vibration 
Monitoring *■ 

* Consumers Power Co 85/03/29 3pp 29587 132 29507 134 

6504040209 Forwards response to 840626 request ior addi info re DHR capability 
(Multi Plant Action B 57) & table comparing STS w/facility Tech Specs Proposed Tech 
Spec change request will be submitted by end of Apr 1985 

JOHNSON, a D Consumers Power Co 85/04/01 Oftica of Nuclear Reactor Regufa 
tioP, Director lOpp 29612 109 29612 126 

6504050192 Advises that error in compuler code corrected Final rept ro SEP Topic XV- 
Z, "Spectrum of Steam Piping Failures ins Ido & Outside Conlarnmenl,'* should bo sub- 
milled by mid May 1 985 

JOHNSON.0 0 Consumers Power Co 85/04/02 Office of Nuclear Reactor Rogula 
tion. Director Ip 29666 194 29666 194 

8504120206 Generic Ltr 85 D6 to all PWR licensees & all applicants for OLs ro QA guid- 
ance for ATWS equipment not safety related Sve list end 

THOMPSON, H L Division of Licensing 85/04/16 Consolidated Edison Co of Now 
York. Inc 22pp 29947 208-29947 309 

6504120031 Generic Ltr 65 02 to all PWR licensee a A applJconls, holders of CPs & Fort 
St Vrain re recommended actions stemming from NRC integrated program for roaolu- 
tion of unresolved safely Issues re steam gonerator lube integrity Sve list end 
7HOMPSON.HL Division of Licensing 85/04/17 Yankee Atomic Electric Co 127pp 
29953 071-209S3 262 

6504220192 Modifies 620526 commitment by clarifying applicability of rept of oil.salt or 
polluting loss to NPDES permit, per Tech Spec 3 2NPDES pormit violations & maU 
loss reals will bo submitted semiannually 

JOHNSON.B 0. Cansirmers Power Co 65/04/17 Office of Nuclear Reactor Reg u la- 
lion, Director Ip 20928103-29928 103 

6504230110 Forwards updated graph re sve water diireronlial pressure correcting util 
61 1027 ftr updating inservico pump testing program 

JOHNSON, BD Consumers Power Co 85/04/17 Offico of Nuclear Reactor Rogula- 
lion, Director 2pp 29946211-29916 212 

8504300127 Forwards request for addl info re CCN-268. '’Justification of Trip Two/ 
Leave Two Reactor Coolant Pumps Siralony During Translonls,” per NUREG- 
0737, Hem II K 3 5 Response requested withm 30 days of ltr roceipl 
ZWOLINSKI.JA Operating Reactors Branchs 65/04/26 VANDEWALLE.DJ Con- 
sumers Power Co Spp 30057.174-30057 170 


Q. Inspection reports, l£ Bulletins & corrospondonce 

6504120162 Responds to FOIA requosi for Caseload Force aal Panel fifes in Ole of Re- 
source Mat Forwards listed documents Documents also avaifabto in PDR 
FELTON, JM Division of Rules and Records 64/06/05 KILLEFER.C Shaw. Pittman, 
Polls S Trowbridge 2pp 30300003 30303 129 

-6S04 120393 Provides daily slaff notes for 010925 Notices of violation issued to utils 
for failure to nolify NRC by G 1 0701 of Inability to complete implomontalion of prompt 
pubfic nolificatjon sys 

DJRCKS.WJ Offico of the Execullve Director for Operations 01/09/28 PALLADJNO» 
GILINSKY, BRADFORD Commissioners Ip 30301 263-30301 253 

8503190659 IE Irifo Nollce 85 022, "Llmilorque Motor Operated Vofvos Resulting From 
Incorrect insfallation of Pinion Gear Sve Itsl end 

JORDAN.E L Division of Emergency Proparedness & Engineering Resporiso (Post 
830103) 05/03/21 Consolidated Edison Co of Now York, Inc fOBpp 29597 001- 
89597005 

9503210461 IE Info Notice 05 023, "Inadequate Survoillanco & Post Main! & Post Mod 
Sys Testing " Sve Cist end 

JORDAN.EL Division of Emergency Proparedness & Engineering Response {Post 
830103) 85/03/22 Consoirdaled Edison Co of New York, fnc I08pp 29659 001- 
29656 107 

6503220444 IE Info Notice 85-024, "Falluros of Protective Coatings in Pipes A KXs " 
Sve lid end 

JORDANjE L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/28 Consolidated Edison Co, of Now York. Inc. 106 pp 29596,154* 
20596363 

0SO412O174 Responds to NRC ltr re violations noted in Insp Ropl 50-255/85-04 Correc- 
tive aclrorts frequency of filtor changes wilt bo ovalualod A addf mods provided if re- 
quired to minimize redlatlon dosage aquire{f during filler changes 
VANDEWALIE,D J Consumers Power Co 85/03/27 KEPPLER.JC, Hogcon 3. Office 
of Director 2pp 29786 164 29786 165 

8504150226 Responds to violations noted In Insp Rept 50-255/85 02. Correctivo 
aclions evaluation o1 valve toakage wiBi bo performed to identify any add] action nec- 
essary to Irmtt lea Kane 

VANDEWALLE.D J Consumers Power Co 85/03/29 KEPPLER.J Q. Region 3, Office 
of Director- 3pp 29800 043 29600 045 

8504170166 Requests dariticallon re util commilment to have procoduros required by 
chemisiry program manual completed by 650701, per oxtl inlervlow for Insp Rent 60- 
255/84 2t. 

FRISCN.R R. Consumers Power Co fl5/04/0f KEPPLER.JG Re-glon 3. Office of Di- 
rector Ip 29839 258-29839 258 


8503280037 IE Info Notice 85 025, '’Consideration of Thermal Conditions in Design A 
Installation of Supports for Diesel Generator Exhaust Silencers ” Sve iist end 
JORDAN, E L Division of Emergency Preparedness A Ennineoring Response (Post 
830103) 65/04/02 Consolidated Edison Co of New York, Inc 107pp 29667 (99 
29667 305 


8503200045 IE Info Notice 85 026, "Vacuum Relief Sys for BWR Mark I A II Contain 
meets ’’ Sve list end 

JOROAN.E L Division of Emergency Preparedness A Ergmeering Response (Post 
0301103) 65/04/02 Consolidated Edison Co of New York, Inc 92pp 296Q7 107- 
29667 198 


8504010039 IE Info Notice 85 027, "Notifications to NRC Operations Ctr A Reporting 
Events In LERs '* Sve list onci 

JORDAN.EL Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of New York, Inc 98pp 29690 255 
29690 362 


8504050042 SuppI 1 to IE Info Nolfco 85 003, "Separation ot Primary Reactor Coolant 
Pump Shaft A Inipellcr" Sve list end 

JORDAN.EL Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/04/09 Consolidated Edtsor> Co of New York, Inc lOIpp 29791 025 
29791 126 


8504050047 IE Info Notice 85 028. "Partial Loss of AC Power A Diesel Generator Deg 
radation ’’ Sve list end 

JORDAN, E L Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, fnc lOOpp 29790 270 
29791 024 


8504090419 IE Info Notice 65 029, "Use of Unqualified Sources in Well Logging Appli 
cations" Sve fist end 

PARTLOW.JG, Divislor»of Inspection Programs (Post 850212) 05/04/12 Consolidat- 
ed Edison Co of New York, Inc 66pp 29832 001-29832 023 

0504230159 Forwards Special Safety Insp Rept 50-255/85 03 on 850225 0308 A notice 
of vlof alien fr>3p promplod by concerns re maint program identified In 850212 SALP 
rapt 

NOnELIUS.CE Region 3, Offico of Director 85/04/17 DEWITT, R B Consumers 
Power Co 3pp 29949 044-29949 077 


-•8504230180 Nottce of violation from Insp on 050226 0308 
NORELIUS.CE Region 3. Office of Director 85/04/17 Spp 29949 047-29949 051 

-B504230103 Insp Rept 50 265/05 03 on 850225 0300 Violation noted failure to per 
form preventive maint on magnotic & thermal overload trip devices m 400 volt switch 
gear 

WRIGHT, GC Region 3, Offree of Director 85/04/17 26pp. 20949 052 29949 077 

6504230101 Forwards Safely Insp Rept 50-255/85 07 on 050318 22 A notice of 
violation Meoirng scheduled on 850503 m Covorl.MI to discuss repotitivo weakness in 
emergency preparedness program.per 850416 confirmation 

HIND, J A Region 3, Offico of Director 85/04/10 DEWITT.R B Consumers Power Co 
2pp, 29949 091-29949 107, 


• 8504230194 Nolica of violation from Insp on 850318 22 
HIND, J A Region 3, Office of Director 85/04/18 Ip 29949 093-29949 093 

- 8564 230202 Safety Insp Rept 50-255/05 07 on 050310-22 Noncompliance 
noted direclor.group leader A supervisor designees for technical support dr did not 
receive roqufred annual emerge ncypreparadn ess training within 15 months 
PATTERSON, J P . WILLIAMSEN.N R , PHILLIPS.M P Region 3, Offico of Director 05/ 
04/17 14pp 20940 004-29949.107 

8504170240 IE Info Notice 85 030, "MIcrobiologically Induced Corrosion Containment 
Sve Water Sys " Sve list end 

JORDAN, E L Division of Emergency Preparedness A Enginoering Response (Post 
830103) 85/04/19. Consolidated Edison Co of New York, fnc lOOpp 29966 258 
29966*363 


8504190055 IE Info Notice 85 032, "Recent Engine Failures of Emergency Diesol Gen 
orators " Sve list end 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
030103) 05/04/22 Consolidated Edison Co. of New York, Inc f09pp 29988 239 
29908 347 


8504190060 IE Info Nolico 85 033, "Undersized Nozzle To Shell Weidod Joints in Tanks 
A HXs Constructed Under Rules of ASME Boiler A Pressure Vessel Code " Sve list 
end 

JORDAN.E L DSvision of Emergency Preparedness A Engineering Response (Post 
830103) 65/04/22 Consoltcfatad Edison Co. of Now York, Inc fOSpp 29989 001- 
29989 107 


8504220347 IE Info Notice 84 84, Rev 1, "Deficiencies in Ferro Resonant Transformers" 
Sve fist end 

JOROAN.E L Division of Emergency Preparedness A Engineering Response (Post 
830103) 86/04/24 Consolidated Edison Co of New York. Inc tiapp 30027 067- 
30027 104 


R, Periodic operating reports A related correspondence 


8504300119 "Radiological Environ Monitoring Rept. 1984." W/850416 Ur 
FRISCH, R R Consumers Power Co 84/12/31 KEPPLER.J G Region 3, Office of Dt 
rector 31 pp 30070 001-30070 032 


8504230302 Monthly operalirg repl for Mar 1 985 W/05O4OB Hr 
SMITH.PA, VANDENBERG.D Consumers Power Co. 85/03/31 4pp 29965 201 
20065 284 



DOCKETED ITEMS 41 


S Reportablo occurrenco8» LERs & related corfospondance 

0SO4O2OO16 Fonivards AEOD technical review rept, '’Comparative Analysis of Recent 
Feedline Water Hammer Events at Maine Yankee, Calvert Cliffs, Salem, McGuire & 
Palisades " !E info notice on procedures suggested 

IPPOLITO,TA Director’s Office 85/03/ia VOLLMER.R H Director's Office, Office of 
Inspection and Enforcement 2pp 29585 264 295B5 273 

'•8504020025 “Comparative Analysis of Recent Feedlinc Water Hammer Events at 
Maine Yankee, Calvert Cliffs, Salem,McGuire & Palisades “ 

• Director's Office 85/03/18 app 29505 266*29585 273 

8504110242 LER 84 026 01 on 841207,valvo leakage allowed second safety injection 
lank to drain below mm level.Qxceedmg Tech Spec limit Caused by inaccuralo level 
indication Instrument recahbr W/850402 Itr 

ROQERS.DW. FRISCH.RR Consumers Powor Co 85/04/02 3pp 29776 258 
29776 260 

8504160367 Part 21 rcpl re Clow Wilhams-Hagar check valve used m starling air sys on 
TDI diesel engines Initially reported on 850312 TDI will furnish replacement Duo chek 
II valves mfg by TRW Mission of Houslon,TX & info upon request 
BOYER, R E Transamorica Dolaval, Inc 85/04/10 Director’s Office. Office of fnspec 
tion and Enforcement 3pp 29816 166 29816 168 


V, Operator Examinations 

8804160465 Forwards list of ref mat! requirements for operator & senior operator licens- 
ing exams Mall requested by 050501 in order to moot schedule Applications not re- 
celvod 30 days prior to exam dates will most likely be postponed 
LITTLE.WS Region 3, Office of Director 66/04/10 DEWITT.RB Consumers Powor 
Co 4pp 29859 251-29850 254 


8504010040 Modifies previous request for extension of 10CFR50 49 deadline for onvi 
ron qualification of equipment JA Danner 850226 request lor extension for Unit 1 with 
drawn Justification (or delay re Unit 3 l(Sle[J 

MCCLOUD.DE Tennessee Valley Authority 06/03/27 DENTON, H H Offico of Nu 
clear Reactor Regulation, Otrector 2pp 29571 104-29571 105 

8504110234 Grants licensee 850111 request, as supplemented on 850226, 0315 & 27 
for extension of deadline until Q51 1 30 for environ qualification of electrical equipment 
important to safety 

DENTON, HR Office of Nuclear Reactor Regulation, Director 85/03/28 PARRIS,HG 
Tennessee Valley Authority 5pp 29790 096 2D790 100 

8504250034 Forwards Amends 116.111 & 86 to Licenses DPR-33,DPR 52 & DPR 68, ro 
spectively & safety evaluation Amends change Tech Specs to permit removal of sec 
ondary containment static pressure limiting sys 

CLARK. R J Operating Reactors Branch 2 85/04/05 PARRIS, HG Tennessao Valley 
Authority 2pp 30030 147 30030183 

"6504250037 Amends 116,111 & 86 to Licenses DPR33,DPn'52 & DPR 6S, 
respeclively,charglng Tech Specs to permit removal of secondary containmont static 
pressure limiting sys 

VASSALLO.D B Operating Reactors Branch 2 85/04/05 33pp 30030 149 

30030 101 

”8504250043 Safety evaluation supporlrng Amends 116,111 & 86 lo Licenses DPR* 
33,OPR-52 & DPR 68,rosp0ctively 

* Office of Nuclear Reactor Regufabon. Director 85/04/05 2pp 30030 182- 
30030 183 

8504160442 Forwards response to Generic Ltr 84-23 re reactor vessel water fovel in 
3lrumer>tation in DWRs.por 850212 request 

HUFHAM.JW Tennessee Valley Authority 85/04/08 VASSALLO.D B Operating Re- 
actors Branch 2 2pp 29015010 29815011 


DOCKET 50-259 BROWNS FERRY NUCLEAR POWER STATION, UNIT 1 
F. Security, medical, emergency & fire protection plans 


8604170442 Applicalion for amend lo Licenses DPR 3 3, DPR 52 & DPR 68, changing 
Tech Specs lo reflect adminisiralive changes re clanticalion of requirements NSHC 
delermlnalion end Fee paid 

HUFHAM.JW Tennessee Valley Aulhorily 85/04/08 VASSALIO.DB Operating Re- 
actors Branch 2 2pp 29828 007-20628 026 


850415Q727 NotifiGS of 650312,14,18 & 20 sito ovaluatlon w/6olso Intoragoncy Fire 
Cache for establishment of emergency VHF radio sys Radio sys, if instafled,will be 
used os support & backup communication moans In emergency situations 
VERRELLl.DM Region 2, Office of Director 85/03/07 PARRIS.HC Tonnossoo 
Valley Aulhorily 2pp 20609 369 29809 360 

8604160746 Confirms 850307 telcon between JA Coffey & HD Walker re 050314 en- 
forcement conference in Region II ofe to discuss failure to perform post-maint testing 
of control rod & security violations Proposed agenda end 

GRACE, JN Region 2, OHico of Director 85/03/11 PARRIS.HG Tennessee Valley 
Alithorily 3pp 29809 325 29809 327 


"0504170449 Proposed changes to Tech Spocs.clardyjng Table 32 A ro main steam 
line high flow sensors & deteling Pago 24BA re oporation of Unit l w/FCV 04 8B in 
Sys A of containment atmosphere monitoring sys inoperable 
* Tennessee Valley Aulhorily 85/04/08 IBpp 29028 009 29328 026 

8504180332 Application for amend to Licenses DPR 33, DPR 52 & DPR 68 incorporat- 
ing inlograled mod schedule Proposed delermi nation of NSHC & revised program de- 
scription end Foe paid 

DOMER.J A Tonnesseo Valley Authority 85/04/12 VASSALLO.D B Operating Reac- 
tors Branch 2 13pp 29816 128 298 1 6 142 


8584010153 Rev 23 to radiological emergency plan W/050326 Jlr 
MARKS.BK, HUFHAM.JW Tennosseo Valley Authority 05/03/26 GRACE.JN 
Region 2, Office of Director 13pp 29570 006 29570 017 

8504010198 Forwards revised conlral emergency control clr implemonlmg 
procedures, including Rev 15 to DNPEC • IP-2. "Operations Duly Spectalist.Proceduro 
tor Nolilicallon of Unusual Event ’’ W/B50326 Hr 

HUFHAM.JW Tennosseo Valley Authority 85/03/26 GRACE.JN Region 2. Office of 
Director 18pp 29569 344-29569 363 

0584080100 Advises that 850315 Rov 11 to generic security porsonnel training & qualifi 
cation plan consislenl w/provisions of 10CFR50 54(p) & acceptable 
WALKER.RD Region 2, Office of Director 85/04/02 PARRIS.HG Tennessee Valley 
Aumonly 3pp 29677 314 29677 316 

8584000023 Forwards request for oxemplion from requiromonts of Section IIIG2 of 
App R lo 10CFR50 AddI info ro util 841031 request for exemption also end Review of 
enci request in conjunction w/B41031 submittal roquesled.per 10CFH50 12, 

DOMER.J A Tennessee Volley Authority 85/04/02 VASSALLO.D 0 Operating Reac 
tors Branch 2 lOpp 29700 001 29700 010 

8604220121 Discusses corrective actions ro violation reported in Insp Repis 50-259/04 
20,50-260/84-20 & 50-206/84-20 on faituro lo separate cables of aulomatic depres- 
surization sys & manual relief valves Mod will be performed as part of App R mods 
SHELI.R H Tennessee Valley Aulhontv 05/04/17 OENTON.H R Office of Nuclear 
Reactor Regulation, Director, 2pp 29928 199-29920 200 


J. Insurance & Indemnity Information 

8584040314 Forwards Endorsement 82 lo NELtA Policy NF-190 
DUCK.J R. Marsh & McLennan, Inc 85/03/27 SALTZMAN.J Assistant Direclor for 
State & Liconseo Relations 2pp 29607 361-29607 362 


P. Operating license stage documents & correspondence 

8584110648 Forwards FR notice of onvlron assessment & finding of no significant 
Impact re 850222 application for exemption from requirements of l0CFR60,App J 
VASSALLO.D B Operating Reactors Branch 2 85/03/21. PARRIS.H G Tennessee 
Valley Authority 2pp 29781 353 29781 357 

"0504110651 Notice of environ assessment & finding of no signif/can! Impact re licens- 
ee exemption from 10CFR50 App J requirements for bellows & O ring seals requested 
by 041221 application, as supplemented by 850322 Itr 

LAINAS.G C Assistant Director for Oporaling Reactors 85/03/21 3pp 29781 355- 
20781 357 

8604030072 Notification of 050325 daily highlight meeting w/util in Bethesda.MO lo dis- 
cuss request for extension of deadline for environ qualification of electrical equipment 
CLARKjIJ Operating Reactors Branch 2 85/03/22 DENTON, H, EtSENHUT.D, 
EDI SON, G NRC • No Detailed Affiliation Given 2pp 29606 022-29606023 


8504120206 Genonc Ltr 85 06 lo all PWR licensoes & all applicants for OLs ro OA guid 
ance (or ATWS oquipmenl not safely-related Sve list one! 

THOMPSON, Ht Division o1 Licensing 85/04/16 Consolidated Edison Co of Now 
York, fnc 22pp 29947 280-29047 309 


Q, Inspoclion reports, IE Buliotins & correspondence 

8504120182 Responds lo FOIA request for Caseload Forecast Panel files in Ofc ot Re 
source Mgt Forwards listed documents Documents also avallahio in PDR 
FELTON, JM Division of Rules and Records 04/06/06 KILLEFER.C Shaw, Pdlman, 
Potts 0 Trowbridge 2pp 30300 003-30303 1 29 

"B504120393 Provides daily staff notes for 810925 Notices of violation issued lo utils 
(or failure to notify NRC by 810701 of inability to complete implementation of prompt 
public nolification sys 

DIRCKS.WJ Office of the Executive Director (or Operations 81/09/20 PALLADINO 
Commissioners Ip 30301 253 30301 253 

8404110511 Forwards SALP input re evatiiation of LERs from Jan 1083 - Feh 
1084 LERs acceptablo & reasonably detailed to permit understantiinn of events 
SEYFRIT.KV Reactor Operations Analysis Branch 04/03/15 LEWIS.RC Division ot 
Project & Resident Programs 2pp 28023 313 28823 316 

0504180327 Lists actions &/or documentation necessary to close out IE Biillolin 01-01, 
’‘Surveillance of Mechanical Srtubbors,’’ for listed facilities prior to finalizing closeout 
rept 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/02/11 STAROSTECKI.R Region 1 , Office of Oiroclor 4pp 29914 165' 
29914.168. 

8504170663 Forwards fnsp Repis 50-259/04-45,50-260/64 45 & 50 296/04 -45 on 
041022-1101 & notice of violation & proposed imposition of civil penally 
GRACE.JN Region 2. Office of Director 05/02/27 PARRIS.HG Tennessee Valley 
Authority 4pp 29843 1 75 29643 1 91 

"8604170670 Nollice of violation & proposed imposition of civil ponalty In amount o1 
$150,000 Violation noted failure to satisfy Tech Spec requiromonts re rod worth mini- 
mlzer during startup & failure to follow procedurec prior to criticality 
GRACE, J,N Region 2, Office of Director 85/02/27 5pp 29843170-29043 191 

8504120195 Advises that roevatuatlon of design bases wiH bo completed by 860301 in* 
stead of 850409, in response to Insp Repts 50-250/84-15,50-260/84-1 5 & 60 296/84- 
15 Del^r due to design study & associated work 

DOMER.J A Tennessee Valley Aulhorkty. 85/03/04 GRACE.J N Region 2, Office 0l 
Director Ip 29807,211-29807 211 

8604160746 Confirms 650307 telcon between JA Coffoy & RD Walkor re 850314 on 
forcement conference in Region II ofc to discuss faiture lo perform post-maInt testing 
ot control rod & security violations Proposed agenda end o 
GRACE.JN Region 2, Office of Director 85/03/11, PARRIS.HG Tennosseo Valley 
Authority. 3pp 29809 325-29809 327 
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8504160228 Forwards J/isp RepJs 50 259/85 10, 50"26oyQ5-t0 ■& 50'296/fl5 iO on 
850219 22 No violations or devialions idenlitidd 

VERRELLI.DM Region 2, Office of Director 85/03/11 PARFIS.HG Tonnasseo 
Valley Aulhonty 2pp 29B20 231-29820 239 

■8504160265 Insp Repts 50-250/65-10,50 2^0/85 10 & 50 296/85 10 on 850219-^ 
22 No violations or dovialions iclenlitied Ma|or aroas inspected plant chemistry & in 
service lestmgol pumps & valves 

ROSS,WJ, BLAKE, JJ Region 2, Odico of Direclor 65/03/03 7pp 29820 233- 
29820 239 

8504170584 Forwards Insp Ropts 50 259/65 06,50 280/05 06 & 50 298/65 06 on 
841226 650125 & notice of violation 

GRACEJN Region 2, Otfico of Director 85/03/19 PARRIS.HG Tennessee Vatley 
Authority 2pp 29843 295-29S43 320 

-8504170589 Notice of violation from insp on 641226 8501 25 
» Region 2, Ofiice ot Director 86/02/19 3pp 29843 297-29843 299 

•8504170597 Insp Repts 50 259/B5 06.50-260/85-06 & 50-296/85 06 on B41226 
B50 125 Violation noted core spray isolation valve inoporatoto during power 
opera lion, in adequate drawings & procedures & faifirro to follow procedures in five ex- 

PAftLK.GL . PATTERSORCA , CANTRELL, FS Region 2, Office of Direclor 85/03/ 
05 21pp 29843 300-29843 320 

8503190659 IE Info Nolico 85 022. "Lrmitorque Motor-Operated Valves R&sulltng From 
fncorrect InstaltaUon o1 Pinion Gear Sve list enci 

JORDAN.E L Division of Emergency Preparedness A Engrnesrjng Response (Post 
830103) 85/03/21 Consolidated Edison Co of New York. Inc 108pp 29597 001- 
29597 005 

0504160066 FoiAvards Insp Repts 50 259/86-11.50 260/85-11 & 50 296/85*1! on 
850224 0301 No violaiions or deviations noted 

VERRELU.DM Region 2, Office of Drrectoi 85/03/21 PARRIS.HG Tennosseo 
Valley Authority 2pp 20020 116-29820 124 

-8504160081 Insp Repls 50 259/85 11,50 260/85-11 & 50-296/85-11 on 650224- 
0301 No violalrons or deviations noted MajoJ areas inspected organization & mgt 
contfo!s,cantro) of radioactive matis 8 contamination, ALAR A, audits & IE Pnfo notices 
ALE3RfGHr,R H . lEE.TG . JENKINS.GR Rogron 2, Office of Oiroctor 85/03/19 
7pp 29&20 118 29020 124 

0503219461 IE fnlo Natico 05-023. "Inadequalo Sutvoillanco & Posl-Mainl & Posl Mod 
Sys Tesim ’’ Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engmeoring Response (Posl 
830103J 65/03/22 Consolidated Edison Co of New York, fnc, lOBpp 29656 001- 
20656 (07 

B50417034S Forwards Insp Repis 50 259/85 12,60 260/05 12 8 50 298/05-12 summa- 
rizing 850207 enforcement conference in Regior> 11 ofc re vrolations of regulatory ro- 
quiremc-nts & eitoclivaness ol mgt controls 

tfURACE.JN Region 2, Office of Direclor 85/03/22 PARRIS.HG Tennosseo Valley 
Authority 2pp 29342 206 29S42 211 

«85fl4l70356 Insp Repts 50-259/85 12 50 260/85 12 & 60-296/85-12 giimmanrirg 
050207 enforcemenl conference in Region jj ofc Major iloms discussed mgt control 
of main! practices based on failure of HpCI isolation valve 
WALKER, R D Region 2, Office of Director 85/03/19 4pp 29842 200 29842 211 

6503220444 IE Info Notice 05 024, '‘Failu/es of Prolectivo Coatings in Pipes & HXs" 
Sve Isi end 

JORDAN, EL Division ol Emergency Preparaciness & Engineering Response (Post 
830103) B5/03/26 Consoirdatod Edison Co of Nev/ VorK. Inc I08pp 20596154- 
29590 363 

8504160092 Fo/warcis insp Repts 50 259/85 13,50-260/85-13 & 50-296/85 13 on 
850220 0301 Violalion under consideration for escalated enforcement action 
GRACE, JN Region 2. Office of Director 85/03/28 PARRIS.HG, Tennossoo Valfoy 
Aulhonty 2pp 29818 179 29818 189 

-8504160103 Insp Repts 50 269/85-13,50 26Q/B5 13 & 50 286/05 13 on 850220- 
0301 Violation noted failure to meet Tech Spec 3 1 ro control room Indications & (ail- 
uro to follow maini & testing procediiros 

PAULK, G. WUNRO.J. WARNER, P Region 2. Office of Difoctor 85/03/21 9pp 
29616181 29818 189 

8503280037 IE Info Notice 65 025, "Consideration of Tfiermaf Condi lions In Design A 
Installation of Supports for Diesel Generator Exhaust Silencers " Sve list encf 
JORDAN, E L Division of Emergency Proparodnoss A Engineerinp Response (Post 
830103) 65/04/02 Consolidated Eifison Co of New York Inc fOTpp. 29667 199 
29667305 

8503280045 IE Info NoUco 85 026, "Vacuum Relief Sys for 0WR Mark I & IJ Contain 
men1$ " Sve list end 

JORDAN.E L Division Of Emorgoncy Prepare dnsss A Enginoorlng Response (Posl 
830(03) 85/04/02 Consolidated Edison Co of New York, Inc 92pp 2B6D7 107 
29667 198 

6S040 10039 IE Info Notice 85 027, ‘'Noiilications 10 NRC Ope ratio ns Clr A Reporting 
Evants In LERs " Svc list end 

JORDAN.EL Division of Emergency Preparedness A Englnoaring Roaponsa (Pos* 
830103) 85/04/03 Consolidated Edison Co of Now York, fnc aapp 29690 255- 
29690 362 

8504050042 SuppI 1 1o IE Info Notice 86-003, "Separelion ol Pflrnary Reactor Coolanl 
Pump SliafI A fmpolfer '* Svc list end 

JORDAN.E L Division of Emergency Preparedness A Engl nearing Response (Posl 
030103) 86/04/09 Consolidated Edisoni Co of Now York, Inc fOlPP 29791 025 
29791 126 

8504050047 fE Info Notice 85 028, "Parlta! Loss of AC Power A Die so) Qenerolor Deg 
radat'oa''' Svc list onci 

JORDAN.E L Divisfon of Emergency Proparednoss & Engine o ring Response (Posl 
330103) 05/04/09 Consolidated Edison Co of New York, fnc fODpp 29790 278 
29791 024 ^ 


8504170424 Ack receipt of 850319 Itr & payment of civil penalty in amouni of 
SSO.OOO.tmposed by 850306 order Corrective actions described m response will be ex- 
amined during future insps 

AXELRAD.JA Director’s Office, Office of Inspection and Enforcement 85/04/11 
PARRIS.HG Tennessee Valley Authority 2pp 29906 081 29906 082 

8504090419 IE Info Noltco 85 029. "Use of Unqualified Sources in Well Logging Appli- 
cations ’’ Svc list end 

PARTLOW.J G Division of Inspection Programs (Post 850212) 85/04/12 Consolidat- 
ed Edison Co of Now York. Inc 66pp 29832 001-29832 023 

B 5 04220121 Discusses correclivo actions ro violation reporled in Insp Repls 50 259/04- 
20,60-260/04-20 A 50-206/84 20 on faJli/ro to separate cables of automatic depres- 
suraation sys A manual relief valves Mod will be performed as part of App R mods 
SHELL.RH Tennessee Valley Authofily, 85/04/17 DENTON, H R Office of Nuclear 
Reactor Regulation, Director 2pp 29928 199-29920 200 

8504170240 IE Info Notice 05-030, "MicrobiologicaJJy Induced Corrosion Contammenl 
Svc Water Sys " Svc list end 

JOflDAN.EL Division of Emergency Preparedness A Engineering Response (Post 
630103) 65/04/19 Consoli-dated Edison Co of New York, Inc lOQpp 29966 258 
29966 363 

8504100055 IE Info Notice 85-032, "Recent Engine Failures of Emergency Diesel Gen- 
erators ’’ Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/22 Consolidaled Edison Co of New York, Inc 109pp 29988 230- 
29988 347 

6S04190060 iE fnfo Notice 85 033, “Uncfarsized Nozzle To Shell Welded Jomls In Tanks 
A HXs Constructed Under Rules of ASME Boiler A Pressure Vessel Code" Svc list 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Posl 
830103) 85/04/22 Consolidated Edison Co of New York, Inc lOOpp 29909 001- 
299B9 107 

BS04220347 fE Info Noiico G4-a4,Rov 1, "Deficfencfos in Ferro Resonant Transformers '* 
Svc list end 

JORDAN.E L Division of Emergency Preparodnoss A Engineering Response (Post 
830103) 36/04/24 Consolidated Edison Co ol New York. Inc 118pp 30027 067- 
30027 184 


R. Periodic operating reports & related corroapondence 

6S0410020Q "Environ Radioaolivity Lovels.Browns Ferry Nuclear Plant, Annual Rept - 

1980 ■■ 

* Tennessee Valley Authority RH-01-5-SF2 80/12/31 50pp 29755 260-29755 317 

8S04100337 Forwards RH 81 1-BF 1, "Raciiologica! Impact Assessment Browns Ferry 
Nuclear P/ant,Juf Dec 19B0 " Algorithm to determine population dose to liver revised 
to include doses from rocroalional activities 

Mills, L M Tennosseo Valley Authorily 81/11/05 O'REILLY, Jp Region 2, Office of 
Director 3pp 29758 174 29756 210 

.*6504 100351 "Radiological Impact As sossment, Browns Ferry Nuclear Plant, Jul- 
Dsc,l980 " 

* Tennesseo Valley Authority RHai-lBFI 80/12/31 42pp 29756 177-29756 210 

8504100373 "Environ Radioactivity Levelb.Growns Ferry Nuclear Plant, Annual Rept - 

1 981 *’ W/e20505 A 0430 It/s 

MAXWELL, RB Tennessee Valley Authority TVA/OMS/OHS 82/7 81/12/31 
CUNNfNGHAM.AL , O'REILLY .JP Region 2, Office of Director 57pp 29765 154- 
29755 267 

8604100250 "Environ Radioactivity Levels. Annual Rept- 1902 " W/830619 Itr 
BELVIN.EA Tennessee Valley Aulborily. 82/12/31 CONNINQHAM.A L Region 2, 
Of lice of Director 56pp 29755 318-29766 014 

8604100500 "Environ Radioactivity Levels, Browns Ferry Nuclear Plant, Annual Rept - 
1082 ■* W/fi30503 Itr. 

MILiS.LM Tennessee Valley Authority 82/12/31 O’REILLY.J P. Region 1. Office of 
Director 60pp 29755 034-29756 091 

8504090343 tncomplelo "Effluent & Waste Disposal Semiannual Rept, Supplemental 
Info.First Half 19B3 *’ 

* Tennessee Valley Authority 83/06/30 20pp 20720 030 29720 049 

8504100S14 "Eflluenl & Waste Disposal Semiannual Report/Supplemonlal Info, Second 
Half 1903 " W/e40 302 Itr 

JONES.GT Tennessee Valley Authority 83/12/31 22pp 297G1 255-29761 276 

8504090032 "NPDES Discharge WonilorinQ Rept for Feb 1985 " 

BIVERS.M E Tennessee Valley Authority 05/02/28 lipp 29720 140 29720 150 

8594180673 Monthly operating repts for Feb 1 986 W/850311 Itr 
THOM.T, JONES.GT Tennessee Valley Authority. 85/02/28 37pp 29911 283 
29911 31^ 


S. Reportable occurrences, LERs A related correspondence 

0504080599 LER 85 001 01 on a50121,drywell leakage rate in excess of Tech Specs 
noted Caused by teak in temporary hose used to test check valve A small weld crack 
inside drywell Crack repaired Procedures revised W/a50329 itr 
WALKER.JB,, JONES.GT rennes*se0 Valley Authorily 05/03/29 3pp 29687 010- 
23687 012. 

6504088599 LER C5~006 90 on 850227,du/ing HPCI sys surveillance teslinq.timo to 
roach rated flow 2 s fonger than surveillance instruclion spec of 25 s CausetT by inad- 
vertent cfosmg of ball vaTve on turbine hydraulic sys W/850329 Ur 
GORDON.A W., JONES.G T. Tennessee Valley Aulhonty 85/03/29. 3pp 29687 001- 
29607 003, 
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650'4160134 LER 85 006 00 on 050304 ^du ring performance of HPCI sys motor oporalsd 
valve operabaNty SurvelllancQ fnslruclion 4 6E 1 c.HPQ inverter fuse cleared Caused 
by blown inverter fuse Fuse replaced W/850402 Itr 

JONES.SB. JONES, GT Tennes&ae Valley Authority 85/04/02 3pp 29820 145* 
29820 147 

8504240194 LER 84 025 01 on 84061 S.review of bldg heal ays during IE Bullelin 79*14 
map determined inadequate isolation between turbine & reactor bldg heat sys 
linos Caused by failure to follow FSAR design criteria W/a50410 Ur 
JONESES B , JONES, GT Tennessee Valfey Authority 85/04/10 3pp 29975 340 
2D975 342 

8504290234 LER 85*007*00 0/1 85031 8,handswilch used for purging plant stack radi 
alion monitor left in on position, allowing 2 h unmonitored release Caused by personnel 
error Switcti turned off Individual reprtmanded W/850416 Ur 

GORDON. A W, JONES.GT Tennessee Valley Aulhonly 85/04/16 3pp 30054 287- 
30054 289 

8504300114 LER 85 008-00 on 850316.discovefGd listed valves not local leak 
tested Caused by failure to identify valves per lODFRSOTwo valves failed subsequent 
test & unit manually scrammed Two other valves to bo modified W/850416 Mr 
JONES.SB. JONES.GT Tennessee Valley Authority 05/04/16 4pp 30078033* 
30070 036 

8504298208 PNO*ll*8S 042 on 850423. workman Inslalling insulation fell approx 4 f1 off 
scaffolding outside plant malnt bldg, Workman sustained fractured skull No radioactiva 
contamination involved in injury State of AL informed 

CANTRELL.FS, BROWN LE^V Region 2. Office of Director 85/04/23 Ip 
30046 200 30046 200 


T. Hearing transcripts on non-antltru&t matters 

$504230105 Forwards excerpts from transcript of Commission 650402 briefing on status 
of environ qualification of equipment, for review & comments 
THOMPSON.HL Division of Licensing 85/04/05 PARRIS, HG Tennessee Valley Au 
Ihorily 36pp 29973-020 29973 055 

8504230105 Forwards excerpts from Iranscnpl of Commission 850402 briefing on status 
of environ qualification of equipment, for review & comments 
THOMPSON, HL Division o1 Licensing 85/04/05 PARRIS.HG Tennessee Valley Au- 
thority 36pp 29973 020-29973 055 


V. Operator Examinations 


9409200005 Notification of contract execution.Mod 2, to “Use of TVA Reactor Simulator 
Facilities at Chattanooqa.TN for Training on Browns Ferry, Sequoyah & Bellefonte Sim* 
ulators “ Cor>1ractor TVA Power Production Training Ctr 

UMBEL,D> Technical Asstatance Contracts branch FIN 6*6717 84/09/05 

SHOWE.SK Director’s Office, Office of Inspection and Enforcement Ip 26602 290* 
26602 301 

• 8409200808 Mod 2,deob[lgating funds, lo "Use of TVA Reactor Simulator Facilities a! 
ChatlanoogaJN for Training on Browns Ferry, Sequoyah 8 Sellofonte Simulators” 
JOHNSONCr J TennessGO A/alley Authority. SMITH.P A Division of Contracts FIN B- 
8717 84/09/05 2pp 26602 300-26602 301 
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F. Seoiirlty, medical, emergency A fire protection plans 

8504160727 Notifies of 850312,14,18 & 20 Site evaluation w/Bolse Interagency Fire 
Cache for establishment of emergency VHF radio sya Radio aye, if instafled.wHI bo- 
used as support & backup connmunication means In emergency situations 
VERRELLI.DM Region 2, Office of Director 85/03/07 PARRIS.HG Tennessee 
Valley Authority 2pp 29689 359*29889 360 

8504150746 Confirms 850307 lelcon between JA Coffey & RD Walker re 858314 an 
forcement conference in Region il ofc lo discuss failure to perform post maint tasting 
of control rod & security violations Proposed agenda end. 

GRACE. JN Region 2, Office of Director 85/03/11 PARRIS.HG Tennessee Valley 
Aulhonly app 29809 325*29809 327 

6504010153 Rev 23 to radiological emergency plan W/8S0326 Hr. 

MARKS.B.K, HUFHAM.JW Tennessee Valley Authority 85/03/26 GRACE.JN 
Region 2, Office of Director. 13pp 29570 006*29570 017 

6504010196 Forwards revised central emergency conlrof clr fmplemantlng 
procedures.including Rev 15 to DNPEC * IP-2, “Operations Duty Specialist, Procedure 
for Nolif/calion of Unusual Event ” W/850326 Itr 

HUFHAW,J,W. Tennessee Valley Aulhonly 85/03/26 GRACE, J N Region 2. Office of 
Dcreclor 18pp 29569 344*29569 363 

05040 B0 100 Advises that 65031 5 Rev 1 1 to generic security personnel training & quafifl 
cation plan consistent w/provlsions of 10CPR50 54(p) & acceptable 
WALKtR.R D Region 2, Office of Director. 85/04/02. PARRIS, H G Tennessee Valley 
Authority 3pp 29677 314*29677 318 

8504098023 Forwards request for exemption from requirements of Section III.G 2 of 
App R to 10CFR50 Add! info re util 841031 request lor exemption also encLReview of 
and request ir^ conjunction w/a41031 submittal roq^uested.per 10CFR50 12 
DOMER.JA Tennessee Valley Authority. 85/04/0Z VASSALLO.DB Operating Reac* 
tors Branch 2. lOpp 29700 001*29700 010 

8504220121 Discusses corrective actions re violation reported in Insp Repts 50 259/64* 
20,68 260/64-20 & 60*296/84 20 on failuro to separate cables of automatic depres* 
su-fization sys & manual relief valves.Mod will be performed as pari of App R mods 
SHELL, R H. Tennessee Valley Authority 85/04/1/ DENTON, H.R Office of Nuclear 
Reactor Regulation, Director 2pp 29928199*29928 200 


J. Insurance & Indemnity information 

8504040314 Forwards Endorsonrienl 62 lo NELIA Policy NF 1S8 
DUCK.J R Marsh & McLennan, Inc 85/03/27 SALTZMAN.J Assistant Dlroclor for 
Slate & Licensee Relations 2pp 29607 361-29607 362 


P. Operating license stage documents A correspondence 

8504030072 Notificatron of 850325 daily highlight meeling w/ulil in Bethesda.MD lo dis 
cuss request for extension of deadline tor environ qualification of olectrical oquip-mont 
CLARK.RJ Operating Reactors Branch 2 85/03/22 DEMTONJH , EISENtIUT.D, 
EDISON.G NRC - No Delailod Affiliation Given 2pp 29G06 022-20606 023 

8504010040 Modifies previous request for extension of 10CFR50 49 doadlino for envi- 
ron quallJicalEbn of oquipment JA Domer 850226 request for extension for Unll 1 with- 
drawn Justification for delay re Unit 3 listed 

MCCLOUD, DE Tennessee Valley Aulhonty 05/03/27 DENTON.Hfl Office of Nu- 
efoar Reactor Regulation, Director 2pp 29571 104-29571 105 

8S04110234 Grants licensee 8501 H raquosl.as supplemanled on 050226, 0315 & 27 
for extension of deadline unlil 851130 tor environ qualification of olectrical oquipmonl 
important to safety. 

DENTON, HR Office of Nuclear Reactor Regulation, Diroclor 85/03/26 PARR!S,H G 
Tennasseo Valley Auth only 5pp 29790696 29700 100 

6504100093 Suppls 040623 application for amend lo Liconso DPR-52, amending Tech 
Specs lo allow ref to Westlngnouse Quad f fuel 

DOMER.JA Tennessee ValJoy Aulhority 85/04/03 VASSALLO.DB OpornlmgRonc- 
tors Branch 2 2pp 2972G 230*29729 245 

.-8604100007 Proposed Tech Spec changes to allow ref !o WoBlinghouso Quad t- fiiol 

* Tennessee Valley Aulhonly 06/04/03, 14pp 29729 232 20720 245 

8604260034 Forwards Amends 1 16. 11 1 & 86 to Licenses DPn-33, DPR-52 & OPR 6fl.ro 
apoclivoly safely evalua lien, Amends ohango Tech Specs lo pormil romoval of sec 

ondary containment slatic pressure limit Inn sys. 

CLARK.RJ Operating Reactors Branch 2 85/04/05 PARRIS.HG Tennossoo Valley 
Authority 2pp 30030-147*30030.183 

-8504250037 Armonds 116,111 & 86 lo Lfconsos DPR-33.DPR-52 A OPR GB. 
reaped ivety .changing Tech Specs to permit romoval of secondary containmont sialic 
pressure llmitir^ sys 

VASSALLO.DB. Operating Readers Branch 2 05/04/05 33pp 30030 149 

30030 101 

-8504250043 Safely evaluatior^ supporting Amonds 116,111 & 86 to Ltconsos DPR 
33,DPR 52 & DPR*68,f0Spec1iveJy, 

* Office of Nuclear Roaclor Regulation, Director 85/04/05 2pp 30030 182 
30030 1-03 

8504160442 Forwards response to Generic Lir 64-23 ro raactor vosaol water lovol In 
sirumentation In BWRs.per 050212 roquosl 

HUFHAM.JW Tennoa sea Valley Authority 05/04/08 VASSALLO.DB Operating Rn 
actors Branch 2 2pp 29815 010-29015 011 

8604170442 Applied ion lor amend to Licenses OPR*33,DPn‘52 & OPR 85, chonglnn 
Tech Specs to reflect adminislraHvo changes ro clarification of rcqulromonts NSHG 
determlnallan end Fee paid 

HUFHAM,JW. Tennessee Valley Authority 85/04/08 VASSALLO,D 0 Opordlnn Re 
actors Branch 2 2pp 20820 007*20028 026 

<**8504170440 Proposed changes lo Tech Specs, clan lying Table 3 2A ro main steam 
lino high ffow sonsors & delollng Pago 240 A ro operation of Unit 1 w/FCV fl4 80 In 
Sys A of containment atmosphere mcniioring sys Inoperable 

* Tonnossoe Valley Authority. 05/04/08 1 0pp 20828 009*29620 026 

8694180332 Application for amend to Licenses DPn*33.DPR-52 & DPR 00, Incorporot 
ing Integfoled mod schedule Proposed determination of NSf-tC & revised program do 
scriptlon end Fee paid. 

DOMEn,JA Tennessee Valley Authority, 85/04/12 VASSALLO.DB Oporntlng Roac* 
tors Branch 2 13pp 29816 128 29016 142 

8504120208 Generic Lir 85 06 to all PWR licensees & all applicants for OLs ro QA guid 
ance for ATWS equipment not safely rolatedi, Sve list ond. 

THOMPSON.H L Division of Licensing 85/04/16 Consolidated Edison Co of Now 
York, fnc. 22pp 2 9947-200.2994 7 -300 


Q. Inspection reports, IE Bulletins & coNespondence 


8604120182 Responds to FOIA request for CasoCond ForocasI Panel files in Ofe of Ro 
source Mgl Forwards listed documents, Documents also available In PDR 
FELTON, JM Division of Rules and Records 84/06/06. KILLEFER.C Shaw, Piftman 
Polls & Trowbridge 2pp 30300 003*30303 129. 

**8604120393 Provides daily staff notos for 0 1 0025 Notices of violalion issued 1e ulils 
for failure to notify NRC by 819701 of inability to complolo Imp lemon to ti on oJ prompi 
pubfic notIfIcaUon sys r j » 

DIRCKS.WJ Office of the Exocukvo Director for Oporalions 91/09/28 PALLADINO 
Commissioners. Ip 30301*253 39301-263. 


8404110511 Forwards SALP input re evaluation of LERs from Jan 1903 * Fob 
1984.LER8 acceplaofe & reasonably detailed to permit underslanding of ovonls 
SEYFBIT.K.V Reactor Operations Analysis Branch 04/03/15 LCWTS.R.C. Division of 
Project & Resident Programs 2pp 28823 313 28023.316 

8504160327 Lists actions &/or documentalfon necessary to close oul IE Bulletin 01 01 
"Surveillance of Mechanical Snubbers," fo/ fisted facifilies prior lo finalizing closeout 
r^t 

JORDAN.E L Division of Emorgoncy Preparedness & Englnoerlna RosDonso iPost 
STAROST&KI.fe Region 1. Office of^reS 4pp%0M 185. 

29914:168. 
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BS04170663 Forwards fnsp Repls 50-259/04-45 5 0 260/84 45 & 50 296/84-45 on 
at1i022-110l & notice of violation & pmposed imposition of civil penalty 
GRACE.JN Region 2, Office of Director 65^02/27 PAHRIS.H G Tennessee Valfey 
Aultiortly 4pp 29343 175 29843 191 

• ♦8504170 6 70 NoJice of Violation & proposed imposition of civil penalty in amount of 
$150,009 Vro fall on roted failure to satisfy Tech Spec requirements re rod worth mini 
mizer during startup & faifure to follow procedurec prior to criticality 
GRACE.J H Regiora 2. Office of Director B5/02/27 5pp 29043 179 29843 l9l 

8504120195 Advises that recvaluation of design bases will be completed by 060301 in 
stead of e50409jn response to Insp Re pis 50’259/a4- 15,50 260/84-15 & 50 296/84- 
15 Delay dee to design sludy & associated worJr 

DOMER.J A Ternessee Valley Authority 85/03/04 GRACE.J N Region 2 . Office of 
Director. Ip 29807 211-29807 211 

8504150746 Confirms 050307 telcon helweea JA Coffey & RD Walker re 850314 on 
forcement conference in Region I! ofa to discuss failure to perform post mainl testing 
of control rod & security violations Proposed agenda end 

GRACE.J N Region 2, Office of Director 85/03/11 PARRIS, HG Tennessee VaNoy 
Authorily 3pp 29809325-29009 327 

8504160228 Forwards fnsp Repls 50 259/85 10,50-260/85-10 & 50-296/65-10 on 
850219 22 No violations or deviations identilied 

VERRELLI.DM Region 2, Office of Director 85/03/11 PARRIS, HG Ternassae 
Valley Authority 2pp 29020 231-29820 239 

-B5041602B5 Insp Rcpts 50-259/85-10,50 260/85 10 & 50 206/65 10 on 850219- 
22 No violations or deviations identified Major areas inspected plant chamisiry & in- 
service testing of pirmps & valves 

ROSS.VVJ, BLAKE,JJ Region 2. Office of Direcior 85/03/08 7pp 29820 233- 
29820 239 

8504170584 Forwards Insp Repls 50-259/85-06.50 260/85 06 & 60 206/85 06 on 
041226 050125 & notice of violation 

GnACE.JN Region 2. Office of Director 85/03/19 PARRIS.HQ Tennessee Valley 
Authority 2pp 29043 295-29B43 320 

-0504170589 Note© of violation from insp on 841226 850125 
* Region 2, Office of Director 85/82/19 3pp 29843 207-29843 299 

-850+170597 Insp Repts 50 259/05 06,50-260/85 06 & 50-296/85 06 on 841226- 
8501 25 Violation noted core spray isolation valve inoperable during power 
operalion.inadoqiiale drawings & procedures •& failure to follow procedures in five ok- 
amplQs 

PAULK.G L , PATTERSON,C A . CANTRELL.FS Region 2, Office of Director 85/03/ 
05 21pp 29B43 300 29043 320 

8503190659 IE Info Noiice 85-022, ’‘Limilorque Motor-Operated Valves Rosulltng From 
Incorrect Inslallation of Pinion Gear ” Sve hsl end 

JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/21 Consolidated Edison Co of New YorR, Inc lOBpp 29597 001- 
29597 005 

8504160066 Forwards fnsp Repls 50 259/85-11,50-260/85-11 & 50-296/85-11 on 
850224-0301 Mo violations or devialrons noted 

VERRELLI.DM Region 2, Office of Director 85/03/21 PARR IS, H G Tennesseo 
Valley Authority 2pp 29820 116 29820 121 

- 8504160081 Insp Repts SO 259/85-11.50 280/05 1 1 & 50 296/85 11 on 050224- 
0301 No violations or deviations noted Major areas inspected organization & rngt 
controls, control of radioaciiv© matfs & conlamJnation.ALARA.auditB & IE info noHcos 
ALBRIGHT.RR, LEE.TG, JENKINS, G R Region 2 , Olfice of Direcior 85/03/19 
7pp 29020 118 29520124 


0504010039 IE Info Notice 85 027, ‘'Nolifications to NRC Oporalions Ctr & Reporting 
Events in LERs ’■ Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of New York, fnc 98pp 29690 255 
29690 362 

8594050042 SuppI 1 to IE Info Notice 85 003, "Separation of Primary Reactor Coolant 
Pump Shaft & Impeller Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) G5/04/09 Consolidated Edison Co of New York, Inc 101 pp 29791 025- 
29791 126 

8604050047 IE fnfo Notice 85 028, "Partial Loss of AC Power & Diesel Generator Deg- 
radation " Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 35/04/09 Consolidated Edison Co of New York, Inc lOOpp 29790 278- 
29791 024 

0504170424 Ack receipt of B50319 Ur & payment of civil penalty in amount of 
SSO.OOO.im posed by 850306 order Corraclive actions described in response will be cx 
amined during future maps 

AXELRAO.JA Director's Office, Office of Inspection and Enforcement 05/04/11 
PARRIS.H G Tennessee Valley Authority 2pp 29906 Oflt 29906 082 

8504090419 iE Info Notice 85 029. "Uso of Unqualified Sources in Well Logging Appli 
Gallons" Sve list end 

PARTLOW.JG Division of Inspection Programs (Post B502 12) 85/04/12 Consolidat 
ed Edison Co of Now York, Inc 66pp 29Q32 001-29032 023 

8504220121 Discusses correclivo actions re violalion reported in Insp Repls 60 259/84 
20,50 260/84 2 0 & 50-296/84 20 on failure to separate cables of automatic dopres- 
surizalion sys & manuaP relief valves Mod will he performed as part of App R mods 
SHELL,RH Teanassee Valley Aulhonty 85/04/17 DENTON,H R Office of Nuclear 
Reactor Regulation, Direcior. 2pp 29928 199-29928 200 

8504170240 IE Info Noltco 85 030, ''Microbiologlcally Induced Corrosion Contalnmenl 
Sve Water Sys ’’ Sve list end 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
630103), 05/04/19 Consolidaled Edison Co of Now York, Inc 109pp 29966 258 
20966 363 

0504190055 IE fnfo Nolfco 05-032, "Recent Engine Failures of Emergency Diesel Gen 
erators " Sve list onci 

JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 05/04/22 Consolidated Edison Co of New York, Inc 109pp 29908 239 
29086 347 

0504190000 IE Info Notice 86 033, "Undersized Nozzle To-She!l Welded Joints in Tanks 
HXs Consiruclad Under Rules of ASME Boiler & Pressure Vessel Code " Sve list 
end 

JORDAN, E.L Divhsion -of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidafcd Edison Co of New York, Inc lOBpp 20909 001- 
29989 107 

8504220347 IE fnfo Notice 84 04, Rev 1, "Deficiencies in Ferro Resonant Transformers " 
Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/24 Consolidated Edison Co of New York. Inc fl8pp 30027 067- 
30027 164 


R. Periodic operating reports & re fated correspondence 


8503210461 IE Info Nolle© 85 023, ‘ 'Inadequate Surveilfanco & Post Mainl & Post Mod 
Sys Tesimg " Sve fisl ©nd 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/03/22 Consolidated Edison Co of New York, (nc lO0pn 29656 001 
29656 107 

8504170345 Forwards Insp Repts SO 259/85 12.50 260/85 12 & 50 296/05-12 summa 
nzing 850207 enforcement conference In Region II ofc r© violations of ronufalory ro 
quire menls & effecliveness of mgl controls 

(jRACE.J N Region 2, Office of Director 85/03/22 PARRIS.H G Tennosse© Valley 
Authorily 2pp 20842 206-29842 211 

-850417035B insp Repts 50 259/85 12,50.260/85 12 8 50 296/85 12 summarizing 
850207 enforcemerJ confererco In Region II ofc Major ilems discussed mgl conlrol 
o1 mainl practices based on failure of HPCf isolation vafvo 
WALKER.RD Region 2. Office of Director 05/03/19 4pp 29842 200 29642 211 

85032204+4 IE fnfo Noface 85 024, "Failures of Proteclivo Coalings In Pipos 8 HXs" 
Sve Iasi end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Posi 
830103) 65/03/26 Consolidated Edison Co of New York, Inc 108pp 29596 154- 
29S9B 363 


0504160092 Forwards Insp Repts 60 259/85 13,50-260/85 13 & 50-296/05 13 on 
850220-0301 Violation under consideration for escalated enforcoment action 
GRACE.JM Region 2, Office of Director 85/03/28 PARRIS.H G Tennessee Valley 
Aulhorily. 2pp 29818 179-29818 189 

-8564160103 Insp Repls 50-259/85-13.50-260/05-13 & 50 296/05 J3 on 850220- 
0301 Violatiorv noted faaluro to meet Tech Spec 3 1 ro control room indications & fail- 
ura to follow mafni & testing pioceduras 

PAULK, Q. MUNRO.J, WACaNER.P Region 2. Office of Director 65/03/21, 9pp 
29810 181-29816 169. 


0503200037 IE fnfo Notice 85 025, "Consideration of Thermal Conditions in Design & 
Instalfalion o1 Supports for Diesel Generator Exhaust Silencers " Sve lisl end 
JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02. Consoladaled Edison Co of New York, Inc 107pp 2966/199- 
29667 305 


8503280045 IE Info Notice 65 026. ‘Vacuum Relief Sys for BWR Mark I & II Contain 
meals ’’ Sve list end 

JORDAN.E L Division of Emergency Preparedness & Enginoenno Respons© (Post 
830103) 85/04/02 Consolidated Edison Co. of New York, Inc S2pp 29667 107- 
29567 190 


8504100208 "Environ Rariioaclivity Levers,Brown3 Ferry Nuclear Plant, Annual Rent ■ 
19B0" 

* Tennesseo Valle/ Aolhomy RH 61 5 0F2 00/12/31 60pp 29755 268-2D755 317 

8504100337 Forwards RH-81-1-BF-1, "Radiological Impact Assessment, Browns Ferry 
Nuclear Plant, Jul Dec 1980" Algorithm to delermine population doso to fiver revised 
to include doses from recreational nclivities 

MILLS, LM Tennessee Valley Authority, 81/11/05 O'REILLY, JP Region 2, Office of 
Diroclor 3pp 29756174-29766 218 

-B5041003S1 “Radiological Impact Assessment, Browns Ferry Nuclear Plant, Jul 
Doc, 1980“ 

* Tennessee Valley Authority HH-81-1-BF1 00/12/31 42pp 29756177 29756 210 

0504100373 “Environ Radroactivily Levols.Browns Ferry Nuclear Plant, Annual Rent 
1 9 8 1 ■“ W/82050 5 & 0430 Ilf s 

MAXWELL, RB Tennessee Valley Authority TVA/OMS/OHS 82/7 81/12/31 

CUNNJNGHAM.A L . O'REILLY.J P. Region 2, Office of Director 57pp, 2Q755 154 
29755 267 

B604100250 “Environ Radjoaclivjly Levels, Annual Rept-1982’' W/830519 Hr 
BELVfN.EA Tennessee Valley Authority 02/12/31 CUNNINGHAM.A L Region 2. 
Office of Director 55pp 29755 316-29 756 014 

B604T00500 "Environ Radioacjivily Levels, Browns Ferry Nuclear Plant, Annual Repi 
1082 " W/03O5O3 fir 

MILLS.L M Tennessee Valley Authority. B2/12/31 O'REILLVJ P Region 1, Office of 
Director 60pp 29755 034-29755 091. 

0504090343 Incomplete "Effluent S; Waste Disposal Semiannual Rapt, Supplemental 
Info.First Had 1903 " 

* Tennessee Valley Aulhonty 83/06/30 20pp 29720,030 29720 049 

0504108514 "Effluent S Waste Disposal Semiannual Report/Supplemental lnfo,S©cond 
Half 1983 " W/a40302 Itr 

JONES.GT Tennessee Valley Authorily 03/12/31 22pp 29761 255*29761 276 

8S04090032 “NPOES Discharge Monitoring Rept for Fob 1985 " 

RIVERS, ME Tennessee Valley Aul homy 85/02/28 lipp 29720 140-29720 150 

8504100573 Monthly operating repts for Feb 1985 W/850311 Hr 
THOM.T, JONES.GT Tennessee Valley Authority 05/02/28 37pp 29911 283 
29911 319 
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S Reportable occurrences, LERs & refatod correspondence 

B5D4040234 LER 85 oOl-OOon B5 022 1 .removal of thermocouple revealed 1 inch long 
wall crack at weld located at iunction of recirculation sys header & riser Cause 
unknown Crack will bo repaired by weld overlay W/850322 Itr 
GORDON.AW. JONES.GT Tennessee Valley Authorily 05/03/22 3pp 29670 040 
29670 042 

BS 04020 178 PNO Ih85 033 on 650326, maint worker killed & three others injured Caused 
by falling crane hook insrde unit turbine bldg Investigation underway Plant shut down 
for refueling & mods 

RULAbJD.W, CANTRELL.FS Region 2, Office of Director 85/03/29 Ip 29580 264- 
295C0 264 

B504Q 80595 LER 85 0D3 00 on 8 5022 7, automatic scram occuffod when fuses removed 
from reactor protection sys circuitry during mod Caused by deficient work plan Plan 
revised W/Q50329 Itr 

EBERSOLE.P N , JONES.G T Tennessee Valley Authority 85/03/29 3pp 29687 007- 
29687 009 

8504160572 LER 85-002-00 on 850307, during refueling outage initial test results re 
ceived for mam steam relief valves Tech Spec crilona not met by eight valves Caused 
by pilot disc sticking Valve setpoints will be reset W/850402 Hr 
JOWES.SB. JONES.GT Tennessee Valley Authority 85/04/02 4pp 29819 359- 
29819.302 

8504230401 PNO fl 85 038 on a50417,painling contractor employee working in torus fell 
4 ft Employee taken to heap suffering from head lacerations Anii contamination cfolh- 
irg removed at hosp No bodily contamination present 

RULAND.W. CANTRELL.F Region 2. Office of Director 85/04/16 Ip 29951 130 
29951 130 

8504290208 PNO If 85 042 on 850423. workman installing insulation fell approx 4 fl off 
scaffolding outside plant maint bldg Workman sustained fractured skull No radioactive 
contamination involved in injury Stale of AL informed 

CANTRELUFS. SROWNLEE.V Region 2. Office of Director 85/04/23 Ip 
30046 200 30046 200 


T. Hearing transcripts on non-antitrust matters 

8504230105 Forwards excerpts from transcript of Commission 050402 briefing on status 
of environ qualification of equipment, for review & comments 
THOMPSON, HL Division of Licensing 05/04/05 PARRIS, HG Tennessee Valley Au 
thordy 36pp 29973 020-29973 065 


V Operator Examinations 

640920D00S Notification of contract execution, Mod 2, to “Use of TVA Reactor Simulator 
Facilities al Chattanooga, TN for Training or> Browns Terry, Sequoyah & Bejlefonto Sim- 
ulators " Cor^tractor TVA Power Prodvicvoo Trammo Clr 

UMBEL.D Technical Assislance Contracls Branch FIN B-C717 04/09/05 

SHOWE.S K Dtreclor’s Office, Office of Inspection and Enforcomont Ip 26602 209- 
26602 301 

-*8409200006 Mod 2,deobllgallng funds, to “Use of TVA Reactor SJmufnlor Facilities at 
Chatlanooga.TN for Training on Browns Terry, Sequoyah & Bellofonte Simulators “ 
JOHNSON, RJ Tennessee Valley Authority SMITH, PA Division of Contracls FfN 0- 
8717 84/09/05 2pp 26602 300-26602 301 
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F. Sflcurlly, medical, emergency & fire prolectfon plans 

8504040290 Forwards exemption from Section III 0 of l0CFR50,Anp R re roquiroments 
of reactor coolant pump oil collection sys Exemption conditioned on implomontfng fire 
rolection mod m area as proposed, Safety evaluation also forwarded 
ARGA.SA Operating Reactors Branch 1 85/03/07 UTLEY, EE Carolina Power & 
UghlCo 3pp 29657 323-29657 334 

. 8504940295 Excmptiorr from Section HI O of 10CFR50.App R re roaclor coolant pump 
oil collodion sys Mods must bo completed in accordance w/provislons of 
10CFR50 4Qtc) 

MIRAGLIA.FJ Division of Licensing 05/03/20 Carolina Power & Light Co 5pp 
29657 326-29657 330 

-8504940300 Safety evaluation supporting licensee request for exemption from Section 
III O of 10CFR50,App R re reactor coolant pump oii collodion sys 
' Chemicat Engineering Branch 85/03/07 4pp 29657 331-29657 334 

8504160545 Forwards Insp Repl 00 261/85 08 on 050111 0210 & notice of violation 
WALKER.RD Region 2, Office of Dirodof 85/03/08 UTLEY, EE Carolina Power & 
Light Co 2pp 29019 204-29819 213 

-8504160555 Insp Rept 50 261/85 08 on 850111-0210 Violation noted inadequate sur- 
veillance of safety relaled station batteries 

KRUG.H E , WHITCOMB,H C , FREDRICKSON,P Region 2, Office of Director 85/03/ 
07 7pp 29B19 207-29819 213 

8504 150661 Forwards Insp Ropl 50-261/85 07 on 650204-00 No vmlations or devi- 

allonsnoled 

VERFfELtl,0 M Region 2. Office of Director 05/03/22 UTLEY, E E Carofina Power & 
Light Co 1p 29810 193 29810 215 

-6504160066 Insp Repl 50-261/85-07 on 850204-08 No violations or deviations 
noted Major areas inspected irnplementalion of fire protection & plant safe shutdown 
requfrements of 10CFR50,App R,Soctloiis 111 Q.lll J,ill L & IIIO 
MILLER.W H . MELLEN,L S , RUFF, A Region 2. Office of Diroclor 85/03/19 22pp 
29810 1^4-29810 215 

11604100107 Application for amend to License DPR-23.addjnQ Tech Spec Sections 3 18 
& 4 18 re operability & survelllanco requirements for demcated/alternato shutdown 
sys. per 10ChR50,App R Fee paid ^ « 

CUTTER. A B Carofina Power & Light Co 85/03/29 VARGA.S A Operating Reactors 
Branch 1 2pp 29729 331-29729 339 


-8604100193 Proposed Tech Spec Sections 3 18 5 4 18 containing operability & safely 
reQuirorTtenIs re dedicated/allernato shutdown sys, per 10CFR6O,App R 
‘ Carolina Power & Light Co 85/03/29 7pp 29729 333-29729 339 

85040B0236 Advises that 850308 Amend 9 a to physical security plan consislent w/pro- 
visions o-f 10CFR50 54{p) & acceptable 

WALKER, R D Region 2. Office of Director 85/04/01 UTLEY, E E Carolina Power & 
Light Co 3pp 29681 073 29681 075 

8504160109 Rev O to Emergency Plan & Procedure PiP 007, "Emergency Response 
Plan " W/a5041(Htf 

MORGAN.R E Carolina Power & Light Co 85/04/10 GRACE.J N Region 2. Office of 
Director 8pp 29813 120-29B13 127 

0504190394 informs of current plans re calfbr of reaclor vessel fevei insVumonlation 
sys.por NUHEG-0737.ftem II F 2 Emergency procedures will be submiltod by 
051 031 Procedure implemonlelion scheduled for 90 days after approval 
CUTTER. A B Carolina Power & Light Co 85/04/16 vARGA.S A Operating Reactors 
Branch 1 2pp 29019 074 29919 075 


J. Insurance & fndemnity Information 

8504030005 Submits info ra present love] &. source of onsite property damage 
insuranco.per 10CFR50 54(w)(4) Listed facilities covered by primary nuclear insurance 
for Apr 19B4 - Apr 1985 w/Nucloar Mutual Ltd 

ZIMMERMAN,S,R Carolina Power & Light Co 65/03/20 THOWPSON.H L Division of 
Licensing Ip 29588 355 29508 355 

0504040307 FoAvards Endorsemonl 82 to NELfA PoJicy NF-180 
BARHAM. C D Carolina Power & Light Co 85/04/01 SALTZMAN.J Assistant Director 
for Stale •& Licensoo flelalions 2pp 29607 330-29607 331 


P Operallng license stage documents & correspondence 

8604190002 Partial response to 840116 request for fNPO 8 NRC documents re fNPO 
role in & procedures for reporting Info \o NRC App G Ml documents In PDR Idonlflled 
documents parllaify & compleiely withheld (ref FOIA Exemplions 4 & 

DiRCKS.WJ Office of Iho Exoculiv© Director for Operatior>s 84/07/31 TOTTEN, M 
Public Citizen LHiga Hon Group 3,439pp 30073 004 30082 202 

-8504220124 Forwards complete sot of microfiche of LERs from facility, per 
telcon Replacement of existing fiche w/encl fiche will update files Notification of when 
addJ LER microfiche to be sent requested 

REILLY.DT Insliluto of Nuclear Power Operations 83/08/16 BOYLE, E Director’s 
Office Ip 33001 123-30001 123 

8504030329 Advises that 641033 clarificnicon of OA program requirements for maasur 
mg & tost equipment & inslalPed process Instrumentalion constitutes reduction of com 
mTiments Cfarificalion should be submitted to appropriate region 
VASSALLO.DB Operating Reactors Branch 2 85/03/11 UTLEY, E E Carofina Power 
& Light Co 4pp 20606 161-29606 1 64 

OS0416016S Forwards updated Region fl organization chart, ref locling recent personnel 
changes 

WALKER, RD Region 2, Office of Director 85/03/13 UTLEY.E E Carolina Power & 
Light Co Ip 29818-107-29818 110 

6504020418 Forwards review of 640520 suppi to 630829 submittal of auxiliary feed 
wafer sys tornado missile protection NRC concurs w/encl Rov 2 to "Effects ol Torna 
does on Availability of Auxiliary " 

VARGA, S A Operating Reactors Branch 1 85/03/14 UTLEY.E E Carolina Power & 
Light Co 3pp 29506 218*29586 228 

-8504020422 Rov 2 to “Eflects of Tornadoes on Availability of Auxiliary Tceclwalor Sys 
at HB Robinson Unit 2," technical evaluation rept 

SIMiU.E Commerce, Dept of, National Bureau of Standards 83/08/31 Opp 
295B6 221 -20 586 228 

8504020039 Forwards request for addi fnfo re responses to Generic Ltr 83-28, Items 
21,2 22&453 SupptemenlafY info requested wifnin 60 days for Homs 2 1 & 2 2 2 & 
within 90 days for Hem 4 5 3 

VARGA.S A Operating Reactors Branch 1 85/03/16 UTLEY.G.E Consumers Power 
Co 3pp. 29585 261 29505 263. 

0504030279 Forwartfs Amend 89 to License DPR 23 & safety evafualion Amend re- 
vises Tech Specs to conform w/rev<sed reporting require men Is of 10CFn50 72 & 73 
REQUA,G Operating Reactors Branch 1. 85/03/15 UTLEY.E E Carolina Power & 
Light Co 4pp, 29625 232-29625 294 

-8504030267 Amend 89 to License DPR'23, revising Tech Specs to conform w/revised 
reporting requlremonts of 10CFR60 72 8 73 

VARQA.SA Operating Reactors Branch 1. 85/03/15 59pp 20625 236 2a625’292 

-8504030291 Safely evaluation supporting Amond 80 to Liconso DPR-23 
• Office of Nuclear Reactor Hogulalion, Director. 65/03/15 2pp 29625 293- 
20625 294 

8604030466 Forwards SER for final resolution of environ qualification of electric equip 
menl importanl to safely Program complies W/10CFR50 49 roquiremonls Proposed 
resolulion of deficiencies acceptable W/o end 

VARGA.S A Operalmg Reactors Branch 1 05/03/19. UTLEY.E £ Carolina Power & 
Light Co 4pp. 29606,127-29606 130 

8504020398 Responds to 850306 request for amend to 84 11 OB El A to allow disposal of 
slightly contaminated soil in ash pond Proposal accop table Permission must bo Issued 
by state licensing agency 

VARGA, S A Operating Beaclors Branch 1 05/03/20 UTLEY, EE Carolina Power & 
Light Co 2pp 29566 260 29586 261, 

8504030235 Requests remittance of fee for 850306 applicatior^ to request approval to 
dispose of slighKy contaminated soil at faciBity 

OIGGS.RM, License Fee Management Branch 85/03/26 , UTLEY.E E Carolina 
Power S, Light Co Ip 29606 1 31-29606 1 31 
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8504020267 Ojscussqs implications ol error in Exxon LOCA arnafysis compuler code per 
B50320 tefcon Facifily LOCA anatysos uso Apr l9fl4 version of TOODEt2 w/o cotlng 
probfom & augmented heal Iranater tactois trorr proviousry accGptctJ WREM !IA 
ZIMMERMAN.SR Carolina Power & Light Co 85/03^27 VARGA, S A Operating Re 
actors flranch 1 fp 295B1« 163 29561 -163 

aS04040327 Advises that applicatior> dato In 650326 Hr shojid bo corrected to 
650306 Application requested approval to dispose of sligPitiy contarp mated soil 
OIGGS.R M License Fee Management Branch 05/03/26 UTLEV^C E Carolina 
Power & Lrght Co 1p 29619 358 29610 358 

6504099367 Notification of 85041 f meoling w/uhl In Balhosda.MD to discuss status of 
muilhplaat.TMl & plant-specific open items, 

REQLfA.G Operating Reactors Qrartc-h 1 85/03/20 VAHGA,SA Operating Reactors 
Branch 1 2pp 2fl754 l23*a9754*V24 

6504100187 Appljcatron lor amend to License OPR 23, adding Toch Spec Sections 3 ie 
& 4 16 re ^erabllity & si/rvPiUancd reqtilremenis for dedicatod/alternale shutdown 
sys,por 10CFfl5l).App R Fee paid 

CUTTER, A a Carolina Power & Llohl Co 85/03/29 VARGA, S A Operating Reactors 
Branch 1 2pp 29729 331-29729 339 

“8504 1991 93 Proposed Toch Spec Socilons 3 16 & 4 IB containing oporabriity & safety 
requirements re dsdlcaied/aliernale shutdown sys.par tOCrRSO.App R 
" Carolina Power 8 Light Co 05/03/29 7pp 29729 333'29720 330 

8504100499 Forwards util co/nmonis on facility pressurized Ihormal shock 
study Requests that document be placed in PDR w/ existing file on Unresolved Safely 
Issue A 49 NUREG/CR 3935 end 

SHOTKIN,LM floactor Systems Research Branch 85/03/29 BAflEV', IK Record 
Services Branch (Documanl Control Cosk) 22pp 20770001 29770 022 

“8409260642 DRAFT THERMAL-HYDRAULIC ANALYSES OF OVHRCOOLING SE- 
QUENCES FOR Ha ROBINSON UNIT a.PRESSURIZED THERMAL SHOCK STUDY. 
FLETCHEaCD EG&G. Ii>c FIN A-6947 NUREQ/CR 3935 DRFT 84/06/31 NRC - 
No Oelailed Affiliation Given 32app 29770 023 29771 008 


--9504160365 fnsp Repl 60-261/85-02 on 860102-07 & 0205'08,No vioJalfOn or tf&Vh 
a Iron noted Ma|or areas inspected initial criticality & low power tests cower escalalion 
teals & shutdown maram analysis 

BUHNETT.PT, JAP^F Region 2. Office of Director B5/02/28 6pp 29320 359 
29821 002 

8504160578 Forwards fnsp Repl 50-261 /&5 09 on 850204-08 & notice of vioiatpon 
WALKER.R D Region 2. Office o1 Director 85/03/05 UTLEY, E E Carolina Power & 
UghlGo 2pp asstl 09Q aoail 10? 

“86041505B1 Notice ol vrolatmn from insp on 850204 06 
^ Region 2, Office of Director 85/03/06 Ip 29811 100 29811 100 

"8504150586 Insp Rept 50 261/65 09 on 050204 08 Violation noted failure to control 
locked high radiation areas 

ALeflIGHT.R H . PERRY.W W , JENKINS, Q R Region 2, Office of Director 05/03/01 
7pp 29611 101 29811 107 

8504160096 Ack receiplof 050221 Hr informing NRC of steps taken to correct viofatpons 
noted In fnsp Repl 50-261/84-43 

WALKER,RD Region 2, Office of Director 85/03/07 UTLEY, E E Carolina Powers 
Light Co Ip 29810:105-29018 206 

"8504160105 Responds to NRC Hr re violations noted in Insp Rept 50 261/04 43 Cor 
recltva actions Const Procedure WP-2 will ha revised to describe use of beater in 
alfgnir>g anchor bolts 

MORGAN, R E Carolina Power & Light Co 85/02/21 GRACE.J N Region 2, Office of 
Director 2p;> 29818 196 29818 197 

"6584160114 Forwards Insp Rept 50-261 784-43 on 841105 00 & notice of violet ion 
OLSHINSKU A Region 2, Office of Dlfeclor 85/01/22 UTLEY.EE Carolina Powers 
Light Co. 2pp 29B18 108 29010,206 

"0SO4 1601119 Notice of violation from inSp on 841 105 09 
* Region 2, Office of Director. 35/01/22 Ip, 29818 200-29818 200 


6504170564 Forwards SER supporting licansoe 331107 response 1o Generic Ur 83 
SB.Item 1 1 concerning posMnp review program dnscription & procodureT 
VARGA.S A Operating Reactors Branch 1. 65/04/01 UTLEY.E E. Caroitna Power & 
Light Co Zfip 29907 338-29907 345 


--8504160127 fnsp Rept 50-261/84-43 on 041105-09 Violation noted washer rnissing orv 
Hanger SW-8 25/16 

DEBS.BT, JULIAN, C A, Region 2, Office of Director 85/01/08 0pp 29810 201 
20816206 


“8504170567 SER Buppojlmg freensee response io Gonenc Lir 83 20JtQm 1 1 ro post 
trip revlevr program descnpFion & procedures 

• NRC - No Delailed Affjlpalion Givea 85/04/01 6pp 20007 340 29907 345 

6604220418 Forwards SER suppodtng licenseo 84 1227 & 050218 responses 1o Genoric 
Ltr 83-28,ltern 4 3 re reactor trip sys reliability Design mods accept ablo.subj 1o resofu- 
Ion oi condibons noted In SER 

VARGA, S A Operalmg Reactors Branch 1. 85/04/01. UTLEY, EE CeroIJna Power & 
UghlCo 2pp 20947.493-20947 213 

•'8684220427 SER supporting licensee rasponso to Gonoric LIr 83 20, Item 4 3 re reac- 
tor (rip sys reliebiiity Design mods acceplablo.suhj torosofution of conditions re sub 
mission of revised mlo on olacIriceJ schematics 

* NRC No De tailed Affiliation Given 85/04/01 igipp 20947 195-29947 219 

0504220411 Responds to 650327 Hr re Exxon LOCA analysis computer code Code 
etror weblein or K(i) curre does not ffTpact analya^s ftw lacihly. 

VARGA,6 A. Oporating Reactors Branch I 35/04/11 UTLEV.E E Carolina Power & 
Light Co 2pp 29947 283 29947 284 

0504220094 Requests addi payment to complete foe duo for applications re License 
OPR-23onerclli5t 

MILLER, W.O License Feo Mflnagemenl Branch 85/04/12 UTLEY.E E Carolina 
Powers Light Co 4pp 29941 343-20941 346 

0504129206 Generic Lir 65 06 to all PWR ircensoes & all applicants for OLs ro OA guid- 
ance for ATWS equipment not safety related Sve Nst end 

THOMPSON, H L ITi’idslon of Liconsind 65/04/16 Consolidalod Edison Co of Now 
York. Inc. Z2pp 29947 288 29947,300 

8604120031 Generic Lir 85 02 to all PWR Ifcensees & ^plicanls.hoJdera of CPs &. Fort 
SI Vram re recommended actions stemming from NRC irtegrated program for resolu- 
ti^pn of unresolved safety issues ro steam generator tube inlegrily Sve Ifst onci 
THOMPSON, H L Division of Licensing 05/04/17, Yankoo Atomic Efoclric Co I27pp 
29953 071-20953 282 

^5042^50368 Returns rerndfance orroneoualy soni w/o application for amoneJ to License 
DPR *23, per 050416 lelcon Rolurn Of romiifanco more expedient than rotontion for cur- 
rent or fulure application 

DIGGS.RM License Fee Managomonl Branch 65/04/17 HIMMERMAN.SR Carolina 
PowarA LIghi Co Ip 30021-363 30021.363 

0504299943 Notifies lhal applicalfon fee will nol be submitted for 048720 exemption 
roqueal Revised exemption & fee subniiltocf on 850213 

ZIWMERMAN.S.R Carolina Power & Ug^hl Co 05/04/23 DIGGS. R M Liconso Feo 
Management 9ranch 2pp 30048:330.39040 337 


Q, Inspection reports, IE Bulfetine & corrospondence 


0504160462 Forwards Insp Ropi 60.261/85-01 on 0SOlO7-11No viololions or devi- 
ations Ideniiriod. 

VERRELLLDM Region 2. Office of Director 85/82/19 UTLEY.E E Carofina Power & 
light Co 2pp 29821 099-29821.115 


SO 261/85 01 on 950107-11 No violallona or devialions 
loentified Major areas inspected, fpcaiisee action on previous onforcemenl 
^ caiibf, lesis 8 expenmonls & records 
RUNYAN.MF,, UPRfQHT.GM, Region 2. Office of Director 85/82/13 
15pp. 29821:101.20021.115. 


8504160369 Forwards Insp Repl 50-261/8S-02 on 858102-87 & 0285-08 No violatiion or 
deviailon noted 

VERflELLI,0 M. Region 2. Office of Director B5/03/04 UTLEY.E E Carolina Power & 
Ughl Co Ip. 29820 350 29821:002 


6504160124 Responds to IE BulleUn 82-02, "Degradation of Threaded Fasteners in 
RCPB of PWR Pfanls" Reactor coolant pump seal housing bolls & reactor vessel 
fiead bolls removed & examined No stress corrosion cracKino noted 
C UTTER, A.B Carclina Power & Light Co 8S/03/00 GRACE.J N Region 2, Office of 
Director, 2pp 29818 236 29818 837. 

8504160545 Forwards Insp Rept 50 261/05-08 on 850111-0210 & noHce of violalroni 
WALKER.R D Region 2, Office of Direolor. 85/03/08 UTLEY.E E Carolina Power & 
UghlCo 2pp 29819 204-29819 213 

"8504160561 Notice of vcolalion from insp on 850111-0210 
‘ Region 2, Office of Director 85/03/08 Ip 29019.206-20819 206 

"8504180565 Insp Rept 50-261/85 03 on 650111-0210 Violation noted inadequate sur- 
veillance of safety-related station batteries 

KRUG.H E . WHifeOMB.H C,. FR ED RfCKSON.P. Region 2, Office of Director 85/03/ 
87 7pp 29ai9-207-29819 213 

8504160559 Forwards Insp Rept 60-261/05-12 on 850226-0301 & notice of violalion 
VERRELLI.DM Region 2. Ofhceof Director 85/03/11 UTLEY.E E Carolina Power A 
•Light Co. 2pp 29820 001-29820 010 

"8504 160582 Notice of violation from fn-sp on 850226-0301 
• Region 2. Office of Director 85/03/1 1 Ip. 29820 003 29820 003 

- 8504160665 Insp Rept 50-261/85-12 on 850226-0301 Violalion noted failure to pro- 
vide adequate Inservice festmg procedure for bone acid pumps 
KLEINSORGE,W P., BLAKE, JJ Region 2. Office of Director 86/03/07 7pp 
29620004-29620 010 

6503190659 IE Info Notice 85-022, “Linniiorque Motor-Operated Valves Resulting From 
Incorrect installation of Pinion Gear " Sve fist and 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/03/21 Consofidated Edisen Co, of New York, Inc 108pp 29597 001 
29507 005, 

8503210461 IE Info Notice 85-023,. **Jn adequate Surveillance 6 Post-Maint & Post Mod 
Sys Tesltfig '* Sve lis! end. 

JORDAN, EL Division of Eme/gency Preparedness & Engineering Response (Posl 
830103). 05/03/22, Consolidaled Edison Co, of New Yom, Inc I08pp 29656001- 
29656 107 


8504150661 Forwards Insp Rept 60-261/85-07 on 860204-08 No violations or davi- 
Blions noted 

VERRELLI.DM Region 2, Office of Director 85/03/22 UTLEY.E E Carolina Power ^ 
Light Co Ip. 29010.1 93-29810 21 6 

-8504150666 Insp Rept 50-261/85-07 on 850204'08.No violations or deviations 
noted Major areas (nspoctod Implemenlalion of fire protection & plant safe shutdown 
raqulremenls of lOCFRSO.App R, Sections III.G.III J.lil L & ill O 
MILLER.WH. MELLEN.LS, RUFF, A. Region 2. Office of Director 05/03/19, 22pp 
29810.194-29810 216, 

8604110227 AcK receipt of 650308 ltr informing NRC of steps taken to correct violalions 
noted in Insp Repl 50-261/84 44 Final decision re denial of Violation C withheld until 
supplemental response received, per 650319 telcon 

WALKER.R D Region 2. Office of Director 85/03/25 UTLEY.E. E Carolina Power S 
Light Co Ip, 29776 214-29776 234 

-8504110232 Responds to NRC 850206 Hr re violations noted In insp Ropt 60-261/84 
44 Corroclive actrons bottled nitrogen backup to MSiVs provided Condensate storage 
tank modified Viofatlon C re joadequately performed evaluations & reviews denied. 
MORGAN.R E Carolina Power & Light Co 85/03/08 GRACE.J.N Region 2, Office of 
Ofrecior, 8pp 29776,216-29776 222 
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-■8S04110235 Forwards fnsp Ropl 50'261/B4-4<i on 04111 1-1210 & notice of violalion 
OLSHJNSKI.J A ne<]ion 2. Office of Director 85/02/06 UTLEV.E E Carolina Power & 
Light Co 2pp 29776 223*29776 234 

-85041 10238 Notice of violation from insp on 041111*1210 
• Region 2. OMtce of Director Q5/02/0G 2pp 29776 225 29776 226 

*•8584110245 Irsp Rept 50 261/04 44 on $41111 1210 Violations noted containment 
inlegrit/ breach ed.inadoqjale tesliriQ of MSIV. inacfoquato unreviowed safety question 
determination & inadequate design change control 

KRUG.H E . WHITCOMB, H C . FREDRICKSON.P Region 2. Offico of Director 85/01 / 
31 0PP 29776 227 29776 234 

8503220444 IE Info Notice 85 024, "Failures of Protective Coatings in Pipes & HXs " 
Svc list onci 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/03/26 Consolidated Edison Co of New York, foe lOOpp 29596 154* 
29596 363 

8503280037 IE Info Notice 85 025, ‘Consideration of Thermal Condilrons in Design & 
Inslallation of Supports for Diosel Generator Exhaust Silencers " Svc fisl end 
JORDAN, E L Division of Emergency Preparedness & Engmderlng Response (Post 
839103) 85/04/02 Consolidated Edison Co of Now York. Inc 107pp 20667 199 
29667 305 

8503280045 fE Info Nolice 85 026, "Vacuum Relief Sys for BWR Mark I & II Contain* 
monts " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
8301 93) 06/04/02 Consolidated Edison Co of Now York, Inc 92pp 29667*107* 
20667 196 

$504010039 fE Info Notice 85 027, "Nolificaiions to NRC Operations Cir $ Reporting 
Events in LERs " Svc fisl end 

JORDAN.E L Division of Emergency Preparedness & Enoineering Response (Post 
830103) 85/94/03 Consolidated Edison Co of New York. Inc 9Bpp 29890 265* 
29690 362 

8504050042 SuppJ 1 lo fE Info Notice 85*003, "Separation of Primary Hoaefor CoofanI 
Pump Shaft & Impalier " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Rosponsa (Post 
830103) 85/04/09 Consoiidalod Edison Co of New York, Inc lOIpp 29791 025* 
2Q791 126 

6604050047 IE Info Notice 05 028, "Parlial Loss of AC Power & Diosel Generator Deg* 
ffidatlon " Svc fist oncI 

JORDAN.E L Division of Emergency Preparedness & Engtneoring Response (Post 
$30103) 65/04/09 Consolidated Edison Co of New York, Inc lOOpp 29790,278- 
29791 024 

$504090419 IE Info Notice 85 029, "Use of Unqualified Sources in Wolf Logging Appli 
catEons " Svc list on cl 

PARTLOW,JG Division of fnspocllon Programs (Post 850212) 85/04/12 Consolldal- 
ed Edison Co of New York, Inc 66pp 29832001 29032 023 

0504170240 fE Info Nolice 85 030, "Microbiologlcaliy induced Corrosion Cor>1a[nmonl 
Svc Water Sys " Svc list end 

JORDAN.E L Division of Emorgoncy Preparedness & Englnoorino Response (Post 
830103) 86/04/10 Consolidated Edison Co of New York. Inc f09pp 29966 268* 
29966363 

9504190055 IE Info Notice 85 032, "Recant Engine Failures of Emergency DlesoJ Gen 
eraters " Svc list oncI 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
B30103) 05/04/22 Consolidated Edison Co of Now York, Inc, lOOpp 29908 239* 
2998$ 347 

6504199060 IE Info Notice 85<033, ' ‘Undersized Nozzle To Shell Welded Joints In Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code" Svc fist 
end 

JORDAN.E L Division of Emergency Preparedness S Engineering Response (Post 
830103) 05/04/22 Consolidated Edison Co of New York, inc lOGpp 28900 001- 
29989 107 

0504220347 Ifc Info Notice 04 fl4,Rev 1, "Deficiencies In Fefro*Resonant Transformers.” 
Svc list oncI 

JORDAN.E L Division of Emergency Preparedness S Engineering Response (Post 
830103) 85/04/24 Consolidated Edison Co of New York, Inc i18pp 30027 087* 
30027 184 


R. Periodic operating reports & related correspondence 

8594090514 Suppi to "Effluent & Waste Disposal Semiannual Repl.Jan Juno 1983” W/ 
830829 Itr 

STARKEY.R B Carolina Power & Light Co 03/06/30 O'REfLLY. J P Region 2. Office 
of Director 130pp 29744,001-29744 130 

8594100569 "Environ Radiological Monilormg Rept for 1983." 

EDWARDS, D.H . SHEARIN.R L , WARRINER.G H Carolina Power & Light Co 03/12/ 
31, 52pp 29763 227*29763 279 

Sfi04 180034 Monthly oporaling rept for Mar 1985 W/850401 Hr 
SCOTT. A E . WORGAN.R E Carolina Power & Light Co 85/03/31 TAYLOR, J.M Di- 
rector’s Office, Office of Inspection and Enforcement 5pp 29912 314*29912318, 


S. Reportable occurronces, LERs & related correspondence 

0504099549 LER 85 010 00 OH 650301 .reactor tripped from 52% power due to loss of 
feed flow to stoam generator B Caused by air line separation from feedwater regulat* 
Irtg valve due to valve vibrations Valve internals to be replaced W/850327 Itf, 
WRIGHT.C, MORGAN.RE Carolina Power & Light Co 85/03/27 3pp 29687.116* 
29687 118 

0504129253 PNOfI 65 036 on 850408, unit taken out of svc (ess than 3 h after shut* 
down duo to fluctuating leak rata indicatfons on two seals of reactor coolant 
pump Seals will be replaced during outage expected to fast 6 days. 

HARDIN.AK, FREDRICKSON, P Region 2. Office of Director. Q5/04/OB ip, 
29704 210-29784 2t0. 


6S042S0476 LER 85-011-00 on 85031B,unl1 received reactor trip & safety injection from 
stoam line difleronliol pressure signal A Caused by ground which tripped bus )B*6 due 
to leak on blowdown valve Valve repaired W/850416 Hr 

WftIGHT.CL. MORGAN.RE Carolina Power & Light Co $5/04/16 4pp 30053 319* 

30053 322 

6504290240 LER 85 OlZ-OOon 050308, two Halon cylinders for lira prelection below nun 
required pressure, but reported satisfactory Fi/e walch not posted Caused by personnel 
error Fire watch provided & cylinders replaced W/a504 1 8 Hr. 

WRfQHT.CL, MORGAN.R E Carofina Power & Light Co 85/04/16 4pp 30054290 

30054 293 


Y, Dry Cask Indepander^t Spent Fuel Storage Installatfons 

660 42202$ 4 Forwards FR notlco of consideration of rnalls license for storage o1 sponi 
fuel at pfarti 

ROUSE.LC Advancod Fuel & Spent Fual Licensing Branch 86/04/15 UTLEY.E E 
Carolina Power & Light Co 2pp 29942 357-29942 363 

-8504220287 Notice of consideration of matls liconse for storage of spent fuol at plant 
& nolfce of opporfunhy lor hearing 

ROUSE.LC Advancod Fuel $ Spent Fuel Licensing Branch 85/04/12 5pp 
29042*359-29942 363 


DOCKET 6(>-293 MONTICELLO NUCLEAR GENERATING PLANT 


F Sacurity, medical, emergency & ffre protection plans 

8504309241 Advises that Q Bothk .0 & D Schullz (Comox Corp) participatron in 050318 & 
22 omorgoncy preparedness workshops conslitulos conflfcl of inlemsl 
GONYEAU.JA Northern Stales Power Co 86/03/05. PAPERIELLO.C J Region 3. 
Office of Director 2pp 30057.140*30057 141, 

8504090207 Advises that 050315 Rev 17 to security plan consislonl w/pro visions of 
1 0CFR6O 64(p) & acceptable 

AXEUSON.Vl/L Region 3. Office of Director 65/04/03 LARSON, CE Norlhom Slates 
Power Co 2pp. 29699 090 29699 001 

6504100166 Rev 7 to Emercency Plan ImplomBnling Procedure A 2 106, "Activalion of 
Technical Support Ctr” W7e5O40a Hr 

BREVIQ.RL. FEY.F.L Norlhorn Stales Power Co 85/04/08, 9pp 29813 311* 
2661 3,31 7. 

8504160476 Responds to 850408 request for updated Itr of agreement par emergency 
plan NFC response to plant emergency described In Rev 1 to NUflE^Q*072e, ”NRC 
incldonl Rosponsa Rian '' 

HINO.JA. Region 3. Office of Director 85/04/12 LARSON, CE Norlhern Slates 
Power Co ip 20618 046-29810 047 

*•8504160481 Requoats gpdotod ftr of agreement in support of emergency prepared- 
noss program by 850501 Existing Itr of agro ament end for roview W/o onci 
LADDiMJ Noitnorn Slates Power Co $5/04/08 HIND, J A Region 3, Office oJ Direc- 
tor. 1 p 29810 047-290 1 0 047 

0504290229 Revised emorgoncy plan Implomonllng procedUffls,includin 9 Rev 1 to A2* 
100, "Accoss Control During Emorgencios" & Rov 2 lo A 2-208, "Coro Damage As- 
sessment " W/e60422 Ur 

FEY.FL Norlhorn Slates Power Co 85/04/22 26pp 30046144 300-1616$ 

9504300413 Provides addi Info ro conformance to Rev 2 to Rag Guido I 97. "Inslru- 
mentation for Light Wator Cooled Nuoloar Power Plants lo Assoss PianI & En.virons 
Conditions During & Following Accident," per DD Vassallo 85021 1 request, 
MDSOLF.D. Northern Stales Power Co 85/04/22. Olfico of Nuclear Reactor Regula- 
Ifon, Director 3pp, 30064:045*30064 047 


I. Financial Information 

8504060102 “Financial & Statistical Info.SuppI lo 19B4 Annual Rept ” W/660403 Hr. 
GJMBOLim.R Norlhorn Stales Power Co 04/12/31, 23pp 29675 332*20676 354 


J. Insurance & In'damnlty Information 

8504100317 Fonvards Endorsement 76 to NELIA Policy NF-174 A Endofsemonl 64 lo 
NELIA Policy NF-197 

JOHNSON.R Q Northern Slates Power Co 85/04/03 OINIT2J. Division of Engineer 
ing, 3pp 29729.098 29729-100. 


P, Operating llcanae atage documents A correspondence 

8504010009 Submits addl Info to sueporf Q41288 request for extansion of schedu(a unlll 
851130 for environ qualJfIcalion of Rockwell Inti Hydrogen re combiners, In accordance 
W/10CFR50 49 Extension needed lo resolve lia lea deficionclea 
MUSOLF.D. Northern Slates Power Co, 85/03/10. Office of Nuclear Reactor Regula* 
tion. Director 3pp. 2967 1:182-20671 *184. 

0504080527 Forwards revised safely evaluation supporting Amend 31 to License DPR* 
22, Rov clarifies info provided fn ulfl 841227 Itr. 

ROONEY, VL Operating Reactors Branch 2. 85/03/20. MUSOLF.D M Norlhorn 
Steles Power Co, 2pp 29715:336 29715 343 

-0504000570 Revised safety evaluation supporting Amend 31 to License DPR-22 
♦ OlfiCo of Nuclear Reactor Regulation, Director. 64/11/27 6pp. 29715 33B- 
29716:343. 

8504110425 Foiwarda corrected Tech Spec Page 7 lo Amend 29 to License DPH- 
22, issued or> 641116. 

ROONEY, V,L Operaling Reactors Branch 2 $5/03/20. MUSOLF.OM Northern 
Stales Power Co 2pp 207 90 116*29790. 116, 
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' 85041 10-^31 Correcled Tech Spec Page 7 to Amend 29 la License DPR 22, issued on 
04 ni 6 ro limiting safety svs sellings 

' NRC No Dfltaired Aftilialion Given 65/03/20 Ip 297fl0 118'20790 1 IB 

85-04110240 Grants licensee 840210 request lor oxtension of deadline unlit 851130 for 
environ qualificqiion of olectncfjl equipmenl important to safety Accopianco based on 

g ood cause demonstrated in applicant Q41206 & B50319 submiliflls 
'ENTONiHR OifiCQ of Nuclear Reader ReotPation, Director 85/03/28 
MUSOLF.OM ^/orther^ Stales Power Co 3pp 29769 3S1 29769 363 

05O41SO335 Forwards npplicalion for amend to Lrceriao DPR 22.ctiangmg Tech Spoc 
Iug! enrich ment limits to allow for gadolma poison in assemblies Foe paid 
MUSOLF,D Northern Stales Power Co 85/04/10 Office of Nuclear Reader Regula- 
tion, Direclor Ip 29016 115 29816 121 

*■8504160346 Application for amend to License DPR 82, charging Tech Spec fuel on 
ficlimorl limits (o allow for gadolina poison in assemblies Ltmil on bundle Infinite mufti 
plication factor limits reactivity m reactor core, no* in slorage pools 
MUSOLF.D Northern States Power Co 85/04/10 3pp 29816 116 29B16 1 18 

- 8504160351 Proposed Tech Spec Pago 231. adding infinite lailrce muliiplicallor^ faclor 
limits to Sections 55A&8GE859129llr end 
• Northorn Stales Power Co 85/04/10 3pp 29816 119 29816 121 

B504120206 Genouc LIr 85 06 to all PWR licensees & all applicants for OLs ro QA guid 
ancG lor ATWS equipment nol safely related Sve list onci 

THOMPSON.HL Division ol Liconsing 85/04/16 Consolidated Edison Co of New 
York. Inc 22pp 29047 288 28947 309 


Q, Inspecllon reports, IE Bulletins & correspondence 

85D31D0659 IE Info Nolice 85 022, "‘Lnimtorquo Motor-Operated VaWoa Resulting From 
Incorrect Installation of Pinion Goar Sve list end 

JOHDAN.E L Division of Emergoncy Prep a redness A Enginoering Response (Post 
830103) 85/03/21 Consetidajed Edison Co of New Yoik Inc l08pp 29597 001- 
29597 005 

8563210461 IE tnlo Notice 65-023, ’'Inadequate Surveillanco 8 PoslMalnt & Post Mod 
Sys Testlrig " Sve list end 

JORDAN, EL Division of Emorgancy Preparodnsss & Enginearlng Responso (Poai 
830103) 65/93/22 Consolidated Edison Co of New YorK, Inc i06pp 29656 001 
29656 107 

8563220444 IE Info Noltce 05 024, "Failures of Protectivo Coatings in Pipos & HXs" 
Sve list one! 

JORDAN. E L Division of Emergency Preparedness & Engineorino Response (Post 
830103} 05/03/26 Consolidated Edison Co of New YofK, Inc lOOpp 29596154 
29595363 

8504010203 Ack receipt of 850308 Itr Irrlorming NRC of steps taken to correct violations 
noted in Insp RepJ 50 263/05 04 

lITTLE.WS Region 3, Olftce ol Diroctar 85/03/26, LARSON.CE Northern Slat os 
Power Co Ip 29567 357 29567 363 

•'860401 0266 Responds to NRC 650207 Itr re violalions noted in tnsp Rent 60 263/85 
04Co/redivo adtons complete review of purchasing dopl policies & procedures 
manual will be nchloved by 851231 

LARSON, CE Northorri States Powor Co 85/03/08 LITTLE.WS Region 3, Offlco of 
Director 6pp 29567 358 29507 363 

8503200037 IE Info Nolico 85 025, "Corsldcraiton of Thermal Condiltons m Design A 
Installalion of Supports for Diosd Generator Exhaust Silencers Sve list oncL 
JORDAN, EL Division of Emergency Preparedness & Enginoering Rosponso (Poet 
830103) 85/04/02 Consolidated Edison Co of New York. Inc 107pp 2D607 199 
29S67 306 

8503200045 IE Info Nolico 03 026, "Vacuum Relief Sys lor BWR Mark I & II Contain 
meets" Sve list one I 

JOROAN.E L Division ol Emergency Proparodnoss & Engineering Rosponso (Post 
830103) 85/04/02 Consolldaied Edison Co of Now York, Inc 92pp 20067 1 07 
29667 196 

8504010039 IE Info Notice 85 027, ’'Notifies lions to NRC Oporolions Clr & Reporting 
Evenis m LERs " Sve list enef 

JORDAN.E L Division of Emergency Proparodnoss & Englr^eering Reaponso (Post 
830103) 85/04/03 Consolidated Edison Co of New York, Inc 08pp 2Q690 265 
286G0362 

8504050042 Suppf t to IE Info Notico 85 003, "Separalron of Primary Roactor Coolant 
Pump Shaft & ImpGlIer." Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Reaponso (Post 
030103) 05/04/09 Consolidated Edison Co of Now York, fnc foipp 20791 025 
29791 126 

6504060047 IE Info Notice 05 020. ' ‘Partial Los^ of AC Power S Diosel Goneratof Deg- 
radation " Sve list end 

JORDAN.E L Division of Cmorgency Preparodnoss & Enoinooring Rosponso (Post 
630103) 05/04/09 Consolidalod Edison Co of Now York. Inc fODpp 29790 278- 
29791 024 

0504260004 Responds to Horn 5 of IE Bullolm 83-03, ’'Chock Valve Failures In Raw 
Water Cooling Sys of Diesel Generators’' Unit Integiily venflcalion of valves complot- 
ed on 0501 15 No failures found 

LARSON.CE Northern Slates Power Co 65/04/10 KEPPLER.JG Region 6, Office 
of Director Ip 30025 106 30026.106 

0504250039 Forwards Insp Repl 50-263/04-26 on 641030 O6O2O8.hol[c0 of violatlon.EL 
Jordan B 10824 memo ro guidance for sya to bo vonied & drelnod during integrafoci 
foakogo rate tosting.por App J & B Maltson 020111 memo re App J roqulromonts 
SPESSARDBL Region 3, OKlco of Director 85/04/11 LAR§QN,CE Northern 
Stales Power Co 2pp 30020 240^30020 254 

.-8604250047 Notice of violalion frominsp 00 641830 650200 
SPESSAHD.B L. BogiOn 3. Olfico of DIroclor. 05/04/12 Zpp 30020 242-30020,243 


-8504258053 Insp Rapt 50-263/84 26 on 841030 850208 Noncomplianca noted failure 
to have adequate contain monl integmled teak ralo test & failure to correctly total iso- 
lation valve leakages, per Tech Specs 

HARE.SM. GULDEMOND.WG Region 3, Office of Director 85/04/12 tipp 
30020 244 30020 254 

-Bl'09170455 Submits general guidance for venting & draining of s,ys during Integrated 
leakage rate tGSltnQ.par requtremonts of App J, Section III A 1 d 
JORDAN.E L Division of Resident & Regional Reactor Inspeclion 81/08/24 
LEWIS, HC Division of Residont & Reaclor Project Inspection 2pp 30020 265 
30020 262 

8504090419 IE Info Notice 85 020. “Use of Unqualified Sources in Well Logging Appli 
cations ’’ Sve fist end 

PARTLOW.JG Division of Inspection Programs (Post 850212) 65/04/12 Consolidat- 
ed Edison Co of Now York Inc 66pp 29032 001 29832 023 

8504280222 Forwards "Inservico fnsp Exam Summary Monticello Nuclear GonGroting 
Plant Unit 1, Refueling Outage lO.tnsp Period 1, 840210 650112," idontitving compo- 
nents examined, exam molhods used.oxarn number & summarizing results 
MUSOLF.O Northern Stales Power Co 05/04/12 Olfice of Nucleaf Reactor Regula- 
tion, Direclor 2pp 30023 260-30024 037 

-0504260227 "Inservice Insp Exam Summary, Monticello Nuclear Generating Plant Unit 
1 .Rofuolinn Outago 1 0.fnsp Period 1. 840210-850112" 

SCHANEt^J, DAHLMAN.LC,, KRAUSE.GT Northern Slates Power Co 05/03/27 
137pp 30023 262-30024 037 

8504230191 Forwards Special Safely Insp Repts 50 263/85-13,50*282/85 04 & 50-306/ 
65-04 on 050225-20,031 1-1 5 & 26-29 No noncompliance noted Surveillance functional 
area during SALP 5 declined to Category 2 duo to personnel errors 
SPESSARD.RL Region 3, Office of Direclor 85/04/17 LARSON,CE Northern 
States Power Co 2pp 29949 111-29549 121 

-8504230237 Special Safety Insp Rents 50 263/85-13,50 282/85 04 & 50 306/05-04 
on 650225-20.0311-15 & 26-29 No vtolaltons idonUlied Major areas 

inspected surveillance testing & calibr aclivUles & corporate QA audit program 
SMEENGE.BJ, HAWKINS.FC Rogion 3, Oflice ol Director 65^4/17 epp 
29949113 89949 121 

8604170240 tE Info Notice 05-030, "Microblologically Induced Corrosion Conlafnmonl 
Sve Water Sys ’’ Sve list onct 

JORDAN.E, I Division of Emergency Proparedness & Enginoering Rosponso (Post 
830103) 65/04/19 Consolidated Edison Co of New York, Inc I09pp 20966 256 
29966 363 

S&0419005S IE Info Notice 65 032, "Recont Engine Failures of Emergency Diesel Gen 
oraiors " Sve list end 

JORDAN, E L Oivialon of Emorgoncy Proparodnoss & Engineering Rosponso (Posl 
630103} 85/04/22 Consolidated Edison Co of New York. Inc fOQpp 209DD 239 
2&O80 347 


0504190060 IE Info Notice 05 033, "Undorsizod Nozzio To Shell Wolclod Joints In Tanks 
& HXs Constructed Under Rulos of ASME Bolfor & Prossuro Vessel Code," Sve list 
onO 

JORDAN, EX Division of Emergoncy Proparodnoss & Enginoaring Rosponso (Posl 
830103) 88/04/ 22 Consolidated Edison Co of New YorR. (nc I08pp 29989 001* 
29909 107 

8504300260 Provides aildl info ro feedwater sparger roplacemonl & insp porformod 
during 1904 refueling & malnt outage Sparger failures caused by high wold residual 
sfros&es & normal thermal cycling Corrociive actions fisted 

MUSOLF.D No f thorn Slates Power Co 85/04/22 Olfico of Nuclear Reactor Regula- 
tion. Director 2pp 3005B'075-300S& 070 

8504220347 IE Info Nolice 64 84, Rev 1, "Doftcloncios in Forro Rosonanl Transfornners " 
Sve list end 

JORDAN.E L Division of Emorgoncy Preparodnoss & Enginoorinn Rosponso (Posl 
030103) 85/04/24 Consolidated Edison Co of Now York, Inc i10pp 30027 067- 
30027 184 


Ft. Periodic operating reporte & related correspondence 


8504100592 Monthly oporalmg lepl for Fob 1985 W/050307 Ur 
MVRAOO.AL. MUSOLF.D Northorn States Power Co 85/02/28 6pp 29D10 356 
20910 361. 


S. Reportable occurrence^, LERa & related correspondence 


050422026S LER 85-006-00 on 86031 3, EFT sys (control room HVAG) transferred to 
omorgency mode Caused by broken hydrogen chloride monitor tape Tope advanced 
past defoctivo area W/ 050412 Ur 

HAMMER.MF, MUSOLF.D, Northern States Power Co 85/04/12 3pp 29930 360 
20039.362. 


DOCKET 60*264 DOW CHEMICAL CO. 


F. Security, medical, emergency & tire protection plana 


6504160006 Advises that 850320 reva to physical security plan consistent w/provislons 
ol f0CFR50.54(p) & acceptable 

AXELSON.WL Region 3. Offico of Oiroctor 65/04/11 RAMPV.LW Dow Chemical 
Co 2pp 2861 3 I3i5-20813133. 


DOCKET 50-285 QUAD CITIES STATION, UNIT 2 
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F Security, medical, emergency & fire protection plans 

8504020206 Forwards RW Knmm 650228 Ur & FEMA evaluation of 840828*29 ofisile 
emergency preparedness exercise for Slate of I A & Clinton & Scott Counties Util 
should address sub| of offsite preparedness 

PAPERIELLO.C J Region 3, Office of Director 85/03/26 REED.C Commonwealth 
Edison Co 2pp 29583 094 29583 162 

8504030007 Rev 5a to generating station emergency plan annex.consisling of rev to 
Table QCA 1 re emergency action levels 

* Commonweallh Edison C:o 85/03/31 3pp 29588 356 29508 358 

8504260072 Forwards public version of generating stations emergency plan telephone 
d'^octcy 

UCARI^K Commonweallh Edison Co 85/03/31 Record Services Branch tDocumonl 
Control Dosk) 1p 30037 208-30037 263 

•-8504S60Q83 Public version of generating stations emergency plan telephone 
directory W/850419 release memo 

• Commonwealth Edison Co 85/02/11 57pp 3003/209-30037 263 


P» Operating license stage documents & correspondence 


6504060308 Forwards summary of secondary containment leak rale test performed for 
reactor bldg on 850306 Rosults within Tech Spec requirements 
RV0AK,S Commonwealth Edison Co 85/03/20 KEPPLER.JG Roglon 3. Office oj 
Director 3pp 29685 111^29685 113 

8504126402 Grants relief until 85 1231 from ASWE Code requiromenls for proposed in- 
service insp & test program submitted by 830217, 040907 & 050109 ilrs.per 
10CFR50 55a 

VASSALLO.DB Operating Reactors Branch 2 85/03/20 FARRAR, DL Common 
weaflh Edison Co 3pp 29794 279 29794 201 

8504010183 Ack receipt of 050313 Rev 33 to QA Topical Rept CE-1-A Review will re 
quire more lhan 60 days 

SPESSARD.R L Region 3, Office of Director 85/03/26 REED.C Commonwealth 
Edison Co 2pp 29569,069-29569 070 

B504 180302 Forwards reactor vessel malt surveillance program for listed facilities for 
review, per App H to 1 0CFR50 Addi mfo re negative S positive shift in RTNOT & pro- 
jected peak neutron fluenco provided 

RYBAK.B Commonweallh Edison Co 85/04/02 Offico of Nuclear Reactor Regula 
tion, Director 2pp 29853 042-29853 224 

•-8504100324 "Quad Cities Nuclear Power Station Unit 2 Reactor Vessel Irradiation Sur- 
veillance Program Analysis of Capsule 18," final rept 

LINDHOLM.US, NORRIS.E B Southwest Research Institute SWRI 7484-002/1 84/ 
03/31 60pp 29853 165 29853 224 

8504170359 Requests romittanco ot (oo within 15 days for 050122 application for ex- 
emption from certain Type A lost requirements ot 10CFR50,Apjp J 
MILLER.WO License Fuo Management Branch 85/04/09 FARRAR, DL Common 
wealth Edison Co Ip 29902 321-29902,321 

6504240436 Summaiy of 850304 moetinn w/utit & BNWL re review of regulatory re- 
nuiremenls (NUREQ Q885,lsauG 3Lper NRG 8501 17 Hr 

SEVAN, R B Operating Reactors Branch 2 85/04/09 Operating Reactors Branch 2 
4pp 29986124-29988 127 

8504230189 Forwards revised pages to Rev 34 to CE-1-A *‘QA Program for Nuclear 
General mg Stations " Revs reflect reorganization changes 

ALEXANDER, GL Commonwealth Edison Co 85/04/10 KEPPLER,JQ Region 3, 
Offico of Director 5pp 29948 308-29940 030 

-8564236207 Revised pages lo Rev 34 to "QA Program tor Nuclear Generating Sta- 
tions" 

* Commonwootlh Edison Co 85/04/10 79pp 29948 313-29949 030 

QS04 120206 Generic Ltr 05-06 to all PWR licensees & all applicants for OLs re QA guid- 
ance for ATWS equipment not safety related Svc list end 

THOMPSON, H L Division ot Licensing 85/04/16 Consolidated Edison Co of Now 
York, Inc 22pp 29947 288 29947 309 

6504240111 Forwards 10CFR170 application fee, per 050409 request 
RYQAK.0 Commonwealth Edison Co 05/04/16 MILLER.WO Licenso Fee Manage- 
ment Branch 1p 29969 153-29969 153 


Q Inspection reports, IE Bulletins & correspondence 

0504120402 Grants relief until 851231 from ASME Code requirements for proposed in- 
sorvjce insp & tost program submitted by 830217, 840907 & 850109 llrs,pef 
10CFR50 55a 

VASSALLO,DB Operating Reactors Branch 2 85/03/20, FARRAR.DL Common 
wealth Edison Co 3pp 29794 279-20794 281 

0563190659 IE Info Notice 85 022, "Llmitorque Motor-Operated Valves Resulting From 
Incorrect Installation of Pinion Gear " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/03/21 Consolidated Edison Co of New York, Inc. 108pp 29597 001- 
29597 005 

0503210461 IE Info Notice 05-023, "Inadequate Surveillance & Post-Maini & Post Mod 
Sys Testing " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/03/22 Consolidated Edison Co. of New York, Inc 108pp 29656 001- 
29656 107 

0603220444 IE Into Notice 85 024, "Failures of Protective Coalings In Pipes & HXs” 
Svc list end _ 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/26. Consolidated Edison Co of New York, Inc lOBpp 29596164 
29596 363 


8504110466 Forwards Insp Ropts 50 254/05 06 & 50 265/85 06 on B60225 0301 No 
noncompliance noted 

PAPERIELLO.C J Region 3, Office of tJirector 85/03/29 REEO,C Commonweallh 
Edison Co 2pp 29780 095 29780 109 

-8504110471 Insp Repts 50-254/05 06 & 50 265/85 06 on 850225 0301 No violation 
or deviation noted Md|or areas inspected plant chomisiry & 
radiochemisiry.iinplflmontalion of radwaste djsposal requirements & review of previous 
insp findings 

O^TMANN.M J , R02AK,S , HOLTZMAN.R B Region 3, Office of Direclor 85/03/ 
29 13pp 29780 097-29780 109 

8504080467 Forwards Pnsp Ropts 50 254/85-09 & 50 265/85-10 on 850318-22 & notice 
of violation 

LITTLE, WS Region 3, Office of Oirector B5/04/01 REED,C Commonwoatth Edison 
Co 2pp 29609 on 29089 019 

"8504060471 Notice of violation from insp on &50318-22 
LITTLE.WS Region 3, Office of Director 85/04/01 Ip 29609 013-29689 013 

"0504000474 Insp Repts 50 254/05 09 & 50 265/85-10 on 85031 B 22 Noncomplianco 
noted failure to provide documented insirucitons for activities affecting quality 
WOHLD,PR. GULDEMOND,WQ Region 3, Offico of Director 05/04/01 6pp 

29689 014-29689 019 

0503200037 IE Info Notice 85 025, "Consideration of Thermal Conditions in Design & 
Installation of Supports for Diesel Genorator Exhaust Silencers " Svc fist end 
JORDAN.E L Division of Emorgoncy Proparodness &. Engineering Rosponso (Post 
830103) 85/04/02 Consolidated Edison Co of New York, fnc I07pp 29667 199- 
29667 305 

8503260045 IE Info Nolico 85 026, "Vacuum Relief Sys for 5WR Mark I & II Conlain- 
ments " Svc list end 

JORDAN.E L Division of Emergency Preparedness 8 Engineering Response (Post 
830103) 05/04/02 Consoltdalod Edison Co of New York, Inc 92pp 29667 107 
29867 100 

8804110233 Discusses Insp Repts 50 254/65-02 & 60-265/85 02 on 850121 0207 & 
forwards notice of violation Violation A re mod control program assigned Severily 
Level IV based on info provided at 850315 onlorcemeni conference 
KEPPLER.JQ Region 3, Office of Direclor 85/04/02 REED.C, Commonweallh 
Edison Co 2pp 2976B 298-29768301 

"0604110258 Notice of violation from Insp on 850121-0207 Violation noted standby gas 
treatment sys modified w/o onsite reviow or post installation test &. 2-lnch too & 
flange added to bottom head drain line w/o stress analysis 
KEPPLER.JG Region 3, Offico of Direclor 85/04/02 2pp 29768 300-29760 301 

8504010039 IE Info Notice 85-027, "Notifications to NRC Operalions Clr & Reporting 
Events In LERs ’’ Svc list onci 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of Now York, Inc OOpp 29690 255 

29690 362 

8604230020 Forwards Mgt Meeting Repts 50-0i0/B5 05,50-237/85 12, SO 249/Q5- 
11,50 264/05 08.50 265/85 09,50 295/85-14. 50-304/85 14,60-373/85-10.50 374/85- 
10 & 50 464/85-13 on 850307 No noncompliance noted 

NORELIUS.CE Region 3, Office of Director 85/04/03 REED.C Commonwealth 
Edison Co 2pp 20006 063 299G6 068 

"8504230040 Mgt MeGling Repts 50 010/85*05.60-237/05 12,50 249/85-11. 50 254/ 
85 08,50 265/85 09,50 295/85-14.50 304/85-14. 50 373/85-10,50 374/85-10 & 50- 
454/85-13 on 850307 No noncompliance noted 

LANDSMAN, RB Region 3, Office of Director 85/04/03, 4pp 29966 065-20066066 

8504050042 Suppi 1 to IE Info Notice 85 003. "Separation of Primary Roaclor Coolant 
Pump Shaft & Impeller " Svc list end 

JORDAN.E L Division of Emergency Preparodrcss & Engineering Rosponse (Post 
830103) 85/04/09 Consolidalod Edison Co ol Now York. Inc lOIpp 29791 026 
29791 126. 

0604050047 IE Info NoUco 65 028, "Partial Loss of AC Power A Diesel Generator Deg 
radalion " Svc lisl end 

JORDAN.E L DivistoA of Emergency Preparedness & Englr^eoring Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc 109pp 29700 278- 
29791 024 

8504090419 IE Info Notice 85-029, "Use of Unqualified Sources In Well Logging Appli- 
cations " Svc list end 

PARTLOW.JG Division of Inspection Pro grams CPost 850212) 85/04/12 Consolldal- 
od Edison Co of New York, Inc 66pp 29632 001-29832 023 

6804170240 IE fnfo Notice 85-030, "Microblologically Induced Corrosion Conlalnmonl 
Svc Water Sys “ Svc list oncf 

JORDAN.E L Division ol Emergency Preparedness & Engineenng Response (Post 
830103) 85/04/19, Consolidated Edison Co of New York. Ir\c 109pp 20966 250 
29966 363 

8504190056 IE Info Notice 85-032, "Recent Engine Failures ol Emergency DJosel Gen- 
erators " 8vc list end 

JORDAN.E L Division of Emergency Preparednoss Englnoermg Response (Post 
030103) 85/04/22 Consolidated Edison Co of New York, Inc 109pp 29988.239- 

29988 347 

0504 190060 IE Info Notice 05-033, "Undersized Nozzle To ShGlI Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessol Code" Svc list 
end 

JORDAN.E L Division ol Emergency Preparedness & Enginoaring Response (Post 
830103) 85/04/22 Consolidated Eoison Co of New York. Inc f08pp 29989.001- 

29989 107, 

8504220347 IE Info Notice 84-B4.Rev 1, "Deflciancias In Ferro Resonant Transformers" 
Svc fist end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/24 Consolidated Edison Co of New York, Inc 116pp 30027 067- 
3QQ27 m 
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85042^0389 Fonvsrds Exam Rapts 50-254/95 01 & 50-265/95-01 on 050409,10 S 11 
REVES^LA Region 3. Office of Director 85/04/24 REED.C Commonwealih Edison 
Co 1p 30050 149'30050 202 

-8504290391 Exam Ropts 50 254/85 01 & 50-265/85 01 on S50409JO & 11. Exam 
results four candidates passed 

CLIFF.WC, MCMILLENJI Region 3. Offica of Director 85/04/24 53pp 30050.150- 
30050 202 


I. Financial Information 

6504230444 '^Annual Rept 1984 " Financial statements end W/050417 Ur 
* Wisconsin Electric Power Co B4/12/31 50pp 29952 307-29352 357 

J. Insurance & Indemnity Information 


n. Periodic operating reports & related correspondaince 

8504 11 0556 Forwards "Radwaste & Environ Monitoring Annual Repl,1984.'’ Part 3 of 
operating rept, re results of environ radiological & meleorofodcal monitoring Addendum 
to repi, snowing sampling location s,wj 1 1 be submitted by 850531 
KALIVIANAKIS.N Commonwealth Edison Co 65/03/27 KEPPLER.JG Region 3. 
Office of Director Ip 23781 044-2378t 144 

-8594110558 “Radwaste & Environ Monitoring Annual Rapt. 1984 " 

* Teledyne Isotopes 64/12/31 lOQpp 29781 045 29781 144 

8504230033 Monthly operating ropts for Mar 1085 W/8S0401 Itr 
KIMLER,D, TAMLYN.TK Commonwealth Edison Co B5/03/31 21pp 23966.009 
29966089 

8504160262 Forwards list of changes, tests & experiments completed during Mar 1985 
TAMLYN.TK Commonwealth Edtson Co 85/04/01 CASE.EG Offico of Nuclear Re- 
actor Regulation. Director 3pp 29613 266-29813 266 


S. Reportable occurrences, LERs & related correspondence 

6504020004 LER 85-005 00 on a50210jesctor scram occurred when 20d-2B outboard 
MSIV closed completely instead of stopping at 10% closure limi(.re$ulling in pressure 
spike & trip of reactor protection sys Caused by failed limit switch W/6503 13 Hr 
WMLER.D . KALIVIANAKIS.N Commonwealth Edison Co 85/03/13, 3pp 23583 369- 
29583 361 


6504120166 Forwards Endorsement 00 to NEUA Policy NF-178, 

DUNDAS.WJ Wisconsin Electric Power Co 65/04/04 NRC - No Detailed Affiliation 
Given 2pp 29786 297-20786 208 


P. Operating license stage documenU & correspondence 

8504030209 Forwards Amends 83 & 94 to Licenses DPR-24 & DPR.27, rospeclively & 
safety evafuation Amends revise Tech Spocs re surveillance requirements for contain 
mani prestressed tendons 

COLBURN, T.G Operalino Reactors Branch 3 85/03/07 FAY.C.W Wisconsin Efectric 
Power Co Ip 29625 339-20625 339. 

“8604030215 Amends 89 & 94 to Licenses OPR -24 & DPR-27,rospecliVGly, revising 
Tech Specs re surveillance requiremenls for containment proslressed tendons 
MfLLEH.JR Operating Reactors Branch 3 85/03/07 14pp 29626 340-29625 354 

8504030309 Forwards Amends 88 & 93 to Licenses DPR 24 & DPR-27, respectively & 
safety evaluation Amends revise Tech Spec 15 3 10 to define “fully withdrawn" condl 
tion of control rod as equal to or greater than 225 steps withdrawn 
COLBURN.TG Operating Reactors Branch 3 85/03^07 FAY.C.W Wisconsin Electric 
Power Co Ip 2S606 187-29606 196 

--8504030313 Amends 88 & 93 to Licenses DPR-24 & DPR -27, re spec lively, revising 
Tech Spec 15 3.10 to dafino "fully withdrawn" condition of control rod as equal to or 
greater than 225 steps taken. 

MtLi.Efl.J R Operating Reactors Branch 3 85/03/07 7pp. 20606 18B 20606 194 


6504260363 LER B5 009-00 on 850320, fuel pool radiation monitor 2A tripped.Caused by 
transfer of steam dryer from reactor cavity to dryer separator storage pit duo lo proce- 
dural inadequacy Procedures being revised W/850409 Itr 

MISAKAL . KALIVJANAKIS.N Commonwealth Edison Co 85/04/09 4pp 30033 036 
30033 039 

6S04290479 LER 85-006 00 on 8503 18, during local leak rato testJng.two MSIVs leaked 
in excess of Tech Spocs Cause not yet determined No correcivo action taken Rept 
detaiting cause will be submitted following repair of valves W/e50412 Hr 
DIGRIhlDAKiS.N , KALIVIANAKIS.N Commonwealth Edison Co 05/04/12. 3pp 
30053 323-30053 325, 

6S04260297 LER 05-007-00 On 85031 8, while performing refueling outage local loak rato 
te$tEng,m assured combined leakage rate in excess of 293 75 Probable cause 
unknown Supplemental repair root will be submitted W/ 8 504 15 Itr 
DIGRINDAKIS.N . KAUViANAKIS.N Commonwealth Edison Co 85/04/15 3pp 
30032 307-30032 309 


V. Operator Examlnallans 


■8504030320 Safely evaluation supporting Amends 88 & 93 lo Licenses DPR-24 & 
DPR-27, respectively 

* Office of Nuclear Reactor Regulation, Director 85/03/07 2pp 29606 195- 
29606 196 


8504030222 Safely ovatualion supporting Amends 89 & 94 to Licenses DPR-24 8 DPR- 
27,r0sp0<3tivaly 

* Office of Nuclear Reactor Regulation, Director 85/03/07 app 29625 355 
29625 357 

8604020161 Forwards Rev 2 lo “Inservice Tosling Program.Poinl Beach Nuclear Plant 
Units 1 & 2." as part of Pump Relief Request 9 Requests that NRC grant Interim ap 
proval for pump relief request 

FAY.CW. Wisconsin Electric Power Co 85/03/28, DENTON, HR Office of Nuclear 
Reactor Regulalion, Director MILLER, JR. Operating Reactors Branch 3 3pp 
29580 125-2i580 257, 


-8504020164 Rev 2 to “Inservice Testing Program, Point Beach Nuclear Plant Units 1 & 


2 


‘ Wiscor^sln Electric Power Co 85/03/21 130pp 29580 128 29580.257. 


6504290386 Forwards Exam Rspis 50-254/85-01 & 50 265/85 01 on 850409,10 & 11 
REYES.L A Region 3, Olfice of Director 86/04/24 REBD.C Commonwealth Edison 
Co Ip 30050149 30050 202 

“8504290391 Exam Repls 50-254/85-01 & 50 285/8501 on 850409,10 8 11. Exam 
results four candsdates passed 

CLIFF, WC Region 3, Office of Director 85/04/24 63pp 30050*150 30050-202 


DOCKET 50-286 POINT BEACH NUCLEAR PUNT, UNIT 1 


F. Security, medical, emergency & fire proteoKon pJans 

6504230251 Responds lo SALP Repta 50-266/64 09 & 50 301/84 07 for Apr 1983 - 
Sepi 19B4 Responsiveness lo NRC Inilia lives & concerns re emergency preparedness 
demonstrated 

FAY.CW Wisconsin Electric Power Co 85/01/18 HIND.JA Region 3. Office of Di 
rector. 7pp, 29950009 29950015 

8604290411 Revised emergency plan irrMlememing proceduresjncluding Rov IS to 
EPIP 1 1 re initial cfassificallon.flev 6 lo tPIP 1 2 re plant status & Rev 12 to EPIP 1.4 
re radiological dose evaluation W/850327 Itr, 

FAY.CW Wisconsin Etacirlc Power Co 05/03/27 OENTON.HR Ofileo of Nuclear 
Reactor Regulation, Director. MILLER, J.R Operating Reactors Branch 3 272pp 
30047 075 30047-346 

8504180054 Summary of 850403 meeting w/ulil .Science Applications, Inc & Genera) 
Physics Corp re control room design review program plan for fecility.Meeting agenda 
& list of attendees end 

COLBURN.T.G Operating Reactors Branch 3 06/04/10 MILLER.JR Operating Re 
aclora Branch 3 1dpp 29919-321-29919 339. 

8504180501 Forwards errata sheet & cerrecled pages lo SALP Ropts 50-266/04-09 & 
50 301/64 07.Maini & fire proieciion Category 2 ratings & emergency preparedness & 
refueling trend assessment re evaluated, per 84121 B meeting, 

KePFLeR,JG. Region 3* Office of Director 66/04/12 FAY.C.W Wisconsin Eleciric 
Power Co 3pp. 29859.137-29859 151 

-850418050S Errata lo SALP Repls 50 266/84 09 & 50-301/84 07 for Apr 1963 - Sept 
1984 

' Region 3, Office of Director. 85/04/12 12pp. 29859 140-29859;16t 

8504300317 lnform<3 that FEMA performance of offsile agencies during emergency pre- 
arednesB exercise conducted on 840911 did not Identify deficiencies affecting public 
eallh & safety Calegory B deficiency should bo corrected 
PAPERIELLO,C J Region 3. Office of Director 85/04/25 FAY.CW. Wfsconsln Elec- 
tric Power Co 2pp 30057*326 30058 017. 


8504030203 Forwards add I info re 830321 response to Generic Ltr 62-28 concerning 
inadequate core cooling sys In&tfumenlation.in response to 8501 29 request 
FAY,CW. Wisconsin □eclrlc Power Co 85/03/20 DENTON, H R Office of Nuclear 
Reactor Regulation, Director MILLER JR Operating Reactors Branch 3 5pp 
29507:109-29507113 

8504170638 Forwards Amend 90 to License DPR-24 & safety ovalualion Amend incor- 
porates additions lo overtemp & overpower delta T equations of Tech Spec Sections 
15.2 3 1 B(4} & 1523 1 BfSJ.respeclively 

COLBURN, T G, Operating Reactors Branch 3 85/04/04 FAY.CW Wisconsin Electric 
Power Co 2pp 29999-131-29909-144. 

-8604170662 Amend SO lo License DPR-24, revising Tech Specs to incorporate add! 
lions to overtomp & overpower dolta T oquatTons in Seclions 15 2 3.1 B(4) & 
152 3 1 B(5}, respectively 

MILLER, J.R. Operating Reactors Branch 3, 85/04/04 9pp 29909 133-29909.141. 

-8604170665 Safely ovalualion supporting Amend 90 to License DPR-24 
* Office of Nuclear Reactor Regulation, Director 85/04/04 3pp 29909 142- 
29909 144 

8604260355 Forwards Amends 91 & 95 <0 Licensoa DPR-24 & DPR‘27, 

respec1ivoty,8afety evaluation & notice of denial Amends change Tech Specs to pro- 
vide addi restrictions on movement of heavy loads over spent fuel pool 
MILLER,J R, Operating Reactors Branch 3 85/04/08 FAY.CW Wisconsin Electric 
Power Co. 3pp 30029.001-30020.050. 

-8504250362 Amends 91 & 95 lo LIconses DPH-24 & DPR -27, re spec lively, changing 
Tech Specs to provide add] restrictions on movement of heavy loads over spent fuel 
pool.miscollanoous corrections & editorial changes 

MILLER,J R Operating Reactors Branch 3, 85/04/08. 4pp 30029 004-30029 041 

-8504250375 Safety evaluation supporting Amends 91 & 95 to Licenses DPR-24 & 
DPR-27,rospQClive!y. 

■* Office of Nuclear Reactor Regufation, Director. 85/04/08 6pp 30020 042- 
30029 047. 

-8504250383 Notice Jenylr^ In part, of ulil 840306 & 0925 requests for amends to Li- 
censes DPR-24 & DPR 27 & opportunity for hearing re selected facility staff qualifica- 
tions 

MILLER, J R. Operating Reactors Branch 3 05/04/00. 3pp 30029 048 30029 050 

0504250366 Summary of 650326 meeting w/util re seismic qualification of auxiliary 
feedwater sys Licensee Inlands to submit formal response documenting results ol 
meeting within 2 to 3 wks List of attendees end 

COLBURN, T G Operaling Reactors Branch 3 05/04/09. MILLER, J R Operating Re- 
actors Branch 3. 4pp, 30028 367-30 028'360 
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8504160280 Application for amends to Licenses DPR-24 & DPR'27, consisting of Tech 
Spoc Change Flequesi 1 03, re power oporation limitatrons based on number of operat 
ing reactor coolant pumpa Fee paid 

FAY.CW Wisconsin Beclrrc Power Co 85/04/10 PENTON.H,R Office of Nuclear 
Reactor Regulation, Director MJLLER.J fl Operating Reactors Branch 3 3pp 

29013 269 29813 274 

•'6504160263 Proposed Tech Spec, changing power operation limitations based on 
number of operating reactor coolant pumps 

‘Wisconsin Efoctric Power Co 05/04/10 3pp 29813 272*29813:274 

8504220173 Application for amend to Licenses DPR 24 & DPR-27, revising Tech Specs 
re fimiling conditions for operation of radioactive effluent treatment sys 
FAY.CW Wisconsin Electric Power Co 85/04/12 DENTON, HR Office of Nuclear 
Reactor Regulation, Director MILLER JR Operating Reactors Branch 3 3pp 

30030 051*30030 080 

-8504220170 Proposed Tech Specs ro limiting conditions for operation of radioactive 
effluent treatment sys 

* Wisconsin Electric Power Co 85/04/12 lOpp 29928 290*29928 307 

-■8504220178 ‘’Radwaste Cost*Benolit Analysis " 

* Wisconsin Eioctric Power Co 85/04/30 44pp 29928 308*29920 351 

8504120208 Generic Ltr 85 06 to all PWR licensees & all applicants for OLs re OA gufd* 
anco tor ATWS equipment not safety related Sve list end 

THOMPSON, HL Division of Licensing 85/04/16. Consolidated Edison Co of New 
York, (nc 22pp 29047 288 29947 309 

05D412OD31 Generic Lfr 85 02 to at) PWR licensees & applicants, holders of CPs & Fort 
St Vrain re recornmended actions stemming from NRC Integrated program for resotu 
tion of unresolved safety issues ro steam generator tube Integrity Sve list end 
THOMPSON,H L Division of Licensing 85/04/17 Yankee Atomic Electric Co. 127pp 
29953 071-29953 262. 

8504240372 Forwards proprietary & nonpropriotary “Upper Plenum fnioetton LOCA Pro- 
gram Using SECY*fl3 472 Mothodofogy," to address NRC 840315 & 050313 
concerns Propnelary ropt withheld (rot 10CFR2,790) 

NEWTON. R Wisconsin Elocldc Powof Co 05/04/19 DENTON.HR Office of Nuclear 
Reactor Regulation, Director MILLER, JR Operating Reactors Branch $ 3pp 
29969 259 29969 316 

-0504240379 Roquoats proprietary “Upper Plenum Injection LOCA Program Using 
SECY 83*472 Methodology “ be withheld (ref 10CFR2 790) 

WIESEMANN.RA Westinghouso Efoctric Corp 05/04/16 DENTON.HR Office of 
Nuclear Reaclor Regulation. DIreclor 9pp 29960 262*29960 270 

-BS04240385 Nonproprietary “Upper Plenum Inroction LOCA Program Plan Using 
SECY-83 472 Moihodology“ 

* Northern States Power co * Wisconsin Electric Power Co * Weslinghouse Electric 
Corp 85/03/31 46pp 29969 271*29960 316 

0504260084 Requests oxlenaion until 050601 to resolve comments on Capsule T sum 
mary las! w/tosting contractor & provide accurate summary tost rapt Comments on 
Westlnqhouso draft root not properly Incorporated Into final repi 
FAY.cW Wisconsin Eloclric Power Co 85/04/22 DENTON, H R Office of Nuclear 
Roaclor Reguiation. Director MILLER,JR Operating Reactors Branch 3 Ip 
30025 156*30025 156 

8504290302 Notifies (hat installation of low suction pressure automatic trips on auxiliary 
foGdwator pumps expected to be compfetod by 060131, in response to NRC request 
for commilmonl dale 

FAY,C W Wisconsin Electric Power Co. 86/04/22. DENTON, H R Office of Nuclear 
Reactor Regulalion. Director MILLER, JR Operating Reactors Branch 3 Ip 
30051 -323 30051 323 


Q, Inapectlon reports^ (E Bulletins & correspondence 

8504230261 Responds lo SALP Repts 50*260/04*09 & 60-301/84*07 for Apr 1983 • 
Sop 1 1984 Responsiveness (o NRC Initlallves & concerns re emergency preparedness 
do mons (rated 

FAY.CW Wisconsin Electric Power Co. 65/01/18 HIND.JA Region 3, Oflico of Di- 
rector 7pp 29950 009'29960 016 

8503190659 IE Info Nolice 85-022, “Limilorquo Motor-Operated Valves Resulling From 
Incorrect Installation of Pinion Goar “ Sve list end, 

JORDAN.E L Division of Emorgency Preparodnoss & Engineering Response (Post 
830103) 86/03/21 Consolidated Edison Co of New York, Inc. lOGpp 29697 001- 
29507 005 

8503210461 IE Info Notice 85 023. “Inadaquaio Surveillance & Post-Malnl & Post Mod 
Sys Tosllrig “ Sve list end ^ ^ , r-. . 

JORDAN.E U Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/03/22 Consolidated Edison Co of New York. Inc, f08pp. 29656001* 
29656:107 

8503220444 IE Info Notice 05«024, “Failures of Protective Coatings in Pipes & HXs” 
Sve list end . 

JORDAN.E L Division of Emorgency Proparodness & Engineering Response (Posi 
630103) 85/03/26 Consolidated Edison Co, of New York, Inc 108pp 20596*1 64- 
29696 363 

8504000479 Rosporids lo NRC 850226 Hr re violations noted In Insp Repts 60*266/85* 
Q1 & 50 301/85*01 Corroc jive actions.slopwatches assigned idenlificalion 

number.chocked for accuracy Periodic calibr wilt commence o^n 850701 
FAY.C W Wisconsin Eioctric Power Co, 86/03/29. KEPPLER,J.G Region 3, Office of 
Director Ip. 29677.240 20677 240 

8S03280037 IE Info Notice 85 025, “Cons Id a ration of Thermal Conditions In Design & 
InslalJalion o( Supports for Diesel Generator Exhaust Silencers ” Sve list end 
JORDAN.E L Oivfeion of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc. 107pp 29667,199 
29667,905 


8603280045 IE Info Notice 85 026. "Vacuum Rehof Sys for BWR Mark 1 & II Contain- 
ments " Sve list enci 

JORDAN.E L Division of Emergency Preparodnoss & Engmeoring Response (Post 
030103) 85/04/02 Consolidated Edison Co of New York, Inc 92pp 29667107- 
29667 108 

8504010039 IE Info Notice 85 027, “Notifications to NRC Operations Cir & Reporling 
Evonis in LERs “ Sve list end 

JORDAN.E L Division of Emergency Proparednoss & Engineering Response (Post 
830103) 05/04/03 Consolidated Edison Co of Now York, Inc 9flpp 29690 255 
29690 362 

8604230620 Forwards Insp Repts 50-266/85 03 & 50 301/65 03 on 850204 0331 No 
noncompliance noted 

SHAFER.W D Region 3. Office of Director 85/04/05 FAY.CW Wisconsin Elociric 
Power Co. 2pp 29965 237-29965 244 

-8504230526 Insp Ropts 60 266/85 03 & 50*301/05 03 on 850204 0331 No noncom 
pliance or doviation noted Major areas inscectod operational 
safely,moint,surv0illarco.indeper(/onl insp, receipt of now fuel A TMI action items 
JACKfW.I N Region 3. Oirico ol Director 85/04/05 6pp 29965 239-29365 244 

85040S0042 Suppl 1 to IE Info Notice 85 003, “Separation of Primary Reactor Coolant 
Pump Shalt & ImpeUer " Sve list end 

JORDAN.E L Division of Emorgency Preparedness & Engineoring Response (Post 
630103) 85/04/09 Consolitlalfid Edison Co of New York Inc foipp 29701.025- 
29791 126 

6504050047 IE Info Notice 85 028, “Pariial Loss of AC Power & Diesel Generator Deg- 
radation " Sve list end 

JORDAN.E L. Division of Emergency Proparednass & Enginaering Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc 109pp 29700 278- 
20791 024 

0604000419 IE fnfo Notica 65 029, *'Usa of Unqualified Sources in Well Logging Appli- 
cations " Sve fist end 

PARTLOW,J.G Division of Inspection Programs (Post 660212) 85/04/12 Consolidat- 
ed Edison Co of Now York. Inc 66pp 29032 001-29832 023 

6504180501 Forwards errata sheel S corroded pages to SALP Repts 50 266/84 09 & 
50 301/64 07 Malm firo protection Category 2 ratings & emergency preparedness & 
rofuoling trend assessment reevaluatod.per 641210 meeting 
KEPPLER.JG Regions, Office of Dire dor 85/04/12 FAY.CW Wisconsin EleclHc 
Power Co 3pp 29850 137*29850 161 

.•8604180500 Errata to SALP Repts 50-266/04*09 & 50 301/84 07 for Apr 1983 - Sepl 
1084 

* Region 3, Office of Director 85/04/12 12pp 29659 140 29050 161 

8504170240 IE Info Notice 85 030, "Mtcrcbiologlcally Induced Corrosion Contammonl 
Sve Water Sys ” Sve list end 

JORDAN.E L Division of Emergency Preparedness & Enginoorinp Response (Post 
030103) 85/04/19 Consolidated Edison (3o of Now York, Inc lOOpp 29968 250 
29Q66 363 

0504190055 IE Info Notice 85 032, "ReconI Engine Failures of Emergency Oiesel Gen 
erators “ Sve list end 

JORDAN.E L Division of Emorgency Preparodnoss & Enginoering Response (Posl 
830103) 85/04/22 Consolidated Edison Co of New York, Inc lODpp 29960 239 

29988 347 

0504190060 IE Info Nolice 85 033. “Undorsized Noe 2 Io To Shell Welded Joints in Tanks 
& HXs Conslfuctod Under Ruloa of ASME Boiler & Pressure Vessel Code” Sve lisl 
end 

JORDAN.E t Division of Emergency Preparedness & Engineering Rosponso (Post 
830103) 85/04/22 Consolidated Edison Co of New York. Inc fOBpp 29980 001* 

29989 107, 

6604300144 Responds to 841226 request for mod to orientation, training A indoclrmalion 
procedures to improve initial access lime tor NRC inspectors Issue under 
evaluation Generic subjs comprise smalJ portron of training 

FAY.CW. Wisconsin Electric Power Co 05/04/23 KEPPLER.JG. NORELIUS.C 
Region 3, Office of Director 2pp 30057:172-30057 173 

6604220347 IE Info Nolice 04 84, Rev 1, “Doficiencies in Ferro-Resonant Translormors " 
Svo list end 

JORDAN.E L Division of Emergency Preparedness & Engineoring Response (Posl 
830103) 85/04/24 Gonsolidaled Edison Co. of Now York. Inc liepp 30027'067- 
30027.184 


R. Periodic operating roports & rolated correspondence 

8504230077 Monthly operaling ropls for Mar 1oa5W/e50411 ltr. 

KRAUSE.CW, FAY.C.W Wisconsin Efoctric Power Co 85/03/31 9pp 29006'349 
89965 357 


S. Reportable occurrences, LERs ft related correspondence 

8504160323 Part 21 rept re malfunclion In X-SAM safety sys supplied per iopical repl 
on nuclear safely related crane being Installed In England Air pressure being uaod lo 
release brake abnormally low due lo valve mallur^cllon 

CLARK.CW Ederer. Inc 85/04/12. 2ECH,G. Director’s Office, Office of Inspoclion 
and Enforcemenl, 3pp 29814.061*29614:063. 


DOCKET 60-257 FORT ST. VRAIN NUCLEAR GENERATING STATION 


F* Security, madtcal, emergency & lira protection plana 

8410220173 Forwards Transaction YVB-JXI 0093 Enct withheld, 

GAHM.JW. Pubirc ServJce Co of Colorado 64/10/08. JOHNSON.E H Region 4, 
OHlca of Dltoclor 1^ 27064 382*27084.362 
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9504160431 Confirms B50219 rreoting w/util at Region IV ofc lo discuss rngtsecunly & 
oflsilo emergoncy warning sys 

DENISE, FP Rogion 4, Olfico of Director B5/02/15 LEE.OR Public Service Co oi 
Coloratio 2pp 29621211-29821 212 

0504010100 Forwards ''Rog Guide 1 97 Ropl" ro emargoncy response cdpabilUy/instru 
monlation 

WAREMDOURG.DW Public Service Co of Colorado 85/02/28 JOHNSON.E H 
^00104 4, Office o1 Director 1p 29571 127 29571 154 


J Insurance & Indemnity fnlornnatlon 

0604190403 Repts amounl of property damage insurance coverage Coverage includes 
primary & excess property damage insurance 

0REY,H L Public Service Co of Colorado 85/04/04 JOHNSON Region 4, Office of 
Director Ip 29913 045 29919 045 


P. Oporaling Hconse stage documents & correspondence 


• 8504010113 "Reg Guide 1 97 Repl 

• Public Serveco CO of Colorado 85/02/20 27pp 2D571 128 29571 154 

850491QOQQ Rovisod radiological omergency rcsponso plan implomenting 

pcocodurGSjncludmg Issuo 15 To RERP TSC re technical support ctr & Issue 26 to 
RERP phone lists VV/B5a3i2 Itr 

GAMMJW Public Service Co of Colorado 85/03/12 JOHNSON, E H Region 4, 
Office of Director 151pp 20570 246 29571 0-33 

0504010150 Rovisort radaologlcal emergency rosponso plan Implementing 

procedures, including Issue 4 to REPR-CR re corrtrol room procoduro & Issue 14 lo 
REPR HOWE re homo packet for off-ahift nolificaltons W/850322 Hr 
GAHMiJW Public Service Co of Colorado- 05/03/22 355pp 29572 151 20573 145 


0SQ4O4O2O9 Forwards Insp Ropt 50 267/84 35 on 841217 19 No violations or devi- 
ations noted _ 

JOHNSON.E H Region 4, Olfico of Direclor 05/03/22 LEE, OR Public Service Co 
of Colorado 2pp 29670 231.29670 233 


. 0504040303 insp Ropt 50-267/84-35 on 841217-19 No violations or deviations 
noted Major areas inspected physical security plarv & implementing procedures & inde- 
pendonl insp affon Oolcils withhold (rei 10CFR73 21) 

CALDWELL.RA, EVEREH.R J , IRELAND, RE Region 4, Office of Director 85/03/ 
22 1p 29670 233-29870 233 


06O406OOOB Forwards Insp Ropl 50-267/04-30 on 041101-1207 & notices of violation & 
dovialion 

JOHNSON.E H Rogion 4, Offico of Direclor 05/03/22 LEE, OR Public Service Co 
of Colorado 2pp 29687 295 29(367 306 


-'8504000010 Notice of violation irom insp on 841101-1207 

• Region 4, Olfico of Direclor 85/03/22 Ip 29607 297 296B7 207 

-'8504060013 Nolico of -dovialion from insp on 041 101 1207 

* Rogion 4, Olfrceef Director 85/03/22 Ip 29687 298 2O687'290 


850401QI4D Responds to 850220 22 requests lor addi info re improvement commilloe 
& plant mods concerning reduction of primary sys rno is lure Historical 

background.iTGView commilteo responsibilities & description of helium issues onci 
LEE,-OR Public Service Co oi Colorado 85/03/12 Region 4, Office o1 Direclor 
13pp 29566 224-29566 241 

-8504010144 Responds lo HR Denton 841016 Ur identifying requirement for develop 
ment of plan lo Implement mods recommended by moisture ingress 

commilleelmpTOVoment committee formod to evaluate innovative & substantial plant 
mods, 

LEE, OR Public Service Co of Colorado 65/01/24 JOHNSON.E H Region 4, Office 
of Director 5pp 29566 237*29566 241 

8504010136 Forwards Slate of CO Wastewater Discharge Permit CO-0001121 received 
on 8S0305 

GAHW.JW Public Service Co of Colorado 85/03/14 JOHNSON.E H Region 4, 

Offico of Director 45pp 29566 341-20567 023 

8504030428 “Fort St Vraln Initial Approach to Power (8 Series)/' Interim Rept 34 lor 
period ending 850220 W/ 8503 15 Hr 

GAHW.JW Public Service Co o1 Colorado 85/03/15 JOHNSON.E H Region 4. 

OfItce of Direclor 3pp 29593 197-29593 199 

8504040196 Forwards draft Tech Specs to improve control rod rellabillty.per 850220-22 
site moeltngs Facility will be operated per draft limiting conditions for operation & sur- 
veillance requircmonts 

GAHM.JW Public Service Co. of Colorado 85/03/ 15 JOHNSON.E Region 4, Office 
of Director 2pp 29G6G 229 29668 254 

-B604 040203 Proposed draft Teclr Specs for improving control rod reliability 
* Public Service Co of Colorado 05/03/15 24pp 29660 231-20668.254 

0604010131 Forwards GA Technologios.lnc Rept 907038, '‘Investigation Into Sources of 
Chtorid© fn Fort St Vrain Primary CircuiL" re effects of chloride on major components 
in primary circuit Final review & clearance to be fonvarded by 650326 
WAREMBOURG.DW Public Sen/lce Co of Colorado 86/03/18 JOHNSON.E H 
Region 4, Office o1 Director Ip 29573 342-29573 302 


-'86040BOD16 Insp Rept 60 267/04 30 On 841 101-1207 Violation noted failure to docu 
meet QA program Deviation noted 1 allure to meet commllmonl of Installing ax zones 
of fire daleciion equipment & oil mist detection ays by Oct 1004 
PLUMLEE.GL, IRELAND, RE Rogion 4. Office of Diroctor 85/03/21 Opp 
20687 299 2968 7 '306 


0504080168 Revised radiologicof emergency response plan implonner>1ing 
procedures.lncluding Issue 4 to RERPCR ra control room procoduro & Issue 5 to 
RERP Section 10 B ro radiological omorgoncy response plan W/0SO322 Ur 
GAHM.JW Public Service Co of Colorado 85/03/22 JOHNSON.E H Region 4, 
OJIIcoof Director 355pp 296B2 129-29603 123 

8304050003 Issue 7 of Section 10 D of radiological orrorgoncy rosponso planW/ 

850320 Ur 

GAHM,JW Public Service Co of Colorado 05/03/20 Opp 29065 354 29665 361 

B504160080 Section 10 D.lssuo 7 to radiological omergency response p1anW/05032G 

GAHM,JW Public Service Co of Colorado 85/03/28 JOHNSON.E H Region 4. 
Office of Dirodor 8pp 2961 B 162-29818 169 

8584180429 Forwards Insp Ropl 60-267/84-34 on 841208 050131 No violation or dovi 
alien notod 

JOHNSON.E H Region 4. Offico cf Diroctor 85/04/08 LEE.O R Public Service Co 
of Colorado 2pp 20914 238 29914 250 

-8504100434 Insp Rept 50 267/04-34 on 041200-050131 No violation or deviation 
noted Major areas ingpectedCRD ovonl.fira detection mod.LERs.malnl.oporalionat 
safely venlicallon, periodic spoefal roporllng & survojilanco 

PLUMLEE.GL, IRELAND.RE Region 4, Office of Diroctor 85/04/03 lipp 
29814 240-20914 250 


-0604010133 "Invoslinalion lirto Sources of Chloride In Fort St Vralr^ Primary Circuit” 
BURNETTE.R.D , MONTGOMERY.F.C , BALDWIN.N L GA Technologies. Inc /Gener- 
al Atomic Co 907638 85/03/05 34pp 29673 343-29574 014 

B504020147 Forwards “Tendon Surveillance” re PCRV tendon prestressing 
sys, including Interim surveillance program, PCRV maps, general tendon Info & metallur- 
gical results Installalfon of nilfonen blanket sys delayed 

WAREMBOURG.DW Public Service Co of Colorado 85/03/18 JOHNSON.E H. 
Region 4, Office of Diroctor 2pp 29684 268-29585 004 

-0504020159 “Tendon Surveillance” W/four overstzo drawings Aperture cards avail- 
able in PDR 

* Public Service Co of Colorado 85/03/18 07pp 29584 270 29506 004 

OS 04 040520 Advises that selpoinl reevaluaiion program & Tech Spec update program 
adopted Proposed amend to License DPR-34 for plant protective sys selpolnis will be 
sub mi lied on or before 850501 

BHEY.HL Public Service Co of Colorado 05/03/10 JOHNSON.E H Region 4, 
Offico of Director 2pp 29669 029 29669 030 

6504040520 Corrects misstatement in HL Brey 850211 llr.changing third paragraph to 
read, “ on control panel 1-0$, flow recorder on control panel 1 03 ” Training will be 
held ro proparalion & reviewing govt correspondence 

BREY,|Tl. Public SoivEce Co ol Colorado 85/03/20 JOHNSON.E.H Region 4, 
Offico of Director 2pp 29669 033 29669.034 

85040S0262 Forwards GA Technologies, Inc 850124 Documanl 907785, "NDE of 62 
Fuol & Reflector Etemonls From Fort SI Vrain Core Segment 3“ All fuel 
olomenis, Including FTE 2, in good condition 8 Irradiation induced dimensional change 
small 

BREY.H L Public Service Co of Colorado 85/03/21 JOHNSON.E H Region 4, 
Offico of Director 2pp 29581 001-29581 133 


8504190330 Forwards Physical Sccuiily Insp Rept 50-267/05 04 on 050311 14 No vio 
iatiorr or dovialion noted „ 

JOHNSON.E H Region 4, Offico of Director 05/04/15 LEE.O.R Public Sorvico Co 
of Colorado 2pp 29886 327-20006 320 


-8604020264 “NDE of 62 Fuel &. Hoffecior ECemenls From Fort St Vrain Core Segment 
3” 

MCCOBD.F, GA Tochnologlos, Inc /General Atomic Co 907785. 85/01/24 I28pp 
295B1 003-29501 133 


-8504190342 Insp Rept 50-267/05*04 on 850311-14 No violation or deviation 
noted Major areas inspoctod secunly organizafion & program audit, records, repls & 
alarm stations Delalts withhold (ref t<)CFR73 21) , 

CALDWELL, R A . EVERETT ,R J , IRELAND, R E Region 4, Office ol Director 05/04/ 
05 Ip 29806 329 29888320 


8504090000 Forwards response lo NRC 041227 order re certification of compliance w/ 
10CFR60 49 (Go node Ltr 84-24) UHl previously submitted llrs re environ qualification 
of safety related equipment In response to IE Bulletin 79*01 B 
LEE OR Public Service Co of Colorado 85/03/26 JOHNSON.E H Rogion 4, Office 
of Direclor lipp 29720 160-20720 170 


B504250561 Notifies that 050226 Itr re Reg Guido 1,97 & two 850401 llrs re upgraded 
Toch Specs & fire profeclion appear to contain coniradiclory infoRovlew lo confirm 
inconsistency requestod Rosponso requested within 30 days of Hr dale 
JOHNSON.E H Region 4, Ofileo of Diroctor 05/04/16 LEE.OR Public Sarvjco Co 
of Colorado 2pp 20988 369 20988 360 


H. General correapondenco 


8504080580 Forwards "Evaluaiion of Fort St Vrain Metallic Components Exposed to Prl* 
many Cootani Chlorido Contaminalton,” per 850316 commitment 
WAREMBOURQ.D.W Public Service Co ol Colorado 85/03/26, JOHNSON.E H 
Region 4, Office of Director, ip 296 8 7 0 1 3 29607-070 

-8504000508 ’'Evaluation of Fort St Vrain Metallic Components Exposed lo Primary 
Coolant Chloride Contamination ” 

RAOB , THURGOOD.B, Public Service Co. of Colorado 05/03/21 57pp 29687 014* 
29667,070, 


0504040524 Forwards mailing list for rev Dolotion ol CK Mil Ion. addition of DW Warem* 
bourg & change ol lille of HL Oroy lo mananor, nuclear licensing & fuel div roqirestod 
LEE, OR, Pubnc Service Co of Colorado 05/03/14 JOHNSON,EH Rogion 4, Offico 
ofDWor 2pp 20665 031-29669 032 


6504080460 Forwards addI Info re environ qualification program Response to NRC 
850128 concerns & summary of completion schedule for outstanding items end 
WAREMBOURGgD.W Public Servree Co ol Colorado 85/03/28 JOHNSON.E H, 
Region 4, Offico of Director 18pp 29677 016-29677-153 
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— 9604000463 ”Fouf Minuta Isolation of Poslotatecl Stoam Lino Breaks al Fort Si Vrain 
Nuclear Generating Station ” 

MARQUEZ.S L , OvORAK.K C Public Service Co of Colorado 84/09/11 1l5pp 
29677 034 29677 153 

8604090221 Forwards draft upgraded Tech Specs for acceptance review Draft specs 
intended to improve accuracy, completeness & clarity of facility Tech Specs consistent 
w/licensing basis of plant as embodied m TSAR 

LEE, OR Public Service Co of Colorado 85/04/01 JOHNSON.E H Region 4. Office 
of Director 2pp 29706 155 29707 232 

■>•8504090223 Draft proposed upgraded Tech Specs.improving accuracy, completeness 
& clarity for consistency w/licensing basis of plant as omborjied in FSAR 

♦ Public Service Co of Colorado 85/04/01 436pp 29706 157 29707 232 

8504090006 Confirms B50411 meeting w/util in ArlingtonJX to discuss replacement 
bearings for CRD mechanisms 

MARTIN, R D Region 4, Office of Director 85/04/05 LEE,0 R Public Service Co of 
Colorado 3pp 29700 147-29700 149 

8504090160 Notification of 040411 signilicanl licensee meeting w/util & General Atomic 
Consullanis al Region IV ofc to discuss replacement bearings for CRD mechanisms 

* Region 4. Office of Director 85/04/05 Region 4, Office of Director Ip 29700 346* 
29700 346 

8504110334 Fonvards summary of 660222 meeting w/ulil & consultants at facility visitor 
ctr Meeting provided boiler understanding of restart issues 

DENISE,RP Region 4, Office of Diroctor 85/04/08 LEE, OR Public SeASce Co of 
Colorado 3pp 29768 136*29767 203 


-85040D0015 Insp RepI 50 267/84 30 on 841101-1207 Viola lion noted failure to clocu- 
menl QA program Deviation noted failure to moot commilmer^l of installing six zones 
of fire detection oquipmonl & oil mist detection sys by Oct 1984 
PLUMLEE.Gl. IHELAND.RE Region 4. OMice ol Director 85/03/21 8pp 
29687 299 29687 806 

0604090060 Forwards response to NRC 841227 order re certification of compliance w/ 
1OCFRS0 49 (Genonc Ltr 84*24) Util previously submitted llrs re environ qualification 
of safety related equipment in response to IE Bulletin 79 01 B 
LEE, OR Public -Serv ICO Co of Colorado 85/03/25 JOHNSON. EH Region 4, Office 
of Director ttpp 29720160*29720 170 

6603220444 IE Inf-o Notice 85 024, "Failures of Protective Coalings in Pipes & HXs " 
Sve tisl end 

JOFIDAN.E L Division of Emorgoncy Preparedness & Engineormg Rosponso {Post 
030103) 05/03/26 Consolidated Edison Co of New York. Inc 108pp 29596 154- 
29596 363 

8504110701 Rosponds to NRC fl5l>226 Ur re violations nolod rn Insp Rept 50 267/84- 
29 Corrective actions load mechanlc.QC Inspector & two apprenlico mechanics re* 
CQived disciplinary acUon for failure to follow procedure Procedure revised 
GAHM.JW Public Service Co of Colorado 85/03/26 JOHNSON.EH Region 4. 
Office of Director 9pp 29777 352-29777 360 

0BO4O5O344 Forwards OA Program Insp Ropt 99900866/84 01 Evaluation of signifi- 
cance of reported findings ro quality & accapfability of product or sve provided by 
vendor roqueslod W/o onci 

JOHNSON.EH Regipn 4, Office of Difoclor 85/03/29 LEE, OR Public Service Co 
of Colorado 2pp 2&6B7, 322-29667 323 


-8504110340 Summary of 850222 meefing w/ util, LASL.INEL, Colorado State 
Unlv, Georgia Tech Univ.SM Stoller.Frariklln Research Ctr & General Technical Sves at 
facility re restart issues List of attendees & meeting agenda end 
POWERS, D A Region 4, Office of Director 65/04/05 Region 4, Office of Director 
3pp 29766 139-20766 141 

••8504110346 Vol 1 of transcript of 850220 meeling w/util & consultants ro restart 
Issues Pp 1*188 

* NRC - No Detailed Affiliation Given 85/02/20 502pp 29766 142 29767 203 

8604120206 Generic Ltr 06 06 to all PWR licensees & all applicants for OLs re QA guld 
ance for ATWS equipment not safely related Sve list end 

THOMPSON.HL Division of Licensing 85/04/16 Consolidated Edison Co of New 
York, (nc 22pp 20947 288-20047 309 

8604120031 Generic Ltr 86 02 to all PWR licensees & appllcanls, holders of CPs & Fort 
St Vrain re recommended actions stemming from NRC integrated program for resolu- 
tion of unresolved safety issues re steam generator tube Inlocrity Sve IFst end 
THOMPSON.HL Division of Licensing 86/04/17 Yankee Atomic Electric Co 127pp 
29953 0/1-29953 262 

8504290270 Forwards SER re control rod position Instrumoniallon & associated eleclri 
cal tests.for restart purposes subsequent to June 1984 partial ATWS 
event Req^ulrements in SbR Soclions 3 3 3 4 & 3 5 constitute backlit items 
CRUTCHFIELD.D Assistant Director for Safely Assessment 05/04/22 LAfNAS.G 
Assistant Director for Oporafing Reactors 2pp 30055 316 30055 333 

-8504290275 SER re control rod position Instrumentation failures recognized subse- 
quent to 840623 partial ATWS event Revs to plant procedures necessary Wattmeter 
test reclassified as restart issue 

* NRC - No Detailed Affiliation Given. 85/04/22 17pp 300S5 317 30056 333 


Q. Inspection reports, IE Bulletins & correspondence 


9504 110376 Forwards "Performanco Enhancement Program.Projeci Details & Summary 
Schedule," encompassing recommendations of mgl assessment repl.NRC 
concerns, areas noeoing improvement & corrective actions 
LEE,OR. WALKER. RF, Public Service Co of Colorado 85/03/29 MARTIN.RD 
Region 4, Office of Director Opp 29773 047 29776 095 

-6604110390 "Performance Enhancemer^l Progfam,Pfo[od Details & Summary Sched 
ulo ’■ 

‘ Public Service Co of Colorado 85/03/29 43pp 29776 053-29776 095 

8504150637 Forwards Insp Rept 50-297/85 03 on 850201*28 & notice of violation 
JOHNSON.EH Region 4, Office of Director 05/04/01 LEE.Ofl Public Service Co 
of Colorado 2pp 29010 236-20810 247 

-0504150641 Notice of violation from Insp on 050281 20 
• Region 4. Ofitca of Direclor 86/04/01 Ip 29810 237 29810 237 

-8504150652 Insp Rept 50 267/05-03 on 850201 28 Violation noted failure to follow 
procedures for documonting purchase roquisiitlQn review records for CRD & orificing 
nssombly parts 

PLUMLEE.GL, IHELAND.RE Region 4, Office of Diroctor 85/03/27 10pp 
29810 238 29010 247 

8503280037 IE Info Nolico 85 025, "Consideration of Thermal ConcJilions In Design 8 
Installation of Supports for Diesel Geroralor Exhaust Siloncers“ Sve list onci 
JORDAN, E L Division of Emorgency Preparedness & Engineoring Rosponso (Post 
630103) 85/04/02 Consolidated Edison Co of Now York, Inc 107pp 29667 199 
20667 305 

8503260045 IE Info Nolico 85 026, "Vacuum Relief Sys for BWR Mark I & It Contain* 
mants *’ Sve list end 

JORDAN, E L Division of Emergency Preparedness & Enginooring Rosponso (Post 
630103) 85/04/0? Consolidated Edison Co of Now York. Inc 92pp 29667 107- 
29667 198 


8604180327 Lists actions &/or documentation necossary to close out IE Bulletin 81*01, 
"Surveillance of Mechanical Snubbers," for listed facilities prior to finalizing closeout 
rMt 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 05/02/11 STAROSTECKt.R Region 1. Office of Direclor 4pp 29914,165* 
29914.16B 


8504010039 IE Info Nolico 85-027, "Nolificauons to NRC Oporalions Cir & Roporlmg 
Evonis In LERs " Sve list onci 

JORDAN.E L Division of Emorgency Preparednoss & Englnoering Rosponso (Post 
830109) 85/04/03 Consolidalod Edison Co of Now York. Inc. 9app 29690 255 
29690 362 


05031906S9 IE Info Noflce 85 022, "Limilorquo Motor-Operalod Valves Rosulling From 
Incorrocl fnslallalion of Pinion Gear '' Sve fist encf 

JORDAN.E L Division of Emergency Preparedness & Engineormg Response (Post 
830103) 85/03/21 Consotidaled Edison Co of New York, Inc lOBpp 29597'001- 
29597 005 

85032 104G1 IE Info Notice 85 023, "Inadequate Surveilfanco & Post-Molnl & Poai-Mod 
Sys Teslirig " Sve list end 

JORDAN.E L Division of Emergoncy Preparedness & Engineering Response (Post 
630103) 85/03/22 Consolidated Edison Co of New York, Inc, lOOpp 29656 001* 
29656 107. 


8504040299 Forwards Insp Ropl 50-267/84 35 on 841217-19 No vfotalions or devi- 
ations noted 

JOHNSON, E H Region 4, Offico ol Director 85/03/22 LEE, OR Public Sorvice Co, 
of Colorado 2pp 29670 231*29670 233 


-6S04040303 Insp Rept 50-267/84-35 on 841217-19 No violations or deviations 
noted MaiOf areas inspacted physical security plan & Implemonling procedures & Inde- 
pendent Insp effort. Details withheld (ref 10CFH73 21) 

CALDWELL.R A.. EVERETT.R J., IRELAND, R E Region 4. Office of Direclor 85/03/ 
22. ip 29670 233*29670-233. 


8504080006 Forwards Insp Rept 50-267/84*30 on 841101-1207 & notices of violation & 
deviation. 

JOHNSON, E H. Region 4, Office of Director 85/03/22 LEE.O R Public Sorvice Co 
of Colorado 2pp 29687 295 29687 306 


8604180572 Forwards tnsp Rnpt 50-267/85 05 on 850304*00 No violation or devlaliorr 
noted 

JOHNSON.EH Region 4, Office of Director 85/04/05 LEE.O R Public Service Co 
of Colorado 2pp 29923 184 2 9 923 1 89 

-3504180578 Insp Rept 50-267/85 05 on 850304 06 No violation or deviafion 
nolod Major areas inspected licensee action on pravlous insp findings, training program 
A licensed operator roaualification program 

FARRELL.R E , JAUDON.J P . IRELAND.R E Region 4. Office of Director 65/04/04 
4pp 20923 166 29923 169 

8504180429 Forwards Insp Repl 50*267/84 34 on B41206 850131 No violation or dovi 
alion noted 

JOHNSON.E.H- Region 4, Office of Direclor 85/04/08. LEE.O R Public Service Co 
of Colorado 2pp 29914 238*29914 250 

-8504180434 fnsp Repl 50-267/84-34 on 841 208*050131 No violation or deviation 
noted Major areas inspected CRD evenl.lire detection mod,lERs,mainl,opsrallonal 
safely vonficatton, porlodic special reporting & surveillance 
RLUMLEE.QL, IHELAND.RE Region 4, Ofhee of Director 85/04/03 11pp 
29914 240-29914*260 

6504050042 SuppI 1 lo IE Info Nolico 05 003, "Separation of Primary Reader Coolant 
Pump Shaft & Impeller ’* Sve list end, 

JORDAN.E L Division of Emergency Preparedness & Engiriooring Response (Pod 
830103). 05/04/03 Consolidated Edison Co of Now York, Inc lOIpp 29791 025 
29791 126 


-8504080010 Notice of violation from insp on 841101-1207 

‘ Region 4. Offico of Director 05/03/22 1p 29687.297*29667 297 

-BS04080013 Notice of deviation from Insp on 841101-1207 

* Region 4. Offico of Direclor 85/03/22 ip 29887 298-29687 298 


8504050047 IE Info Notice 85 020, "Partial Loss of AC Power & Diesel Generator Deg 
radation " Sve list onci 

JORDAN.E L Division of Emergency Preparedness & Engmeerinn Response (Post 
830103) 85/04/09 Consolidated Edison Co, ol New York, Inc l^ogpp 29790 276 
29791 024 
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6504090419 l£ Irvto NoUca 8J>059, "Use o'! Unqualified Sources in Well Longing Appli 
calions •• Svc lisl end ja a 

PARTLOW.J G Division of fnspeciion Programs (Post 050212) ©5/04/12 Consolidat 
od Edison Co of New York, Inc 6Gpp 29832 001-29832 023 

8504190338 Forwards Physical Security Insp Rept 50 267/65 04 on 650311*14 No vjo 
lalion or deviation noted 

JOHNSON, EH Region 4, Office of Director 85/04/15 LEE.OR Public Service Co 
of Colorado 2pp 2988S327 29886 329 

-*0504190342 Insp Rept 50-267/85-04 on 050311-MNo violation or deviation 
noted Major areas inspected socurity organizalron & prograrn audit, records jepls & 
alarm stations Dataifs withheld (ref 10CFR73 21) 

CALDWELL.fl A , EVERETT.R J, IRELAND, HE Regron 4. Office of Director 85/04/ 
05 Ip 29886 329-29886 320 

6504240057 Forwards Insp Rept 50 267/85 01 on 850128 0214 S nolfce of violation 
JOHNSON, EH Region 4, Office of Director 86/04/15 LEE, OR Public Service Co 
of Colorado 2pp 29976 071-29976 070 

-850424006 0 Notice of violation from insp on 850128-0214 
‘ Region 4. Office of Director 85/04715 Ip 29976073 29976 073 

-6504240066 Insp Rept SO 267/85 01 on 8601 2Q 0214 Vtofation noled failuro to follow 
procedures re receipt of CRD parts 

SK0W,ME, IRELAND, R E Region 4, Office of Director 65/04705 6pp 29976 074- 
29976079 


■8504110346 VoP I of Iranscripl of 850220 meeting w/ultJ & consultants re restart 
issues Pp 1-168 

* NRC No Detailed Affiliation Given 85/02/20 502pp 29766 142-29767 283 


V, Operator Exomlnalions 

6504180572 Eorvvards Insp Rept 50*267/85 05 on 850304-08 No violation or deviation 
noled 

JOHNSON, EH Region 4, Office of Director B5/04/05 LEE.O R Public Service Co 
of Colorado 2pp 29923 164 29923 189 

-6504180576 Insp Rept 50 267/85-05 on 850304 08 No violation or doviaUon 
noted Major areas inspected licensee action on previous insp find mgs, training program 
& licensed operator regualilication program 

FARRELL,R E , JAUOON.J P, IRELAND,RE Region 4, Office ol Director 65/04/04 
4pp 29923 186-29923 189 

85041605B7 Forwards Generic Ltf 05 04, "Operalor Licensing Exams," for 
response Transmittal diflicutlies will be examined W/o end 

WAGNER,PC Region 4. Office of Director 85/04/10 LEE, OR Public Service Co of 
Colorado 2pp 20923’351-29923 352 


DOCKET 50-269 OCONEE NUCLEAR STATION, UNIT 1 


6504170240 IE Info Notice 65 030, "Microbrologjcally Induced Corrosion Containment 
Svc Water Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/19 Coiisoridaled Edison Co of Now YorK, Inc 109pp 29966 268 

onnRC ooT 


6504198055 IE Inlo Notice 85 032, "Recent Engine Failures of Emergency OroscI Gon- 
eratofs " Svc fist end 

JORDAN, EL Division of Emergency Preparedness & Enaineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New VofR. Inc 109pp. 299B8 239 

*^000 0 ' iA ’1 


850419006D IE Info Notice 85-033, "Undersized Nozzle To Shell Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code Svc list 
end 

JORDAN, EL Divjslon of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consokdal&d Edison Co of New York, Inc l08pp 29969 001 
29989 107 

8504220347 IE info Notice 84-84, Rev 1, "Deficiencies rn Ferro Resonant Transformers" 
Svc list end 

JORDAN, EL Division of Emergency Preparedn-oss & Engineering Response (Post 
Q301O3) 65/04/24 Consolidated Edison Co of New York, Inc 118pp 30027 067- 
30027 104 


R. Periodic operating reports & refaled correspondence 


8504040531 "Semrannual Radioaclivo Efflgenl Ropl.Jul Dec 1984 " W/850300 Itr 
GAHM,JW Public Sorvica Co of Coforado 65/03/31 JOHNSON,EH Region 4. 
Office ol Director 16pp 29868 306 29666 321 


0504260583 Monthly operating rept for Mar 1 985 W7e504 15 Itr 
NOVACHEK.F , GAHM,J Vv Pubfic Service Co ol Colorado 65/03/31 9pp 
29980 251 29989259 


F. Security, medical, emergency & fire protection plans 

6S0325D394 Ack receipt of B50220 Itr transmitting Rev 12 lo physical securdy plan Rov 
consistent w/proviS)ons of 10CFR50 54(p) & acoeplablo 

WALKER.fi D Region 2, Office of Director 05/03/14 TUCKER.H 0 Duke Power Co 
?pp 26834 337-29834 338 

8504180252 Forwards Insp Repls 50 269/05 01,50-270/85 01 & 50 287/05 01 on 
8501 11 -0210 No violations or deviations noted 

8nOWNLEE.VL Region 2, Office of Director 05/03/22 TUCKER.H B Duke Power 
Co 2pp 29820 263-29020 273 

-8504160306 Insp Repts 50-269/85 01.50 270/85 01 & 50 287/85 01 on 050111- 
0210 No noncompliance or deviations noted Major areas inspected operations, mainl 
surveillance, plant trips, LERs & fire brigade organization & training 
BRYANT, J C Region 2, Office of Director 85/03/22 9pp 29820 265 29820 273 

8504040297 Forwards Rev 13 to physical security pi an, ref I acting recent location of 
alarm station lo secondary alarm station located above PAP Rev withheld (ref 
10CFR73 21) 

TUCKER.H B Duke Power Co 85/03/27 QRACE.JN Region 2, Office of Director 
2pp 29607 332-29607 333 

8504260056 Rev 85 2 to Vo3 C of emergency plan implementing procedures W/ 85041 9 

TUCKER.H 0 Duke Power Co 85/04/19 GRACE.J N Region 2, Office of Director 
25pp 30024 038-30924 062 

05O42BOO9S Rev 85 3 to emergency plan impJem anting procedures, including CP/0/ A/ 
2004/02A, "Post-Accident Determination of Boron Concentration Using Orion riuofo 
borate Elac-lrode" & CP/0/ A/2004/09 D, "Post-Accident Determination of pH " 
TUCKER.H B Duke Power Co 86/04/19, GRACE.J.N Region 2. Office of Director 
62 pp 30024 2 1 1 -30024 2 73 


S. Reportable oceirrranceSj LERa & related correepondonce 

8504036035 LER 84 006 02 on 04OB23,w/reactof at 23% power .plant protective sys Ini- 
tiated automatic scram upon exceeding Jloaling high pressure trip in PCRV Caused by 
rormar wear byproducts In CRD motor bearings W/6503t2 Ur 
EGGESROTEN.J , QAHWJW Public Service Co of Colorado 65/03/12 

JOHNSON.EH Region 4. Office 0 1 Director IQpp 29593 01 1 29593 028 

0604030140 LEfl 85 002 00 on 850215, 1 ol 24 bolts securing bearing assembly of com- 
pressor rotor lo helium circulator Unit "A" failed during reassembly, dire to stress cor- 
rosion cracking (nvestig aliens fnlo chloride sources underway W/e5031 5 ftr 
EGGEBROTEN.J , GAHMJW Pubfic .Service Co of Colorado 85/03/15 

JOHNSON.EH R0gion4, Office of Director 9pp 29592 071-29592 079 

6504020299 Forwards Rev 1 to frnal draft "Fort St Vrain Reserve Shutdown. Absorber 
Mali Evaluation " 

LEE.OR Public Service Co of Colorado 85/03/21. JOHNSON, E H Region 4, Office 
of Direclor 2pp 29502 300-29582 328 

-0504020309 Rov 1 to final draft "Fort St Vrnin Reserve Shutdown Absorber Mall Eva I 
u alien" 

ASMUSSEN.K, ALBERSTEIN.D , BURNETTE.R GA Technologies, Inc /General 
Atomic Co 65/03/31 25pp 29582 302-29582 326 

8 504240652 LER 85-003 00 on 8S0304, determined that 841210 faifuro of diesel g^snera 
lor tie breakers lo close & subsequent recoplion of Irouble alarms reportable Caused 
by faulty cel Is Mom 1 on rg will be performed monihfy W/650404 Itr 
EGGEBROTEN.J , GAnM.J W, Public Service Co, of Colorado 85/04/04 
JOHNS ON ,E H Region 4. Office of Director 10pp 20977 33B-29977 347 

6504260291 Notification of significant licensee meeting on 050424 w/ufil in Region IV to 
discuss maint A QC problems re CRD refurbishment program. 

• NRG • No DeiaifeiJ Affiliation Given 85/04/25 NRC - No Detailed Af/jlla1fon Given 
Ip 20983 295-29983 295 


T. Hearing Iranscrlpls on non-antItrust mailers 

8504110334 Forwards summary of 850222 meeting w/ulif & consultants at facility visitor 
efr Meeting provided better underslanding of restart Issues 

DENIS E.R P Region 4, Office of Director 85/04/08 LEE.OR Public Service Co. of 
Coloiado 3pp 29766^36 29767,283 


J. Insurance & Indemnity information 

85043D0267 Endorsement 30 to NELIA Policy NF-240 
' Nuclear Energy Liability Insurance Associatiorv 83/12/14 Ip 30057 070 300 5 7 070 

8504300273 Endorsement 25 to MAELU Policy MF-101 
‘ Mutual Atomic Energy LiabiMy Underwriters 93/12/14 Ip 30057 295 30057 205 

0504300253 Endorsement 31 lo NELIA Policy NF-248 

• Nuclear Energy Liability Insurance Association 04/03/01 Ip 30057 139-30057 139 

8504300202 Endorsement 32 to NELIA Policy NF-24a 

* Nuclear Energy Liability Insurance Association 84/04/25 Ip 30058 071-30058 071 

860430D285 Endorsement 26 to MAELU Policy MF-101 
“ Mutual Atomic Energy Liability Undarwriters, 84/04/25 Ip 30058 080 30058 080 

6504100330 Forwards Endorsemenls 17 & 37 lo NELIA Policies NF-201 & NF-252/a- 
spaclively A Endorsemenls 1 1 & 19 to MAELU Policies MF-112 & MF-loa.respective- 
ly- 

HOGGE.S D Marsh & McLennan, Inc. 85/04/01 DINITZ,!. Assistant Director for State 
& Lice Asee Relations 6pp 29728 225*29728 229 


P. Operating license stage documents & correspondence 

8504110538 Aoproves storago & eventual recycling of shells from feedwater heaters 
contamlnalod at levels below ref values In IE CiregJar 01 07 Permission for burial of 
parts of feedwater heaters must bo Issued by State of SC 

LAINAS.GC, Assistant Director for Operating Reactors 65/04/02 TUCKER.H B 
Duke Power Co 3pp 29769 219-29769 221 

8604150715 Forwards updated Region If organization chart 
WALKER.R D Region 2, Office of Direclor 85/03/13 TUCKER, H,B. Duke Power Co 
Ip 29810 001-29810012 

©504040169 forwards safety evafuadon re environ qualification ol electric equipment im 
portanl to safety Equipment qualification program found in compliance w/requlremenls 
of 10CFR50 49 Proposed resolutions per 840131 meeting accepted 
STOLZ,JF Operating Reactors Branch 4. 85/03/20 TUCKEaH 0 Duke Power Co 
3 pp. 29619,112-29619 124. 
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“85040401 7S Satety evalualion supporting environ qualification program of alectiic 
equipment important to safety 

* Office of Nuclear Reactor Regulation, Director B5/03/20 tOpp 29610 1 15- 
29610 124 

8504050015 Forwards FR notice of environ assessment & finding of no significant 
impact re disposal of parts from five feedwater heaters in trenches on proposed site 
within company controlled area 

NICOLARAS.H Operating Reactors Branch 4 85/03/22 TUCKER, H B Duke Power 
Co 3pp 29674 265 29674 275 

“8504050017 Notice of environ assessment & finding of no significant impact re storage 
& recycling of low level radwaste 

LAINAS.G C Assistant Director for Operating Reactors 85/03/22 flpp 29674 268- 
29674 275 

8504150681 Responds to 850128 list of questions re Items 4 2 1 & 4 22 of Genenc Ltr 
63 28, "Preventive Mainl Program for Reactor Trip Breaker/Maint & Trending." to 
complete evaluation of 831104 response Revised response to Item 4 1 end 
TUCKER.H Q Duke Power Co B5/03/29 DENTON,H R Ollice of Nuclear Reactor 
Regulation, Director STOLZ,JF Operating Reactors Branch 4 7pp 29810172- 
29610 178 


“8504170079 Responds to NflC 0501 16 Ur re violations noted in Jnsp Repts 50-269/84- 
30,60-270/64 29 & 50 287/84-32 Correctrve actions procedures reviewed & corrected 
& personnel instructed on selection of priority analyses 

TUCKER.H B Duke Power Co 85/02/15 GRACE.J N Region 2, Office of Director 
4pp 29640100 29840 192 

“0504170087 Forwards fnsp Repts 50-269/64 30,50-270/84-29 & 50-267/64-32 on 
641126 30 & notice of violation W/o notice of violation 

BROWNLEE. VL Region 2. Office of Director 64/12/28 TUCKER.H B Duke Power 
Co 2pp 29640 193-29640 211 

“8504170093 Insp Repts 50-269/84-30,50-270/84-29 & 50 287/84-32 on 841126- 
30 Viotations notod failure to have adequate procedures for radiological effluent meas- 
uremenls & failure to meof required tower limits of detection 
KU2O.G0. MONTGOMERY^) M Region 2, Office of Director 84/12/19 15pp 
29840 197-29840 211. 

8504040469 Forwards SER & "Masonry Wall Design.Oconee Nuclear Station Units 1,2 
& 3," technical evaluation rept Requirements for IE Bulletin 60 11 satisfied w/excep 
tion of 82 waits quatified by use of arching action theory 

STOLZJF Operating Reactors Branch 4 05/03/14 TUCKER.H D Duke Power Co 
4pp 2965 7 031-29657 036. 


8504170055 Forwards Amends 136,136 & 133 to Licenses OPR*38,DPR-47 & DPR- 
55,respecliV0ly & safely evaluation Amends revise Tech Specs to reflect requirements 
on min reactor operator staffing effective 040101 

NICOLARAS.H Operating Reactors Branch 4 85/04/01 TUCKER.H B Duke Power 
Co 3pp, 299O4'O68-299O4-O02 

“6604170063 Amends 136,136 & 133 to Licenses DPR.38.DPR-47 & DPR-55. 
respeclively.ro vising Tech Specs to reflect requirements on min reactor operator staff- 
ing effective 840101 

SfOLZ.J.F Operating Reactors Branch 4 85/04/01. 9pp 29904.071-29904 079 


“6604040501 Safety evaluation re licensee response to IE Bulletin 60-1 1 concerning 
masonry wall design Bulletin requirements met w/exception of 82 walls requiring 
review of results of confirmatory test program on arching action theory 
• Office of Nuclear Reactor Regulation, Director 85/03/14 2pp 29657 035- 
29657 036 

“8402070447 "Masonry Wall Design.Oconee Nuclear Station Units 1.2 & 3," technical 
evaluation rcot 

CON,VN,LE.AK Franklin fnsliluto/Franklin Research Csnlor TERC5506 232 84/ 
02/02 CHOKSHI.N NRC - No Detailed Affiliation Given Stipp 29G57 037 29657 102 


“8504170077 Safely evaluation supporting Amends 136,136 & 133 to Licenses DPR- 
3B,DPR 47 & DPR-55,r0spoclively ^ 

* Office of Nuclear Reactor Regulation, Director 05/04/01 3pp 29004 080- 
29904 082. 


8504150549 Forwards Insp Repts 50-269/85 04.50 270/65 04 & 50 287/85 04 on 
850211-15 & notice of violation 

WALKER.R 0 Region 2, Office of Director 85/03/15 TUCKER.H B Duke Power Co 
2pp 29811.082-29811.097 


8504190223 Forwards DPC-NE-1002, "Refoad Design Methodology 11." par Generic Lit 
84-20 Approval of rept requested by 851016 to facilitate Nov 1985 amend to reload 
Tech Specs & Mar 1906 restart of Unit 1 Fee paid .... ^ 

TUCKER.H B Duke Power Co 85/04/03 DENTON.H R Office of Nuclear Reactor 
Regulation, Director. STOLZ.JF Operating Reactors Branch 4 2pp 29887,139 
29807.286 


■8504190236 "Reload Design Methodology II " technical rept 
• Duke Power Co DPC-NE-1002 85/03/31 146pp 29687.141-29807.286 


8504160421 Responds to NRG 841226 status rept re seismic qualification of auxiliary 
feedwater sys Waikdown will be performed to inspect backup nitrogen supply to air 
operated valves W/one oversize illegible drawing ^ _ 

TUCKER.H B Duke Power Co 85/04/09 DENTON.H.R, Office of Nuclear Reactor 
Regulation, Director STLOZ,JF Operating Reactors Branch 4. lOpp 29826 003- 
29826 012 


0504240062 Notification of contract execution, Mod 2,to "Review of Tornado Missile 
PRA-LimerIck Generating Station & Seabrook Nuclear Power Plant " Contractor.NBS 
WOLLETT.S. Technical Assistance Contracts Branch NRC-03-84-008 85/04/12 
BERNERO,RM. Division of Systems Integration (post 811005) 1p 29978 325 
29978 326 


“8504240086 Hr Contract NRC-03-84 080, Mod 2,0Xtending period of performance to 
051 231, to "Review of Tornedo Missile PR A-Llmerick, Seabrook, Hope Creek & Oconee 

THOMPSON.R D Technical Assistance Contracts Branch NRC 03 84 088 85/03/28 
SIMIU.E Commerce, Dept of, National Bureau of Standards Ip. 29978 326 
29976 326 


8604120206 Generic Ltr 05 06 to all PWR licensees & all applicants for OLs re QA guid- 
ance for ATWS equipment not safely-related. Sve list end 

THOMPSON.H.L, Division of Licensing 85/04/18. Consolidated Edison Co of New 
York. Inc 22pp 29947 280-29947 309 


8504120031 Generic Ltr BB 02 to all PWR licensees & ^plicants, holders of CPs & Fort 
St Wain re recommended actions stemming from NRC Integrated program for resolu- 
tion of unresolved safely issues re steam generator lube integrity.Svc list end 
THOMPSON, H L Division of Licensing. 85/04/17, Yankee Atomic Electric Co 127pp 
29953.071-29953.262. 


8504300042 Advises that all requirementa of Item 3.1,2 of Generic Ltr 03-28 re reactor 
trip sys components breaker fulfilled prior to 850331 Investigation revealed no Impact 
to Tech Specs 

TUCKER, H.B. Duke Power Co. 85/04/25 DENTON.H R Office of Nuclear Reactor 
Regulation, Director STOLZ.JF Operating Reactora Branch 4. Ip 3OO60'211- 
3005B'211. 


“6504160566 Notice of violalion from insp on 850211-15 
• Region 2, Office of Director 85/03/15 Ip 29811 084 29811 084 

“8504160671 Insp Repts 50-260/85 04,60 270/85 04 & 50 287/05-04 on 850211- 
15. Violation noted failure to verify environ conditions for calibr of digital multi meters 
RUNYAN, M.F. UPRIQHT.CM Region 2, Office of Director. 85/03/11 13pp 
29811 ‘085-29811 097 


8503190659 IE Jnfo Notice 85 022, "Limltorque Motor Operated Valves Resulting From 
Incorrect Installation of Pinion Gear " Sve list end 

JORDAN, EL Division of Emergency Preparedness & Enginooring Rospor^se (Post 
830103) 85/03/21. Consolidated Edison Co of New York, Inc lOBpp 29597 001- 
29597 005 


6503210461 IE Info Notice 85-023, "tnadequalo Surveillance & PostMaint & Post-Mod 
Sys Testing " Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/03/22 Cof\solldaled Edison Co of New York, \nc f08pp 29656 001- 
29656.107 


8504160252 Forwards Insp Repts 50 269/85-01. 50.270/&5 01 & 60-287/05 01 on 
8501 1 1-02 1 0 No violations or deviations noted 

BROWNLEE, V.L Region 2, Office ot Director 85/03/22 TUCKER.H B Duke Power 
Co 2pp. 29820*263-20820.273. 


“6504160306 Insp Repts 50-269/85 01,50 270/85 01 & 50 287/85 01 on 850111- 
0210.No noncompllance or deviations noled.Major areas Inspected operations, maint 
sujvelllancQ, plant trips.LERs & fire brigade organization & training 
BRYANT,JC. SASSER, M.K, DANCE.H C. Region 2, Office of Director 85/03/22 
9pp. 29820.265-29820*273 


8503220444 IE Info Notice 85 024, "FailuroB of Proleclive Coatings in Pipes & HXs." 
Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/03/26 Consolidated Edison Co of New York. Inc. l08pp 29596164- 
20698 363 


6503200037 IE Info Notice 85 026, "Consideration of Thermal Conditions In Design & 
Installation ot Supports for Diesel Generator Exhaust Silencers " Sve fist end 
JOnDAN,E,L Division of Emergency Preparedness 8 Engineering Response (Post 
830103). 85/04/02. Consolidated Edison Co. of New York, Inc 107pp 29667.199- 
29667*305. 


6503260046 IE info Notice 85 026, "Vacuum Relief Sys for BWR Mark I & II Contain 
ments " Svo list end 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 86/04/02. Conadldalad Edison Co, of New York, Inc 92pp. 29687.107- 
20667 1 98. 


Q. Inspection reporla, IE Bulletins & correspondence 


6504160026 Forwards Insp Repts 50 269/85-02,50-270/86-02 & 50-287/85-02 on 
85021 1-15.No violations or deviations noted. .r. ^ r, r, 

BROWNLEE, V L. Region 2. Office of Dlreolor 85/03/06. TUCKER, H.B. Duke Power 
Co 2pp. 29818 299-29818 308. 


■6504160038 Insp Repts 50-269/86 02,50-270/05 02 & 60.287/86-02 on 850211- 
16.No violations or deviations noted.Maior areas Inspected Inservlce testing of pumps 
& v&lvos 

QIRARdIeH., BLAKE, J.J. Region 2, Office of Director 86/03/05. 8pp 29818 301- 
29816 308. 


8504170089 Ack receipf of 850215 Hr Informing NRC of steps taken to correct violations 
noted In Insp Rept 60-269/84.30, 60-270/84-29 & 50-207/84-32 
WALKER R.D Region 2, Office of Director. 85/03/08, TUCKER,H.B Duke Power Co, 
ip. 29840.188 29840:211. 


8504010039 IE Info Notice 05 027. "Notifications to NRC Operations Clr & Reporting 
Events In LERs " Sve list one! 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/04/03. Consolidated Edison Co of New York, Inc 9Bpp. 29690.255- 
29690 362. 


8504170430 Discusses area of concern ro operator requalilicallon program Identified in 
insp Repta 50 269/84-25,50-270/04-24, 60 287/04-27,50 413/04-93 & 50-41 4/B4- 
42, Submittal of request for exemption from lecture requirement requested. 
THOMPSON.H.L Division of Licensing. 85/04/04. TUCKER.H B Duke Power Co 
app. 29906*078-29906 060 

8504050042 Suppi 1 to IE Info Notice 85 003, "Separation of Primary Reactor Coolant 
Pomp Shaft & Impeller " Sve list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09. Consolidated Edison Co. of New York, Inc lOIpp 29791.026- 
29791:126. 
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8504050047' fE iinfo Not(ce 85 028, ' Partial Loss of i^C Poii/er 6 Diosel Geneialor Deg 
radation” Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engioeenng Response (Post 
830103)1 85/04/09 Consalidaled Edison Co of New Yotk inc 109pp 20790 278 
23791 024 

0504250039 Forwards Insp Rapt 50*263/84 26 on 84 1030-050200, notice of violation, EL 
Jordan 810024 memo re guidance for s/s to be vented & (Iramed daring integrated 
leakage rate tesling.per App J & R Mattson 820111 monio re App J requirements 
SPESSARO.FIL Region 3, Offrca of Director 85/04/11 LARSON.C E Northern 
Slates Power Co 2pp 30020 240 30020 254 

-01 091 7045 5 Submits gcne/at guidance for venting & draining of sys during integrated 
leakage rate testing, per require menls of App J. Sect ion III A 1 d 
JORDAN, EL Division of Residanl & HogronaJ Reactor Jnspoclion 81/08/24 
LEWIS, RC Division of Residenl & Roaclor Projecl Inspection 2pp 30020 255 
30020 262 

850 4 0904 19 IE Info Notice 85 029, “Use of Unqualified Sources in Weff Logging Applt 
cations ” Svc list end 

PARTLOW.JG Divisron of Inspection Programs tPost 850212) 05/04/12 Consolidat 
ed EdisonCo of New York, Inc 66pp 29832 001 29B32 023 

8504170240 IE Info Notice 85 030, “MicrobJologrcairy Induced Corrosion Corfainment 
Svc Water Sys *’ Svc Ihsi end 

JORDAN,£ L Division of Emergency Preparedness & Engineering Response {Post 
830103) 05/04/19 Consolidated Edison Co of New York, Inc 109pp 29066 258 
29966 383 

8504190055 IE Info Notice 86*032, “Recent Engine Failures of Emergency Diesel Gen- 
erators “ Svc list end 

JORDANiE L Divis-ion of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/22 Consofidafed Edison Co of New York, Inc fOSpp 29988 239 

29908 347 

8504190089 IE Info Notice 05 033, “Undorsrzed Nozzle To-Shell Welded Joints in Tanks 
& HXs Conglrijcled Under Rules of ASME Boifor & Pressure Vessel Code” Svc list 
end 

JORDAN,EL Division of Emergency Preparedness S Engineering Response (Post 
630103) 85/04/22 Consolidated Edison Co of New York, Inc lOBpp 29909 001* 

29909 107 

0504220347 IE fnfo Notice 84 04,Rev 1, ''Doliciencios in Ferro Resonanl Transformers ** 
Svc fist ercl 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/04/24 Consofidated Edison Co of New York, Inc I18pp 30027 067 
3C027 184 


R periodic operalfng reports & related correspondence 

8504090523 "Semiannual Effluent Release & Solid Waste Disposal Rept, Jan June 
1901 W/fl 10628 Jtr 

PARKER.WO Duke Power Co 81/06/30 O’REILLY.JP Region 2. Office of Director 
7pp 29716 053*29716 059 

6504090479 "Radioactive Effluent R please s,Sofid Wastes, Semiannual Rapt, Jul Dec 
1981 “ W/020226 Ur 

PAnKEfl,WO Duke Power Co 61/12/31 0’REILLY,JP Region 2, Oflico of Director 
6pp 29716 230-29716 243 

8504100331 “Ouko Power Co, Oconee NueJear Station Environ Monitoring Rent. 1981 " 
W/020421 Hr 

PARKER.WO Duke Power Co 81/12/31 0'nEILLY,JP Region 2, Office of Direci or 
21pp 29756 220-29758 240 

0504090515 "Semiannual Radioactive Effluent Release Rep t, Jan June 10&2" W/ 
820S30 Itr 

TUCKER.H 0 Duke Power Co B2/06/30 O REILLYJ P Region 2, Olfice of Direct or 
0pp 29717 265 29717 273 

8504100295 "Envi/on Moniloring Rop1.19B2 ” W/630421 ftr 
TUCKER.H 0 Duke Power Co 02/12/31 O'REJLLY.J P Region 2, Offico of Director 
21pp 29756 339 297S6'360 

8504100220 "Semiannual Release & Solid Waste Disposal Repi, Jan June 1903" W/ 
830929 Hr 

TUCKER.H D Duke Power Co 03/06/30 O'REILLY.JP, Region 2, Offico of Director 
7pp 29759 341-29759 347, 

a504100'313 "Duke Power Co.OconBO Nuclear Station, Environ Radiofogtcal Monitoring 
Program Annua) Operating Rapt,! 903 ' W/04 1230 lU, 

TUCKER.H 0 Duke Power Co 63/12/31 O’HEILLY.J P Region 2, Office of Director 
27pp 29756 147-23756 t73 

0604250045 Monthly operating /epis for Mar 1905 W/0504 1 5 Hr 
REAVIS,J A, TUCKER.H B Duke Power Co 85/03/31 Iflpp 30020 283-30020 280 


S, Reportable occurrencesj LERa & refated correspondence 

0504100083 80 on 020026, bottom sediment aernplQS collected' on 020810 found in 
excess oJ Tech Spec limits Measured Cs 137 concenlrallon below cencentralion cal- 
culated by modo) 

TUCKER.H a Duke Power Co 82/00/31 O’REILLY ,J P Region 2, Office of Diroclor. 
Ip 29756338 2975 6338 

8 5041 60402 Confirms 850326 enforcement conference at Region If ofc to discuss inop- 
erability of controf area ventilalion- sys chiller at McGoiro & fadioaclivo shipment event 
al Oconee, per VL Brownlee 850228 tefcor^ Proposed meelinq agenda end 
QRACE.J N Region 2. Office of Dl/eclor. 85/03/22 TUCKER.H Q Duko Power Co 
2pp 29821 261-29021 252 

8504040413 LER 85 003 00 on 8 5 0222, emergency safeguard features actuation ^s 
setpoint adjusted to 1,600 psig Caused by B&w roanalysis of small break LOCA 
transten1s,par NUREG 0737 Setpoint changes Initiated W/850325 Jlr. 

HAYNES.RF, TUCKER.H B, Duke Pov/erCo 05/03/25 4pp 29670 205-29670 208 


6504000569 LER 85 003 01 on 05O222,omGrgency safeguard features actuation sys 
setpoint for initiation of HPI set too low Caused by sensor instrumentation error HPl 
actuation on lovr flCS pressure setpoint resel W/850329 Itr 

HAYNES, R F . TUCKER.H B Duko Power Co 85/03/29 4pp 29607 079 296B7 OOB 


V Operator Examinations 

6504170430 Discusses area of concern re operator roqualification program idenlified m 
Insp Repts 50-269/84'25.50 270/84-24, 50-287/04 27,50 413/64 93 & 50 414/84 
42 Submittal of requesl tor oxemption from lecture requiremonl requestod 
THOMPSON, HL Division of Licensing 85/04/04 TUCKER, HB Duke Power Co 
3pp 29906 078-29906 080 
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F Security, medical, emargoncy & fire protection plans 

0503250394 Ack receipt of 850228 Itr transmitling Rev 12 to physical seciirily plan Rev 
consistent w/p revisions of 10CFR50 64{p) & acceptable 

WALKEH.R O Regtor> 2. Office of Director 85/03/14 TUCKER.H B Duke Power CO 
2pp 29B34 337-2^834 338 

8504160252 For^vards Insp Repts 50 269/85 01,50*270/85 01 & 50*207/85 01 on 
8501 1 1 -02 1 0 No viofalions or deviations noted 

BROWNLEE.V L Roglon 2, Office of Director 85/03/22 TUCKER.H B Duke Power 
Co 2pp 29820 263*29820 273 

-8504160306 fnip Repis 50-269/85*01.50 270/86 01 & 50 287/85 01 on 850111- 
0210 No noncompliance or deviations noted Maior areas inspected operations, mainl 
suiveiilanco.planit trips, LERs & fire brigade organization & training 
BRYANT, JC Region 2, Office of Diroclor 85/03/22 9pp 29820 265*29020 273 

0504040297 Forwards Rev 13 to physical security plan, reflecting recent location of 
alarm staUon to secondary alarm station focated above PAP Rev withheld (ref 
10CFR73 21) 

TUCKER.H B Duke Power Co 05/03/27 GRACE.JN Region 2, Offico of Director 
2pp 29607 332 29607 333 

8504200056 Rev 05 2 to Vof C of emergency plan implomonting procedures VV/8504 19 
Itr 

TUCKER, HB Duke Power Co 85/04/19 GRACE.JN Region 2, Office of Director 
25pp 30024 038 30024 062 

6504260095 Rev 85 3 lo emergency plan implemenlmg procedures, including CP/O/A/ 
2004 /02A, "Posl-Accidenl Determination of Boron Concentration Using Orion Fluoro 
borate Elecirodo" & CP/O/A/ 2004 /09D, "PosbAccidonl Determination of pH " 
TUCKER.HB Duke Power Co 05/04/19 GRACE.JN Region 2. Office of Director 
62pp 30024 211-30024 273 


J Insurance & Indemnity Information 

6504100330 Forwards Endorsements 17 8 37 to NELfA Policies NF281 & NF-252/e- 
spectively & Endorsements 11 & 10 lo MAELU Policies MF-1 12 & MF-IOB.respecKve 

IHOGGE.S D Marsh & McLennan, Inc 85/04/01 OINITZ.I Assistant Director for State 
& Licenseo Relations 5pp 29720 225-29728 229 


P. Operating ffconso stage documents & correspondence 

8504110590 Approves storage & eventual recycling of sholfs from feedwater heaters 
contaminated al levels below ref values In IE Circular 81 07 Permission lor burial of 
parts of feedwater heaters must be issued by State of SC 

LainAS.GC Assistant Director for Operating Reactors 85/04/02 TUCKER.H B 
Duke Power Co 3pp 20769 219*29769 221 

8604150715 Forwards updated Region II organization chart 
WALKER. R D Region 2, Office of Director. 85/03/13 TUCKER.H 0 Duko Power Co 
1p 29610 001-29810 012 

6604040169 Forwards safety evaluation re environ qualilication of electric equipment im- 
portant to safety Equipment qualification program found m compliance w/roqulrements 
of 10CFR50 49 Proposed resolutions per 840131 meeting accepted 
STOLZ.J F. Operating Reactors Branch 4 85/03/20 TUCKER.H B Duke Power Co 
3pp 29619 112-29819 124 

—8504040175 Safety evaluation supporting environ qualification program of electric 
equipment Imponant to safety 

* Office of Nuclear Roaclor Regulation, Director 85/03/20 lOpp 29619 115- 
29619 124 

BS0405001S Forwards FH fiolice of environ assessment & finding of rio significant 
impact ro disposal of parts from five feedwater heaters In trenches on proposed sito 
within company conlrolled area 

NICOLAHAS.H Operating Reactors Branch 4 85/03/22 TUCKER.H B Duke Power 
Co 3pp 29674 265 29674 275 

<-•6504050017 Notice of environ assessment &. finding of no slgniticanl impact re storage 
& recycling of low level radwaste 

LAINAS.G C Assistant Director for Operating Reactors 85/03/22 8pp 29874 268* 
29674 275 

0504150681 Responds to 850126 list of questions re Items 4,2 1 & 4 2 2 of Generic Lfr 
83*28, “Preventive Mafnt Program for Reactor Trip Breaker/Mamt & Trending." to 
complete evaluation of 831 104 response Revised response to Item 4.1 end 
TUCKER.H B Duke Power Co 85/03/29 DENTORHR Office of Nuclear Reactor 
Regulation, Director STOLZ.J F Oporating Reactors Branch 4 7pp 29810.172 
29Q10178 
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8504170055 Forwards Amends 136,136 & 133 to Licenses DPR-30,DPR 47 & DPR- 
55, respectively & safety evaluation Amends revise Tech Specs to reflect requirements 
on mm reactor operator staffing effective 840101 

NICOLARAS.H Operating Reactors Branch 4 05/04/01 TUCKER.HB Duk© Power 
Co 3pp 29904 068-29904 082 


■8504040501 Safety evalualion re licensee response to j£ Bulletin 00 11 concerning 
masonry wall design Bulletin requiromonts mot w/exceplion of 82 walls requiring 
review of results of confirmatory lest program on arching action theory 
* Office of Nuclear Reactor Regulation, Director B5/03/14 2pp 29657 035 
29657036 


8504170063 Amends 136,136 & 133 to Licenses DPR 30,DPR.47 & DPR 56. 
respectively, revising Tech Specs to reflect requirements on mm reactor operator staff- 
inn effective 840101 

SfOLZ.J F Operating Readers Branch 4 85/04/01 9pp 29904 071-29904 079 


■8402070447 “Masonry Wall Dosigrii, Oconee Nuclear Station Units 1,2 & 3," technical 
evaluation rept 

CON.VN, LE,A K FranWin Inslilula/Frankfin Research Center TERC5506 232 84/ 
02/02 CHOKSHI.N NRC * No Detailed Aftilialian Given 61pp 29657 037 29657 102 


-8504170077 Safety evaluation supporting Amends 136,136 & 133 to Licenses DPR- 
30.DPR-47 & DPR-55,rGSpoctivety 

• Office of Nuclear Reactor Rogulalton, Director 05/04/01 3pp 29904 080- 
29904 082 

8504190223 Forwards DPC-NE-1002. “Reload Design Methodology ll," per Generic Ltr 
84 20 Approval of rept requested by 851016 to facilitate Nov 1985 amend to reload 
Tech Specs & Mar 1906 restart of Unit t Fee paid 

TUCKER.H B Duke Power Co 85/04/03 DfcNTON.H R Office of Nuclear Reactor 
Regulalion, Director STOLZ.J F Operating Reactors Branch 4 2pp 29887 139 
29807 206 

—8504190235 "Reload Design Methodology 11," technical rept 

* Duke Power Co DPC NE-1002 06/03/31 146pp 29887 141-29807 286 

8504160421 Responds to NRC 841226 status rept re seismic qualification of auxiliary 
feedwater sys Walkdown will be performed to inspect backup nitrogen supply to air 
operated valves W/one oversize illegible drawing 

TUCKER.H B Duke Power Co 05/04/09 DENTON, H R Oflico of Nuclear Reactor 
Regulation, Director STLOZ.JF Operating Reactors Branch 4 lOpp 29826 003- 
29826 012 

8504240062 Notification of contract execulion.Mod 2, to "Review of Tornado Missile 
PRA Limerick Generating Station & Soabrook Nuclear Power Plant “ Contractor NBS 
WOLLETT.S Tochncal Assistance Contracts Branch NRC 03 04-088 05/04/12 
BERNERO.R M Division of Systems Intogralion (post 011005) Ip 29970 325- 
29978 326 

"8504240080 Ltr Contract NRC-O3-fl4-OO0,Mod 2, extending period of performance to 
051231,10 "Review of Tornado Missile PRA-Limorick,Seabrook,Hope Creek & Oconee 
Plants " 

THOMPSON, R D Technical Assistance Contracts Branch NRC 03 84-080 85/03/28 
SIMIU.E Commerce, Dept of. National Bureau of Standards Ip 29978 326- 
29978 326 

8504120206 Generic Ltr 85 06 to all PWR licensees & all aoplicants for OLs re QA guid- 
ance for ATWS equipment not safely related Svc list onci 

THOMPSON, H L Division of Licensing 85/04/16 Consolidated Edison Co of New 
York, Inc 22pp 29947 288-20947 309 

8504120031 Generic Ltr 85-02 to all PWR licensees & ^pllcanls, holders of CPs & Fort 
St Vrain re recommended actions stemming from NRC integrated program for resolu- 
tion of unresolved safety issues re steam generator lube integrity Svc list end 
THOMPSON, H L Division of Licensing 85/04/17 Yankee Atomic Efeclric Co. 127pp 
29953 071-20953 262 

8504300042 Advises that all requirements of Item 3 1 2 of Generic Ltr 83-20 re reactor 
trip sys components breaker fulfilled prior to 850331 Investigation revealed no Impact 
to Tech Specs 

TUCKER.H B Duke Power Co 85/04/26 OENTON.H R Office of Nuclear Reactor 
Regulation. Director STOIZ.JF Operating Reactors Branch 4 Ip 30058 211* 
30058 21 1 


8504150549 Forwards Insp Repts 50 269/85 •04,50 2 70/85 04 A 50 287/85 04 on 
850211-15 & notice of violalron 

WALKER.RD Region 2. Office of Director 85/03/15 TUCKER.H B Duke Power Co 
2pp 29011 062 29811 097 

"8504150565 Notice of viofaUon from insp on 850211-15 

* Region 2, Office of Drrodor B5/03/15 Ip 20811004 29011084 

-8B04160S71 Insp Repls 50 269/85-04,50-270/85-04 & 50 287/05 04 on 850211- 
15 Violation noted failure to verify environ conditions for calibr of digital mulb meters 
RUNYAN.MF. UPRIGHT.CM Region 2. Office of Director 85/03/ 1 1 13pp 
29011 085 29811 097 

6503190650 IE Info Nolico 85 022, "Limitorquo Motor Operated Valves Resulting From 
Incorrect Installation of Pinion Gear " Svc list end 

JORDAN.EL Division of Emergency Preparedn-ess & Enginoering Rosponso (Post 
630103) 05/03/21 Consolidated Edison Co of Now York, Inc foapp 29597 001- 
29597 005 

8S03210461 IE Info Notice 85-023, “Inadequate Surveillance & Post Mainl & Post-Mod 
Sys Testing " Svc list end 

JORDAN.EL Division of Emergency Prepared rvoss & Engineering Response (Post 
830103) 85/03/22 Consofidaled Edison Co of New York, fre lOBpp 29656001- 
29656 107 

8504160252 Forwards Insp Repta 50 269/85 01 60 270785 01 & 50 287/05 01 on 
850111 0210 No violaltons or deviations noted 

BROWNLEE, VL Region 2, Of bee of Director 05/03722 TUCKER.H 0 Duke Power 
Co 2pp 29820 263-29820 273. 

"8504160306 Insp Repts 50 269/85-01,50 270785-01 & 50 287/05 01 on 850111- 
0210 No noncompllance or deviations noted Major areas inspected opera lions, maint 
surveillance jrlanl trips, LERs & fire brigade orcanizatien & training 
BRYANT.JC, SASSER.MK, DANCE.HC Region 2, Office of Oiroclor. 85/03/22 
9pp 29820 265-29820 273 

8503220444 IE fnfo Notice 85 024, “Failures of Proleclivo Coatings in Pipes & HXa" 
Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Rosponso {Post 
830103) 05/03/26 Consottdolod Edison Co of New York, Inc loapp 29596 154 
29596 363 

8603280037 IE Info Noltce 85 025, "Considaralion of Thermal Conditions in Design & 
Installation of Supports for Diesel Generator Exhaust Stler^cors “ Svc list end 
JORDAN.EL Division of Emergency Preparedness & EngineGring Response (Post 
030103) 85/04/02 Consolidated Edison Co of New York, Inc f07pp 29667 199- 
29667 306 

8503260045 IE Info Notice 85 026. “Vacuum Relief Sys for BWR Mark I & tl Contain- 
ments " Svc list end 

JORDAN.EL Division of Emergency Freparodness & Engineering Response (Post 
830103). 85/04/02 Consolidated Edison Co of New York. Inc 92pp 29667 167- 
29667 198 


a Inspectfon reports. IE Bulletins & correspondence 

8504160026 Forwards Insp Repls 50-269/05 02.50-270/05-02 & 50 287/85 02 on 
850211-15 No violations or deviations noted 

BROWNLEE, V L Region 2, Office of Director 85/03/06 TUCKER.H B Duke Power 
Co 2pp 29818 299 29810 300. 

"8604160030 Insp Repls 50-269/05 02.50-270/85 02 & 50-287/85 02 on 050211- 
16 No violations or deviations noted Malor areas inspected inservIce testing of pumps 
& valves 

GIRARD.EH, BLAKE, J J Region 2. Office of Director, 05/03/05 8pp 29810-301- 
29618 30B 

8504170069 Ack receipt of 850215 Ur informing NRC of steps taken to correct violations 
noted in Insp Rept 50-269/84-30. 50-270/84.29 & 50 207/84 32 
WALKER, R D Region 2. Office of Director 85/03/08 TUCKER.H B Duke Power Co 
1p 29840‘108-29040 211 

"8504170079 Responds to NRC 850116 ltr re violations noted in Insp Repts 50-269/04- 
30,50 270/04-29 & 60-287/84-32 Corrective actions procedures reviewed & corrected 
& personnel instructed on selection of priority analyses 

TUCKER.H B Duke Power Co 05/02/16 GRACE.JN Region 2, Office of Director 
4pp. 29040189-29840 192. 


8604010039 IE Info Notice 05 027, "Notifications to NFC Operations Clr & Reporting 
Events In LERs ” Svc fist end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/04/03 Consolcdated Edison Co of New York, Inc 90pp 29590 255 
29690 362. 

8604170430 Discusses area of concern re operator roq u a lilicallon program identified in 
fnsp Repls 50-269/84 25,50-270/84-24. 50 207/84 27,50 413/04 93 & 50 414/84- 
42 Submittal of request for exemption from fedure requiromont requested 
THOMPSON.H L Division of Licensing 05/04/04 TUCKER.H B Duke Power Co 
3pp 29906 078-28906 080 

8504050042 SuppI 1 to IE Info Notice 65-003, “Soparotloh of Primary Reactor Coolant 
Pump naU & Impeller Svc list end 

JORDAN, E,L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/09 Consolidated Edison Co of Now York, Inc lOIpp 29791 025- 
20791 120 

8504060047 IE info Notice 05 028. "Partial Loss of AC Power & Diesel Generator Deg- 
radation *’ Svc list end 

JORDAN.E.L Division of Emergency Preparedness & Enginoering Response (Post 
030103) 85/04/09. Consolidated Edison Co of New York, Inc 109pp 29790 270- 
29791 024, 


■*8504170087 Forwards Insp Repts 50-269/84-30,50 270/04-29 & 50 287/84-32 on 
641 126-30 & notice of violation W/o nolrce of violation 

BROWNLEE, V L Region 2, Office of Director 84/12/28 TUCKER.H B Duke Power 
Co. 2pp 29040 193-29840 211 


■*8504170093 Insp Repts 50-269/84-30,50-270/84-29 & 50-287/84-32 on 841126- 
30 Violations noted failure to have adequate procedures for radiological effluent meas- 
urements & failure to meet required lower limits of detection 

KUZO.GB, MONTGOMERYibM Region 2, Office of Director. 84/12/19 16pp. 
29640 197-29840 211 


8504250039 Forwards Insp Rept 50 263/81-26 on 841030 85020B.notlGO of viola lion, EL 
Jordan 810824 memo re guidance for sys to bo vented & drained during integrated 
leakage rate testing, per App J & R Malison 820111 memo re App J requirements 
SPESSARD.R L Region 3, Office of Director 85/04/11 LARSON .C E Northern 
States Power Co 2pp 30020,240-3Q020 264 

"B109170455 Submits general guidance for ver^ling & draining of sys during integrated 
leak^e rate test ing, per requirements of App J.Sectlor^ III, A 1 d 
JORDAN.EL Division ol Resident S Regional Reactor Inspoclion 81/08/24. 
LEWIS, B.C, Division of Reslder^l & Reactor Project Inspection 2pp 30020 255- 
30020 282 


8504040489 Forwards SER & “Masonry Wall Design, Oconee Nuclear Station Units 1,2 
& 3“ technical evaluation rept Require me nfs for IE Bulletin 80-11 satisfied w/excep- 
lion of B2 walls qualified by use of arching action theory. 

STOLZ.J F. Operaling Reactors Branch 4 85/03/14 TUCKER, H.B. Duke Power Co 
4pp 29857-031-29657 036 


85040904 19^fE Info Notice 85 029, “Use of Unqualified Sources in Wei) Logging Appli- 

PARTLOW.JG Division of Inspection Programs (Post 850212) 85/04/12 Consolidat- 
ed Edison Co of New York, Inc. 66pp, 29032 001-29832 023 
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8504170240 |E Info NoUce 65-030, “MrcrobJologicaH/ Induced Corrosron Containment 
Svc Waler Sys *' Svc list end 

JORDAN, e L Division of Emergency Preparedness S. Englneenfig Response <Po8t 
8301031 65/04/19 Consolidalod Edison Co of New Yom. Inc l09pp 29966 256- 
29966 363 

0504150055 iE Info Nolice 85-032, “Recenl Engine Failures of Emergency Diesel Qen- 
cralors " Svc fist end 

JOROANEL Division of Emergency Preparedness & Englneenrig Response (Posl 
830103} 85/04/22 ConsoJidaled Edison Co of New York, Inc 109pp. 29906 239- 

29988 347 

8504 150060 IE Info Notice 65 033, ' Undersized No7zle-To-Shell Wefded Joints m Tanks 
& HXs Consuucled Under Rules of ASME Boiler & Fressuro Vessel Code" Svc list 
end 

JORDAN.E,L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/04/22 Consolidated Edison Co of New York, Inc f€8pp 29989001- 

29989 107 

8504220347 IE Info Nollce 64-84, Rev 1, "Deficiencies in Ferro-Resonant Transformers " 
Svc list enci 

JORDAHEL Divisior^ of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/24. Consolidated Edison Co of Mow Yotk. Inc IIBpp. 30027 067- 
30027 164 


R Perfodic operating reports & related correspondence 

8504050523 "Semiannual Effluent Release & Solid Waste Disposal Rept, Jan June 
1981 " W/810S2& m 

PARKER,W O Duke Power Co 81/06/30 O'REILLYJ p. Region 2, Office of Director 
7pp 29716053-29716 059 

8504090475 "Radfoactive Effluent Releases,Solid Wastes, Semiannual Repi, Juf-Dec 
1981” W/820226 Id 

PARKEaWO. Duka Power Co 81/12/31 0'HEILLY,J P. Region 2, Oftrce of Director 
6pp 29716 238-29716 243 

8504100331 "Duke Power Co, Oconee Nuclear Station EnviroA Monitoring Rept,1981 " 
W/820421 lir 

PARKER.VVO Duke Power Co 81/12/31. 0'REILLY,j p. Region 2, Office of Director 
21pp 29756220 29758 240 

8504050515 "Semiannual Radioactive Effluent Release Rept, Jan June 1982” W/ 
820830 Itr 

TUGKER.H 0 Duke Power Co 62/06/30 O’REILLY, J P. Region 2, Office of Director 
8pp 29717 266-29717 273 

6504100255 "Environ Monitoring Rept, 1962 " W/630421 Itr 
TUCKER.H B Duke Power Co 82/12/31 O’REILLY, j p. Region 2. Ofbce of Director 
21 pp 29756,399 29756360 

0504100220 "Semiannua) Release & Solid Waste Disposal Rept.Jan*June 1983.'" W/ 
830929 llr 

TUGKER.H 6 Duke Power Co 83/06/30, 0’REILLy,J P Regfon 2. Office of Director 
7pp 29759341-29759 347 

8504100313 "Duke Power Co, Oconee Nuclear Slation,Environ Radiological Monitoring 
Program Annua) Operating Rep 1, 1983 " W/841230 Itf 

TUGKER.H 6 Duke Power Co 83/12/31 0’REILLy.JP Region 2, Office of Director. 
27pp 29756 147-29756 173 

8504250045 Monthly qperaling rents tor Mar 1985 W/8504J5 Itr 
REAVIS, J A , TUGKER.H B DuRe Power Co BS/03/31 Iflpp 30020 263 30020 200 


5 Reportable odcurrences^ LERa & related correspondence 

8504100083 ROon 820826,bol!om sediment samples collected on 820810 found in 
excess of 7ec1» Spec limits Measured Cs-137 conceniration below conconlratlon cal 
culated by model 

TUCKER^ B Duke Power Co 62/08/31 O'REILIV.J P Region 2, Office of Director 
Ip 2d756'338-29?5G'336 


0504170319 Forwards response to NFIC 850115 requosl for commonts or\ Bre PrQtGC- 
Uon Policy Steering Committee rept end w/ Generic Itr 85 01 NRC effort to clarify 
10CFR50.APP R guidance supported Exemption requests will be S'^bniiltod 
CAPSTICK.RW Vermont Yankee Nuclear Power Corp 85/04/10 DtNTON.H R 
Olltca of NucJear Reactor Regulatior), Director 6pp 29827 341-29027 346 


8504300456 Responds to violations noted in fnsp Rept 50-271/83 26 Corrective 
actions mods associated w/10CFR50,App R Item 1,4, 5,7 & 0 completed Final repI, 
" Vermont Yankee Nuclear Power Plant Safe Shutdown will be provided by Apr 

CAPSTICKRW Vermont Yankee Nuclear Power Corp OS/Oi/IO MURLEY.TE 
Region 1, Office of Director 2pp 30063 270-30063 271 


8604100358 Forwards fnsp Rept SO-271/85 08 on 850205 0304 & noKco of violallon 
WENZINGER.EC Region 1, Office of Director 85/04/15 MURPHY.WP Vermont 
Yarrkao Nuclear Power Corp 2pp 29919 192 29919 214 


-8SD4 190363 Notice of violation from msp on 050205 0304 

• Region 1. Office of Director 85/04/15 lp 29919 194-29919 194 

«85041fl036B Insp Rept 60 271/85 08 On 850205 0304 Viofation nolod falluro to revise 
& reissue operating & surveillance procedures following complelion of fire sys 
mods, per DesFgn Change 84-03 

RAYMOND.WJ, MCBRIDE.MH. TRIPP, LE Region 1, Ofhco of Director 05/04/10. 
20pp 29919195 29910 214 

8504220006 Errata to Rev 16 to Emergency Plan Implemanling Procoduro Op 3502. 
"Sit© Area Radiological Habitability Assossmenl" & Rev 17 to Procedure OP 3503, 
"Emergency Operations Facility Coordinators Assistant " 

* Vermont Yankee Nuclear Power Corp 85/04/22 4pp 29920 211-29928 214 

0604290348 Forwards revised Procedure GP-R-212110R, "Procedures Genoralloft 
Package for Veririoint Yankee Nuclear Power Plant," in rosponso to 841109 requos! 
for addl info 

CAPSTICK,RW Vermont Yankee Nuclear Power Corp 85/04/23. VASSALLO.DB 
Operating Reactors Branch 2. Ip 30052 004-30052 059 


-8604290353 Revised Procoduro QP-R 2121 10R, "Proceduros Generation Package for 
Vermont Yankee Nuclear Power Plant." 

* General Physics Corp 85/01/23 55pp 30052 005 30052 059 


P. Operating llcenae stage documents & correspondence 


8407100292 Responds to NRC 840503 request for addi Info re snubbor Tech 
Specs Licensee will delete snubber table from Tech Specs & revise application for li- 
cense amend 1o Incorporate NRC suggested snubber specs 

MURPHY.WP Vermont ’Yankee Nuclear Power Co/p 04/07/09 VASSALLO.DB Op- 
erating Reactors Branch 2 7pp 25682 109-256B8 1 15 

8504D5OD98 Summary of 840214 meeting w/util in Bolhesda.MD re technical consider- 
ations concerning licensee desire to apply RELAP 5YA code to LOCA analysts Outline 
& attendees list end 

ROONEY, V Operating Reactors Branch 2 85/03/14 Operating Reactors Branch 2 
I9pp 29674 141-29674-174 

0504110416 Forwards corrected Tech Spec Page 41 to Amend 06 (o License DPR- 
28, IS sued on 850221 Corrected page reflects change made w/Amerd 84 
ROONEY.VL Operating Roaclors Branch 2 85/03/19 CAPSTICK.RW Vermont 
Yankee Nuclear Power Corp 2pp 29790 127-29790 129 

-3504110420 Corrected Tech Spec Page 41 to Amend 06 to Licensa DPR 20, Issued 
on 650221 re primary containment isoration Instrumentation 
* NRC - No Detailed Affiliation Given 85/03/19 Ip 29790 129-29700 129 

8504100350 Applecation for amend to License DPR 20, consisting of Propoaod Chang© 
127.updating Tech Specs to reflect changes in 10CFR50, correcting typos & revfsing 
offs It© support organization chart & trip fovel settings Fee paid 
MURPHY.WP Vermont Yankee Nuclear Power Corp 85/03/27 DENTON, H R. Offico 
of Nuclear Reactor Regulation, Director epp 20729 056 29729 086 


8504160402 Confirms 850326 enforcemenl conference a1 Region 11 ofc 1o discuss Inop 
ersbifity of conirol area ventilation sys chiller at McGuire & radioactive shipment event 
at i^nee, per VL Brownlee 050228 lefcon Proposed meelinig agenda end 
GRACE, JN ReQion 2, Oftic© of Director 85/03/22. TUGKER.H B. Duke Power Co 
2pp 29821 251-29821*252 

8504230283 LER 85 001 00 on 050309, inadvertent acfualion of engineered safeguards 
SV3 occurred while unit shut down for refueling Caused by personnel ©rrof-Affecled 
channels & connpenents returned lo proper status W/850409 ftr 
HAYNES.R F , TUCKER, H 8 Duke Power Co 85/04/09 4pp. 29968.106 29966,109 


-8504100361 Proposed Tech Spacs.reflecfing changes in lOCFRSO.removing provisions 
no longer applicable.correcling typos & revising offsite support organizalTon chart fi 
trip level settings 

‘ Vermont Yankee Nuclear Power Corp 85/03/27 25pp 29729 062-29729 066 

8504020103 Submits plans & schedule for improvement of reactor wafer level measure* 
ment sysjn response to Generic Hr 84-23 Yarway columns & cold raf column vriJI bo 
replaced by dual cold leg arrangement during Sept 1 085 oulane 
MURPHY.WP Vermont Yankee Nuclear Power Corp 85/03/28, EISENHUT.D G Divi- 
sion of Licensing 2pp 29579 335-29579 336 


V. Operator Examinations 


8504179430 Discusses area of concern re operator requalificalion program Identified In 
Insp ReptS 50.269/84-25.50 270/84-24. 50 287/04-27,50-413/84-93 & 60-414/04- 
request for exemption from lecture requirement requested, 
THOMPSON.HL Division of Licensing 85/04/04. TUGKER.H B. Duka Power Co 
3pp. 29906 078-29906 080 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 


8504170688 Provides preliminary results of small bore pipe support testing program per 
discussion of details, methodology & factors of safety w/J Fair of IE Procedure adopt- 
ed allowing for lest load to be applied directly to pipe support 
CAPSTICK.RW Vermont Yankee Nuclear Power Corp 85/03/28 VASSALLO.DB. 
Opsraitng Reactors Branch 2 5pp 29042 358-29842 362. 


06O416(W38 ^rwards Amend 87 to License DPR-2Q & Safely evaluation Amend re- 
vises Tech Specs to provide alternative slaffing requirements if operations supervisor 
does not have senior reactor operator license 

nOONEY.V.L Operating Reactors Branch 2 85/04/01, CAPSTICK.RW Vermont 
Yankee Nuclear Power Corp. 2pp 29894 348 29834 358. 


F. Security, medical, emergency & ffre protection plans 

6504110027 Confirms request tor info lo facifdale NRC 850401 04 In-progress audit of 
delalled conirol room design review (OCRDR) Personnel knowledgeable of DCRDR 
tasks/processes should be made available 

VASSALLO.DB Operating Reactors Branch 2 85/09/26 CAPSTJCK,R,W. Vermont 
Yankee Nuclear Power Corp 3pp 29769 299-29769 301. 


-8504160637 Amend 67 lo License DPR *28, re vising Tech Specs lo provide alternative 
staffing requirements If operations supervisor does not have senior reactor operator 
license ^ 

VASSALlO.D.B Operating Reactors Branch 2 85/04/01 7pp 29834.350 20834.356 

-8504160638 Safety evaluation supporting Amend 87 lo License DPR.28 
* Office of Nuclear Reactor Regulation, Director 85/04/01 2pp 29034 357- 
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65041202Q6 Gonenc Ur 85 06 to all PWR licensees & all applicants tor OLs re OA gutd 
ance for ATWS equipment not safety-related Sve list end 

THOMPSON, H L Division of Licensing B5/04/16 Consolidated Edison Co of New 
York. Inc 22pp 29947 289-29947 309 

B504260017 Fonvards info re program for replacement of recirculation sys & portions of 
HHR sys Description of pipe replacement radiation protection program requesiod by 
Generic Ltr 04-07 will be submitted by 85060t 

CAPSTICK,RW. Vermont Yankee Nuclear Power Corp 85/04/22 THOMPSON.HL 
Division of Licensing IGpp 30025 069 30025 078 


Q Inspection reports, IE Bulletins & correspondence 


6503190660 IE Info Notice 85 022, "Limitorque Motor-Operated Valves Resulting From 
Incorrect Installation of Pinion Gear ” Sve list end 

JORDAN,E L Division of Emergency Preparedness & Engineering Response <Post 
830103) 85/03/21 Consolidated Edison Co of New York, Inc lOOpp 29597 001- 
29597 005 


8503210481 IE Info Notice 65 023, "Inadequate Surveillance &, Post-Maint & Post-Mod 
Sys Testtri^ " Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/22 Consolidated Edison Co of New York, Inc lOOpp 29656 001- 
29656 107 

8503220444 IE Info Notice 85 024, "Failures of Protective Coatings in Pipes & HXs" 
Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/26 Consolidated Edison Co of Now York. Inc, 108pp 29696 154- 
29596 363 

8503280037 IE Info Notice 85 025, "Consideration of Thermal Conditions in Design & 
Installation of Supports for Diesel Generator Exhaust Silencers" Sve list end 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc f07pp 29667 199 
29667 305 

8503280045 IE Info Notice 85 026, "Vacuum Roliof Sys for BWR Mark I & fl Contain 
monts " Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc 92pp 29667 107- 
29667 188 

8604080513 Forwards Insp Rept 50*271/85 11 on 850311-15 Enforcement conference 
scheduled for 850411 to discuss violations re lack of Insp & storage program for 
safety-related mat! & falsification of repts 

EBNETER.S.D, Region 1, Office of Director 85/04/02 MURPHY, WP Vermont 
Yankee Nuclear Power Corp 2pp 29677 221*20677 239 

**8504080616 Insp Rept 50*271/85-11 on 850311-15 Violations noted inadequate re- 
ceipt Insp & potential falsification of receipt insp records 

PRELL.J, OLIVEIRA, W. EAPEN.PK Region 1, Office of Director 85/04/02 t7pp 
29677 223 20677 239 

8604010039 IE Info Notice 85-027, "Notifications to NRC Operations Ctr & Reporting 
Events in LERs " Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co. of New York. Inc 98pp 29690 255- 
29690,362 

8504050042 Suppl 1 to IE Info Notice 85 003, "Separation of Primary Reactor Coolant 
Pump Shaft & Impeller " Sve list end 

JORDAN, E,L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/09 Consolidated Edison Co of New York, Inc lOIpp 20791 025 
29791 126 


8504050047 IE Info Notice 85 028, "Partial Loss of AC Power & Diesel Generator Deg 
radation " Sve list end. 

JORDAN,EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc 109pp 29790 278- 
29791 024 


8504300456 Responds to violations noted In Insp Rept 50-271/83 26 Corroctjvo 
actions mods associated w/10CFR50,App R Item 1.4, 5,7 & 8 completed Final rept, 
"Vermont Yankee Nuclear Power Plant Safe Shutdown will be provided by Apr 
1085. 

CAPSTICKRW Vermont Yankee Nuclear Power Corp 85/04/10. MURLEY,TE, 
Region 1, Office of Director 2pp 30063 270-30063 271 

8504090419 IE Info Notice 85-029, "Use of Unqualified Sources in Well Logging Appli- 
cations," Sve list onci 

PARTLOW.J G Division of fnspeclion Programs (Post 850212) 85/04/12, Consolidat- 
ed Edison Co, of Now York, Inc 66pp 29832 001-29832 023 

6504190358 Forwards Insp Rept 60-271/85 08 on 850205 0304 & notice of violation 
WENZINGER,E.C, Region 1. Office of Director 95/04/16 MURPHY,WP. Vermont 
Yankee Nuclear Power Corp. 2pp 29919*192-29919 214. 


•’8504190363 Notice of violation from insp on 850205-0304 
* Region 1, Office of Director. 85/04/15 Ip 29919,194-29919 194 

-8504190368 Insp Rept 50-271/85-08 on 850205-0304 Violation noted, failure to revise 
& reissue operating & surveillance procedures following completion of firo sys 
mods.per Design Change 04*03 

RAYMOND.WJ, MC0R1DE,M H . TRIPP.LE Region 1. Office of Director 85/04/10, 
20pp. 29919 195-29919.214. 

8504190471 Forwards Insp Rept 50-271/85 06 on 860128-0201 & notice of violation. 
EBNETER.SD Region 1, cSffIce of Director. 85/04/16 MURPHY, W.P. Vermont 
Yankee Nuclear Power Corp 2pp 29917.022-29917 031. 


•*8504190473 Notice of violation from insp on 860126 0201, 

* Region 1. Office of Director 85/04/16. Ip 29917.024-29917.024, 

-8504190476 Insp Rept 50*271/85-06 on 860128-0201 Violation noted, failure to taka 
necessary corrective action to Improve timeliness of plant procedure reviews 
PRELL,J., OLIVEIRA,W„ EAPEf^P K Region 1. Office of Director 85/03/21 7pp 
29917,025 29917.031 


8504170240 IE Info Notice 85 030. "Microbio logically Induced Corrosion Containment 
Sve Water Sys ' ’ Sve list end 

JORDAN.E L Division of Emorgoncy Preparedness & Enginoering Response (Post 
830103) 85/04/19 Consolidated Edisor^ Co of Now York, Inc 109pp 29966 258 
29966 363 

8504190055 IE Ir^fo Notice 05-032, "Recant Engine Failures of Emergency Diesel Gon 
orators " Sve lisl or cl 

JORDAN.EL Division of Emergency Preparedness & Enginoering Response (Pest 
830103) 85/04/22 Consolidated Edison Co of Now York, Inc 109pp 29988 239 
29980 347 

0504190060 IE Info Notice 85 033, ‘Undersized Nozzle To Shell Welded Joints rn Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code" Sve list 
end 

JORDAN.EL Oivisrcn o1 Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of Now York, Inc 108pp 29989 001- 
29909 107 

8504220347 IE Info Notice 84-84, ftov 1, "Deficiencies in Ferro Resonant Transformers " 
Sve list end 

JORDAN.E L DivisEon of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/24 Consolidated Edison Co of Now York, fnc 1 18pp 30027 067- 
30027 184 


R* Perlodio operating reports & related correspondence 

8504260471 Monthly oporating rept for Mar 1985 W/850410 Hr 
BURQER.r J, MURPHY, WP Vermont Yankee Nuclear Povser Corp 85/03/31 7pp 
29089 352 29989 358 


V. Operator Examinations 

8604160636 Forwards Amend 87 to Liconso DPR 28 & safety ovalualion Amend re 
vises Tech Specs to provide alter naitvo staffing requirements if operations supervisor 
does not have senior reactor opemlor licenso 

ROONEY.VL Operating Reactors Branch 2 85/04/01 CAPSTICK.R.VV Vermont 
Yankee Nuclear Power Corp 2pp 29834 346 29034 358 

••6504180637 Amend 87 to Licengo DPR-29, revising Tech Specs to provide alternallve 
staffing roquiremonis if operations supervisor does not have senior reactor operator 
Itcense 

VASSALLO.DB Operating Roaclofs Branch 2 85/04/01 7pp 29834 350 20834 356 

-8504160638 Safely ©valuation supporting Amend 87 to Licenso DPR-20 
* Office of Nuclear Roector Rogulatlon, Director 85/04/01 2pp 29834 357 
29834 358 


DOCKET 50*272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


F. Security, modIcaP, emergency & firo protection plana 

8409200075 Rovs (0 emorgsney plan implementing procedures, including £P Vl*1. "Rev 
& Approval of Plans, Proceduros & Event Classification Guide," EP Vll 1, "Public Info 
Notification" & EP Vll 6, "Internal Info," 

* Public Service Electric & Gas Co of Now Jersey 84/09/04 VARGA.SA Operating 
Reactors Branch 1 360pp 26593 001*26593 360 

8604010245 Forwards Special Safeguards Insp Repts 60 272/85 02 & 60 311/65 01 on 
650100 & notice of viofatton Insp conducted to review circumstances associated w/ 
undetected entry of firearm to site protected area No civil penally proposed 
MURLEY.TE Ftoglon 1, Office of Director 05/03/13 L/DER*T4RA Puhllc Service 
Efeclric & Gas Co of Now Jersey 3pp 29574 071 29574 077 

-8504010246 Notice of violation from Insp on 650108 Portion dolelsd (ref 1OCFR2,70O) 

* Region 1. Office of Director 85/03/13 Ip 29574 074 29574.074. 

-BS04010247 Special Physical Protection Insp Repts 50 272/85-02 & 50-311/85 01 on 
050108 Violation noted failure to search suitcase 

SMITH.GC, KEIMIG.RR. Region 1, Office of Director 05/03/07 3pp 29574*076 
29574 077. 

8S04030500 Discusses insps on 841022-25 & 1105 09 01 forwards notice of viofatlon & 
proposed imposition of civil penally Lack of aggressive mg! actions to correct licens- 
ee-identified deficiencies stressed 

MURLEY.TE Rogion 1, Office of Director. 65/03/25 MCNEIL.C Public Service Elec- 
Iric & Gas Co of Mow Jersey 4pp. 29605 352*29605 360. 

-8504030501 NoUc© of violation & proposed Imposition of dvH penally In amount of 
$50,000 Violations noted personnel assigned to emergency organization had not re* 
ceived specific emergency plan & procaduro training 

MURLEY.T E Region 1, Office o1 Director. 85/03/25. 5pp 29605 368 29605 360 

850 4090 17 4 Forwards Insp Repts 50 272/84 46 & 50 311/84 46 on 041217*21 & notice 
of violation 

EBNETER.SD Region 1, Office of Director 85/04/02 UDERITZ.R.A Pubfic Service 
Eloctric & Qas Co of New Jersey, 2pp. 29700 257-29700*260. 

-8 504090183 Notice of violation from Insp on 841217-21. 

* Region 1, Office of Director 85/04/02 Ip 29700 259-29700.259, 

-*8504090194 Insp Repts 50 272/84 46 & 60 311/84 46 on 841217*21 Violation 
noted. failure to maintain lire barrier Integrity 

KRASOPOULOS.A , PHELAN.PH . ANi5eRSON,C J. Region 1, Office of Director. 85/ 
03/08 9pp 29700*260 29700 20B 

S504190163 Addendum 1 (o revised Emergency Plan Implementing Procedure EP Vf*2, 
"Master Phone List Emergency Assistance & Notification." 

BURQINAS Public Service Electric & Qas Co of Now Jersey. 85/04/02, 22pp, 
29886 292-29886 313 
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8B04 100276 Responds to 650325 notiCQ of VJofation A proposed imposition of civil pen- 
alty in amount of 550,000 Correclive actions training in use of event classificatiaii 
puide conducted Emergency response training program under devolopraont 
MCNEILLCA Public Service Efectnc & Gas Co o1 New Jersey GS/O'l/OS 
TAYLOR, J M Director's Office. Of free of Inspection and Enforcemenl 7pp 
29729 355 29729 361 

0504290496 Forwards Human Faclors Engineering Branch SSER re detailed cor>lrol 
room design review & Science Applications intf Corp technical evaluation replAddI 
info required to satisfy all requirements of Suppl 1 to NUREG 0737 
VARGA, S A Operating Reactors Branch t 85/04/17 MCNEILl.C A Public Service 
Electric & Gas Co of New Jersey 3pp 30055 1 15-30055 122 

-8504290502 SSER re detailed control room design reviow per Suppf 1 to NUREG 
0737 Ulil should mast all requirements of SuppI 1 foPlowring submitlal & review of sat- 
isfactory supptemental summary rept addresstna rioted concerns 
^ Human Faclors Engineering Branch 85/04/17 5pp 30055 118 30055 122 

-8504 160032 "‘Pre-lmpl'emeptation Audit of Deiaifed Control Room Design Revrew of 
Salem Generalrng Station Units 1 & 2,’* technical evaluation reel 

* Science Applications International Corp (formerly Scrence Applications, tnc} NRC- 
03 82 096 85/01 M6 NHC - No Delarfed Alfilialron Given 34pp 30055 123- 
30065 156 

8504300210 Rev 19 to emergency plan procedures index 

• Public Service Electric & Gas Co of New Jersey 85/05/01 7pp 30057 076- 
30057 QB2 


f. Financier Information 

8504300467 Forwards 1984 annual repis of PSE&G, Atlantic City Electric Co.Delmarva 
Power & LfQht Co & Philadelphia Electric Co 

FRYLING.R Public Service Electric & Gas Co of New Jersey 85/04/25 Office of 
Nuclear Reactor Rogufalion, Director Ip 39061 305 30062 129 


P Operating license stage documenta & correspondence 

0504120182 Responds to FOIA requesi for Caseload Forecast Panel files m Ofc of Re 
source Mat Forwards listed documents Documents also available in PDR 
FELTON, J M Diviston of Rules and Records 64/06/06 KILLEFER.C Shaw. Pitiman. 
Potls & Trowbridge 2pp 30300 003 30303 129 

8504100437 Proposes to adopt method o1 implementing radiological ETS within 5 work- 
ing days of receipt of amer^ds required, per agreemenl among ulil.NRH & Region 
I Partial implemenialion could cause confusion & errors 

LIDEN.EA Public Service Eleclric & Gas Co of Now Jersey 85/03/58 MURLEY.TE 
Region 1, Office of Director 2pp 29890 232-29B9D 233 

8594020107 Informs of completion of core damage assessment rrethodofogy, closing 
out util 840815 commitment for NUREG-0737,l!em fl B 3 

MURPHY, WP Vermont Yankee Nuclear Power Corp 65/04/-OI VASSALLO.D B Op- 
eraling Reactors Branch 2 Ip 29579 337 29379 337 

8594170239 Requests remittance of fee for 640412 request for adUl relief from certain 
pump & vafvQ testing requirements of l0CFR5O55a(g) 

DIGGS.RM License Fee Management Branch 65/04/09 UDERITZ.RA Public Serv- 
ice Electric & Gas Co of New Jersey ip 29904 241-20904 241. 

8504300024 Forwards Amends 61 & 32 to Licenses DPR 70 & DPR-75. respoclivoly & 
safety evaluation Amends change inrrplementation dalo of T-ech Specs issued w/ 
641205 Amends 59 & 28 from 45 days to 105 days after Issuance 
FISCHER, DC Operating Reactors Branch t 85/04/09 MCNEILL.C A Public Service 
Electric & Gas Co of New Jersey 3pp 30072 305 30072 313 

-8504300027 Amends 61 8, 32 to Licenses DFR-70 & DPR -76, respectively, revising im 
plamentalion date of Tech Specs issued w/841205 Amends 59 & 20 from 45 days to 
105 days after issuance 

VARGA, S A Operating Reactors Branch 1 85/04/09 4pp 30072 308-30072 311 

-8504300030 Safely evaluation supporting Amends 61 8 32 to Licenses DPft-70 & 
OPH'76,r6apett\W6tv 

* Office of Nuclear Reactor Regulation, Director 85/04/09 2pp 30072 312- 
30072 313 

0504120200 Generic Ltr 85 06 to all PWR lacensoos & all applicants for OLs re OA guid 
ance for ATWS equipment not safety releled Sve list end 

THDWPSON.HL Divisron of Licensing 86/04/16 ConsoUdaled Edison Co of New 
York. Inc 22pp 29947 288-29947 309 

05O412DO31 Generic Ur B5 02 to all PWR licensees & applicants, holders of CPs & Fori 
St Vrain re recomm ended actions stemming from NRO Integrated program for resolu 
tion of unresoCved safety issues re steam generator tube integrity Sve list ohcl 
THOMPSON, HL Division of Licensing 85/04/17 Yankee Momlc Electric Co 127pp 
29953 071-29953 262 

8SO4206341 Informs that in absence of NRG response to 840412 Ur, 1980 ASME Sec- 
tion Xf pump & valve lest requirements requested for relief will be applied Ack that 
NRC may nol coiriplete ftr response until 651030 

LIDEN.EA Public Service Electric & Gas Co of New Jersey 05/04/19 VARGA.S 
Operating Reactors Branch 1, Ip 30050 363 30050 363 


Q. Inspection reports, IE Bulletins & correspondence 

8504100327 Lfsis actions &/or documentation necessary to ctose out IE Bullelin 61 01, 
"Surveillance of Mechantcol Snubbers," for listed facfllties prior (o finalizing closeout 
r^t 

JORDAN, E L Division of Emergency Preparedness & Engineermg Response (Post 
633103) 65/02/11 STAROSTECKI.R Region 1, Office of Director 4pp 29914 165- 
29914 16B 

8504010245 Forwards Special Safeguards fnsp Repts 50 272/65 02 & 50-311/65 01 on 
850108 & notice of vioIationJnsp conducted to review circumstances associated w/ 
undetected enW of firearm to site protected area No civil penalty proposed 
MURLEY.TE. Flogion 1, Office of Director. 05/03/13 UDERIT^RA Public Service 
Efectric & Gas Co of New Jersey 3pp 29574 071-29574 077 


• 850401024G Notice of violation from insp on 85010Q Portion deleted (ref 10CFR2 7go) 

* Region 1, Office of Director 85/03/13 Ip 29574 074 29574 074 

• 8504010247 Special Physical Protection Insp Repts 50 272/05 02 & 50 311/85 01 on 
850100 Violation noted failure to search suitcase 

SMITH.GC. KEIMIG.BR Region 1 . Olfice Of Direclor 85/03/07 3pp 29574 075 
29574 077 

0503190659 iE Info Notice B5 022, “Limilorque Motor Operated Valves Rosulling From 
Incorrect Inslaltation of Pinion Gear " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 05/03/21 Cofisoirdated Edison Co of New York. Inc lOOpp 29597 001- 
29597 005 

86'0321O461 fE Info Notice B5-023, “Inadequate Surveillance & Posl-Mamt & Post Mod 
Sys Tesling ” Sve list end 

JORDAN, EL Division of Emorgoncy Preparedness & Engineering Response (Post 
830103) 05/03/22 Consolidated Edison Co of New York, Inc lOapp 29656 001 
29656 107 

8504030500 Discusses insps on 841022 25 & 1105 09 & forwards notice of violation & 
proposed imposition of civil penally Lack of aggressive mgt actions to correct ireons 
eo-identified deficiencies stressed 

MURLEY.TE Region 1, Office of Director 85/03/25 MCNEIL, C Public Service Elec 
trie & Gas Co ot New jersey 4pp 29605 352-29605 360 

-850 4030501 Notice of violation & proposed impositron of civil penally in amount of 
$50,000 Violations noted personnel assigned to emergency organization had not re 
ceived specific emergency plan & procedure framing 

MURLEY.TE Region 1. Office of Direclor 05/03/25 Gpp 29605 356 29605 360 

0603220444 IE Info Notice 85-024, “Failures of Protective Coatings in Pipes & HXs" 
Sve fisl end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
836103) 05/03/26 Consolidated Edison Co of New York, Inc I08pp 29596 154 
20596 363 

8504020289 Forwards Insp Ropts 50 272/05-03 & 50-311/65 03 on 850123 0301 & 
notice of violation Requests prior corrective & preventative actions be reviewed to de- 
lor mine any generic weaknesses in program 

COLLINS.S J Region 1. Office of Director 86/03/28 MCNEILL.C A Public Service 
Efoctric & Gas Co of New Jersey 2pp 2958 1 306 20581 320 

-0504020291 Notice of viofation from map on 850123 0301 

* Region l, Office of Director 05/03/28 2pp 29581 308 29581 309 

-B50402O294 Insp Repts 50-272/85 03 S 50 311/85-03 on 850123 0301 Violation 
noted failure lo follow operating procedure for conducting containment pressure 
reliefs.rosultiriq in loss of automatic purge & pressure valvo operability 
LINVILLE.JC, SUMWERS.RJ, HILLMAN, BM Region 1, Office of Director 85/03/ 
27 lipp 29581 310 29601 320, 

8504080165 Forwards Insp Repts 50-272/85-05 & 50 311/85 06 on 850225 No viola 
lion noted 

MARTIN.TT Regtor} 1. Office of Director 85/04/01 MCNEIL, C A Public Service 
Efectric Gas Co of New Jersey 2pp 29679 251-29679 260 

-8604080193 Insp Repts 00-272/85 05 & 50 311/85 05 on 850225 No violation of devi- 
ation noiad Major areas inspected handling of highly radioactivo pioco of mail & expo- 
sure of parsonnel to concentrations of noble gas & contamination w/Rb 8B 
WHITE.JR, SHANBAKY.MM Region 1. Office of Director 85/03/26 6pp 
29079 263 29679 256 

8503280037 IE Info Nolico 85 025, "Consideratfon of Thermal Conditions in Design & 
Installation of Supports for Diesel Generator Exhaust Silencers “ Sve fist end 
JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc 107pp 2966/ 199 
2956? 365 

8503200045 IE Info Notice 85 026. “Vacuum Relief Sys for 0WR Mark I & II Contain 
menis ’’ Sve list end 

JORDAN,EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/02 Consolidated Edison Co of New York. Inc 92pp 29667 107- 
29687 196 

8504000174 Forwards Insp Repts 50-272/04 46 & 50 31 1/84-46 on 841217-21 & nolico 
of violation 

EBNETERSD Region 1, Office of Director 85/04/02 UDERiT2,R A Public Service 
Electric & Gas Co of New Jersey 2pp 29700 257-29700 268 

-8504090183 Notice of violation from insp on 841217-21 

* Region 1. Olfice of Director 85/04/02 Ip 29700 259 29700 259 

-B504090194 fmp Repts 50 272/04-46 & 50-311/84 46 on 841217-21 Violalion 
noted failure to maintain fire barrier tniegnty 

KRASOPOULOS.A, PHELAN.PH, ANDERSON.CJ Region 1. Office of Direclor 65/ 
03/08 9pp 29700 260-29700 268 

0504010039 IE Info Notice 85-027, “Nol ideations to NRC Operations Ctr & Reporting 
Events in LERs " Sve list end 

J()RDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolldaled Edison Co of New York. Inc 98pp 29690 255 
29690 362 

8504100278 Responds lo 850325 police of violation & proposed imposition of civil pen- 
alty in amount of $50^000.Correclive actions training In use of event classification 
guide conducted Emergency response training program under development 
MCNEILL.C A Public Service Efeclric & Gas Co of Now Jersey 85/04/03 
TAYLOR^JM Director’s Office, Office of inspection and Enforcement 7pp 
29729 355 29729 361 

8504050042 SuppI 1 to IE Info Notice 05-003, "Separation of Primary Reactor Coolant 
Pump Shaft 8! Impeller “ Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc, lOIpp 29791 025- 
29791 126> 
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0504050047 IE Info Notice 85 020, "Partiat Loss of AC Power & Diesel Generator Deg 
radalion “ Svc list end 

JORDAN, EL Division of Emergency Preparedness & EngmeGring Response (Post 
830103) 85/04/09 Consolidated Edison Co of New Yo/k. Inc 109pp 29790 278 
29791 024 

8504090419 IE Info Notice 85 029, '*Use of Unqualified Sources m Well Logging Appfi 
cations *' Svc list end 

PARTLOW.J G Division of Inspection Programs (Post 850212) 85/04/12 Consolidat- 
ed Edison Co of New York, Inc 66pp 29832 001-29832 023 

8504250145 Ack receipt of 850403 Hr S check for $50,000 in payment of civil penallios 
proposed by NRC 850325 Ur Cor re dive actions described in Ur will be examined 
during future insps 

AXELRAD.JA Enforcement Staff 05/04/17 MCNEILL, C A Public Service Electric & 
Gas Co of New Jersey 2pp 30030 047 30030 048 

8504170240 IE Info Notice 85 030, "MicrobiologicalEy Induced Corrosion Containment 
Svc Water Sys Svc list ond 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/19 Consolidated Edison Co of New York, Inc t09pp 29966 250 
29966 363 

8504190055 IE Info Notice 85 032, “Recent Engine Failures of Emergency Diesel Gen 
eralors ' Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
B30103) 05/04/22 Consolidated Edison Co of Now York, Inc lOapp 29908 239 

29988 347 

8504190060 IE Info Nollce 05-033, “Undersized Nozzfo To Shelf Welded Joints fn Tanks 
8 HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code " Svc list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc lOOpp 29909 001- 

29989 107 

8504220347 IE Info Notice 04 64, Rev 1, ' ’Deficiencies In Ferro Resonant Transformers " 
Svc list end 

JORDAN.E L Division of Emergency Preparednoss & Englneermo Response (Post 
830103) 85/04/24 Consolidated Edison Co of New York, Inc flOpp 30027 C67- 
30027 104 


R, Periodic operating reports & related correspondence 

6504050301 Forwards discharge monitoring repts for Feb 1985 Rents contain results of 
sampling, analysis, monitoring 8 methods of reporting Results reflect working 
environ, design capabilities & reliability of instrumentation 

RONAFALVy.J P Public Sorvico Electric & Gas Co of New Jersey 85/03/13 
RAOOW.E New Jersey, State of 3pp 29668 063-29660 083 

-8504060302 “Discharge Monitoring Repts for Feb 1985 “ 

* Public Sorvico Electric & Gas Co of New Jersey, 85/02/28 tCpp 29668 066- 
29668 003 

8504220317 Monthly operating ropt for Mar 1905 W/a50410 Itr 
RONAFALVY, J P , ZUPKO.J M Public Service Electric & Gas Co of New Jersey 65/ 
03/31 15pp 20039 264-29939.278 

8604300238 Forwards “NPDES Discharge Monitoring Ropt for Mar 1984 Repts con- 
tain results of sampling, analysis, monitoring & methods of reporting. 

RONAFALVY,JP Public Service Electric & Gas Co of New Jersey 05/04/12 
RADOW.E New Jersey, Slate of 3pp 30067 237 30087.239 

-8604300239 “NPOES Discharge Monitoring Repts for Mar 1984 “ 

* Public Sorvico Electric & Gas Co of New Jersey 05/03/31 IQpp 30067 240- 
30067 257 


5. Reportable occurrences, LERs & related correspondence 

8504040026 I ER 85 003 00 on 050214, turbine stop valve t2MS20 limit switch 
malfunctioned, causing dosed signal to solid state protection sys Train B Caused by 
personnel iudgement error Channel repaired & personnel counseled.W/aSoaiS (tr« 
RUPP.J L , ZUPKO,J M. Public Service Electric & Gas Co of New Jersey 85/03/15. 
6pp 29670 006-29670 011 

6504020016 Forwards AEOD technical review rept, “Comparabvo Analysis of Recent 
Foodline Water Hammer Events at Maine Yankee, Calvert Cli(fs,Safem, Me Quire & 
Palisades ” IE info notice on procedures suggested 

IPPOLITOJ A Director’s Office 85/03/10 VOLLM6R.R K Director’s Office, Office of 
Inspection and Enforcement 2pp 29585 264-29585 273. 

"6504020025 "Comparative Analysis of Recent Feedllne Water Hammer Events at 
Maine Yankee, Calvert Cliffs.Salem.McQuire & Palisades “ 

* Director’s Office 65/03/10 8pp 29585,266-29585 273 

8604020453 LER 04 005-01 on 840224, reactor trip occurred from 100% power.Caused 
by failure of coil B31 in turbine gonerator Generator rewound using improved con- 
formable layer of impregnated resin W/850319 Itr 

RUPP.J L , ZUPKO.J M Public Service Eledrio & Gas Co of New Jersey, 05/03/1 9 
5pp 29584 137-29584 141 

6604030410 LER 84 011-01'on 040503, fire suppression pump 2 removed from svc lor 
10-monlh surveillance Discharge valve 2FP13 could not bo opened when returning 
pump to svc on 840509 Caused by dlsc/atem separation Pump In svc on 840510 W? 
850319 Itr, 

flUPPJ L , ZUPKO,JM Public Service Electric & Gas Co of New Jersey 85/03/19. 
5pp 29660 346 20660 350. 

6504050195 LER 65 004 DO.oo 650226 & 27, discolored oil found (n spent fuel pit pump 
1 1 & boric acid transfer pump,rGspoc1ivoly. Caused by tilgh particulate count in 
oil Pumps drained W/850328 Itr 

RUPP.J L , ZUPKO.J M Public Service Electric & Gas Co of New Jersey 85/03/28 
6pp 29676 244-29675.249. 


8604110215 LER 85 006-00 on 85032 O.c on tainment sump in leakage idenlitied as svc 
water leak on containment fan coil unit 13 motor coolerCaused by leak from head 
g^asket Motor cooler replaced Reported per IE Bulletin 80 24 W/850403 Ur 
RUPP.J L , ZUPKO.J M Public Service EJeclric & Gas Co of New Jersey 05/04/03 
5pp 29777 187 29777 191 

0604300459 Part 21 rept forwarding Rev 1 lo insp procedure for invostigaling emergen- 
cy diesel generators for fractured welds on air deflectors Rev will be forwarded lo 
each facility 

LEUSINK.H H Louis-AIlis Co 85/04/23 TAYLOR.J M Director's Office. Office of fn 
speclionand Enforcernonl 3pp 30063 250 30063 252 
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E« NRC Safety Evaluation Report (SER),. suppis & correspondence 

0504170251 Board Nolilication 85 035 forwards SSER 29 lor info SSER 29 addresses 
staff evaluRtion of programmakc & technical aspects of util internal review 
program Notice originally issued as Board Noiificalion 85 029 
THOMPSON.HL Division of Licensing 05/03/14 PALLADlNO, ROBERTS. ASSEL- 
STINE Commissioners 3pp 30072 146 10D72 140 

0504170258 Board Nolilication 85 037 forwards SSER 30 (NUREG 0675) Unit 2 piping 
sys & pipe supports nrieol applicable licensing criteria Listed add! repts in preparalion 
THOMPSON.HL Division of Licensing 05/04/12 PALLADlNO. ROBERTS, ASSEL 
STINE Commissioners 3pp 30056 204-30056 347 

8504260044 Advises that low temp overpressure protection sys installed & startup test 
Ing compleled lor both units, per SSER 6 Components of sys which use PORVs for 
pressure mitigation moot seismic Category IJEEE 279 cnleria 
SHIFFER.JD Pacific Gas a Electric Co B5/04/23 KNIGHTON.GW Licensing 
Branch 3 Ip 30025 106 30025 105 

BSO422O330 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
DIABLO CANYON NUCLEAR POWER PLANT, UNITS 1 AND 2 0ockel Nos 50 275 
And 60 323 (Pacific Gas And Electric Company) 

* Division of Ltcensrng NUREG 0675 S30 85/04/30 137pp Available at NRC $5 50 
29943 202 29943 338 


F, Security, medical, emergency & fire protection plans 

8604120221 “PG&E, Diablo Canyon Power Plan 1,1904 Emergency Preparedness Field 
Exercise " 

MmpellCorp 84/10/30 466pp 29796 095 29797 200 

8604090470 Public version of revised omorgency plan implementing 
procedures, in eluding table of oontonIs.Rev 4 to EP OR-1 ro offsite support & assist 
ance & Rev 3 lo OR-2 re release of info lo public W/05O3 14 Itr & 850401 release 
memo 

SHIFFDR.J D Pacific Gas & Eleclnc Co 85/03/14 MAR TIN, J B Region 5. Office of 
Dire dor 06pp 29740 216 20740 310 

850402020B Informs of complotion of dcliviHcs, including implementation of upgraded 
emorgoncy operating procedures based on Weslinghouso Owners Group 
guldoTinos, per util 840430 commilmont & Item I C 1 of SuppI 1 lo NUREG 0737 
SHIFFER.JD Pacific Gas & Electric Co 85/03/26 KNIGHTON.GW Licensing 
Branch 3 Ip 2D683 163 29583 183 

8504260313 Forwards public version of updates to SOPs.Vol HI of “San Luis Obispo 
County Nuclear Power Plant Emergency Response Plan," per 
10CFR50 34(b)t6)(v) Propriolary info brackolod per Generic Llr 01-27 
SHIFFER.JD Pacific Gas & Electric Co 85/03/26 MARTIN,JB RcGfon 5, Office of 
Direclor 4pp 30036 019 30036 361 

-8604200319 Public version of updalos lo SOPs.Vol III of “San Luis Obispo County Nu 
clear Power Plant Emergency Response Plan,” including rev to SOP III 10, “Dept of 
General Sves ’’ W/050419 release memo 
* Pacific Gas S Electric Co 85/03/26 339pp 30036 023 30036 361 

85040 2020S Forwards updated evaluation of pilot program for conducting annual team 
Insps & heavily loading silo w/ resident Inspectors.per 850226 preliminary review of 
pilot program Pitot program successful 

MARTIN, J B Region 5. Offico of Director 85/03/28 TAYLOR.J. Direclor’s Office, 
Office of Inspection and Enforcement 7pp 29577'226 29577 238 

8604250064 Forwards Safeguards In^ Repts 50 275/06-12 & 50 323/85 11 on 
860304 08 6i noliCQ of violalion Rept & notice of violation withheld (ref 10CFR73 21), 
MONTGOMERY.J L Region 5. Oflico of Olroctor 85/03/20 SHIFFER.J.D Pacific 
Gas & Electric Co 2pp d0020 138-30020 139 

8604260450 Forwards Insp Ropls 50-275/05 14 a 50 323/05 02 on 850304-08 No vio 
lation noted 

KIRSCH.DF Rogion 5, Office of Director 85/04/04 SHIFFER.J.D Pacific Gas & 
Electric Co 2pp 299B9 308 29989 3S1 

-B50425046B fnsp Repis 50 275/85 14 4 50 323/85 02 on 850304 08 No noncompli 
ance or deviation nobd Major areas Inspectod^area msp, licensee acliona on previous 
ly (dentified Hems, IE bulletins, 10CFR 50 55(e) items & TMI task action items 
BURDOIN.J F , KANOW,.L R , YOUl a.T Rogiorr 6, Office of Difeclor 85^4/03 1 tpp. 
29989’31 0-29989.320. 

8504150039 Forwards reponses to Allegations 1516,1517,1618,1523 & 1524 re fire pro 
lection & hydrogen gas sys 

SHIFFER.JD Pacific Gas & Electric Co 85/04/09 KNIGHTON, Q.W Licensing 
Branch 3 9pp 29799 286 29799 294 

0604250179 Forwards Rev 12 to security plan Changes provide clarification requested 
by NRC during Unit 2 850304 09 preoperatlonal insp Rev withheld (ref 10CFn73 21), 
SHIFFER.JD, Pacific Gas & Eleclnc Co 85/04/10 MARTIN, J B Region 5, Office of 
Director Ip 20985 165 299BB 155 
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85042 9 &320 Forwards responsas to Alfeflatjoos 1059,1660,1661,1 662 & 1663 re use of 
ffammable mail Responses resolve allegations 

SHIFF£RJD Pacirc Gas & Elecinc Co 85/04/22 KNIGHTON.GW LPcensino 
Branch a Bpp 30049 252 30049 259 


G Adjudicatory correspondence 

8504100275 Infarrns parties of Commissioner 2ech 650419 tour of facilities Any party 
wish mg (o have single representative attend lour must notify B Faulkenberry by 
950417 Seivedon 850408 

CLALPSEN.MJ Commissioners #285 455 85/04/08 Office of the Executive Legal 
Director Ip 29729 362-29729 362 

8504240320 Opposes issuance of license for fuel leading 6 operation of Unit 2 based 
on grounds presented m opposition lo Ircensing of Unit 1 & ALAB 763 No ficense may 
lawtufly be issued until ASLAB Issues deci-sfon on QA in design of Unit 2. 

REYNOLDS, JR Center for Law in the Publjc Interest REYNOLDS,Jfl Joint Inlerve- 
ncfs ► Diablo Canyon #285 669 85/04/22 PAiLADINO.N. GILINSKY.V, 

ROBERTS.! Commissioners Ip 29967 307-29967 307 


H General correspondence 

8504030041 Responds to 65C223 Jtr re effects of earthquakes on facifity emergency 
planning Request lor public forum denlod 

PALLADfND.NJ Commissconsrs 85/03/13 CULVERjN San Luis Obispo Mothers for 
Peace 6pp 29606 024 29606 030 

-8504030044 Requests public forum lo discuss facility ovacuation plans In case of 
earthquake emerge ncy 

CUIVER.N San Luis Obispo Molhers (or Peace 65/02/23 PALLADJNO.N. Commis 
sioners Ip, 29606030 29606 030 


r Financial Information 

0504020090 ■‘1984 Annual RMt” W/a50326 Itf 
CRANE.PA Pacific Gas & Bectric CP 84/12/31 54pp 29578 200-29578 262, 

0504020366 Forwards executed certilicale assuring that certain facllilies a( plant are 
"pollution control laciliiies,” per 850123 request re utii supplemental applications for 
financing 

DENTON, HR Office of Nuclear Reactor Regulation, Director. 85/03/19 

CHANDLER, DE California, Stale of 5pp 29586001-29586 005, 


J Insurance & Indemnity Information 

8504060245 Forwards Endorsement 43 to NELIA Policy NF-2aa 
CRANE.PA Pacific Gas 8 Efeciric Co 85/03/20 SALTZMAN.J.D Assistant Director 
for Stale & Licensee Relehons 2pp 29681 099-29681.100 


K. Utility Final Safety Analysis Report (FSAR) A amends 

8504060396 Forwards rev to Chapter 17 of updated FSAR, consisting of OA program 
SNIFFER, JD Pacific Gas 8 Electric Co 05/03/29 MARTJN.je Region 6. Olflc© of 
Director 2pp 29677 269-29677 3 

- 8504080409 Rev to updated FSAR Chapter 17, "OA Program” One oversize chart 
end Aperture card available in PDR 

* Pacific Gds& Efeclnc Co 85/03/20 53pp 29677 261-29677 313 


P, Operating Jjeenae stage documents & correspondence 

8504180109 Forwards response to NRC Allogalron 1656 ro removaf of malls from area 
of plant & reins lallal Ion in different area, per 850212 Hr Evaluation & investigation con- 
ducted resolve issue 

SNIFFER, J D Pacific Gas A Electric Co 85/03/20 MARTINj.B. Region 6, Office of 
Director 3pp 29915 302-299 16’ 304 

8504050267 Forwards staff evaluation of procedure for natural crrculalion boron mixing 
lest, submitted by glil on 841 121 Based on ulil cornmilmenl fo include listeo 
inlo.procedurd acceptable Staff member plans to wilnoss 850325 test 
KNJGHTON.G W Licensing Branch 3 85/03/21 SHfFFER.J D. Pacific Gas & Electric 
Co 5pp 29671-359 20671 '363 

6504050374 Forwards evaluation of uIjI 850311 request for relief from pertorming radi 
ebon survey S shielding effectiveness tesis at 90% power revel.Request lor relief 
granted, per 85031 1 telcon 

KNIGHTON,G W Licensing Branch 3 65/03/21. SHiFFEfl.J.D Pacific Gas A Eieciric 
Co 4pp 29671 339-29671 343 

- 8503270224 Approves ufil 850311 requosl for delation of radiation aorvoys at 90% 
power from inilial lest program,per wndition 2,c(3) of Ltoenso DPR-80 Approval 
based on recommended radiation surveys In Reg Guide 1 68 
BECKHAM, D H Division of Human Factors Sflioty. 85/03/12 NOVAKJ.M Assfslant 
Director for Licensing tp, 29371.343 29671 343 

8504050375 Forwards request for add! info ro util responses to Ganario Hr 83-28 con- 
cerning required actions based on generic implocations of Salem ATWS events Reply 
reouestod wjthm 30 days 

KNIGHTON, Q.W Licensing Branch 3. 05/03/21, SNIFFER, J, a Pacific Gas & Efoctrrc 
Co 4pp 29671 035 29671 330 

8504610096 Summarizes 850205 & 26 meefings of Allegation Review Board re alleged 
unsafe practices by personnel & recommendations presented in ShacMeton 650205 
m a mo Allegation resolution responsibility listed 

KinsCH.D.F, MEEKS, R. JOHNSON,AD. Region 5. Office of Director 05/03/25. 
Region 5. Office of Director 2pp 29571 124-28571-125. 

8504010161 Discusses review of licensee 850326 response to 650117 
alieaalions Allegations 095 1 ,1 1 1 9,1329,1330.133 1 ,1336,1480, 

1401,1402,1483,1464,1467 6 1492 Considered closed, 

KlflSCH.OF, SHOILENBERGEfl Region 5, Office of Director 85/03/26. Region 6, 
Office of Director. 2pp 28567.024-29567 025 


0SO4O2OO73 Forwards info re current scheduling -S staffing considerations related lo 
concurrent operation of both units during period of iinil 2 power a&consion testing 
SHIFFERja Pacific Gas & Electric Co, 85/03/26 KNIGHTON, GW Licensino 
Branch 3 3pp 29578 2 93-29578 295 

8504020213 Forwards updated Info on qualification of equipment & qualification status 
of previously unqualified equipment 

fSHIFFER.JD Pacific Gas & Electric Co 05/03/26 KNIGHTON, G W Licensing 
Branchs 6pp 29582 329-29582333 

8664010160 Forwards request lo change NPDES permjt.revising discharge pomi of non- 
radioiogfcal portion of chemical lab wastes from liquid radwaste treatment sys effluent 
to turbine bldg sump 

SHIFFER.JD Pacific Gas & Eteclric Co 85/03/27 KNIGHTON.G W Licensing 
Branch 3 2pp 29570 001-29570002 

0504040276 Submils addi info to Hem 1 of 841127 (If concerning NUREG-0737,ltcm 
IfDI, "Performance Testing of Relief & Safety Valves" Major rupture of mam feed 
wator pipe event will bo reanalyzed using LOFTRAN code 

SHIFFeR,Ja Pacific Gas & Electric Co 85/03/28 KNJGHTON.G W Licensing 
Branch3 2pp 29612 184-29612 165 

5S 04040476 fnlorms of receipt of postal return receipt re NRC 850131 Hr & check which 
util stated never received Return receipt will help in tracing check through signature 
DIGGS, R.M License Foe Management Branch 85/03/28 CHIN.J Pacific Gas & 
Electric Co 4pp, 29657.143 2B657 146 

6S04040020 Submits Info re extent of consulting board Involvement in util B50130 long 
term seismic program plan-, per request As detailed scope of program elements 
estabrrshed.Involvemani by board members wit) average 1-3 days per month 
SHIFFER,J.O Pacific Gas & Electric Co 85/03/29 KNIGHTON.GW Licensing 
Branch 3 Ip. 29611*295-20611 205 

8504190200 Forwards confirmation that diesel generator has capacity to start worst 
case toads identified In draft Tech Spec Table 4 8-2a re load sequencing timers ESF 
timers 

SNIFFER, JD. Pacific Gas 5^ Electric Co 85/03/29 KNIGHTON, G.W Licensing 

Branch 5 3pp 29922 360-29922 362 

8SQ4080232 Forwards response to AlJeaatlon 1429 re pipe support design adequacy per 
850! 15-1 7 audil al San Francisco,CA Response resolves allegation Tor Uniis 1 & 2 
SHIFFEn,J.D Pacific Gas & Efectric Co 85/04/02 KNIGHTON.GW Licensing 

Branchs, 3pp 29679004 20670 006 

8504080488 Forwards list of documents already provided foilowing Jan & Feb 1985 
audits oi facility pipeway structures. Ack of matl requested 

SHIFF6R.JD. Pacific Gas & Efectric Co 85/04/03 KNIGHTON.GW licensing 

Branch 3 2pp 29676.360-29676.361 

8604090134 Provides into ro conditions following operator action to terminate auxiliary 
feedwater flow & mam steam isofallon of steam generator Mass flow of superheated 
steam of no consequence te environ qualification of equipment 
SHfFFER,JO Pacific Gas & Efectric Co 85/04/03 KNIGHlON.GW Licensing 

Branch 3 Ip 29700320 29700 320. 

8504110563 Forwards JF Davis 850316 Ilf ro seismic reevalualion program & requests 
addition of JF Oavts to dlslnbutlon list re seismic reevaluation program 
KNIGHTON, G W Licensing Branch 3 86/04/04 SHIPPER, J D. Pacific Gas & Electric 
Co. 3pp 29769.229-29769 232 

8604120077 Forwards suiamary worksheets tor iunctlon box & connecting assembly Air 
temp detectors Instalfallon complete & undergoing startup testing Core exit thermo- 
couple sys test complete & qualmed AcK of receipt oi mall requested. 

SHfFFER,JO Pacihe Gas & Electric Co 85/04/08 KNfGHTON.GW Licensing 

Branchs 4pp 29786331 29766 334 

8504170247 Board Notification 85 031 informs of receipt of GAP 850314 suppi lo 
840731 10CFR2,206 peiition Issues re quality of mall supplied by Cardinal Inoustria) 
Products may be mall to licensing decision Results of review wiil be forwarded 
TKOMPSON.HL. Division of Licensing 85/04/12 PALLADINO, ROBERTS. ASSEL- 
STINE Commissioners 3pp 30092,250 30092 262 

8504240306 Forwards appileafron for amend to License DPR-80, consisting of Rev 1 to 
Licerrse Amend Request 85-01 re Tech Specs 3/4.1 1 & 3/4 12 concerning radioactive 
effluents & radiological envrron monitoring 

SHIFFER.JD. Pacific Gas & Eieciric Co 85/04/12 DENTON, HR Office of Nuclear 
Reactor Ragufation, Director Ip. 29987 024-20967 075 

‘'8504240313 Application for amend to License DPR BO, consisting of Rev 1 to License 
Amend Request 05-01 ra Tech Specs 3/4 11 & 3/4 12 concerning radioactive ef- 
fiuents & radlofoglcal environ monitoring for consistency w/Weslinghouse STS 
SHiFFEH,J D Pacific Gas & Efectric Co 85/04/12. tp, 29967 025-29967 025 

-8504240323 Proposed changes to Tech Specs 3/4.11 A 3/4 12 re radioactive ef- 
fluents & radiological environ monitoring. 

“ Pacific Gas & Efectric Co 05/04/12. 50pp 20967.026-29967-075 

8504120206 Generic Llr 65-06 to aJI PWR liconsees & all applicants for OLs re QA guid- 
ance tor ATWS equipment not safety related Sve fist end, 

THOMPSON.H.L, Dcvlsiofi of Licensing. 86/04/16, Consolidated Edison Co of New 
York, Jnc 22pp 29947.288-29947 309 

8504240454 Forwards 850131 Hr & fee that were returned marked "undeliverable as ad 
dies sod " 

DIGGS.R.M Ucene© Foe Management Branch 85/04/16 CHIN,J Pacific Gas & 
Electric Co. Ip 29973346-29978.346 

6504240103 Forwards responses to allegations re Cardinal Industrial Products, contained 
In affitfavils aiiacbed as Exhibits 4 & 10 to GAP 850314 petition Responses to other 
petitfon alfegalions will bo forwarded later, 

SHIFFER.JU. Pacific Gas A Electric Co. 85/04/17 KNIGHTON, G.W Licensing 
Branch 3 39pp. 20969 1 12-20969 150 
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8504240336 Forwards responses lo NRC 850116 & 0321 requests for addi rnfo re Ge 
neric Ur 83*28 & updated summary of status & schedule for high & medium priority 
action Items Ack of receipt requested 

SHIPPER, JD Pacific Gas & Electric Co 85/04/18 KNIGHTON, GW Licensing 
Branch 3 1 2pp 29970 1 28 29970 211 

-8504240346 Rev 0 to Nucloar Power Generation Procedure NPAP E-14/GOAP D 123. 
“Control of Supplier Documentation “ 

* Pacific Gas & Electric Co 05/04/10 4pp 29970 140*29970 144 

-B504240352 Rev TR-51 lo Engineering Procedure 6 2. “Supplier Documenis " 

* Pacific Gas & Electric Co 85/04/15 25pp 29970 145*29970 170 

*•8504240356 Rev TR-50 lo Engineering Procedure 6 5, “Supplier Recommended 
Change Review “ 

' Pacific Gas & Electric Co 85/04/15 4pp 29970 171 29970 175 

-8504240361 Rev 0 to MamI Procedure MP E-7 8, “Mainl of Reactor Trip Switchgear “ 

* Pacific Gas & Electric Co 85/02/20 4pp 29970 176 29970 179 

‘•8504240366 Rev 6 to Maint Procedure MP E-SI 7, “Mainl of Westmghouse Type OB 
480 Volt Circuit Breakers “ 

* Pacific Gas & Electric Co 85/04/11 23pp 29970 180*29070 202 

-8504240371 Rev 0 to Mainl Procedure MP E*51 7A, “Weslinghouso OB*50 Circuit 
Breaker Repair '* 

* Pacific Gas & Eleclric Co 85/03/01 5pp 29970 203-29970 207 

-QS04240399 Rev 0 to Main! Procedure MP E 51 7B, "Reactor Trip/Bypass Breaker 
Performance Trending “ 

* Pacific Gas & Efecfric Co 85/02/04 3pp 29970 208 29970 211 

8504230367 Forwards info re Unit 2 Inadequate core cooling implementation rapt & do* 
scrfption of mods lo hardware & firmware since Nov 1984,supplementlng Item 3 of 
841 121 Itr & Item 0 of 850415 Hr ro NUREG 0737.ftem II F 2 
SHIFFER.JO Pacific Gas & Eleclric Co 85/04/19 KNIGHTON, GW Licensing 
Branchs 5pp 29951 301-29951'306 

8504300394 Forwards application for amend to License DPR 60, consisting of Rev 2 to 
License Amend Roquesi 85 01, revising Tech Spec Seclions 3/4 11, “Radio active Ef- 
ffuents" & 3/4 12, “Radiological Environ Moniloring " Fee paid. 

SHIFFER.J D Pacific Gas & Electric Co 85/04/24 DENTON. H R Oflico of Nuclear 
Reactor Regulation, Director Ip 30062 250 30062 323 

-8504300400 Appl/calion for amend to License OPR 80,conslsling of Rev 2 to License 
Amend Request 85 01, revising Tech Spec Sections 3/4 1 1, “Radioactive Effluents" £ 
3/4 12, "Radiological Environ Monitoring " 

SNIFFER, JD Pacific Gas & Electric Co 85/04/24 Ip 30062 251*30062 251 

-8504300408 Proposed Tech Spec changes to Sections 3/14 11, “Radioactive El 
fiuenls" & 3/14.12, “Radiological Environ Monitoring '* 

* Pacific Gas & Electric Co 85/04/24 72pp 30062 252*30062 323 

8504300335 Discusses results of Westmghouse comparison analysis on effects of failed 
paint on safety sys inside containment Documentation of analysis being malniained in 
project flies 

SNIFFER, JD Pacific Gas & Electric Co 05/04/25 KNIGHTON, GW Licensing 
Branchs Ip 30063.351 30063 351. 


Q. Inspection reports, IE Bulletins & correeponctence 

6503190659 IE Info Notice 85 022, "LImitorque Motor-Operated Valves Resulting From 
Incorrect Instaflalion of Pinion Gear " Sve list and 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103] 85/03/21 Consolidated Edison Co of New York, Inc f08pp 29597.001 
29597 005 

8503210461 )E Info Notice 85 023, “Inadequate Surveillanco & Post-Maint & Post Mod 
Sys Testing “ Sve list end 

JORDAN. E.L Division of Emergency Preparedness & Engineering Response (Post 
830103] 85/03/22 Consolidated Edison Co of New York, Inc 108pp 29656 001- 
29056 107 

8504110395 Forwards Insp Repts 50-275/85-01 & 50-323/85 03 on 860106 0216 No 
violation noted 

KIRSCH.D F. Region 5, Office of Director 85/03/22 SHIFFER,J D Pacific Qas & 
Electric Co 2pp 29775'3 16*29775 336 

-8504110406 Insp Repts 50 276/85 01 & SO 323/65 03 on 650106 0216 No violation 
or deviation noted Major areas Inspected preoperatlonal test program, startup tost 
prooram,fol!owup on open Items, allegations & LERs 

MENDONCA.MM., PADOVAN,ML, ROSS.T M Region 5, Office of Director 85/03/ 
20 I9pp 29775-318*29775 336 

8503220444 IE Info Notice 85*024, “Failures of Protective Coalings in Pipes & HXs ” 
Sve list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/26 Consolldaled Edison Co of New York, Inc. lOBpp. 29596154* 
29596 363. 

850402029S Forwards updated evaluation of pilot program for conducting annual team 
insps & heavily loading site w/rosident Inspectors, per 850226 preliminary review of 
pilot program Pilot program successful 

MARTIN, J.B. Region 5, Office of Director 85/03/28 TAYLOR, J. Director's Office, 
Office of Inspection and Enforcement 7pp 29577 226*29577.238. 

6504250064 Forwards Safeguards Insp Repis 60-275/0512 & 50-323/85 11 on 
850304-08 & notice of vIolation.Rept & notice of violation withheld (ref iaCFR73,21} 
MONTGOMERY ,J L Region 5, Office of Director. 85/03/28 SHIFFER.J D Pacific 
Gas & Electric Co 2pp 30020 138 30020.139 

8504220029 Forwards Insp Repts 50*275/85 06 & 50-323/85*07 on 850211*15, No vio- 
lation noted. 

WENSLAWSKI.F A Region 6, Office of Director 85/03/29 SHIFFER.J D Pacific Qas 
& Electric Co 2pp 29939 142-29939.151 


-8504220034 Insp Ropls 50*275/86 06 & 50 323/85 07 on 050211 15 No vrolaUon or 
devtalicn noted Major areas inspected Unit I biologtcal shield radiation survey, Unit 2 
radiation proledion prog^ram & radial ion monilor cal%rs 

GARCtA.E M . YUHAS.G P Region 5, Office of Director 85/03/28 Gpp 23039 144- 
29939 161 

8503280037 IE Info Notice 85 025, “Consideration of Thermal Condilions in Design & 
Jnstallation of Supports for DEesol Generator Exhnusl Silencorb “ Sve list end 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, fne f07pp 29667 199- 
29667 305 

8S03280045 IE Info Notice 85-026, “Vacuum Relief Sys for DWR Mark I & II Contain- 
ments “ Sve list oncl 

JORDAN, EL Division of Emergency Proparadrt & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co o1 New York, fne 92pp 29667 107- 
2Q667 19B 

8504260160 Forwards Insp Repts SO 275/85-10 ^ 50-323/85 09 on 850211-14 No vio 
Jalion rioted 

WENSLAWSKI,F.A Regton 5. Olftco of Director 85/ 04/02 SNIFFER, J D Pacific Qas 
& Electric Co 2pp 30034 282*30034 290 

“8504260160 Insp Repts 50 275/05-10 &. 50 323/05-09 on 050211 14 No noncompli- 
ance or deviation noted Major areas Inspocled radiochemical analysis programs.OA 
procedures & practices & split sample test analyses Involving Region V mobile lab 
HAMA DA.G H . YUHAS.G P Region 5, Office of Director 85/04/02 7pp 30034 284 
30034 290 

8504290010 Forwards Insp Rept 50 275/85*11 on 850318*22 No viclallons 
noted InsorvICG Insp program record should bo compared against as built pfpo support 
configuration prior lo Issuance of presorvica insp summary repi 
KIRSCH.D F Region 5. Office of Director 05/04/02 SHIFFER.J D Pacific Gas S 
Electric Co 2pp 30053 223-30063 230 

“9504290013 Insp Rept 50 275/05*11 on 050310-22 No violations noted Major areas 
inspected program, procedures & OA records re mservice Insp for pressure boundary 
piping welds & supports 

CASELLA,FA, YOUNG.T, DODDS. R Region 5, Office of Dirodor 85/03/29. 6pp 
39053 225 30053 230 

8504010039 IE Info Notice 65 027, “NoUlicalions lo NRC Operations Ctr & Reporting 
Events in LERs " Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/03 Consolldaled Edison Co of New York, Inc 98pp 29690 255* 
29690 362 

8504250450 Forwards Insp Repts 50 275/85 14 & 50-323/85 02 on 650304 08 No vIO 
lalion noted 

KIRSCH.D F Region 5, Office of Director 85/04/04 SHIFFER.JO Pacific Gas & 
Electric Co 2pp 29989 306-29D69 351 

“8504250450 Insp Ropls 50 275/85-14 & 50 323/85-02 on 650304 08 No noncompli- 
ence or deviation noted Major areas inspected area insp, licensee actions on previous- 
ly identified Items, IE bulletins.lOCFRSO 55(e) Homs 8 TMI task action Hems 
BURDOIN.J F , KANOW.L R . YOUNG, T Region 5, Office of Dirodor 85/04/03 1 Ipp 
29969 310*29989 320 

“8604250484 "Technical Assislanco for Insp of Reactors Under Const," progress rept 
for Nov t084 

WADE, WO EQ&G, fnc CUMMINGS, G E Lawrence Livormore National Laboratory 
FIN A.0763 84/12/12 KIRSCH.D F Region 5, Office of Dir edor 8pp 299B9 321* 
29989 328 

“85042S0489 "Technical Assislance for Insp of Reactors Under Const," progress rept 
for Doc 1984 

WAQE.W.O EG&G, fnc GUMMING S,G E Lawrence Livormore National Laboratory 
FIN A-0753 85/01/14 KIRSCH.D F Region 5. OnCca of Director lOpp 20986'329. 
29989.338 

“8504260474 "Technical Assislance for Insp of Reactors Under Const,” progress rept 
for Jan 1985 

WADE, WO EG&G, Inc CUMMINGS, Q E Lawrence Livormore National Laboratory. 
FIN A-0753 85/02/11 KIRSCH.D F Region 5, OMcce of Director 13pp 299B6 330- 
29969.351 

8504050042 SuppI 1 lo IE Info Notice 05 003, “Saparalion of Primary Roaclor Coolant 
Pump Shaft & Impoller “ Sve list end 

JORDAN.EL. Division of Emergency Preparedness S. Engineering Response (Post 
830103} 05/04/09 Consolidated Edison Co. of New York, Inc lOIpp 29701 026 
2 9791 >126 

8504060047 IE Info Nolico 85 028, "Pariial Loss of AC Power & DIosol Genera tor Dog 
radalion " Sve list end 

JORDAN.EL. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolldaled Edison Co of New York, Inc 109pp 29790 278 
29791 024 

8504090419 IE Info Notice 85 029, "Use of Unqualified Sources In Well Logging Appli- 
cations " Sve list end 

PARTLOW.J G Division of Inapeclton Programs (Post 850212) 85/04/12 Consolidat- 
ed Edison Co. of New York, Inc 66pp 29632 001-29832 023 

0504170240 IE Info Notice 85 030, “MfcrobioJogically Induced Corrosion Conlainmenl 
Sve Water Sys " Sve list oncl 

JORDAN.EL Division of Emergancy Preparedness & Engineering Response (Post 
8301031 86/04/19 Consolidated Edison Co of New York, Inc f09pp. 29966 268* 
29966.363 

8504190056 fE Info Nollco 85*032, "Recent Engine Failures of Emergency Diesel Gen- 
erators." Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/04/22 Consolidated Edison Co ol New York, Inc lOSpp 29988 239 
29988 ‘347 
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0504150080 IE fnlo Notice fl5'033. ’’Undersized Nozzle To Sh.ell Welded Joirts in Tanks 
& HXs Const/ucted Under Rii3es of ASWE Boiler & Pressure Vessel Code’ Svc list 
end 

JORDANiE L Division of Emergency' Preparedness & Engjneermg Rosponse fPost 
830103J 85/04/22 Consalidaied Edison Co of New Yo-rK^ Inc tOBpp 29989 001 
29939 107 

0504220347 IE Info Notice 84 84, Rev t, 'Deficiancies in Ferro Resonant Transforimefs " 
Svc list end 

JORDAN,E L Oivisron of Erriergoncy Preparedness A. Engineering Response (Post 
830103) 85/04/24 Consolidated Edison Co of New York. Inc IIBpp 3002?* 067 
30027 184 


DOCKET 50*276 GEORGIA TECH RESEARCH REACTOR 


P Operating license stage documents & correspondence 

0504170357 Responds to RE Carle; request for smeafablo surface contamination in dis- 
integrations per minute per 100 CM2 A imbedded conlaminatron in components of 
AGN 201 measured in uH/li at 1 meter Smearablo conlaminalion measurements end 
KAHAM.RA Georgia Institute of Technology, Altanta. G A B5/04/H THOMAS.CO 
Slandardizalion A Special Projiecls Branch 3pp 29827 239 29027 241 


R- Periodic operating reports & related correapondanca 


8504180510 Monthly operating rept for Feb 1985 W/850306 Itr 
KANICK,B. THORNBERRY, RC Paalic Gas A Etecinc Co 85/02/28 6pp 
29915 147*29915152 

3504080443 Forwards ‘Tabulation of Personnel Exposure, Number of Personnel & Man 
Hem by Work & Job Function for 1984 " Tech Spec requirement for submission of 
repl prior to 850391 inadvertently overlooked 

SHIPPER .J D Pacific Gas A Electric Co 65/01/25 MAHTfN.J B Region 5. Office of 
Director 1p 29684 033 29684 035 

-8504080445 ‘’Tabulation of Personnel Exposure, Number of Personnel & Man Rem by 
Work & Jot) Function for 1984 " 

• Pacitic Gas A Electric Co 64/12/31 2pp 296B4 034 29664 035 

8504030128 Forwards "Thermal Effects Monitoring Program, 1984 Annual Repl” A 
progress rept for 19Q4 heal treatment optimization studies for marine blofoulmg 
control Impingement A cr>train/nenl for 1385 wiJI be in 19BS progress rept 
CARROLL, JC Pacific Gas A Efectric Co 85/03/20 JONES.K R California, Slate of 
5pp 29589 991 29569 329 

-3504030134 “Thermal Effects Monitorirvg Program, 1904 Annual Rept'" W/Iwo oversize 
maps end Apofluro cards available in PDR 

• Pacific Gas A Efectric Co 84/12/31. 320pp 29583 010-29583 329 

8504303658 “Rept on Discharge Monitoring at Diablo Canyon Rower Plant During Jan- 
Mar 1985 ” W/eS0419llr 

TH0RNBERRY,RC Pacific Gas A Etectnc Co. 85/03/31 JONeS,KR Cafifornia, 
Slated 4Cpp 30069059 30069 098 


DOCKET 50-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 


F, Security, medical, emergency A fire protection plans 


8504040282 Public version of emergency plan 
KANKUS.RA Philadelphia Electric Co 84/12/31 254pp 29607 001*29607 254 

6504190021 Forwards SER A technical evaluation rept re SPDS SPDS docs not fully 
meet requirements of SuppI 1 to NUREG 0737 Proposed use of existing fixed panel 
Insirumcntation not concise display 

THOMPSON, H L Division of Licensing 85/04/03 BAUER, E G Philadelphia Eleclric 
Co 3pp 29924 262 29924 314 


-8504 190024 Safety evaluation re SPDS SPDS dosig/i does not meet basic principles 
stated In Supp1 1 to NUREG-0737 Response to listed issues requested within 45 days 
' NRC ♦ No Dotaifed Affiliation Given 85/04/03 14pp 29924 265-29924 278 


-8504130032 “Data Collection & Evaluation of Proposed SPDS,Peach Bottom Units 2 A 
3 " 


* Sctenc© Applications International Corp (formerly Science Appllcalions, Inc ) NRC 
03*62 096 64/01/04 NRC • No Detailed Affiliaflon Given 36pp 29924 279 
29924 314 


8504230206 Forwards revised Tech Spec Pages 77,66 A 93 reflecting changes re shut 
down parameter display sys A reactor water fevel instruments, per 820211,830824 A 
841009 requests to amona Licensea DPR-44 A DPR-56 

DALTROFF.SL Philadelphia Eleclflc Co 85/04/18 STOLZ.J P Operating Reactors 
Branch 4 2pp 29950 029 29950 035 


L Financial Information 


S Reporlatafe occurrences, LERs A related correspondence 

8504080446 Special Repl SR 65-01 'on 85021 3, ECCS actuation occurred resulIPng in 
water discharge in RCS Caused by radio frequoncy inlerteronce Event described In 
detail in 850313 LER 85-009 00 

SHIFFER.JD Pacific Gas A Electric Co 85/03/15 WARTtN.JB Region 6, OfiPce of 
Director Ip 29684 032*29684 032 

8SD4040212 LER 85-011 00 on 65021 7, manual reactor tup initialed In response (o auto 
matic shutdown of main feedwater pumps 1-1 A 12 Caused Iw conservatively set 
thrust bearing wear indicators Indicators reset to new values W/0a0319 Hr 
KELLY,^^^, SHIFFER.JD Pacific Gas A Efeclric Co 85/03/19 2pp. 29670.057* 
29670 05B 

0504 100335 Discusses util 850325 Ur indicating that LER would be forwarded re late 
submittal of mio on t9B4 personnel exposure Detailed review of NUREG 1022, SuppI 
I.Seclfon II, Item 2 9 indicates LER submittal not required 

SNIFFER, J D Pacific Gas A Electric Co B5/03/29 MAR TIN, J B Region 5, Office of 
Director Ip 29768 241-29758 241 

8504180022 PNO*V*a5-0ie on 850328, power ascension program A 100 h warranty run 
completed w/lurbine Inp/reactor Inp from 100*!o powerjolrowed by natural circulelion 
boron injection mixing test Maint outage planned before return to power 
DODDS.R T . WENDONCA,M Region 5, Office of Director 85/83/29 Ip 29916 163* 
29916 163 

B5O43OOO10 LER 85 012 00 on 850321, automatic reactor A turbine trips 
occurred Caused by lechmcians inadvertently shorling 115voft vital power supply 
white lestiro level channels Personnel reJnstructed W/&50419 Ur 
SISK.DP, SHIFFeR,J,D Pacific Gas A Electric Co 85/04/19 2pp 30068 352- 
3Q068 353 


8504170505 “Philadelphia Electric Co Annual Rept 1964 “ W/850400 Ur 
EVERETT,JL, AUSTIN,JH, BRADLEY, EJ Philadelphia Eleclric Co 84/12/31 
DENTONJIR Office of Nuclear Reactor Regulation, Diroctor 48pp 30247 323 
30246 008 

8504170434 Forwards 1004 annual reals for PSEAG, Philadelphia Electric Co.Allanllc 
City Eleclric Co A Delmarva Power A Light Co, per 10CFR50 71(b) 

BRADLEY, E J Philadelphia Electric Co 85/04/00 DENTON,H R Office of Nuclear 
Reactor Regulation, Director Ip 29841 001-29841 194 

-6604170451 “Annual Repl, 1984 “ 

SONN,HW Public Service Eleclric A Gas Co of New Jersey 84/12/31 62pp 
29041 002-29841 053 

-8604170467 “Annual Rept.t984 “ 

FEEHAN,JD Atlantic Cily Efectric Co 84/12/31 46pp 29041 064*29841 099 
-0504170481 “Annual Ropl,1904 “ 

CURTIS.N Delmarva Power A tight Co 84/12/31 47pp 29841 100 29041 146 
-8504170403 “Annual Rept, 1984 “ 

EVERETT,JL. AUSTIN,J H Philadelphia Electric Co 84/12/31 48pp 29041.147- 
29841 104 


J. Insurance A Indemnity Information 

8504290280 Forwards Endorsement 111 to NELIA Policy NF-140 
BRADLEY, EJ Philadelphia Electric Co 05/04/22, SALT2MAN,J. Assistant Director 
for Slate A Licensee Relations, 2pp 30046 302*30046 303 


T. Hearing transcripts on non-anlltrust matters 

0504040344 Transcript of ACflS Subcommittees on Extreme External Phenomena A 
plant 8 S 0321 meeting (n Culver City,CA Pp 1 449 SupponJr>g documentalfon end 
" ACRS - Advisory Committee on Reactor Safeguards 85/03/21. 645pp 29609 001* 
29610 185 


U. Cortgrasslonal/Execulfve Correspondence 

8504250544 Advises that neither author nor member of author staff parlicipated In unau* 
Ihorized public release of transcripts of Commission defiberations re full power 
OL Relevant correspondenco encf W/o end 

ASSELSTINE,J K Comnnissloners 85/04/09 MYERS, J.T House of Rep , Appropria- 
tions 2pp 30021 351-30021 352 


V, Operator Examinations 

8504150289 Forwards (able Indicating current status of individuals w/senior operator A 
operator licenses avaiiable for control room shift assignments during dual 
operation, per request, Staffing meets Tech Spec requirements. 

SHIFFER.JD Pacific Gas A Electric Co 65/04/09, KNIGHTON.QW Licensing 
Branch 3 3pp 29799 276-29799 200, 


P. Operating license stage documents A correspondence 

8504020378 Forwards updated Tech Specs reflecting amends issued subsequeni to 
Amends 102 A 104 to Licenses DPn-44 A OPR-5G, respectively 
GEARS, G E Operating Reactors Branch 4. 85/03/18, BAUER, E Q Philadelphia Elec- 
tric Co 2pp 29586 305 29506 320 

-8504020383 Errata to Amends 102 A 104 to Licenses DPR-44 A DPR 56, 
re$poctively,up dating Tech Specs to reflect subsequently issued amends 
' NRC * No Detailed Affilialion Given 85/03/18 14pp 20506 307-29586 320 

0504020443 Forwards request for addi info re 840529 Tech Spec rev request changing 
administration controls section Info requested within 60 days of Hr receipt 
STOLZ,JF Operalmg Reactors Branch 4 85/03/18 BAUER.E G Philadelphia Elec- 
tric Co 4pp 29586'21 2-29586 215 

8504020449 Forwards Amends 107 A 111 to Licenses DPR 44 A DPR-66, respectively 
A safely evaluation Amends change Tech Specs to permit deletion of tabular listing 
(Table 3 1 1 D 1) of snubbers A ado criteria per Generic Llr 84-13, 

GEARS, QE Operating Reaclors Branch 4. 05/03/19 BAUER,BQ, Philadelphia Elec 
trie Co 2pp, 29586:186-29586 211 

-0504020452 Amends 107 A 111 to Licenses DPR-44 A DPR-56,fespec1iV0ly. changing 
Tech Specs to permit dofellon of tabular listing (Table 3.1 1 D 1) of snubbers 
STOLZ.J F. Operating Reactors Branch 4 85/03/19 22pp 29586*1 88 29586 209 
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-8504020454 Safety evaluation supporting Amonds 107 & ill to Licenses DPR'44 S. 
DPB-56, respectively 

* Office of Nuclear Reactor Regulation. Director 85/03/19 2pp 29586 210 

29586 211 

8SD4020460 Forwards Amend 100 to License OPR'44 & safety evaluatron Amend 
changes Tech Specs to permit reactor oporalion w/Reload 6 (Cycfo 7) 

GEARS.GE Operating Reactors Branch 4 05/03/19 BAUER.E G Philadelphia Eloc- 
tric Co 2pp 29506 152 295B6 170 

“8604020462 Amend 10G to License DPR 44, changing Tech Specs to permit reader 
operation w/Reload 6 (Cycle 7) 

STOLZ.J F Operating Reactors Branch 4 85/03/19 12pp 29586 154*29586 165 

“8604020464 Safety evaluation supporting Amend 108 to License DPR-44 

* Office of Nuclear Reactor Regulation, Director 85/03/19 5pp 29586 166 

29586 170 


8503280045 IE Info Notice 86-026, ‘Vacuum Relief Sys for BV\/R Mark I & II Contain 
monis Sve list onci 

JORDAN, Et Division of Emergency Preparedness & Engineering Response (Post 
B30103) 85/04/02 Consolidated Edison Co of New York, Inc 92pp 29667 107* 
29667 190 

8504080506 Forwards Insp Repl 50*277/85-14 on 050311 No violations or deviations 
noted 

MARTIN,! T Region 1, Office of Direclor 85/04/02 DALTROFF.SL Philadelphia 
Electric Co 2pp 29677 174-29677 179 

-.0504080609 Ifisp RopI 50*277/85 14 on 850311 No Violation or deviation noted Ma|or 
areas inspected licensee assess men is of exlernal & internal exposures resulling from 
events described in Insp Rept 50*277/85-1 1 

BtCEHOUSE.H J , MYERS.LE. PASCIAK.W Region 1. Office of Director B5/03/27 
4pp 29677 176 29677 179 


8504030098 Summary of 850320 rneeling w/util ir) Be1ti&sda,MO re proposed Tech 
Spec changes to purgo/vent valve 8 venlicalion of drywell wolwell vacuum breaker 
closures 

GEARS.G E Operating Reactors Branch 4 85/03/20 Operating Reactors Branch 4 
8pp 29627 202-20627 209 

6504170355 Grants 850109 request, supplemented on 850205, for extension of deadline 
for final environ qualification of electrical equipment to 851130 per lOCFRSO 49 duo 
to equipment delivery delays 

DENTON, H R Office of Nuclear Reactor Regulation, Director 85/03/29 BAUER.E G 
Philadelphia Efoctrtc Co 4pp 29904 116 29904 1 19 

8504120206 Generic Ltr 85 06 to all PWR licensees 8 all applicants for OLs re QA guid 
anca for ATWS equipment not safety-related Sve list end 

THOMPSON, HL Division of Licensing 85/04/16 Consolidated Edison Co of New 
York, Inc 22pp 29947 288-29047 309 

8504230206 Forwards revised Tech Spec Pages 77,86 8 93 reflecting changes re shut 
down parameter display sys & reactor water level inslruments.per 820211,830824 & 
841009 req^uests to amanci Licenses DPR 44 8 DPR 56 

DALTROFh.SL Philadelphia Eloclric Co 85/04/18 STOLZ.J P Operating Reactors 
Branch 4 2pp 29950 029 29950 035 

-BS0423021Q Errata to 820211,630824 & 841009 proposed changes to Tech Spec 
Tables 32F842P8 Section 3 2 ro channel inslrument surveillance 
* Philadelphia Electric Co 85/04/18 5pp 29950 031 29950 035 

8604230272 Requests rev to schcdulo proposed in 841205 correspondence for implo 
menting ono reactor vessel water instrumont mod per 841026 Generic Ltr 04-23 Com 
pletion of engineering planned for early 1986 

DALTROFF.SL Philadelphia Electric Co 85/04/18 THOMPSON.AL Division of Li 
censing 2pp 29949 350 20949 359 

0504260069 Responds to 850310 request for addi info ro proposed Tech Spec 
changes Withdraws request to add engineer outage managor Proposed organizational 
change 8 chart concept accoplable 

DALTROFF.S L Philadelphia Electric Co 85/04/24 STOLZ.J F Operalino Reactors 
Branch 4 4pp 30025100 30025 111 


0. Inspection reports^ IE Bulletins & correspondence 


8584010039 IE Info Notice 05-027, ‘ NoMicaiions lo NRC Operations Ctr & Reporting 
Events rn LERs ’’ Sve list end 

JORDAN.EL Division of Emergency Preparedness & Enginoering Response (Post 
830103) 85/04/03 Consolidalod Edison Co of Now York, Inc DBpp 29690 255 
29690 362 


0504050042 SuppS 1 lo IE Info Notice 86-003, ’’Separation of Primary Hoaclor Coolant 
Pump Shaft & Impeller " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engmaering Response (Post 
030103) 85/04/00 Consolldalad Edison Co of Now York, Inc 101pp 29701 025 
. 29791 126 


6504050047 IE Info Nolico 85 026, “Partial Loss of AC Power & Dfcsol Generator Dag 
radation ” Sve list end 

JORDAN, E L Division of Emergency Preparedness & Ennineonng Response (Post 
030103) 85/04/09 Consolidated Edison Co of Now York. Inc 109pp 29790 278 
29791 024, 


8504250G66 Ack receipt of 050306 ltr informing NRC of slops taken to correct violations 
noted m Insp Re pis 50-277/85 33 & 60 278/84 27 

HARPSTER,! Region 1, Off tco of Director 85/04/11 DALTROFF.SL Philadelphia 
Electric Co 2pp 3001 9 027 30019 031 

8504090419 IE Infci Noltco OS- 029, ’’Use of Unqualified Sources in Well Logging Appli 
cations ’’ Sve fist end 

PARTLOW.JG Division of (nspecUon Programs (Post 850212) 05/04/12 Corisolidat 
ed Edison Co of New York. Inc 66pp 29832 001-29832 023 

8504170240 IE Info Notice OS-030, ’’MicrobEologtcally Induced Corrosion Containment 
Sve Walor Sys ” Sve list end 

JORDAN, E L Division of Emorgency Preparedness & Enginoonng Response (Post 
030103) 85/04/19 Consolldatecf Edison Co of New York, Inc 109pp 29966 258 
29966 363 


8504100055 IE Info Notice G5 032, ’'Recent Engine Failures of Emergency Diesel Gen 
eralors " Sve list end 

JORDAN, E L Division of Ernorgoncy Preparedness & Enginoering Rosponso (Post 
030103) 85/04/22 Consolidalod Edison Co of Now York, Inc l09pp 20988 239 
29988 347 


8504180327 Lists actions &/or documantation necessary to close out IE Bulletin 81-01, 
“Surveillance of Mechanical Snubbers,” for listed facilities prior lo finalizing closeout 
rqpt 

JORDAN, E L Division of Emergency Preparedness & Engineering Rcsporiso (Post 
830103) 05/02/11 STAROSTECKI.R Region 1, Office of Direclor DENISE.R P , 
KIRSCH.D F. Region 4, Office of Director 4pp 20914 165 29914 160 


8504190060 IE Info Notice 85 033, Undersized Nozzlo-To Shall Welded Joints In Tanks 
S HXs Constructed Under Rules of ASME Boiler & Prossiira Vossel Code” Sve list 
end 

JORDAN, E L Division of Emergoncy Preparedness & Eng mooring Response (Pest 
030103) 85/04/22 Consolidatod Edison Co of Now York, Inc 108pp 29989 001- 
29989 107 


8504050146 Forwards Enforcemenl Conference Ropts 50 277/84*27 & 50*278/84 23 
on 840731 All safeguards info deleted from repl 

MARTIN,! T Region 1. Office of Director 85/03/06 DALTROFF.SL Philadelphia 
Electric Co 2pp 29675 166 29675 171 

6504040439 Forwards Insp Repts 50-277/65 09 & 50 270/B5 09 on 850128 0201 No 
violation noted 

MARTIN,! T Region 1, Office of*Director 85/03/11 DALTROFF.SL Philadelphia 
ElecIricCo 2pp 29657 341-29657 352 


8504220347 IE Info Noheo 84 84.Rgv 1, ‘’Deficfencios in forro-Rosonant Transformers” 
Sve list end 

JORDAN, E L Division of Emorgoncy Preparedness & Enginooring Response (Posl 
030103) 05/04/24 Consolidated Edison Co of Now York, Inc 118pp 30027 067- 
30027 184 


R. Periodic operating reports & related correspondence 


“8504040441 Insp Repts 50-277/05 09 & 50 278/05 09 on 850128 0201 No vrolalion 
noted Major areas Inspected effluent control program.radiochemica) me^suromanls 
program & performance radiological analyses of split actual offluenl samples 
KOTTAN.JJ,. STRUCKMEYERTt , PASCIAK,W J Region 1, Office of Director 85/03/ 
08 lOpp 29657 343-29657 352 

8503190650 IE Into Notice 85 022, “Limitorque Motor Operated Valves Resulting From 
Incorrect Installation of Pinion Goar " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/21 Consolidalod Edison Co of New York, Inc lOBpp 29597 001* 
20597 005 

8603210461 IE Info Nolico 85 023, “Inadequate Surveillance & Post-Maint & Post-Mod 
Sys Testing ” Sve list end 

JORDAN.EL, Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/03/22 Consolidaiecf Edison Co of New York, Inc t08pp 29656*001- 
29656 107 

B503220444 IE Info Nolico 85 024, "Failures of Protective Coalings In Pipes & HXs " 
Sve list end. 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/03/26 Consdidaled Edison Co of New York, Inc i08pp 29506*164- 
29596*363 


8604240587 Monthly oporaling repts for Mar 1985 W/850415 ltr. 

ALOEN.WM, LOGllE.RH Philadelphia Eledric Co 85/03/31 lOpp 29076,308- 
29976 317 

0504160333 Forwards "Thermal Mopping Ropt 84 1 1 (or 041103 for Thermal Wonitorma 
Requifomenls " Repl delayed duo to Interlacing failure heiween losling & lab group & 
mocliamcat engineering group 

WILLSEY.WB Philadelphia Eloclric Co 05/04/04 IPPOLITO.TA Operating Reactors 
Branch 3 tp 29816122-29816 127 

-•8604160340 “Thermal Mapping Repl 84-11 for 041103 for Thermal Monitoring Ro 
quiremenls " 

* Philadelphia Eloclric Co 84-11. 84/11/03 5pp 29016 123-29816 127 


8504290043 Submils 1984 anniual repl no safely rollef valve challenges, per TMI Item 

DALTROFF.SL Philadelphia Electric Co 85/04/24 THOMPSON, H L Division of Li- 
censing Ip 30045179*30045 179 


S. Reportable occurrences. LERs & related correspondence 


8503280037 IE Info Notice 85*025, "Consideration of Thermal Conditions in Design & 
Installation of Supports for Diesel Generator Exhaust Silencers ” Sve list end 
JORDAN, E,L Division of Emergency Preparedness & Engineering Response (Post 
830103) 86/04/02 Consolidated Edison Co of New York, Jnc 107pp 29667 199- 
29667:305 


85041B0294 Part 21 fopt re dlscropanl mall fuinishod by Bonnoy Forge Purchasers oi 
discrepant mall Informed via and Itrs Evaluation will ho perform ed & possibie dev) 
atton from NRC requfroments providod 

PETERS, P E MeJunWn Corp 04/03/27 JORDAN.E L. Division of Emergency Pra 
paredness & Engineering Response (Post 030103) Opp 29800 340-20808:355 



66 DOCKETED ITEMS 


DOCKFT S0.27B PEACH DOTTOM ATOMIC POWER STATION, UNIT 3 
F. Security, medicaf^ emergency & ftre protoctlon plans 


0504040180 Amend to 6501 07 appltcalion ^or amend to License DPR 56, reviBrngi 
Tech Spec Pages jv.133rf.133e,l42 & 142a re fuel operating limits tor Cycle 7 opcr 
alien 

DALinOFP.S Philadelphia Eleclfic Co 85/03/29 6pp 29612 186 29612 191 


8504040282 Public version of emergency plan 
KANKUS,nA Philadelphia Elodric Co 84/12/31 264pp 29607 001 '20607 254 

8504190021 Forwards SER & technical evaluation repl re SPDSSPDS does not fully 
meel requirements of Suppl I to NUREG 0737 Proposed use of oidsilng fixed panel 
instrumenlation not concise display 

THOMPSON,H L Division of Licensing 65/04/03 BAUER.E G Philadelphia Electric 
Co. 3pp 29924 262*29924 314 


•8604190024 Safety evaluation re SPDSSPDS design docs not rneet basic principles 
slated In Suppl 1 to INUREG-0737 Responso lo listed issues requested within 45 days 
‘ NRC • No Detailed Affilialion Given 85/04/03 14pp 29924 265 29924 278 


*'8^504190032 "Data Collectloo & Evaluation of Proposed SPDS, Peach Bottom Units 2 & 

* Science Applications Inlornationat Corp (formerly Science Applications, Inc) NRC' 
03 82-096 04/01/04 NRC No Detailed Affiriaiion Givon 36pp 29924*279- 
29924 314 


8604236206 Forwards revised Tech Spec Pages 77,B6 & 93 ref feeling changes ro shut- 
down parameter display sys & reactor water level Inslrumanls.per 820211,830824 & 
841009 requests to amend Licenses DPR 44 A DPR-56 

DALTROFF.S L Philadelphia Efeclric Co 85/04/18 STOLZ,JP Op era Imp Reactors 
Branch 4 2pp 2 99S0 020 29950035 


-8504040104 Proposed Tech Spec changes lo Pages iv, 1330,1330,142 & 142a re fuel 
oporaling liinils for Cydo 7 operation 

• Philadelphia ElecUicCo 85/03/29 5pp 29612 192 29612 196 

-6504040193 Rov I to ‘'Supplemental Refoad licensing Sub/niUal for Peach Bottom 
Atomic Power Station Unit 3,Reload G " 

LAMBERT, PA. DENNlSON,D K , CHARNLEY.J S General Electric Co 23A4660 BOl 
85/03/31 25pp 29612 197-29612 221 

6504128206 Generic Hr 85 06 lo all PWR licensees & all applicants for OLs re QA guid 
ance for ATWS equipment net safety-related Sve list end 

THOMPSON.H L Division o1 Licensing 65/04/16 Consolidated Edison Co of New 
York, fne 22pp 29947 260-29947 309 

0504230206 For^vards revised Tech Spec Pages 77,86 & 93 reJIeclmg changes re shut 
down parameter display sys & reactor water level instruments, per 820211.830824 & 
841009 requests lo amend Liconsos DPR 44 & DPR 56 

DALTROFF.S L Phlladefphra Electrrc Co 05/04/18 STOLZ.J P Operating Reactors 
Branch 4 2pp 29950 029 20950 036 

“B504230216 Errata lo 820211.030824 & 041009 proposed changes lo Tech Spec 
Tables 32F&42F & Seclion 3 2 re channel instrument surveillance 

* Philadelphia Electric Co 85/04/18 5pp 29950 031-29950 035 


t. Financial Informalfon 

8504170434 Forwards 1084 annual repts for PSEAG,Phi3adoJphla Efoctric Co.Allantic 
City Electric Co & Delmarva Power & Light Co. per 10CFF150 7Hb) 

BRADLEY, EJ Philadelphia Elocific Co 05/0^/08 DENTON.HR Office of Nuclear 
Reactor Regulation, Director Ip 29B41 001-20841 194 

-8504170451 ■■Annual nopM984 " 

SONN.HW Public Service Electric & Gas Co of New Jersey 84/12/31 52pp 
2984 1 002-29841 053 “ 

-6504170457 “Annual Rop1,10D4 

FBEHAN,JD Allantic City Efeclnc Co 04/12/31 4Cpp 29841 064 29041 099 
-0504170401 “Annuo! Rapt, 1084 " 

CURTIS, N Delmarva Power & Light Co. 84/12/31 47pp 29841 100-29041*146 
-0504170463 “Annual Rept.lflfil ’’ 

EVERETT.J L, AUSTIN, JH Philadelphia Efeclric Co 84/12/31 40pp 2984M47- 
29D41.194 


8504230272 Requests rev lo schedule proposed in 841205 correspondence for impta 
manting one reactor vessel water insirumont mod per 841026 Generic Llr 04-23 Com 
plelion of engineering planned for early 19B6 

DALTROFF.S L Philadelphia Elactrrc Co 85/04/18 THOMPSON.AL Division of LI 
censing 2pp 29949 368 29949 359 

85042600C9 Responds to 850318 request for addi Info re proposed Tech Spec 
changes Withdraws request to add engineer-outage manager Proposed organizalional 
chaiMo & chart concept acceptablo 

DALTROFF.S L Philadelphia Electric Co 85/04/24 STOLZ.J F Operaling Reactors 
Branch 4 4pp 30025108 30025,111. 


Q. tnspectlon reports. 1£ Bulletins & correspondence 

8504050145 Forwards EnforcemenI Ccnferonce Repts 50*277/84-27 & 50 278/04-23 
071 64 0 7 31 All safeguards Info cfoleted from rept 

MARTIN, TT Region I. Office of Director 85/03/06 DALTROFF.S L Philadelphia 
ElocIricCo 2pp 29675 166-29675 171 


J. Insurance A Indemnlly Informalfon 

8504290280 forwards Endorsement 111 lo NELIA Policy NF-140 
BRAOLEY.E J Philadelptila Etoct/ic Go 85/04/22 SALTZMAN,J. Aesislant Dire do; 
for State & Llcenseo Relalrons 2pp 300 4 6 '302-30046 303. 


P Operating license stage documents & correspondence 

8504020378 Forwards updated Tech 3poc8 rolCecIrng amends iasuod subsequent lo 
Amends 102 & 104 lo Liconsos DPR 44 A DPfl-58, rospoctively 
GEARS, QE. Opefatmg Reactors Branch 4 85/03/16 BAUERiE.Q Philadelphia Efoc- 
tric Co 2pp 29S66 305-29506 320 

-8SO48ZO303 Errata to Amende 102 & 104 lo Liconsos DPR 44 A DPR 56, 
respeclivoly.updatmo Tech Specs to roflacl subsequently Issued emonds 
» NRC - No Detailed Affiliation Givon 05/03/10 Upp, 2958O3O7-295B0.32O. 

0504020443 Forwards roquesi for add I info ro B40529 Tech Spec rev roquoal changing 
Qdministralion controls socljon Info roquosted wilhin 60 days of Mr rocQlpi 
STOLZ,J F Operating Roactora Branch 4 85/03/16 BAUER.E Q Phlladorphia Elec- 
tric Co 4pp 29506 212 29586215 

8504020449 Forwards Amends 107 & 111 lo LIcensos DPR 44 A DPR 56, respecllvoly 
& safely evaluation A monds change Tech Specs lo permit delelfon of tnbuior lisling 
(Tablo 3 1 1 D 1) of snubbers A odd criteria per Generic Llr 04-13 
gears, G E Operaling Roacto;s Branch 4 05/03/18 BAUER.E Q. Phliadofphia Eloc- 
tric Co. 2pp 29586- 1 80 205 88 2 1 1 

-560402 0452 Amends 107 A 111 to Licenses DPR 44 & DPR-SOjespoc lively, changing 
Tech Specs to permit dolotion of lobular listing (Tablo 3 11 D 1) of snubbers 
STOLZ.J.F Oporaling Reactors Branch 4 65/03/19 Z2pp 20586 180 20566.209 

-0604020454 Safety evaluation supporting Amends 107 A lit lo ticonses DPR 44 & 
DPR *56, reapec lively 

' Office of Nuclear Reactor Rogulaiion, Dpfector 65/03/19 Zpp 29506 210 
29506-21 1. 

8604030098 Summary of 050320 meeting w/ulil In Bolhesda.MD ro proposed Tech 
Spec changes to purge/ vent valve & verification of drywefi wotwoll vacuum breaker 
efosures 

GBARS.Q E Operatung Readers Branch 4 05/03/20 Operating Roactora Branch 4 
8pp 29627 202-29627.209 

6504170356 Gronls 650109 roquesl.supplomontod on 050205,for extension of doadrino 
for final environ qualdicalron of oleclrlcal equipment to 851 130 por 10CFR50.49 duo 
to equipmom delivery delays. 

DENTON, H R Office of Nucloar Reactor Rogulation, DBroclor, 05/03/29 BAUCR.E G 
Philadelphia Electric Co 4pp 29904:116-29004 110 

8604049177 Forwards amend lo 850107 applicalion for emond lo Licenso DPR 
66 Amend reflects changes In scope of planned reactor rofuelinn & rasullanl changos 
in operating limits ''Supplomontal Reload Licensing Submltfal , enicl 
BRADLEY, E,J. Phifadofphta Elactric Co. 05/04/01 DENTON, H,R. Office of Nuclear 
RoQclor Rogulaiion, Director. Ip, 29612*222-20612,222 


8604040439 Forwards Insp Repts 50 277/85-09 & 60-278/05-09 on 850120-0201 No 
vEolation noted 

MARTIN, TT Region 1. Offico o1 Director 05/03/11 DALTROFF.S L Philadelphia 
Electric Co 2pp 29657,341-29657 352 

-8504040441 Insp Ropls 50-277/06 09 A 50-278/85 09 on 050120 0201 No violatfon 
noted Major areas inspected effluent control program, radiochemical measuremenls 
program & performance radiological analyses of split actual effluent samples 
KOTTAN.J J . STRUCKMEYER.R . PASCIAK.W J Regron 1. Office of Director 85/03/ 
08 lOpp 20657 343 29657 352. 

8603190659 IE Inlo Notice 85-022, “Limitorqu© Motor Operated Valves Rosulling From 
Incorrect Installation of Pinron Gear ” Sve bst end 

JOROAN.E L Division of Emergency Preparodness & Engineering Response (Post 
030103) 85/03/21 Consolidated Edison Co of New York, Inc 108pp 29597 001- 
29597 005 

8603210481 IE Info Notice 05 023, “Inadequate Surveillance & Post Maml & Post-Mod 
Sys Testing “ Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
030 103) 85/03/22 Consolldatod Edison Co of New York, Inc foOpp 29656 001- 
29666 107 

8503220444 fE Info Noljco 65 024, "Failures of Proleclive Coatings In Pipes & HXs." 
Sve list end 

JORDAN.El Division of Emergency Preparedness & Engineering Response ■(Post 
830103) 05/03/26 Consolidated Edisoni Co of New York, Inc i08pp 20596 154 
29596 303 

0503200037 IE Info Notice 05-025, “Consideration of Ttiermal Conditions in Design & 
Installation of Supports for Diesel Generator Exhaust Silencers" Sve list end 
JOROAN.E L Division of Emergoncy Preparedness & Engineering Response IPosi 
830103) 85/04/02 ConsolJdatod Edison Co of New York, Inc 107pp 20667,199 
29B67 305 

0603286046 IE Info Nolico 05-026, “Vacuum Relief Sys for BWR Mark I & II Contain 
menis “ Sve list end 

JORDAN, EL DJviaion of Emergoncy Preparedness & Engineering Response ^Post 
830103) 65/04/02 Consolidated Edison Co of New York, Inc 92pp 29667 107 
29067 198 

8504010039 fE Info Nolice 85 027, “Notifications to NRC Operations Clr & Reporting 
Events in LERs “ Sve list ere) 

JORDAN, Et Division of Emergency Preparedness & Engineering Response (Posl 
030103). 05/04/03. Consolidated Edison Co of New York, Inc 98pp 29090 255 
29690.362 

0504050042 Suppl 1 to IE Info Notice 65-003, “Separation of Primary Reactor Coolant 
Pump Shaft & Impeller “ Sve list end 

JOROAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/00 Consolidated Edison Co of New York, Inc lOIpp 29791 025 
29701:126 
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6504050047 IE ln(o Noltce 65 028, “Partial Loss o1 AC Powef & Diesel Generator Deg 
radalion ’’ Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 86/04/09. Conaolidaled Edison Co of New York Inc 109pp 29790 278 
29791 024 

8504160216 Forwards Insp Repl 50-278/85 10 On 850212-15 No violation noted 
EBNETER.SD Region 1. Office of Director 85/04/1 f DALTROFF.S L Philncfetphia 
Electric Co 2pp 29814 161-29814 167 

-■'6504160227 Insp Repl 50-278/85-10 on 850212-15 No violation or deviation 
noted Major areas inspected local leak rale test program 

VITO.DJ, QETTENHAUSEN.L Region 1, Office of Director 85/03/21 5pp 
29814 163 29814 167 

55042B0566 Ack receipl of 850308 Itr informing NRC of stops taken to correct violations 
iToled in Insp Repls 50-277/05 33 & 50-278/84-27 

HARPSTER.T Region 1, Offico of Director 85/04/11 DALTROFF.S L Philadelphia 
Electric Co 2pp 30019 027-30019 031 

6504090419 IE Info Notice 85 029, “Use of Unqualified Sources in Well Logging Appli- 
cations *' Svc fist encl 

PARTLOW.J G Division of Inspection Programs (Post 850212) 85/04/12 Consolidat- 
ed Edison Co of New York, Inc 66pp 29832 001*29832 023 

8504170240 IE Info Notice 85 030, "Microbioloqically Induced Corrosion Contammonl 
Svc Wafer Sys " Svc list encl 

J ORGAN, E L Division of Emergency Preparedness & Enginoenng Response (Post 
930103) 85/04/19 Consolidated Edison Co of New York, Inc 109pp 29966 258 
29966 363 

8504190055 IE Info Notice 85 032, “Recent Engine Failures of Emergency Diesel Gen- 
erators " Svc list encl 

dORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc 109pp 29988 239 
29900 347 

8504190060 IE Info Notice 85 033, “Undersized Nozzle-To Shell Welded Joints In Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Codo ’’ Svc list 
end 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/22 Consolidated Edison Co of New York, tnc lOGpp 29989.001- 
29089 107 

8504220347 IE Info Notice 84 84, Rev 1, “Deficiencies In Ferrq Resonant Transformers*’ 
Svc list encl 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Posl 
830103) 85/04/24 Consolidated Edison Co of New York, Inc 118pp 30027 067- 
30027 184 


R. Periodic operating reports & related correspondence 

8504240567 Monthly operating repls for Mar 1985W/850415 ltr 
ALDEN.W M , LOQUE,R H Philadelphia Electric Co 05/03/31 lOpp 29976 306 
29976 317 

8504160333 Forwards “Thermal Mapping Rept 84 11 tor 841103 for Thermal Monitoring 
Requirements “ Rept delayed due to interfacing failure between testing & lab group & 
mechanical engineering group 

WILLSEY,WB Philadelphia Electric Co 85/04/04 IPPOLITO.TA Operating Reactors 
Branchs Ip 29816122-29016 127. 

"6604160340 “Thermal Mapping Rept 84-11 (or 841103 for Thermal Monitoring Re- 
quirements *' 

* Philadelphia Electric Co 84-11 84/11/03 5pp 29816123-29816127 

8504290049 Submits 1984 annual rept no safety relief valve challenges, per TMI Item 
1IK33. 

DALTROFF.S L Philadelphia Electric Co 05/04/24 THOMPSON, HX Division of Li- 
censing. Ip 30045 179 30045 179 


S. Reportable occurrencea, LGRa & related correspondence 

8504150294 Part 21 repl re discrepant matt furnished by Bonney Forge Purchasers of 
discrepant mail informed via end Itrs Evaluation will be performed & possible devi- 
ation from NRC requirements provided 

PETERS.P E McJunkin Corp 84/03/27. JORDAN.E L Division of Emergency Pre- 
paredness & Engineering Response (Post B30103). 6pp 2960B 348 29808 355 

8504020456 LER 85 002-00‘on 850220.au tomatic start capability of RHR & core spray 
sys defeated to permit repairs to MSlVa w/o reactor mode switch in refuel 
posiHomCaused by failure of operator to assure switch in shutdown position W/ 
850321 ltr 

NAGLE.JC, ULLRICH.WT Philadelphia Electric Co 86/03/21 4pp 29584.142- 
29584 145 

6504060109 LER 85 006 00 on 850220, RCIG Inboard steam Isolation valve MO d~13-16 
found fitted w/incorreci Limitorgue operator No addi unsatisfactory operators 
found Valve filled w/correcl operator W/850322 (ir, 

NAGLE.JC, ULLRICH.WT Philadelphia Electric Co 85/03/22 4pp 29675 122- 
29676 126 

8504110708 LER 85 007-00 OH 050301, during startup from mafnt outage at 30% 
power, reactor scrammed from main condenser low vacuum Caused by leak on feed- 
water heater A2 shell side relief valve Leak-off plug installed W/860401 ltr 
NAGLE.JC. ULLRICH, W.T Philadelphia Electric Co, 85/04/01 4pp 29778 001- 
29776 004 

6504300044 LER 8S-008 00‘on 65031 3, suppression pool water level rose to 15 3 ft, 0 4 
ft above Tech Spec limit Caused by operator mistakenly opening torus test bypass 
valve Torus pump used to lower water level 8^ operator disciplined W/850417 (Ir 
NAGLE.JC, ULLRICH.WT Philadelphia Electric Co 85/04/17 4pp. 30068‘360- 
30068-363. 


DOCKET 50-200 8URRY POWER STATION, UNIT 1 


F. Security, modlcal, emergency & fire protection plans 

8504150626 Forwards Insp Rapis 50 28U/O5-01 H 5U-201/O5OI on 850105 0208 & 
notice of violation 

WALKER.RD Region 2, 011 ico of Director 85/03/Ot STEWART.W L Virginia Power 
(Virginia Electric & Power Co ) 2pp 20810 24Q-29B10 259 

--0504150655 msp Rppts 50-200/05-01 & 50 281/85 01 on 850105 0208 Violations 
noted failure to conduct required survoiliance of containment hydrogen analyzers & 
failure to provide adequate proeduros for control rod position 

SURKE.DJ, DAVIS.MJ, tLROD.S Region 2, Olfice of Direclor 85/02/28 0pp 
29610 252-29810,259 

8504150684 Advises that 830820 1123 & 8'10224,0'130.05 15.0628.07 19,0820, 

0821,0911 & 1011 revs to emergency plans inconsistent w/ provisions of 
10CFR50 54fq} & unacceptable Lisl of plan daftciencies encl Response roqutslod 
within 45 days 

WALKER.RD Region 2, Office of Direclor 85/03/12 STEWART.W L Virginia Power 
(Virginia Electric & Power Co) 3pp 29010 179-29810 181 

6504300596 Forwards changes to dry cask ISFSI security program Changos withheld 
[ref 10CFR73 21) 

STEWART.W L Virginia Power (Virginia Electric & Power Co) 85/03/15 
BROWN, W B Fuel Facility Safeguards Licensing Branch lp 30070 3-17.30070 347 

8604010190 Ack receipt of 850201 ltr forwarding Q41 130 Rev 1 1 lo security plan Mod of 
encl issues requested lo maintain plan continuity End withheld (ret 10CFR73 21) 
WALKER.RD Region 2. Office of Director 85/03/26 QTEWART.WL Virginfa Power 
(Virginia Electric & Power Co) 3pp 29569 102-20569104 

8504110126 Forwards rev to nuclear security personno) training & qualilicatron 
program Rev withheld (ref 10CFR73 21) 

STEWART.W L Virginia Power (Virginia Electric & Power Co) 85/04/02 GRACE.J N 
Region 2, Offico of Director 1p 20765 361 29765 361 

8504120283 DIscusses.stalus of remota monitoring panel mod per 10CFR50, App R 
reoulreinonts Mod scneduled for completion prior to startup from 1084 refueling 
outage not completed due lo miaunderstanding of 841130 commiimeni 
STEWART.W L Virginia Power (Virginia Electric & Power Co) 65/04/04 
DENTON, HR Oflico of Nuclear Reactor Regulation, Director VARGA.S A Operalmg 
Reactors Branch 1 2pp 29787 096-297B7 097 

8504250342 Forwards revs to nuclear security personnel training & qualification program 
for Surry Program lor North Anna inadvertently included in 85040? submittal Revs 
withheld (ref 10CFn73 21) 

STEWART.W L Virginia Power (Virginia Efectric & Power Co) 65/04/12 GRACE.JN 
Region 2, Office of Director 2pp 29985 079-29905 OOO 

8604230359 Requests extension until 851 215 to complete installation & testing o1 
Phase ll,App H related emergency lightmg Number of fixtures raquired to illuminate 
shutdown equipment & access/ egress routes larger than anticipated 
STEWART.W L Virginia Power (Virginia Electric & Power Co) 85/04/16 
DENTON,HR Office of Nuclear Reactor Regulation, Direclor VARGA.S A Operating 
Reactors Branch 1 2pp 29931 345-29951 346 

8504240261 Rev 14 to EPJP-3 01, “Calloul of Emergency Response Personnel” W/ 
85041 5 Jfr 

STEWART.W L Virginia Power (Virginia Electric & Power Co ) 85/04/ 1 5 GRACE. J N 
Region 2, Office of Director lOpp 29967 310-29967 319 

8504190434 Forwards Insp Repts 60-280/85 08 & 50-281/85 08 on 860401 05 No vio 
tations or deviations noted 

BROWNLEE, VL Region 2, Office of Director 85/04/16 STEWART.W L Virginia 
Power (Virginia Electric & Power Co) 2pp 29918 148 20918 150 

"8504190437 Inap Repts 50-280/85 08 & 50-201/85 08 on 850401 05 No violations or 
deviations noted Malor areas inspected mgt effectiveness security prog ram .security 
program audit & records Details withheld (ref 10CFR2 790 & 73 21) 

MOORE.D E . MCGUIRE, 0 R Region 2, Office of Director 85/04/15 Ip 20918.150 
29918 150 

85042903B3 Application for amends to Licenses DPR'32 & DPR 37, supplementing 
841102 proposed Tech Spec changes to include addI reorganization of nuclear oper 
ations dept by changing tiilo of heahh physics supervisor 

STEWART.W. L Virginia Power (Virginia Electric & Power Co.). 85/04/17. 

DENTON, HR Olfice of Nuclear Reactor Regulation, Director. VARGA,S A Operating 
Reactors Branch I 3pp 30048 340 3004B 3^ 

-8604290387 Revised proposed Tech Specs.refleciing reorganization of nuclear oper- 
ations dept, par 841102 proposed Tech Spec changes 

* Virginia Power (Virginia Efectric & Power Co) 85/04/17, 8pp 30048 343 30048 350, 

8S04300073 Requests extension for reap ending to 860219 request for add! Info re Reg 
Guide 1 97,Re^ons0 lo f terns 2 & B-15 expected by 8505 10. Remaining items will bo 
submitted by 8^614 

STEVVART.WL Virginia Power (Virginia Electric & Power Co) 05/04/22 

DENTON, HR Office of Nuclear Reactor Regulation, Director VARGA.S A Operaitno 
Reactors Branch 1. ip 30058 212-30058 212 


H. General correspondence 

8503070877 Responds to Senator JW Warner Itr re constiiuenl Itrs concerning licensing 
of dry cask storage of spent fuel VEPCO notified NRC In Mar 1983 of selection of 
CASTOR V dry storage cask for licensing application 

DIRCKS,W.J Office of the Executive Director for Operations B5/02/27 
WARNER.JW- Senate. 4pp, 29262 105 29202 108 

"8603070679 Forwards comments from consiiluanUJ Parker, re licensmg of dry cask 
storage of radwaste Review of correspondence & preparation of repl on pfobtem re- 
quested 

WARNER, JW, Senate S5/02/04 KAMMERER.C. Office of Congressional Affairs 
3pp. 29282 109 29282 111 
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'*8503070680 Forwards corr^rricnls Jrom coflitituunl LL Haffolljo licensing oWry cask 
storage fu/ riitfv^Asto Review oF correspondenra & prepamtion ci repl on problem re 
questerf 

WARNER JW Senate G5/0^/0^ KAF^MERFR.C Office of Congress.ona I Affairs 
3pp 29282 U 2 20282 n-? 

650*1160582 Noliftei> of name cFidnt.es to Virginia Power, North Caroliria Power & West 
Virginia Power to permit company to identify moro closely w/costomers & to licTnevo 
higher profile 

SfEWART,Wl Virginia Power ^Virginia Flocirrc a Power Co) 05/0S/15 DAVIS.JG 
Olfice of Nuclear Material Safety & Safegoards.Dtrcclor 2pp 29838 103 29030 184 

05O417O6B5 Advises that info re ntil ficonse application for dry storage of spent fuel will 
bo forwarded as issoed.inclirding environ assessment, SERs on cask design S storage 
sys & licensing dociision.pDr 84031^ requcsi 

DIRCKS,Vi/ J Office of the Escocutivo Direcio/ for Oparaltons 85/04/04 
SIAUGHTER.D F House of Rep '^pp 29909 146 29909 152 

.'0504170694 Requests to bo kept informed on slalus/progress of util ficonsfng apphea 
tion fo' dry cash storage at Sorry Nuclear Pianl.por constituent inquiry 
SLAUGHTER, DF House of Rep 85/03/14 DIRCKS,WJ Office of the Executive Di- 
rector for Operations 4pp 29909 149-29909 152 


P, Operating llcenso alape documents & correspondence 

0504020403 Forwards SEHs supporting final resolution of environ qualification of elec- 
tric equipment important lo safety Program compJtos w/lOCFfl50 49 requirements 
VARGAS A Operating Reactors Branch 1 05/03/12 STEWARLWL Virginia Power 
(Virginia Fleclric & Power Co ) 2pp 29586 258 279 

-a5040204<19 SER supporting final resolution of environ qua Nfica lion of electric equip- 
ment important lo safety 

* Office of Nuclear Reactor Regulation. Director 05/03/12 lOpp 29586 260- 
29586 269 

. 8504020414 SFR supporting final resolution of environ quoMicaiion of electric equip 
ment important to safety 

’ Office of Nuclear Reactor Regulation, Director 05/93/12 lOpp 29S86 270- 
29586279 

8504150660 Forwards updated Pogion 11 organisation chart, reflect mg recent personnel 
chan nos 

WALKER, n D Region 2, Office of Director 85/03/13 STEWART.WL Virginia Power 
f Virginia Electric & Power Co J Ip 29010 216-29810 227 

8504030458 Responds to 850300 request for extension until 651139 for complolron of 
environ qualification of pfant cherging pump component cooling water pump 
motors Extension granted until next scheduled mamt oulago.but no lator than 851130 
DENTON.H R Olfico of Nucloar Reactor Regulation, Orreclor 85/03/20 
STEWART , W L Virginia Power (Virginia Electric & Power Co) 4pp 29606 324- 
29606 327 

85040BD260 AcNises 111 a I submittal of design change packages ro engineering for two 
prGssurizGf safety & relief valve mods will be delayed until 650639 duo to delay in 
receipt of engineering Info 

STEWART .W I Virginia Power (Vrrginia Electric & Power Co) 85/03/29 
DENTON, HR Office of Nuclear Reactor Regulation, Director VARGA, S A Operating 
Reactors Branch 1 2pp 286/7 359 29677 960 

8504080392 Forwards safety evaluation re impact of low flow for uncontrolled rod with- 
cifawal from subcritfcal condition using RETHAN computer code for Surry Units 1 & 
2 Similar analysis performed for North Anna Power Slalron 

STEWART, VVL Virginia Power (Virginia Eloctri-c & Power Co) 86/84/01, 

DENTON, H R Office of Nuclear Reactor Regulation, Director THOMPSON, H L Divi- 
sion of Licensing f4pp 28606 040 29686 053 

8584160135 Responds to 840724 request for adcIF Info ro Generic Hr 83- 20, Hem 4 3 ro 
automatic shunt trip mod Util received final equipment qualiflcalion data pack ages & 
lest ropts for DB-50 shunt trm attachments & panels 

STEWART, WL Virginia Pewor {Virginia Electric & Power CoJ 85/04/01 

DENTON, HR Office of Nuclear Reactor Regulatron, Director, THOMPSON, HL Divi- 
sion of Lfcenslrg 3pp 29020 148 29020 150 

8504170B44 Forwards safely evaluation concerning review of 831104 response to Qe- 
neric Ltr 03 28, Item 1 1 re post trip review^ program description & 

procedures Response acceptable 

VARGA, S A Operating Reactors Branch 1 B5/04/01 STEWART.WL Virginia Power 
{Virginia Electric 8 Power Co ) 3pp 29909 123*29909 t30 

* 8504170656 Safely evaluation re Generic Ltr 63 28.ltQm 1 1 re post-lrip roview pro- 
gram dosenpUon &, proccdiiros 

^ NRC No Detailed Affiliation Givon 85/04/01 5pp 2&90G 126 20909 130 

8504260358 Forwards addi info due to typo In 050208 rasponse to Guostlon 3 Dose 
rale for (op of GNS cask should read 0 6 mrern/h gamma-. 

STEWART.WL Virginia Power {VirginFa Eloclfic & Powor Co) 05/04/04 

CUNNINGHAM, R E Division of Fuel Cycle & Material Safely 3pp 30035.312- 
30035 314 

8504220303 Forwards safety evaluation supperlmg 850201 rehaf roquasts ro hydrostatic 
testing of main sloam sys & sloam generator Blowdown piping Relief permits hydro 
sialic testing at lower pressure than required by ASME Coaa,Seotlor^ Kl 
VARQA.SA Operating Readers Branch 1 85/04/11 STEWART.WL Virginia Power 
(Virginia Electric & Power Co ) 4pp 23942 337-29942 343 

-8504220307 Safety evaluation supporting 650201 relief requests ro hydrostatic testing 
of main steam sys & steam generator blowdown piping 

• NRC - No Detailed Affiliation Given 85/04/11 3pp 23942 341-29942 343, 

8504230066 Forwards fee for 860308 application lo extend deadline for environ quallfr- 
catJon of certain eleclncal equipment 

STEWART.WL Virgrnla Power (Virginia Eleclrrc a Power CeJ 85/04/12, 
DENTON, HR Office of Nuclear Roador Regulation, Director VARGA, S A Operating 
Reactors Branch 1. Ip 29950 074-29350 074 


8504230277 AppFication for amends to Licenses DPR‘32 & DPR 37, changing Tech 
Specs to revise limiting condition for operation & surveillance roquiremonls for reactor 
trip bypass breakers A shurit trip Fogjc par Genertc Ltr 83 20 Fee paid 
STEWART.WL Virginia Power (Virginia Eloclric 8> Power Co) 85/04/12 

DENTON, HR Office of Nuclear Reactor Regulation, Director VARGA, S A Operating 
Reactors Branch 1 3pp 29960 137-29950 147 

-8604230207 Proposed Tech Spec revising limiting condition tor operation & surveil 
fanco require men ts for reactor trip bypass breakers & undervoltage & shunt trip fogic 

* Virginia Power (Virginia Electric A Power Co) 85/04/12 Opp 29950 140 29950 147, 

8504230348 Suppremorttal application for amend lo Licenses DPR 32 A DPR 37,raviBino 
Tech Specs re radioactive e#fJuer>ts to reflect renumbering of Section 6 fiages & 
adding ref lo initial notification requirements of 10CFR50 72 

STEWART.WL Virginia Power (Virginia Electric & Power CoJ 05/04/12 

DENTOM.hr Office of Nuclear Reacior Regulation, Director VARQA.SA Operating 
Reactors Branch 1 3pp 29953 011-29963 029 

—8304230362 Proposed Tech Specs re redroactive effluenlSifaflecting renumbering of 
Section 6 paqes A adding ref to initial notification requirements of lOuFRSO 72 

* Virginia Power (Virginia Electric A Power Co) 86/04/12 16pp 29953 814 
29953 029 

P604230409 Appircation for amend to Licenses DPR'32 & DPR-37, deleting Tech Spoc 
4 16 re high energy pfpe break insp program Insp will be conducted under ASME 
Code.Soclion XI inservico map program 

STEWART, W.L Virginia Power (Virginia Elecinc A Power Co) 05/04/12 

DENTON.hr Office of Nuclear Rea ctor negufation, Director VARGA, S A Operaling 
Reactors Branch 1 9pp 29951 135 29951 146 

-0504230414 Proposed Tech Specs re ox«m requirements, methods A acceptance cfste- 
ria for high energy pipe break insp 

" Virginia Power (Virginia Elccirrc A Power Co) 05/04/12 Ip 29951 146-29951 146 

BS04230076 Forwards request for relief from requirements of ASME Section XI ro re- 
placement of corlain components In bone acid transfer sys Foe paid 
STEWART.WL Virginia Power (Virginia Electric A Power Co) 85/04/15 

DENTON.H R Office of Nuclear Reactor Regulation, Director VARGA, S A Operating 
Reactors Branch 1 Gpp 20950 063-20950 073 

8 504230401 Application for amend to Licenses DPR-32 & DPR 37, changing Tech ^ecs 
lo reduce min number of thimbles from 30 lo 26 Safety analysis A VEP-NOS-B, 
"Study of Effects of Reduced Numbar of Thimbles end Foe paid 
STEWART.WL Virginia Power (Virginia Elecirfc A Power Co) 05/04/15 

DENTON.H R Office of Nuclear Reactor Regulation, Director VARQA.SA Operating 
Reactors Branch 1 4pp 29962 026-29952 072 

-0504230485 Proposed Tech Spec changes/educing min number of thimbles from 30 
to 26 to obtain flux map for routine mondily surveillance of hot channel factors 

* Virginia Power (Virginia Electric A Power Co) 85/04/16 12pp 29952 030 
29052 072 

8604120206 Generic Ltr 05-06 to all PWR licensees A all applicants for OLs re QA guid- 
ance for ATWS equipment not safety-related Sve list end 

THOMPSON.H L Divjston of Licensing 05/04/16 Consolidated Edison Co, of New 
York, fnc 22pp 29947 2GB 2994/309 

0504120031 Generic Ltr 85-02 to all PWR licensees A applicants, holders of CPs A fort 
St Vrain re recommended acllor^s slemmrng from NRC integrated program for resolu- 
tion of unresolved safety issues ro stoam generator tube integrity Sve list end 
THOMPSON.H L Oivlsron of Licensing 015/04/17 Yankee Atomic Efeclnc Co 127pp 
29953 071-20953 262 

6504290383 Application for amonds to Licenses DPR.32 A OPR-37, supplementing 
041102 proposed Tech Spec changes to include addI reorganization of nuclear oper 
alions dept by changing title of heaRh physics supervisor 

STEWART.WL Virginia Power (Virginia Ffecinc A Power CoJ 05/04/17. 
DENTON, H.R Office of Nuclear Reactor Regulation, Director VARQA.SA Operaimg 
Reactors Branch 1. 3pp 30048' 340-30040 350 

-6504290387 Revised proposed Tech Spec5,reflectlng reorganization of nuclear oper 
aliens depLpor0411O2 proposed Tech Spec changes 

* Virginia Power (Virginia Efeclnc A Power Co ) 85/04/17 Opp 30048 343 30048 350 


Q. Inspection reports, IE Bulletins A correspondence 

8604150026 Forwards Insp Repls 50-200/05 01 A 50-281/85 01 on 850105 0203 A 
notice of violalfon 

WALKER.B 0. Region 2. Officd of Director 85/03/01 STEWART, W L Virginia Power 
(Virginia Efecirlc A Power Co ). 2pp 29010 248 29810 259 

-8504 150629 Noticd ol violation from insp on 850105 020B 

* Region 2, Offico of Director 05/03/01 Zpp 29810 250 2981 0 261 

-8604150656 Insp Repls 5O.20O/85-O'1 & 50-201/85 01 on 850105 0208 Violations 
noted failure to conduct required surveillance of containment hydrogen analyzers A 
failure lo provide adequate prccdures for control rod position 
BURKE.DJ. DAVIS.MJ, ELROD.S Region 2. Office of Director 85/02/20. 8pp 

29010 252-29810 269 

8604150472 Forwards Insp Repts 60 280/65-02 A 50 281/85 02 on 85021 1-15 A nolcce 
of violallon 

BROWNLEE.VL Region 2, Office of Director 85/03/05, STEWART, W.L Virginia 
Power (Virginia Electric & Power Co), 2pp 29011 028-29811 033 

-8504150475 Notice of violation from Insp on 65021 M5 

• Region 2, Office of Director 85/03/05 ip 29011 024-29811 024 

-B504160479 Insp Repls 60 280/85 02 & 50-281/85 02 on 850211-15 Violation 
noted supervisor of health physics did not have experience In specialty as required by 
ANS1 10 1-1971 

COLLINS.TR , JENKINS,G R Region 2, Office of Director 86/02/27 9pp 29811 025- 

2901 1 033. 
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6504160535 Fo/wards Insp Hepts 50-280/83 03 & 50 281/85 03 on 850219-22 & nolica 
of v:otation 

0ROWNLEE.VL Region 2 Office of Direciof 85/03/08 STEWARXWL Virginia 
Power (Virginia Electric & Power Co f 2pp 29010 290-29810 303 

•*8604150640 Notice of violation from insp on 850219-22 

* Region 2. Office of Director 85/03/08 2pp 29810 292-29810 293 

-8504160551 Insp Repis 50-280/05 03 a 50 281/85 03 on 850219 22 Violation 
Identified failure to waive poat-audit conference, lato audit responses a fead auditor 
annual evalualion.per procedures 

BELISLE.GA, UPRIGHT.CM Region 2, Office of Director 85/03/08 lOpp 
29810 294-29810 303 

8504120179 Forwards Insp Repis 50-280/85-06 a 50-281/85 06 on 850226-0301 No 
violations or deviations noted 

BROWNLEE, VL Region 2, Office of Director 85/03/13 STEWART, WL Virginia 
Power (Virginia Electric A Power Co) Ip 29807 205-29807 210 

-8604120189 Insp Repis 50-280/85 06 a 50-281/85 06 on 850226 0301 No viofations 
or deviation noted Major areas inspected licensee action on previous enforcement 
mat tera.ir service insp records & followup items 

G1RARD,E H , BLAKE.JJ Region 2, Office of Director 85/03/11 5pp 29807 206 
29807 210 

8603190859 IE Info Notice 05 022, ‘’Limitorque Motor-Operated Valves Rosulling From 
Incorrect Installation of Pinion Gear ’’ Sve list enci 

JORDAN, E L Division of Emergency Proparednoss a Engineerrng Response (Post 
830103) 85/03/21 Consolidated Edison Co of New York, (nc lOOpp 29597 001- 
29597 005 

8503210461 IE Info Notice 85-023, “Inadequate Surveillance a Post Maim a Post-Mod 
Sys Tosllng “ Sve list end 

JORDAN, EL Division of Emergency Preparedness a Engineering Response (Post 
830103) 85/03/22 Consolldaled Edison Co of New York. Inc I08pp 29656 001- 
29656 107 

8504170152 Ack receipt of 850304 Ur informing NRC of steps taken to correct violations 
noted in Insp Ropts 60-338/84 06, 50 330/84 06.50-280/84-10 a 50-281/84-10 
WALKER, R D Region 2, Office of Director 85/03/22 STEWART.W L Virginia Power 
fVirginia Electric & Power Co) Ip 29839 259-29839 307 

-8604170162 Responds to NRC 850201 Itr re violations noted In Insp Repts 50 280/84- 
10,50-281/84*10,50 338/84 06 S 50-339/64 06 Corrective acllons'mgt involvement in 
licensing activilios significantly increased lo provide addi direction 
STEWART.W L Virginia Power (Virginia Electric a Power Co ) 85/03/04 GRACE, J N 
Region 2, Office of Director 1 1 pp 29839 260 29839 270 

-8604170174 Forwards Insp Ropts 50-280/84-10.50-281/84 10,50-338/84-06 a 50- 
339/04-08 on 040301 -31, notices of violation a proposed Imposition of ctvif penalty a 
daviation 

O'REILLY ,J P Region 2. Office of Director 85/02/01 STEWART.W L Virginia Power 
(Virginia Electric a Power Co) 4pp 29839 271 29839 307 

-8504170186 Notice of violation & proposed Imposition of civil penally In amount of 
$40,000 based on 831020 1 104 mall false staloments a reactor vessel bead vent sys 
not operablo following Spring 1903 outage 

0'RE1LLY,JP Region 2, Office of Director 85/02/01 3pp 29839 275 20830 277 

-8504170200 Notice of deviation from insp on 840306 0405 

* Region 2, Offico of Director 85/02/01 ip 28839 276-20839 278. 


8604050042 SuppI 1 lo IE Info Notice 85-003, ''Separation of Primary Reactor Coolant 
Pump Sbaft a ImpoSler " Sve fisl onci 

JORDAN, EL Division o1 Emergoncy Preparedness & Engmaering Response (Post 
030103) 85/04/09 Consolidated Edison Co of New York, Inc 101pp 29791 025 
29701 126 

8504050047 IE Info Nolico 85-028, "Partial Loss of AC Power & Diesel Generator Deg- 
radation " Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Rosponso (Post 
630103) 85/04/09 Consolidated Edison Co of New York, Inc fOOpp 29790 278 
29791 024 

85040 90416 fE Info Notice 65-029, "Use of Unqualified Sources m Well Logging Appli- 
cations ” Sve list end 

PARTLOW.JG Division of Inspection Programs (Post 850 2 12) 85/04/12 Consolidal- 
ad Edison Co of Now York, Inc 66pp 29832 001 29832 023 

8604230409 Appitcalion for amend to Licenses DPR-32 & DPR 37,dol9tmg Tech Spec 
4 15 re high energy pipe break msp program Insp will be conducted under ASME 
Code,Secdcn X) inservice insp program 

STEWART.W L Virginia Power (Virginra Efoclric & Power Co) 65/04/12 
DENTON.hr Office of Nuclear Reactor Renulation, Director VARGA.SA Operating 
Reactors Pranch 1 Spp 29051 135 29951 146 

-8504230414 Proposed Tech Specs ro exam requiromon is, methods & acceptance crite- 
ria for high energy pipe break fnsp 

* Virginia Power (v^irginla Etoctric & Power Co) 85/04/12 ip 29951 14B 29951 146 

0504190434 Forwards Insp Ropts 50 280/8 5 08 & 50 281/85-08 on 850401*05 No ViO 
lations or devlalpons noled 

aROWNLEE.VL Region 2. Office of Director 85/04/16 STEWART.W L Virginia 
Power (Virginia Elociric & Power Co) 2pp 29918 148-29910 150 

-8504190437 Insp Repis 50-280/85 08 & 50 281/85 OB on 850401 -05 No viola liana or 
deviations notod Major areas inspected mgl olfectiven ass security program.secunly 
program audit & records Ootails withheld (ref 10CFR2 790 A 73 21), 

MOORE.D E , MCQUIRE.O R Region 2. Office of Director 85/04/15 Ip 29918 150- 
20918 160 

8504170240 tE info Notice 85-030, "Microbiologlcally Induced Corrosion Conlainment 
Sve Water Sys Sve list end 

JORDAN.E L Division of Emergency Preparedness A Enni nearing Response (Past 
030103) 05/04/1© Consolldaled Edison Co of Now York, Inc fOSpp 29966 250- 
29966 363 

8504190055 IE Info Notice 85*032, “Recent Engine Failures of Emargency DiesoJ Gen 
erators “ Sve list on cl 

JO ROAN, E L Division of Emergency Preparedness A Enginaering Responso (Post 
030103) 85/04/22 Consolidated Edison Co of Now York. Inc f09pp 29988 230 
29980 347 

8504190060 IE fnlo Nolice 05 033, “Undersized Nozzle To Shell Wolded Joints In Tanks 
A HXs Constructed Under Rules of ASME Boiler A Pressure Vassal Codo “ Sve list 
end 

JOROAN.E L Division of Emergency Preparedness & Engineering Rasponso (Post 
830103) 05/04/22 Consoficfatod Edison Co of New York. Inc lOBpp 29989 001- 
29009 107 


•0504170276 Insp Repts 50 200/04-10 A 50 281/84*10 on 040301 31 Violation 
noled Tech Spec limits on RCS coofdowr^ rate exceeded. 

BURKE.DJ, DAVIS.MJ, ELROD.S Region 2, Office of Director 85/02/01 Opp 
29830 279-29839 286 


-8604170315 Insp Ropls 50 338/04-06 A 50*339/84-06 on 840306 0405 Violation A 
deviation noted failure of valve lineup sys to ensure quality A failure to make Unit 2 
reactor coolant vont sys operable 

BRANCH.MW, LUEHMAN.J G , EIROD.S Region 2, Office of Director 05/02/01 
21 pp 20039 287-29039 307 

8603220444 IE Info Notico 85-024, "Failuros of Prolective Coalings In Pipes A HXs/' 
Sve list end 

JORDAN.E L Division of Emergency Preparedness A Engineering Rosponso (Post 
030103) 85/03/26 Consolidated Edison Co of New York, Inc 1O0pp 29596 154* 
20598 363 


8604030369 Ack receipt of 850304 Itf A payment of civil penalties proposed in 850201 
Hr Response being evaluated by Region II 

AXELRAO.JA Dfreclor’s Office, Office of Inspection and Enforcemenl 85/03/27 
STEWART.W L. Virginia Power (Virginia Electric A Power Co) 2pp 29606 1 37- 
29606 138 


8504080207 Advises that Insp items recommended by Westinghouse Owners Group 
program included in periodic mainl performed on reactor trip breakers, per util 050215 
response to Item 4 2.1 of Generic Llr 03-28 

STEWART.W L Virginia Power (Virginia Efectrlc A Power Co) 85/03/20 
OENTON.H.R Office of Nuclear Reactor Regulation, Director THOMPSON,H L DIvI 
Sion Of Licensing 2pp 29676 001-29678 002 


8503280037 IE Info Notice 85 025, "Consideration of Thermal Conditions in Design A 
Installation of Supports for Diesel Generator Exhaust Silencers “ Sve list end 
JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
030103) 85/04/02. Consolidated Edison Co of New York, Inc. 107pp 2G667'199 
20667 305 


8503280045 IE Info Nolice 85-026, "Vacuum Relief Sys for BWR Mark I A II Conlafn- 
mentfl." Sve fist end „ r- . , i-. in . 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/04/02 Consolldaled Edison Co of New York, fnc 92pp 29667 107 
29667.108 


8604220347 IE Info Notice B4 84,Rov 1, “Deficiencies m Forro RosonarU Transformers ’’ 
Sve fist end 

JORDAN.E t Division* of Emergoncy Preparedness A Engineering Rosponso (Post 
030103) 05/04/24 ConsoJidated Edison Co of Now York, (nc 1 IQpp 30027 067- 
30027 104. 


n. Perlodio operating reports A related correspondence 


0504110479 '’Ropt of Radiodclivo Elf luenls.CYfla, Surry Pow-or Station, Units 1 A 2 " W/ 
840229 llr 

STEWART.W L Virginia Power (Virginia Efocinc A Power Co) 63/12/31 

O' RE ILLY. J P Region 2, Office of Director 7pp 29780 349-29760 355 

8604100620 Forwards "Surry Power Stalion Operational Radiological Envlrork Monilo/ing 
program Annual Repl,19B3 Data for Sr-09 A Sr-90 A Apps A,B A C will bo Iransmil- 
tod when received from vendor 

STEWART.W L Virginia Power (Virginia Electric & Power Co) 84/03/02 

O’REILLY.J.P Region 2, on ICO of Director Ip 29763 044-29763 11.5 

-05O419O625 “Surry Power Slalion Operational Radiological Environ Monitoring Pro 
gram Annual Rent, 1903 '' 

ROBISON.MS. GROVER. JM NUS Carp NUS-4503 84/01/31 66pp 20763 046 
20763 115 

8504180626 Monthly operating repis for Feb 1985 W/050315 Hr 
JONES.V H , STEWART.W L Virginia Power (Virginia Electric A Power Co) 85/02/28 
BEEBE, M R. OMico of Resource Managernonl, Director 35pp 29912 171-20912 205 


8, Reporlabfe occurrencos, LERs A related correspondence 


8504110810 NPDES non compliance notification on 050305,96 A 07,excG5Sivo pH levels 
discovered In grab samples from OuUalls 191 A 601 Corroded Jan 1985 NPOES dis- 
charge monitonng rent for Outfall 601 end.W/o end 

TAYtORJ A Virginia Powar (Virginia Electric A Power Co ) B5/03/11 JENKINS.fl R 
Virginia, Commonwealth of Ip 29778 281-29778,261 


0504010039 IE Info Notice 05 027. “Notifications lo NRC Oporalfons CIr A Reporting 
Events In LERs '* Sve «6t end m * 

JORDAN.E, L Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/04/03. Consolidated Edison Co of New York, Inc OBpp 29600 265- 


29690-362, 


8504230055 NPOES noncomplianco nol)ficot!or> on 850405.di5covered light sheen of oil 
5x25 (I in station discharge canal Caused by fairure of oily water transfer 
pump Commercial oil sorbent mall used lo construct containment A pump repairod 
TAYLOR.J A Virginia Power (Virginia Electric A Power Co ) 05/04/09 DASS.K C Vir- 
ginia. Comnionweallh of 2pp 29965 290 29065 291 
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3504290512 LER fl-*1'001'O1 on 840l06,feaclOJ' Irjp occurred w/unit at 100% 
poAsr Caused by over terrp delta ^ signal Feedwaler lo steam generator A isolated & 
source rango channels manually reinstated Wm504ll (lr 

SAUMDERS.R F Vjrgrnia Power =(VFrginia Electric & Power Co) 85/04/11 4pp 
30053 357 30053 360 

85O42SO404 LER 95 009 00 on 8503t8,lag inadvertently placed on Fire Zono 5.lock(r>g 
out automatic initiation oF CO? w/o fire watch as required by Tech Specs Caused by 
operator error %s returned lo automatic Red tags used in future W/B504 17 ftr 
SAUNDEflS.RF Virginia Power (Virgrnia Efeciric & Power Co) 65/04/17 4pp 
23999 274 29969 277 


Y. Dry Cask rndepondent Spent Fuel Storage (nslallatlons 

6504300596 Forwards charges to dry cask ISFSf security program Changes withheld 
tret I0CFR73 21) 

STEWART, WL Virginia Power (Virginia Electric & Power Co) 85/03/15 
BROWN,WQ Fuel Facility Safeguards licensing Branch tp 30070 347-30070 347 

8504040373 Summary of B50320 meeting w/ulil.Scionco Applications, he & Bechtel in 
Shiver Spring, WD re ISFSI application 

ROBERTS,/ P Advanced Fuel & Spent Fuel Licensing Branch 85/03/27 
ROUSE, LC Advanced Fuel & Spent Fuel Licensing Sranch 4pp 29619 205- 
29619 298 

8504190554 Forwards notice of issuance & finding of no significani tmeaef & environ 
assessment re 821008 application lo construct & operalo dry cask ISFSf 
HOUSEXC Advanced Fuel & Spent Fuel Licensing Branch 85/04/12 
STEWART.W L Virginia Power (Virginia Eiecfric & Power Co) 2pp 29924.179- 
29924 261 

-8504190560 Notico of issuance ot environ assessment A finding of no significant 
impact re 821009 application lo consiruct ■& opera Is dw cask ISFSI 
R(JUSE,LC Advanced Fuel S Spent Fuel Licensing Branch 85/04/12 12pp 
29924 16V29924 192 

-8504190566 Environ assessmoni re const & operation of dry cask ISFSI 
' Office of Nuclear Material Safety & Saloguards, Director. 85/04/30. 79pp 
25924 193-29924 261 

8564238599 Forwards FR notice of finding of no sinnilicani impact re environ assess- 
ment for VEPCO Surry site dry storage cask ISF3 for transmission lo Congressman 
Slaughter, per W Dircks 850404 commitment W/o one! 

ROUSEAC Advanced Fuel & Spent Fuel Licensing Brancfi 85/04/15 
KAWMERER.C Oflice of Congressional Affairs Ip 29972 287 29972287 


DOCKET 60*281 SURRY POWER STATION. UNIT 2 


F. Security, medical, emergency 5 fire prolectlon plans 

8504150626 Forwards Insp Ropts 50 260/85 01 & 50-281/85 01 on 650105 0208 & 
notice of viofalfon 

WALKER.RD Region 2, Office of Oireclor 85/03/01 STEWAHT.W.L Virginia Power 
(Virginia Electric & Power Co) 2pp 29610240 29810 259 

-B504150655 fnsp Repts 60 200/85 01 & 50 281/65 01 on 650105 0208 Violations 
noted failure to conduct required surveillance of containment hydrogen analyzers S 
failure lo provide adequate proedures for control rod posilion 
BURKE, DJ Rogicn 2, Office of Director 85/02/28 8pp 29810 252-29810 269 

6504150684 Advises thal 830820,1123 & 840224,0430,0515.0628,0719.0620, 
0821,0911 & 1011 revs to emergency plana inconsisient w/ provisions of 
10CFR5D54(q) & unacceplableLisI of plan doficiencios encl Response requested 
within 45 days 

WALKER.R D Region 2, Office of Director 05/03/12 STEWART, WL Virginia Power 
(Virfipnia Electric & Power Co ) 3pp 29810 179-29810 181 

6604388590 Forwards changes to dry cask ISFSI security program Chang os withheld 
(ref 10CFR73 21) 

STEWART.W L Virginia Power fVirginla Electric & Power Co) 86/03/15 
BROWN, WB Fuel Facilily Safeguards LTcensing Branch ip 3D070 347 30070 347 

6S04010198 Ack receipt of 650201 Itr forwarding 841130 Rev 1 1 to security plan Mod of 
encf Issues requested to maintain plan continuity Encl withheld (rof 10CFR73 21) 
WALKER.R 0 Region 2, Office of Director 05/03/26 STEWAHTWL Vrrglnla Power 
(Virginia Electric & Power Co ) 3pp 29569 102-29569 104, 

6504110125 Forwards rev lo nuclear security personnel training & qualiflcalion 
program Rev withheld (ref iaCFR73 21) 

STEWART.W L Virdnla Power (Virginia Electric & Power Co ) 85/04/02 GRACE,J N 
Regton 2, Office of Director Ip 29765 361-29785 361, 

8504120263 Discusses status of remolo monitorrng panel mod per 10CFR50, App R 
requirements Mod scheduled for completlpn prior to startup from 1984 refueling 
outage noi comploted due to misunderstanding of a<l 1 130 commitment 
STEWART.W L Virginia Power (Virginia Electric & Power CJo ) 85/04/04 

DEN TON, H R. Office of Nuclear Reactor Regulation, Director VARGA .5 A, Operating 
Reactors Branch 1 , 2pp 29787 098-29787 097 

8S94258342 Forwards rovs to nuclear security personnel training & qualification progrann 
for Surry Program for North Anna inadvertently Included In 850402 submiHal Rovs 
withheld (ref 10CFR73 21) 

STEWART.WL Virginia Power (Virginia Electric & Power Co,). 86/04/12 GRACE, J N 
Region 2, OJflco of Director 2pp 29985 079 29965,080 

6504230359 Requests extension until 851215 to complete jnstallallon & testing of 
Phase If. App R related emergency lighting Number of lixlures required to llfumlnate 
shutdown equipment & acoess/egress routes larger than anticipated 
STEWART.W L Virginia Power (Virginia Electric & Power Co.}. 05/04/15 
DENTON.HR Office of Nuclear Reactor Regufalion, Director, VARGA, S, A Operating 
Reactors Branch 1 2pp. 29851 345 29951-346 

8584240251 Rev 14 to EPIP-3 01, “Callout ol Emargency Response Personnel’' W/ 
650416 Ur. 

STEWART.W L Virginia Power (Virginia Efeciric & Powar Co,) 85/04/16 QRACE,J N 
Region 2, Office of Director. fOpp 29067 310-29967 319 


95041D0434 Forwards Insp Repts 50-280/86-08 & 50 281/85 08 on 850401 05 No vio- 
lations or deviations noled 

BROWNLEE, VL Region 2, Office of Director 85/04/16 STEWART.W L Virginia 
Power (Virginia Electric & Power Co) 2pp 29918 148-20010 150 

-8504190437 Insp Rcpls 50-280/85 OB & 50-281/85 08 on 850401-05 No violations or 
deviations noted Major areas inspected mol effectiveness security program,socuri1y 
program audd & records Details withheld (rei 10CFR2 790 & 73 21} 

MOORE.D E Region 2, Office of Director 05/04/15 Ip 29918 150 29910 150 

0504290303 Application for amends to Liconse DPR-32 & DPR-37, supplementing 
841102 proposed Tech Spec changes to include addi reorganization of nuclear oper- 
ations dept oy charrging litle of heallh physics supervisor 

STEWART.W L Virginfa Power (Virginia Efectnc & Power Co) 85/04/17 

DENTON.HR Office of Nuclear Reactor Regulation, Director 3pp 30048340 

30048 350. 

-6504290387 Revised proposed Tech Specs.reflecting reorganization of nuclear oper 
alions dept per 841102 proposed Tech Spec changes 

* Virginia Power (Virginia Electric & Power Co ) 85/04/17 8pp 3D04B 343 3004Q 350 

0504300073 Requests extension for responding lo 850219 request for acfdl info re Reg 
Guide 1 97 Response to Items 2 & 8-15 expected by 850510 Remaining items will be 
submitted by 850614 

STEWART.W L Virflinfa Power (Virginia Efectnc & Power Co) 85/04/22 

DENTON.HR Office of Nuclear Reactor Regufation, Director VARGA, S A Operating 
Reactors Branch 1 Ip 30058 212-30058 212. 


H. General correspondence 

8503070677 Responds to Senator JW Warner Hr re constituent ftrs concerning licensing 
of d/y cask storage of spent fuel VEPCO notified NRC in Mar 1983 of selection of 
CAStOR V dry storage cask for licensing application 

DIRCKS.WJ, Office of the Executive Director for Operations 05/02/27 
WARNER, JW Senate 4pp 20282 106-29262 1 08 

-0503070879 Forwards comments from consliluent.JJ Parker,re licensing of dry cask 
storage of radwaste Review of corresporidonce & preparation of ropt on problem re 
quested 

WAflNER.J.W Senate 85/02/04 KAMMERER,C Office of Congressional Affairs 
3pp. 29202 109 29282 111 

-8503070680 Forwards comments from constiluont LL Harrojl.re ficensing ofdry cask 
storage for rpdwasfo Review of correspondence a preparation of rapt on problem re 
quested 

WARNER.JW. Senate 65/02/04 KAWMERER.C Office ol Congressional Affairs 
3pp 202B2 112 29202 114 

8504160502 Notifies of name changes to Virginia Power.North Carolina Power & West 
Virginia Power to permit company to identify more closely w/cuslomors & to achieve 
higher profile 

STEVVART.WL Virginia Power (Virginia Efectffc & Power Co) 05/03/15 DAVIS.JG. 
Oflrco of Nuclear Material Safety & Sareguerds.Director 2pp 29036 183 29836 184 

8504170665 Advises that info re util (icon so application for dry storage of spent fuel will 
bo forwarded as issued, In eluding environ assoasmenLSERs on cask design & storage 
ays & tlcanslng decision, per 340314 request 

DIRCKS.WJ Offreo of iho Executive Director for Operalions 05/04/04 
SLAUQHTER,DF House of Rop 3pp 29909 148-20909 162 

-8504170684 Hequests lo be kept informed on status/propress of util licensing applica 
lion (or dry cask storage at Surry Nuclear Plant, per constituent inquiry 
SLAUGHTER.DF House of Rep 85/03/14 DIRCKS.WJ Office of the Execufivd Di- 
reel or for Opcratlo-ns App 2990B 149 20909 1 52 


P. Operating ifeense stage documenta & correspondence 

0504020403 Forwards SERs supporting final resolution of environ qualification of elec 
Irfcequlpmenl important (o saraty Program compiles W/10CFR50 49 requirements 
VARGA, S A Operating Reactors Branch 1, 85/03/12 STEWART.W L Virginia Power 
(Virginia Electric & Power Co ). 2pp 29586 258 29586 2/9 

-8504020414 SER supporting tinaf resolution of environ qualification of electric equip 
ment Important to safely 

*' Office ol Nuclear Hoactor Regulation. Prrector 85/03/12 lOpp 29566 270 
29586.279 

8504150660 Forwards updated Region II organization chart, re flee ting recent personnel 
changes 

WALKER.R D. Region 2. Offico of Director 05/03/13 STEWART.W L Virginia Power 
(Virginia Electric & Power Co) Ip, 29810.216-20810 227 

0504080260 Advises thal submKtal of design change packages re engineering for two 
pressurizer safety A relief valve mods will be delayed until 650830 due to delay m 
receipt of enaineerlng info 

STEWART.W L Virginia Power (Virginia Electric & Power Co) 85/03/29 
DENTON.HR, Office of Nuclear Reactor Reaulation, Director VARGA, S A Operating 
Reactors Branch 1 2pp 29677 359 29B77 360. 

8504000392 Forwards safety evaluation re impact of low flow for uncontrolled rod with- 
drawal from aubcntical condition using RETRAN computer code for Surry Units 1 6 
2 Similar analysts performed for North Anna Power Station 
STEWART.W 1. Virginia Power (Virginia Electric & Power Co) 85/04/01 

DENTON,HR, Office of Nuclear Reactor Regulation, Director THOMPSON, H,L, Divf 
Sion of Licensing 14pp 296B6 040-20686 053 

8504160135 Responds to 640724 request for addI info re Generic Lir 83-28, Item 4 3 re 
aufomalrc shunt trip mod, Util received final equipment qualification data packages & 
lest repls for DB 56 shunt trip attachments & panels 

STEVVART.WL Virginia Power (Virgin^ Electric & Power Co), 85/04/01 

DENTON.Hfl Office of Nuclear Reaclor Regulation, Director THOMPsON.HL Divi- 
sion of Licensing 3pp 20620.146-29820 160 
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8504170844 Forwards safety evaluation concerning review of 831104 response to Ge 
neric Itf 83 28, Hem 1 1 ro post trip review program description & 
procodures Response acceptable 

VARGA, S A Operating Reactors Branch 1 05/04/01 STEWART.W L Virginia Power 
(Virginia Electric & Power Co) 3pp 2990D 123 29909 130 

-8504170666 Safety evaluation re Generic Ltr 83 28, Item 1 1 re post-trip reviow pro 
gram description S procedures 

^ NRC - No Detailed Affiliation Given 85/04/01 5pp 28909 126 29909 130 

8504200350 Forwards addi info due to typo in 850208 response to Question 3 Dose 
rate for top of GNS cask should read 0 6 mrem/h gamma 

STEWART.W L Virginia Power (Virginia Electric & Power Co ) 05/04/04 
CUNNINGHAM.R E Division of Fuel Cycle & Matorial Safety 3pp 30035 312- 
30035 314 

0504190346 FonAiards VEP NOS- 17, "Surry Unit 2.Cycfo 7 Core Performance Rept " 
STEWART.W L Virginia Power (Virginia Electric & Power Co) 85/04/12 

DENTON, H R Office of Nuclear Reactor Regulation, Director VARGA, S A Operating 
Reactors Branch 1 Ip 29917 115 20917 165 

-8604190374 "Surry Unit 2, Cycle 7 Core Performance Rept " 

HENDRIXSON.E S , SNOW, (3 T Virginia Power (Virginia Elecfric S Power Co ) VEP 
NOS-17 05/03/31 49pp 29917 116 29917 165 

8504230277 Appltcalion for amends to Licenses DPR 32 & DPR-37, changing Tech 
Specs lo revise limiting condition for operation & surveillance requirements for reactor 
trip bypass breakers & shunt trip logic per Generic Ltr 03-28 Fee paid 
SiEWART.WL Virginia Power (Virginia Electric S Power CoJ 85/04/12 

DENTON.HR Office of Nuclear Reactor Regulation, Director VARGA.SA Operating 
Reactors Branch 1 3pp 29950 137-29950 147 

-8S04230287 Proposed Tech Spec revising limiting condition (or oporairon & survoil 
lance requiroments (or reactor trip bypass breakers & undervoltage & shunt trip (ogle 

* Virginia Power (Virginia Electric & Power Co) 85/04/12 8pp 29950 140-29950 147 

8504230348 Supplemental application for amend to Lfeenses DPR-32 & DPR-37, revising 
Tech Specs ro radioactive effluents lo roflect renumbering of Section 6 pages & 
adding ref to Initial nolificafion requirements of lOCFRSO 72 
STEWART.W L Virginia Power (Virginia Electric & Power Co) 85/04/12 

DENTON, H R Office of Nuefoar Reactor Regulation, Director VARGA, S A Operating 
Reactors Branch 1 3pp 20953 011-29953 029 

”8504230362 Proposed Tech Specs ro radioactive offluQnts.reflocting ronumboring of 
Soclion 6 pages & adding ref to Initial notification roquiremonts of 10CFR60 72 
' Virginia Power (Virginia Eleclric Power Co) 05/04/ 12 16pp 29953 014- 
29953 029 

8504230409 Application for amend to licenses OPR-32 & DPR*37,delGtmg Tech Spec 
4 16 ro high energy pipe break insp program Insp will be conductod under ASME 
CodG.Seciion Xf inservico insp program 

STEWART.W L Virginia Power (Virginia Eleclric S Power Co) 85/04/12 

DENTON, H R Office of Nuclear Reactor Regulation. Director VARQA.S A Operating 
Reactors Branch 1 9pp 29951 135-29951 146 

-8504230414 Proposed Tech Specs ro exam requiromonls, methods & acceptance crite- 
ria for high energy pipe break Insp 

* Virginia Power (Virginia Electric & Power Co), 86/04/12 Ip 29951,146-29951 146 

8504230076 Forwards request for relief from roquiremonia of ASME Section XI ro re- 
placement of certain components In boric acid transfer ays Fee paid 
STEWART.W L Virginia Power (Virginia Electric & Power CoJ 05/04/16 

DENTON, H R Office of Nuclear Roncior Regulation, Diroclor VARGA, S A Operalmg 
Reaclors Branch 1 6pp, 29950 063 29950 073 

8504230481 Application for amend lo Licenses DPR 32 & DPR-37, changing Tech ^ecs 
to reduce min number of thimbles Ifom 30 to 26 Salely analysis & VEP NOS 8, 
"Study of Effects of Reduced Number of Thimbles end Feo paid 
STEWART.W L Virginia Power (Virginia Efeclric & Power CoJ 85/04/15 

DENTON.H R Office of Nuclear Reactor Regulation. Director, VARGA, S A Operating 
Reactors Branch 1 4pp 2Q952 026 29952 072 

-8604230486 Proposed Tech Spec changes, reducing min number of thimbles from 38 
lo 28 to obtain flux map for routine montlily surveillance of hot channel factors 

* Virginia Power (Virginia Electric & Power Co) 85/04/15 12pp 29952 030 
20962.072 

8604120206 Generic Ltr 85 06 lo all PWR licensees & all applicants for OLs re QA guid 
ance tor ATWS equipment not s at ety-r elated Sve list enc) 

THOMPSON, H L Division of Licensing 85/04/16 Consolidated Edison Co of Now 
York, fnc 22pp 29947 208 20947 309 

8604120031 Generic Ltr 85 02 It? all PWR licensees & ^plicanls, holders of CPs & Fort 
St Vrain re recommended actions stemming from NRu Integrated program for resolu- 
tion of unresolved safely issues ro steam generator tube mlogrlly Sve fisl er^cl, 
THOMPSON.H L Division of Licensing 85/04/17 Yankee Atomic Electric Co 127pp 
29953.071-29953 262. 


■6504150655 Insp Repts 50 280/85-01 & 50 281/85 01 on 850105 0208 Violations 
noted failure to conduct required surveiJIanco of containment hydrogen analyzers & 
failure lo provide adequate proedures for control rod position 
BURKE.OJ. OAVIS.MJ, ELROD.S Region 2. Office of Director 85/02/28 Opp 
29810 2 52 29*810 259 


0504160472 Foiwards InSp Repts 50-280/85-02 & 50 281/65 02 on 85021 1-15 & notice 
of violation 

BROWNLEE.VL Region 2. Office of Director 85/03/05 STEWART.W L Virginia 
Power (Virginia Electric & Power Co) 2pp 29811 022-29811 0,13 

-8604150475 Wotice ot violation trom msp on 850211 15 

• Region 2. Office of Drreclor 85/03/05 Ip 20811 024-29811 024 

-8504150479 Insp Repts 50 280/85 02 & 50-281/85 02 on 850211-15 Violation 
noted supervisor of health physics did not hove experienco in specialty as required by 
ANS1 18 1-1G71 

COLLINS, T R , JENKINS.G R Region 2, Office of Director 85/02/27 9pp 29B1 1 025- 
20811033 


0604160536 Forwards Insp Repts 60 280/85 03 & 50 281/05 03 on 850210 22 & notice 
of violation 

QROWNLEE.VL Hegion 2, Office of Director 85/03/08 STEWART.W L Virginia 
Power (Virginia Electric &. Power Co) 2pp 20810 290 29B10303 

-8604150540 Nolle© of vioJalion from insp on 050219 22 
^ Region 2, Offic© of Director 06/03/08 2pp 29010 292-20010 293 

-8504160551 (nsp Repts 50-280/85 03 fi 50 281/85 03 on 650219-22 Violalion 
identifiod failure lo waive post audit conference, late audit responses & lead auditor 
annual evaluation, per procedures 

BELfSLE.GA, UPRIGHT.C M Region 2, Office of Director 06/03/00 lOpp 
29&1021>4 29310 303 

0604120179 Forwards Insp Repts 50 280/85 06 & 50-281/85 06 on 650228 0301 No 
Violations or deviations noted 

BROWNLEE.V-L Region 2. Office of Director 85/03/13 STEWART.W L Virginia 
Power (Virginia Efectrlc & Power Co ) Ip 20007 205 29807 210 

-8504120109 Insp Repis SO 280/85 06 & 60-281/86 06 on 860226 0301 No violations 
or deviation noted Major oreas Inspected licensee action on previous onforcemenl 
matters .insQtvioo insp records & followup items 

GIRARD.EH, BLAKE.JJ Region 2. Office of Director 05/03/11 5pp 29807 206 
29807 210 

8503190659 IE Info Nolic© 85 022, "Limitorquo Motor Operated Valves Resulting From 
Incorrect InstaKation of Pinion Gear" Sve list end 

JORDAN, EL Diviafon of Emergency Preparedness & EnQinoorinq Response (Post 
830103) 85/03/21 Consolidated Edison Co of New York, Inc fOOpp 29597 001 
20597 005 


8603210461 IE Info Notice 6 5 023, "Inadequate Surveillance 8 Post-Mamt & Post Mod 
Sya Tasting " Sve list end 

JORDAN, EL Division of Emorgoncy Preparedness A Enginoorinn Response (Post 
030103) 85/03/22 Consoirdalod Edison Co of New York, Inc fOOpp 29656 001- 
29656107 

85041701S2 Ack receipt of 650304 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50 338/84 06, 50 330/84-08, 50-280/04.10 a 50 261/84-10 
WALKER.RD Region 2, Office of Director 05/03/22 STEWART.W L Virginia Power 
(Virginia Eloctrfc A Power Co ) Ip 20039 259-89039 307 

-8804170162 Responds to NRC 050201 Hr ro violations notoef in Insp Ropts 50-280/84- 
10,50-261/04 10,60-336/8 4 06 & £0 330/04 06 Correctivo actions mgt involvemenf In 
Itconsing acliviliea stgnificanlly Increased lo provide addI direction 
STEWART, W.L VirgTnla Power (Virginia Electric & Power Co ) 85/03/04 GRACE.J,N 
Region 2, Offico of Director 1 1pp. 29839 260-29830 270 

-0504170174 Forwards Insp Repts 50 280/04-10.50 201/04 10,50 330/84 06 & 50 
339/84 06 on 840301 31, notices Of violation & proposed Imposition of civil ponalty & 
deviation 

0’REILLY,JP, Region 2. Office of Director 65/02/01 STEWART.W L Virginia Power 
(Virginia Electric & Power Co ) 4pp 20839 271-20039 307 

-8504170186 Notice of violation & proposed impositfon of civil penally In amount of 
$40,000 based on 031028-1 104 mall false slatemonls & reactor vessel head vent sys 
not operable fcllowirtg Spring 1003 outage 

O’REILLY.J P Region 2, Offico of Director B5/O2/01 3pp 29039 275 20839 277 

-B604170276 Insp Repls 50 200/84-10 & 50-201/04-10 on 84030131 Violation 
noted, Tech Spec limits on RCS cooldown rote exceeded 

fiURKE.DJ, OAV(S,MJ, ELROD.S Region 2, Offico of Dlreclor 66/02/01 Opp 
29839 278-20839 286, 


65042903B3 Appllcalion for amends lo Licenses DPR-32 & DPR-37, supplementing 
841102 proposed Tech Spec changos to include addI reorganization of nuclear oper- 
alions dept by changing lillo of health physics supervisor 

STEWART,wL Virginia Power (Virginia Efectric & Power CoJ 05/04/17, 
DENTON, H,R Office of Nuclear Reactor Regulation, Dlreclor VARGA.S A Operating 
Reaclors Branch 1 3pp 30D48 340-30048 350 


-6604290307 Revised proposed Tech Specs, reflecting reorganization of nuclear oper- 
ations depLpof 841102 proposed Tech Spec changes 

* Virginia Power (Virginia Electric & Power Co) 86/04/17 Opp 30048 343-30048,360 


S503220444 JE Info Notice 85-024, ‘'Failures of Protective Coalings in Pipes & HXs" 
Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103), 85/03/26 Consolidated Edison Co of New York, Inc lOBpp 20595 154- 
29596,363 


0604030359 Ack receipt of 050304 Ur & payment of civil penalties proposed in 050201 
Ur Re^onsd being evaluated by Region fl 

AXELRAD.JA Director’s Office, Office of Inspection and Enforcomenl 85/03/27 
STEWART.W L Virginia Power (Virginia Electric S Power Co) 2pp 29606 137 
29606,136 


Q. inspection reports, IE Bulletins & correspondence 

8504150628 Forwards Insp Repta 50-280/86 01 & 50 201/65 01 on 850105 0200 & 
notice of violation 

WALKER, R.D Region 2, Offico of Director 85/03/01. STEWART.W U Virginia Power 
(Virginia Eleclric & Power Co ) 2pp 29810 248 29810 259, 


86040B0207 Advises lhat insp items recommonefed by Weslinghouse Owners Group 
program Included in periodic maint performed on reactor trip breakers, per util 85021 5 
response to Item 4 2 1 of Generic Ltr 83-28 

STEWART.W L Virginia Power (Virginia Efectric & Power Co) 85/03/29 
DENTON.H R Office of Nuclear Reactor Regulation, Director THOMPSON.H L Divi- 
sion of Licensing 2pp 29678 001-20878 002 
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0503200037 IE Info NoUcq 85 025. 'Consideralion o1 Thermal Condilions in Design & 
InstalPaiion of Supports lor Diesel Generator Exhausi Silencers " Svc list end 
JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
&30103) 85y04/02 Consolfdated Edison Co of New York. Inc 107pp 29667 199 
29S67 395 

0503280045 IE Info Notice 85 026, “Vacuum Reliof Sys for BWH Mark I & II Contain 
menis," Svc list enc? 

JORDAN.E L Division o1 Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Conaoljcfated Edison Co of New Voik, fnc 92pp 29667 107* 
29667 193 

8504010039 IE Info Notice 85 027, “Notifications to NRC Operations Clr & Reporlrng 
Events m LERs ' Svc |jst end 

JORDAN.E L Division of Emergency Preparedness & Engineoring Response (Post 
830103) B5/04/03 Consoladaled Edison Co of New Vork, Inc 98pp 29600 255 
29690 362 

8504050042 Suppl 1 to IE Info Notice 85 003, “Separation of Primary Reactor Coolant 
Pump Shaft A Impeller " Svc list end 

JORDAN.E L Oiw&ion of Emergency Preparedness A Engineering Response (Post 
830103) 85704/09 Consolidaled Edison Co of New York. Inc fotpp 29791 025 
2979 1 126 

8504050047 IE Info Notice 85-028, ■’ Partial Loss of AC Power A Diesel Generator Deg 
radation’’ Svc If si ond 

JORDAN.E L Division of Emergency Preparedness A Engineering Responso (Posi 
830103) 65704/09 Consolidated Edison Co of Now YoiK. Inc 109pp. 29700 278 
29791 024 

8504090419 IE Info Notice 65 029, “Use of Unqualified Sources in Wefi Logging Appli 
cationa*’ Svc lisl end 

PARTLOW,JG Division of Inspection Programs (Post 650218) 85/04712 Consolidat* 
ed Edison Co of New York. Inc 66pp 29832 001-29832 023 

8604230409 Application for amend lo Licenses DPR-32 A DPR 37,de1oling Tech Spec 
4 15 re high energy pipe break insp program Insp wi3l be conducled under ASME 
Code.Section XI insorvice insp program 

STEWART, WL Virginia Power (Vifginia Electric & Power Co) 85/04/12 
DENTON.hr Olllco of Nuclear Reactor Regulafion, Director Opp 29951 135 
29951 146 

-8504230414 Proposed Tech Specs re exam roquiroments.melhods & accoplanco crile 
na for high en.ergy pipe break Insp 

* Virginia Power (Virginia Electric A Power Co) 85/04/12 Ip 20951 146-29951 140 

8504190434 Forwards Insp Repis 50 280/65 06 & 50-261/65 06 on 650401 05 No vio 
latlons or deviations noted 

BROWNLEE, VL Rcnion 2, Office of Director 85/04/16 STEWART.Wt Virginia 
Power (Virginia Electric A Power Co) 2pp 2991 8 148 29916 150, 

-8504190437 Insp Repis 50 260/85 08 A 50 261/85 06 on 650401 05 No viotalions or 
deviations rioted Major areas inspected mgl offcclivoness socunly program.security 
prosmrn audit A records Details withheld (rar 10CFR2 780 A 73 21) 

WOORE.de , MCGUIRE.D R Region 2. Office of Director 85/04/15 Ip 20916 150 
29918 150 

3504170240 IE Info Notice 85 030, “Mic/oblologlcally Induced Corrosion Conlalnment 
Svc Water Sys '' Svc list end 

JORDAN.E L Division of Emergency Preparedness A Engfnoe/lng Response (Post 
830103) 85/04719 Consolidated Edison Co of New York. Inc t09pp 29966 250- 
29966363 

85041900S6 IE Info Notice 85-032, “Recent Engine Failures of Emergency Diesel Gen 
orators’* Svc list end 

JORDAN.E L Division of Emergericy Preparedness A Engineering Hosponso (Post 
830103) 85/04722 Corse lida tad Edison Co of Now York, Inc 10 Opp 29986 239 

29988 347 

8504190060 IE fnfo Notice 85 033, “Undorsizod Nozzle To Shell Wofdod Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler A Pressure Vessel Code ” Svc list 
end 

JORDAN.E L Division of Emergency Preparedness A Erginaefing Response (Post 
830103) 85/04722 Consolidated Edison Co of New YorA, Inc fOOpp 29909 001 

29989 107 

8504220347 16 Info NoliC 0 84 84, Rev 1, “Deficiencies, in Ferro Resonant Transformers “ 
Svc list end 

JORDAN.E L Division ol Emergency Preparedness A Enqfnoering Response (Post 
630103) 05/04/24 Consolidated Edison Co of New York, fnc, flOpp 30027 067- 
30927 164 


R. Periodic operating reports A related correspondence 


6504110479 “Repl of Radioactive El fluanls,CY03 .Surry Power Slallon, Units 1 A 2 '* W/ 
040229 Itr 

STEWART.WL Virginia Power (Virginia Electric A Power Co) 63/12/31 

O’REfLLY.J P Region 2. Office of Director 7pp 29780 349 29760,365 

8584100820 Forwards "Suiry Power Station Operational Radiological Environ Monitoring 
Program Annual Repl, 1983'' Data for Sr 89 A Sr-90 A Apps A.B A C will bo transmit- 
ted when received from vendor 

STEWART, W.L Virginia Power (Virginia Electric A Power Co)^ 84/03/02 

0’flEILLY.J P Region 2, Office of Director Ip 29763.044-29763 115 

-85G410062B "Surry Power Station Operational Radiological Environ Moniloring Pro- 
gram Annual Ropt,1&&3 " 

R.OBISON.MS. GROVER, JM. NUS Corp NUS.4503, 84/01/31 66pp 29763 046 
29763 115. 

6504180626 Monthly operating repts for Feb 1985 W/050315 Ur 
JONES, V H , STEWARLW.L Virginia Power (Virginia Electric A Power Co,) 85/02/20 
BEEBE, MR. Office of Resourco Manegement, Director 35pp 29912 171 29912206 


S Reporlabto occurrences, LERs A related correspondence 

B5041 10610 NpdES noncomplianco notilication on 850305,06 A 07, excessive pH levels 
discovered in grab samples from Outfalls 101 A 601 Corrected Jan 1985 NPDES dis 
charge monitoring ropt for Outfall 601 end W/o end 

TAYLOR, J A Virginia Power (Virginia Electric A Power Co) 05/03/11 JENKINS.RR 
Virginia. Commonwealth of Ip 29778 261-29778 261 

6504230055 NPDES noncompliance notification on 8 5 04 05 .discovered light sheen of oi! 
5x25 ft m station discharge canal Caused by failure of oily water transfer 
ump Commercial oil sorbent mall used to construct conlamment A pump repaired 
AYLOR.J A Virginia Power (Virginia Electric A Power Co) 85/04/09 DASS.KC Vir- 
ginia. Commonwealth of 2pp 29965 290-29965 291 

6504200412 PNO 17-85 041 on 850320,V)sual maps, magnetic particle A ultrasonic testing 
confirmed surface A subsurface imperfoclions on inside surface of three steam gener- 
ator girth wsfds.detecled during Aug 1903 inservice insp 

JENiSON.K , BLAKE.JJ Region 2, Office of Director 85/04/23 2pp 30051 007- 
30051 008 


y. Dry Cask fndapondent Spent Fuel Storage Inatallaflons 


8604300596 Foiwards changes lo dry cask ISFS) security program Changes withheld 
(ref 10CFn73 21) 

STEWART.Wl Virginia Power (Virginia Efociric A Power Co) 85/03/15 
BROWN, W B Fuel Facility Safeguards Licensing Branch Ip 30070 347-30070 347 

6504040373 Summary of 850320 meeting w/util, Science Applications, Inc A Bechtel [n 
Silver Spring.MD re ISFSI application 

ROQEBTS.J P Advanced Fuel A Spent Fuel Licensing Branch 85/03/27 
ROUSE, LC Advanced Fuel A Spent Fuel Licensing Branch 4pp 29619 295 
29619 200 

8604190554 Forwards notice of Issuance A finding of no significant impact A environ 
assessment re 821008 application to construct A operate dry cask ISFSI 
ROUSE, LC Advanced Fuel A Spent Fuel Licensing Branch 85/04/12 
STEWART.Wl Virginia Power (Virginia Electric A Power Co) 2pp 29924 179 
29924 261 

-8604190660 Notice of Issuance of environ fissassment A finding of no significant 
Impact re 821008 application to construct A operato dry cask ISFSI 
ROUSE, LC Advanced Fuel A Spent Fuel Licensing Branch 85/04/12 12pp 
29924 101-20924 102 

• 8504190666 Environ assessment ro const A operation of djy cask ISFSI 
* Office of Nuclear Material Safety A Safeguards, Direct or 85/04/30 79pp 
29924 193-29924 261 

8604230599 Forwards FR notice of finding of no significant impact re environ assess 
merit for VEPCO Surry site dry storago cask ISFSI for transmission lo Congressman 
Slauglitor.por W Dircks 869404 commTiment W/o end 

ROUSE, LC Advanced Fuel A Spent Fuel Licensing Branch 85/04/15 
KAMMERER.C Office of Congressional Affairs Ip 29972 207-29972 207 


DOCKET 6O«202 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency A fire protection plans 


8604308241 Advises that G Gothke A D Schultz (Cemex Corp) participation in 050318 A 
22 emargoncy preparedness workshops constitutes conflict of Interest 
QONYEAU.J.A Northern Slates Power Co. 05/03/05 PAPERIELLO.C J Region 3, 
OlfiCQ of Diroclof 2pp 30057 140 30057 141 

8604030391 Responds to 041129 A 850131 recjuesls for extension for completion dale 
for Item 2 b of Commission 040614 order re detailed control room design 
review Extension granted to 060101 Revised commitments end 
THOMPSON, HL Division of Licensing 85/03/11 MUSOLF.DM Northern Stales 
Power Co 4pp 29606 351-29606.354 

8504020211 Revused emergency response plan implementing procedures, including Rev 
32 to F3 ro tablo of contents, Rev 5 to F3-3 re fesponBiollillos during notlficalfon of 
unusual ovoni A Rev 3 to F3- 12 ro emergency exposure control W/050326 Mr 
FGY.r L Northern Stales Power Co 05/03/26 56pp 29503 164-29583 219 

8504020245 Ack receipt of objectives.guidolmos A scenario outline for 050514 plant 
emergency exercise Plant personneL assembly, accoun tab! lily A evacuation not 
mefuded Info will bo included m 1986 emergency exercise, per 850313 tolcon 
PAPERIELLO.C J Region 3, Office of Director 85/03/26 LARSON.C E Northern 
States Power Co 1p 29583 066 20503 066 

8504088202 Tomporaiy Change 85 43 to Rev 6 to Emergency Plan Implomonling Pro 
ceduro F3 13, “Oflsllo Dose Calculation " W/650328 Ur 

STENROOS.RA, FEY.FL, Northern Stales Power Co 85/03/28 6pp 29679 240 
20679 245 

8504160476 Responds lo 850400 request for updated Ur of agreement per emergency 
plan NRC response lo plant emergency described in Rev 1 to NUREQ 0720, NR(J 
tncfdent Response Plan " 

HiND.JA Region 3, Office of Director 85/04/12 LARSON.C E Northern Stales 
PowerCo Ip 20818 046 20818 047 

-8504100481 Roquesia updated Hr ol agreement in support of emergency prepared 
noB3 program by 850501 Exisling Hr of agreement end for review W/o enci 
LADD.MJ No rlhorn Slates Power Co 85/04/08 HIND.JA Region 3, Office of Diroc 
lor, Ip 20818 047-29818 047 

8504300 277 Submits addl info re Generic Ltr 82-33 re SPOS.per J Miller 850214 Itr Hot 
teg temp disprayod in primary reactor coolant temp trend display Steam line radiation 
variables wilf bo added to top level prlmaiy healup/cooldown display 
MUSOLF.O Northern Slates Power Co 05/04/17 Office of Nuclear Reactor Regula- 
tion, Oiir-eclorK 3pp, 30058.139-30058*141 
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8504300307 Rov 15 to comofate nuclear emergency plan rmplenienting 
proceduf as, including Rev 10 to EPIP 115, “Startup & Operation of Emergency Oper- 
ations Facility " W/C50423 Itr 

FEY.FL Northern Stales Power Co B5/04/23 36pp 30062 214-30062 249 


G. Adjudicatory correspondence 

8504090239 Retiuesls temporary exemption from requirements of 10CFR50 46<b)(1) & 
App K, Section I A, allowing util lime to verify that Tech Spec K(z) curve, Figure TS 3 10- 
5 conforms to requirements 

WUSOLF.D Norttiern Slates Power Co //285 43fl 85/04/02 Office of Nuclear Reac- 
tor Regulation, Director 4pp 29699 320-29699 331 


J Financial Information 


6604080162 'Financial & Statislical Info.Suppl to 1984 Annual Repl” W/B50403 Itr 
GIMBOLINI,R Northern States Power Co 84/12/31 23pp 29675 332-29675 354 


J. Insurance & Indemnity Information 

0504100317 Forwards Endorsemenl 76 to NELIA Policy NF-174 S Endorsement 64 to 
NELIA Policy NF-197 

JOHNSON, R G Northern Slates Power Co 85/04/03 DINITZJ Division of Engineer- 
ing 3pp 29729 098 29729 100 


P. Operating license stage documonla & correspondence 

B504040049 Forwards safely evaluation re environ qualifrcalion of electric equipment im 
portant 1o safely Proposed resolution of onviron qualification deficiencies identified for 
facilities acceptable, per 1QCFR50 requiremants 

DENTON, H R Office of Nuclear Reactor Regulation, Director 86/03/25 
MUSOLF,D M Norlhorn Slates Power Co 5pp. 29619 164-29619 176 

*-6604040052 Safely evaluation supporting environ qualification of electric equipment 
important to safely 

* Office of Nuclear Reactor Regulation. Director 85/03/25 flpp 29619169- 
29619 176 

8504050179 Submits addi Info re Exxon Nuclear K(z) curve verification Methodology 
overly conservative in upper regions of core Schedule for r^uslification of curve by 
Exxon Nuclear or Wcstingliouso will be provided by 850501 6F Owsley Itr encf 
MUSOIF.D Northern Slates Power Co 85/03/26 Office of Nuclear Reactor Regula- 
tion, Director 6pp 20666 174 29666 179 

8504190107 Withdraws 850402 exemption request re 10CFR50 46 & implementation of 
voluntary peaking penally, per 850403 discussion Penalizing Exxon fuel by 0 5 will con- 
servatively resolve NRC concerns 

MUSOlF,D Northern Stales Power Co 85/04/04 Office of Nuclear Reactor Rogufa 
tlon, Director 2pp 29086 350 29666 351 

8504120205 Forwards application for amend to Licenses OPR-42 & DPR 60, mcorporat- 
png operability & lealing requirements associated w/shunl trip attachment mod re- 
quired by Generic Ltr 83-26 Fee paid 

MUSOLF.D Northern Slates Power Co 85/04/05 Office of Nuclear Reactor ReguPa- 
lion, Director 2pp 29786 353 29709 001 

"8504120236 Application for amend to Licenses DPR-42 & DPR 60, incorporating oper- 
ability & testing requirements associated w/shunt trip attachment mod required oy Ge 
neric Ltr 83 28 

MUSOLF,0 Northern Slates Power Co 85/04/05 3pp 29788.356 207GB 357 

< 8504120302 Proposed Tech Specs Incorporating operability & testing requirements as- 
sociated w/shunt trip attachment mod required uy Generic Hr 83-28 

* Norlhorn Stales Power Co 85/04/05 lOpp 29788 350 29709 005 

8504120206 Generic Ltr 85-06 to all PWR licensees & all applicants for OLs re QA guid 
ance for ATWS equipment not safely-related Svc list end 

THOMPSON, H L Division of Licensing 66/04/16 Consolidated Edison Co o1 New 
York, Inc 22pp 29947 268-20947 309 

8504220318 Summary of 850307 meeting w/ulil & Wesfinghouse re replacement of re 
actor upper internals Agenda & list of attendees end 

DIIANNI.DC Operating Reactors Branch 3 05/04/16 Operating Readors Branch 3 
6pp 29943 354-29943 359 

8504120031 Generic Ltr 65 02 to all PWR licensees & ^pllcants, holders of CPs & Fort 
St Vrain re recommended actions stemming from NRC Integrated program for resolu 
Han of unresolved safely Issues re steam generator tuba intognty.Svc list end 
THOMPSON.HL Division of Licensing 85/04/17 Yankee Atomic Electric Co 127pp 
29953 071 29953 262 

5504290172 Forwards “Upper Plenum Injection LOCA Model Development" & aflidawt 
for withholding Repl withheld (ref 10CFR2 790) 

MUSOLF.D Northern States Power Co 85/04/19 Office of Nuclear Reactor Regula- 
tion, Director, 9pp 30046 314 30046 322 

8504290218 Forwards nonproprletary "Upper Plenum Injection LOCA Program Plan 
Using SECY 83 472 Methodology " Proprietary info dololed Proprietary version will he 
submitted 

MUSOLF.D Northern States Power Co, 85/04/19 Office of Nuclear Reactor Regula- 
tion, Director 1p 30046 031-30046 077 

•'8504290226 Sanitized version of "Upper Plenum Injection LOCA Program Plan Using 
SECY-83 472 Methodology " ....... . 

" Northern Stales Power Co, * Wisconsin Electric Power Co * Westinghouse Efeclric 
Corp 85/03/31 46pp 30046 032-30046 077. 

8594290209 Forwards "Safely Evaluation for Rod Cluster Control Guido Thimble Plug 
Romoval'’ Completion of review prior to Aug 1985 will allow time to purchase new 
thimble plugs If removal unacceptable . . 

MUSOLF.D. Northern Slates Power Co 85/04/22 Office of Nuclear Reactor Regula- 
tion, Director Ip 30045.184 30045 184 


“8504290215 “Safety Evaluation lor Rod Cluster Control Guide Thimble Plug Removal " 
KAPITZ.J Northern States Power Co NSPNAD8412 85/04/30 34pp 30045 185 
30045 218 


8504290325 Forwards results of Unit 1 physics testing for Cycle 10 using rod swap 
mothodology.ap proved in NRC 041024 Hr All acceplanco criteria met Unit 2 results 
submitted on 64 1 129 

MUSOLF.D Northern States Power Co 85/04/23 Office of Nuclear Reactor Regula 
lion, Director 3pp 30050 359-30050 361 


0. Inspection raporls, IE Pullelins & correspondence 


8504040436 Forwards Insp Ropts 50 282/85 05 a 50-306/65 05 on 650122-25,0205 07 
&. 0307 08 No noncompliance noted 

HARRISON, JJ Region 3, Office o1 Director G5/03/19 LARSON, CE Northern Slates 
Power Co 2pp 2 9668 275-29668 285 

“8504040437 InSp Repts 50 282/85-05 & 50 306/65 05 on 650122 25,0205 07 a 0307- 
08 No noncompfiance or deviation noted Ma|or areas inspected inservice insp 
procedures, work activilios.NDE. persormol certification a data a safely mjaclion mod 
JONES.DE. DANIELSON.DH Region 3, Office of Director 65/03/19 9pp 
29668 277-Z966B 285 


85D31906B9 IE Info Notice 85 022, "Limitorquo Molor-Operated Valves Resulting From 
Incorrect fnstallalion of Pinion Gear” Svc list end 

JORDAN.E L Division of Emorgoncy Preparedness a Enomeennn Response (Post 
830103) 85/03/21 Consolidated Ecfiaon Co of New York. Inc f08pp 29597 001- 
29597 005 


8503210461 IE Iflfo Notice 65-023, "fmdequalo Surveifiance a Post Maml a Post Mod 
Sys Testing " Svc list end 

JORDAN, EL Division of Emergency Preparedness a Engineering Response (Post 
030103) 05/03/22 Consolidated Edison Co of Now York, Inc 108pp 29656 001- 
29656 107 


8503220444 IE Info Notice 85 024, ‘'Failures of Proteclivo Coalings in Pipes a HXs” 
Svc list end 

JORDAN.E L Division of Emareency Preparednes's a Engineering Response (Post 
830103) 85/03/26 Consolidalod Edison Co of New York, Inc lOOpp 29596 154- 
29596 363 


6503280037 IE Info Notice 65-026, "Consideration of Thermal Conditions in Design & 
Installation of Supports for Dlesol Genoralor Exhaust Silencers " Svc list end 
JORDAN.E L Division of Emergency Proparodnoss a Engineering Response (Post 
830103) 05/04/02 Consolldatad Edison Co of New York, Inc 107pp 29667 109- 
29667 305 


0503260045 l£ Info Notice 85-026. "Vacuum Relief Sys for BWR Mark t 6 H Contain- 
ments “ Svc list end 

JORDAN.E L Division of Emergency Preparedness a Enginooring Response (Post 
030103) 05/04/02 Consofidatod Edison Co of New York, Inc 92pp 29667 107- 
29667 198 

850 4010039 IE Info Notice 05-027, "Notificalions to NRC Operations Clr & Reporting 
Evenls in LERs " Svc list end 

JORDAN.E L Division of Emergency Preparedness a Erglnoermp Response (Post 
830103) 05/04/03 Consolidated Edison. Co of Now York, tnc 9&pp 29690 265- 
29690 362 

8504050042 SuppI 1 to IE Info Notice 85-003, "Soparalion of Primary Reactor Coolant 
Pump Shaft a Impellor " Svc list end 

JORDAN.EX Division of Emergency Preparedness a Engineering Response {Post 
830103) 05/04/09 Consolidate d EcfJson Co of Now York, Inc 101pp 29701 025 
29791 126 


8504060047 fE Info Notice 85-020. "ParUal Loss of AG Power 8 Diesel Generator Deg- 
radation," Svc list end 

JORDAN, E.L Division of Eenorgency Preparedness a Cngineerinfl Response (Post 
830103) 06/04/09 Consolidated Edison Co of New York, Inc lODpp 29790 276 
20791 024 

8504000419 IE Info Notice 85-029, "Uso of Unqualified Sources In Well Logging Appli- 
cations " Svc list end 

PARTLOW.J G Division of fnspocllon Programs (Post 850212) 05/04/12 ConsolJdal 
ed Edison Co of Now York, Inc 66pp 29032 001-29832 023 

8504230191 Forwards Special Safety fnsp Ropts 50-263/05 13,50-202/85 04 & 50 306/ 
65-04 on 050225-28.0311-15 & 26 29 No noncompHance noted Surveillance functional 
area during SALP 5 docllned to Category 2 due to personnel errors 
SPESSARD.RL Region 3, Office of Director 05/04/17 LARSON, CE Northern 
States Power Co. 2pp 29049*111 29949 1 21 

"8504230237 Special Safely Insp Repts 50 263/86 13.50-262/05 04 & 50 306/05 04 
on 850225-28.0311 -15 & 26-29 No violat>lons identified Major areas 

Inspected surveillance testing a call hr activities a corporate QA audit program 
SMEENGE.RJ, HAWKINS.F C Region 3, Office of Diroclor, 85/04/17. 9pp 
29949,113-20949121 


6604170240 IE Info Nolfce 05-030, "MIcrobiologically Induced Corrosion Containment 
Svc Water Sys " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103), 85/04/19, Consolldalod Edison Co of Now York, Inc fo9pp 29066 258- 
29966 363. 


8504190056 IE Info Notice 85 032, “Recent Engine Failures of Emergency Dioso) Gen 
eratora " Svc llsl end 

JOROAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/04/22 Consofidated Edison Co of New York, Inc lOgpp 299QD239- 
29988 347 
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850419D060 IE Info Nolice 85'033, ''Undersized Nozzle-To-SheJI Welded Joints in Tanks 
& HXa Constructed Undar Rules of ASME Boilar & Pressure Vessel Code" Sve list 
enci 

JORDAN.E L Division of Emergency Preparedness fi Engineering Response (Post 
830103) 65/04/22 Consolidated Edison Co o# New York, Inc 108pp 29909 001- 
299B9 107 

8504220347 IE Info Notice fl4'fl4,Rev 1, "Deficiercics In Ferro Resonant Transformers ” 
Sve list ericl 

JORDAN.E L Divisiory of Emergency Preparedness & Engineering Response (Post 
830103) 65/04/24 Consolidated Edison Co of Now York, fnc IICpp 30027 067- 
30027 1 B4 


R. Periodic operating reports & related correspondence 

8504220216 Monthly operating ropts for Fob 1985 W/B50306 Ilf 
Dl/GSTAD.D. MUSOLF.O Norlhern Sfales Power Co B5/02/28 9pp 29939 314 
29939 322 


S. Reportable occurrences, LERs & related correspondence 

85D4250453 LER 85-007 00 on 8S03l9.oomponeni cooling pump 12 started Caused by 
loss of pressure signal during dc transfer switch operation Procedures will bo 
revised W/650418 llr 

HUNSTAD.AA. MUSOLF.D Northern Stales Power Co 85/04/10 3pp 30020 357- 
30020 359 


DOCKET 50*285 FORT CALHOUN STATION, UNIT 1 


F. Security, medlcaL emorgency & fire protoctlon plans 

8504170058 Responds to NRC 840911 llr ro violations noted in Insp Repl 50 205/84 
17 Corrective actions withheld (ref 10CFR73 21) 

ANDREWS, RL Omaha Public Power Dislrtcl 04/10/25 DENISE, R P Uranium Re- 
covery Field Office Ip 29930 363 29839 363 

8504110198 Forwards “(n Progress Audit of Detailed Control Room Design Review" 
conducted on 650205 08 Summary rept due on BS0401 Audit ropt indicates more work 
necessary to address open items in safely evaluation Summary ropi suppi nooded 
MILLER, J R Operating Reactors Branch 3 85/03/25 ANDREWS, R L Omaha Public 
Power Distncl 2pp 29769 325 29769 357. 

-6504110204 "In Progress Audit of Detailed Conirof Room Design Review for Omaha 
Public Power DisIncr.Ft Calhourr Station " 

' Science Applications Inlornalional Corp (formerly Science Appilealtons, fnc) NRC 
03 82 096 85/03/08 NRC - No Dotaifed Aflilialion Given 31 pp 29769 327- 
29769 357 

8504160162 Ack receipt of 641010,25 & 1217 lira Informing NRC of steps taken to cor- 
rect violations rotod in Insp Repl 50 285/84 17 AddI inTo- requosted ro intrusion do- 
teclion. sys for silo securily plan Info to be provided wilhin 20 days 
HUNTER, DR Region 4. Office of Or/oclor 85/03/25 ANDREWS.R L Omaha Public 
Power Dislnct 2pp 29B20 1B3 29B20 105 

■ 0504 1601 58 Responds to NRC 641128 Itr re violations noted In Insp Ropt 50 265/84 
17 Corrective actions Withhold (ref lOCFRTS 21) 

ANDREWS.R L Omaha Public Power District 84/12/17 DENISE, R P Region 4. 
Office of Director Ip 29020 185-29020 105 

8504110318 Confirms discussion w/JB Baird re offsite omorgoncy preparedness Class 
A deficiency for Slate of lA identified during 841024 FEMA emergency oxerciso Mom 
no! classified as significant deficiency per NRC review 

ANDREWS.R L Omaha Public Pewof District 85/03/29 HUNTER, DR Region 4, 
Office of Director Ip 29765 356-29705 356 

8504090005 Forwards detalted control room design review^per Suppi 1 to NUREG 0737 
& Generic Ltr 62-33 

ANDREWS.R L Omaha Public Power Oislrict 66/04/01 MILIER.JR Division of Li 
censing 1p 29703 177 29703 330 

-6504090006 Vols I & II lo '’Conirol Room Design flaviow Summary Ropl" 

' Omaha Public Power Districl 05/04/01 700pp 29703 178 29705 156 

8504090251 Forwards Rev 0 to ES 84 07, "Fori Calhoun Station Rog Qurdo 1 07, Rev 2 
Resporsa/’ per Suppi 1 to NUREG 0737 (Gen one Llr 62 33) A util 030415 commit- 
ment 

ANDREWS.R L Omaha Public Power District 65/04/01 DENTON.If R Office of Nu- 
clear Reactor Ragulatioa Director 1p 29639 163 2 G 633 244 

-8504090265 Rev 0 lo "Fort Calhoun Station Reg Guido 1 97, Rev 2 Response " 

* Omaha Public Power Distdcl £3 84 07 ROO 85/03/31, 61pp 29690,184- 
29S99 244 

8S84090140 Forwards FEMA 850226 evalualton of 041024 omorgoncy exorcise for 
Slates of lA & NE & focal anoncies Uhl requestod to continue cooperation during train- 
ing & remedial drill on 050510 to correct Category A doticloncy 
HUNTER, D R Region 4, Offreo of Director 85/04/04 ANDREWS.R L Omaha Public 
Power OlStflcI 2pp 29701,024-29701 076. 

6584120319 Forwards response to 850304 request for add I Info ro Fire Area 3B,per 
85Q109 request for ©jtempllon from 10CFR50,App R 

ANDREWS.R L Omaha Public Power Dislrict 65/04/08 MfLLER,J,n, Division of Li- 
censing 6pp 29707 088 29787 093 


j. insurance & indemnity Information 

8S 04 168370 Provides certilrcatlon that listed onsite property damago & decontamination 
Insurance in force as of 850401 

ANDREWS.R L Omaha Public Power Dlslncl 65/04/09 THOMPSON, H L Offree of 
Nuclear Reactor Regulation, Director ip, 29816 165-29816 165 


P. Operating ffeenso stage documents & correspondence 

8504030497 Requests that schedule for submitting updated Tech Specs ro Amend 76 
to License Df^-40 issued on 840516 be submitted within 30 days of receipt of Hr 
MILLER, JR Operating Reactors Branch 3 85/03/25 ANDREWS.R L Omaha Public 
Power Dfstnef 2pp 20605 361-29605 362 

8504160592 Requests add! info re Generic Llr 83-26, Items 2 1 & 2 2 2 wilhm 60 days & 
Item 4 53 wilhin 90 days Description of response deficiencies end Generic responses 
by owners groups, vendors or INPO may be applicable 

Wl'LLER.JR Operaitng Reactors Branch 3 85/03/25 ANDREWS.R L Omaha Public 
Power District 3pp 29836,162-29836 164 

8604100S22 Grants util request for extension of time to 651130 lo complete final enva 
fon qualification of electrical equipment important to safety 

EISENHUT.DG Olfic© of Nuclear Reactor Regulation. Director 65/03/29 
ANDREWS.R L Omaha Public Power District 5pp 29775 064-29775 068 

6604160206 Forwards Amond 86 lo License DPR-40 & safety evaluation Amend re- 
vises Tech Specs lo incorporate requirements ol App I of 10CFR50 as radiological 
effluent Tech Specs '‘Radiological Effluent Tech Specs (RETS) " also enci 
MILLER, JR Operating Reactors Branchs 85/04/03 ANDREWS.R L Omaha Public 
Power District 3pp 20611 336 29812 022 

-0504160290 Amend 86 to Ucense DPR-40.rGVising Tech Specs lo incorporate require 
mentsof Anp I of 10CFR50 as radiological effluent Tech Specs 
MILLER, JR Operating Reactors Branch 3 85/04/03 42pp 29811 339-29012 017 

-8504160295 Safely evafuatlon supporting Amond 86 lo License DPR-40 
• Office of Nuclear Reactor Fogulalion, Direclor 85/04/03 5pp 29812 018* 
29612 022 

-0501020513 "Radiological Effluent Tech Specs (RETS) Implemenlation - Fort Calhoun 
Station,' ' informal rept 

YOUNG.TE, SERRANO, W, DUCE.SW EG&G, Inc FIN A-6469 EQG-PBS 6765 
64/12/31 NRC * No Dolailod Aflilialion Given 33pp 29812 023-28812,055 

6504100447 Submits Info re Exxon Nuclear Co LOCA analysis In response to error in 
LOCA coding.including do&crfption of models used in LOCA analysis for Cycle 6 A 
models used In roanalysla after coding misformulation 

ANDREWS.R L Omaha Public Power District 85/04/04 M1LLER.J R Division of Li- 
censing 9pp 20721 333 29721 341 

8504 170163 No li flea that appeals meeting ro auxiliary feedwater sys no longer 
necessary, Chang a to Tech Specs mcorporalinp monthly Tech Specs lesling of oleclrlc 
& steam driven auxiliary feoctwater pumps will Bo submitted within 60 days 
ANDREWS.R, L Omaha Public Power District 85/04/12 MILLER.JR Division of Li 
censing Ip 29027 347-29827 347 

0504120206 Generic Ltr 05-06 to all PWR liconsoea & all applicants (or OLs ro OA guid 
ance for ATWS oquipmenl not safoly-relatod Sve list oncJ 

THOMPSON.H L Division of Licensing. 65/04/16 Consolidaled Edison Co of Now 
York.fnc 22pp 29947 200 29947 309 

8504240020 Nolities that 641016 offsite dose calculation manual, as modified on 
aSOSOO.consistont w/NUREG-0133 & accoplablo rof 

MILLER.JR Operating Reactors Branch 3 85/04/16 ANDREWS.R L Omaha Public 
Power District 2pp 29986 223-29986 224 

8504120031 Generic Ltr 65 02 to all PWR licensees & applicants, ho Id era of CPs & Fort 
St Vraln re rocommonded actions stemming from NRC integrated program for resoju 
lion of unresolved safety Issues ro steam generator tube integrity Sve list onct 
THOMPSON, H L Division of Licensing, 86/04/17 Yankee Atomic Electric Co 127pp 
29953 071 299 5 3 2 62 


Q. Inspection reports, IE Bulletins a correspondence 


6504170058 Responds lo NRC 640911 ltr re violations noted In Irtsp Rept 50 285/84- 
17 Corroctlve aclions withhold (rof 10CFR73 21) 

ANDREWS.R L. Omaha Public Power Districl 84/10/25 DENISE, RP Uranium Re- 
covery Field Office 1 p 29839 363 29B39 363 

8504020216 Contends that escalated enforcement action based on Incomplete re 
spon&e lo IE Buliotln 02-02 unwarranted False staloment caused by inadvertent cleri- 
cal error & had no safety significance 

ANDREWS.R L Omaha Public Power District 84/12/27 MARTIN.R D Region 4. 
Office of Director. 2pp. 20562 337-29562 338 

B604040032 Discusses end Ofc of Invosligattons Investigation Rept 50-285/64-12 on 
840625 0724 re polential matl false statement made in response to IE Bulletin 62- 
02 Enforcement corrospondence forwarded soparaloly 

HUNTER.D R Region 4, Office of Director 85/03/08 ANDREWS.R L Omaha Public 
Power District 2pp. 29670 001-20670 005 

-0504040036 Investigation Rept SO 265/84-12 on 840625 0724 for Case 4 84 031 ro 
potential matl falso sfatement in response to IE Bulletin B2-02 Inaccurate info re lubri- 
cant duo lo Inadoquato review, 

MATAKAS.R.A., HERR.RK, HAYES, B0 Office of Investigation 84/11/09 3pp 
20670 003 29670 005 

8504020109 Ack receipt of end State of SC 850102 Hr identifying possible radwaslo 
shipment vloradon Detailed InvostiQalicn conducted Results discussed at 850109 
meeting w/Slele of SC & submitted in end 050319 Itr 

ANDREWS.R L Omaha Public Power District 05/03/19 MARTIN.R 0 Region 4. 
Office of DIraclor. Opp 29579 339-29570 346 

8504050182 Ack receipt of 850227 llr Informing NRG of steps taken lo correct violations 
noted In Insp Rept 50 205/64-20, 

HUNTER, D.R Rogion 4. Office ol Direclor 85/03/20. ANDREWS.R L Omaha Public 
Power District 1p 20675 175-29675.100 
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-8504050158 Responds to NRC 8501 26 Itr re violahons noted in ln$p JRept 50' 285/84 
29 Corrective actions responses to 20 overdue deficiency/quality repts submitted to 
QA dept & cortlainment spray to safety injection valve padlocked closed 
ANDREWS,R L Omaha Public Power District 85/02/27 MARTIN, R D, Region 4, 
Office of Director 5pp 29676 176 29675 180 

8503190659 IE Info Notice 85 022. "Limitorque Motor-Operated Valves Resulting F/om 
Incorrect Installation of Pinion Gear " Svc fist end 

JORDAN, E L Division of Emergency Preparedness & Engineeriing Response {Post 
830103) 85/03/21 Consolidated Edison Co of New York, Inc lOBpp 29597 001* 
29597 005 

8503210461 IE Info Notice 85 023, “Inadequate Surveillance & Post-Maint & Post Mod 
Sys Testirig “ Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/22 Consolidated Edison Co of New York, Inc lOapp 29656,001* 
29656 107 

8504080046 Forwards fnsp Rapt 50*285/65 05 on 850201*26 No viofalions or dovl* 
alKjr^s noVed 

HUNTER.DR Region 4, Office of Director 85/03/22 ANDREWS.RL Omaha Public 
Power District 2pp 29688 273*29688 286 

-8504080056 fnsp Rept 50*285/05-05 art 850201*28 No violation or deviation 
noted Major areas inspected operational licensee action on previous insp 
findings, maint activities, station batteries & followup of LERs 

YANDELL.LA, MARTIN.L E Region 4, Office of Director. 05/03/22. 12pp. 
29688 275*29688 266 

8504160152 Ack receipt of 841010,25 & 1217 Mrs informing NRC of steps taken to cor- 
rect violations noted in (nap Rept 50*285/84*17 Add I into requested re intrusion de 
lection sys for site security plan Info to bo provided within 20 days 
HUNTEH.D R Region 4, orfica of Director 85/03/25 ANDREWS.R L Omaha Public 
Power District 2pp 29620 183*29820 165 

•*8504160158 Responds to NRC 841120 Hr re violations noted in Insp Rept 50-285/64* 
17 Corrective actions withheld (ref 10CFR73 21) 

ANDREWS.RL Omaha Public Power District 84/12/17 DENISE, RP. Region 4, 
Office of Director Ip 29820 185*29820 185 

8504020137 Forwards Requalificatlon Exam Rept 50-285/OL*85 03 on 850307.Two of 
three senior reactor operators previously removed from licensed duties may be re- 
turned to norma? licensed duties 

HUNTER.D R Region 4, Office of Director. 85/03/27. AN0REWS,R L Omaha Public 
Power District 2pp 29579’267 29579 310 

-8504020140 Requalificatlon Exam Rept 50 285/OL 85 03 on 850307 Exam results two 
senior reactor operators passed Exam koy end 

MCCRORY.SL. COOLEY, R A Region 4, Office of Director 86/03/21 41pp 
29579 269-29579 310 

8504020246 Ack receipt of 841210 & 850315 Itrs informing NRC of steps taken to cor- 
rect violations noted in Insp Rept 50*285/84 21 

HUNTER.D R Region 4. Office of Director 85/03/27 ANDREWS.R L. Omaha Public 
Power District Ip 29583 067-29503.074 

-SS04020252 Responds to NRC 641109 & 850215 Itrs re violations noted In Insp Rept 
50*285/84*21 Corrective actions QA plan, Section 6 3, will be revised to reflect recom- 
mendations of ANSI 45 2 1 re cleaning of fluid ays by 850630 
ANDREWS.RL Omaha Public Power District 86/03/16 DENISE.RP. Region 4, 
Office of Director 2pp 29583 066*29583 074 

8504030191 Forwards safety evaluation supporling waiver of mid cycte steam generator 
tube insp, provided that items listed in evaluation & 840622 Ur Implemented AddI com* 
milmenls In util 850202 & 0301 Itrs confirmed 

DENISE, R P Region 4, Office of Director 85/03/27. ANDREWS.R L Omaha Public 
Power District 2pp 29587 081*29587 086 

-B504030201 Safety evaluation supporting waiver of mid-cycle steam generator tube 
Insp. provided that listed Items implemented. 

* Office of Nuclear Reactor Regulation, Director, 85/03/08 4pp 29687 083* 
29587 086 

8504030046 Forwards payment for Insp Repts 50 265/84*15,50 265/64*16 & 50 205/ 
e4*17,por requirements of 10CFfl170 Fee paid 

ANDREWS.R L Omaha PubJiC Power District 85/03/29 DIGGS.R M Ucenso Fee 
Management Branch 3pp 29587 320*29587 322 

8604150702 Forwards QA Program Insp Rept 99900023/84*01 Requests evaluation of 
findings re quality & acceptability of product or avc provided by vondors.W/o end 
HUNTER.D R Region 4. Office of Diroclof. 05/04^1 ANDREWS, R.L, Omaha Public 
Power District 2pp 20809 314*29009.315 

8503280037 IE Info Notice 85 025, “Consideration of Thermal Conditions In Design & 
Installation of Supports for Diesel Generator Exhaust Silencers Svc lisi end. 
JORDAN^E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02. Consolidated Edison Co. of New York, Inc f07pp 29667.199* 
29667 305 

SS032B0045 IE Info Notice 65-026, “Vacuum Relief Sys for BWR Mark I & U Contain- 
ments " Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 65/04^2 Consolidated Edison Co, of New York, Inc 92pp. 29667' 107- 
29667 198 

6504010039 IE Info Notice 85 027. “Notifications to NRC Operations Ctr &. Reporting 
Events in LERs “ Svc fist end 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/03 Consolidated Edison Go of New York, Inc. 9Bpp. 29690,265* 
29699 362 

8504050042 SuppI 1 lo IE Info Notice 85-003, "Separation of Primary Reactor Coolant 
Pump Shaft & Impeller “ Svc list end 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09. Consolidated Edison Co of New York, fnc. tOIpp 29791.026* 
29791 126 


6504050047 IE fnfo Notice 85-028, “Pe/lial Loss of AC Power & Diesel Generator Deg- 
radation Svc list end 

JOFIOAN.EL Division of Emergency Preparedness &. Engineering Response (Post 
030103). 85/04/09 Consolrdatcd Edison Co of Now York. Inc f09pp 29790 270* 
20791 024 

8504160301 Responds to NRC 8SOG08 Itr ro violalioris noted in Insp Rept 50 265/84* 
12 Corroctive actions training program for now technical employees revised & internal 
procedures for checking submiuals to NRC osiab fished 

ANDREWS.RL Omaha Public Power District 85/04/09. TAVLOR.JM Director'a 
Office, Office of Inspection and Enforcement 1 1 pp 29014 Of 9 29814 029 

6504170368 Requests remittance of fee re 050312 application requesting clarification of 
insorvJce insp relief ro reader vessel to nozzle welds approved by 850406 Itr & SER 
DIGGS.n.M License Foe Management Branch 05/04/09 ANDREWS.R L Omaha 
Public Power District Ip 29904 149 29B04 149 

85040190419 IE fnfo Notice 05*029. “Use of Unqualified Sources In Well Logging Appli 
cations ’’ Svc list end 

PABTLOW.JG Division of inspection Programs (Post 850212) 05/04/12 Consolidal 
etlHdlsonCo of New York, fnc 66pp 29832 001 29832 023 

6504170240 IE Info Notice 05 030, “Mtcrobiologically Induced Corrosion Containment 
Svc Water Sys '' Svc flat end 

JORDAN, EL Division of Emerflancy Preparedness & Endlnearinn Response (Post 
830103) 05/04/19 Consolidated Edison Co of New York, fnc f09pp 29966 258 
29966 363 

650419605S IE Info Notice 65 032, ''Recent Engine Failures of Emergency Diesel Gen- 
erators “ Svc fist end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc foapp 29980 230- 
29988 347. 

8504190060 IE Info Notice 05-033, "Undersized Nozzfe-To Sholl Welded Joints In Tanks 
& HXs Conslrifded Under Rules of ASME Boiler & Prassufs Vessel Code" Svc list 
end 

JORDAN, E L Division of Emergency Proparodneas & Enginooring Rosponso (Post 
030103) 05/04/22 Consolidated Edison Co of New York, fnc lOOpp 29909 001- 
290e9'107 

8504220347 IE Info Notice 84 64, Rev 1, “DofJclencles in Ferro- Resonant Transfornnors “ 
Svc fist end 

JOROAN.E L Division of Emorgercy Preparedness & Engmoermg Response (Post 
830103) 85/04/24 Consolidated Edison Co of New York, Inc liapp 30027 067* 
30027,184 


R. Periodio operating reports & related correspondence 


8504160606 Monthly operating repi for Feb 1965 W/850314 Itr. 

MATTHEWS.TP. ANDREWS.RL Omaha Public Power District 05/02/20 
TAYL0R,J M Director's Office, OffEco of Inspoclilon and Enforcement 9pp 
29911 096 20911 104 


8. Reportable occurrences, LERs & related correspondence 


6504110366 LER 05 001-00 on 850303,voniilation Isolation actuation signal by radiation 
monitor RM060 occurred. Caused by gases releosed from liquid sample drawn 
through ventilation hood Into auxiliary bldg ventilation sys W/D50402 Hr 
ROACH.GL, ANDREWS.RL Omaha Public Power District ©5/04/02 4pp 

2&776.O96-2O770 099 

6504160040 LER 65 002 OOion 6S0306,unplanned actuallon of vontllation isolation actu 
ation signal occurred Small reactor coolant leak identified at suction of charging pump 
B on 650307, Caused by degraded weld Wold repaired .W/050406 Itr 
KUSeK,LT. ANDREWS.RL Omaha Pubtifl Power District 85/04/06 4pp 

280 10-1 59-2991 6 102 

860 4290487 LER 06-003 OO.on D50321 .venlilatior^ Isolation actuation signals 
occur/ed.Caused by Increasing activity levels as monitored by vent stack parliculalo 
monitor RM-061Jon exchanger fsolatod.decr easing aclivily lavols.W/8504t9 Hr 
KUSEK.LT. ANDREWS.RL Omaha Public Power Disirici 05/04/19 4pp 

30063.339*3005 3 342. 


V, Operator Examlnallona 


8504 020137 Forwards Requalificolion Exam Rept 50-285/01-85-03 on 850307 Two ot 
three senior reactor operators previously removed from licensed duties may be re- 
turn od lo normat licensed duties. 

HUNTER.DR Region 4, Office of Director 65/03/27 ANDREWS.R L Omaha Public 
Power District. 2pp. 29579.267-29 579-310 

**-6564020140 Requalificatlon Exam Ropl 50 2C5/OL-05-03 on 850307 Exam results two 
senior reactor operators passed Exam key end 

MCCRORY.SL, COOLEY, R A Region 4. Office of Director 85/03/2) 41 pp 

29579'269-29579 310 


DOCKET 60-266 INDIAN POINT STATION, UNIT 3 


F. Security, medical, emergency tk fire protection plans 


8504050311 Forwards Insp Rept 50-286/64*27 on 841 127-30 No violation observed. 
MARTIN.TT Region 1. Office of Director 86/03/11 BRONS.JC. New York Power 
Aulhofily (formerly Power Authority of the Siale of New York) 2pp 20668 016- 
29668.023 
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<-8504051)316 Insp Repi 50 2106/84 27 on 041127 30 No violation notedMajor a/eas 
jnspeclod errergoncy preparedness 4 observation of ftconseo 841127-30 annual 
emergency exercise 

GORDON.cz, HARPSTERJL Region 1. Office ol Direclor 05/03/06 Cpp 
29668 010-29668 023 

8504120270 Forwards Rev 12 to emergency plan & revised emergency plan implement- 
ing proceduros.incfuding Rev 6 to IP- 1001 re determining magnitude of release & Rev 
5 to IP- 1003 ro obtaining moteo-roJogical data 

PECKHAW^M New York Power Authority CformerJy Power Authority of the Slate ol 
New York) 65/03/21 HARPSTERJ NRC - Me Detailed Affiliation Given 2pp 
29767 126 297G8 334 

B504 120273 Rev 12 1o emergency plan 

0RONS.J G . QUINN, D M New York Power Aulhonty (formerly Power ALJhorily of the 
State of New York) 84/06/10 183pp 29787 123-29787 310 

-0504120322 Revised emergency plan implementing procedures.in eluding Rev 6 to IP 
1001 re determining magnitude or release.Rev 5 to IP 1003 ro oblaining moterologlcal 
data & Rev 4 to IP- 1004 ro Midas Computer Sys 

BRONS.JC. QUINN, D Now York Power Authority (formerly Power Authority of fhe 
Slate of New York) 65/03/20 384pp 29787 31 1-29708 334 

8504120274 Revised emergonoy plan procedures, including Rev 7 to IP-1011 re offsite 
monitoring Rev If to IP 1047 ro operations support clr & Rev 3 to IP-t053 re ©vacu- 
atron of site 

PALL,MF, MAY.DM , HAMLIN, VV P New York Power Authority (formerly Power Au 
thority of the State of New York) 85/04/03 60pp 29766 234-29706 293 

8S041S0304 Forwards Insp RepI 50 286/85 05 on 850216 0315 No violation noted 
C0LLINS,S J Region 1, Office of Djrector 85/04/10 BRONS.JC New York Power 
Authority (formerly Power Authority of the State of New York) 2pp 29814 030- 
29614 040 

>6504160309 Insp Rept 50 266/85 05 on 650216 0315 No violation or deviation 
noted Major areas inspected £SF waIkdown.LERs. preparation for rofuelinaphysical 
security & mainl Security protection upgraded duo 1o valve pit unrecognized as vital 
ROSS0ACH.LW. KOLTAY.PS, NORRHOLM.L Region 1. Office of Director 65/04/ 
04 gpp 29814032 29814 040 

8504220213 Forwards "SPDS SAR,” per SuppI 1 to NUREG0737 (Generic Lir 82- 
33) Analysis describes basis on whrch selected para molors, data display & function de- 
termired sullicfcnt to assess safety status of plant (or wide range of events 
BAYNE, J P New* York Power Authority (formerly Powor Authority of Iho Stole of New 
York) 05/04/16 VARGA, S A Operating Reactors Branch 1 Ip 29929100- 
29929 359 

-0SO422O22O "SPDS SAR “ 

' New York Power Aulhonty (formerly Power Authority of Iho Stale of New York) 85/ 
04/16 170pp 29929 191 29929 359 


General correspondence 

8504110305 Requests that corraspondonco mailing labal be revised as listed Incorrect 
label end W/o end 

PINDAR, F X New York Power Authority (formerly Power Aulhonty of the State ol New 
York) 85/04/03 NRG • No Dalailod Afhliafion Given Ip 29776 153 29776 153 


I. Financial Information 


8504290300 "Annua! rinancial Rept, 1984 W/a50423 Hr 
DYSON.JS, BAYNE, JP New York Power Authority (formerly Power Aolftorily of Ih© 
Slate of New York) 04/12/31 41pp 30D50 100-39050 14ft 


J. Insurance & Indemnity Information 

8504010110 Forwards Endorsements 71 & 72 to MAELU Policy MF'77 & Endorsements 
83 & 84 to NELIA Policy NF 208 

STERN,D Marsh $ McLennar), fnc 85/03/25 SALTZMAN.J Assistant Director for 
Slate A Lice r>see Relations 5pp 20571 047-29571 051 


P Operating license stage documents & correspondence 

8604050260 Forwards application for amend to Ucenso DPR-64, changing Tech Specs 
to allow plant operation w/cquivalert ate am gene/aior tub© plugging fevol of up to 
30% in any steam generator Foo paid 

BAYNE, J P New York Power Aulnority (formerly Power Authority of Iho Slate of New 
York) 85/03/27 VARGA, S A Operating Reactors Branch 1 3pp 29664 208- 
29065 033 

• 8504050271 Application for amend to License DPR-64, changing Tech Specs to allow 
plant operation w/ equivalont steam generator tube plugging Tovol of up lo 30% In any 
steam general or, provided average plugging tovol less limn O'f equal lo 24% 

BAYNc.J P New York Power Authority (forme rfy Powor Authority of the Slate of New 
York) 85/03/27 1p 29664 301-29664 301 

”8604050273 Proposed Tech Specs allowing plant operation w/equivalonl steam gon 
erator tube plugging level of up to 30% jn any steam oenQrator.provided average plug- 
fllno level less than or equal to 24 

^ New York Power Aulhonty (formorly Powor Authority of Ui© Stale of New York) 85/ 
03/27 15pp 29664 302 29664 316 

”8604050274 Requests withholding of proprietary info In WCAP- 10704, "Safety Evalua- 
tion for Indian Point Unit 3 W/ Asymmetric Tub© Plugging Among Steam Generators." 

G er10CFR2 790 

/lESEMANM.BA Westlnghouse Electnc Corp 84/10/16 DENTON, HR Ofllca of 
Nuclear Reactor Regulalion, Director Qpp 29664*3 17 29664 324, 

”8504050275 Nonproprieia^ "Safety Evaluation for Indran Point Unit 3 W/Asymmstrre 
Tube Pfugging Among Steam Generators " 

KEMPER.RM, F0RCHT,KA Westmghouse Electric Corp WCAP- 
10705 84/10/31 72pp 29664 325-29666 033 


860417008S Forwards Amend 52 to liconse DPR-64 & safety evaluation Amond re 
vises Tech SpGCs to include addi operability & surveillance requirements for hydraulic 
snubbers 

NEIGHBORS.JD Opsiating Reactors Branch 1 85/04/02 MCNEILL, C A New York 
Power Aulhonty (formerly Power Authority of the Slate of New York) 4pp 29904 044 
20904 067 

--8S04170090 Amend 52 to Licenso DPn-64, revising Tech Specs lo include addI oper 
ability & surveillance requirements (or hydraulic snubbers 
VARGA.SA Operating Reactors Branch 1 85/04/02 15pp 29904 048-29904 062 

-8504 170099 Safely evaluation supporting Amend 52 lo License DPR-64 

* Office of Nuclear Reactor Regulation, Director 85/04/02 5pp 29904 063- 
29904 067 

8594190304 Forwards Amend 53 to License DPR 64 & safely evaluation Amend re- 
vises Tech Specs to provide (or redundancy fn DHR capability in all modes of oper- 
ation 

NEIGHBORS.JD OperalPng Reactors Brartch 1 B5/04/08 MCNEILL,CA New York 
Power Authority (formerly Power Authority of (he Stale of New York) 3np 29938 198- 
29938 216 

-8504190309 Amend 63 lo License DPR-64, revising Tech Specs to provide for redun- 
dancy in DHR capabiPlly In all modes of operation 

VARGA.SA Operating Reactors Branch 1 85/04/08 lipp 29930 201-29938 211 

--8 6041903 14 Safety evaluation supporting Amond 63 to License DPR 64 

* Office of Nuclear Reactor Regulation, Director 85/04/08 4pp 20930 212 
29938 216 

8504170378 Requoals fee for NRC review of 840217 application for amend to Licenso 
DPR 64jproposlng Tech Spec changes for certain NUREG 0737 items 
DIGGS, AM. License Fee Management Branch 85/04/09 MCNEILL, C A New York 
Power Authority (formariy Power Authority of the Slate of New York) 1 p 29906 1 77- 
29906,177 

6504180529 Forwards Amend 54 fo License DPR 64 & safely evalualion Amend re 
vises Tech Specs re degraded grid voltage conditions 

NEIGHBORS,J,0 Operating Reactors Branch 1 85/04/09 MCNEILL.CA New York 
Power Aulhorily (formerly Power Authority of the Stale of New York) 4pp 29919 226 
29919 244 

-8604 180531 Amend 54 to License DPR 64, revising Tech Specs re degraded grid volt 
age conditions 

VARGA, SA Operating Reactors Branch I 85/04/09 9pp 29919 230-29919 238 

-8504180532 Safely evaluation supporting Amend 54 to Liconse DPR 64 

* Office of Nuclear Reactor Rogulalion, Director 85/04/09 6pp 2991 9 239 
29919 244 

8504230535 Staff requirements memo re discussion of SECY-05 100 concerning draft 
decision concluding Indian Point specral proceedings in Washinglon,DC Commission 
should submit Individual voles ao order can be affirmed within 2 wks 
HOYLE, JC Office of (he Socrotary of the Commission 85/04/12 ZEBBE.JE Office 
ol Policy Evaluations PLAINE.H E. Office of the General Counsel 2pp 20972 307- 
29972 308 

8504120206 Generic Llr 85-06 to ell PWR ireensees & all applicants for OLs re OA guid- 
ance for ATWS equipment not safety- related. Sve list end 

THOMPSON, H L Division of Licensing 85/04/16 Consolidated Edison Co of New 
York, Inc 22pp 20947 258-29947,309 

8504230360 Provldas addi Info fn response to NRC 850315 Itr & SER ro Generic Llr 63- 
20,Uom A 3, ’’Beaclor Trip Breaker '* Control room manual reactor Irip switch contacts 
& wiring will be tested during each refueling outage 

BAYNE, JP New York Powor Authority (formerly Power Authority of the Stale of New 
Volk), 65/04/16. VARGA.SA Operating Reactors Branch 1 2pp 29951 343- 
20951 344 

8504120031 Generic Llr 85-02 lo all PWH ticensees & applicants, holders of CPs & Fort 
St Vrain re recommended actions stemming from NRC integrated program for resolu 
bon of unresolved safely issues ro steam generator lube integrity Sve list end 
THOMPSON. H L Division of Licensing 85/04/17 Yankee Atomic Eleclrtc Co 127pp 
29953071-29053 262 


Q, Inspection reports^ IE Rulletrns & correspondence 

850405031 1 Forwards Insp Repi 50-286/84-27 on 841127-30 No violation observed 
MARTIN,TT Region 1, Office of Director 85/03/11 BRONS.JC New York Powor 
Authority (formorly Power Authority of the Slate of New York). 2pp 29666 016 
2966B 023 

-6504050316 Insp Rept 50 286/64-27 on 841127-30 No viofation notedMajor areas 
inspected emergency preparedness & observation of licensee 841127-30 annual 
emergency exercise 

GORDON.CZ. HARPSTER.T.L Region i. Office of Director 85/03/06 6pp 
29668 018 29 668'023, 

8503190659 IE Info Notice 05-022, "LFmllorque Motor-Operated Valves Resulting From 
Incorrect Installation of Pinion Gear.” Sve list end 

JORDAN,E,L, Otvision of Emergency Preparedness & Engineering Response (Posf 
830103) 05/03/21 Consolidated Edison Co of New York, fnc lOOpp 29597 001- 
29597.005 

6503210461 IE Info Notice 85-023, "In-adequate Surveillance & Posl-Maint & Post -Mod 
Sy$ Teslina*' Sve lisi end 

JORDANpt L, Division of Emergency Preparedness & Engineering Response (Posi 
830103) 85/03/22. Consolidated Edison Co. of New York, Inc lOQpp 29656001- 
29656*107. 

8503220444 )E Info Notice 85 024, “Failures of Protective Coalings in Pipes & HXs” 
Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/03/26 Consolidated Edison Co of New York, Inc fOBpp 29596 154- 
29596:363. 
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0504050140 Ack roceipl of 850102 Hr informing NRC of stops taken to correct violairons 
noted in Insp Rept 50-286/04 10 Installation of sampling line on post accident sam 
plirg sys will bo examined during future insp 

MARTIN,! T Region 1, OMilo of Director 05/03/28 BRONS.JC New York Power 
Authority (formerly Power Authority of the Stale of New York) 2pp 29666 345- 
29666 350 


6503280037 IE Info Notice 85 025, “Consideration of Thermal Conditions in Design & 
Installation of Supports for Diesol Generator Exhaust Silencers '* Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineenno Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, !no 107pp 29667 199- 
29667 305 


8503280045 IE Info Notice 05 026, “Vacuum Relief Sys for BWR Mark I & II Contain 
menls “ Svc list end 

JORDAN.E I Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edisot^ Co of New York, Inc 92pp 29667 107- 
29667 198 


8504010039 IE Info Notice 85 027. “Notifications to NRC Operations Cir & Reporting 
Events in LEHa ” Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of New York, Inc 98pp 29690 255- 
29690 362 


8604110492 Forwards Insp Rept 50-206/85 02 on 850121 25 No violation noted 
EBNETER.SD Region 1, Office of Director 05/04/04 BRONS.JC New York Power 
Authority (formerly Power Authority of the State of New York) 2pp 29765 322- 
28765 331 


■8504 110495 Insp Rept 50-286/85 02 on 0501 21 -25 No violation noted Major areas 
inspected OA program Implemonlation (onsite & offsite) in areas of QA program 
changes, QA/QC organiza1ion,QA/QG overview & storage of (toms 
NAPUDA.G , DEV.M , EADEN.P K Region 1, Office of Director 85/03/21 Bpp 
28765 324 29765 331 


8504060042 SuppI 1 to IE Info Notice 85 003, "Separation of Primary Roactor Coolant 
Pump Shaft & Impeller'’ Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/09 Consolidated Edison Co of Now York. Inc 101 pp 29701 025- 
28791 126 


8584050047 IE Info Nolico 85 028, “Partial Loss of AC Power & Diesel Generator Deg 
radalion “ Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/04/09 Consolidated Edison Co of New York, Inc 109pp 29790 278- 
29781 024 


6504160304 Forwards Insp Rept 50 286/85 05 on 850216 0315 No violation noted 
COLLINS.S J Region 1. Office of Director 05/04/10 BRONS.JC Now York Power 
Authority (formony Power Authority of the Slate of New York) 2pp 20814 030- 
2S814 040 


-8504160309 Insp Repi 50*286/85 05 on 650216 0315 No vrolalion or deviation 
noted Major areas Inspoctod ESF waIkdown.LERs, preparation lor rafueling, physical 
security & main! Security protection upgraded duo to valve pH unrecognized as vital 
ROSSBACH.L W . KOLTAY.P S . NORRHOLM.L Region 1, Office of Director. 05/04/ 
04 Opp 20814 032-29814 040 

8504090419 IE Info Notice 85 029, “Use of Unqualified Sources in Well Logging Appli- 
cations " Svc list end 

PARTLOW.J G Division of Inspection Programs (Post 850212) 85/04/12 Consolidat- 
ed EdisonCo of New York, (nc 66pp 20832 001-29832 023 

0504230341 Advises that first insp interval to Cycle 5/6 refueling outage will be ex- 
tended due to lengthy refueling & steam generator repair outage in 1982 63 Outage 
currently scheduled to begin during First Quarter 1987 

BAYNE, J P New York Power Authority (formerly Power Authority of the Slate of Now 
York) 86/04/17 VARGA.SA Oporaling Reactors Branch 1 2pp 20051 308- 
20951 309 


8504170240 IE Info Notice 85 030, ‘’Mlcrobiologically Induced Corrosion Containment 
Svc Water Sys ’’ Svc list end 

JORDAN.E L Division of Emergency Proparodness & Engineering Response (Post 
030103) 85/04/19. Consolidated Edison Co of Now York, Inc i09pp 20966 250- 
29966 363 


8504190055 IE Info Notice 85 032, "Recent Engine Failures of Emergency Diesel Gen 
eraiors “ Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidatod Edison Co. of New York, Inc 109pp 29988,239' 
29980 347 


8504190080 IE Info Notice 05 033. "Undersized Nozzle-To Shell Welded Joints In Tanks 
& HXs Constructed Uridor Rules of ASME Boiler & Pressure Vessel Code " Svc list 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Responso (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc f08pp 29939 001- 
29909-107 


8504220347 IE Info Notice 84-04, Rev 1, "Defidencios in Ferro-Resonant Transformers” 
Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Responso (Post 
830103) 05/04/24 Consolidated Edison Co. of New York, Inc t10pp 30027 067- 
30(527 184 


R, Periodic operating reports & related correspondence 


8504190493 Monthly operating rept for Mar 1965 W/850411 Ur 
KELLY.L , BRONS.J.C New York Power Authority (formerly Power Aulhonly of the 
Stale of New York) 85/03/31 7pp 29922 072-29922 078 


S Reportable occurroncas, LERs & related correspondence 

8504300014 LER 05-004 00 on 850320 .control power fuses for nuclear instrumentation 
range channel 36 failed, resulting in three reactor trips Caused by current leakage 
across tost switch Testing performed Investigation continuing W/0504 15 Itr 
ANDERSON, JJ , BRONSJ C Now York Power Authority (formerly Power Authority of 
the Slate of New York) 85/04/16 3pp 30068 340-30060 350 


T Hearing tranacripts on non^antitrust matters 


8504160616 Transcript of 610404 pubkc/meating in Washington, DC re fnclian Point 
emergency planning order Pp 1-49 
•Commissioners 85/04/04 52pp 29836 109 29036 161 


DOCKET 60-207 OCONEE NUCLEAR STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

6503250394 Ack receipt of 850228 Hr transmitting Rev 12 to physical security plan Rev 
consistent w/provisjons of 10CFR50 54(p3 & acceptable 

WALKER, RD Region 2, Office of Director 85/03/14 TUCKER.H B Duke Power Co 
2pp 29034 337 29B34 330 

8504160252 Forwards Insp Repts 60 289/85 01,50 270/85 01 & 50 207/85 01 on 
8501 1 1 0210 No violations or devralions noted 

BROWNLEE, VL Region 2, Office of Director 05/03/22 TUCKER,H B Duko Power 
Co 2pp 29820 203 29820 273 

-8504160306 Insp Repts 50-260/05-01,50 270/85 01 & 50 207/65 01 on 050111- 
0210 No noncompliancG or deviations noted Major areas inspected operations, main! 
survelllancejilanl Uips.LERs & firo brigade organization & Irainfng 
0HYANT,J(; Region 2, Office of Director 85/03/22 Opp 20820 265 29820 273 

8504040297 Forwards Rev 13 1o physical security plan, reflecting recent location of 
alarm station io secondary alarm station focatod above PAP Rev wilhhs d (ref 
10CFR73 21) 

TifCKER.H.B Duke Power Co B6/03/27 GRACE, J N Region 2, Office of Director 
2pp. 29607 332 20807 333 

8504260056 Rev 85-2 to Vol C of emergency plan implementing procedures W/850419 
Ur 

TUCKER, H B Duke Power Co 85/04/19 GRACE.J N Region 2, Office of Director 
25pp 30024 036 30024,062 

0504260095 Rev 85-3 to emergency plan impJemonlmg precede res, in eluding CP/0 /A/ 
2004/02A. "Post- Accident Dale/minalion of Boror^ Cone onlrat ion Using Orion Fluoro- 
borato Elecirodo” 8 CP/0/A/2004/09D, "Post Accident Determination of pH ” 
TUCKER.H B Duke Power Co B5/04/19 GRACE.J N Region 2, Office of Director 
62pp 30024 211-30024 273 


J. Insurance & Itidemnlty informallon 


0504100330 Fonvards Endorsements 17 a 37 to NELIA Policies NF-201 & NF 2S2.re- 
speclivoly a Endorsements 11 a 19 to MAELU Policies MF 112 a MF 100, re spec live- 
ly 

HOGGE.S D Marsh & McLennan, Inc 05/04/01 D!N)TZ,I Assistant Director for Stnte 
& Licensee Relations 5pp 29728 226-29726 229 


P Operating llconsa stage dociiments & corrospondenca 


0504110638 Approves storage & eventual recyclInQ of shells from feedwater healers 
contaminated at fevels below ref values in ft Circular 61 07 Permission for burral of 
pads of feedwater heaters must bo Issued by Slate of S(D 

LAI NAS, G C Assisi ant Oireclor tor Operating Reactors 05/04/02 TUCKER, H B 
Duke Power Co 3pp 29769 219 29769 221 

8604150715 Forwards updated Region II orgamzalion chart 
WALKER, R 0 Region 2, Office of Director 85/03/13 TUCKER.H D Duke Power Co 
Ip 20810 001-29010 012 

0604040169 Forwards safety evalualbn re environ qualification of electric equipment im- 
portant to safely Equipment qualification program lound in compliance w/roquireirionts 
of 10CFRS049 Prop-osed resolutions per 040131 fneelmg accepted 
STOLZ.JF Oporaling Reactors Branch 4 85/03/20. TUCKER.H B Duko Power Co 
3pp 29619 112-20619 124 

-8504040175 Safely evaluation supporting ©r^vlron qualification program of electric 
equipment impoftant to safely 

* Office of Nuclear Reactor Regulation, Director 65/03/20 lOpp 29619 115- 
29519 124 

0504060015 Forwards FR notice of environ assessmont & finding of no significant 
impact re disposal of parts from fwo feedwater healers in trenches on proposed silo 
within company controlled area 

NICOLARAS.H Operating Roactors Branch 4 85/03/22 TUCKER.H B Duke Powor 
Co 3pp 20674 2 6 5 2 9074 275 

-6604060017 Notice of environ assessment & finding of no significant impact re storage 
& recycling of low level rad waste 

LAINAS,GC Assistant Director for Operating Reaclors 85/03/22, 8pp. 20674:268- 
29674 275. 

B504150681 Responds to 850128 Nst of questions re Items 4 2 1 & 422 of Generic Ltr 
83 20, "Preventive Mainl Program for Reactor Trip Breaker/Mainl S Trending," to 
complete evaluation of 831 104 response.Revisod response to Hem 4 1 end 
TUCKER.H B Duke Power Co 85/03/29 DENTON,H,R Office of Nuclear Reactor 
Regulation, Director STOLH.J F Opernlmg Reaclors Branch 4 7pp 29610-172- 



78 DOCKETED ITEMS 


6504170055 Fcrv.rds A'tie'-ds T36 i56 & 133 lo Liccnseb OPR 30.DPfl 47 & DPR' 
55 rrsct'cii.t f 3 saf:v u 3 t:n AtT:nJ3 re.m Trch Specs to reflect requifements 
Cn m n realtor cc5fat:r staff ng cffejti.e fl^oiOl 

rJiCCLARASH Reactors Branch 1 05/04/01 TUCKER, He Duke Power 

Co 3pp 29904 065 29.'0l 032 


-B5041700a3 hsp Repis 50 269/84-30,50*270/04*20 & 50*287/84-32 on 841120* 
SOViofations noted failure to have adequate procedures for radiological olfluenl iiioas 
neireata & faifure to meet required fowor f/mds of dafocCfon 

KIJZ 0 !g 8 MtGOMERY/DM Region 2. Ollico of Dlfoctor t5pp 

2g840'l97*29840 2i1 


-6504170063 An-nds 136136 & 133 to Licenses DPR-3B.DPR 47 & DPR 55. 
rescccti,ef> re* a,rg Tech Specs to reflect regu rem-nts on mn reactor operatoT stall- 
ing cffseive 840101 

STOLZjf Opera' ng Reactors Brancn 4 65/04/01 9pp 29904 071-29904 079 

-'8504170077 Safr^ry e/a'uat'Cn supporting Amcinds 136 136 & 133 to Licenses DPR* 
38 DPR 47 & DPR 55 respectjve!/ 

^ Office ot Niic'var Reactor Rcgu'afion, Dreclor 85/01/01 3pp 29904 OBO- 
29904 052 

6504190223 ForAards DPC N£ 1002 flefoad Des gn Methodofogy 11.'* per Generic Ltr 
64 20 Approval of rept regussied by 851016 to faC'Mate Nov 1985 dmend to reload 
Tech Sp 2 cs & Mar 1956 restart of Unit i Fee pajd 

TUCKER NB Duke PoAcr Co 85/04/03 DENTON H R Office of Nuclear Reactor 
Regu'aion, Director STOLZ.J F Operating fleadors Branch 4 2pp 298B7 139- 
29597 286 


8504040489 Forwards SER a "Masoniv Wall OBBvgn.OGorvao Nuefoar Sinlion UmlB 1,? 
a 3,” lachnlcal evaluation repl Requirements for IE Bullolin 80-1 1 sallslied w/oxcep 

tion of 82 walla qualified by us© of arching action thoory ^ . 

STOL2JF. Operating Reactors Branch 4 85/03/14 TUCKER, H0. Duko Power Lo 
4pp 29657 031-29657 036 


^8504040501 Safety evaluation re licansoo response to IE Bulletin 80-1 1 concornrg 
masonry wall design Bulletin requirements mot w/oxceplion of 82 wafis rofitiinno 
review of results of confirmatory lest program on arching action Iboory 
^ Office of Nuclear Reactor Regulation, Director 85/03/14 2pp 29057 0,35* 
29657 036 


“8402070447 "Masonry Wall OosIgn.Oconao Nuclear Station Units 1.2 & 3," loclmicnl 
evaluation rept 

CON.VN. LE,A,K Franklin Instilule/Franklin Research Conlof TER-CSSOQ 232 Cl 4/ 
02/02 CHOKSHl.N NRG • No OeteJIed Affiliation Given 61pp 29057 03/ 20657 102 


-'850419023$ 'Reload De&ian Mgmodo'ogy fl.'* technical rept 
‘ DukePo,NerCo DPCNE*1002 85/03/31 146pp 29367 14 1-29BB7 286 

8504160421 Responds to NflC 841226 status rept re seismic qualification of auxifiaiy 
feedwater s>sWalkd 0 An wj!| be performed to inspect backup nitrogen supply to air 
operated val; es W/one oversize it.eg b'e drawing 

TUCKER H B Duke Power Co 65/04/09 DENTON Hfl Office of Nuclear Reactor 
Regulation, Director STLOZJF Operating Reactors Branch 4 lOpp 29826003* 
29626012 


8504180260 Forwards addi info re 850411 emergency Tech Spec amend to permit unit 
to operate at full rated power for 7 addI davs to rep’aco reactor bldg Cooling Fan 
Motor 3A per 0504 T 2 tefcon 

TUCKER, HB Duke Power Co 85/04/12 DENTON.Hfl Office of Nuclear Reactor 
Pegu'ation, 0, rector STOL2JF Operating Reactors Branch 4 4pp 29858 079 
29858062 


8504240062 Not.r.catjon of contraci execuionMod 2.to 'Review of Tornado Missile 
FRA Limenck Generating Slat/on & Seabrook Nuclear Power Plant " Contractor NBS 
WOU.ETTS Techncai Assistance Contracts Branch NRC03B4CI8B 85/04/12 
EERN6flO,RM Dwison of Systems Integration (post 811005) Ip 29978 325- 
29978 326 

“8504240068 Ltr Contract NRC 03 84 008 Mod 2.extcndjng period of perforreance to 
85 1231. to "Review of Tornado Missjfe PRA Limerick, SeabrooK, Hope Creek & Oconee 
Plants " 

THOMPSON R D Technical Assistance Contracts Branch NRC 03 84*008 85/03/28 
SfWfliE Commerce, Dept of Nat'onal Bureau of Standards ip 29978 326* 
29978 326 

Safety evaluation gupporlmg util 8504 ii application lo amend licer^so 
DPR 55 for one time 7 da/ extension to Tech Specs re inoperability of reader bldg 
fan cooler 3 A » » 

’ Office of Nuclear Reactor Regulation, 0 rector 85/04/12 7pp 30035 254* 
30035261 

8504120206 Generic Ltr 85 06 to all PWR I'censees & all applicants for OLs re QA quid* 
ance for ATWS equipment not safety refated Sve list enci ^ 

THOWPSON.H L Division of Licensing 85/04/16 Consolidated Edison Co of New 
York Inc 22pp 29947 280 29947 309 

8504120031 Generic Ltr 85 02 to all PWR licensees & applicants holders of CPs Fort 
51 vraif^ re recommended actions stemm.ng from NRC integrated program for rosolu 
steam generator lube integnly Sve t%\ end 
29«3 07 ?* 2 g 953 262 ^'°'’‘’ 65/04/17 Yankee Atomic Elecinc Co 127pp 

8504300042 Advises that alf requirements of item 3 1 2 of Generic Lir 83*28 /e reactor 
np sys components breaker fullilfed pnor to 850331 tnvesiioation revealed no impacl 
to Tech Specs 

DENTON, HR Office ol Nuclear Reaclot 
3^58 21?' STOlZ.JF Operaling Reactors Branch 4, ip 30058 21 1- 


8504160549 Forwards fnsp Repls 50 269/85 04,60*270/06 04 & 50 207/85 04 on 
85021 1-1 6 & notice ot violation. 

WALKER.flD Region 2, Office of Director 86/03/16 TUCKER, H.B Duke Powor Co 
2pp 29B11 0B2-29&11 097 

-*8504160565 Nollce of violation from insp on 8602 1 1-16 
‘ Region 2. Office of Director 85/03/16. ip 29811-004*29811,004. 

--8504160571 fnsp RepW 50-269/85.04,60 270/05*04 & 60 287/05*04 on 050211- 
15Vio!atK)n noted failure (o verify environ condillons for cafibr of digital mulli motiirs 
RUNYAN, MF.. UPRIGHT, CM. Region 2, Office of Dlreclor 05/03/11. I0f)p 
29811,085*29811.097 

8503190869 fE (nfo Nolice 85*022, "Limitorquo Molor*Op 0 ra(od Valvos Rosultiny Fioni 
Incorrect Inslalfafion of Ptoion Gear '* Sve list encf 

JOROAN.E L Division of Emergency Preparedness & Enginoohng Responso 
830103) 85/03/21. Consofidaled Edison Co of Now York, Inc. foopp 29S97 001- 
29507 005 


8503210461 IE Info Nolice 85 023, "Inadequate Survoillanco & Post Maint & Post Mod 
Sys Testing " Sve list encf, 

JOROAN.E L. 0/vision of Emergency Preparedness & Enginoerino Rogponso post 
830103) 85/03/22, Consofidatad Edison Co of Now York, Inc fOSpp 20056 001 


29656 107 


8504160252 Forwards Insp Repls 60*269/86*01.50 270/86 01 & 50 207/05 01 on 
850111-0210 No violabons or deviations noted. 

BROWNLEE, VL Region 2, Office of Director 85/03/22 TUCKER. HB Duko Power 
Co 2pp 29820 263 29820:273 

*269/65 01,50*270/86 01 A 60 267/85*01 on 050111* 
deviations noted Major areas Inspected oporatlons, main I 
& fire brigade organization & training 
, DANCE, He. Region 2, Office of Director. 05/03/22 


••0504 160306 fnsp Repls 50 
0210 No noncompliance or 
surveiKance.plant trips, LERs 
BRYANLJC, SASSER, MK 
0pp 29820 265*20820.273 


6503220444 IE Info Notice 85*024, "Failures of Protective Coalings in Pipes & JiX& " 
Sve fist encf. ^ 

Emergency Preparedness & Englnoorinn Responso (F’osi 
Consofidaled Edison Co of New YorS, Inc fOOpp 29500 ISrt- 

oq 3 


6503280037 JE tofo Notice 05 026, "Consideration of Thermal Conditions in Doslgn A 
^pports for Diesel Generator Exhaust Silencers," Sve fisl onci 

f^reparedness & englneofinn Rosponso (Poai 
29667^^05^^'^^'*^^^* Consolidated Edison Co. of Now York, Inc f07pp 20667 106 


^^mems "llvlfllsi “Vacuum Relief Sys for BWR Mark I & if Conlaln 

Emergency Preparedness & Enaineering Responso (Pool 
Consolidated Edison Co. of New York, Inc, 92pp 2960/ 107* 


Q Inspecifon reports, fE Bultolfns & correspondence 

Insp Repta 50 260/85 92.50*270/85 02 & SO 287/85 02 on 
8502 1 1*15 No Violations or devialions noted 

TUCKER.HB Duke Powe, 

-6504160038 insp Repts 50-269/85 02,50 270/85 02 & 50 287/85-02 Of) 850211- 
i tfevialions noted Major areas inspected inservtce testing of pumps 

SLAKE. JJ Region 2, Office of Director 8S/03/05 8pp 29818 301 

informing NRC of steps laken to correct violations 
50 270/64-20 A 50-28//84 32 violations 

^^ 2084 /^ 20 ^^ 2 ?'°^^^^^ 85/03/08 TUCKER.HB Duke Power Co 

3 ^ 50 ^™a 4 nir violations noted in fnsp Repls 50*269/84- 

Iwo WzIwoTk Re 9 «n 2. Office ol Qrecto 

50 269/84 30.50 270/84-29 S 50 287/84-32 on 
violation W/o nolice ol wolaton 

cj 2“4oS®02H " TUCKER, HB Duke Power 


EvmJls m lSis " Sve lisfenc^^^^ Nollficalfons to NRC Operations Ctr & Roporiincj 

E^hergency Preparedness A Engineering Response (Post 
Co. ol New York. Inc/oepp 29600 265- 

operaior requ a I ifi cation program fdonlified In 
60.267/84-27,50-413/84*93 A 60 414/64- 
retmlremenl requested 

Jp^So78 29908OT0 " TOCKER.hI Duke Power Co 

®®plpShllP?’tt'^Sv?lKcl®'-®®’' 

83?J03^M/(iSylo9‘r«l.S!3«®5'’i^^ * Englneotina Response (PosI 

29791 126 Co of New York, Inc, lOIpp 29791,025' 

“r”“"n-Uvc'"te| e^!l“ 

SPErIiARd r f Soni^*^ ^ Mattson 8201 1 1 memo re App J requlremonla 
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0109170455 Submits general guidance for venting & draining of sys during tnlograled 
leakage rate testing, per requirements of App J.Section Jll A 1 d 
JORDAN, E L Division of Resident & Regional Roaclor Inspection BI/00/24 
LEWIS, RC Division of Resident & Reactor Project Inspection 2pp 30020 255- 
30020 262 


8504090419 IE Info Notice 85 029, "Use of Unqualified Sources in Well Logging Appli- 
cations " Sve list end 

PARTLOW.J G Division of Inspection Programs (Post 850212) 05/04/12 Consolidat- 
ed Edison Co of New York, (nc 66pp 29832 001-29832 023 

0504170240 IE fnfo Notice 85 030, "Microbiologically Induced Corrosion Containment 
Sve Water Sys " Sve list end 

JORDAN, E L Division o1 Emergency Preparedness & Engineering Response (Post 
830103) 05/04/19 Consolidated Edison Co of New York, Inc 109pp 2908 6 258 
29966 363 


5504190055 IE Info Notice 05-032, "Recent Engine Failures of Emergency Diesel Gen- 
erators " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103} 85/04/22 Consolidated Edison Co of New York, fnc 109pp 29958 239- 
29900 347 


6504190060 IE Info Notice 05 033. "Undersized Nozzfe-To-Shell Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code'* Sve list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/04/22 Consolidated Edison Co of New York, Inc tOQpp 29909 001- 
29989 107 

6604220347 IE Info Notice 84 84.Rev 1. "Deficiencies in Ferro-Resonant Transformers.** 
Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/24 Consolidated Edison Co of New York, Inc IIOpp 30027 067- 
30027 184 


R. Periodic operating reports & related correspondence 


8504090523 "Semiannual Effluent Release & Solid Waste Disposal Ropt, Jan June 
1981 ■' W/810828 Hr 

PARKER.WO Duke Power Co 81/06/30 O'REILLY, J P. Region 2, Office of Director 
7pp 29716 053-29716 059 

6504090479 "Radioactive Effluent Roloases.SoNcf Wastes, Semiannual Ropt, Jul Doc 
1981 " W/820226 Ur 

PARKER, W 0 Duke Power Co 81/12/31 O’REILLY. J P Region 2, Office of Director 
6pp. 29716 238 29716 243 

8504100331 "Duke Power Co, Oconee Nuclear Station Environ Monitoring nopt,1981 '* 
W/020421 Ur 

PARKER.WO Duke Power Co 81/12/31 0'R6ILLY,J P Region 2, Office of Director 
21 pp 29758 220 29758 240 

8604090516 "Semiannual Radioactive Effluonl Release Rept,Jan-June 1982" W/ 
820830 Ur 

TUCKER.HB Duke Power Co 82/06/30 O'REILLY.JP Region 2. Office of Director 
app 20717 266 29717 273 

8604100296 "Environ Monitoring Ropf,1982 " W/830421 Ur 
TUCKER, H B Duke Power Co 82/12/31 O’REILLY, J P Region 2, Office of Director 
21 pp 29756 339 29766 360 

8504100220 "Semiannual Release & Solid Waste Disposal Rop1,Jan*June 1983 " W/ 
830929 Hr 

TUCKER, H B Duke Power Co 83/06/30 0’REILLY,J P Region 2, Office of Director 
7pp 29759 341-20759 347 

8604100313 "Duke Power Co.Oconee Nuclear Station.Enviran Radiological Monitoring 
Program Annual Operating Ropt, 1983 " W/841230 Ur 

TU(jKER,H B Duke Power Co 83/12/31 O'REILLY, J P Region 2. Office of Diroclor 
27pp 29756 147-29756 173 

0504260045 Monthly operating repts for Mar 1085 W/060416 Ilf 
REAVISJA, TUCKER, H B Duke Power Co 85/03/31 Ifipp. 30020 263-30020:280, 


S. Reportable occurrencG6» LERs & related correspondence 

6504100003 ROon e20826,boUom sediment samples collected on 820810 found in 
ejtcoss of Tech Spec limits Measured Cs'137 concentration below concentralion cal- 
culated by model 

TUCKER.HB Duke Power Co 82/08/31 O'REILLY.JP Region 2, Office of DIrectoj. 
Ip 29756 338-29756 338 

8504160402 Confirms 850326 enforcement conference al Region II ofc to discuss (nop 
erability of control area ventilation sys chiller at McGuIro & radioactive shipment event 
at Oconee, per VL Brownlee 850228 telcon Proposed meeting agenda end. 
QRACE.JN Region 2. Office of Director. 85/03/22 TUCKER.HB, Duke Powar Co. 
2pp 29821 251-29821 252 


V, Operator Examinations 

8504170430 Discusses area of concern ro operator requalificallon program identified in 
Jnsp Repts 50-269/84-26,60 270/04-24. 50-287/04-27.50-413/84-93 & 50-414/84- 
42,Submit1al of request for exemption from leclure requirement requested 
THOMPSON.HL Division of Licensing 85/04/04 TUCKER.HB Duke Power Co 
3pp 29906 078-29906 000 


DOCKET 50-209 THREE MILE ISLAND NUCLEAR STATION, UNIT 1 


F. Security* medical, emergency & lire protection plans 

8504030270 Rev 5 to Emergency Implemonting Procedure 1004 2fl, '‘Activation of Tech 
nical Support Gtr " 

BEVELAQUA,J General Public Utilities Corp - GPU Service Corp 85/03/13 9pp. 

2 9 591 011-29591 019 

0504080043 Board Notification 85 032.f onwards FEMA info ro deficiencies found In Nov 
1963 emergency preparedness exerdses Category A deficiencies resolved Emergency 
Planning Certification Hem 144 satisfied & cortliled comploto 
THOMPSON.HL Division of Licensing 05/04/02 PAUADINO, ROBERTS, ASSEL- 
STINE Commissioners 2pp 30037 315 30037 336 

6S04060134 Forwards SALP Rept 50 289/85-99 ioi Feb 1984 - Jan 1985 
MURLEV.TE Region 1. Office of Direcio/ 05/04/02 HUKILL.H D General Public 
UlUUies Corp - GPU Service Corp 4pp 29679 278 29679 326 

-0504080140 SALP Repi 50-289/85-99 for Feb 1684 Jan 19S5 

* Region 1. Office of Director 85/04/02. 45pp 29679 282-29879 326 

6504120186 Rev 13 to Emergency Plan Implementing Procedure 1004 1, "Emergency 
Classification ** 

* General Public Utilities Corp - GPU Service Corp 85/04/02 33pp 29784 244 
29784 276 

85041 101B2 Informs of further delay in response to Questions 12 & 13 of SER ro plant- 
apeclhc ATOG procedures generation package.Duo to delay In preparation of EPRt 
stoam generator tube rupture analysis, response now expected by Aug 1985 
HUKILL.H 0 General Public Utilities Corp - GPU Service Corp 85/04/04 STOLZ.J F 
Oporatlng Reactors Branch 4 Ip. 29766.100-20766,106 

8604160062 Rev 8 lo Administrative Procedure 1051 , "Emergency Preparedness Drills ’’ 
NELSON, MA„ TOOLE.R. HUKILL.H D General Public Ufilitlos Corp • GPU Service 
Corp 85/04/04 18pp 29814 314-29814 331 

8504180363 Temporary Change NolEca 6400-3651 85-003,1o Rev 7 to Procedure 
1054 0. ''Callout of fnilial Response & Emergency Support Duly Rosier Personnol'' 
BEAVER, JR General Public Utihlios Corp - GPU Service Corp 05/04/04 20pp 
29653 '229-29853 248 

8504170557 Notifies that audit of SPDS.per NUREG 0737, Item 102 scheduled for 
050408-09 will bo rescheduled after consultation Estimated schedule target is Aug 
1985. 

STOLZ.J F Oporallng Reactors Branch 4 05/04/05 HUKILL,HD General Public Util- 
ities Corp • GPU Service Corp. 4pp 29907 303-20007 306 

6504170365 Advises that requirements of NUREG 0737, Action Item I D 1 ro control 
room design review met Mulli-Plaf»l Actions F-00, I D 1,F-71 & I D 1 2 completed NRC 
840327 SER, 850326 SSER S Science Applications Jntf Corp 840815 & 850304 repts 
ei^cl 

STOLZ.J F Operating Reactors Branch 4 05/04/08 HUKILL.H D General Public U1II- 
Itles Corp - GPU Service Corp 21 pp 2990 6 1 76-29006 242 

-8604170372 Rov 3 to, "Evaluation of Delailfid Control Room Design Review Program 
Plan & Summary Rept for TMI-1,'' technical evaluation ropt 

* Scionco Applications international Co/p (formerly Science Applications, Inc) NRC- 

03 D 2-096 S/\1- 18 6-55 7-74 R03 64/00/15 NRC - No Detailed Affiliallon Given 30pp 
29906 199-29906 229 

-8504170376 "Evaluatlor) of Delailed Control Room Design Review Supp! II to Summa- 
ry Ropt for TM1 1,*' technical avalualion rept, 

* Solence Applications International Corp. (formerly Science Applications, Inc) NRC- 
03-02-096 85/03/04 NRC - No Dotaitod Affiliation Given 13pp 29906 230- 
29906-242 

0504240076 Rev 12 to Emei coney Plan Umplomenling Procedure 1004 6, "Addl Assist- 
ance & Notlflcallon,'* 

* General Public Utilities Corp • GPU Service Corp Q5/04/11 19pp 29966 081- 
29960 099 

8504220208 Responds to UCS 0504 05 Ur urging Commission to defer operation of TMI- 
1 until safely guesdons resolved Safety concerns unfounded Commission ruled tube 
rupluro events nave no bearing on restart Svo fist end 

TROW0RIDQE.Q F Shaw, Pittman, Polls & Trowbridge TROWBRIOGE.G F General 
Public Utilities Corp ‘ GPU Service Corp. ffZQB 606. 65/04/10 PALUDINO.N.J . 
ROBERTS,! M , ASSELSTINE,J K. Commissioners 25pp 20930,290-29930 314 


Q. Adjudicatory correspondence 

6504220204 Errata lo Aamodt 8501 1 5 mollon.corrocting typos Sve list end 
AAMODT.MM Aamodts. mS 604 85/01/16. NRC - No Detailed Affiliallon Given 
2pp 29028 104-29926 1 05 

8604010042 Response supporting Commonwealth of PA & TMI Alert 850313 motions 
for reconsideration of Commission 850225 decision, CU 85-2, ruling that no further 
hearings would bo held in TMl-1 restart proceeding.Cerllflcate of Sve end 
WEISS.E R. Union of Concerned Scientists WEISS, E.R Harmon. Weiss & Jordan. 
#285 299 05/03/20. Commissioners 17pp. 20571.106-29571.121 

6604010047 Response opposing Aamodt 850306 motions to discuss false statements In 
response to Aamodt 850115 motion for reconsideration of Commission Order CU 84 
22 & opening of hearing, Gerliflcate of Sve end. 

WAGNER.ME, FINKELSTEIN.L Hearing Branch 4. #205 294, 85/03/28 Commis- 
sioners 33pp 2957D 008 20570 110 

8504010128 Memorandum & order extending until G50405 for parties other than licens- 
ee to comment on Commission policy re training & quallficalion of nuclear plant per- 
sonnel & on licensee 650328 comments Served on 850320 
SMITH.I W. Atomic Safely and Licensing Board Panel #286 300 85/03/20. Office of 
the Executive Legal Director Ip. 29568312-29566.312 
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050(4010136 Forwards ilC Arnold & EG Wallace 850327 request & accompanying 
memo lor separate hearing lo determine il NFtR & 01c ol Investigations adverse rmpli* 
calions re ragt integrity lactually substantiated 

' Bishop, Liberman, Cook. Purcell & Reynolds ^285 307 05/03/20 Office oi the 
Secrelary ot the Commission 91pp 29566 131*29566 223 

0504020144 Response opposrng TMI Alert & Common wealth of PA 8 5 03 13 moliorrs lor 
r'ecor>sid6ralion ol GLI B5 2 Molions do not meel general tests tor 
approval Responses to points raised by motions provided Cerlificale of Sveend 
BLAKE, E L General Public Utilities Coip GPU Service Corp BLAKE.E L Shaw, Pill- 
man, Potts & Trowbridge //285 321 05/03/28 Commissioners 31pp 29579 197- 
23579 227 

8504020271 Support of Commonwealth of PA & TMI Alert 850313 motions torrecorsid 
oration of B50225 Oecision CLI 85-2 ruling that no further hearings would bo hold in 
restart procQOdingi Cortifscate ol Sve end 

WEISS, E n Union ol Concerred Scientisls //206 317 85/03/26 Commissioners 
17pp 29581 321-20501 336 

0504020202 Comment orii 650314 Commission policy statement on training & qualtfica 
lion of nuclear power plant personnel Poticy statement should not affect 
proceeding Cenificata of Sve end 

JORDAN.WS, WEISS.ER Union of Concerned Scientists JOHDAN.WS Harmon. 
WeiSB& Jordan 1^265 316 B5/03/28 9pp 295B2 281-295B2 207 

8504020312 Comments on 850320 Commission policy statement on t/ainlryg & qualifica 
lion of nuclear power plant personnel Policy slatemonl supports licensed oporaior 
training program Cerlifscalo of Svcenci 

BLAKE EL General Public Utilitres Corp GPU Service Corp //28 5 319 85/03/20 
75pp 29577 267-29577 337 

0504010001 Foavarefs Attachment 1 to NRC 050328 answer to Aamodt motions to ad 
dress false statemeals in response to Aamodt 850115 motion Allachmonl omiUed 
when plcadmg filed 

WAGNER.M E Hearing Branch 4 #285 303 05/03/29 Office of the Executive Legal 
Director 3pp 29570 032-29570 034 

8504010001 Order oxter ding time for Commission to determine whether to review DD- 
85 1 to 850405 Served on 050329 

HOYLE,J C Olfice of Ihe Secretary of Ihe Commission //2B5 302 05/03/29 Ip 
29571 236-29571 236 

8504020139 Correcis error in 350320 response to TMI Alort & Commonwealih of PA 
molions for recansidoralion ol CLI-85-2 Word "’correlation" should bo changed to 
■’connection” on Page 14 

BLAKE.E L Shaw. Piliman, Polts & Trowbridge BLAKE.E L Genera! Public UUlitiea 
Corp GPU Service Corp #285 322 85/03/29 CHILK.S J Office of Iho Secretary ol 
the Commission ip 29570 359 29576 359 

8S0403030S Rospense denying TMf Alert motion for reconsideration of CLI 05 2 ro fur- 
ther hearings on reslarl proceeding Cerlificale of Sve end 

GOLDBERG, J R Hearing Branch 4 #205 351 05/04/01 Commissioners 43pp 
29591 118-29591 160 

CS 04 030365 Response denying Commonwealth of PA motion for raconsidorailon of 
Commission Order CLI 85 2 re further hearings on restart proceoding Corlifrcato of 
Sve one I 

FINKELSTEIN.L Hearing Branch 4 #205 350 65/04/01. Commissioners 19pp 
29591 260-23591 285 

6504000040 Memorandum 8 Order GLI 85 04, denying 8400 13 joint palilion of TMI Alert 
elal to revoke applicant license to operate facilitioa Petition constilules altempl to roll 
tigato issues properly conslcferod in restart proceodingSorvocI on 850404 
HOYLE, JC Olfico of the Secretary of the Commission #285 408 05/04/04 Three 
Mile Island Alert 6pp 29679358-29670 363 

8504080319 Nolice to CommissJon,ASLAB,ASLa &. parties forwarding PR Clark 850329 
Itr to HR Denton forwarding EH Slier repl re alleged harassment of RD Parks per 
SuppJ 5 to NUR EG 0080 Sve fist oncf 

BLAKE.E L General Public Utilities Corp • GPU Sarvico Corp BLAKE.E L, Shaw. Pitt 
man, Polls 0 Trowbridge #205 306 05/04/04 Commissioners 76pp 29 88 5*22 1- 
29695 204 

0504090109 Forwards Commonwealth ol PA response to AS LB 050320 
momorandum Corlificate of Sve end 

AU.T.Y Per naylvania. Commonwealth 0 1 #285 430 65/04/04 Atomic Safety and Li 
censing Board Panel 3pp 29700 234-29700 230 

• 0504099202 Responds lo ASLB 650320 memorandum inviting comments on NRG final 
poircy statement on training & qualification of nuefoar power plant 
personnel Slatemonl not relovant to procooding INPO ovafuatloris not prfma facie ovi 
donee 

AU,T Y Pennsylvania, CommonwGalth of B5/04/05 Atomic Safety and Ltcensfnn 
Board Panel 2pp 29700237-29700 238 

0504090091 Forwards explanation of unique risks arising from degraded si earn gen ora- 
tors at facility Emergorcy procedures untried, complex, confusing & roty fundamonlally 
on imp;ovi9alioi> Deferment of operalion of facility requoslod 
POLLARD.RD. WEfSS.ER, l/n!on of Concornod Sclonlpsls, #285 412 05/04/05. 
PALLADINO.NJ, ROBERTS.T M , ASSELSTINE.J K Commissjonora tOpp 
29700 135 29700)44 

8504090193 Memorandum & Order CLI 05 OS.supportmg denial of UCS.TMI Atari & 
Commonwealth of PA motion.s seeking disqualification of I Smith in restart 
proceeding Served on 050405 

MOYLE,J C Office of Ihe Secretary of the Commission #205 415 85/04/05. Ponn- 
syfvania.Commonwoalthof 12pp 29700239-29700 250 

0504090249 Reply opposing (icensco 850328 commonls on Commission policy stalo- 
menl on training & quafirication ol nuclear power plant personnel Extra record mall 
should be denied Cerlificale of Sve end 

JORDAN.WS, WEISS.ER U/ilon of Concerned Sciontials JORDAN.WS Harmon, 
Weiss & Jordan #205 435 05/04/05, 18pp 29609 247-29699 264, 

0604090307 Common Is on & response lo licensee 850328 cemmonta Oh Commission 
policy statement on framing & qualification of nuclear power plant porsonnel.Stds of 
TM) training program unaccoplable, Certificate of Sve end 

BRADFORD.L Three Milo Island Alert #205 441 85/04/05, 6pp. 29690 201 
29699 200 


0604100421 Commonls on Commission 850314 policy statement on training & qualifica 
tion ol nuclear power plant personnel Statement should be used as guiaar\co for ac- 
ceptable training program Cerliftcafa of Sve end 

WAGNER.M E Hearing Branch 4 #285 460 85/04/05 Atomic Safety and Licensing 
Board Panel 8pp 29721 340 29721 355 

8504220205 informs that name of engineer resigning because of action re inslallation of 
simulator for training & testing of operators can do provided & that two other engi- 
neers resigning because of same concerns can be identified 

AAMODT.MM Aamodls #285 605 86/04/05 SMITH.IW Atomic Safely and Licens- 
ing Board Panel Ip 29928 106 29920 106 

0504120355 Request to address Commission on Issue of TMI 1 steam generators at 
6S0416 staff bnofingCertihcote of Sve end 

DOROSHOW.J, BRADFORD.L Three Mila island Alert #205 477 85/04/09 Com- 
missioners 5pp 29792 164 29792 168 

0504120309 Response to TMI Alert demand for adjudlcatoiy hearing ro pluggmg criteria 
for steam nenerator tubes Hearing should be denied NRu should complete review of 
request & determine it Tech Spec needed Certificate of Sve end 
CHURCHILL.BW General Public Ulililies Corp - GPU Service Corp 
CHURCHILL.BW Shaw, Pdlman, Potts & Trowbridge #285 493 05/04/09 Commis- 
sioners lipp 29792 137-29792 147 

8504120414 Motion for reconsideration &/or clarification of Commission Memorandum 
& Order CLI-OB 04 re denial ol Section 109 hearing request Certificate of Sve end 
DOROSHOW.J Three Mito Island Alort #205 476 85/04/09 Commissioners 6dd 
29792131-20792136 

8504120340 Respor^ae lo Commission 050225 Decision CLI 05-2, directing ASLB to give 
priority allonlion to romand training issue GPU mgl response lo cheating incidents 
appropriate Evidenttafv Issues from ALAB-772 end Served on 850411 
WOLFE.SJ, LtNENSERGER.G , SMITH.IW Atomic Safety and Licensing Board 
Panel #205 407 05/04/11 lipp 29792 173-29702 103 

8604120451 Forwards.fof lnfo.TDR-652, "Evaluation of 1984 Required Tech Spec Exam 
for TMM ” & TOn-666, "Adequacy of TMI-1 Once Through Steam Generator 
Return lo Sve Safety. , " W/svc list Related correspondence 
CHURCHILL, 6 W. Shaw, PiUniian, Polts & Trowbridge #285 517 85/04/11 
EDLES.G J , JOHNSON.W R , GOTCMY.R L Atomic Safety and Liconsinq Appeal 
Panel 96pp 29792 035-20792 130 

8504160160 Advises of recent NRC statements directly contradicting sworn lestimony in 
facility restart proceeding Statements raise questions ro basis for conefuding safe op 
oration Requests answers to listed questions 

POLLARD.RD, WEISS, E,R Union of Concerned Sclenlisls #205 520 05/04/12 
PALLAOINO.N J , ROBE RTS, T M . ASSELSTtNE.J K Commissioners 7pp 29013 304- 
2961 3 310. 

0504160630 Mollon lo amend Aamodt 050115 motion re addi health matters which 
must bo considered prior lo Commission decision on restart of unit Sve list end 
AAMODT.NO , AAM0DT,M M, Aamodls #285 558 85/04/13 Commissioners 41pp 
20010114 20619.154 

8504170763 Response opposing TMI Alert formal demand for adjudicatoiy hearing on 
amend lo OL io change luBo plugging criteria Petition premature & should bo 
denied Certificate of Sve onct 

WAGNER, ME Hearing Branch 4 #205 569 95/04/16 Commissioners lipp 

29038 201 29830 211 

8504220154 Ofdor dowmg TMI Alert, Inc 850325 demand for adjudicatory hearing ro 
GPU lequosl for NRC approval of revised plugglrjg criteria for steam generator 
tubes Demand premature Licensee has not submillod emend application Served on 
650419 

HOYLE, JC Office of the Secrelary ot the Commission #285 625 85/04/16 Three 
Milo Island Alert. 2pp, 29920 076-20028 075 

8504220208 Responds to UCS 850405 fir urging Commission lo defer operation of TMI- 
1 ujitii safely questions resolved Safely concerns unfounded Commission ruled lube 
rupture events havo no bearing on restart Sve list end 

TROWBRIDGE.GF Shaw. Pittman, Polls 0 Trowbridge TROWBRIDGE.G F General 
Public ULihtias Corn - GPU Service Corp. #285 606 85/04/10 PALLAOINO.N J . 
ROBERTS.TM . ASSELSTINE.J K Commissioners 25pp. 29930 290-29930 314 

0604240419 Carldios sve of tape recording, “TMI Area Resldonls Relating of Experi- 
ences of Friday, 7003 30.” to Commissioners on 850419 & transcribed copy to 
parties, boards & Docketing & Sves Branch on 050422 Related correspondence 
AAMODT.M M. Aamodts, #205 071 05/04/22 Ip 29969 322-29969 322 

8604250070 Responso opposing Irconseo 050325 notice transmIUing Husted roqgosi for 
hearing Issues enumerated by counsel for licensee ripe for decision Reasons to re- 
consider issues net offered Certiticato of Sve end 

BRADFORD.L Three Mile Island Alert #285 704 85/04/22 Commissioners 13pp 
30024 294-30024 306 

050429000D Nolico of info of potential interest to Commission.ASLB & ASLAB "Nuclear 
Safety & Compliance Commilloe Repl 2 to GPU Board of Directors " "Mgl Response 
lo Oporalors on RHR Ropt,” 850415 & 24 Mrs & 850401 memo end 
BAUSER.DB, Shaw, Piliman, Polls & Trowbridge BAUSER.DB General Public Utiii 
lies Corp - GPU Servico Corp #205 719. 05/04/26 117pp 30045 031 30045.147 


H. General correspondence 


0504040414 Responds to 850227 Ilf to Chairman Palladino re TMI shutdown Hearings 
held on major contGntlons.Cornmlssfon currently awaiting completion of public hear 
Ings 8 l resolution of open issues re rngt integrity 

DENTON, H.R, Office of Nuclear Reactor Regulation, Director 65/03/20 
BENDER.J.P Bonder & Shoemaker, Inc 5pp 29618 308-29618 311 

-0504040415 Requests Info ro TMI-1 re start Concerns raised 
BENDER,JP Bander & Shoomakor, Inc. 05/02/27 PALLAOINO.N J Commissioners 
Ip 20619 251-29619 262 
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I,. Flricinclol Information 

B'504300431 Forwards “GPU 1904 Annual Rapt/' 1984 & 1985 sourco & application ol 
funds & uniform stalislical rept 

HUKILL.H D General Public Utililies Corp * GPU Service Corp 05/04/25 
DENTON, H Office of Nuclear Reactor Regiilahon, Director 3pp 30062 130- 
30062 204 

-*8504300434 "GPU 19Q4 Annual Rept " 

KUHNS.WG, DfECKAMP.N General Public Utilities Corp ' GPU Service Corp 04/ 
12/31 70pp 30062 133 30062 204 


P Operating license stage cfocumonts & correspondence 


8412170522 Requests remittance of addi fee for 840200 application to amend License 
DPR-50, changing Tech Specs re reactor coolant vents Fees remitted w/830105 appli- 
cation will be applied toward fee for 840209 application 

DIGGS RM License Fee Managemonl Branch 84/12/11 HUKILL,HD General 
Public Utilities Corp - GPU Service Corp 2pp 27970 293 27970 294 

8504 190238 Responds to 650123 Itf advising of allegation re recent change in radiologr- 
cat control requirements that eliminated use of respiratory protection to oalance exter 
net & internal doses by reducing work time in steam generators 
HEWARD.RW General Public Utifilres Corp - GPU Service Corp 85/02/01 
STAROSTECKI.R Region 1. Office of Director 2pp 29806 314 29886 915 

8603060100 Requests fee for 850212 applicafion to extend deadline for environ qualifi 
calion of elecfrical equipment 

OIGQS.RM License Fee Management Branch 85/02/27 HUKfLL.HD General 
Public Utilities Corp - GPU Service Corp 1p 29246 360-29246 360 

8604040010 Board Nolificalion 85 024 forwards info re restart hearing concerning 
vendor allegation regarding vendor surveillance representative 
THOWPSON.H L Division of Licensing 05/03/06 PALLADINO. ROBERTS, ASSEL- 
STtNE Commissioners 2pp 29669 057-29669 153 

--8504040012 Forwards Insp Repi 50-289/84 33 & transmittal Mr, documenting three 
matters relevant to Commission & TMM hearing boards Info may have potenlial for 
board nolification 

STAROSTECKI.R Region 1 . Office of Director 85/02/15 MlRAGLIA.F Division of U- 
censing 2pp 29669 059 29660 153 

8504030327 Forwards safety avaluation re flux reduction using tow feakage fuel mat 
schemes to comply w/NRC pressurized thermal shock requirements Scheme will 
enable operation for 32 EFPY & until end of license in CY 2008 
STOLZ.J F Operating Reactors Branch 4 05/03/14 HUKILL.H D General Public Util- 
ities Corp • GPU Service Corp 4pp 29606 165-29606 182 

-6504030330 Safety evaluation supporting flux reduction using low feakage fuel mgt 
schemes to comply w/NRC pressurized thermal shock requirements 

* NRC ■ No Delailed Affiliation Given 85/03/14 I4pp 29606 169 29606 182 

0504030495 Board Notification 85 028 forwards info re recent developments related to 
TMI-1 steam generators 

THOMPSON.HL Division of Licensing 05/03/15 PALLADINO. ROBERTS. ASSEL 
STINE Commissionors 5pp 29626 138-29626 320 

8504100160 Forwards Tech Spec Pages 4-12 & 4-1 2a, Inadvertently omitted from 
Amend 71 to License DPn-50 

STOLZ.J F Operating Reactors Branch 4 85/03/20 HUKILL.H D General Public Ulil- 
diQs Corp - GPU Service Corp 4pp 29774 338 29774 343, 

-5504100165 Corrected Tech Spec Pages 4 12 & 4- 12a ro reactor vessel surveillance 
program & mservice Insp program 

* Operating Reactors Branch 4 85/03/20 2pp 29774 342-29774 343 

B50 4090342 Forwards Amend 106 to License DPR-5D & safoly evaluation Amend adds 
Tech Specs coverina limiting conditions for operation & surveillance requlremenls for 
plant snubbers Inslallod on reactor safety sys 

STOLZ.J F Operating Reactors Branch 4 85/03/21 HUKtLL.H.D General Public Util- 
ities Corp • GPU Service Corp 4pp 29753 150-29753 183 

-8504090345 Amend 106 to License DPR-50, adding Tech Specs covering timlling con- 
ciMrons for operation & surveillance requirements for plant snubbers Installed on reac- 
tor safety sys 

STOLZ.J F, Operating Reactors Branch 4 85/03/21 I7pp 29753 163 29753 179 

-8504090340 Safely evaluation supporting Amend 106 lo License DPR 50 

* Office of Nuclear Reactor Hogulation, Director 85/03/21 4pp 29763 180 
29763 183 


S604 120134 Forwards updated Tech Spec Pages 3-101 & 3- 105a for incorporalion Into 
050204 Amend 104 to License DPR-50 re allowable concentration of hydrogen & 
oxygen m waste gas holdup sys & associated monitoring instrumentation 
STOLZ.J F Operating Reactors Branch 4 85/03/22 HUKILL.H 0 General Public Util 
(ties Corp - GPU Service Corp 4pp 29795,071-29796 075 

-8504120140 Errata lo Amend 104 to License DPR-50, updating Tech Spec Pages 3- 
101 & 3-1 05a re allowable concentration of hydrogen & oxygen In waste gas holdup 
sys & associated monitoring Inslrumontatlon 

' NRC - No Detailed Affiliafion Given 85/03/20 Ip, 29795 076-29795 075 


8504040504 Forwards supplemental safely evaluation re containment purge & vent 
(Multi Plant Action B-24) & generic evaluation of accidents while purging or venting at 
power Tech Spec change acceptable 

STOLZ.J F Operating Reactors Branch 4 85/03/25 HUKILL.H D General Public Util- 
ities Corp - GPU Service Corp 5pp 29656 264-29656 264 

-8604040508 Supplemental safely evaluation supporting containment purge & vent sys 
design (Multi Plant Action B-24) 

• NRC - No Detailed Affiliation Given 85/03/25 6pp 29656,259-29656 264 


8504010016 Forwards status update for listed Tech Spec change requests Priority for 
NRC review & approval requested for 105 & 1 16 Notification of changes m implemen- 

lallon for amends & current OU requested ^ 

HUKILL.H D General Public Utilllios Corp • GPU Service Corp 85/03/26, STOtZJ.F 
Oporalmg Reactors Branch 4 2pp 29571 186 29571 186, 


8504040160 Notification of 650404 audit w/uW in Middletown, PA to discuss lest results 
on control room pressurization tests 

THOMPSON.OO Operating Readers Branch 4 85/03/26 STOLZ.J F Operating Re- 
actors Branch 4 2pp 29610 125 29619 126 

B504030250 Forwards foe for exiension of deadlme date for environ qualification of 
electrioal oqurpmanl as required by 10CFRl70,in response to 850227 request Fee 
paid 

HUKILL.H D Gonerat Public Ulililies Corp - GPU Service Corp 85/03/28 
DIQGS.R M LiCGnse Fee Management Branco Ip 29587 184 295S7 184 

8504050162 Notification of 650418 meeting w/util in Bethesda.MD to- discuss appeal by 
licensee to assistant director for licensing on alleged backfit requirement on inservico 
testing requirements 

THOMPSuN.D Operaling Reactors Branch 4 85/03/28 STOLZ.J F Operating Reac- 
tors Branch 4 2pp 29674 306 29674 307 

8504050291 Notifies that util will plug steam generator tubas w/repair limits of Tech 
Spec 4 19 4 a 6 Request for approvat of revised repair criferia reiterated 
CLARK.PR General Public Ulililios Corp - GPU Service Corp 85/03/29 STOLZ, J F 
Operating Reactors Branch 4 Ip 29663 127 29663 127 

8504080327 Forwards EH Stior 050329 comments on SuppI 5 to NUREG-0600 re al 
teged harassment of RD Porks Related Info end 

CLARK.PR GonoraP Pubfic Utililies Corp GPU Service Corp 85/03/29 
DENTON.H R Office of Nuefear Reactor Regulalion, Director 71 pp 29685 205 
29686 003 

0504179341 Forwards request for addI info re licensee responses lo Moms 2 1.2 2 & 
4 5 3 of Generic Ltr 83-20 Si/ppfonientary Info roqulred wilhin 60 days for Itoma 2 1 & 
2 2 & within 90 days for Item 4 5 3 

STOLZJ F Operating Reactors Branch 4 85/04/03 HUKILL.Fi D General Public Ulil 
(lies Corp GPU Service Corp 5pp 29004 157-20904 161 

8504189247 Advises that 850301 proposal Involves substantive rav to repair limit criteria 
for steam nenerator lubes Application for ficonse amend requested 
THOMPSON.H L Division of Licensing 85/04/06 HUKILL.H D General Public Utili 
lies Corp - GPU Service Corp Opp 29885 348-20885 355 

8504170373 Requests rcmillanco of feo re 850319 request for addi relief from cerlain 
pump & valve inservree testing requiromonts 

DIGGS, RM, License Foe Management Branch 05/04/09 HUKILL.H D General 
Public Utilities Corp - GPU Service Corp 1p 29904 148-29904 146 

8504180589 Forwards Equipment OuaMicalion Branch SER confirming that require 
menis of Commission Order CLI'64-11 re environ qualification oi electrical equipment 
mot No justificafions for interim oporalion required 

STOLZ.J F Operaling Reactors Branch 4 85/04/09 HUKILL.H D General Public Util- 
ities Corp - GPU Service Corp 5pp 29G16 333 29916 355 

-8504180593 SER confirming that requlremenls of Commission Order CLI 64 11 re en 
viron qualification of eloctncal equipment met 

* Equipment Qualifies Iton Branch 65/04/09 10pp 29916 330 29016 355 

8604160212 Informs that cafeuFaUons for 850222 summary of conditions undor which in 
core thermocouples & RCS pressure indication used in conjunction w/steam tables 
refined & calculalionaf melhod found lo result tr^ over prodicfion of orror 
HUKILL.H D, General Public Utililies Corp - GPU Service Corp 65/04/10 STOLZ, J,F 
Oporanno Reactors Branch 4 4pp 29799 121-29799 124 

8504170255 Corrected Hr Informing that calculaltons for 850222 summary of conditions 
under which in core thermocouples & RCS pressure indication used in corjunctlon w/ 
stoam cables refined & method found to result in orror 

HUKILL.H 0 General Public Ulililies Corp GPU Service Corp 85/04/10 STOLZ.J F 
Operating Reactors Branch 4 4pp 20827 169 29027 172 

8504190535 Forwards list of applications & foos for Licenses DPR-50 & DPR-73, show- 
ing application datoa.foos paid, applies bio fees & NRR foe determination, based on fee 
analysis Refund due for stated applications 

MILLER.WO Liconso Fee Management Branch 85/04/11 HUKILL.H D Gonoral 
Public Utililies Corp * GPU Service Corp 3pp 29937 348 29937 350 

8604180209 Advises that unqualified seismic volt moler replaced Backup In core Ihor- 
mocouple reading & display sys tosung will not be performed 
HUKIlC.H D. General Public Utilities Corp GPU Service Corp 85/04/12 STOLZ.J F 
Operating Reactors Branch 4 Ip 29053 351 -20B 53 351 

6504120206 Generic Llr 05 06 lo all PWR llconsoos & all applicants for OLa ro QA guld 
ance for ATWS equipment not safety-related. Sve list onci 

THOMPSON.HL Division of Licensing 85/04/16 Consolidated Edison Co of Now 
York, Inc 22pp 29947 200-29947 309, 

8604120031 Generic Ltr 66 02 lo all PWR IlcGnsoos & appllcants.holders of CPa A Fort 
St Vrain re recommended actions sfemming from NRC Integrated pro pram for resolu 
lion of unresolved safety Issues ro stoam ganeralor tube integrity Sve list end 
THOMPSON.H L Division of LIconsing 05/04/17 Yankee Atomic Efoctnc Co 127pp 
29953 071-20953 262 

8604290331 Forwards payment of 10CFR170 application fee concernmg request for 
addi relief from pump & valvo inservico testing requiroments 
HUKILL.H D. General Public Utilities Corp • GPU Service Corp 65/04/23 
DIGGS.R M. License Fee Management Branch Ip 30050 362-30050 '362 

8604300175 Forwards “Nuclear Safoty & Compliance Committee Rept lo GPU Nuclear 
Board of Directors, “ per JF O'Leary roquesLRepl also being forwarded to parlies in 
TMI-1 restart proceeding 

CLARK.PR. General Public Utililiofi Corp - GPU Service Corp 85/04/24 
DENTON.H R Office of Nuclear Reactor Regulation, Direclor 2pp 30057'2e3- 
30057'289, 

-85043 08170 "Nuclear Safely & Compllanca Committee Rept 2 to GPU Nuclear Board 
of OIroctora." 

^ General Public Utilities Corp - GPU Service Corp 85/04/15 5pp 30057 265 
300S7 209. 
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Q. Inspection reports, IE Bulletins & coriespondence 


6504040010 Board Notification 65 024 forsvards info re restart bearing concornljig 
\yendor alfegation regarding vendor surveilfanca ropresentaliva 
THOMPSON.H L Division of Licensing B5/03/06 PALLAOINO, ROBERTS, ASSEL^ 
STINE Commissioners 2pp 28669 057 20669 153 

-8504040012 Forwards Insp Ropl 50 209/04 33 & bans initial Ur. tfocumenling three 
matters relevant to Commission & TMM hearing beards Info may^ have potential for 
board notification 

STAROSTECKI.R Region 1, Office of Director 65/02/15 MIRAGLIA.F Division of LI 
censing 2pp 29669 050-29669 153 

8504030066 Correclcd nolificalton of Licensee Meeting 66-33 on 850411 iv/util in King 
of Prussia, PA to discuss SALP mgt 

CONNER, EL Region 1. Othce of Director 85/03/18 Region 1, Office of Dfrooior 

2pp 28606 079-29606 000 


8504106160 Forwards Tech Spec Pages 4-12 8i 4*1 2a, inadvertently omitted from 
Amend 71 to License D PR-50 

STOLZ.JF Operating Reactors Branch 4 65/03/20 HUKILL,HD General Public Utif 
ities Corp - GPU Service Corp 4pp 29774 336-29774 343 


-8504100165 Corrected Tech Spec Pages 4-12 a 4 12a re reactor vessel survecllancs 
program & inservice msp program 

■ Operating Reactors Branch 4 85/03/20 2pp 29774 342-29774 343 


0503190659 IE Info Notice 85 022, “llml torque Motor Operated Valves Resultlr^g From 
fncorrect In slat lotion of Pinion Gear " Sve list end 

JORDAN.B L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/21 Consolidated Edison Co of New York, Inc 108pp 29507 001- 
29597005 


8593210461 IE Info Notice 65 023, *'fn adequate Surveliranco & Post Maini & Post Mod 
Sya Teatinn '' Sve list end 

JORDAN, EL Division of Emergency Preparodnoss & Engineering Response (Post 
830103) 85/03/22 Consolidated Edison Co of New York, Inc 10-6pp 20656 001- 
29656 107 

0503220444 IE Info Notice 85 024, "Failu/os of Protocllvo Coatings In Pipes & HXa" 
Sve list end 

JORDAN.B L Division of Emergency Preparedness & Enginooring Response (Post 
630103) 85/03/26 Consolidated Edison Co of New York, li>c fOBpp 20596.154 
20596363 


8503280037 IE Into Notice 85 025, "Consideration of Thermal Conditions In Design & 
Inslallallon o1 Supports for Diesel Generator Exhaust Silencers*' Sve fist ond 
JORDAN.B L Division of Emergency Preparedness & Enoinearing Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York. Inc f07pp, 29667 ’109- 
29667 305 


8503200046 IE Info Notice 65 026. "Vacuum Relief Sys for BWR Mark I & It Contain- 
rfienls" Sve list end 

JORDAN.B. L DivisPen of Emergency Prepa redness & Engineering Response (Post 
880103) 85/04/02 Consolidated Edison Co of Now York, Inc 92pp 29667.107- 
29667,198 


8504080134 Forwards SALP Fepi 50-289/85 09 for Fob 1964 * Jan 1965. 

MURLEY.TE Region 1. Office of Director. 66/04/92 HUKILL.HD Qenoral Public 
Utilities Corp - GPU Service Corp. 4pp 20679 278-29679 323 

-8504080140 SALP Rapt 50 280/05-99 for Fob 1904 Jan 1085 
• Regior^ 1, Offrcoof Director 85/04/02 45pp 2 9670' 282-29 87 9 326 

8504010039 IE Info Notice 85 027, "Notifications to NRC Operations Cir & floporting 
Events In LERs ' ’ Svci list end 

JORDAN.B L Division of Emergency Preparodnoss 6 Engineering Response (Post 
830103) 65/04/03 Consolidated Edison Co of New York, Inc. 08pp 29690 255- 
29690362 


8504300414 Advises that NRC clarifications & intorprelallons of ficonso conditions In 
850 116 Insp Repl 50-209/84 33 correct 

HUfKILL.HD General Public Ulilitios Corp GPU Service Corp 65/04/03, 
STAROSTECKI.R Region 1, Office of Director Ip 30064 044 30004 044, 

85841 10311 Forwards Insp Repl 60 289/85 07 on 850204 06 No violation noted 
EBNETER.SO Region 1, Office of Director. 85/04/04 HUKILL,HO. General Public 
Uifitles Corp • GPU Service Corp 4pp 29788 1 16 29766 134 

-8604110324 Insp Rept 50-289/85 07 on 850204 08, Me violation or deviation 
noted Major areas inspected licensee actions to address concerns idonlifiod in Gener- 
ic Ltr 83 28 in areas of posl-lnp review & equipment classificellon 
EAPEN.PK. DEV.M, SHAUB.E. Reglor^ 1, Office of Director 85/04/04. 16pp 
29766110-29760134 


8504050042 SuppI 1 lo IE Info Notice 05-003, "Separation of Primary Reactor Coolant 
Pump Shaft & IrnpeSlef " Sve fest end 

JORDAN.B L Division of Emergency Preparedness & Engineering Response (Post 
630103) 86/04/09 Consolldaled Edtson Co, of Now York, Inc f01pp 29791,026 
29-791 126 


8504050047 IE Info Neirce 85 028, "Patllal Loss of AC Power & DIosgI Qonoraior Deg- 
radation " Sve li&l end 

JORDAN, B.L Divisior> of Emergency Preparodnoss & Engmoering Response (Post 
830103). 85/04/09 Consolidated Edison Co of New YorH, fnc lOOpp 20790 278- 
29791 024 


8504160221 Forwards response to Item A of 830722 notice of violation & proposed Im 
position of civil penalty Violation not willfu II Civil penally should be appropriately mill 
gated orremilted 

SMITH.FJ Genera? Public Utilities Corp GPU Service Corp 85/04/15 

TAYLOH.JM Diroctor’s Office, Office of Inspection and Enforcement 12pp 

29B53 274 29853 347 

”8504180251 Provides partial response lo 030722 nolico of violation & proposed Impo- 
sftion of civil penally Requests Item A be modified to eliminate characterization of vio- 
lations as ^‘willfur’ & portion be remitted 

SMITH.FJ General PubNc Utilities Corp - GPU Service Corp 85/04/16 

TAYLOR, J M Director's Office, Office of (napoctlon and Enforcement 4pp 

20653 336 20653.339 

”8504100249 Provides partial response to 630722 notice of violation & proposed impo- 
fiitfen of civil penally.M alters discussed in item A sub] of scrutiny & discussed fn partial 
initial decision 

CLARK, PR General Public Utllilios Corp - GPU Service Corp 85/04/16 

TAYLOR, J.M Director’s Office, Office of Inspection and Enforcement epp 

20853 340-29853 347 

8S04249138 Provides revised post-eddy current Insp rept, per Tech Spec 
4 195a Revised totals of tubes removed from sve since fabrication are 1,217 fn Stoem 
Generator A & 325 in Steam Generator B Tube plugging completed on 850405 
Ht)KtlL,H D General Public Utilities Corp - GPU Service Corp. 85/04/18 STOLZJ F 
Operating Reactors Branch 4 Ip 29969 156-29969 156 

8504170240 IE Info Notice 85 030, "Microbiofoglcally Induced Corrosion Containmeni 
Sve Water Sys." Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/04/19. Consolidated Edison Co of New York, Inc 109pp 29966 258- 
29966 363, 

8504190056 IE Info Notice 05-032, '"Rocent Engine Failures of Emergency Diesot Gan 
orators *' Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103)1 85/04/22 Consolidated Edison Co. of New York, Inc 109pp 299Q6 239 

29988 347 

8504100060 IE Info Notice 85 033. "Undersiied Nozzle To Shell Welded Jolnls in Tanka 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code." Sve list 
oncf 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co. of New York. Inc f08pp 29969 001- 

29989 107 

0604220347 IE Info Notice 84-S4,Rev 1, "Deficiencies in Ferro Resonant Transformers" 
Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Posi 
830103) 05/04/24 Consolidated Edison Co of New York, Inc tiepp 30027 067- 
30027 ’184. 

850430046B Foiwards Insp Rept 50-28D/0S-1O on 050308 0408 No conditions adverse 
to niicloar safely or regulatory requirements noted 

KISTEH.HO Reglortl, Office of Director 05/04/24 HUKILL.HD General Public Utili- 
ties Corp • GPU Service Corp 4pp. 30063 258 30063 269 

-6504300470 fnsp Rept 50-280/65 10 on 850308 0408.No conditions adverse to nucle- 
ar safety or regulatory reqiriromonls noted Major areas Inspecled-shuldown activities 
re steam genoralor r^alr, equip men! oporeblllty & adminlstralivs control 
YOUNG, F. CONTE.FI . CONNER, E Region 1, Office of Director. 86/04/23 epp 
30063 262-3006 3 269. 


S- Reportable occurrencea. LERs & related correspondence 

8604040395 Forwards corrected LER 04-004-00 re misplugged steam generator 
tubes Rept date corroded & licensee contact changed. 

HUKfLL.HD Genoral Public Utililios Corp - GPlJ Service Corp 85/03/25 Record 
Services Branch (Document Control Desk) 1p 29670.190-29670 191. 

”8604040400 LEH 84-004-00 on 830 602, discovered tube A'134-74 mistakenly plugged 
In Juno 1983 while lube A-135-72 toft unplugged Complete photographic revenflcation 
of all plugged tuboe porfornned 

OTTO.S General Public Utllltfes Corp • GPU Service Corp 84/08/07. Ip. 29670,191 
29670.101, 

6604160078 Forwards Rev I to TDR 652, "Evaluation of 1984 Required Tech Spec 
Exam for TMM Onco-Through Steam Generator" & Rev 0 to TDR-666, "Adequacy of 
TMI-1 Once Through Steam Generator Return to Sve Safety Assessment After 
1084 '* 

WILSON.R.F Qeneraf Public Ufllltiea Corp - GPU Service Corp 86/04/11 
STOLZ.J F Operating Reactors Branch 4 Ip 29813 137-29813,227, 

-6604160085 Rev 1 lo "Evaluation of 1984 Required Tech Spec Exam for TMl 1 Onca- 
Through Steam Generator " 

RHEDRtCK.Q.E . LAN GAN. D , TORBORQ.MT. General Public Utilities Corp • GPU 
Service Corp TDR 652 ROI, 85/03/05 61pp. 29013.138 29813 209 

--8S04160095 Hov 0 to "Adequacy of TM(-1 Once-Through Steam Qeneretor Return to 
Sve Safely Assesemeni After 1904 Tech Spec Eddy Current Test Exam" 

RICHTER, T A , ELAM.B D , CAPODANNO.G R General Public Utilities Corp. - GPU 
ServicoCorp TDR 666 ROO 85/03/28. 18pp. 29813 210-29813 227 


8S041993S4 Responds fo vrolatlons noted In Insp Rept 60-289/85 04. Corredfva 
actions revised ALARA review requiras sampto lo bo taken by lepof air sampling 
device for each entry Into once through sleam genoralor head area 
HUKILL.HD General Fublic UlllilTes Corp. - GPU Service Coip 86/04/09 
MARTIN.T.T Region 1. Office of Director, 7pp, 29019 095-29919'101. 

8504000419 fB Info Notice 66 029. "Use of Unqualified Sources In Well Logging Appli- 
cations" Sve list end 

PARTLOW,JQ Division of Inspoclion Programs (Poet 850212) 85/04/12. Consolidiit- 
ed Edison Co of New York. Inc eepp 29832; 00 1-29832023 


T. Hearing transcripts on non-antItrust malters 

8604280324 TransCJrlpI of Commission 790410 discussion of correspondence In 
Washington.DC re TMl Pp M7 

* Commissioners 79/04/10 19pp 30036-001.30036,018. 

9604250446 Transcripl of 7904 16 closed discussion in Washington, DC re personnel as- 
pects of TMl Invosllgallon Pp 1-68, 

^Commissioners. 79/04/16 70pp 30022,293-30022 362 
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8504260067 Transcript of 790418 closed meeting in Washinglon.DC re TMI investiga 
tion {personnel aspects) Pp 1-5D 
‘ Commissioners 79/04/18 60pp 3003B 013 30030 072 

0504050200 Transcript of 850403 oral argument in Bethesda.MD Pp 1-77 

^ Atomic Safety and Licensing Appeal Panel 85/04/03 79pp 29665 256 29665 334 

85041 504 B7 Transcript of 850404 affirmation/discussion & vote in Washinglon.DC re 
SECY 85 82 on TMI Alert 10CFR2 206 petition & SECY-85 51 A on disqualification of 
Judge Smith Pp 1 4 

‘ Commissioners 05/04/04 Spp 2981 1 277-2981 1 284 

8504300611 Transcript of Commission 050417 briefing in Washington, DC re TMI-1 
steam goneralors & other aspects of status Pp 1-78 Supporting documentation end 
♦ Commissioners 85/04/17 96pp 30071 129 30071 225 

Q 504300607 Transcript of Commission 850418 meeting In Washington, DC ro responses 
to WRC comments on TMI-1 steam generators Pp 1-111 Trowbridge 650418 Itr.SJ 
Chilk 840424 Itr.PR Clark 850418 Hr & statement re TM1 1 steam generators end 
' Commissioners 85/04/18 t48pp 30071 226 30072 012 


V. Operator Examinations 

0504180221 Forwards response to Item A of 830722 notice of violation & proposed Im- 
position of civil penalty Violation not willfull Civil penalty should bo appropriately mati- 
gated or remitted 

SMITH, FJ General Public Lttililiea Corp - GPU Sorvico Corp 85/04/15 

TAYLOR, JM Director’s Office, Office of Inspection and Enforcement 12pp 

29853 274-29053 347 

-8504180231 Provides partial response to 030722 notice of violation & proposed impo- 
siUon of Civil penalty Requests Item A be modified to eliminate charactenzalion of vio- 
lations as “willlul" & portion be remilted 

SMITH, FJ General Public Ulilities Corp - GPU Sorvico Corp 85/04/15 

TAYLOR, J M Director’s Office, Office of Inspection and Enforcement 4pp 

29853 336 29853 339 

-8504180249 Provides partial response to 830722 notice of violation & proposed Impo- 
sition of civil penalty Matters discussed In Hem A subj of scrutiny & discussed in partial 
irilial decision 

CLARK, PR General Public Utilities Corp • GPU Service Corp 86/04/15 

TAYLOR, J M Director’s Office, Office of Inspection and Enforcement 0pp 

29853 340 29863 347 

8504230369 Forwards compfelod operator licensing exam schedule requested by Qe 
nerlc Ltr 85 04 Schedule is for FY85-FY88 

HUKILL,HD General Public Utilities Corp - GPU Service Corp 85/04/16 

BECKHAM,D Operator Licensing Branch 3pp 29951 295-29961 297 
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F, Security, medical, emergency & fire protection plane 

8504050104 Advises that period for submitting comments on NRC Fire Proleclion Steer- 
ing Committee rept will not be extended Any comments submitted in early Mar will bo 
considered 

VASSALLO,DB Operating Reactors Branch 2 05/03/08 HARRINGTON, W.D. 
Boston Edison Co 2pp 29674 362*29674 363 

8504110638 Forwards safely evaluation re SPDS compliance w/Generic Ltr 82-33 & 
NUREG 0737,ltem I D2 Concerna expressed re adequacy of radiation data 5 display 
format clutter Addi info ro isolation devices requested within 60 days 
VASSALLO,DB Oporaling Reactors Branch 2 85/03/21 HARRINGTON.W D 
Boston Edison Co 2pp 2978 V340 29781 350 

-8504 1 10642 Safety ovoluation re SPDS compliance w/NUREG 0737,Suppl 1 Con- 
cerns expressed re adequacy of radiation dab & display format clutter AddI info re 
isolation devices between SPDS & safety sys requested within 60 days 
* Office of Nuclear Reactor Regulation, Director. 85/03/21 9pp 207B1.342- 
29781 350 

8504250101 Advises lhal request for withholding NEOC-30641, ’’Conceptual Design Do- 
se notion for Piigrim Nuclear Power Station Emergency & Plant Sys (SPDS),'* 
approved, per 10GFR2 700 Rev 1 to NEDO 30631 A made available to public 
WSSALLO,DB Operating Reactors Branch 2 85/04/03 HARRINGTON.W.D 
Boston Edison Co 4pp 30020.335 30029 338 

8604260081 Forwards Insp Repi 60 293/85 03 on 650201-0304 & notice of violation 
STAROSTECKI,R. Region 1, Office of Director 85/04/11 HARRINGTON.W.D, 
Boston Edison Co. 3pp 30020 066 30020 098 

-8504260090 Insp Rept 50-293/85*03 on 850201-0304 Violations noted failure to take 
prompt corrective actions for OA surveillance findings, use of out-ol-callbr test equfp- 
menl & failure to control documents 

JOHNSON, J , MCBRIDE.M , MEYER.G Region 1, Office of Director 85/03/26. 26pp 
30020 073-30020.098 


8504020269 informs that radiolagicai irTprovement pfan approved for 
Irnplomontalion.per Section IV C of 041 129 order modifying license Receipt of findings 
of independent conlracler assessment of radiological control program ack 
MURLEYJE Rogior 1, Of fico of Director 85/03/15 HARRINGTORWD Boston 
Edison Co 2pp 29581 153-29581 154 

8504030061 Notification of 850326 daily highlight maelina w/util tn Bethesda.MD to dis 
cuss request for extension of tfcadrino for environ quatiTication of electrical equipment 
LEECKPH Operating Reactors Branch 2 05/03/22 PENTON.H, EISENHUT.D, 
EDISON, G NRC - No Defailed Affiliation Given 2pp 29606075 29608 076 

8504110029 Notification of Licensee Meeting 85-36 w/util on 850329 In Kfng of 
PfiJSsia.PA to discuss radiological Improvement program 

TRIPP, LE Region 1, Olfica of Director 05/03/22 Region 1, Office of Director 2pp 
29769 297-29769 298 

8504110224 Forwards safely evaluation accepting that, based on listed 
submit lals.licenseo electrical equipment environ qualification program complios w/ 
tOCFRSO 49 requirements 

VASSALLO.D8 Operating Reactors Branch 2 85/03/26 HARRINGTON, W D 

Boston Edison Co 2pp 29769 302-29769 316 

-8504110229 Safely evaluation accepting that,based on ulil listed submit tals,llcen$ee 
olecirical equipment environ qualification program complies w/t0CFR5O49 require- 
menls 

* Office of Nuclear Reactor Ronulalion, Director 65/03/26 I2pp 29769 304- 
29769 316 

8604030338 Ack receipt of 850227 application lor relief from certain NUREG 0737 
requiremonls Remittance of fee reauestad.per 10CFR170 12(o) & 170 21 
DIQGS.RM. License Foe Management Branch 86/03/27 HARRINGTON,W D 
Boston Edison Co Ip 29606 151 29606 151 

8504110273 Grants licensee 650129 request for extension of deadline until 851130 for 
environ qualification of eloctrical equipment important to safety 
DENTON, HR Office of Nuclear Reactor Regulation, Director 85/03/2B 
HAnniNGTON.W-D. Boston Edison Co 4 pp. 29790 165-29790 168 

8504040367 Forwards "Reactor Conlafnmcr^i Bldg Integrated Leak Rato Test, Types A, B 
& C/’ par 10CFR50,App J 

HARRlNGroN.W D fioslon Edison Co 85/04/01 THOMPSON.HL Division of LI 
censing Ip 29608 001-20608 045 

--8504040371 "Reactor CorHafnmenl Bldg Integrated Leakage Rate Test, Type A,B & C 
Periodic Test, Pilgrim Nuclear Power Stahon.Unit 1 " 

* Stone & Webster Englnoering Corp 84/12/31. 51 pp 20608 002-29608 045 

8504050217 Submits addi Info re status of containment purging & venting, In response to 
NRG 840203 & 0411 requests Reduction in risk purporfed In NUREG 0737, Hem 
II E 4 2{7) not cteariy demonstratod 

HARRINGTON.W D, Boston Edison Co 86/04/01 VASSALLO,DB Operating Roac 
tors Branch 2 7pp. 29065 178 29666 164 

8504090073 /^plication for amend to Ltcenso DPR‘35,addinq footnote to Tech Spec 
Section 3 7 0 2, granting temporary rcfief to allow hydrogen InTeclion tesling 
HOWARD, JE Boston Edison Co 86/64/04 VASSALLO,DB Opomling Reactors 
Branch 2 4pp. 29700 1 52 2D700 156 

-8504 090074 Proposed Tech Spoc.addmg footnote to Soclion 3 7 D 2, granting tempo- 
rary relief to allow tiydrogen in sell on losting 

* Boston Edison Co. 85/04/04 Ip 20700 156 29700 166 

8504250046 Forwards Amend 86 to Licenso DPR-35 & safely evaluation Amend re- 
vises Tech Specs to permit changes in normal full power background trip level for 
main steamlino high radiation scram & isolation selpoints. 

LEECH,PH Operating Reactors Branch 2 65/04/06 HARRINGTON.W D Boston 
Edison Co. 2pp 30030 135 30030 146 . 

-8604250050 Amend 88 1o License DPR 35,revising Tech Specs to permit changes In 
normal full power background trip level for main steam line high radialion scram & 
isolation setpoints 

VASSALLO.DB Operating Reactors Branch 2 05/04/05 7pp 30030 137-30030.143 

-85042 50066 Safety evaluation supporting Amend 66 to LIcoubo DPR-35 

* Office of Nuclear Reactor Regulalloh, Director 8 5/04/05 3pp 30030 144- 
30030 146 

8504250162 Responds to 841020 polilion/roquoal for show cause order re suspenscon 
or revocation of License DPR 35 due to alleged environ qualification defidencles of 
certain equipment items Patilion denied 

DENTON, HR Office of Nuclear Reactor Regulallon, Diroctor. 85/04/05 

DOHERTY, J.F Affiliation Not Assigned 3pp 30029.351-30029 353 

-8S042S0159 Director’s Decision 00-85-5 denying JF Doherty 04 1020 poll tion/requesl 
for show cause order re suspension or revocation of Lfcansod DPR-35 duo to alleged 
environ qualifications deficiencies of certain equipmoni Items 
DENTON, HR Office of Nuclear Reactor Regulotlon, Director 65/04/05 10pp 
300 29,354-30030 014 


J. Insurance & Indemnity Information 

8504 150040 Forwards Endorsemonl 93 to NELIA Policy NF-lfi8 
STERN, D Marsh & McLennan, Inc 85/04/05 SALTZMAN.JD Assistant Director for 
State & Licensee Relations 2pp 29799'21O-29709 211 


-8504260171 Notice of issuance o1 Director’s Decision DDB5 5 denying JF Doherty 
841020 petition/ re quest for show cause order re suspension or rovocation of License 
DPB-35 due to alloged environ qualification deflclanclea, 

EISENHUT,DG Office of Nuclear Reactor Regulation, Director. 85/04/05 3pp 
30030 015-30030.043 


P, Operating license stage documents & correspondence 

8504030446 Forwards notice of withdrawal of application for amend to License DPR-35 
re CRD weekly surveillance tesling,per 840716 request , ^ ^ i-, 

VASSALLO,D.B, Operating Reactors Branch 2 05/03/14 HARRINQTON,W.D 
Boston Edison Co. 2 pp, 29606:302-29606 304 

-8604030449 Notice of withdrawal of application for amend to License DPR-35,revlslno 
Tech Specs re CRD weekly surveillance testing ^ 

VASSAlLO,DB Operating Reactors Branch 2 85/03/14 Ip 29606304-20600:304 


8504170009 Contends lhal w/lwo mirror except ions, existing Tech Spec 3/4 7.A.7 c con- 
forms w/requiraments of NUREG-0737,ltem II F 1.6 re containment hydrogen monitors 
& racommondalions of Generic Lir 63-36 No further action necessary 
HARRINGTON.W.D Boston Edison Co 85/04/11 VASSALLO.DB Operating Reac- 
tors Branch 2. Ip. 29830 001-29830 001 

9604220148 Application to amend License DPR-35,conai5linn of Proposed Change 85- 
OS.raising K-affeclive of fuel pool to Industry std &. adding K-infinily factor to fuel pool 
limiting condilion for operation Foe paid 

HARRINGTON.W D. Boston Edison Oo 65/04/12 VASSALLO.D.B Operating Reac- 
tors Branch 2 4pp 26928:145-29929148 
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-8504220151 Proposed Tech Specs, raising K-elfective of fuel pool to industry std & 
adding K infinily factor to fuel pool limiting concJiUon for operation 

* Boston Edison Co 85^04/12 ip 2992B 118^23928 148 

8504220183 Advises that required Tech Spec changes resulting from Mark 1 contain 
ment mods sub miUod Mark I program requiremonts comptoted 
HARRINGTON, W D Boston Edison Co 85i^04/12 VAS^SALLO,08 Operating Roac 
tors Branch 2 1p 29928 102 23928 102 

8504220210 Application for Proposed Change 85 04 to License DPR-35, decreasing 
calibr frequency for certain fovel & pressure transmitters replaced during recent 
outage w/more reliable Rosomount Iranamitters 

HARRINGTON.W D Boston Edison Co 85/04/12 VASSALLO.DB Operaieng Heac* 
tors Branch 2 2pp 29929 1 80 29929 184 

-^8504220215 Proposed Change 85 04 to Tech Specs.decreasing calibr frequency for 
cenain level & pressure transmitters replaced during recent outage w/more reliabte 
Rosemounl transmitters 

• Boston Edison Co 85/04/12 3pp 29929 182-29929 104 

8504300547 Summary of 050326 meeting w/util &. Bis hop, Liberman, Co ok, Purcell 8 
Reynolds in Belhesda.MD re requested extension for equipment qualification 
compliance List of attendees & view graphs end 

LEECH, P Operating Reactors Branch 2 85/04/15 Operating Reactors Branch 2 
17pp 30072 051-30072 068 

8504120206 Generic Ltr 85-06 to all PWR licensees & all applicants for OLs <o QA guid 
ance for ATWS equipment not safely related Sve list end 

THOMPSON. H L Dwision of Licensing 85/01/16 Consolidated Edison Co of New 
York. Inc 22pp 29947 288 29947 309 

8504240118 Application la amend License DPR-35, consisting of Rev 1 10 040324 Pro 
posed Change 84 01, changing Tech Specs to remove details of ASME Soctron XI in 
service msp progrann 

HARRINGTON,W D Boston Edison Co 85/04/17 VASSALLO.DB Operating Roac- 
tors Branch 2 5pp 29968 136 29966 151 

-8504240120 Rev t to Proposed Tech Spec Change 84 01, removing details of ASME 
Section XI inservice msp program 

’ Boston Edison Co 83/04/17 llpp 2996B 141-29960 151 


Q. Inspection reports. IE Bulletins & correspondence 

6503190659 IE Info Notice 85-022, *'l>imilorque Motor-Operated Valves Rosulling From 
Incorrect fnstallation of Pinion Gear " Sve list end 

JORDAN. EL Division of Emergency Preparedness & Enginoering Response (Post 
030103) 65/03/21 ConsoEidated Edison Co of Now Yoffi, Inc fOOpp 29 597 001 
29597 0Q5 

8S0321O461 IE Info Notice 85-023, “fnadequalo SurveiPIsnce & Posl Mainl & Post Mod 
Sys Testing Sve list end 

JOHDAN.EL Division of Emergency Preparedness & Engineering Rosponso (Posl 
030 103) 65/03/22 Consohdated Edison Co of New York, Inc lOOpp 29656001 
29656 107 

6 S 03220444 IE Info Notice 86 024, “Failures of Protective Coalings in Pipes & HXs “ 
Sve list end 

JORDAN.Et Division of Emergency Preparedness & Engineerinn Response (Post 
030103) 65/03/26 Consolidated Edison Co of Now York, Inc fOOpp 20596 154- 
29596363 

B 504030240 Forwards final repl of inservice maps conducted during 1984 & Refueling 
Outage 6 Results of rrechanized.manual, surface & direct visual exams summarized In 
end exam summary repl Final rept contains 26 vols 

HARRINGTON.W D Bosloo Edison Co 65/03/26 VASSALLO.DB Operating Reac- 
tors Branch 2 2pp 29631 001 20549 001, 

-8504030247 'T9B3/19B4 Inservice fnsp NDE Summary Rept “ W/two oversize 
drawings Aperture cards available In PDR 

WILLIAMS, ME Boston Edrson Co 64/12/31 340pp 29631 003 2B631 350 

-0504030261 "1983 InseArfee Exam of Selected Components at Pilgrim NueJoar Power 
Station, Unit 1," final rept 

DWIGANS.JL Southwest Research Institute 84/05/31 414pp 29631351- 

29633044 

-8504030272 Vols 1 4 to “Pilgrim Nuclear Power Station Unit IJnservice Insp Repl 
1985 1984 “ 

' Eba SCO Services, Inc (subs of Enserch Corp) 04/12/31 1,57lpp 20633 045 
29637 175 

-8504030281 “Pilgrim Nudear Power Stalion,Automatic Ullrasonic Pip© Wold Insp 
R^LGE Smart Ullrasonic Testing Sys, Fall 1984 “ 

• General Electric Co 85/03/28 161pp 29B37 015 29637 175 

-0504030310 Vols 1 & 2. "Suj^ft" to "Pilgrim Nuclear Power Sfalion Automalfc Ultra- 
sonic Pipe Weld Insp RepLCt Smart Ullrasonic Testing Sys.Fall 1 904 " 

• General ElaclncCo 85/03/28 l,104pp 2B637176 29640 199 

-0504030317 Vo3s 1-17 to "1983 1984 Recirculation Pipe Repfacement & fnservlco 
tnsp of Piligram Nuclear Power Station “ 

• Magnaflux Corp B5/01/31 3,042pp 29640 200-29649 001 

0503200037 IE fnfo Notice 85 025, ''Consideration of Thermal Conditions in Design & 
Installation of Supports for Diesel Generator Exhaust Sifoncers " Sve lisl end 
JORDAN.E L Division of Emergency Preparedness & EngmeerEng Response (Post 
830103) 86/04/02 Consolidated Edison Co of New York, Inc 107pp 29667 199 
23667-305 

8503260045 IE Info Notice 85 026, “Vacuum Relief Sys for 6WR Mark I & II Conlain 
menis " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 65/04/62 Consolidated Edison Co of New York, Inc 92pp 29667 1 07- 
29667 198 


8504010039 IE Info Notice 85 027, “Notifications to NRC Operations Clr & Reporting 
Events in LERs " Sve list end 

JORDAN.E L Division of Emergency Preparedrioss & Engineering Response (Posl 
030103) 85/04/03 Consolidated Edison Co of Now York, Inc 98pp 29690 255- 
29690 362 


8504150336 Responds to NRC 850306 Hr re violations noted In Insp Repts 50 293/84- 
44 A 50 293/85 02 Corrective actions omploymenl of individual willfully violating rad- 
waslo work permit terminated Requests lower seventy level for Violation A 
SWEENEV.SJ Boston Edison Co 85/04/05 MURLEY.T E Region 1, Office of Direc- 
lor 6pp 29006167-29806 162 

8504050042 SuppI 1 to IE Info Notice 05 003, “Separation of Primary Roaclor CoofanI 
Pump Shaft A Impeller “ Sve lisI end 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
030103) 85/04/09 Consolidated Edison Co of Now York, Inc 101 pp 29791 025 
29791 126 

8504050047 IE Info Notice 05 028, "Partial Loss of AC Power A Diesel Generator Deg- 
radation " Sve list end 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Posl 
030103) 85/04/09 Consolidated Edison Co of New York, Inc. I09pp 29790 276- 
29791 024 


8504290102 Forwards corroclod page to Insp/ Exam Repl 50 293/84 37(OL) on 
031210 13 Correction changes Insp number from 50 293/84-27 
WENZINGER.eC Region 1, Office of Director 85/04/10 HARRINGTON.W D 
Boston Edison Co Ip 30053 304-30053 309 

-8504290108 Corroded Insp/ Exam Repl 50-293/04 37,changlng insp number from 50- 
293/04-27 

BERRY.JA, KELLER.RM, KfSTER.HB Region 1, Office of Director 85/03/22 Ip 
30053 305-30053 305 


8504260081 FoAvards Insp Rept 50 293/85-03 on 850201 0304 A notice of violation 
STAROSTECKI.R Region 1. Office of Direclor. 85/04/11 HARRINGTON.W D 
Boston Edison Co 3pp. 30020 066-30020 098 

-8504260085 Nollco of violation from msp on 050201-0304 
♦ Region 1, Office of Director 05/04/11 4pp 30020 069-30020 072 

-8504250090 Insp Repl 50 293/85 03 on 050201-0304 Vlofatlona noted failure to lake 
prompt corroclivo actions for QA surveillance findings, use of out of calibr test equip 
mant A failuro to control documents 

JOHNSON,J. MCBRIDE, M, MEYER.G Region 1, Office of Director 86/03/26 26pp 
30020 073-30020 098 


8504090419 IE Info Notice 06-029, “Use of Unquaiifled Sources fn Weii Logging Appli 
cations " Sve tist end 

PAnTLOW,JG Division of Inspection Programs (Post 850212) 05/04/12 Consoiidal- 
ed Edison Co of New York, Inc 66pp 20832 001-29832 023 

8504240110 Application to amend License OPR-35, consisting of Rev 1 to 840324 Pro 
posed Change 04 01, changing Tech Specs to remove details of ASME Section XI In 
servECo Insp orogram 

HARRINGTOISI.W D Boston. Edison Co 05/04/17 VASSALLO.DB Operating Reac- 
tors Branch 2 5pp 29968 136 29968 151 

-8504240120 Rev 1 to Proposed Tech Spec Change 04 01 .removing detaiis of ASME 
Section XI Inservice insp program 
• Boston Edison Co 85/04/17 llpp 2996O'141-2096O’161 

8504170240 IE Info Notice 05-030, "Mlcrobiologfcally induced Corrosion Containment 
Sve Water Sys “ Sve list one) 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/04/19 Consolidated Edison Co of New York, Inc 109pp, 20966 258- 
29966 363 


050419DD66 IE Info Notice 85 032, "Recent Engine Failures of Emergency Diesel Gen- 
erators" Sve list end 

JORDAN, E.L Division of Emergency Preparodnoss A Engineering Response (Posl 
830103) 05/04/22 Consolfdated Edison Co of New York, Inc lOOpp 29988 239- 
2998B 347 


05O419OOBO IE Info Notice 05 033, “Undersized Nozzle-To Shell Welded Joints in Tanks 
A HXs Constructed Under Rules of ASME Boiior A Pressure Vessel Code “ Sve list 
end 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
630103) 06/04/22 Consolidated Edison Co of New York, Inc lOOpp 29909 001- 
29989 107, 


8504220347 IE tnlo Nolle© 84-04, Rev 1, "Deficiencies in Ferro-Resonant Transformers 
Sve fist end 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
830103) 05/04/24. Consolidated Edison Co of Now York. Inc IIOpp 30027 067- 
30027.184 


R. Periodic operating reports A related correspondence 


8504230038 Errala to "Pilgrim Semiannual Radioactive Effluent Rept, Jul Dec 1901 '' 

* Boston Edison Co* 81/12/31 12pp 29966 090 29960 102 

6504180206 "Environ Radiation Monitoring Program Repl 17,1904 " W/fl50401 Hr, 
BOWMAN.C E , SOWDON.T L , HARRINGTON, W D Boston Edison Co. 17 04/12/31 
MURLEY.T E Region 1, Office o1 Director 134pp 29822.257-29823 029 

8504230380 Monthly operating repl for Mar 10B5.W/85O412 itr 
HAMILTON.P, HARRINGTON.W D Boston Edison Co 05/03/31. 6pp 20965 274 
29965 200 



DOCKETED ITEMS 85 


S. Reportable occurrences. LERs & related correspondence 

fl60<030108 LER 85*006 00 on 850221, rod block monitor functional & calibr surveillance 
lest required by Toch Specs exceeded required test Inlervaf Caused by personnel 
error Tests performed & personnel counseled W/e50322 Hr 

HAMILTONP J , HARRINGTON, W D Boston Edison Co 85/03/22 3pp 29592 241- 
29592 243 

85042306B7 LER 65 007 00 on 850316, two in aeries secondary containment isolation 
dampers found Inoperable Caused by broken damper control drive gears Broken gears 
replaced & insp frequency increesoo W/850412 Itr 

HAMILTON,? J . HARRINGTON, W D Boston Edison Co 85/04/12 3pp 29965 225 
29965 227 

8504240026 LER 85 006 00 on 85031 S.roactor scram from I00®o oower 
occurred Caused by false high reactor pressure signal when valve momentarily 
stuck, Ihen released Valve & manifold replaced W/6504 12 Itr 
HAMILTON,? J, HARRINGTON,WD Boston Edison Co 05/04/12 3pp 20976110 
29976 112 


V. Operator Examfnatfons 

8504290102 Forwards corrected page to Insp/ Exam Rept SO 293/84 *37<OL) on 
831210-13 Correction changes insp number from 50 293/84-27 
WENZINGER,EC Region 1, Office of Director 85/04/10 HARRINQTON.W D 
Boston Edison Co Ip 30053 304-30053 309 

-8504290108 Corrected Insp/ Exam Rept 50 293/64 37 .changing insp number from 50- 
293/84-27 

BERRY, J A , KELLER, R M . KISTER.H B Region 1, Office of Director 85/03/22 Ip 
30053 305 30053 305 


DOCKET 50-294 MICHIGAN STATE UNfV RESEARCH REACTOR 


P, Security, medical, emergency & fire protection plans 

8504280043 Foiwards Rev 2 to emergency plan Plan became detached in processing of 
author 650220 Itr 

MITCHELL, M Michigan State Univ, East Lansing, Ml 85/04/2? Record Services 
Branch (Document Conirol Desk) Ip 30025' 102-30025 104 

-8504260045 Rev 2 to emergency plan 
» Michigan Stale Univ, East Lansing, Ml 85/04/2? 2pp 30025 103-30025 104 


DOCKET 50-205 ZION NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

6604120329 Revised Page 12 to Rev 0 to Emergency Plan Implementing Procedure 
EPIP 3 50-3, cor reeling typo re noble gas/iodine ratio vs time posi-accident 
PLIML.G Commonwealth Edison Co 85/03/01 3pp 29769 051-29789 053 

8504240039 Rev 0 to Emergency Plan Implementing Procedure EPIP 350 3, Figure 
2, cor re cling typo 

* Commonwealth Edison Co 85/03/01 3pp 29909 0B4 29969.0D6 

6604020348 Forwards Insp Repts 50 295/85-10 & 50 304/05-1 1 on 050204*26.No non 
compliance noted, 

SHAFER, WD Region 3, Office of Director 85/03/12 REED,C Commonwaallh 
Edison Go 2pp 29584 241-29584.267. 

-8504D20353 Insp Repts 50-205/85-10 & 60-304/05-11 on 050204-25 No noncompll 
ance noted.Major areas inspected licensee action on previous Insp findings, Unit 2 un- 
usual events due to diesel generator failures & refueling cavity water seals 
WRIGHT.GC Region 3, Ollico of Director 85/03/12 25pp 29584'243-20584'267 

8504110124 Responds to Region III request for addi Info re fire protection audit during 
wk of 05021 1 Info re auxiliary efeclrlc oqurpment & App R fire doors provided Upon 
receipt of Insp ropi, listed recommendations will be impfemontad 
CASCARANO,R N Commonwealth Edison Co 85/03/28 DENTON,H R Office of Nu- 
clear Reactor Regulation, Director 4pp 20766 006 2076B 009 

8504260072 Forwards public version of generating stations emergency plan tofephono 
directory. 

LICARI.K Commonwealfh Edison Co 85/03/31 Record Services Branch (Document 
Control Desk), ip. 30037.208-30037 263 

-8504260063 Public version of generating stations emergency plan telephone 
d(rectofy.W/850419 release memo 

* Commonwaallh Edison Co 85/02/11 57pp 30037 209-30037 263 

8504080406 Forwards Insp Repts 50-295/85 06 & 50-304/85 09 on 850305 07 No con- 
compliance noted Idenhlied weaknesses require corrective action 
PAPERIELLO.CJ Region 3, Office of Director 85/04/02 REED.C Commonwealth 
Edison Co. 3pp 29685 118 20605*144. 

-6604080413 Insp Rept 50-295/85-08 & 50 304/85 09 on 8SQ305 07 No noncompll- 
ance or deviation noted Major areas inspected emergency preparedness 
exercise. Exercise weaknesses identified need written response 
PLOSKI.T.J, BROWN.Q A , SMITH.M J Region 3. Olhee of Director 85/04/02 24pp. 
29685 121-29685 144 

8504190436 Revised emergency implementing procdures.including Rev 2 to L2P-1 200-3 
re classification of Iodine release, Rev 5 to LZP-1210-1 re hazardous matl Incidents 
reporting &. LZP index 

* Commonwealth Edison Co 85/04/04 9pp 29918.224-29918 232 

8504100376 Summary of 850403 mealing w/utll re requirements for installation of 
source range monitors to satisfy 1 0CFR50,ApQ R 

NORniS,J.A Operating Reactors Branch 1 85/04/09 Operating Reactors Branch 1 
4pp 29916:359 29916 362 


85tl42903(>3 Stahon Procedure Change Request A85-315 for permanenl change to 
Emorgertccy Plan Implementing Procedure EPIP 100-1, “Action Sialion Director’^* Re 
vNSod index end 

PLIML,G Comm onweallh Edison Co 65/04/15 flpp 30046 200-30046 207 

8584290339 Station Procedure Ctiange Request ASS-GOO for permanent change to 
Emergency Plan Imptemer^tlng Procedure EPIP 510-1, "Mamlaming Emergency Pre- 
paredness ’* 

' Commonwealth Edison Co 85/04/15 5pp 30051 001 30051 005 

8504290426 Station Procedure Change Request AB5-301 for permanent change to 
Emergency Plan Implementing Procedure EPIP 420-1, “Technical Support Clr Quarter- 
ly Surveillonce'” 

’Commonwealth Edison Co 65/04/15 Gpp 30050 353 30050 350 

8504290206 Rev 22 to Emergency Plan Implomenllng Procedure EPIP 320*1, "Aclivo 
tion of Generating Station Emergency Plan Station Group” 

* Commonwealth Edison Co 85/04/16 lOpp 30046 021-30046 030 

8504290307 Forwards Safety Insp Ropla 50-295/85-11 & 50-3Q4/B5-12 on 050211-15 
& 0417 No noncotnplianca noted Interim compensatory measures provide moans to 
piece units in stable hot shutdown condilron following fire.par 640406 commitment 
SPESSAHD.R L Region 3. Office of Director 06/04/22 REED.C Commonwealfh 
Edison Co 2pp 300 51 00 9 30051 02A 

-0604290400 Insp Repts 50-295/85 11 & SO 304/85 12 on 650211-15 & 0417 No non 
complJanco or devialton noted Mator areas inspected Implemontalion of interim com- 
pensatory measures to assure safe shutdown of readers, par 10CFR50,App R 
COPPOLA, T, RAMSEY.G, STANG.J Region 3, Office of Director 05/04/22 14pp 
30051011-30051 024 


Q Adjudicatory correapondenco 


8504080220 Informs that lime provided for Commission to act to review Director's DecI 
Sion DD 85 2 expired Commission dachned review Decision became final on 
850329 Served on 650404 

HOYLE, J.C Office of the Secretory ol the Commlsshon #265 409 85/04/04 
GOGOL.E Affiliation Not Assigned Ip 296B1 051-29681 051. 


J. InaurancQ & Indemnity information 


8504040112 Forwards Endorsement 14 lo NELIA Policy NF 277,Endorsom0nts 164,165 
& 166 to NELIA Policy NF-43,Encforsomonls 140 & 141 lo MAELU Policy MF-22,En 
dorsomonl 34 to NELIA Policy NF-253 & Endorsement 85 to NELIA Policy NF-187 
OSTER.J Commonweallh Edison Co 85/03/27 SALTZMAN,J Assistant Director for 
State & licensee Holalions 13pp 29611 261-29&11 294 


P. Operating license stage documents & correspondence 

6504160120 Forwards nonpropnetary & proprietary, "Westinghouse Setpoint Melhodoio 
gy for Protection Sys " Proprietary root withheCd (ref 1 0CFR2 790) 

CASCARANO.R N Commonweallh Edison Co 85/02/20 NORRIS.JA Office of Nu 
clear Reactor Regulation, Director 2pp 29800 255*29808 344 

-6504150123 Requdsts withholding of propiietary, "Wosiinghoiiso Setpoint Methodolo 
gy for Proieclion Sys,” por 10CFR2 790 

WIESEMANN.RA Westinghouse Beclric Corp 85/02/11 DENTON.H R Office of 
Nuoloar Reactor Regulation, Director 12pp, 29600 257-29806 268 

-6504150129 Nor proprietary "Woslinghouse Sotpoint Mathodology for Protection 
Sys.Zion Station W/two oversize tables Aperture cords available in PDR 
TULEY.CR, MIUER.RB. SEGLETESJ A Weslinghouse Electric Corp 03/00/31 
88pp 29008 269-29808,344 

6504020326 Forwards Amends 07 & 77 lo Licenses DPR-39 & DPR-40, respocbvely & 
safety evaluation Amends add spec for hydrogen monitors 8 eliminate spec for hydro 
gen purge fan sys 

NORRIS, J Operating Reactors Branch 1 85/03/14. FARRAR, DL Commonwealth 
Edison Co 2pp 29585 323-29585 339 

-6504020326 Amends 87 & 77 to Licenses DPR -30 & DPR-4B,reapoclively, adding spec 
for hydrogen monitors & deleting speo for hydrogen purge fan sys 
VARGA.S A Oporaling Reactors Branch 1 85/03/14 llpp 295G5'325-29505 335. 

“6504020320 Safety evaluation supporting Amer^ds 87 & 77 lo Licenses DPR-30 & 
DPR 48, respectively 

’ Office of Nuclear Reactor Regulaifon. Director 85/03/14 4pp 20565’336 
29585 339 

850404007S NoWicatlion of 850410 mooting w/util In Boihesda.MD lo discuss safety as- 
surance program & mod of 800228 confirmalory order for facilillos 
NORRIS.JA Oporahng Reactors Branch 1 85/03/25 VARQA.SA Operating Reac> 
tors Bronchi 2pp 29619 075 29819 076 

8584010183 Ack recelipt Of 850313 Rev 33 lo QA Topical Rept CE-1-A Review will re- 
quire more than 60 days 

SPESSARD.R L Region 3, Office of Director 86/03/26 REED.C Commonweallh 
Edison Co 2pp 29569 069 29569 870 

0504050004 Discusses revjew of proposed Tech Spec amend re inoperable rod 
Itmifallons No adverse findings determined 

PARKER, MC Illinois, State of. Dept of Nuclear Safety 86/03/29 DENTON.H, Office 
of Nuclear Reaclor Regulation, Director Ip 29666 042-20666 042 

SS0409Q303 Notification of 850483 meeting w/ulil In Bethesda.MQ to discuss technical 
requirements of source range monllor, 

NORRIS, J A Ope rating Reactors Branch 1 85/03/29. VARQA.SA Operating Reac- 
tors Branch 1 2pp 29748 033-29748 034 



86 DOCKETED ITEMS 


6504180205 Cfanries dfeiaJIs tn NRC s^if^ly evafuatjon re installation of shunt trip 
atiachrnent.par 850326 response to Gonenc Ur 83 28, 1 tern 4 3. 'Reacior Trip fteliahil 
ity ■’ 

CASC;tRANO,R N Commonwealih Edison Co 85/03/29 DENTOM.H R Office of Nu 
clear Reador flegulation. Director 2pp 29858 269*29058 270 

8504110282 Requests remillance of fees for 630627 641113 20 A 650104 applica- 

tions for relief from ASWE Code require menis.insp intervals A hydro slatic pressure 

DIGGS, R M License Fee Management Branch 85/04/03 FARRAR, D U Common- 
wealth Edison Co 2pp 20769 359 29769 3C0 


8503200037 JE Info Nolice 05 025, '‘Consideration of Thermal Conditions in Design A 
Installation of Supports for Ojesel Generator Exhaust Silencers ” Svc list end 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 05704/02 Consolidated Edison Co of New York, Inc 107pp 29667' 199 
30667 305 

8503200045 IE Info Notice 85 026, “Vacuum Relief Sys for 0WR Mark I & 1/ Conlain 
menls “ Svc fist end 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
030103) 05/04/02 Consolidated Edison Co of New York, Inc 92pp 29667 107- 
29667 198 


8504160479 Approves 650220 request that ‘Westinghouso Setpoint Methodology for 
Protection Sys Hion Station.” be wilhhefd (ref tOCFR2 790) 

VARGA,SA Operating Reactors Branch 1. 85/04/05 FARRAR, DL Commonwealth 
Edison Co 5pp 29036 288 29836 290 

0504240435 Summary ot 850304 meeting w/vIjI A BNWL re review of regulatory re 
qu^remenls (NUREG ti8a5,1ssue Sl.per NRC 0501 1? Itr 

B£VAN,R B Operaling Reactors Branch 2 85/04/09 Operaling Reactors Branch 2 
4pp> 29986 124.29988,127. 

8604230109 Forwards revised pages to Rev 34 to CE 1-A “QA Program for Nuclear 
Generatina Stations “ Revs reflect reorganizelron changes 

ALEXANDER, GL Commonwealth Edison Co 85/04710 KEPPLER.JG Region 3, 
OWce of DnectOT 5pp 29948 30B-29949'03O 

”0504230207 Revised pages lo Rev 34 to "'OA Program for Nuclear Generating Sta 
lions" 

' Commonwaatfh Edison Co 85/04/10 79pp 29348313 29949030 

8504120206 Genenc Llr 85-03 (o all PWR licensees & all applicants for OLs reOA gufd 
ance for ATWS equipment not satelV' related Svc fist end 

THOMPSON, H L Darislori of Licensing 05/04716 Consolidated Edison Co of New 
York, tnc* 22pp 29947 200.29947 309 

8604120031 Genonc Lir 85 02 to ell PWR Ircensees S applicanls.hoWers of CPa & Fort 
SI Vfflin re recommended actions stemming from NRC integrated program for resolu 
tion of unresolved safely issues re steam generator tube integrity Svc iisi end 
THOMPSON.H L Ojvisroh Of Licensing 05/04/17 Yankeo ATomac Electric Co 127pp 
20953 071 20953 262 

8504290316 Forwards results of addf ECCS reanalysls.incorporaling Input methodology 
rev in interface between two computer codes used in Westinghouse ECCS evaluation 
model 

LEQLOND.PC Commonwealth Edison Co B5704/19 DENTON, HR Ohice of Nuclear 
Reactor Regulation, Dire dor 14pp. 30049 260 30049 273 

8504300932 Advises of no adverse findings as result of review of proposed amend to 
Lgcansa DPR-99 5 DPR 46 re Tech Spec changes involving reactor protection sys m* 
slfumentalfon A logvc 

PARKER, MC Illinois, Slate of 85/04/24 DENTON, HR Office of Nuclear Reactor 
Regulalion, Director ip 30059 014-30059014 

0504300424 Forwards addi into re core exit thermocouple evaPuatlon & 
impleinenta Iron Evaluation of suitable ref [unction box slill in progress Repracemont of 
existing electrical psnelrations necessary Schedule for thermocouple upgrade provid- 
ed 

LESLOND.PC Commonweaftb Edison Co, 05/04/25 DENTON, H R Office of Nuctear 
Reactor Regulahon, Director Spp 30065 359 30065360 


0. hapectlon reports^ IE Bulletins A cor reapon dance 

0504100327 Lists actions A /or documentation oecessary (o close out IE Bulletin 01-01, 
"Surveillance of Mechanical Snubbers," for listed facilities prror to finalising closeout 

JORDAN, E L Division of Emoraency Preparedness A Engineering Response (Post 
030103} 05/02/11. STAROSTECKI.R Region 1, Office of Dfrector 4pp. 29914 165* 
29914 169 

8504020348 Forwards Insp Repts 50 295/85-10 A 50 304/85 1 1 on 65D204'26 No non- 
compliance noted 

SHAPER.WD Region 3, Office of Director 85/03/12 HEED.C Commonwealth 
Edison Co 2pp. 29584' 241 -29 5 94 267 

”0504020353 Insp Repls 50 295/85 10 A 50-304/85-11 on 650204 25 No noncompli- 
ance noted Major areas fn sped ed licensee action on previous fnsp findings, Unit 2 un 
usual events due to diesef generator failures & refueling cavdy water seals 
WRJGHT.GC Region 3, Office or Director 85/03/12 25pp 29684*243-29504 267 

0503 1000 $9 IE Info Notice 8S'022» '’Umitorquo Molor-Operaled Valves Rosulfln^r From 
Incorrect Installation of Pinion Gear." Svc list end 

JORDAN, E L Division of Emercency Preparedness & Engineering Responso (Post 
030103), 86703/21. Consoyated Edison Co of New VorK, Inc lOSpp 29597,001- 
29597-.005 

8503210461 IE Into Notice 85-023, ’'Inadequate SurveiJIence a Post-Maint & Post Mod 
Sys Test n a " Svc list end. 

JORDAN.E L Division of Emergency Preparedness & Engineering Responso (Post 
630103), 85/03/22. Consolidated Edison Co. of New YorS, fnc, lOepp 29656 001- 
28656107. 

8503220444 IE Jnfo Notice 85-024, ’’'Failures of Protective Coatings in Pipes & HXs " 
Svc list end ^ ^ 

JOflDAN,E L Division of Emergency Preparedness d Engineering Response (Post 
830103) 85/03/26 Consolidated Edison Co of New York, Jnc f08pp 29506154- 
29596.363 


8504000406 Forwards Insp Repts 50-205/85 08 S 50 304/85 09 on 050305 07 No con- 
compliance noted Identified weaknesses require corrective action 
PAPEfllELLO,C J Rogron 3, Office of Director 85/04/02 REED,C Commonwealth 
Edison Co 3pp 29685 116-29685 144 

-8S040B0413 Insp flept 50 296/85-00 & 50 304/85 09 on 850305 07 No noncompJi 
ance or devia1ior> noted Major areas inspected emergency preparedness 
exercise Exercise weaknesses Identified need written responso 
PLOSKr,TJ , BROWN.G A , SMJTH.M J Region 3, Office of Director 85/04/02 24 pp 
29605121-29665 144 

0504080477 Forwards Insp Repts 50 295/05 05 & SO 304/65-05 on 850304 08 & 18 
20 No noncompliance noted 

PAPERIELLO.C J Region 3, Office of Director 85/04/02 REED.C Commonwealth 
Edison Co. 2pp 29677 196 29677 209 

-0504080484 Insp Repls 50 295/05 05 & 50-304/85 05 on 850304 08 No violation or 
deviation noted Major areas inspected radiation protection program during mamt 
outage, including organizalton,personne),racitit[es,equjpment & programs 
LOVENDALE.P C . GILL.C . GREGER.L R Region 3, Office of Director 85/04/02 
12pp 29077168-20677 209 

8504010039 IE Info Notice 05 027, "Notifical/ona to NRC Operations Clr & Reporting 
Events In LERs “ Svc list ervct 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 86/04/03, Consolidated Edison Co of New York, Inc 90pp 29690 255- 
29690 362 

850411(11262 Requests remittance of fees for 630627,841113 & 20 & 850104 applica 
Hons for relief from ASME Code requirements, insp intervals & hydrostatic pressure 
lesia 

DIGGS, RM License Fes Management Branch 86/04/03 FARRAR, DL Common- 
wealth Edison Co 2pp 29769 359-29769 360 

6604230029 Forwards Mgt Meeting Repts 50-010/85 05,60 237/85 12, 50 249/65- 
11,50 254/85 08,50-265/85 09,50 295/05-14, 60-304/86-14,50-973/05-10,50 374/05- 
10 8t 50 454/85 13 on 850307 No noncompliance noted 

NORELIUS.CE Region 3, Office of Director 05/04/03 REED.C Commonwealih 
Edison Co 2pp. 29966 063 29986068 

••8504230040 Mgt Meeting Repts 60 010/85 05,50-237/05-1 2, 50-249/85-11, 50 2547 
85 00.50266/85-09.60-295/85-14,50-304/85-14, 50-373/85-10.50 374/05 10 6 50 
454/85 13 on 850307 No noncompfiance noted 

LANDSMAN.R B Region 3, Office ol Director 85/04/03 4pp 29966 065 2996B 068 

8504060042 Suppf 1 to IE fnfo Notice 85 003, “Separation of Primary Reactor Coofant 
Pump Shaft & impeller " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/09 Consolidated Edison Co of New York, Inc, lOtpp 29791 025- 
29791 126 

0504050047 IE Info Nohee 85 028, “Partial Loss ot AC Power & Diesel Generator Deg- 
radation “ Svc list end 

JORDAN.E L Division of Emorgoncy Preparedness & Engineering Response (Post 
030103), 85/04/09, Consolidated Edison Co of New York, Inc 109pp 29790 276 
29791 024 

8504160190 Responds lo NRC 850207 Itr re violation noted m insp Repts 60-295/85 02 
& 50-364/85-02 on 8501 10-25 Corrective acHons procedure lo implement Inservice 
tost program per ASME Code, Section XI under review & will be implemented by 
850531 

FARRAR,D L CommonweaMh Edison Co 85/04/09 KEPPLER.J G Region 3, Olfice 
of Director 4pp, 29814 135 29814 136 

050425046$ Forwards insp Repl 50-205/85-13 on 060308-14,20 S 22 No noncompli- 
ance noted 

LITTLE.WS Region 3, Office of Director, 85/04/11 REED.C Commonwealth Edison 
Co. 2pp 30019 001-30019 000 

-B504250468 Insp Repl 50-295/85-13 on 850308-14,20 & 22 No noncompliance or de 
v/alion noted Major areas inspected rafueJing preparations & refueling cavity water 
seal 

MiLBROT.WE, GULDEMOND.WG Region 3, Office of Director. 85/04/11 6pp 
30019:003 30019 008 

0504090419 IE Info Notice 85 029, "Use of Unqualified Sources in Well Logging Appli- 
CdtlO/19 Svc )l8t 0 licl 

PARTLOWiJ Q Division of fnspeclion Programs (Post 850212) BS/04/12, Consolidat- 
ed Edison Co, of New York, Inc 66pp 29832.001-29832 023 

0504290322 Responds to NRC 840912 Itf re violations noted in Insp Repts 50-295/84- 
16 & 50 304/84-16 Corrective actions generic offsite dose calculation manual (ODCM) 
updated & specific ODCM update estimated for completion by 850701. 

FARRAR, DL Commonwealth Edison Co, 85/04/12 KEPPLER.JG Region 3, Office 
of Director 2pp 30050;351-30050'352 


0504110124 Responds to Region 111 request for addI Info re fire protection audit during 
wK of 05021 l/nfo re auxiliary electric equipment & App R fire doors provided Upon 
receipt Of fnsp repl/isted recommendations will be implemenied. 

CASCARANCj.R N. Commonwealth Edison Co 05/03/28 DENTON.HR, Office of Nu- 
clear Reacior ft egulatron, Director 4pp 29766.006 29786009 


0504170240 IE fnfo Notice 05-030, "Microblologically Induced Corrosion Conlainmenl 
Svc Waler Sys ^ Svc list end 

JORDAN.E L Division ot Emergency Preparedness & Engineering Response (Post 
830103). 05/04/19 Consolidated Edison Co of New York, fnc, fOOpp 29966 258- 
29966363, 
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6504190055 iE Info Nolice 05 032, ‘’Recent Engine Falturea of Emergency Diesel Gen 
erators ” Svc list end 

JORDAN.E L Division of Emojgency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of Now York. Inc 109pp 29980 239- 
29900 347 

BS04190060 IE Info Notice 85 033, "Undersized Nozzlo-To Shell Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code “ Svc fist 
end 

JORDAN.E L Division of Emergency Preparedness & Engineerinn Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc fOapp 29969 001- 
29989 107 

0504290397 Forwards Safety Insp Repts 50 295/85 11 & 50-304/05-12 on 850211-15 
& 0417 No noncompliance noted Interim compensatory measures provide means 1o 
place units in stable hot shutdown condition foliowing fire, per 040406 commitment 
SPESSARD.R L Region 3, Office of Director 85/04/22 REED.C Commonweallh 
Edison Co 2pp 30051 009-30051 024 

-8504290400 Insp Repts 50-295/05-11 & 50-304/85-12 on 650211-15 & 0417, No non- 
compliance or deviation noted Major areas inspected Implementation of interim com 
pensatory measures to assure safe shutdown of reactors, per 10CFR50,App R 
COPPOLA,!, RAMSEY, C. STANQ.J Region 3, Office of Director 86/04/22 14pp. 
30051 011-30051 024 

8504290436 Forwards Insp Repts 60-295/85-12 & 50-304/05-13 on 850226- 0401 & 
notice of violation. Moving heavy load over spent fuel pool considered slgniflcaot 
event 

NORELIUS.CE Region 3. Office of Director 85/04/23 REED.C Commonwaallh 
Edison Co 2pp 30050 325 30050 342 

-.8504290437 Notice of violation from insp on 050226 0401 
NOREUUS.C E Region 3, Office of Director 85/04/23 3pp 30050*327-30050 329 

-8604290439 insp Repts S0-295/C5-12 & 50 304/85-13 on 850226-0401. Noncompli- 
ance noted failure to meet license requirements & failure to follow procedures to ac- 
count for difforencQ In ref joints for setting nozzle rings on valves 
WRIGHT, Q C Region 3, Olflce of Director 85/04/22 13pp. 30050*330-30050 342. 

8504220347 IE Info Notice 84-84, Rev 1, "Deficiencies in Ferro-RosonantTransformers " 
Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/24 Consolidated Edison Co of New York, Inc. fiepp 30027.067- 
30027.164 


R, Periodic operating reports & related correspondence 

0504 150664 Forwards Part 3 of annual operating rcpt, consisting of environ radiological 
& meteorological monitoring data. 

GRAESSER.KL Commonwealth Edison Co 85/03/07 KEPPLER.JQ Region 3. 
Office of Director Ip 29810 025-29810.150 

.-8504150669 "Zion Station Radwaste & Environ Monitoring Annual Rept, 1984 ” 

* Teledyne Isotopes. 84/12/31 125pp 29810 026 29810 150, 

6504160626 Monthly operating repts for Mar 1985 W/850404 Itr 
AUSTIN.G , GRAESSER.K L Commonwealth Edison Co 85/03/31 12pp 29912.159- 
29912 170 


S. Reportable occurrences. LERs 8i related correspondence 

8504060100 LER 85 009 00 on 850226, manual surveys of area rr^onitored by ORT- 
AR08 not performed during shift Caused by lack of communication between shift 
supervisors Event discussecTw/ supervisors Involved W/Q50325 Hr 
HARBIN.G.W . GRAESSER.K-L Commonwealth Edison Co 85/03/26. 3pp 

20675*1 19-29675*121 

0504160496 LER 85 010 00 on 8 60306, paperclip found holding diesel generator "O” 
aircraft crash fire detection panel in mode, provenling auto actuation Cause 
undetermined Caution sign will be placed near panels W/6SQ405 Hr 
BUDOWLE.R , GRAESSER.K-L Commonwealth Edison Co. 85/04/05 3pp. 

29011.039 29011.041. 

6504300057 LER 85-011 00 on 850320.fuses blown & power lost to all NMC radiation 
monitors.Caused by inadvertent short circuit by instrument mechanic while puehing 
dislodged sockets back in position Fuses replaced & monitors checked .W/65u4 16 Itr, 
KUECHLE.C., GRAESSER.K L Commonwealth Edison Co 05/04/16 4pp, 

30070, 043'30070'046 


DOCKET 60-296 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8504150727 Notifies of 860312,14,18 & 20 site evaluation w/0oise Interagency Fire 
Cache for establishment of emergency VHF radio sys Radio sys.lf Installed, will be 
used as support & backup commur^cation means In emergency situations 
VERRELLI.DM Region 2, Office of Director 85/03/07 PARRIS.HC Tennessee 
Valley Authority 2pp. 29809,359 29809 360 

8504150746 Confirms 850307 telcon between JA Coffey & RD Watker re 850314 en- 
forcament conference in Region II ofc to discuss failure to perform post-maint testing 
of control rod & sacurily violalions.ProposQd agenda end 

GRACE, J.N. Region 2, Office of Director 85/03/11. PARRIS, H G, Tennessee Valley 
Authority 3pp. 29809 325 29609*327 

8504010153 Rev 23 to radiological emergency planW/850328 Itr. 

MARKS, B.K., HUFHAM,J.W Tennessee Valley Authority. 85/03/26. GRACE, J.N, 
Region 2, Office of Director 13pp 29570 006 29570.017. 

8504010198 Forwards revised central emergency control clr Impfemonting 
procedures.Including Rev 15 to DNPEC - lP-2, "Operatfons Duty Specialist, Procedure 
for Notification of Unusual Event." W/860326 Ur 

HUFHAM.J.W. Tennessee Valley Authority 85/03/26. GRACE,J N Region 2, Office of 
Director. 10pp 29569.344-29569.363 


8504080100 Advises that 850315 Rev 11 to genenc security personnel training & qualifi 
catiorii plan consistent w/ provisions of 10CFR50 54(p} A acceplable 
WALKER, RD Region 2. Of lice of Director 85/04/02 PARRIS.HG Tennessee Valley 
AutllOJity 3pp 20677 3 14-2 9*677 316 

8504090023 Forwards request for exomption from requirements of Section III G 2 of 
App R to 10CFfl50 AddI Inie ro util 841031 request for exemption also end Review of 
onci request In conjunction w/041031 submiMal requested, per lOCFflSO 12 
DOMEB.J A. Tennessee Valley Authority, 95/04/02 VASSALLO.D.B. Oporalinn Reac 
tors Branch 2 lOpp 29700 001-29700 01D 

8604220121 Discusses corrective actions re violation reported in Insp Repis 50-259/64 
20,50-260/0 4-20 & 50-296/04 20 on failure to separate cables of aulo malic depres 
surizatlon sys & manual relief valves Mod will be performed as part of App R mods 
SHELL, R H Tennessee Valley Authority 05/04/17 DENTON, HR Office of Nuclear 
Reactor Regulatton, Director. 2pp 20928 199 29928 200 


J. Insurance & Indemnity Information 


8504040314 Forwards Endorsoment 82 to NELIA Policy NF 198 
DUCK.J.R Marsh & McLennan. Inc 05/03/27 SALTZMAN.J Assistant Director for 
Stale & Llcen sea Relaltons 2pp 29607 361 29607 362 


P. Operating license stage documents & correspondence 


8504030072 Notification of 850325 daily highlight meBling w/ulH in Bothoada.MD lo dis- 
cuss request for extension of deadline for environ quaimcalion of electrical oqulpmanl 
CLARK.RJ Operating Roaciors Branch 2 85/03/22 DENTON.H, EISENHUT.D, 
EDISON ,G, NRC • No Detailed Affiliation Given 2pp 29606 022*29606 023 

8504010040 Modiflos previous request for extension of 10CFR50 49 dondfine for envi- 
ron qualification of equipment JA Dome/ 6502 20 request for extension for Unit 1 with- 
drawn Justification for delay ro Unit 3 listed 

MCCLOUD.D.E. Tennessee Valley Authority. 05/03/27. DENTON.H R Office of Nu- 
clear Reactor Regulation. Director 2pp 29571 104-29571 105 

0504110234 Grants licensee 850111 roquasLas supplomented on 0S0226, 0315 & 27 
for exionslon of daadlino until 851 130 For environ quatificalion of electneal equipment 
Irnporiant to aafety. 

DENTON,H R Ofncoof Nuclear Reactor Rogulaliof>, Director. 85/03/28 PARRIS.H G 
Tennessee Valley Authority 6pp 29790 096-29790 100 

6604250034 Forwards Amends 1 16,1 1 1 & 88 to Licenses DPR 33.DPR-52 & DPR-Oa.re- 
spectlvety & safely evaluation Amends change Tech Specs (o permit removal of sec- 
ondary containment slatfc pressure limiling sys 

CLARK.RJ Operating Roaciors Branch 2 85/04/05 PARRIS.HG Torinessae Valley 
Authority 2pp 30030 147 30030 183 

-8504250037 Amends 116,111 & 86 to Licansas DPn-33.DPR-52 & DPR-6D. 
rospoctlvoty, changing Tech Spocs to permit removal of secondary containmeni static 
pressure limiting sys 

VASSALLO.D B Operating Reactors Branch 2 85/04/05 33pp 30030 140- 

30030 181 

-8504250043 Safety evaluation supporting Amends 118,111 & 66 to Licenses DPR- 
33, DPR- 62 & OPR OB.respocllvoly 

• Office of Nuclear Reaclor Rogulnllon, Director 85/04/05 2pp 30030 162- 
30030 103 

0504180442 Forwards response to Generic Lir 64 23 re reaclor vessel water level In- 
strumontation In BWRa.por 850212 foquesl 

HUFHAM,JW Tennessee Valley Authority 85/04/08 VASSALLO.DB Operating Ro- 
actors Branch 2. 2pp 29015 010-29615 011. 

8604170442 Application for amend to Licensca DPR-33,DPR-52 & DPR-D0, changing 
Tech Spocs lo roffact administrative changes re clarification el roqulromentaNSHC 
dolermlnalion end Fee paid 

HUFHAM.JW Tennessee Valley Authority 85/04/08 VASSALLO.D.B Operating Re- 
actors Branch 2 2pp 2902B 007-20028 026 

-6604170449 Proposed changes to Tech Specs.c lari tying Table 3.2 A ro mam steam 
(me high flow sensors & deleting Page 240A re oporallon of Unit 1 w/FCV 84 SB in 
Sys A of coni ainmem atmosphere monitoring sys Inoperable 
‘ Tennessoo Valley Aulhonly 86/04/00 IBpp 29828 009-20828 020 

0504160332 Application for amend lo Licenses DPR-33,DPR-52 & DPR 60, incorporat- 
ing integrated mod schedule Proposed determination of NSHC & revised program de- 
scription ancLFee paid 

D0MER,J,A Tennessee Valley Authority. 85/04/12 VASSALLO.D.B Operating Reac- 
tors Branch 2 13pp 29016.120-29016.142 

6504120206 Generic Ltr 05-06 to all PWR licensees & all applicants (or OLs ro OA guid- 
ance for ATWS equipment not safety-rolaled. Svc list one). 

THOMPSON, H.L DMafon of Llcenaing. 85/04/18 Consolidated Edison Co ot New 
York, fnc. 22 pp 29947 288-20047 309 


Q. Inspection reports, IE Bulletins & correspondence 


0604120102 Responds lo FOIA request for Caseload Forecast Pane) files in Ofc of Re- 
source Mg (.Forwards listed documents .Documents also available In PDR 
FELTON, J,M. Division of Rufos and Records 84/06/06. KtLLEFER.C. Shaw, Pittman, 
Potts & TrowbrldgG 2pp 30300:003-30303 129 

-6S 04 1203 93 Provides dally staff notes for 610926.Noticos of violation Issued lo ulils 
for failure (o nobly NRC by 810701 of Inablllly to comptote implamanlation of prompt 
public natlficalion sys 

DIRCKS.WJ. Office of the Executive Director for Operations 81/09/20. PALLADINO 
Commissioners. Ip 30301 253-30301,263, 
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6504180327 Lists actions &/or documenlahon necessafy lo close oot IE Bulletin 81 01, 
Survailtnnce of Mechanical Snubbers,’* for fisted facirnies prior lo finalizing closeout 

of Emergency Preparedness & Engineering Response (Post 
830103) 85/02/11 STARO-STEfCKI.R Region 1, Office of Director 4pp 29914 165- 
29914 l&a 


8503280037 IE Info Wolice 85 025, ‘’Consideration of Thorpiat Conditions rn Design & 
Inslalfalcon of Supports for Diesel Generator Evtiaust Silencers " Svc list end 
JORDAN^Et Division of Emergency Preparecfnoss & Engineering Responso (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc 107pp 29667 199 
296S7 305 


8504170663 Forwards fnsp Repts 50 259/84 45,50 260/04-45 & 50^2 96/ 84 45 on 
^ notice of viotation & proposed imposition of civ»I penally 
GRACE.JN Region 2. Offcce of Director 85/02/27 PARRfS.HG Tennessee Valley 
Authority 4pp 29943 175-29843 191 


8503280045 IE Info Notice 85 026. “Vacuum Relief Sys for 8WR Mark I & II Contain- 
ments " Svc list end 

JORDAN, EL Division of Emergency Preparodnoss & Engineering Response (Post 
830103) 05/04/02 Consolidated Edison Co of New York. Inc 92pp 29667 107- 
29667 108 


-8604170670 Notice of violation & proposed imposition of civil penalty In amount of 
3150,000 Violation noted failure to satisfy Tech Spec requirements re rod worth mint 
mizer during startup & failure lo follow procecfurec prio-r to- cnticaiity 
GRACES N Region 2. Office of Director 85/02/27 5pp 29843 179 29843 101 

8504120195 Advises lhal reeva luation of design bases will be completed by 660301 in- 
stead of 850409, in response to Insp Repis 50 259/84 15,50-260/84-15 & 50-296/84- 
15 DeJ^ due to dosign study & associated work 

COMER, J A Tennossoo Valley Authority 85/03/04 GRACE, J N Region 2, Office of 
Director Ip 29897 21 1-29807 21 1 

8504150746 Confirms 850307 telcon between JA Coffey & RD Walker re 050314 en- 
force menl conference in Region II ote to discuss failure lo perform posl-maml testing 
of control rad S security violations Proposed agenda end 

GRACE.JN Region 2, Office of Director 85/03/11 PARRIS, HG Tennessee Valley 
Authority 3pp 29809 325 29809 327 

8504100228 Forwards Insp Roots 50-259/85-10.50-260/05-10 & 50 296/85-10 on 
850219 22 No violations or deviations Idenlifiod 

VERRELLf.DM Region 2. Office o! Director 85/03/11 PARRJS.HG Tennessee 
Valley Authority. 2pp 2D820 231-29820 239 

-8S041602B5 fhsp Repts 50 259/05-10,50-260/85-10 & 50 296/85 10 on 850219- 
22 No violations or deviations identified Malor areas inspected plant chemislty & in- 
service testing of pumps & valvos 

ROSS,Vl/J, BLAKE, JJ. Region 2. Office of Director 85/03/08 7pp 29820 233 
2902-0 239. 

8504170504 Forwards Insp Repts 50 259/85-06,50 200/05 06 8 50-296/85-06 on 
841226 050126 & notice of viofation 

GRACE.JN Region 2, Office of Diroctor. 65/03/19 PARRIS.HG Tennessee Valley 
Authority 2pp 20843 295 29843 320 

-B 5041 70589 Notice of violalioin from insp on 641226 850125 
* Regfon 2, Office of Director 85/02/19 3pp 29843 297-29843 299 

-8604170597 Insp Rents 50-259/65 06.50-260/65-06 A 50-296/85-00 on 041226- 
850125 Viof at on noisdeore spray isolation valve inoperable during power 
oporalion.inadequQte drawings & procedures &. failure to follow proceduros In five ex- 
amples 

PAULK.G L » PATTERSON ,C A , CANTRELL.F S Region 2, Office of Diroctor 85/03/ 
05 21pp 29843 300-29843 320 

8503190059 IE Info Notice 85 022, “Limitorque Motor-Operalod Valvos Resulting From 
fncorrocl Installation of Pinion Gear*’ Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/03/21 Consolidated Edison Co, of New York, Inc lOBpp 20597 001- 
29597,005 

8604160066 Forwards Insp Repis 59 259/85 11,50-260/65-11 & 50 296/85-11 on 
850224 0301 No violations or deviations noted 

VERRELLI.DM Region 2. Office of Director 05/03/21 PARRIS.HG Tonnesseo 
Valley Authority 2pp 29820,116-29820*124 

-8504100001 Insp flepis 60-259/85 11,50 260/05*11 & 59-290/85-11 on 850224 
0301.No violations or deviations noted Major areas In spocled organization & mgl 
con trots .control of radioactive malls & contaminatiQn,ALARA,audits & IE info notices 
ALeRIGHT,RH, LEE.TG, JENKINS.G R Region 2. Offico of Diroctor 85/03/19 
7pp 29020 118 29820124 

8503210461 IE fnfo Notice 65 023, 'Mnadsquato Surveillance & Post Maint & Post Mod 
Sys Tealirw ’’ Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/22 Consolidated Edison Co of New York, Inc, foopp 29656 001- 
29556 107 

0504170345 Forwards tnsp Repis 60-259/85 12,60-260/05-12 & 60 296/85-12 summa 
f«ing 850207 enforcemont conforonce In Region II ofe re violations of rogulalory re- 
quirerriBnls & effecLiveness of mgt controls 

GRACEJ.N Region 2. Offico of Director 05/03/22 PARRIS.HG. Tennesseo Valley 
Authority 2pp 2M42*206 29842 21 1 

-8504170358 Insp Repis 60-269/05 12.50200/05-12 & 50 296/65-12 summarizing 
850207 enforcement conference In Region II ofc Major Hems discussed mgt control 
of maint practices based on failure of HPCI Isolation valve 
WALKER, R,D Region 2, Of lEce of Director 85/03/19 4pp 20842 2Oa-29042'2 11. 

8503220444 IE Info Notice 85 024, ‘Tailures of Proleclive Coatings in Pipes & HXs" 
Svc fist enef. 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (PosI 
830103) 05/03/26 Consoiidaled Edison Co of Now York, fne 108pp 29596 154- 
29596363 

0604160092 Forwards fnsp Repts 50-259/85-13,50*260/86-13 & 50-296/05-13 on 
850220 03 01 .Violation under consideration for escalated enforcement action. 
GRACE.JN. Region 2, Office of Director 86/03/20. PARRIS.HG Tennossee Valley 
Authority 2pp. 29818 179-29810 189 

-8604160103 fnsp Repts 50 269/85-13.60*260/85-13 & 50-296/85-13 on 850220- 
0301. Violation noteddellure lo meet Tech Spec 3 1 re conlrol room Indicalfona & fall 
ure to follo<w maint & lasting procedures 

PAULK,G.. MUNRO,J, W^NER.P. Region 2, Office of Director 85/03/21 9pp 
29818.101-20818:189. 


6504010039 IE Info Notice 85 027, ‘’Nolibcations lo NRC Operations Ctr & Reporting 
Events in LERs " Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Responso (Post 
630103) 85/04/03 Consolidated Ediso-n Co of Nevr York, Inc 98pp 29690 255 
29690362 

6504050042 SuppI t lo IE Info Notice S5 003, “Separation of Primary Reactor Coolant 
Pump Shaff & ImpeJIor," Svc list end 

JORDAN.EL Division of Emergency Preparodnoss & Engineering Response (Post 
830103) 85/04/09. Consolidatod Edison Co of New York, (no lOIpp 29791 025- 
29791 126 

8504050047 IE Info Notice 05 028, “Pflflial Loss of AC Power & Diesel Generator Dog 
radation Svc fisl end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (PosI 
830103) 85/04/09 Consolidated Edison Co of Now York, Inc 109pp 29790 278 
20791 024 

8504170424 Ack roceipi of 85D319 Hr & payment of civil penalty in amount of 
$50,000, Imposed by 850306 order Corrective actions described In response will be ex- 
amined during future Insps 

AXELRAD.JA Diredor’s Office, Office of Inspection and Enforcemenl 05/04/11 
PARRfS.HG Tonnassee Valley Authority 2pp 29906 081-29906 082 

8504090419 IE Info Notice 85 029. “Us© of Unqualified Sources in WgII Logging Appli- 
cations Svc fist end 

PARTLOW.JG Division of Inspection Programs (Post 850212} 05/04/12 Consolidat 
ed Edison. Co of New York, Inc G6pp. 29032 001-29032 023 

85042201 2 1 Discusses corroclive aclions ro violation reported In Insp Repts 50 259/84- 
20,50 260/84-20 & 60 296/84-20 on failure to separate cables of automatic dopres 
surizalFon sys & manual relief valves Mod will be performed as part of App R mods 
SHELL, RH Tennessee Valley Authority 85/04/17 DENTON, HR Office of Nuclear 
Reactor Regulallon, Diroctor 2pp 29920 199-29928 200 

8504170240 IE Info Notice 85 030, “Microbiol ogically Induced Corrosion Containment 
Svc Water Sys " Svc list end 

JORDAN.EL Division of Emorgoncy Preparedness & Engineering Response (Post 
830103) 05/04/19 Consolidated Edison Co of New York, Inc fOOpp 29966 258 
29966363 

8504190055 IE Info Notice 85 032, "Recenl Engine Failures of Emergency Diesel Gen- 
erators *' Svc list end 

JORDAN.E L Division of Emergency Preparodness & Engineonng Responso (Post 
83(}103> 85/04/22 Consolidatod Edtson Co of Now York. Fnc lOSpp 2990B239- 
20980 347 

8504100060 IE fnfo Notice 85 033, "Undersized Nozzle-To-Sholl Welded Joints in Tanks 
8 HXs Cor^slrucled Under Rules of ASME Boiler & Pressure Vessel Codo ’’ Svc list 
end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
0301:03) 86/04/22 Consolidated Edison Co of New York, Inc 108pp 20909 001- 
29989 107 

0504220347 IE Info Notice 84-84, Rov 1 , “Deficiencies in Forro Resonant Transformers “ 
Svc list one! 

JORDAN.E L Division of Emergency Preparodnoss & Engineerinn Response (Post 
830103) 85/04/24 Consolidated Edison Co of Now York, Inc 118pp 30027 067- 
30027.1 B4 


R. Periodic operating reports & related correspondence 

8684100206 *'Envlron Radioaclivily Levels. Browns Ferry Nuclear Plant, Annual Ropt 
1980“ 

* Tennessee Volley Authority RH 01-5-BF2 80/12/31 50pp 29755 268-29755 317 

6504100337 Forwards RH-81-1 BF-1, “Radiological Impact Assessment, Browns Ferry 
Nuclear Plant, Jul Dec 1980“ Algorithm to doTormme population dose lo liver revisea 
Eo Include doses from recreational activities 

MILLS, LM Tennessee Valley Authority 81/11/05 O'REILLY.J P Region 2, Offico of 
Diroctor 3pp 29756.174-29766 218 

-■8504100351 "Radiological Impact Assessment, Brow ns Ferry Nuclear Plant, Jul 
Doc. 1600.” 

* Tennessee Valley Authority, RH-81-1-BF1 80/12/31 42pp 29756 177-29756 218 

8504100373 “Environ Radioactivity Levels, Browns Ferry Nuclear Plant, Annual Rept - 
1981 “ W/e20505 & 0430 Itrs 

MAXWELL.RB Tennessee Valley Aulhorlly. TVA/OMS/OHS-82/7. 81/12/31 
CUNNINGHAM.A L . 0’REILLY,J-P Region 2, Office of Director 57pp 29765 154- 
29765:267 

8504100250 "Environ Radioactivity Levels. Annual Rept-1902.’' W/890519 Hr 
BEUVIN.EA Tennessee Valley Authority 82/12/31 CUNNINGHAM.A L Region 2, 
Office of Direclor. 55pp 29755 31 8-29766 014 

8504100500 "Environ Radioaclivily Levels.Browns Ferry Nuclear Plant, Annual Rept - 
1982." W/830503 Hr, 

MILLS. L M Tennessee Valley Authority 02/12/31, O’REILLY, J P Region 1, Offico of 
Direclor 80pp 29765 034-29765091 
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8504090343 Incomplete * Effluent & Waste Disposal Semiannual Rapt, Supplemental 
Info, First Half 1983" 

” Tennessee Valley Authority 83/06/30 20pp 29720 030-29720 049 

8504100514 'Effluent & Waste Disposal Semiannual Rcport/Supplemental Info, Second 
Half 1983 ’■ W/fi40302 Itr 

JONES, GT Tennessee Valley Authority 83/12/31 22pp 29761 255 29761 276 

0504090032 "NPDES Discharge Monitoring Rept for Feb 1985 " 

RIVERS, M E Tennessee Valley Authority 05/02/28 lipp 29720 140 29720 150 

8504180573 Monthly operating repls for Fob 1985 W/050311 Itr 
THOM.T, JONES, GT Tennessee Valley Authority 85/02/28 37pp 29911 283 
29911 319 


S. Reportable occurrences, LERa & related correspondence 


8504100653 Forwards environ assessment A finding of no signilicanl innpacl re ultl 
841220 application for exemption from certain requirements of App £, Section IV F of 
1 0CFR50 re omorgency oxerciaos 

SYLVESTER, ED Operating Reactors Branch 2 85/03/21 PILANT.JM Nebraska 
Public Power District 2pp 29775 100 29775 195 

*■8504100669 Environ assessment & linding of no siynilfcant impact re util 841228 ro 
quest for oxomptior> from schedular requrroments to permit emorgoncy drill to be per 
formed in Oct 1985 rather than May 1985 EiS unwarranted 

LAINAS.GC Asssslont Diroclor for Operating Reactors 85/03/21 4pp 29775 192 


6504110292 Forwards Rev 9 to security A guard training & qualilication 
plans.fncorporating new weapons quakficntfon course for 38 calibr'hnncfnun Rov wilh 
held (ref 10CFR73 21) 

PILANT.JM Nebraska Public Power District 85/03/28 MARTIN.R D Reqion 4, 
OHico of Director 2pp 29766 1 13-20766 114 


8504080596 LER 85 004 01 on 050 122, Surveillance Instruction 4 3 A 2 performed 1 day 
later than allowed by Tech Specs Caused by personnel error In interpreting frequency 
requirements Procedures re performance dates revised W/850329 Ur 
SMiTH,DL. JONES, GT Tennessee Valley Authority 85/03/29 3pp 29711 274- 
29711 276 

8504170610 LER 85 007 00 canceled 

JONES, GT Tennessee Valley Aulhortly 85/03/29 Ip 29043 321-29843*321 

8604190168 LER 05 008 00 on 850309, reactor manually scrammed due to problems w/ 
rod worth minimizer program during controlled shutdown Cause not slated W/050406 
itr 

EBERSOLE,P , JONES, Q T Tennessee Valley Authority 85/04/05 3pp 29922 351- 
29922 353 

850423D310 LER 84 013 02 on 041122,HPCI outboard flow cor^lrol valve 73-3 could not 
be opened oleclrically Caused by backwards motor pinion gear Motor pinion gear & 
mating worm gears replaced In proper direction W/8504 10 Itr 
WALKERJ a . JONES.G T Tennessee Valley Authority 05/04/10 4pp 20066 123- 
29960 126 

8504290208 PNO II 85 042 On 850423,workman Installing insulalion fell approx 4 M off 
scaffolding outside plant main! bldg Workman sustained fractured skull No radioactive 
conlamination Involved In Iniury Slate of AL Informed 

CANTRELL.FS Region 2, Office of Director 85/04/23 Ip 30046 200-30046 200 


I. Hearing transcripts on non<antltrust matters 

6504230105 Forwards excerpts from transcript of Commission 850402 briefing on status 
of environ qualification of equipment, for review & comments 
THOMPSON, H L Division of Licensing 65/04/05 PARRIS, H G Tonnossoo Valley Au- 
thority. 3Cpp 29973 020 29973 055 


V. Operator Examinations 

8409200005 Notification of contract execution, Mod 2, to ‘'Use of TVA Reactor Simulator 
Facilities at Challanooga.TN for Training on Drowns Ferry, Sequoyah & Bellofonlo Sim 
ulators '* Contractor TvA Power Production Training Ctr 

UMBEL, D Technical Assistance Contracts Branch FIN B 8717 84/09/05, 
SHOWE.S.K Dlreclor’s Office, Office of Inspection and Enforcement Ip 26602 299 
26602 301 

-8409200006 Mod 2,dGoblioatIng funds.to "Use of TVA Reactor Simulator Facitllfes at 
Cliattanooga.TN for Training on Browns Ferry, Sequoyah & BQllofonto Simulators " 
JOHNSON.R J Tennessee Valley Authority FIN B-0717 04/09/05. 2pp 26602 300- 
26602*301 


DOCKET 60-298 COOPER NUCLEAR STATION 


F. Security, medical, emergency & tire protection plans 

8504160304 Advises that final stages of new photo station access badge ays balnq 
Imp lemon tod Currently active badges will be destroyed on 050102 NRC porsonnol will 
racoivo now badges during next site visit 

THOMASON.PV Nebraska Public Power District 04/12/20 MARTIN.R D. Region 4. 
Of fico of Director Ip 20005 173-29806 173 

8604080684 Public version of Rev 3 to "General Ofc GuideUnos Manual for Emergency 
Response Activities " W/8S0305 Itr 

MORGAN, A C . KUNCL.L G , PILANT.J M Nebraska Public Power District 85/03/05 
MARTIN.R D. Region 4, Office of Director. OOpp 29714.243 29714 323 

6504030462 Forwards "Conformance to Reg Guide 1 97,Cooper Nuclear Station," Justi 
fications for exceptions for some items acceptable.w/oxceptlons Response to open 
Hems identified in ropt requested within 60 days of Ur receipt 
VASSALLO.DB, Operating Reactors Branch 2 65/03/11 PILANT,J.M Nebraska 
Public Power District 2pp 20606 305-29606 323. 

-8501100566 "Conformance to Reg Guide 1 97, Cooper Nuclear Station," interim rept 
UDY.A C EQ&G, Inc FIN A‘6483 84/12/31 NRC - No Detailed Affiliation Given 
I7pp 29606 307-29000,323. 

8504110626 Requests that within 30 days Project Manager E Sylvester be provided w/ 
schedule for submittal of supplemental detailed control room design review summary 
rept responding to end 841228 In progress audit re NUREQ-0737,Suppl 1 
VAssALLO.DB. Operating Reactors Branch 2 85/09/20, PILANT.J, M. Nebraska 
Public Power District 3pp 29781 321*29781.339. 

-8602130622 "Human Factors Engineering Detailed Control Room Design Review In- 
Progross Audit, Cooper Nuclear Station," 

JOHNSON ,GL Lawrence Livermore National Laboratory. 84/12/28. NRC * No De- 
tailed Affiliation Given. 16pp 29781*324-29701,339. 


8504150733 Forwards exerrpiron from annual emergency preparedness exercise 
roquiremonts Exomplion granted duo to schedule conflicting w/refueling 
oulago Emergency exercise will bo conducted in Oct 1985 

VASSALLO.DB Operating Reactors Branch 2 85/04/01 PILANT.JM Nebraska 
Public Power Dislncl 2pp 2901 1 ICO 2981 1 173 

-8504150738 Exorruptfon to May 1985 omorgency exercise duo to schedufar conlllcl w/ 
ro fueling outage, adequacy of existing olfsito preparedness & assurance lhal license o 
will mamlain adequate onsilo preparedness In Interval 
THOMPSON.H I Division of Licensing 85/04/01 4pp 29811 170 29811 173 

6504300334 Notice of significant moating on 650429 w/ulil re corrective actions con 
corning viotafions Identified during 85031 1 15 security Insp 

* Region 4. Office of Diroclor 05/04/24 Region 4, Office o1 Director Ip 30063 335- 


J. Insurance & Indemnity Information 

8504100124 Forwards Endorsement 6G to NEtIA Policy NF 200 
PILANT.JM Nebraska Public Power Dislncl 85/04/03 Oflico of Nuclear Reactor 
Regulation, Director 2pp 20729 248-29729 249 


P. Operating Nconso stage documents & correspondence 

6604100612 Grants ficonsee 850215 request for oxtonsion ol deadline unlil 851130 for 
environ qualificalton of olectrrcol equipment imporlanl lo safely 
DENTON.H R Office ol Nuclear Reactor RogulaUon, Uireclor 85/03/26 PILANT.J M 
Nebraska Public Power District 4pp 29775 203 297/5 206 

8604100704 Reviews NEOE-22277-P. "Compliance of GE BWR Fuel Designs lo Stabili 
ty Licensing Criteria'’ & 850110 Mibmillal for Cycio 10 reioad Verificalion lhal all GE 
SIL-380 rocommendalions incorporated roquostud 

VASSALLO.DB Operating Reactors Branch 2 05/03/25 PILANT.JM Nebraska 
Public Power District 3pp 29764 34 2-29764 344 

8504100411 Forwards rov lo man rem oslimate ro rocirciilalion piping replacement radi 
nlion proteclion proqram,por Generic Llr 04-07 AddI revs to man rom ostimalo will bo 
submitted as needed 

PILANT.JM Nebraska Public Power District 85/04/03 THOMPSON.H L Division of 
Licensing lipp 20722 239 20722 240. 

6504120069 Advises that util commits to Incorporate GE SILaoo.Rev 1 Into Tech Spec 
by end of current oulago scheduled for end of Juno 1905 Tech Spec changes for dual 
& single loop will be submilled within 2 monihs of end of oulago 
PILANT.JM Nebraska Public Power Dialrict 85/04/04 VASSALLO.DB Operating 
Reactors Branch 2 2pp 29706 337-2O7G0 338 

8604120206 Generic Ur 05 OG lo all PWR licensees & ell applicants for OLs ro QA guld 
anco for ATWS equipment not safoty related Sve list end 

THOMPSON.H L Division of Licensing 05/04/16 Consolidaletl Edison Co of Now 
York, Inc 22pp 29947 280 20947 309 

8504290306 Application for amend lo License DPR-46,conslslino of Proposed Change 
15 to Tech specs lo incorporate description of conditions for performing special tests 
& to outline conditions for refueling Foe paid 

KUNCL.LG Nobraskn Public Power Dislrlol 85/04/22 VASSAL LO.D, 8. Operating 
Roact 48 Branch 2 3pp 30046 256-30040 279 

-8604290308 Proposed Change 15 to Tech Specs incorporating rofuoling & special lest 
conditions 

* Nebraska Public Power Dislrict 85/04/22 21pp 30046 259 3 004G. 279 


Q. Inspection reporta, IE Bui let) na & correspondence 

0503190659 IE Info Notice S5 022, "Llmilorquo Motor Operated Valves Reaulling From 
Incorrect Iristaliatfon of Pinion Gear." Svo list onci 

JORDAN, EL Division of Emergency Preparedness & Enginoering Response (Posl 
830103) 85/03/21 Consolidated Edison Co of New York, Inc t08pp 28597 001- 
29597 005, 

8503210461 IE Info Nolice 85-023, "’In adequate Surveillance & Post Maint Post -Mod 
Syo Toslirjg " Sve fiat end 

JORDAN.EL Division of Emorgency Preparedness & Engineering Response (Post 
830103). 85/03/22, Consolidated Edison Co of New York, Inc, f08pp 2965S001- 
29656 107. 

6503220444 IE Info Notice 85-024, "Failures of Protoctlve Coalings in Pipes & HXs" 
Sve list end 

JORDAN.EL Division of Emergency Proparedness & Enginpering Response (Posl 
030103) 05/03/26 Consolidated Edison Co. of New York. Inc foapp 29596 154 
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85040 3 035B Ack receipt of 650314 Hr & payment of civil penallies proposed in 050213 
Hr Correclive actions vwji be ©jcamfned rfunng future insps 

AXELRAD.J A Dfrector's Office, 01 flee ol Inspection and Enforcement 85/03727 
PJLANr.J M Nebraska Public Power Distocl 2pp 29606 135 29606 136 

8503280937 IE Info Notice 85 025. ‘*Con si deration of Thermal Conditions in Design & 
Inslallaticn of Supports for Dresel Generator Exhaust Silencers Sve list end 
JO ROAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co ol New Yo/k, Inc f07pp 29667 199 
29667 305 

8503260945 IE Info Notice 85-026. “Vacuum Relief Sys for BWR Mark I & il Contain 
n^ents 5vc list end 

JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
8301 03) 85/04/02 Consolidated Edison Co. ol New York, Inc 92pp 20667.107- 
29667 190 

S5040 10939 IE Info Nolico 85 027, ‘"Notifications to NRC Operations Ctr & Reporting 
Events [n LERs ” Sve list end 

JORDAN, EL Division ol Emergency Preparedness & Engineering Response (Post 
830103). 85/04/03 Consolidated Edison Co of New York, Inc 98pp 29690 255 
296Q0 362 

8504160591 Forwards Insp Rept 50 298/65-11 on 850226 Violation noted No further 
wntlon response required since violation reported in Paragraph 2 of end Insp ropt for- 
warded by 850404 nolico of violation 

JOHNSON, EH Region 4. Ollice of Director 85/04/04 PIIJ^NT.JM Nebraska Public 
Power District 2pp 29911 272-29911 277 

-6504180597 fnsp Repl 50-298/85*11 on 850226 Violation noted failure to demonstrate 
operability of standby gas treatment sys prior to defuel ing 

DUBOIS.OL . JAUOON.jp Region 4. Cjfffce of Director 85/04/04 4pp 29911*274. 
26911 277 

8504220095 Discusses 650226 insp & forwards notica of violation Civil penalty not pro- 
posed based on utti prompt reporting of violation &. extensive corrective actions to 
prevent recurrence 

MARTIN.R a Region 4. Office of Director. 85/04/04 PILANT.J M Nebraska Public 
Power District 3pp 2993B 334*2 9938' 337 

-*■8504220100 Notice of violation from Insp on 850226 Violation noted: standby gas 
treatmanl sys incapable of ealaWishing Inch water vacuum In secondary contain- 
mont 

MARTIN.R D Region 4, Office of Director, 05/04/04 Ip. 29938 337-29930 337. 

8504050042 Supp) 1 to IE Info Notice 65-003, “Separation of Primary Reactor Cootant 
Pump Shaft & Impeller ” Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/00. Consolidated Edison Co. of New York, Ino 101pp. 29791 025- 
29791 126 

6504060047 IE Info Notice 85 028, "Parbaf Loss of AC Power & Diesel Generator Deg- 
radation ’’ Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/09 Consolidated Edison Co of New York, Inc, 10 9pp. 29790.270- 
29791.024 

8504160270 Responds to violalions noted In Performance Appraisal Insp Rept 50*298/ 
84-21 Corrective actions operations manager posHfon responsibilities divided Into oper- 
ations manager & main! manager positions 

KUNCL.LG TJebraska Public Power Districl 85/04/09 GRACE, J N. Director's Office, 
Office of Inspection and Enforcement 5pp. 29799 091-29799 095 

85Q4 150321 Ack receipt of 850320 Hr informing NRC of steps taken lo correct violations 
noted in Insp Rept 50-298/85-01 

JOHNSON.EH Region 4. Olflce of Direclor. 65/04/09, PILANT,J M. Nebraska Public 
Power District Ip 20606 204 29806 208. 

-85041 £03 22 Responds to NRG 850226 Itr re violations noted in Insp Rept 50-298/85- 
01 Corrective acifons con tract personnel conducting receipt Insps will receive Indoctri- 
nation re receipt insp procedures 

PILANT.JM Nebraska Public Power District 65/03/20 JOHNSON, EH Region 4, 
Office of Director 4pp 25806 205*29806206. 

8504160299 Forwards SALP R^t 50 298/85 06 for Jul 1963 - Jan 1065 & KV SeWnt 
850210 memo forwarding LER evaluations for Jul 1983 - Jan 1985 Followup lo Per- 
formance Appraisal Team insp will be included in next SALP rept 
MARTI N.R.D Region 4. Offpce of Direclor. 85/04/10. PILANT.JM Nebraska Public 
Power DislrJct 2pp 29807.046*29007*086 

-8504180302 SALP Rept 50 298/65 06 for Jul 1983 - Jan 1985 
' Reg, on 4, Offico of Dfreclor 85/04/10 SQpp 29607.046-29807:086. 

-8602280311 Forwards SALP review of faclfity LERs lor Jul 1903 • Jan 1085.Review 
indicates that licensee provided adequate descriptions of events 
SEYFRIT.KV Reactor Operations Analysis Branch 66/02/19 JAUDON, J.P. Region 
4, Office of Director 4pp 29807.087*29007:090 

0504220169 Forwards LRS recommendations re utii response lo Nuclear Mgt Appraisal 
Ropts 50-298/82-09 & 50 298/62-11 Open Items being vigorously pursued to 
compfetien AddI info anticipated during wk of 850429 

SCHAUFEL BERGER Nebraska Public Power Dislricl. &5/04/11. MARTIN,RQ Region 
4, Offeco of Director. 15pp 29928* 109-29926*1 23 

6504090419 IE Info Notice 85-029, *‘Use of Unqualified Sources in Well Logging Apple- 
cations " SvG list end. 

PARTLOW,JG. Division of Inspection Programs (Post 850212). 85/04/12. Consolidat- 
ed Edison Co of New York, Inc. 66pp 29632 OO1-2e032*O23 

6564230477 Forwards Insp Repl 50 298/85*00 on 660201-0331 & notice of violation 
JOHNSON.E M Region 4, Office of Director. 66/04/17 PILANT,J M. Nebraska Pubife 
Power District. 2pp. 29952*100 29952:111, 

-6504230478 Notice of violation from Insp on 850201-0331, 

• R0gcon4. Office of Director 95/04/17. Ip 20952:102-29952:102. 


-0504230493 Insp Rept 50 298/85*08 on 650201-0331 Violation noted Inadequate pro 
codure requiring independent verification of manual valves located in mam flow path 
of safety related equipment only 

DU0OIS.DL , JAUDON. J P Region 4, Offico of Direclor 05/04/16 9pp 29962 103- 
29952 HI 

6504170240 IE Info Notice 65 030. “Microbiologically Induced Corrosion Containment 
Sve Water Sys “ Sve list onci 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/04/19 Consolidated Edison Co of New York, fnc 109pp 29966 258* 
29966 363 

8S04190055 IE Info Notice 86 032, “Recent Engine Failures ol Emergency Diesel Gen- 
erators '* Sve list enci 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103} 85/04/22 Consolidated Edison Co of New York, Inc 109pp 29088 239- 
2998B 347 

8504190060 IE Into Noltce 85 033, "Undersized Nozzle-To-Shell Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code “ Sve list 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/04/22 Consolidated Edison Co of Now York, Inc lOflpp 29989 001- 
29989 107 

8B04220347 IE Info Notice 84-84, Rov 1, "Deficloncles In Ferro Resonant Transformers*' 
Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/24 Consolldaled Edison Co of New York, Inc 118pp 30027 067- 
30027 184 

8504300334 Notice of Significant meeting on 650429 w/ulil re corrective actions con- 
cerning violations identillod during 850311-15 security insp 

* Region 4, Office of Director 05/04/24 Region 4, Offico of Director Ip 30063 335- 
30063 335 


8. Reportable occurrences, LERs & related correspondence 

S5041 10636 ROon 85O327,porsonn0l injured in drywell Caused by fall from 
ladder Individual transported to hosp in protective clothing No conlaminalion 
noted Patient will remain hospitalized for 24 h 

THOMASON, PV Nebraska Public Power District 85/03/27 MARTIN.R D Region 4. 
Office of Director 2pp 29779 261-29779 282. 

8504 1601 40 PNO IV-85*01 1 on 050327, contract worker fell 8 ft Into drywell Worker 
taken to hosp In protective clothing Emergency plan aclivated No contamination 
toured in hosp or on transporting vehicle 

BENNETT.WR Region 4, Office of Director 05/03/27 Ip 20813.114 29613 114 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 


F. Security, modical, emergency & fire protection plans 

8604230251 Responds lo SALP Ropts 50-266/84 00 & 50 301/84-07 for Apr 1983 • 
Sept 1984 Responsiveness lo NRC imllalivos &. concerns re emergency preparedness 
demonstrated 

FAY,CW Wisconsin Electric Power Co 05/01/18 HIND.JA Region 3, Offico of Di- 
rector. 7pp 29950 009-29950 015 

0504290411 Revised emergency plan Implementing procedurea.induding Rev 12 lo 
EPJP 1 1 re initial classification, Rov 5 lo EPIP 1 2 re plant status & Rov 1 2 to EPIP 1 4 
re radiological dose evaluation W/850327 Jtr 

FAY.CW Wisconsin Efeclnc Power Co 85/03/27 DENTON.H.R. Offico of Nuclear 
Reactor Hegulatlon, Director MILLER.J R. Operating Reactors Branch 3 272pp 
30047 076 30047 346 

8504160054 Summary of 650403 moetlnq w/util, Science Applications,! nc & General 
Physics Corp re conlrot room design review program plan for facility Mooting agenda 
& list of attendees end 

COLBUflN,T,G Operating Reactors Branch 3 85/04/10 MILLER.J R Operating Re- 
actors Branch 3 19pp 29919 321-20919 339 

8504180501 Forwards orrala sheet & corrected pages to SALP Ropts 50 266/04 09 & 
50-301/84-07 Malnt & fire protection Category 2 ratings & omergency preparedness & 
refueling trend assessment reevaluated, per 841210 meeting 
KEPPLEB.JG Region 3, Office ol Direclor 85/04/12 FAY,CW Wisconsin Elactric 
Power Co 3pp, 29859.137-20859.151 

-8S04180506 Errata lo SALP Repls 50-266/84*09 & 50-301/84*07 for Apr 1983 - Sept 
1984 

* Region 3, Office of Director, 85/04/12 12pp. 29859.140-29859*151 

8604300317 Informs that FEMA perlormance of offsite agencies during emergency pre- 
aredness exercise conducted on 84091 1 did not identify deficiencies affecting public 
eallh & safety Category B deficiency should bo corrected 
PAPERIELLO.CJ Region 3, Office of Director 05/04/25 FAY.CW, Wisconsin Elec- 
tric Power Co. 2pp 30057.326-30058 017 


I. Financial rnformatlon 


8504230444 "Annual Rept 1984," Financial statements end W/850417 Hr, 
* Wisconsin Efeciric Power Co 84/12/31 50pp 29952.307-29952 357. 


J. rnsurance & Indemr^lty Information 

85041201SS Forwards Endorsement 80 Eo NELIA Policy NF-178, 

DUNDAS.W J. Wisconsin Electric Power Go, Q5/04/04 NRC - No Detailed Affiliation 
Given 2pp, 29786.297-29786 298 



DOCKETED ITEMS 91 


P. Operallng license stage documents & correspondence 

0504030209 Forwards Amends 69 & 94 to Licenses DPR'24 & DPR-27. respoclively & 
safely evaluation Amends revise Tech Specs re surveillance roquiromerns for contain 
ment prestressed tendons 

COLBURN.TG Operating Reactors Branch 3 05/03/07 FAY.CW Wisconsin Electric 
Power Co Ip 29625 339*29625 339 

..0504030215 Amends 69 S 94 to Licenses DPR‘24 & DPR‘27, respectively, revising 
Tech Specs re surveillance requirements tor containment prestrassed tendons 
MILLER, J R Operallng Reactors aranch 3 85/03/07 1 4pp 29625 340*29625 354 

8504030309 Fonvards Amends 88 & 93 to Licenses DPR*24 & DPR-27, respectively & 
safety evaluation Amends revise Tech Spec 15 3 10 to define "fully withdrawn" condi* 
lion of control rod as equal to or greater than 225 steps withdrawn 
COLaURNJ G Operallng Reactors Branch 3 85/03/07 FAY.C W Wisconsin Electric 
Power Co Ip 29606 187-29606 196 

..0504030313 Amends 88 & 93 to Licenses DPR-24 8 DPR‘27, respoclively, revising 
Tech Spec 15 3 10 to detine "fully withdrawn" condition of control rod as equat to or 
greater than 225 steps taken 

MILLER, J R Operating Reactors Branch 3 85/03/07 7pp 29606 188‘29608 194 


0504120031 Generic Hr 85 02 1o all PWR licensees 8 applicants, holders of CPs & Fort 
St Vrain re reconimendod actions stemming from NRG integrated program for resolu 
horiof unresolved safety issues re sloam •generator tube integrity Sve list ercl 
THOMPSON.HL Division of Ltconsing 85/04/17 Yankee Alonnic Efec Inc Co t27pp 
29953 071-29953 262 

8504240372 Forwards proprietary & none rop notary "Upper Pienum fmeclion LOCA Pro- 
gram Using SECY 63*472 Methodology," to address NRC 840315 & 850313 
concerns Proprietary rept withheld fret 10CFR2 790) 

NEWTON.R Wisconsin Electric Pow^er Co 85/04/19 DENTON.H R Offico oJ Nuclear 
Reactor Regulation, Director MJLLER,JR Operating Reactors Branch 3 3pp 
20969 259 29969 316 h h hu 

8504290362 Notifies that installation ef low suction pressure automatic trips on auiciNary 
feedwater pumps expected lo bo compleled by 660131, in rosponso to NRC request 
for commitment date 

FAY.CW Wisconsin Electric Power Co 95/04/22 DENTON, H R OKice of Nuclear 
Reactor Regulatlori, Director MtLLERJ R Operating Reactors Branch 3 Ip 
30051 323 30051 32 J 


Q. Inapoctlon reports, IE Bulletins & correapondenc© 


•<8504030320 Safety evaluation supporting Amends 88 & 93 lo Licenses DPR‘24 & 
DPR 27, respectively 

* Office of Nuclear Reactor Regulation, Director 85/03/07 2pp 29606 1 95 

29606 196 

6504030222 Safety evaluation supporting Amends 69 & 94 to Licenses DPR 24 & DPR- 
27, respectively 

* Office of Nuclear Reactor Regulation, Director 85/03/07 3pp 20625 355* 

29625 357 

8504020161 Forwards Rev 2 to "Inservice Testing Program.PoInt Beach Nuclear Plant 
Units 1 & 2," as part of Pomp Relief Request 9 Requests that NRC grant interim ap- 
proval for pump relief request 

FAY,C W Wisconsin Electric Power Co 85/03/28 DENTON.H R Offico of Nuclear 
Reactor Regulation, Director MILLER, J R Operating Reactors Branch 3 3pp 
29580 125*29580 257 


-BS04020164 Rev 2 lo "Insenrice Testing Program.PoInt Beach Nuclear Plant Units 1 & 
2 " 

* Wisconsin Electric Power Co 85/03/21 130pp 29580 120-29500 257 

8504030203 Forwards addi Info ro 830321 response lo Generic Ltr 82-20 concerning 
inadequate core coolirm sys instrumenlatlon.in response to 850129 request 
FAY.CW Wisconsin Eeclrrc Power Co. 85/03/29 DENTON, HR Office of Nuclear 
Reactor Regulation, Director MILLER, JR Operating Reactors Branch 3 5pp 
29587109 29587 113 

6504250356 Forwards Amends 91 & 05 lo Licenses DPR-24 & DPn*27, 
respeclively.safely evaluation & notice of denial Amends change Tech Specs lo pro 
vide addI restriclions on movement of heavy foads over sponi fuel pool 
MILLER.J R Operating Reactors Branch 3 85/04/08 FAY.C W Wisconsin Electric 
Power Co 3pp 30020 001 30029 050 

•'6504250362 Amends 91 & 95 to Licenses DPR 24 & OPR-27,re6poclively, changing 
Tech Specs lo provide addf reslrlctions on movemenl of heavy loads over spent fool 
poo),mlscellaneous corrections & editorial changes 

MILLER.J R Operating Reactors Branch 3 85/04/08 4pp 30029 004*30020.041 

-8504250375 Safety evaluation supporlir^g Amends 91 A 95 to Licenses DPR 24 & 
DPR 27, respectively 

* Office of Nuclear Reactor Regulation, Director 85/04/08, epp 30020 042 


8604230251 Responds lo SALP Ropts 50-266/84*09 & 50 301/84*07 for Apr 1983 - 
Sepl 1904 Responsiveness to NRC Initialives & concerns re omorGon-cy preparedness 
demonstrated ^ ^ 

FAY.CW Wisconsin Electric Power Co 05/01/18 HIND, J A Region 3, Office of Di- 
reclor 7pp 29050 0 0 9 29950 015 


0503 190 659 IE Info Notice 85-022, "Umltorquo Mo lor- Op orated Valves Resulting From 
Incorrect Installation of Pinion Gear " Sve list end 

Emergency Proparodnesg & Engfnoering Response (Post 
Consolidated Edison Co of Now York, tnc lOOpp 29597 001* 

fct/DU/ UUt) 


inanDquato ^>urvoiiianco & Post-Moini & Post Mod 


©003210461 ifc rnro Notice 85-023, 

Sys Testing " Sve fist end 

0^ Emergency Properodness & Erglnooring Response (Post 
030103) 85/03/22 ConsolicJalod Edison Co of New YorS, Inc iODpp ^29658 001 
20656 107 


8503220444 IE Info Notice 86 0?4, "Failures of Proloctivo Coatings (n Pipes & HXs " 
Sve list end 



0604080479 Responds lo NRC 850226 ltr ro vIolQUons noted In Insp Ropis 60*266/85 
01 & 50 301/35-01 Corrective actloi^s stopwatches assigned Idonllficallon 

nurnbor.chocked for accuracy Periodic calibr will commerce on 660701 
FAY.C.W WisconsIrt Electric Power Co 06/03/29 KEPPLER.JG Ronton 3, Office o1 
Director Ip 29677 240 29677 240 


8603280037 IE Info Notice 85*025, "Considorolion of Thermal Condlltor^s In Design & 
Installation of Supports for Diesel Generator Exhaust Silencers’' Sve list end 
JORDAN, E L Division of Emergency Prepnrodnegs & Engineering Rosponso (Post 
030103) 05/04/02 Cohsolldatod Edison Co oi Now York, Inc i07pp 29667 109 
20637 305. 


8603230045 IE Info Nollco 83 020. "Vacuum Rollof Sys for BWR Mark I & II Contain 
monta ” Sve list end. 


JORDAN.EL Divisfon of Emergency Proparadnoss A Englnooring Rosponso (Post 
830103) 06/04/02 Consolidated Edison Co of New York, Inc 0?pp 2D6Q7 107* 
29637 190. 


-6504250363 Notice, denying in pari, of ulif 840306 & 0925 raquoala for amends lo Li 
censes DPR-24 & DPR-27 & opportunity for hearing re selected facility staff quafifica* 
lions 

MILLER.J R Operating Reactors Branch 3, 05/04/08 3pp 30a29'048 30029 050. 


8604250366 Summary of 850328 meeting w/uti( re seismic qualification of auxiliary 
feedwater sys Licensee intends lo submit formal response documenting results of 
meeting wilhin 2 to 3 wks List of attendees end 

COLBURN, T G Operating Reactors Branch 3 85/04/09 MILLER.J R Operotina Re- 
actors Branch 3 4pp 30028 357-30028 360, 


6604160260 Application for amends to Licenses DPR 24 & DPR-27, consisting of Tech 
Spec Change Request 103, re power operation limitations based on riumber of operat- 
ing reactor coolant pumps Foe paid. 

FAY.CW. Wisconsin Electric Power Co. 85/04/10 DENTON.H R Office of Nuclear 
Reactor Regulation, Director. MILLER, JR Operating Reactors Branch 3 3dd. 
29813 289‘2g81 3*274 


-6504160263 Proposed Tech Spec, changing power oporadon limitations based on 
number of operating reactor coolant pumps 
* Wisconsin Electric Power Co 85/04/10. 3pp 29013,272-29013:274, 

6504220173 Application for amend lo Licenses DPR-24 A DPR-27.revi8inn Tech Specs 
re limiting conditions for operation of radioactive effluent treatment sys, 

FAY.CVV Wisconsin Electric Power Co. 85/04/12 DENTON.H R Office of Nuclear 
Reactor Regulation, Director. MILLER.J R, Operating Reactors Branch 3, 3dp. 
30030.051-30030 080. kk 


-8504220176 Proposed Tech Specs re limiting conditions for operation of radioactive 
effluent treatment sys 

• Wisconsin Electric Power Co 85/04/12 10pp. 29928*298-29928*307 

-6504220176 "Radwaste Cost-Benefit Analysis '* 

* Wisconsin Electric Power Co. 86/04/30 44pp, 29928*308 29928:351 

6604120206 Generic LIr 06 06 lo all PWR licensees & afl applicants for OLs re OA guld 
ance for ATWS equipment not safety-related Sve list encf 

THOMPSON, H L Division of Licensing. 85/04/16 Consolidated Edison Co, of New 
York, Inc 22pp 29947,288 29947:309, 


8604010039 )E info Notice 85-027, "Notifications to NRC Oparaiions Ctr & Roporling 
Events In LERs " Sve list end “ 

JORDAN.EL Division of Emorgoncy Proparodnoss A Englnooring Response (Post 
83010^. 05/04/03, Consolidated Edison Co- of Now York, Inc OOpp 20000 255 • 
20600 302, 


8504230620 Forwards Insp Repls 60-268/05-03 & 50>301/a5-03 on 660204-0331 No 
noncompliance noted 

SHAFER.WD Region a. Offico of Director 85/04/05. FAY.CW Wisconsin Electric 
Power Co 2pp. 29065 237.20905*244 


-8504230525 Insp Repls 50-266/85-03 A 50 301/65-03 on 6 50204 -0331, No noncom- 
plionce Of deviation noted Major areas inspocled* operational 
safety, moInl.survQillance.indopondon I msp, receipt of now fuel & TMI action items. 
JACKiW.IN Region 3, Office of Director 05/04/05 epp 20065 239-20905 244. 

0504060042 SuppI 1 to IE Info Notice 05 003. "Soparallon of Primary Reactor Coolanl 
Pump Shall & Impeller " Sve list end 

PrepflrocJneaa A Engineering Response (Posl 
830103), 05/04/09 Consolidaled Edison Co of Now York, inc, foipp, 29791:026- 
29791:126 


8604060047 IE Irifo Notice 85 028, ’'Parllaf Loss of AC Power A Diosej Generator Deo- 
radatlon. Sve list end ^ 


junurtiN.tL uivision or bmergency Pfoparedness A Enginoerl 
830103) 85/04/09, Consoflclated Edison Co of New York, Inc 
29791 024 


n Response (Post 
f09pp 20700 278- 


6504090410 IE Info Nollco 85020, "Use of Unqualifiod Sources in Well Loggtog Appll- 
catlor>3 Sve list encJ 


PARTLOW.J.G. Division of Inspeclion Proorams (Post 850212) 
ed Edison Co of New York. Inc 66pp, 29032.001-29832.023 


85/04/12 Consolidat- 


Forwards errala sheet A correctod pages lo SALP Ropts 60 206/84 09 A 
60*301 /84-O7,M0)nl A fire protection Category 2 ratings A emergency proparednesa A 
refueling trend assessment reQvalualed.per 841218 meeling 
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-a50410C50G Errata lo SALP Ropta 50*266/84 09 & 50 301/84 07 (oi Apr 1983 * Sept 
1984 

‘ Region 3, Otfice of DjrectOr 85/04/12 12pp 29859 140-29059 151. 

8504170240 IE Info Nolle© 05-030, "Mtcrobiologically Induced Corrosion Containment 
Sve Water Sys " Sve list end 

JORDAN.E L Division of Eiriergency Preparednesb & Engineering Response (Post 
030-103) 85/04/19, Consolidated Edison Co of New York. Inc 109pp 29966 258- 
29966 363 

8504190055 IE Info Notice 85 032, "Recenl Engine Failures of Erriergencv Diesel Qon- 
eralors " Sve list one) 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/22 Consolicfaled Edisori Co. of New York, fne 109pp 29988 239 
29988347 

0604190660 IE Jnfo Notice 85 033, “Undersized Nozzle-To Shell Welded Joints m Tanks 
& HXs Constructed Under Rutes of ASME Boiler & Pressure Vessel Code*' Sve list 
end 

JORDAN, E L Division of Emergency Preparedness & Englneeiing Response (Post 
830103). 05/04/22 Cons olf dated Edison Co of New York, Inc lOapp 209B9 001- 
29909 107 

8504300144 Responds to 841226 request for mod to orientation, training & indoctrination 
procedures to improve initial access time for NRC inspectors Issue tinder 
evaluation Generic subis comprise small portion of Irainino 

FAY.C.W Wisconsin Electric Power Co 85/04/23 KEPPIER.JG. NOREUUS.C 
Regions, Office ol Director 2pp, 30057*172-30057 173 

8504220347 IE Inlo Notice 84 84,Rev 1, ’‘Doflciencies In Ferro-Resonant Transformers " 
Sve list end 

JORDAN.E L Division of Emergency Preparedness 4 Engineering Response (Post 
630103) 85/'04/24i Consolidated Edison Co of New York, fne fl0pp 30027 067- 
30027 184 


R, Periodic operating reports & related correspondence 

8604230077 Monthly operating repts for Mar igB5.W/650411 Itr 
KRAUSE,CW, FAY.CW Wisconsin Electric Power Co 05/03/31 9pp 29965 340- 
29965,357. 


S, Reportable occurrences, LERs & related correspondence 

8504160323 Part 21 rapt re malfunction \n X-SAM safely sys supplied per topical root 
on nuclear safety-related crane being inslallod in England Air pressure being used to 
release brake abnormally iow due to valve malfunction 

CLARK, CW Ederer, Inc 85/04/12 2ECH,Q Director's Office, Office of fnspoctlon 
and Enforcement 3pp 29814 061*29814 063. 


DOCKET 50-302 CRVSTAL RIVER NUCLEAR PLANT. UNIT 3 


F. Security, medical, emergency A fire protection plans 

8&04290232 Rev 11 to Emergency Plan Implementing Procedure EM 205. 
“Assembly .Evacuation 6 Personnel Accountability of Ciyslal Hiver 3 Personnel During 
Emergencies" 

* Florida Power Corp (subs Florida Progress Corp) 84/04/13 14pp 30046 105- 
30046 1 10 

8504160450 Forwards Insp Rept 60 302/85 04 on B41221 050131 No violations or devi- 
ations Identified 

BROWNLEE.V.L Region 2, Office ol Director 85/03/05 WJLQUS.WS Florida Power 
Corp (subs. Florida Progress Corp > 2pp 29021 136 29021 147 

-0504150454 Insp Rapt 50 302/85 04 ort 041221*850131 No viololions or deviations 
Identified Major areas inspected plant oporations,secufity.radiologlcal controls, annual 
emergency preparedness drill & LERs 

STETKA,TF, PANCIERA.VW Region 2, Office of Director. 85/03/04. lOpp 
29B21 138 29021 147, 

8504160451 Forwards Insp Rept 50 302/85 95 on 860204 08 & notice of violation 
BROWNLEE, V L Region 2, Office of Director. 65/03/05 WILQUS.WS Florida Power 
Corp (subs Florida Progress Corp ) 2pp. 29021 146 29021 170. 

■•5604160455 Insp Rept 50 302/05 05 on 860204 08 Violation noted-failure to have ep 
proved written procedures for calibr of whole body counter 

GLOERSEN.WB, KUZO.GB., HARRIS.J D Region 2, Office ol Dfreclor. B5/03/01. 
20pp. 29821*151-28821 170 

8504050120 Rev 1 to Emergency Plan Implementing Procedure EP-140, "Emergency 
Reactivity Control *' 

* Florida Power Corp (subs Florida Progress Corp), 85/03/10. 4pp 29666 335 
29666 333. 

8504160465 Rav 1 to Emergency Plan Implemanlrng Procedure AP*330, “Loss of Nu 
clear Sve Water," 

* Florida Power Corp (subs Florida Progress Corp) 65/03/10 4pp 29021,095- 
29821 098 

8504150G94 Advises that Rev 4 to radiological emergency plan consistent w/provisions 
of l0CFR50,47(b) & acceptable 

BROWNLEE.V L Region 2. Offico of Director 85/03/21 WILGUS.W.S, Florida Power 
Corp (subs Florida Progress Corp.) Ip 29811*155 29611 ;IS5. 

8504020170 Rev 1 to Emergency Plan implementing Procedure AP*320, "Loose Parts 
Monitoring Sys " 

' Florida Power Corp (subs Florida Progress Corp) 85/03/22 13pp 29570r240* 
29579 252 

8504050261 Rev 0 to Procedure AP-1080. "Refueling Canal Water Level" 8 Rev 2 lo 
Procedure AP-8B0, “Fire Proleclion Sys Acloation " 

MCKEE.P. Florida Power Coip (subs ffoilda Progress Co/p], 86/03/28 10pp 
29681 245 20661 254, 


8504240105 Rev 4 lo Administfalive Procedure AP-542, ‘’Asymmetric Rod Runback " 

* Florida Power Corp (subs Florida Progress Corp) 05/03/29 5pp 29969 157- 
29969,161 

8504150315 Forwards annual schedule update for commilmonls re proposed schedule 
for implomenlalton of emergency ros-ponse capability requirements, per SuppI 1 to 
NUREG 0737.Uenis 1 C 1.1 D 1. P D 2.1irA * 2 & IIA 2 2 

WESTAFER.gr Florida Power Corp (subs Florida Progress Corp) 85/04/09 
STOLZ,JF Operating Reactors Branch 4 7pp 29806 214-29806 220 

8504100339 Forwards Rev 4 to modified amended security plan Rev withheld (ref 
10CFR73 21) 

WESTAFER.GR Florida Power Corp (subs Florida Progress Corp) 85/04/09 
GRACE.J N Region 2, Office of Director Ip 29886 326 29666 326 

8504240229 Rev 1 to Emergency Plan Implementing Procedure AP-961, "Earthquake" 

* Florida Power Corp (subs Florida Progress Corp) 05/04/12 6pp 29967 084- 
29967 009 


J. Insurance & indemnity Information 

8604040245 Forwards Endorsement 67 to NELIA Policy NF-195 
DUCK.JH Marsh & McLennan, Inc 05/03/27 SALTZMAN.J Assistant Director for 
Slate & Licensee Relalionis 2pp 2960B 360-29608 961 


P. Operating license staga documenlsi & correspondence 

8504160007 Forwards updated Region II organization chart 
WALKER,R D Region 2, Office of Director 85/03/13 WILQUS.W S Ffonda Power 
Corp (subs Florida Progress Corp ) Ip 29809 247-29809 258 

8504100170 Application for amend lo License OPR*7 2, consisting of Change Request 
134, revising Tech Specs re operability 8 survelllanco requirements for reactor frip 
breaker shunt trip atlachm0n1s,per Generic Llr 83-20 Fee paid 
WESTAFER,G,R Florida Power Corp (subs Florida Progress Corp) 85/03/29 
DENTON.H R Office of NueJoar Reactor Regulation, Director 6pp 29729.323- 
29720,330 

-8504100182 Proposed Tech Specs ro operabllily & surveillance requirements for reac- 
tor trip breaker shunt trip attachment being installed during rofuollng outage per Ge- 
neric Llr 03-28 

• Florida Power Corp (subs Florida Progress Corp) 85/03/20 3pp 29729 320 
29729 330 

8604100200 Application for amend lo License DPR 72, consisting of Rev 0 lo Tech Spec 
Change Request 1 33, proposing requirement for posl>8Cctdent sampling sys & auto 
mated isotopic monilorlng sys, per NUREG 0737,1 terns II B 3 & II F 1 2 Fee paid 
WESTAFER.G.R Florida Power Corp (subs Florida Progress Corp) 05/03/29 
DENTON,HR Office of Nuclear Reactor Regulation, Director 5pp 29729 340- 
29729 345 

-8504100205 Proposed changes to Tech Spec 6 17/6 post accident sampling sys & 
automated Isotopic monitoring sys 

Florida Power Corp (subs Florida Progress Corp), 85/03/29 1p 29729 345* 
29720 345 

8504100245 Application for amend lo License DPR-72, consisting of Tech ^ec Change 
Request 132, adding requirement to include challenges to pressunzer PORVs & safety 
valves in annual repl Fee paid 

WESTAFER.GR Florida Power Corp (subs Florida Progress Corp) 85/03/20 
DENTON.H R Olfico of Nuclear Reactor Regulation, Director 3pp 29720 087* 
29720 002. 

-8604100252 Proposed Toch Spec changes, adding requirement to include all dial 
longos to pressunzer PORVs & safety valves in annual & semiannual repts Certificate 
of Sve end 

* Florida Power Corp (subs Florida Progress Corp) 85/03/20 3pp 29729 090 
20729 092. 

8504160227 Responds to 041001 request for Tech Spec changes to document require 
menls re shift manning ovofllme fimiis.failures & challenges to prossurizer PORV & 
safely valvobj)er NUnfe0737 & Generic Urs 82-16 & 83 37 
WESTAFER.GR Ftonda Power Corp (subs Florida Progress Corp) 05/04/00 
STOLZ.J F Operating Roaclors Branch 4 3pp 20709 055-29799.057 

8504120200 Generic Hr 85-06 to ail PWR licensees & all applicants for OLs re QA guid- 
ance for ATWS equlpmon.1 not safely-related Sve list one! 

THOMPSON.HL Division ol licensing 06/04/16 Consolidated Edison Co of Now 
York, Inc 22pp 29947*200-29047.309. 

8504120031 Generic Llr 85 02 to all PWR liconsoos & ^plicanls.holders of CPs & Fort 
St Vrain ro recommended actions stemming from NRC integrated program for resolu 
lion of unresolved safely issues /o steam generator lube Integrity Sve list end 
THOMPSON, H L. Division of Licensing 85/04/17 Yankee Atomic Electric Co. 127pp 
29953 071-20953*262 


Q, Inspection reporfst IE Butletina & correspondence 

8S04160460 Forwards Insp Rept 60-302/B5 04 on 841221-050131. No violations or devi- 
ations identlfjod 

BROWNLEE.V L Reoion 2, Office of Director. 85/03/05, WILGUS.W.S Florida Power 
Corp (subs Florida P/ogross Corp ) 2pp 20021;1 36-20821 147 

-6504160464 Insp Rept 60-302/85 04 on 841221-050131 No violations or deviations 
IdentifiedMaJor areas Inspedediplant ops/ations.security.radlological controls,annual 
emergency preparedness drill & LERs, 

STETKA.TF,, FANCIER A. VW Region 2. Offico of Director, 85/03/04 lOpp 
29821.188-20621:147 

8504160451 Forwards Insp Rept 60-302/05-05 on 850204-00 & notice of violation. 
BROWNLEE.V.L. Region 2. Office of Director 85/03/05. WILGUS.WS Florida Power 
Corp (subs, Flodda Progress Corp ), 2pp, 29021 148-20821,170 
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• 8504t60453 Notice of violation from insp on 650204-08 

* Region 2, Office of Director 85/03/05 1p 29821 160-29621 150 

• 8504160456 Insp Rept 50-302/85 05 on 850204 08 Violation noted failure to have ap 
proved written procedures for calibr of whole body counter 

GLOERSEN.W 0 , KUZO,G B , HARRIS.J D Region 2. Office of Director 85/03/01 
20pp 29821 151-29821 170 

8504120463 Documents results of assessment of Impact of capacity re IE Bullelin 79-02 
Wej It concrete anchors in'^talled on large bore safety-rolated piping sys Followup to 
outstanding issues identified m Insp Rept 50-302/84-32 provided 
WESTAFER.GR Florida Rower Corp (subs Florida Progress Corp) 85/03/14 
GRACE.J N Region 2, Office of Director 4pp 20807 106 29807 109 

8503190659 IE Info Notice 85-022, "Limitorque Motor Operated Valves Resulling From 
Incorrect Installation of Pinion Gear " Svc list onci 

JORDAN, E L Division of Emergency Preparedness ■& Engineering Response (Post 
830103) 85/03/21 Consolidated Edison Co of Now York, Inc 108pp 29597 001- 
29597 005 


8504100304 Annual Radiological Environ Oporaling FItjpi 1983 W/840330 Ur 
WESTAFER.GR Florida Power Corp Isubs Florida Progress Corp) 83/12/31 
O REILLY, J P Region 2, Office of Director I09pp 29758 006 29758 1 15 

6S0410032I "Crystal River Unit 3 Eflluenl & Waste Disposal Somiannual Ropt.Jul Doc 
1983” 

MCKEE, P F , FULLER, R E Florida Power Corp (subs Florida Progress Corp) 83/12/ 
31 63pp 2975B 121-2975B 183 

8504160039 “Crystal River Uml 3 Annual Operaling Rept, 1 984 ” ■W/85022e Ur 

^ Florida Power Corp (subs Florida Progress Corp) 64/12/31 
GRACE, J N Region 2. Office of Director 27pp 29010 320 2981 B 352 

6504180630 Monthly operating rept for Mar 1905 W/050400 Hr 
GRAHAM, D , WESTAhER.u R Florida Power Corp (subs Florida Progress Corp ) 
85/03/31 TAYLOR J M Director's Office, Office of Inspection and Enforcemont 5pp 

'300^ O OnO QQQ1 O 


8503210461 IE Info Noiico 85-023, "Inadequate Surveillance & Post-Maim & Post-Mod 
Sys Testify " Svc list end 

JORDAN, bL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/22 Consolidated Edison Co of New York, Inc lODpp 29656 001 
29656 107 

8503220444 IE Info Notice 85 024, “Failures of Proteclivo Coatings In Pipes & HXs “ 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/26 Consolidated Edison Co of New York, fnc lODpp 29596164* 
29596 363 

8503280037 IE Info Nolice 65 025, “Consideration of Thermal Conditions In Design & 
Installalion of Supports for Diesel Generator Exhaust Silencers “ Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of Now York, Inc 107pp 20667 190 
29667 305 

8503280045 IE Info Notice 65 026, "Vacuum Relief Sye for BWR Mark I & II Contain 
menls “ Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc 92pp 29867 107 
29667 1 98. 

0504010039 IE Info Notice 05 027, “Notifications to NRC Operations Clr & Reporting 
Events in LERs “ Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of New York, Inc 98pp 29690 255 
29690 362 

8504080042 Suppl 1 lo IE Info Notice 85 003, "Separation of Primary Reactor Coolant 
Pump Shaft & Impeller " Svc list end 

JORbAN,E L Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc fOIpp 29701 025- 
29791 126 

8504050047 IE Info Notice 85-028, “Partial Loss of AC Power & Diesel Generator Deg- 
radation " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc f09pp. 29790276 
29791 024 

8504090419 IE Info Notice 05-029, “Use of Unqualified Sources in Well Logging Appll 
cations " Svc list end 

PARTLOW.JG Division of Inspection Programs (Post 850212) 65/04/12 Consolidat- 
ed Edison Co of New York, Inc 66pp 29032 001-29832 023 

8504170240 IE Info Notice 85 030, “MJcrobiologtcally Inducod Corrosion Containment 
Svc Water Sys “ Svc fist end 

JORDAN, 6 L Division of Emergency Preparedness Engineering Response (Post 
830103) 85/04/19 Consolidated Edison Co of Now York, Inc lOOpp. 29966 250 
29966 363 


S Reportable occurrencos, LERs & related correspondence 

8S0402045B LER 05 002 00 on 850222, emergency diesol generator started Caused by 
failure of dram polcock on air start solenoid air niter CGFL 4 Filler will be replaced w/ 
filters do signed for higher pressure W/850322 Itr 

BANDMALTER.W K , WEStAFER,G R Florida Power Corp (subs Florida Progress 
Corp) 85/03/22 Opp 29504 146 295Q4 148 

0SO4O3OO91 LER 85 001 00 on 8502 1 2, auxiliary bldg oxhausl far^s lakon out of svc for 
mods to ventilation sys dampers Voluntary ropl suhmstted lo documeni use of Tech 
Spec 3 0 3 for mainl activities W/8 50322 Itr 

BANOH/SUER.W K , WESTAFER.GR Florida Powor Corp (subs Florida Progress 
Corp) 85/03/22 3pp 29592 249-29592 251 


DOCKET 50-304 210N NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency & firo protection plans 

8504120329 Revised Pago 12 to Rov 0 to Emerge ncy Plan Imple men ling Procedure 
EPIP 350-3,corrQClinq typo re noble gas/iodine ratio vs timo post-accident 
PLIML.G Commonwoalln Edison Co 05/03/01 3pp 297B9 051 29769 053 

0504240039 Rov 0 to Emergency Plan ImplGmonling Procedure EPIP 350 3, Figure 
2,corfcctlng typo 

* CommonwQallh Edison Co 05/03/0 1 3pp 29969 004 29969 006 

8604020348 Forwards insp Ropls 60-295/86 10 & 60 304/05-11 on 850204-25 No non- 
compliance noted 

SHAFER,W D Region 3, OUtce of Director 05/03/12 REED.c Commonwealth 
Edison Co 2pp 29B84'241 29504 267 

-8504020353 Insp Ropts 50 295/85 10 & 50-304/85 11 on 850204-25 No noncompll- 
anco noted Major areas Inspeclod liconsoo fit, Iron on previous insp findings.Unlt 2 un- 
usual events duo to diesel t enerator fniluros & roluoling cavity water seals 
WRIGHT, GC Region 3, Olfico of Difoclof 05/03/12 25pp 29584 243-29504:267 

8604110124 Responds lo Region ill request for addi info ro firo protection audit during 
wk of 050211 Info ro auxiliary eloctnc equipment & App R tiro doors provided Upon 
receipt of insp rept, listed rocommondations will bo impfamonled 
CASCARANO.RN Commonwoallh Edison Co G5/03/20 DENTON.H R Office o1 Nu 
clear Reactor Rogulailon, Oiroctor 4pp 297 6 6 0 0 6 29766 009 

6504260072 Forwards public version of genoralinq slallons emorgoncy plan tolepJiono 
directory. 

LICARI.k Commonwoallh Edison Co 85/03/31 Record Services Drarch (Documeni 
Control Desk) 1p 30037 208 30037 263 


8S04190066 IE Info Notice 85-032, "Recent Engine Failures of Emorgancy Diesol Gen 
erators “ Svc list end 


JORDAN, E L Division of Emergency Preparedness & 
830103). 05/04/22 Consolidated Edison Co of New 
29688 347 


EngInoGiing Response (Post 
York, Inc f09pp 29988 239- 


8504190060 IE Info Nolice 85 033, “Undersized Nozzle-To Sholl Welded Joints In Tanks 
& HKs Constructed Under Rules of ASME Boiler & Pressure Vessel Code” Svc list 
end 

JORDAN.E L Division of Emergency Preparedness & Enginooring Response (Post 
830103] 85/04/22 Consolidated Edison Co. of New VorK, Ino fOOpp 20989 001- 

nnorin 4 n't ’ ' 


8504220347 IE Info Notice 84-84, Rev 1, “Deficlencios in Ferro-Resonenl Transformers '* 
Svc list end 

JORDAN,E L Division of Emergency Preparedness & Engiryeering Response (Post 
830103). 05/04/24 Consolidated Edison Co of New York, Inc. iiopp 30027 067- 


R. Periodic operating reports & related correspondence 

8604090602 Forwards “Effluent & Waste Disposal Semiannual Rept, Jut-Dec 1982.“ 
Rept delayed due to staff commitments to emergency exercise W/o end, 
WESTAFER.GR Florida Power Corp (subs Florida Progress Corp). 83/05/18. 
O’REILLY.J P Region 2, Office of Director. Ip. 29717-005-29717.005 

8504100260 Forwards suppl to "Effluent & Waste Disposal Semiannual RopUan-June 
1983 “ Rept provides gaseous dose data not available for 830830 semiannual reel 
WEStAFER.G.R. Florida Power Corp. (subs. Florida Progress Corp) 83/10/31 
O'REILLY ,J P Region 2, Office of Director, 1p 29769-209-29759-250 

-8504100265 Suppl to “Effluent & Waste Disposal Semiannual RepUan-Juna 1983 “ 
MCKEE.PF , HILL, LA Florida Power Corp (subs, Florida Progress Corp). 83/06/30. 
41 pp 29759.210-29759 250 


-8604260083 Public version of gonerallng stations omergoncy plan toJo phono 
dlfoclofy.W/050419 release memo 

* Commonwealth Edison Co. 85/02/1 1 67pp 30037 209-30037 263 

8504060406 Folwards Insp Ropls 60-296/85 08 & 50 304/85 00 on 050305 07 No con 
compliance noted fdonliriod weaknesses require corroctlvo action 
PAPERIELLO,C J Roglon 3. OfiicQ of Director. 85/04/02 REED.C Commonwonllh 
Edison Co. 3pp 20606 1 18-29685 144 

-8504080413 Insp Ropl 50 295/85 00 & 50 304/05 00 on 650305 07 No noncompll 
anco or deviation noted Major areas inspoclod- emorgoncy preparodnosa 
exorcise Exorcise weaknossos identified need wntlert responso 
PLOSKI.T J , PHILLIPS.M P Region 3, Office of Director 85/04/02 24pp 29605121- 
29685 144 


8504190436 Revised emergoncy implomonling procdures.lncluding Rev 2 lo LZP-1 200-3 
ro classification of iodine release, Rev 5 lo tZP-iaiO-l ro hazardous mall incidents 
reporting S LZP index 

" Commonwealth Edison Co 85/04/04 9pp 29918,224 29918 232 


6604180376 Summary of 050403 moeling w/util re requiromants for installation of 
source range monitors to salisfy lOCf^RSO.App R. 

4S>^2991 6 359*^2091^ Bfunch 1 85/04/09 Operating Reaclors Branch 1 


8604290303 Station Procedure Chango Requasl AB5-315 for per mane nf chango to 
Emergonccy Plan Implementing Proceduro EPiP 100 1, “Aclion Staiioni Director.'^' Re- 
vIsGdlndex end 

PUML.G CommonwQollh Edison Co 85/04/15 Opp 30 046. 2 BO 30046 297 

6604290339 Station Proceduro Chango Request A06 300 for per mane nl chango to 
Eme^ency Plan (mplementing Procedure Epip 510-1, “Malnlainiing Emergency Pre 

* Commonwealth Edison Co 85/04/15 5pp 30051 001 30051 00$. 
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8504280426 Slaiion PfgcGdtre Chango Request A65'301 for potmanent change to 
Emergency Plan Implemenlirg Procecfufe EPIP 420 1. “Technical Support Ctr Quarler- 
ty Surveillance " 

' Corn m on weal I h Edison Co 85/04/15 6pp 30050353 3 QOSO 358 

8S0429O206 Rev 22 to Emergency Plan Implementing Procedure EPIP 320 1, “Acliva 
Hon of Generating Station Emergency Plan Slalion Group 
■ Comm on wealth Edison Co 65/04/16 lOpp 30(>46021 30046030 

8504290397 Forwards Safefy lr;sp Repis 50 205/85-11 & 50-304/85-12 on 850211-15 
& 041 7 No noncompliarce noted Interim compenaatory measures provide means to 
place units in stable hot shutdown condition following hre.per 840406 com mitmenl 
SPESSARD,R L Region 3, Office of Director 65/04/22 REED.C Commonweafth 
Edison Co 2pp 30051 009-30051 024 

-8504290400 Insp Repis 50 295/85 11 & 50 304/05-12 on 650211-15 & 0417 No noo 
compliance or ddvialion noted Major areas inspected implementalion of interim com 
pensatory measures to assure safe shutdown of reactors, per H)CFR50,App R 
COPPOLA, T, THOMAS, H» UUE,J Region 3, Office of Director 85/04/22 14pp 
30051 011-30051 024 


P. Operating license stage documents correspondence 


6584300032 Advises of no adverse findings as result of review of proposed amend to 
License OPR 39 & DPB-4B re Tech Spec changes involving reactor protection sys in- 
slru mentation & log«5- , , rx 

PARKER.M C flllnois, State of- 86/04/24. DENTON, H R Office of Nuclear Reactor 
Regufalton. Oireclor. Ip 30059 014-30059 014 

8504300424 Forwards addJ Info re core exit thermocouple evaluation &. 
impremontatior) Evstuatlon of suitable ref junction box still in progress Replacement of 
existing electrical penelra lions necessary Schedule for thermocouple upgrade provid* 
ed 

LEBLOND.P.C. Commonweallh Edison Co 85/04/26 DENTON, H R Office of Nuclear 
Reactor Regulation, Director. 2pp 30065 359-30066 360 


O. Inspection reports, IE Bulletins A correspondence 


8504180327 Lists actions &/or documenlation necessary to close out IE Bulletin 81-01, 
“Surveillance of Mechanical Snubbers," for fisted facilities prior to finalizing closeout 
rent 

JORDAN.E L Division of Emergancy Preparedness & Engineering Response (Post 
830103) 85/02/11 STAROST^KI.R Region 1, Office of Director 4pp 29914 165 
29914*168 


850402032S Forwards Amends 87 & 77 to license a OPR 39 & DPR 48, respectively & 
safety evafualion Amends add spec for hydrogen monitors 8 eliminate spec for hydfo- 

a en purge fan sys 

ORRIS, J Operaling Reactors Branch 1 85/03/14 FARRAR.OL Commonwealth 
Edison Co Ppp 29565 323 29585 339 

-0504020326 Amends 87 8 77 to Licenses DPR'39 8 DPR-4a.#ospectivety, adding spec 
for hydrogen monitors & deleting spec for hydrogen purge fan sys 
VARGA.SA Operating Reactors Branch 1 85/03/14 lipp 29505 325-29586 335 

-8504020329 Safety evaluation supporting Amends 87 & 77 to Licenses DPR 39 & 
DPR -4 8. respectively 

* Office of Nuclear Reactor Regulation, Diraclor 85/03/14 4pp- 29586336 
29585339 

6S04040075 Notificafion of 8504 1 0 meeting w/ubi in Bethesda.MD to discuss safely as 
surance program & mod of 800229 confirmatory order for facilities 
NORRIS, J A Operating Reactors Branch 1 85/03/25 VARGA, S A Operaling Reac- 
tors B/anchl 2pp 29619 075-29619 076 

8504010183 Ack receipl of 850313 Rev 33 to QA Topical Rept CE-1-A Review will re* 
quire more than 60 days 

SPESSARD.R L Region 3, Office of Director 86/03/28 REEO.C, Commonweal Ih 
Edison Co 2pp 29569 069-29569 070 

8504050004 Discusses review of proposed Tech Spec amend re inoperable rod 
limitations No adverse findings determined 

PARKE R,-M C Illinois, Slate oL DepI of Nuclear Safe^ 85/03/29 DENTON, H Office 
of Nuclear Reactor Regufalron, Director. 1p 29666 042-29666 042 

8504090383 No ti lies lion of 850403 meeting w/util fn Bethasda.MO (o discuss technical 
requirements of source range monitor 

NORRISpJA Operating Reactors Branch 1. 85/03/20. VARGAS A, Operating Reac- 
tors Branch 1 2pp 29748 033-29748 034 


0S84O2O348 Forwards Insp Repis 50 295/65-10 & 50-304/85-11 on 850204 25 No non 
compliance noted 

SHAfER,WD. Region 3. Office of Director 05/03/12 flEED,C Commonwealth 
Edison Co. 2pp 29564.241-29504 267 

-0604020363 Insp Repis 60-295/85-10 & 60-304/05-11 on 850204.25.No noncompii- 
anco naled.Major areas inspectedlicensee action on previous Insp findings, Unit 2 un- 
usual evenie due 1o diesel generator failures A refueling cavity water seals 
WRIGHT, GC Region 3, Office of Director 85/03/12 25pp 29584 243-29584 267 

8503190059 IE Info Nolle© 85-022, "Limi torque Motor- Op orated Valves Rosulling From 
Incorrect Installation of Pinion Gear." Sve list end 

JORDAN,FL Division of Emergency Preparedness & Engineering Response (Post 
630103). 85/03/21. ConsoJidaled Edison Co of New York, Inc 108pp. 29597 001- 
29597 005 

8503210401 IE fnfo Notice 85-023, "fradequale Surveillance & Post-Maint & Post-Mod 
Sys Testing Sve list end 

JORDAN, tL Division of Emergency Preparedness & Enginoormg Response (Post 
830103) 85/03/22. Consolidated Edison Co of New York, Inc 1O0pp 29656 001- 
20656 107. 

0503220444 IE Info Notice 85 024, 'Taifuros of Protective Coalings fn Pipes & HXs " 
Sve list end. 

JOROAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/28. Consolidaled Edison Co of New York, Inc f08pp 29596.154- 
29596 303. 

0504110124 Responds to Region III request for add! info ra fire protection audit during 
wk of 65021 1 Info re auxiliary electric ©quipmeni & App R fire doors provided Upon 
receipt of insp rept, listed recommendations will be Implemented 
CASCARAN0,R N. Commonwealth Edison Co 86/03/28 DENTON.H R Office of Nu- 
clear Reactor Regulation, Director 4pp 29766.006 29766 009 


8504180205 Clarifies details In NRC safety evalualPon ro installation of shunt tifp 
attach mo nl .per 850325 response to Generic Ltr 63-28, Item 4 3, “Reactor Trip Rellabll- 


cJaSCARANO.R N Commonweallh Edison Co 85/03/29 DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director 2pp 29856 289 29658 270 


8503280037 IE Info Notice 85-025, "Conaideralion of Thermal Conditions in Design A 
InstalPalfon uf Supports for Diesel Generator Exhaust Silencers.'* Sve list end 
JOROAN.6 L Division of Emergency Preparedness 8 Engineering Response (Posl 
839103). 06/04/02 Consolidaled Edison Co. of New York, Inc 107pp, 29667 199- 
29687306 


8504110252 Requests remittance of fees for 830627*841113 .& 20 & 650104 applica- 
tions for relief from ASME Code requiremenlsjnsp Inlorvels & hydrostatic pressure 
tests 

DIQGS,RM License Fee Wanagemonl Branch 85/04/03 FARRAR, D.L, Common 
wealth Edison Co 2pp 29769 359-26769.360 

850416D479 Approves 650220 request M "Wostlr^house Setpoint Methodology for 
Prolecion Sys - Zion Station/* be withheld (ref 10CFR3 790] 

VARGA, S A Operating Reactors Branch 1. 85/04/05 FARRAR, DL. Commonweallh 
Edison Co 5pp 29636 286 26836 290 

8604240435 Summary of 850304 meeting w/utll S 0NWL ro review Of roflulatory re- 
quirements (NUREG OBBSJssue 3). per NRC 6501 17 Hr. 

3EVAN.RB Operating Reactors Branch 2 65/04/09 Operating Reactors Branch 2. 
4pp 29988 124 29966 127 

8504230109 Forwarda revised pages 1o Rev 34 to CE-1-A "QA Program for Ni/clea/ 
G eno rail ng Stations " Revs ref lee I reorganlzalron changes 

ALEXANDER, Gt Commonwaalth Edison Co 85/04/10 KEPPLER.JG Region 3, 
Office of Director £pp 29946,308 29949 03D 

-8504230207 Revised pages to Rev 34 to "OA Program for Nuclear Generating Sla- 
Hons." 

* Commonwealth Edison Co. 85/04/10 79pp 29948 313-29949 030, 

8604128206 Generic Ltr 85 06 to all PWfl licensees & ell applicants for OLs re QA guid- 
ance for ATWS equipment no! safety-related Sve Ifst end 

THOMPSON.HL Drvlsion of Licensing 85/Q4/16, Consolidated Edison Co of New 
York, fne 22pp 29947*288-29947.309 

8504120031 Generic Ltr 65 02 io all PWR licensees & ^plicants.hofdsrs of CPs & Fort 
SI Vrain re recommended actions stemming from NBC integrated progranri for resolu 
lion of unresolved safety Issues re steam generator lube fnlegrity.Svc list end. 
THOMPSON.HL Division of Licensing 85/04/17 Yankee Atomic Efedric Co la/pp. 
29953 071-29953 262 


8603280045 IE Into Notice 85 026, "Vacuum Relief Sys for BWR Mark I & II Conlaln- 
menla ” Sve list encL 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Posl 
830103). 65/04/02, Consolidaled Edison Co of New York, Inc 92pp 29667 107- 
26667 m 

8504000400 Forwards Insp Repis 50-205/85-08 & 50 304/05 09 on 850305 07 No con 
compliance noted Identified weaknesses require corrective action 
PAPER IEao,C,J. Redon 3, Office of Director 85/04/02 REED.C Commonweallh 
Edison Co. 3pp 29685.118-29686-144 

-8504080413 Insp Rept 50-295/85-08 & 60-304/05-09 on 850305-07 No noncompli 
ance or deviation noled.Maior areas Inspected, emergency preparedness 
exerdse.Exercise weaknesses Identified need written response 
PLOSKI.TJ , BROWN, G A . SMITH, M J. Region 3. Office of Director 05/04/02 24pp 
29685 -1 21 -29686-144 

8604080477 Forwards fnsp Repts 5D-295/85 05 & 50 304/85 05 on 850304 00 & 18- 
20 No noncompliance noted 

PAPERIELLO,CJ Regfon 3, Office of Director. 85/04/02. REED.C. Commonwealth 
Edison Co. 2pp. 29677.190-29877:209. 

-8504009484 Insp Repts 60-295/85 05 & 60-304/85 05 on 850304-08 No violation or 
deviation notea Major areas Inspected, radiation protection program during maint 
outage, fncluding organization, personnel.facllitles.equipmenl 8 programs 
LOVENDALE.PC. GILL.C , GHEQER.LR. Region 3. Office of Director 85/04/02 
12pp 20677:190 29677-209 

0504010039 IE Infa Notice 85-027, '•Notifications to NRC Operations Cir & Reporting 
Events fn LERs " Sve list end 

JOROAN,E.L. Division of Emergency Preparedness & Engineering Response (Posl 
830103). 86/04/03 Consolidated Edison Co. of New York, fnc. 90pp. 29690 255- 
29690482. 


6504290318 forwards results of add! ECCS ireanalysiB,incorporating Input methodology 
rev In interface between two computer codes used in Westinghouse ECCS evaluation 
model 

LEBLOND.P.C Commonwealth EdIsonCo, 86/84/19, DENTON.H R Office of Nuclear 
Reactor Regulation, Director 1[4pp. 30049 200-30049-273. 


8504110262 Requesls remniance of fees for 830827.641113 & 20 & 050104 applies 
lions (or relief fronn ASME Code requirements, insp Intervals & hydrostatic pressure 
teats 

D1GQS,RM License Fee Management Branch 85/04/03. FARRAR.DL Common- 
vraallh Edison Cp 2pp. 29769*359-20769-060. 
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8504230029 Forwards Mgl Meeting Repls 50 010/85 05,50-237/05 12, 50-249/85- 
11,50 254/85-08,50 265/85 09,50 295/85 14 50-304/85 14,50 373/85-10,50 374/85 
10 & 50 454/05-13 on 050307 No noncompNanco noted 

NORELIUS,CE Region 3, Office of Director 05/04/03 REED,C Commonwealth 
Edison Co 2pp 29066 0B3-29966 060 

-8504230040 Mgt Meeting Ropts 50 010/05 05,50-237/85-12,50 249/85 11. 50 264/ 
85 00,50 265/85 09,50 295/85-14,50-304/85-14. 50.373/85.10.50-374/05 10 & 50 
454/85 13 on 850307 No noncompliance noted 

LANDSMAN, n B Region 3, Office of Director 05/04/03 4pp 29966 065 29966 066 

8504050042 Supp) 1 to IE Info Notice 65 003, "Separation of Primary Reactor Coolant 
Pump Shaft & Impeller " Svc list end 

JORDAN, E L Division of Emergency Preparedness 8 Engineering Response (Post 
830103) 85/04/09 Consclidaled Edison Co of Now York. Inc lOIpp 29791 025 
29791 126 

8504050047 IE Info Notice 65 026, "Partial Loss of AC Power & Diesel Qenoralor Deg 
radation ’’ Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc 109pp 29790 278- 
29791 024 

8504160190 Responds to NRC 050207 Itr re violation noted in Insp Ropts 50*295/85 02 
& 60 304/85 02 on 850110.25.Corrective actions procedure to implement mservice 
tost program per ASME Code, Section XI under review & will be implemented by 
850531 

FARRAR, D L Commonwealih Edison Co 85/04/09 KEPPLER.J G Region 3, Office 
of Director 4pp 29614 135-29314 138 

8504090419 IE Info Notice B5 029, "Use of Unqualified Sources in Wei) Logging Appli- 
cations " Svc list end 

PARTLOW.J G Division of Inspection Programs (Post 050212) 85/04/12 Consolidal* 
ed Edison Co of New York, Inc e6pp 29832 001-29832 023 

8504290322 Responds to NRC 840912 Itr re vtofatfons noted in Insp Ropts 60-295/04* 
16 & 50-304/84-16 Corrective actions generic offsite dose calculation manual (ODCM) 
updated & specific ODCM update estimated for completion by 850701 
FARRAR.DL Commonwealth Edison Co 85/04/12 KEPPLER.J G Region 3, Office 
of Director 2pp 30050 351 30050 352. 

6504240558 Forwards Insp Rept 50-304/85 06 on 850114-18 End potontial enforce- 
ment/unrosolved items Identifying four deficiencies will be referred to Region III ofc 
for further action 

ZECH.GG Vendor Program Branch 85/04/15 REED.C Commonwealth Edison Co 
3pp 29987 148 29987,105 

-6604240565 Insp Ropl 50 304/85 06 on 8501 14-16 Four potential enforcement/unro 
solved items & five open items identified Major areas Inspected impfomentatlon of 
program per requirements of 1DCPRS0 49 

HUBDARD.GT Director's Office, Office of Inspection and EnforcomenI ZECH.GQ 
Vendor Program Branch 85/04/15 15pp 20967 151-29987 185 

6604170240 IE Info Notice 65 030, "MIcrobiologically Induced Corrosion Containment 
Svc Water Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/19 Consolidated Edison Co of New York, Inc 109pp 29966 250* 
29986 363 

8604190065 IE fnfo Notice 85 032, "Recent Engine Failures of Emergency Diesel Gen- 
erators " Svc list end 

JORDAN, E.L. Division of Emergency Preparedness & Enginoerlno Response (Post 
B30103i 85/04/22 Consolidated Edison Co of Now York, Inc 109pp 29988 239* 
29908 347 

6504190060 IE Info Notice 85 033, "Undersized Nozzlo-To Shell Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code " Svc list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/04/22 Consolidated Edison Co of New York, Inc foopp 29089 001- 
29009107 


B Periodic operating reports & related correspondence 

6504150664 Forwards Part 3 of annual operatinq rapt, consisting ol environ radiological 
8 motooro logical monitoring data 

GRAESSER.KL Commonwealih Edison Co B5/03/07 KEPPLER.J G Region 3, 
OlfiCGOf Director ip 29810 023-29810 150 

-8504 1506 6 9 “Zioni Station Rodwaste & Environ Monitoring Annual Rept, 1904 " 

• Teledyno Isotopes 84/12/31 125pp 29010 026-29610 150 

B504 180625 Monthly opnraling ropts for Mar 1965 W/G504O4 Hr 
AUSTIN.G . GRAESSER.K L Commonweailh Edison Co 85/03/31 12pp 29912 159* 
29912 170 


S, Reportable occurrences, LERs & related correspondence 

0504050298 LER 85 004-00 on 850J03,wiiilo performing saleguaids actuation 
testing, vatve failed to shut fully upon receipt of tost isolation signal Caused by rust de- 
posits on valve stem Ponoirating/lubricatlng oil applied to valve W/a50327 Hr 
0ERCZYNSKI.S, GRAESGER.K I Commonwealih Edison Co 65/03/27 3pp 
29667 310 29667 312 

8504100509 LER 85 006 00 on 850303, /alvo 2FCV-PR24B shut by romoto indication w/ 
0 operator action Caused by rupture of reinforced rubber diaphragm & ago of 
diaphragm Diaphragm replaro J W/650402 Ur 

HUTSEBAUT,J , GRAESSER K L Commonvroatth Edison Co 65/04/02 3pp 
29761 359*29761 361 

8504160288 LER 05 007 00 on 050226, diosel generalor 28 tripped while boing run for 
normal surveillance testing Cause not staled Defective gonorator repaired & 
tested W/050403 Itr 

GILMORE.J , GRAESSER.K L Commonwealth Edison Co 05/04/03 3pp 29B20 274- 
20820 276 
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F. Security, medical, emerfloncy & fire protection plans 

0504260310 Advises that 850312 Rav 6 to induslnnl security manual & Rev 5 to socun- 
ty force training & qualificalioiri mnnual consistent w/provisions of 10CFR50 54 (p) & 
acceptablo 

AXELSON.WL Region 3 Office of Director 85/04/03 HINTZ.DC Wisconsin Public 
Senrice Corp 3pp 30032,290 30032 300 

6504170569 Advises that omorgoncy appraisal weaknesses re tochnicat support ctrs A 
emergency operations & radioTogIcol anatysis facilities closed oul 
VARGA, S A Operating Reactors Branch 1 85/04/10 HINTZ.DC Wisconsin Public 
Service Corp Ip 29907 307-20907 307 

8504170080 Forwards commonla re regulatory oflcclivoness review ropl. per commU- 
monl In 850104 Itr Comments withhelcHref tOCFR73 21) 

HINTZ.DC Wisconsin Public Service Corp 86/04/11 VARGA, S A Op oral ing Reac- 
tors Branch 1 Ip 29827 224-29027 224 

8504180398 Rovisod radiological omergoncy response plan Implementing procedures 
including.indox.RQv G to EP-nET-2B. Gaseous Efiluent Sample & Analysis" & Rev D 
to EP.RET-3C, "Post- Accidsnl Operation of High " W/650412 Hr 
HINTZ.D C Wisconsin Public Service Corp 05/047 1 2 30pp 29815 096 20815134 

8504290029 Advlsos that 050225 Rev 5 to omorgoncy plan consistent w/provislons ol 
10CFR5O S4(q) & Qccoplabfo 

PAPERIELLO.CJ Region 3, Office of Director 85/04/23 HINT2,DC Wisconsin 
Public Service Corp Ip 30045 176 30O4&176 

66043(}03a(> Informs of status & future plans for SPDS safely assessment sys Installed 
In response to NUREG 0737, Hem I D 2 Sys will depart from generic sys by indicating 
statistical validity of paramelors In alarmed state 

HINTZ.DC Wisconsin Public Service Corp 85/04/P6 VARGA.SA Operating Reac- 
tors Branch 1, 2pp 30005 209-30065.200 


8504290397 Forwards Safety Insp Repls 50-295/05-11 & 60 304/65-12 on 050211-15 
& 0417 No noncompliance noted Interim compensatory measures provide moans to 
place units in stable hot shutdown condition following firo.por 840406 commitment 
SPESSARO.R L Region 3, Office of Diroclor 86/04/22 REED.C, Commonwealth 
Edison Co 2pp 30051 009*30051,024 

--8604290400 Insp Repls 50-205/05*1 1 & 50-304/85-12 on 85021 M6 & 0417 No non- 
compllanco or deviation noted Major areas inspected: Implementation of Interim com 
pensalory measures to assure safe shutdown of reactore.por 10CFR50,App R 
COPPOLA.T, RAMSEY, C, STANG.J Region 3, Office of Diroclor. 85/04/22 14pp 
30051-01 1-30061 024. 

8604290435 Forwards Insp Ropts 50*295/85-12 & 60-304/85-13 on S50226* 0401 & 
nolico of violation Moving heavy load over spent fuel pool considered slgnillcant 
event 

NORELIUS.CE Region 3. Office of Dlreclor. 86/04/23. REED.C Commonwealth 
Edison Co 2pp. 30050.325-30050 342. 


1. Financial Information 

8504030278 Forwards 1964 annual ropts for Wisconsin Public Svc Corp, Wisconsin 
Power & Light Co & Madison Gas & Electric Co, per 10CFR50 71 
HINTZ,D.C, Wisconsin Public Service Corp 65/03/22 DENTON.H R Office ol Nude 
ar Reactor Regulation, Director Ip 20501 206 20592 048 

-8504030285 "1984 Annual Rept " 

UNDERKOFLER,J Wisconsin Power & Light Co 84/12/31 4app 29591 267- 
29591:334 

-B50403Q292 "Annual Rept 1904." 

HELFRECHT.DJ Madison Gas & Electric Co 04/ 1 2/31. 40pp 29591 335-29592012 
-6504030295 'M984 Annual Rept." 

ZtEMER.P D. Wisconsin Public Seme© Corp 04/12/31 3Gpp 29592.013-29592 048. 


'8504260437 Notice of violation from Insp on 850226-0401 

NORELIUS.C E Region 3, Office of Director 85/04/23. 3pp 30060-327*30050 329 


-8604290439 Insp Repts 60-205/85-12 & 60 304/05-13 on 050226-0401 Noncompll- 
ancQ noted failure to meet license requlromer^ls & failure fo follow procedures to ac- 
count for difference In ref points for selling nozzle rings on valves. 

WRIGHT,G.C. Region 3. Office of Director 85/04/22 13pp 30050.330-30050.342. 


P. Operating license stage documents & correspondence 

8504150313 Forwards description of revs to operational QA program, in responso to 
NRC 840808 request for odd I info to ensure compliance w/^Paragraph (3HilJ of 
10CFR50, 54(a) 

HfNTZ.DC Wisconsin Public Service Corp 04/09/24 KEPPLER,J G Region 3, Offico 
of Director. 6pp. 29806 224-29806*229. 


8504220347 IE Info Notice 84-04, Rev 1, "Deficiencies in Ferro Resonant Transformers." 


JORDAN, EL Division of Emergency Preparedness & Engineering 
030103). 85/04/24 Consolidated Edison Co of New York, Inc 4 
30027.184 


Response (Post 
lapp 30027.067- 


8504020151 Forwards results of 050323 audit of errors reporletf irr Exxon Nuclear 
ECCS analysis Problem areas idGnliflod not delnmenta) to util proposed Tech Spec 
amend & exemption request 

HINTZ.DC, Wisconsin Public Service Corp 85/03/27 VARGA, S, A Operating Reac- 
tors Branch 1 lipp 29581,295-20501 305 
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8504010112 Requests e/emplion from 10CFR50 46 re proposed Amend 6-<1 1o Tech 
Specs Proprietorv Evtiriiaiion of Margin Beluceo App K Evaluation Model & Best Cal* 
culaliors ot Large Break LOCA (or Ko»vaunee Nuc-lear Unjl," end Rept withtteWFee 
paid 

GlESLEfl.CV./ Wisconsin Public So rviCG Corp 85/03/29 DENTON, HR OflicoofNii- 
c fear Reactor Flegulalton Drcclpr 13pp 29567 034-29567 046 

8504030051 Appfjcalion to amend License DPn-43.pfavidirtg Proposed Amend 66 to 
Tech Spec re specs & surveiltanco requifemonls for items concerning radioactive et- 
Ituenis & rad'ofogtcal ertviron monitoring program, per NUREG 0472 Fee paid 
GfESLER,CW Wisconsin Public Service Corp 65/03/29 DENTON.HR Office of Nu 
clear Reactor RcgulaCion, Director 25pp 29590 026 29590 132 

- 8504030060 Proposed Amend 66 to Tech Specs, adding Sections 7 & O re radiologdcal 
effluent Tech Specs & surveillance requiremtmls 
' Wisconsin Public Service Corp 05/03/29 82pp 29590 051 29590 132 

B504030105 Forwards response to NRC B41130 request for addi Info re reactor invenlo 
ry tracking sys & subcoolmg margin monilor Updated description ol tracking sys also 
end 

HINT2 0C Wisconsin Public Servree Corp 85/03/29 VARGA.SA Operating Reac 
tors Brancli 1 ?3pp 2950B 329-2958P 351 

0504000148 Discusses resolution of NRC SFR for environ qualification of electrreal 
equipment important to safety & assoc rated tjchmcal evaluation rept Utit -comnuttod lo 
qualifying certain, equipment though outside scope of 10CFFI50 49 
HINTZ,DC Wisconsin Pubic Service Corp 85/04/01 VARGA,SA Operating Raac* 
tors Branch! app 29679 260 29679 275 

6504099244 Forwards list of Eyvon Nuclear Co computer codes {MODELS) used in cur* 
rent ulil ECCS calculations lo further corroborate acceptability of Exxon audit Power 
reduciron to maintain compliance vv/hoight dependent Fq limit unwarranted 
HINTZ.DC Wisconsin Pubirc Service Corp 05/04/03 VARGAS A Operating Reac- 
tors Branch 1 21pp 29699 307 29699 327 

8504230050 Forwards irip rept & summary of 850312 & 13 meetings w/EQ&G in 
Be1lhesda,MD re pump & valve mbeivice testing program 

FAIRTJLE.MB Operating Reactors Branch 1 05/04/03 HtNT2.DC Wisconsin Public 
Service Corp 2Spp 29973 105-29973 133 

8504090186 Nclities that NRC can discontmuo revjcw ot 850329 request for exemption 
from lOCFRSO 46 re peak clad temps Facility will be operated w/rfiore limiting values 
specified either in current Tech Specs or proposed license Amend 64 
HINTZ.DC Wisconsin Puhfic Servjca Corp 85/04/04 VARGA, S A Operating Roac 
lo/s Branch 1 2pp 29700 354-29700 355 

85040902105 Discusses technical changes to 830300 justification to oxefude Gallon 
crane from consideration of cranes capable ol carrying heavy loads, per NLJREG-0612 
& Generic Lir 61-07 

HINTZ.DC Wisconsin Public Service Corp B5/04/04 Offreo of Nuclear Reactor Reg 
ufation, Director 2pp 29699 123-20699 124 

0504090303 Requests lhal effective dale of approval for 830824 & 840629 Amends 55 
& 55a to licensQ DPR 43 be 60 days from date of Bssuanco Delaying effective dale 
necessary for impfemeniation & trarnind 

HINTZ.DC Wisconsin Public Service Corp 85/04/04 VARGAS A Operating Reac- 
tors Branch 1 2pp 29699 165-29699 166 

858415039S Forwards Amend 61 to License DPR 43 & safely evafuairon Amend 
changes Tech Specs to permit testing ol mam steam sys Vir/plaint it> hot shutdown 
conditions 

FAIRTILE.M B Operating Heaclors Branch 1 85/84/04 HINTZ.DC Wisconsin Public 
Service Carp 2pp 2981 1 296 2981 1 306 

-*8504150401 Amend 61 lo License DPR 43, changing Tech Specs to permit losting of 
mam steam sys w/plant m hot shutdown conditions 

VARGAS A Operatmg Reactors Branch 1 85/04/04 6pp 29611,290-29011 303 

•*8504150405 Safety evaluation supporUng Amend 01 lo License DPR-43 

• Office of Nuclear Reaclcf Regulalion Director 85/04/04, 3pp 29811 304- 
29811 306 

6504170613 Forwenrds safety evaluation re iicensoe response to coding error In Exxon 
TOODEE2 cods for ECCS evalualion model Plant oporablo in conformance w/ 
10CFR60 46 acceptance cnleria as adequate safely margin exisis re peak fuel clad 
lamp limit 

THOMPSON, HL Dwision of Ucersing 85/04/05 HINTZ.DC Wisconsin Pubfic Serv- 
ice Corp 4pp 29909 030*29909 044 

-B504170B19 Safety evaluation supporting liconsoo response lo coding error in Exxon 
Code TOOIDEE2 for ECCS evaluation 

* Olhce of Nuclear Reactor Regulation, Director 65/04/05 3pp 28909.042* 
29909 044 

8604180313 Forwards three proprietary drawings missJng from XN NF-a4 za(P), ‘'Mo 
chanrea! Design Flepi SuppI for Kewaunee Hrgh Burnup Fuel Assemb!fos,‘' [ncludod In 
proposed Tech Spec Amend 64 Orawinos wilhhefd (rol 10CFR2 790) 

HINTZ.DC Wisconsin Public Service Corp 85/04/11 VARGA.SA Operalmg Roac 
tors Bra rich 1 Ip 29016 204-29016 264 

8504120206 Generic Llr 85 OS lo all PWR licensees & all applicanle for OLs re QA gulcJ- 
anco for ATWS equipment not safety related Sve list one) 

THOMPSON, H L Division of LiceriiSing 85/04/16. Consolidated Edison Co, of New 
York, Ire 22pp 29947 286-29947 309 

8504120031 Generic Llr 85 02 lo all PWR Jiconsoos a opplfcants,holders of CPs 4 Port 
St Vrain re recommended actions stemming from NRC Integrated program for rosolu 
lion of unresolved safely issues re steam generator tube Integrity Sve list end 
THOMPSON, H L Division of Licensing 85/04/17 Yankoe Alomic Electric Co, I27pp 
29953 071 29953 262 

0504230415 Forwards ‘'Dovoropmenl of Generic ECCS Evaluation Model Which In- 
cludes Effect of Upper Plenum ln{ect(on '' Schedule outlined rc plans to addrass NRC 
concerns in 050213 Itr concornlng upper plenum tniection/ECCS 
HINTZ.DC Wisconsin Public Service Corp 05/04/19 VARGA.SA Operating Reac- 
tors Srenchl 3pp 29950 279 29950 305 

• 0504230423 "Development of Generrc ECCS Evafuabon Model Which Includes Effect 
of Upper Plenum Injeclion “ 

Combustion Engine erpng, Inc 85/04/19 24pp 299S0 282-29950 306 


Q, Inspection reports. fE Bulletins & correspondence 

8504120182 Responefs lo FOIA request for Caseload Forecast Panei files in Ofc ol Re- 
source Mat Forwards listed documents Documents also available in PDR 
FELTON.JM Division of Rules and Records 84/06/06 KILLEFER.C Shaw. Pitlman, 
Polls & Trowbridge 2pp 30300 003-30303 129 

-0504120393 Provrdos daily staff notes for 010925 Notices of violation issued to utils 
for failure to notify NRC by 610701 of inability to complete impfemeniation of prompt 
pubfiC roll lica lion sys 

DIRCKS.Wd Office of the Executive Director for Operations 81/09/28 PALLADINO 
Commissioners Ip 30301 253-30301 263 

8504150044 Responds to NRC 850131 fir re violations noted in Insp Rept 50-305/84- 
23Cerfeclive actions Surveillance Procedures SP 35 147A & SP 35-1479 approved 
on 850121 lo replace SP 35 147, “Boric Acid Tank Level Inslrument Test " 

HINTZ.DC Wisconsin Public Service Corp 65/03/13 KEPPLER.JQ Region 3, Office 
of Di rector 9pp 29799 201 29799 209 

8503190659 IE Info Notice 85 022, ■'Limitorqua Motor Operaled Valvos Resulting From 
Fncorrecl Installation ol Pinion Gear '■ Sve lisl end 

JORDAN.EL Division of Emergency Preparedness & Enqineering Response (Post 
630103) 86/03/21 Consolidated Edison Co of Now York, Inc lO0pp 29597 001- 
29597 006 

0503210461 IE Info Noltco 85 023, "Inadequate Surveillance & Post-Maint & Post Mod 
Sys Testing " Sve list end 

JORDAN.fcL Division of Emergency Preparedness & Enginooring Response (Posl 
030103) 85/03/22 Consolidated Edison Co of Naw York, Inc 108pp 2965G0D1- 
20656 107 

8503220444 IE info No tree 85 024, "Tailuras of Proleclive Coalings in Pipes & HXs 
Sve list encf 

JORDAN.El Division of Emergency Preparedness & Engineermo Response (Post 
830103) 85/03/26 Consolidaled Edison Co of New York. Inc foapp 28596154 
29596 363 

8503280037 iE Info Notice 65 025, ‘'Consideration of Thermal Conditions In Design & 
fnstsNation of Supports for Diesel Gore rater Exhaust Silencers Sve list end 
JOHDAN.E L Division of Emorgoncy Preparedness & Engineering Response (Posl 
830103) 65/04/02 Consolfdaied Edison Co of New York. Inc l07pp 29867199 
29667 305 

8 5032600 45 iE fnfo Notice 65 026, "'Vacuum Relief Sys for BWR Mark I & II Contam 
monls " Sve list orcl 

J ORGAN, E L DiVJSiori of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc 92pp 29667 107- 
29667 198 

8504010039 IE Info Notice 85 027, "Notifications to NRC Oparalions Ctr & Reporting 
Events m LERs " Sve fiat end 

JORDAN, EL Diviston of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of New York, Inc dOpp 29690 255 
29090 362 

8504090067 Forwards Unsp Ropt 50 305/05 03 on 860305 08 & 12 & notice of violalion 
PAPERfELLO.CJ Region 3, Office of Director 85/04/04 HINTZ.DC Wisconsin 
Public Service Corp 2pp 29700 157 20700 169 

-8504090071 Nohco of Violation Irom Insp on 0S0305 08 & 12 
PAPERIELLO.C J. Region 3, Office of Director 85/04/04 Ip 29700 159 29700159 

-8604090077 Insp Hepi 50 305/85 03 on 850305-08 S 12 Violations noted personal 
overexposure in excess of 1OCFR20 101 limits & failure to conduct whole body count 
on worker w/faclal contamination in accordance w/ Procedure RC HP'104 
NICHOtSON.NA, GREGEH.LR Region 3, Office of Director 85/04/04 lOpp 
29700 160 29700 169 

8504050042 Supp1 1 to IE fnfo Notico 85 003, "Soparation of Primary Reactor Coolant 
Pump Shaft & Impeller Sve list one) 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09, Consolidated Edison Co of New York, Inc foipp 20791 025- 
29791 126 

8504060047 IE Info Notice 85 028, "Partial Loss of AC Power & Diesel Generator Deg- 
radation " Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/04/09 ConsoHdaled Edison Co of New York, Inc 109pp 29790 270- 
2G791 024 

8504180320 Forwards Insp Rapt 50-305/85-02 on 850220 22,0312-13 & 0401-02 No 
noncompfiance noted 

HARRISON, JJ Region 3. Office of Director 85/04/11. HINTZ.DC Wisconsin Public 
Service Corp 2pp 29814 053 29014 060. 

-8504160326 Insp Rept 60 305/85-02 on 050220 22.0312-13 & 0401-02 No noncompli- 
ance or deviation noted Major areas inspected inservice Insp procedures & work ac- 
livilfes A NOB personnel certifications 

JONES, D, DANIELSON, DH Region 3, Office of Director 85/04/11 6pp 29814 055- 
20814 060 

8604090419 IE fnfo Notice 85-020, "'Use of Unqualified Sources in Well Logging Appli- 
cations" Sve list end 

PARTLOWJG Division of Inspection Programs (Posl 850212) 85/04/12 Consolidat- 
ed Edison Co. of New York, Inc. e6pp 29832 001-29832.023 

8604170240 tE fnfo Notice 85-030, ‘ "Microbiol ogically Induced Corrosion Containment 
Sve Water Sys '" Sve fist end 

JORDAN.E L Division of Emergency Preparedness & Engineennn Response (Post 
B30103), 65/04/19, ConsoIidoletT Edison Co of Now York, Inc f09pp, 29966 256 
29966 363 
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0504190055 IE Info Notice 05 032, “Recent Engme Failures of Emergency DiqsqI Gen 
erators " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/22 Consolidated Edison Co of New York, tnc lOOpp 2998Q 239 
29908 347 

8504190000 IE Info Notice 85 033, ' Undersized Nozzle To-Sholl Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code “ Svc list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103} 85/04/22 Consolidated Edison Co of New York, fnc fOGpp 29989 001' 
29989 107 

850422034? IE Info Notice 04 84, Rev 1 “Oeficioncips in Ferro Resonant Transformers “ 
Svc list end 

JORDAN, E L Division of Emergency Prepdrodness & Engineering Response (Post 
030103) 05/04/24 Consolidalod Edison Co of New York, Inc llOpp 30027 067- 
30027 104 


R Porfodfe operating reports & related correspondence 

6504010208 Advises that facility semiannual olfluent release rept for Jul Doc 1964 will 
be submilled by 8504 1 5 Extension necessary to allow corrections in ropl content & 
improvements in format 

HINTZ,D C Wisconsin Public Service Corp 85/02/21 KEPPLER.J G Region 3. Office 
gf Director Ip 29574 113 29574 113 

B504230072 Monthly operating rept for Mar 1985 W/050409 ftr 
RUITER,G H , HtNTZ^DC Wisconsin Public Service Corp 85/03/31 5pp 29965 358 
299G5 3D2 


S Reportable occurrences, LCRe & rotated corroapondenco 

6504080005 LER 05 007 00 on 850225.w/rod pressunzer channel tripped & whilo chan 
nol callbksafely injection signal occurred Caused by technician roquosting wrong 
channel be tripped Survolllance proreduro revised W/850327 Hr 
HEUVEL.lv, HINTZ.DC Wisconsin Public Service Corp 05/03/27 3pp 29607 307 
29G87 309 

6504080114 LER 85-000 00 on 850225, alarm 47001 '34 for condenser lovv vacuum tur- 
bine irip.cfeared & atarrnod again & both diesel generators started Caused by maint to 
lurblno trip mechanism Start signal will bo removed W/050327 Ur 
HEUVEL.V, HINTZ.DC Wisconsin Public Service Corp 85/03/27 3pp 29687 322 
pgeO? 324 

6504200293 LER 84-010 01 on 040920, Investigation of fan corl units w/loss than design 
o!r (low revealed svc waler side of cooling coils parlrally plugged w/sill Caused by 
equipment deflcionciBs Fan coil units cleaned W/05041 7 Ur 

THORGERSEN.J , HINTZ.DC Wisconsin Public Service Corp D5/04/17 4pp 
300S4 345 30054 340 


V, Operator Examinations 

8504230395 Forwards tentative schedule for operator license applications through 
1908 Exam dales & number of anpllcalions both tentative Operator licensing oxam 
schedule based on description in Qoneric Ltr 05-04 

HINTZ.DC Wisconsin Public Sorvico Corp 05/04/16 8ECKHAM.D NRO • No Do 
jailed Affiliation Given 3pp 29950 311-20950 313 


0504300277 Submits addi info re Gunoric LIf 02 33 re SPDS.per J Miller 850214 Ur Hot 
leg temp displayed in primary reactor coolant temp trend display Steam line radiation 
variables will bo added to top levGi primary heatup/ cooldown display 
MUSOLF.D Northern States Power Co 85/04/17 Office of Nuclear Reactor Regula 
lion Director 3pp 30050 139 30058 141 

0604300387 Rev 15 to coiporale rucloar emergency plan implementing 
procedures.including Rev 10 to EPIP 1 1 5, "Startup & Operation of Emergency Oper 
ations Facility '* W/G50423 Ur 

FEY,F L Northern Stales Power Co 85/04/23 3Gpp 30062 214-30062 249 


Q Adjudicatory corrospondenco 


8504090239 Requests lomporary oxomption bom requirements of 10CFR50 46(b)(1) & 
App K, Section I A, allowing util limo to verity that Tech Spec K(z) curve, Figure TS 3 10 
5 conforms to requiremonia 

MUSOLF.D Notihorn Slates Power Co #285 438 B5/04/C2 Office of Nuclear Roac 
tor Regulation, Director 4pp 29699 328-29699 331 


I Firranclal information 


65040B0162 "Financial & SlaKstical Info.SuppI to 1984 Annual Ropl “ W/850403 Ur 
GIMBOLINI.R Norlhern Slates Power Co 84/12/31 23pp 29675 332 29675 354 


J. Insurance & Indemnity Information 


8504100317 Forwards Endorsomenl 76 lo NELfA Policy NF-174 & Endorsomenl 64 lo 
NELIA Policy NF 107 

JOHNSON.RG Norlhorn Stales Power Co 85/04/03 DINITZ.I Division of Enoineer- 
ing 3pp 29729 098 29729 1 00 


P. OporaUng llconso stage documenia & correspondence 


8504040049 Forwards safely evalualion re environ qualification of efcclnc equipmanl im- 
portanl lo safely, Proposed resolution of environ qualifrcalion deficiencies Identified for 
facilillea Bcceplablo,por 10CFR50 requiremonls 

DENTON, H R Office of Nuclear Reactor Regulalion, Direclor 85/03/25 
MUSOLF.DM Northern Slaf 09 Power Co 6pp 29610 164-29619 176 

"8504040062 Safoly ovalualron supporlmg environ qualilication of elociric oqulpmenl 
important lo safety 

• Office of Nuclear Reactor Renulatlon, Director 85/03/25 Bpp 29619 169- 
29619 170 

8504050179 Submits add! info re Exxon Nuclear Kfz) curve verificallon Methodology 
overly consorvqlivo in upper regions of core Schodulo (or rsjuslilicalion of curve by 
Exxon Nuclear or Westinghouso will bo provided by 850501 GF Owsfoy Ur end 
MUSOLF.D Norttiorn Slates Power Co 65/03/20 Office of Nuclear Hoaclor Roeula- 
lion. Director 6pp. 29660 174 -26666 170 

6604190107 Withdraws 850402 exomptlon request ro 10CFR50 46 & Implamentatior) of 
voluntary peaking ponafly.per 850403 dibciission Penalizing Exxon fuof by 0 5 will con- 
sorvalivofy resolvo NRC concerns 

MUSOLF.D Norlhorn States Power Co 05/04/04 Office of Nuclaar Roaclor Regula- 
tion, Oiroctor. 2pp. 2D6B6 350 29880351 


docket 50-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


F. Socurlly, medical, emergency & fire protectlori plans 

8604300241 Advisos that G Bothko & D Schultz (Comex Corp) participation in 850318 & 
22 emergency preparodnosa workshops conaiitulos conlilci of Intorosi 
GONYEAU.JA Norlhern Stoles Power Co 85/03/06 PAPEniELLO,C J Region 3, 
Office of Diroclor 2pp 30057 140 30057 141 

8604030391 Responds to 841129 & 850131 requests for oxtonsion for complolfon dale 
for Item 2 b of Commission 840614 order re detailed control room design 
review Extension granted lo 860101 Revised commilmenls one) 

THOMPSON.H.L Division of Licensing 85/03/11 MUSOLF,DM Norlhorn Slates 
Power Co 4pp 29606 351-29606 354 

B 5040202 11 Revised emergency response plan Implomontmg procedures, including Rev 
32 10 F3 re table of conlonls.Rov 5 to F3-3 ro responsibilities during nolificalion of 
unusual event & Rov 3 lo F3 12 re emergency exposure control W/D50326 fir 
FEY.F L Norlhorn Slates Power Co 85/03/26 56pp 29583 164-29503 219 

8604020246 Ack receipt of Objectives, guidelmos & scenario oultino for 050514 plant 
emergency exercise Plant porsonnol assembly, accountabiDly & evacuation not 
included Info will be included in 1986 omorgency exerdse.por 850313 lofcon 
PAPERIELLO.C J Region 3. Office of Director 05/03/26 lARSON.C.E Norlhorn 
Slates Power Co Ip 29583.066-29563 066 

6504080202 Temporary Change 85 43 to Rev 6 lo Emergency Plan Implementing Pro- 
cedure F3 13, "Offsite Dose Calculalion " W/860328 Hr 

STENROOS.R A.. FEY.F.L Northern Stales Power Co 85/03/20 6pp, 29679 240- 
29679.245 


0504120205 Forwards applicalion for amend lo Licenses DPR 42 & DPR 60, incorporat- 
ing oporabllily & lesling requfromenls associated w/shunl trip allachmonl mod re- 
quired by Generic Ltr 03 26 Foo paid 

MUSOLF.D Norlhorn Slates Power Co. 85/04/05 OUlco of Nuclear Reader Regula- 
tion, Diroclor 2pp, 29788<353-29709,001 

- 8504120235 AppNcalion for amend lo Licomsos DPR-42 & DPR-60, Incorporating oper- 
ability & testing roquiromonls associated w/shunl trip allachmenl mod required by Ge- 
neric Ltr 03 28. 

MUSOLF.D Norlhorn Sides Power Co. 85/04/05 3pp 29700 355*20708,357. 

-8604120302 Proposed Tech Specs incorporalino oporabllily & lesling requirements as- 
sociated w/shunl trip attachment nnod required by Goneric Llr 83-28 
* Northern Slates Power Co. 85/04/05. 10pp. 29708 350-20769 005 

8504120209 Generic Ltr 06 06 to al) PWR licensees & all appllcanls for OLs re QA guid- 
ance for ATWS equipment not safely related Svc list encl 

THOMPSON, HU Division of Ltconsing, 85/04/16 ConsolWaled Edison Co of New 
York, Inc 22pp 29947 288-29047.309 

0504220318 Summary of 850307 meeting w/ulil & Weslinghouse ro roplacomenl of ro 
actor upper internals Agenda & list of attondees one! 

DJIANNI.DC. Operating Reactors Branch 3 85/04/16 Oporating Reaclora Branch 3. 
6pp, 2994 3 364-29943 359 

8504120831 Gonedc Ltr 05-02 to all PWR licensees & ^plicants.holdere of CPs & Fort 
St Vrain ro recommended actions stemming from NRC Inlegraled program for resolu- 
tion of unresolved safety Issues ro steam generator tube inlegnly Svc list end 
THOMPSON, HL Division of Lfcenslng 85/84/17 Yankee Atomic Efeclric Co. 12 7pp 
29953 071-29963 262 


8594160476 Responds to 650408 request for updated ltr of agreement per emerganev 
plan.NRC response to plant emergency described in Rov 1 lo NUREQ 0728, 'NRC 
fneidont Response Plan *’ 

HIND.sfA Region 3. Office of Director 85/04/12. LARSON,C.E Northern States 
Power Co Ip 29818 046-20810 047 


"8504 160401 Requests updated llr of agreemont in support of emergency prepared- 
ness program by 660501. Existing Hr of agreement end for review. W/o enef 
LADD.M J Norlhern States Power Co 85/04/08 HINO.J A, Region 3, Office of Direc- 
tor ip 29010 047-29810 047 


8604290172 Fonvards "Upper Plenum Injocllon LOCA Model Dovolopmenl" & affidavit 
for wMhhofding Rept wilhheld (ref 10CFR2 790) 

MUSOLF.D. Norlhern Stales Power Co 65/04/19 Office of Nuclear Reactor Regula 
tion, Director 8pp. 30046 3 1 4-30046 3 22. 

6504290216 Forwards nonproprietary "Upper Plenum Injection LOCA Program Plan 
Using SECY-83 472 Methodology." Prcpneiary Info dololed Proprielary version will be 
submIlted. 

MUSOLF,0 Northern Slolos Power Co. 85/04/18. Office of Nuefear Reactor Regula 
lion, Direclor Ip. 30046 031 30046 077 
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♦8504290225 Sanitized vorsaon o( "'Upper Plenum Injection LOCA Program Plan Using 
SECY 53 A12 Mothodology " 

*■ Norlhern States Povs»{3r Co ' Wisconsin Electric Power Co * Wostinghouso Electric 
Corp 85/03/31 46pp 30046 03 2-3004& 077 

8504230209 Forwards '^Safoty Evaluation tor Rod Cluster Control Guido Thimble Plug 
Removal Completron of review prior to Aug 1985 will allow itmo to purchase new\ 
thimblo plugs if removal unacceptable 

MUSOLhO Northern Slates Power Co 65/04/22 Office of Nuclear Reactor Regula 
lion, Director Ip 30045 184*30045 1 64 

• 8504290215 ''Safety Evaluation for Rod Cluster Control Guide Thimbre Plug Removal " 
KAPITZ.J Northern States Power Co NSPNADB412 85/04/30 34pp 30045 185 
30046 218 


Q. Inspection reports, IE Bulletins & correspondence 

850404043S Forwards Insp Repts 50 282/85 05 & 50-306/85 05 on 850122-25,0205 07 
& 0307*08 No nancompiiance noted 

HARRISON, J J Region 3, Office of Director 85/03/19 LARSON.C E Nodhern Slates 
Power Co 2pp 2966B 275 2366B 205 

-8504040437 Insp Repts 50 282/85 05 A 50 306/05 05 on 850122 25,0205 07 & 0307- 
08 No noncompliance or deviatron noted Major areas Inspected insorvice insp 
procedures.work activitles.NDE, personnel certification & data <& safety Injoctfon mod 
JONES,DE, DANIELSON, OH Region 3. Office of Director 85/03/19 9pp 
2966B 277-29808 205 

9503190859 tE Info Nolle e 85 022, “Limilorquo Motor-Operated Valves Resullingi From 
Incorrect Installation of Pinion Gear ’’ Sve fist end 

JORDAN,E L Dwision of Emergency Preparedness ■& Engineering Response (Post 
030103) 85/03/21 Consolidated Edison Co of New Yom, Inc lO0pp 29597 001- 
29597 005 

8S03210461 IE Info Nolioe 85 023. “Inadequate Surveillance & Post Marni & Post Mod 
Sys Testiry " Sve list end 

JORDAN, EL Division of Emergency Preparedness A. Engineering Response (Posi 
630 1 03) BS/03/22 Consolidated Edison Co of New York. Inc 108pp. 20656 001- 
29656 107 

9593220444 IE Info Notice 05 024, "Failures of Protoclive Coatings in Pipes &. HXs" 
Sve list ertcl 

JORDAN.E L Division of Emergency Preparedness & Engmoering Response (Post 
030103) 85/03/26 Consolidated Edison Co of New Yom, Inc fOBpp 29596154- 
29596363 

9503290037 IE Info Notice 85 025, "Consideration of Thermal Condetrons in Design & 
Inslalfalron of Supports for Dtesel Generator Exhaust Silencers '*Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/02 Consolidated Edison Co of New York, Inc 107pp 29667 199- 
29067 305 

8SO320OO45 IE Info Notice 05 026, "Vacuum Relief Sys for BWR Mark I 8 II Contain- 
ments " Sve list end 

JORDAN.E L Divisaon of Enlarge ncy Preparedness & Engineering Response (Posl 
830103) 85/04/02 Consolidated Edison Co of New York, fnc 92pp 29667 107- 
29667 1 95 

6S04D10039 IE Info Notice 05 027, "Notifications to NRG Operations Ctr & Reporting 
Events m LERs *' Sve IhSt end 

JORDAN.E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of New York, Inc 98pp 29690 255- 
29690 362 

9504050042 SuppI 1 to IE Info Nolice 05 003, “Separation of Primary Reactor Coolant 
Pump Shaft & Impeller” Sve list end 

JORDAN.E L Division ol Emergency Preparedness & Enmnooring Response (Post 
830103) 85/04/09 Consolidated EdJscn Co of New York, Inc foipp, 29791 025 
29791126 

9504050047 IE Info Notice 05 02 B, "Partial Loss ol AC Power & Dlosel Generator Deg 
rad a lion " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Responso (Posl 
630103) 05/04/09 Consolidated Edison Co of New York, Inc 109pp 29790 270 
29791 024 

9504090419 IE Info Notice 85 {129, "Use of Unqualified Sources In Well Logging Appll* 
catlonB " Sve list end 

PARTLOWJG Division oMaspectlon Programs (Post 850212) 85/04/12 Consofidal 
ed Edison Co of Now York, Inc 66pp 29832001-29832 023, 

8594239191 Forwards Special Safety Insp Repis 50 263/ 05- 13,50*202/65 04 & 60-306/ 
86 04 on 850225 20.0311-15 & 26-29 No noncompllanco noted Surveillanco functional 
erea during SALP 5 declined to Category 2 due to personnel errors 
SPESSARD.Rl Roglori 3. Office of Director 85/04/17 LARSON.C E Morlhom 
States PoworCo 2pp 29949 111*29940 121, 

-'8504230237 Special Safety Insp Rents 50*263/05 13,60*202/8 5 04 & 50*306/05 04 
on 050225-28,0311-16 & 26 29 No viofalions Itfonlifiecl Major areas 

Inspected surveillanco testing 8 calibr activities & corporate QA audit program 
SmEEN{ 3E.RJ. HAWKINS.FC Region 3, Office of Duector 85/04/17 9pp 
29949 113*29949,121 

6504170240 IE Info Nolice 65-030, "Microblofogically Induced Corrosion Conlainmenl 
Sve Water Sys " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/19 Consolidated Edison Co, of New York, Inc. 109pp 29966 258- 
29066 363 

8S04 190055 IE Info Notice 85 032, ''Recent Engine Failures of Emorgency DioseJ Gen- 
erators “ Sve list end 

JORDAN.E L Division o1 Emergency Preparedness & Engineering Response (Posi 
830103) 85/04/22 Conselpdaled Edison Co of New York, fnc f09pp 29988 239 
29908 347 


8504190060 IE Info Notice 85 033, "Undersized Nozzle-To Shell Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Coda '* Sve lust 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Responso (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc lOBpp 29909 001- 
29989107 


8504220347 IE Info Notice 64 64, Rev 1, " Deficiencies in Ferro Resonant Transformers " 
Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/24 Consolidated Edison Co of New York. Inc tIOpp 30027 067* 
30027 184 


n Periodic operolfng reports & related correspondence 


0504220216 Monthly operating repts for Fob 1 985 W/B503D6 Itr 
OUGSTAD.D, MUSOLF.O Northern Slates Power Co 85/02/20 9pp 29939 314* 
29939 322 


S Reportable occurrences, LERs & related correspondence 


8S04010244 LER 85 001 00, on 850220,whi[o recirculating caustic standpipe .valve left 
opon.GBusing loss of level to below Tech Spec limit Valve closed & level restored W/ 
Q50322 Ur 

HUNSTAO.A A , MUSOLF.O Northern States Power Co 85/03/22 3pp 29574 068 
29574 070 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F, Secuflly, medical, emergency & fire protection plane 


0504030498 Grants 650129 request for mod of 840614 ofder,oxtending lime to Impio 
ment post-TMI-relaled Homs set forth in NUREG 0737.Suppl 1 duo lo delays re prepa 
ration of safety analysis for SPDS 

THOMPSON.H L OWisJon of Licensing 85/03/06 RANDAZZA.J B Maine Yankee 
Atomic Power Co Spp 29625 358*206^5 362 

8504030347 Suppis safety evaluation supporting Amend 79 to License DPR-30 Second 
change stated in util 640610 request ro role of fire protection (supervisor) not 
evaluated Fire protection reporting direclly lo plant manager acceptable 
MILLER, JR Operating Reactors Branch 3 85/03/19 RANDAZZ^.JD Maine Yankee 
Atomic Power Co 3pp 29606 147*29606 149 

0504060091 Ack recolpJ of 050215 amended response to violations noted in Insp Repts 
50 309/84 05 & 50 309/85 03 

MARTIN, TT Region 1, Office of Director 85/03/22 RANDAZZA.J B Maine Yankee 
Atomic Power Co 2pp 29687 345-29GB7 340 

-8604000096 Amends 840622 response to NRC 840523 Ur re violations noted In Insp 
Rept 50 309/04-05 Corrective actions informational copy of 2 50 0*1 re emergency 
conditions classifications issued to slate & local officials within planning zone 
WHITTIER, GD Maine Yankee Atomic Power Co 85/02/15 MURLEY.TE Region 1, 
Office of Director 2pp 29607 347*29687 340 

0504000249 Forwards Insp Rept 50 309/85 01 on 850126 0301 No violation noted 
WENZINGER.EC Region 1, Office of Director 05/04/02 Maine Yankee Atomic 
PoworCo 2pp 20682 032-29602 044 

—8504080255 Insp Ropi 60 309/85*01 on 850126-0301 No violation or deviation 
noted Major areas inspected control room, accessible parts of plant structures .plant 
operations, radiation protection & physical security 

HOLDEN.C, ELSASSER.TC Region 1. Office of Director 85/03/26 11pp 
29662 034-29682 044 


0504170021 Emergency plan implementing proceduros.Serles 2 50,lncludlng revised 
Index, Rov 3 lo 2 50 6 re training, Rev 5 to 2 50 9 re security force radiation training 8 
Rev 5 lo 2 50 14 re radiation exposure control 

* Maine Yankee Atomic Power uo, 85/04/00 39pp 29827 105 20827 223, 

0504190370 Revised emergency plan implementing procedures, including 2 50 series 
indGX,Rev 2 to 2 50 8 re modteal emergency plan, Rev 4 to 2 50 16 ro protective 
action recommendations & Rev 5 to 2 50 19 re technical support ctr 

* Maine Yankee Atomic Power Go 85/04/11 36pp 29919 106-29919 141 

8S04260167 Change 7 to emergency plan 

* Maine Yankee Atomic Power Co 05/04/12 36pp 30025*1 77*30025, 21 1. 

0504300556 Fonivards request for add! Info re 840116 application lo amend License 
DPR-36,changing Tech Specs to Implement 10CFR50,App R Info re fuel storage & 
transfer sys for alternate safe shutdown sys requested within 60 days 
MILLER. J R, Operating Reactors Branch 3 05/04/15 RANDAZZA.J 8. Maine Yankee 
Atomic Power Co Spp 30072 048*30072 050 

8504260259 Revised entergency plan implementing procedures, including emergency 
plan implementmg index & Rev 7 lo 2 50 10 re evaluation of radiological data 

* Maine Yankee Atomic Power Go 65/04/22 53pp 30023 001-30023 053, 


i. Financial Information 


8504230405 Fonvards conformed 1964 annual financial rept (Form 10-K) Original rept 
on file w/Securiiles & Exchange Commission, 

WHITTIER.GD Maine Yankee Atomic Power Co 85/04/12 MILLER.J R, Operating 
Reactors Branch 3 60pp 29951 154-29951,213 



DOCKETED ITEMS 99 


P. Operating license stage documents & correspondence 

8504030347 Suppis safety evaluation supporting Amend 79 to License DPR'36 Second 
change stated in ulil 040619 reouest re role of fire protection (supervisor) not 
evaluated Fire protecHon reporting directly to plant managor acceptable 
MILLER.JR Operating Reactors Branch 3 85/03/19 RANDAZZA.J B Maine Yankee 
Atomic Power Co 3pp 29606 147*29608 149 

8504020185 Forwards figures inadvertonily omitted from 850308 Responses 3 & fl to 
quesliona re inadequate core cooling instrumentation sys & primary inventory trend 
sys 

WHITTIER.G D Maine Yankee Atomic Power Co 05/03/25 MILLER.JR Operating 
Reactors Branch 3 6pp 29580 301 29580 305 

8504100130 Advises that core damage assessment procedure will bo submitted by 
850430 AddI lime necessary to complete technical review & resolve comments 
WHITTIER.G D Maine Yankee Atomic Power Co 05/04/01 MILLER.JR Operating 
Reactors Branch 3 Ip 29729 250*29729 250 

8504170309 Advises that proposed changes to Tech Specs re post accident sampling 
procedures will be submitted upon receipt of NRC decision on issue 
WHITTIER.G D Maine Yankee Atomic Power Co 05/04/12 MILLER.JR Operating 
Roaclors Branch 2 Ip 29827 351*29827 351 

8504120206 Generic Lir 85 06 to all PWR licensees & all applicants for OLs re QA guid* 
ance for ATWS equipment not safety related Sve list end 

THOMPSON, HL Division of Licensing 05/04/16 Consolidated Edison Co of New 
York, fnc 22pp 29947 288-29947 309 

8504120031 Generic Ltr 85 02 to all PWR licensees & opphcants.holdors of CPs & Fort 
St Vrain re recommended actions stemming from NRC integrated program for rasolu* 
tion of unresolved safety Issues re steam generator tube iniegrily Sve fist end 
THOMPSON, HL Division of Licensing 06^/04/17 Yankee Atomic Efectrrc Co 127pp 
29963 071*29953 262 

8504220228 Advises that aS'built dimensions of replacement fuel racks presently being 
mfg not in complete agreemeni w/dimonsions assumed m safely analysis Phase If 
racks being evaluated. 

WHITTIER, GO Maine Yankee Atomic Power Co 85/04/17 MILLERJ R Operating 
Reactors Branch 3 2pp 20930,222*29030 223 

8504230376 Forwards “Geologfcal & Geophysical Studles.MffamIclil Eplcenlral 
Afoa,19B4 Field Season” Rept provides latest info re 1902 New Brunswick aarth* 
quake 

WHITTIER, G.D Maine Yankee Atomic Power Co 05/04/17 MILLER.JR Operating 
Reaclors Branch 3 2pp 29953 263 299S3'330 

•*8504230383 "Geological & Geophysical Studies.MIramichi Epicentral Area, 1984 Field 
Season " W/throe oversize maps Aperture cards available In PDR 

* Weston Geophysical Corp 05/03/31 57pp 29953 265-29953 330 

8504300566 Forwards request for addi info re Itcenseo responses to Generic Ltr 83* 
28, Info re Items 2 1 & 22 2 requested within 60 days & Info re Items 4 52 & 4 53 
requested wilhin 90 days 

MILLER, J.R Operating Reactors Branch 3 85/04/19 RANDAZZA.J B. Maine Yankee 
Atomic Power Co 2pp 30072 031*30072 032 

8504300221 Notification of 850508 meeting w/ulil in BetheSda.MD to discuss offsite 
power supplies 

HEITNER.k L Operatiny Reactors Branch 3 05/04/22 MILLER.J.R. Operating Reac- 
tors Branch 3 2pp 30072 166 30072 187 

6504300281 Application for amend to License DPR-36, changing Tech Specs to permit 
realignment of certain containment isolation valves in post-accident sampling sys Fee 
paid. 

hANOAZZA.J.B. Maine Yankee Atomic Power Co 85/04/23 Record Services Branch 
(Document Control Desk) 2pp 30050 072-30058 074 

-8504300305 Proposed Tech Specs permitting realignment of certain containment Iso- 
lation valves in post-accident sampling sys 

* Maine Yankee Atomic Power Co 85/04/23 ip 30058 074*30058 074 


-8504100531 Notice of viulation from map on 850212-15 

■ Region 1. Office of Director 85/03/26 2pp 29762 040 29762 041 

-8504100536 Insp Ropt 50 309/85-04 on 850212 15 Violations noted failure to conduct 
QC program & faiJure to review & approve vendor procedure 

CLEMONS. P , SNA NBAKY.M Region 1 , Office of Director 85/03/22 7pp 29762 042 
29762 048 

8503260037 IE Info Notice 85 025, "Consideration of Thermal Conditions in Design & 
Installation of Supports for Diesel Gonerator Bxhausl Silencers ' Sve list orcl 
JOROAN.E L Division of Emergoncy Preparedness & Enomeering Response (Post 
030103) 85/04/02 Consolidalod Edison Co of New York. Inc r07cp 29667 199 
29667 305 

8503200045 IE Info Notice 85 026, "Vacuum Relief Sys for DWR Mark I & II Contain 
menis " SvC list onci 

JORDAN.E L Division of Emergency Preporednoss & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co ol New York, inr 92pp 296G7 107 
29667 198 


0504080249 Forwards Insp Rapt 50 309/05 01 on 050126 0301 No violation noted 
WENZINGEF.EC Region 1, Office of Director 05/04/02 Maine Yankeo Atomic 
Power Co 2pp 2D6D2 032 29682 044 

-85040B025S Insp Ropi 60 309/85 01 on- 650126 0301 No vJolalron or deviation 
noted Major areas Jnspeclod control room, accessible parts of plant structures, plant 
operations^ radiation protection & nhyaical security 

HOLDEN, C. ELSASSER.TC Region 1. OJfice of Director 05/03/28 11pp 
29882,034-29602 044 

B604010039 IE fnfo Notice 05 027, "Nolificalions to NRC Operations Clr & Reporting 
Events In LERs " Sve list end 

JORDAN.E, L Division of Emorgoncy Preparedness & Engineering Response (Post 
830103) 85/04/03> Consolidated Edison Co of Now York, Inc 98pf) 2GQ90 255 
29690 362 

8504190468 Bosponds to NRC 850312 Hr re violations noted in Insp Rept 50 309/84- 
26.Correctivo nctlons’appropnate drawings & associated mall availablo during packing 
& shipping of byproduct mall Reduclion of violation seventy requested 
WHITTIER.G D. Mama Yankee Atomic Power Co 05/04/05 MURLEY.TE Region 1, 
Offico of DiJGCtor 4pp 29067 358-29887 360 

8604050042 SuppI 1 lo IE Info Nolico 85 003, "Soparalion ol Primary Reactor CooJanl 
Pump Shaft A Impeller " Sve iisl end 

JORDAN.E U Division of Emorgoncy Preparedness & Engineering Response (Posi 
830103 ) 05/04/09 Consolidated Edison Co of New York, Inc lOIpp 29791 025 
29791 126 

650405 0047 IE Info Nolico 05-028, -'PprlPal Loss of AC Power & Diesel Gon orator Dag* 
radallon *' Sve list end 

JORDAN.E U Division of Emergoncy Preparedness & Engrnoerpng Response (Post 
830103} 85/04/00 Consolidated Edison Co of Now York. Inc 1Q9pp 29790 276* 
29791,024 

8604160 318 Forwards Insp Rept 50-309/05 02 on 050204 06 No violation noted 
EBNETER.SD. Region 1, Offico of Direclor 05/04/11 RANDAZ2A,J 0 Maine 
Yankee Afomic Power Co. 2pp 20814 045-29614 052 

->8504160324 Jnsp Ropt 50*309/05 02 on 050204 06 No violation notod Ma^or areas 
ln8poc(od.to9orvfce )nsp program activilios, mamt we I ding, contractor welder qualifica 
ilon re allegation by welder &OA/QC Involvement 

QARY.EH, DURR,JP Region T, Offico of Director 05/04/10 6pp 2081 4 047* 
20814:052 

8504090419 IE Info Nolico 85*029, "Uae ol Unqualified Sources in WgII Logging Appli 
Cdtiorts 3v^ list 9ncl 

PARTLOW,J.G Division of In spoeWon Pfogroms (Post 050212) 65/04/12 ConsoNdat- 
ed Edison Go. of Now York, Ino. 66pp 29032.001*29032 023 


Q. Inspeotion reports, IE Bulietins & correspondence 


8603190659 IE Info Notice 05 022, "LImitorqua Motor Operated Valves Resulting From 
Incorrect installation of Pinion Goar." Sve list end 

JORDAN, E.L Division of Emergency Preparedness & Endiheerino Response (PosI 
830103) 05/03/21 Consolidated Edison Co of Now York, Inc 108pp. 29597.001* 
20597 005 

0503210461 IE fnfo Nolice 85 023, "Inadequalo Survelllanco & Post-Maint & Post-Mod 
Sys Testing '' Sve fiat end 

JORDAN, EL Division of Emergency Preparedness & Endneofing Response (Post 
830103). 85/03/22 Consolidated Edison Co of Now York, Inc fOflpp. 29656:001- 
29866-107 


8504080091 Ack receipt of 850215 amended response lo violations noted In fnsp Roptg 
50 309/84*05 & 50-309/85 03 

WARTiN,T.T. Region 1, Offico of Director 85/03/22 RANDAZZA.J B. Maine Yankeo 
Atomic Power Co. 2pp 29687 345 29687.340. 

-*8504060096 Amends 040622 response to NRC 840523 Hr re violations noted in fnsp 
Rept 50-309/84-05 Corrective actions infer malional copy of 2.60.0-1 re emergency 
conditions classifications issued lo state & local officials within planning zone 
WHITTIER.G D. Maine Yankeo Atomic Power Co 85/02/15. MURLEY.TE Region 1, 
Office of Director 2pp, 29607 347*29687 348 

6603220444 IE Info Notico 85 024, "Failures of Protective Coatings In Pipes a HXs." 
Sve list end. . , , „ , 

JORDAN.E L. Division of Emergency Preparedness A Engineering Response (Post 
830103). 85/03/26. Consolidated Edison Co of New York, Ino 108pp. 29596:154* 
29506363, 


6504100528 Forwards Insp Rept 50*309/85 04 on 850212-16 A notice of violation 
MARTIN, T.T Region 1, Office of Director 85/03/26 RANDAZZAJB. Maine Yankee 
Atomic Power Co, 2pp 29762’O30-29762:O48 


8504100348 Aok receipt of 85031 1 Mr informing NRC of stops takon to correct violations 
noted In Insp Rept 60*309/84-17 

MARTIN.TT Region 1, Office of Direclor 85/04/16 RANDAZZA.J B. Maine Yankee 
Atomic Power Co 2pp 29919 064*29919 065 

8504230171 Forwards Safety Insp Ropt 50-309/85 05 on 650211-15 A nolico of viola* 
tion 

EBNETER.S.D Region 1, Office of Director 65/04/16. RANDAZZA.J B Maine 
Yankee Atomic Power Co. 3pp. 29949 032-29049 043 

-0504230173 Nolice of violation from Insp on 6502 1 1*15. 

* Region 1, Office of Director 85/04/16 Ip 2994D O34.2g940;O34 

-6504230179 Insp Rept 50'309/85*05 on 85021 1-15. VIofallon identllied, failure to ade- 
quately define receipt, storage & handling program for items stored in warehouse 
PRELL.J.A., EAPEN.P.K Region 1, Office of Direclor. 05/03/22 9pp 29949 035 
29940:043. 

6504230048 Forwards Exam Rept 50*309/65 08(OL} of exam administered during wk of 
850226 

WENZINQER,EC Region 1, Office of Director. 85/04/17 RANDAZZA.J B Maine 
Yankee Atomic Power Co. 2pp 20 950:164-29950.195, 

-8504236050 Exam Rept 50*30 9/85-08COL) on 850226-28.Exam rasulls all four reactor 
operator candidates passed, 

DUDLEY, N., KELLER.RM. KfSTER^RB Region 1, Office of Director 85/04/11 
40pp 29 950. 1 56*29950. 1 95. 

6604170240 IE Info Nolice 65 030, *’Microbtologically Induced Corrosion Oontainmont 
Sve Water Sys *' Sve list end 

JORDAN.E L Oivisfon of Emergency Preparedness A Engineering Response (Post 
090103). 85/04/19, Consolidaled Edison Co of New York, inc fODpp, 29066 25B* 
29966.363. 



100 DOCKETED ITEMS 


8504190055 IP Info Mclico B5-032, ' Recenl Engino Faj'ures of Emer'gency Diesel Gen- 
e^ator^ ” Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response {Posl 
630103} Q5/04i/22 Consolidated Edison Co of New York, fnc 109pp 29980 239 
29009 347 

ai>0419006D IE Info Notice B5 033, ''UndefSPZGCl Nozzle To Shell Welded Jotnls in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code" Svc list 
end 

JORDAN^E L Division of Emergency Preparedness & Engineering Response {Post 
630103) 85/04/22 Consolidated Edison Co of New York, Inc lOflpp 29989 00 
29989107 

8504220347 IE Info Nolice B4 64, Rev 1, “Oeficlendes in FerrO'Rosonant Transformers" 
Svc list end 

JORDAN, E L Division ol Emergency Preparedness & Engineering Response (Post 
Q30101) 05/04/24 Consolidated Edison Co of New York, Inc Tiflpp 30027 067- 
30027 164 


8504010245 Forwards Special Safeguards Insp Ropls 50 272/85 02 & 60-311/05-01 on 
050108 & notice of violation Insp conducted to revievr circumstances associated w/ 
undetected entry of firearm to site protscled area No civil penalty proposed 
MURLEY.TE Region 1, Office of Oireclor 65/03/13 UDERITZ.R A Public Service 
Electric & Gas Co of New Jersey 3pp 29574 071-29574 077 

-8504010246 Notice of violation from msp on 050108 Porlion deleted (ref 10CFR2 790) 

* Region 1, Offcce of Director 85/03/13 Ip 20574 074-29574 074 

—8504010247 Special Physical Proteclion Insp Repls 50-272/85-02 & 50-311/05 01 on 
050108 Violation noted failure to search suitcase 

SMITH, GC Region 1, Office of Director 85/03/07 3pp 29574 075-29674 077 

8504030500 Discusses insps on 841022-26 & 1105-09 & forwards notice of violation & 
proposed imposition of civil penally Lack of aggressive mgt actions to correct licens 
eo identilied deficlencioe stressed 

MURLEY,T E Region 1, Office of Director 85/03/25 MCNEIL, C Public Service Elec- 
tric & Gas Co of New Jersey 4pp 2O6O5-352-290O5 360 


R Periodic operating roports & rotated corroapondence 

8504180272 Monthly operalina repl lor Feb 19*55 W/850308 Itr 
EMaRY.KL, WHITTIER, GD Maine Yankee Atomic Power Co 85/02/28 
HARTFIELD,R A Office of Resource Managemeni, Director 5pp 29914 120- 
29914 124 

8504120001 Forwards ' 'Annua I Radiological Environ Moniioring Repl, 1984" & executive 
summary Detectable levels of man mads radionuclides found rn cow milk, sediment, 
mixed ve gelation S algae samples 

WHiTTIER.GD Maine Yankee Atomic Power Co 85/04/01, MURLEY.TE Region 1, 
Of lice of Director 2pp 29797 201-29797 267, 

••8504120002 "Annual Radiological Environ Monitoring Repl, 1934 " 

' Maine Y a nkea Atomic Power Co 84/12/31 66pp 29797 203 29797 267 


S Reportable occurrences, LERs & related correspondence 

8504120102 Rosponds to rOIA request for Caseload Forecast Panel files in Ofc of Re- 
sourcQ Mgl Forwards listed documents Documents also available in PDR 
FELTON, JM Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Pillrnon, 
Polls a Trowbridge 2pp 30300 003-30303 128 

-8604160093 Submits IE a NRR daily staff notes for 820312 All consi & testing for La- 
Salle Unit 1 complelod ^ 

OIRCKS.W J Office of the ExgcuIivg Director for Oporalions 82/03/15 PALLADINO, 
GILINSKY, BRADFORD Commissioners tp 30333 245 30333 245 

8504020916 Forwards AEOD lechnica! review rept, "Comparative Analysis of Recent 
Fecdline Water Hammer Events al Maine Yankee, Calvert Cli(f 3 ,Salem,McGuire a 
Palisades " IE inlo noiice on procedures suggested 

IPPOLITO.TA Director’s Office 85/03/10 vOLLMER.RH Director's Office, Office of 
Inspection and Enforcement 2pp 29565 264-29505 273 

-0594020025 "Camparative Analysis ol Recent FeedJine Water Hammer Events at 
Maine Yankee.Calvert Cljffs, Salem, McGuire & Palisades" 

* Director’s Office B5/03/18 Cpp 29585 266-29585 273 ^ 

8504030008 Requests meeting to discuss unrasolved items re 821214 degradation In 
offsite power supply & nonconformancQ w/FSAR GDC 17 Rev 0 to Branch Technical 
Position PSB-1 re adequacy of station efectric distribulion sys end 
MiLLERJ R Operating Roaclors Branch 3 85/0J/20 RANDAZZA,J B Maine Yankee 
Atomic Power Co 3pp 29606 064-29808 070 

-8504030009 Rfiv 0 la Branch Technical Position PSB 1, "Adequacy ol Station Electric 
Disiribulion Sys Voltages" 

^ NR C - No detailed Affiliation Given 81/06/30 4pp 29 606 067-2 960G 070 

9504190159 LER 05-002 OO on 8603 10. manual reactor trip initiated when condenser dif 
fercnlial pressure exceeded adrrinislralive operating timil Cause not stated Procedure 
far circulation water sys operation revised W/6504O9 Ur 

MCGRATH.RS, WHITTIER.GD Maine Yankee Atomic Power Co 05/04/10 3pp 
29922 34B-20922 350 


V. Operator Examinations 

8504230040 Forwards Exam Repl 50-309/85 06(01) of exam administered during wk of 
850225 

WENZINGER.EC Region 1, Office of Director. 85/04/17 RANDA2ZA,JB Maine 
Yankee Atomic PoworCo 2pp 29950.154-29950 195 

-8504230050 Exam Repl SO 309/85 O0(OL) on 850226 28 Exam results all four reactor 
operator candidates passed 

DUD LEY, N, KELLER.RM. KISTER.H B Region 1, Office of Director 86/04/11 
40pp 29050 156 29950 195 


X. Onsite Storage of low Level Waste 

0594220313 Summary of 850311 meeting w/ulil & Sensi'ble Maine Power re onsite fow 
level radwaate storage 

HEITNER.K L Ope rating Reactors Branch 3 86/04/16 MIILER.JR Operating Reac- 
tors Branch 3 4pp. 29943 3 60- 29 94 3 '3 63. 


-6504030S01 Notice of violation & proposed imposition of cm) penalty in amount of 
^50,000 Violations noted personnel assigned to emergency organization had not re- 
ceived specific emergency plan & procedure training 

MURLEY.T E Region 1. Oflico of Director 85/03/25 5pp 20605 356-29605 360 

0504090174 Forwards Insp Repts 50-272/04 46 & 50 311/84 46 on 041217-21 & notice 
of violakon 

EBNETER.SD Region 1, Office of Director 05/04/02 UDERITZ.R A Public Sarvico 
Electric & Gas Co of Now Jersey 2pp 20700 257-29700 268 

-8504090183 Notice of violation from Ir^sp on 841217-21 

* Roglon 1, Office of Director 85/04/02. Ip 29700 259-20700 259 

-8504000104 Insp Repls 50 272/04-46 & 50-311/84 46 on 041217-21 Violation 
noted failure to maintain tire barrier integrity 

KRASOPOULOS,A Region 1. Offico of Director 86/03/08 9pp 20700 260- 
29700 268, 

8S04190163 Addendum 1 to revised Emergency Plan Implementing Procedure EP VI 2, 
"Master Phone List Emergency Assistance & Notification " 

aURGIN.DS Public Service Electric & Gas Co of New Jersey 85/04/02 22pp 
20866 292-29006.313 

8504100276 Responds to 050325 notice of violation & proposed imposition of civil pen- 
■ amount of 550.000 Corrocllvo aclipns’ training in use of event classificollon 

£ conducted Emergency response training program under devolopmonl 

ILL.CA Public Service Electric & Gas Co of New Jersey 85/04/03 
TAYLOR,J M Director's Office, Office ol Inspection and Enforcement 7pp 
29729 355-29729 361 

8504290496 Forwards Human Factors Engineering Branch SSER re detailed control 
room design review & Science Applications fnti Corp tochnica) evaluation replAddI 
mfo required to satisfy oil requirements of Supp1 1 to NUREG 0737 
VARGA.SA Operating Reactors Branch 1 05/04/17 MCNEILL, C A Public Service 
Electric & Gas Co oJ New Jersey 3pp 30056' 11 5-30055 122 

-6504290502 SSER re detailed control room design review per SuppI 1 to NUREQ- 
0737 Util should meet all requirements of SuppI 1 following submittal & review of sat 
isfactory supplemental summary rept addfessing noted concerns 
* Human Factors Engineering Branch 85/04/17 6pp 30055 118 30055 122 

-8504160032 "Pro Implemenlntion Audit of Detailed Control Room Design Review of 
Salem Generaling Station Units 1 & 2," technical evaluation rept 
* Science Applications International Corp (formerly Science Applications, Inc) NRC- 
03 82-090. 05/01/16 NRC - No Detailed Affiliation Givon 34pp 30055 123 
30055 156 

B504300210 Rev 19 to emergency plan procedures index 
* Public Service Efectric & Gas Co of New Jersey 85/05/01 7pp 30057 076 
300S7 082 


I. Financial Information 


OS04300467 Forwards 1904 annual repts of PS E&G, Allan tic City Electric Co.Delmarva 
Power & Light Co & Philadelphia Electric Co 

FRYLING.R Public Service Electric & Gas Co. of New Jersey 05/04/25 Offico of 
Nuclear Reactor Regulation. Director Ip 30061 305-300B2 129 


P. Operating license stage documents & correspondence 

8504120192 Responds to FOIA request (or Caseload Forecast Panel flies in Ofc of Re- 
source Mol Forwards listed documents Documents also available In PDR 
FELTON.1M Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Pitlman, 
Polls & Trowbridge 2pp 30300 003-30303 1 29 

-8504160235 Notification of 760726 site visit w/util to discuss Salem Unit 2 fuel load 
data Moeling agenda & draft summary of Caseload Forecast Panel 830330 31 meet- 
ings In West Faiclana Parish, LA re River Oend Unit 1 one). 

DROMERICK.AW Light Water Reactors Branch 3 78/07/07 PARR.OD Light Water 
Reactors Branch 3 315pp 30339 005 30339*213 


DOCKET 60-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F. Security, medical, emergency & ffre proteclion plans 

0409200075 Revs to emergency plan implementing procedures. including EP VI-1, "Rev 
& Approval of Plans, Procedures & Event Clas silica tior^ Guide,’’ EP Vll-I* "Public Info 
Noliricallon" & EP VII 6, "Internal Info " 

♦ Public Service Efectric & Gas Co of New Jersey 84/09/04 VARGA.SA Operating 
Reaclo/s Branch 1 360pp 26593 001-26593.360 


8504180437 Proposes to adopt method of implementing radiological ETS within 5 work- 
ing days ol receipt of amends required, per agreement among util, NRR & Region 
1 Partial implementation could cause confusion & errors 

LIDEN.E A, Public Service Electric 8. Qaa Co of New Jersey 05/03/18 MURLEY.T E 
Region 1, Office of Director 2pp 29890’ 232-29890 233 

8504170289 Requests remittance of fee for 040412 requosl for addi relief from certain 
pump & valve testing requirements of 10CFR60 65afg) 

DIGGS.R M License Fee Managemeni Branch 85/04/09, UDERITZ.R A Public Serv- 
ice Electric & Gas Co of New Jersey. Ip. 29904 241 290O4'241 
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8504300024 Forwards Amends 61 & 32 lo Liconsea DPR*70 & DPR-75. respeclivoly & 
safely evaluation Amends change implementaKon dale of Tech Specs issued w/ 
841205 Amends 59 & 28 from 45 days to 106 days after issuance 
FISCHER,DC Operating Reactors Branch 1 85/04/09 MCNEILt.CA Public Service 
Elaclric & Gas Co of New Jersey 3pp 30072 305 30072 313 

-8504300027 Amends 61 & 32 to Licenses DPR-70 & DPR*75,respecl)valy* revising im 
plemenlalion date of Tech Specs issued w/041205 Amends 59 & 26 from 45 days to 
105 days after issuance 

VARGA.SA Operating Reactors Branch 1 86/04/09 4pp 30072 308 30072 311 

-8504300030 Safety evaluation supporting Amends 61 & 32 to Licenses DPR 70 & 
OPR-75,re3pectfvGly 

* Office of Nuclear Reactor Regulation, Director 85/04/09 2pp 30072 312' 
30072 313 

6504120206 Generic Ltr 85 06 to all PWR ticansees & all applicants for OLs re QA guid- 
ance for ATWS equipment not safaly-folated Svc fist end 

THOMPSON, HL Division of Licensing 85/04/16 Consolidated Edison Co ol New 
York, Inc 22pp 29947 288-29947 309 

8504120031 Generic Ltr 85-02 to all PWR licensees & ^plican1s,holcfers of CPs & Fort 
St Wain re recommended aclions stemming from NRC mlegrafed program lor resolu- 
lion of unresolved safety issues re steam generator tuba integrity SvC list end 
THOMPSON, HL Division of Licensing 85/04/17 Yankee Atomic Efociric Co 127pp 
20953,071-29953 282 


Q Inapecfion reports, IE Bulletins & corroapondenco 

8504160327 Lists aclions &/or documentation necessary to close out IE Bulletin 01 01, 
"Surveillance of Mechanical Snubbers," for listed facililios prior to linafizing cfosoout 

JcJr’oAN.E L Division of Emergency Proparodnesa & Engineering Response (Post 
830103) 85/02/11 STAROSTtCKI.R Region 1, Offico ol Director 4pp 20914 165- 
29914 168 

6504010245 Forwards Special Safeguards Insp Repls 50-272/85-02 & 50*311/05 01 on 
850108 & notice of violalion Insp conducted to review circumstances assoclatod w/ 
undelacled entry of firearm to site protecled area No civil panaltyproposed 
MURLEY,TE Region 1, Office of Director B5/03/13 UDERITZ.R A Public Seivico 
Electric & Gas Co of New Jersey 3pp 29574 071*29574 077 

••6604010246 Notice of violation from insp on 8501 06 Portion deleted (rof 10GFR2 760) 

* Region 1, Office of Director 86/03/13 Ip 29574 074-29574.074 

■ 8504010247 Special Physical Protection Insp Repls 50 272/85 02 & 50-311/85 01 on 
650106 Violation noted failure to search suitcase 

SMITH, G C, KEIMIG.RR Region 1, Offico of Director 65/03/07 3pp 20574 075* 
29574 077 

6503190859 IE Info Nolice 85 022, "Limitorquo Motor Operated Vafvos Rosulling From 
Incorrect Installation of Pinion Goar ” Svc list end 

JORDAN,EL Division of Emergency Preparedness & Englnaarinn Response (PosI 
830103) 85/03/21, Consolidated Edison Co. of Now York, Inc fOOpp 20507 001- 
29697 005 

8503210461 IE Info Notice 65 023, "Inadequate Surveillance ■& Post Maint & Post-Mod 
Sys Testing " Svc list end 

JORDAN, EL Division of Emergency Proparednoss Engineoring Response (Post 
830103) 85/03/22 Consolidated Edison Co of New York, Inc lOOpp 29656:001- 
29666 107 

8504030600 Discusses insps on 841022*25 & 1 105*09 & forwards nolfco of vfofolion & 
proposed imposllion of civil penalty.Lack of aggressive mgt actions fo correct licens- 
ee identified deficiencies stressed 

MURLEYJE Region 1, Office of Dirocfor 85/03/25 MCNEIL, C Public Soivico Elec- 
tric & Gas Co of Now Jersey 4pp 29605 352-29605 360 

-8504030501 Notice of vidation & proposed Imposition of civil penalty In amount of 
$50,000 Violations noted personnel assigned to emergency organlzalicn had not ro 
ceived specific emergency plan & proceduro training 

MURLEY.TE Region 1, Office of Director 86/03/25. 5pp 29605 356 29005 360 

8603220444 IE Info Notice 85-024, "Failures of Protective Coatings In Pipes & HXs" 
Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/03/26 Consolidated Edison CO of New York. Inc 1O0pp 29696 164- 
29596 363, 

8604020289 Forwards Insp Repls 50-272/85 03 & 50 311/05-03 on 850123-0301 & 
notice of violation Requests prior corrective & preventative actions be reviewed to de- 
termine anv generic weaknesses fn program 

COLLINS.SJ Region 1. Offico of Director. 85/03/28 MCNEILt.CA Pbblic Service 
Electric & Gas Co. of New Jersey 2pp 29501 '306-20581 320 

-8504020294 Insp Repts 50 272/05 03 & 50-311/85 03 on 050123-0301. Violation 
noted’failure lo follow operating procedure for conducting containment pros sure 
reliefs.resulting in loss of automatic purge & pressure valve operability 
LINVILLE,JC. SUMMERS.RJ. HILLMAN.B M Region 1, Office of Director. 85/03/ 
27 lipp 29581.310 20501 320 

85040B01BS Forwards insp Repls 50-272/85 05 & 50 311/85 05 on 050225 No viola- 
tion noted 

MARTIN.TX Region 1, Offico of Director 05/04/01 MCNEIU.CA Public Service 
Electric & Gas Co of New Jersey 2pp 29679:251-29679 258 

-6504080193 Insp Repls 50-272/85 05 & 50 311/85-05 on 85Q225.No violation or dovl- 
atlon noted Major areas inspected, handling of highly radioactive piece of mail & expo- 
sure of personnel to concentrations of noble gas & contamination w/Rb 88. 
WHITE.JR., SHANSAKY.MM Region 1. Office of Director 05/03/26 0pp 
29679 253-29679 258 

8603280037 IE Info Nolice 85-025. "Consideration of Thermal Condilions In Design & 
Installation of Supports for Diesel Generator Exhaust Silencers." Svc list end. 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/02 Consolidated Edison Co, of New York. Inc 107pp. 29867'! 99- 
29667.305 


0503280045 IE Info Notice 95 026, "Vacuum ReJtel Sys for aWR Mark 1 & II Contain- 
ments " Svc list oncl 

JORDAN, E L Division of Emergency Proparednoss & Engineering Responao (Post 
830103) 85/04/02 Consohdaled Edison Co of New York, Inc 02pp 29667 107 
29667 196 

8504090174 Forwards Insp Repts 50 272/04 4S 4 50-311/04-46 on 041217-21 & notfco 
of violation 

EBNETER.SD Region 1. Office of Director 85/04/02 UDERITZ.R A Public Service 
Electric S Gas Co of New Jersey 2pp 29700 257 29700 268 

-8504090183 Notice of violairon from Insp on 841217-21 
* Region 1. Office of Director 85/04/02 Ip 29700 259 29700 259 

-8504090194 Insp Repls 50-272/04 46 & 50*311/04 46 on 641217 21 Violation 
noted failure to maintain fire barrier Integrity 

KRASOPOULOS.A . PHELAN.P H , ANDERSON.C J Region 1. OfffCO of Dfroclor 85/ 
03/06 9pp 29700 260-2970 0 26 a 

0504010039 IE Info Nolice 05 027, "Notificaliona to NRC Oporalions Ctr & Reporting 
Events in LERs " Svc list end 

JORDAN, E L Division of Emergency Proparednoss & Engineoring Response (Posl 
630103) 05/04/03 Consolfdated Edison Co of Now York, Inc 98pp 20690 255 
29600 362 

8504100276 Responds lo 050325 notice of vtolalion & proposed imposiHon of civil pon- 
ally in amount of $50,000 CorrccUvo actions Irnining in use of event classification 
guide conducted Emergency rospor^se training program under development 
MCNEILL, C A Public Sorvfco Elacfnc & Gas Co ol Now Jersey 85/04/03 
TAYLOR, J M Direclor’s Oflico, Office of Jnspoclion and Enforcomeni 7pp 
29729 355*20720 301 

8504110177 Informs of aclions taken per turbine Insp license condJlion ini Paragraph 
2C(17) of License DPn-76 Info io Inslalladon of rofurbishad low prossuro rolors of Im- 
provocl design provided 

LfDEN.EA Public Service Efeciric ■& Gas Co of Now Jersey 85/04/04 VARGA, S A 
Oporaling Reactors Branch I 2pp 29766 10G-207C6 107 

8504050042 SuppJ 1 lo IE Info Notice- 85 003. "Soparalion ol Primary Reactor Coolant 
Pump Shaft & Impoller" Svc list end 

JORDAN.Et Division of Emorgoncy Proparednoss & Cnginoorinfl Rosponso (Posl 
030103) 05/04/09 Consolidated Edison Co ol New York. Inc fOIpp 29701 025- 
2970 1 126 

8504050047 IE Info Notice 85 028. "Parllat Loss of AC Powor & Diosol Generator Dog 
radalion " Svc list end 

JORDAN, E.L Division of Emergency Prepdrodnoss & Ernineoring Rosponso (Post 
030103) 05/04/00 Consolidaled Edison Co of Now York, tnc 109pp 29790 278 
20791 024 

6504990410 IE Info Nolico 05 929, "Uso of Unqualified Sourcoa fn Well Logging Appli 
cafions " Svc llsl oncl 

PARTLOWiJ.G Division of Inspection Programs (Post 050212) 05/04/12 Consoliclal* 
od Edison Co of Now York, Inc 66pp 29032,001-29832 023 

0604260146 Ack focalpt of 050403 Hr & chock for S50.000 in paymen.1 ol civil penaUlos 
proposodAby NRC 050325 flrCorrecliVG actions closcribocJ in ltr will bo oxnmnod 
during future Inaps 

AXELnAO,JA Enforcomeni Stall 05/04/17 MCNEILt.CA F^ublic ScfVJCG Eloclric A 
Qfts Co of Now Jersey 2pp 30030 047-30030 048 

0604170240 IE Info Notice OS-030, "Microbaofoglcally Induced Corrosion Conlalnmonl 
Svc Water Sys " Svc list end 

JORDAN, E.L Division of Emergency Proparednoss A Enpinecring Response (Post 
830103) 85/04/19 Consolldtilod Edison Co of Now York, Inc fOOpp 20980 258 
20066 383 

8504190055 fE Info Nollco 05-032, "Recent Engine Failures ol Emergency Dioaol Gon 
orators " Svc list end 

JOROAN.E L Division of Emorgoncy Proparednoss & Engineoring nesponsa (Posl 
030103) OS/04/22 Consolidalad Edison Co of Now York, Inc I09pp 20980 239 
29006 347 

8504100000 IE Info Notice 86 033, "Undorslzed Nozrlo-TO‘Shell WofdGd Joinis In Tanks 
0 HXs Constructod Under Rules* of ASME Boiler & Pressure Vaasel Code ’’ Svc llsl 
end 

JORDAN.EL, Division of Emergency Preparedness & Enginooring Rosponso (Post 
030103), 85/04/22 Consolldalocl Edison Co of Now York, Inc fOBpp 29909 001- 
20900,107 

8604220347 IE fnfo Nolico B4*a4,Rev 1. "Deficiencies In Ferro Rosonanl Transfornriiors " 
Svc list end 

JORDAN.EL Orvision of Emoroency Prepafeclross & Englnooring Response (Post 
830103) 85/04/24 Consolidaled Edison Co of Now YorR, Inc flflpp 30027 0G7- 
30027,184 


R. Periodic oporaling reports & related correspondonce 


8504950361 Forwards dischargo monitoring repls for Feb 1905 Repls conlain rosuBls of 
sampllng.analysis.monitoring & methods of reporting Resu Its rellect workin.g 
enviren,dosign capabllilies & relJabllily of Inslrumontatlon 

RONAFALVY.jp Public Service Eleclrlc & Gas Co of New Jersey 85/03/13 
RADOW.E. Now Jersey, Slate ol 3pp 29860 063-20360 003 

"8604050302 "Dfschargo Monitoring Ropta for Feb 1005 " 

* PoWio Service Efeciric & Gas Co of New Jersey 05/02/20 IBpp 29060 066 
29668:063 

6504220079 Monthly operating rapt for Mar 1905 W/056410 ltr 
RONAFALVY.J.P , ZUPKO.JM Public Service Eleclrio & Gas Co of Now Jersey 65/ 
03/31 26pp. 29030,338 2093B 363 ' 
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8504300236 Forwards “NPDES Discharge Monitoring Rept for Mar 1984 " Hep Is con- 
tain results of sampling, analysis, monitoring & melhods of reporting 
RONAFALVY.JP PubFtc Service Electric ■& Gas Co of New Jersey 85/04/12 
RADOW.E New Jersey. Slate of 3pp 30067 237-30067 239 

-8504300239 "NPDES Discharge Monitoring Ropts for Mar 1984 " 

* Public Service Efectnc & Gas Co of New Jersey 85/03/31 18pp 30067,240- 
30067 257 


S. Reportable occurrences, LERs A related correspondeiice 

8504020016 Forwards AEOD technical reviaw rept, ‘^Comparative Analysis of Recent 
Feodline Water Hammer Events at Maine Yankee, Calvert Ciifls^Sarem.McGuire & 
Palisades " iE info notice on procedures suggested 

IPPOLITOJ A Director's Office 85/03/18 VOLLMEH.R H Oirector’s Offtco, Office of 
Inspection and Enforcement 2pp 29585 2G4 29585 273 

-8504020025 ‘'Comparative Analysis of Recent Feerihnc Water Hammer Evonts at 
Maine Yankee, Cal vert Cliffs, Salem, McGuire & Palisades " 

* Director’s Office 85/03/18 8pp 29585 266 29SB5 273 

8504160060 LER 85 002-00 on 850308.09 & 14 diesel generator 2A failed to aulomali- 
cally start & accelerate during survoilfance testing Caused by overspeed device re- 
slricling operation of fuel racks Overspeed device repaired W/850406 Hr 
RUPP.JL, ZUPKO,JM Public Service Electric & Gas Co of Now Jersey 85/04/05 
5pp 29915 346 29915 352 

8504300459 Part 21 rept forwarding Rev 1 le Insp procedure for investigating emergen- 
cy diesel generators for fraclirreri welds on air deflectors Rev will be foiwarded to 
each faciiity 

LEUSINK.HH, louis-Ailis Co 85/04/23 TAYLOR,JM Director's Office. OlfJca of In- 
spection and Enforce menl 3pp 30063 250*30063'252 


DOCKET 50-312 RAMCHO SECO NUCLEAR QENERATINa STATION 


F. Security, medical, emergency & ffre protection plans 

8504110542 "SMUD.Rancho Seed, 1984 Emergency Preparedness Field Exercise.” 

' Sacramento Municipal Utility District 84/12/31 20app 29770 004-29779 211 

8504040353 Fomards Amend 64 to License DPR -54 & safely evafuaWon, Amer>d modi 
lies onsite security response melhods & procedures^deieles certain nonviCal area 
doors from access control program A includes three now bldgs In program. 

MINER, S Operaling Reactors Branch 4 85/03/18 RODRIGUEZ.r J. Sacramento 
Municipal UtiW District 2pp 29619 299-2961 0 305 

■ 8504040367 Amend 64 to Licenso DPR -5 4. modi lying onsite secunly response meth- 
ods & procedures .deleting cerfaln nonvilal area doors from access control program & 
including three new bldgs in plant protection program 

STOLZ,JF Operaling Reactors Branch 4 85/03/18 2pp 29619 301-29619 3 02. 

-8S0404036S Safety evaluation supportmg Amend 64 to License DPR-54. 

* Office of Nuclear Reactor FTcgufation, Director 85/03/18 Gpp 29619 303 
29819 305 

8504040302 Requests FR publication of nolica of Issuance o-f Amend 64 to License 
OPR -54, incorporating Amend 12 to physical security plan 

STOLZ.JF Operaling Reactors Branch 4 85/03/16 MILLER, JR Operating Reactors 
8ranch3 Ip 29619 286 29619 286 

8504030356 Ack receipt Of 841029 & 850305 appileatiorra for amends to license OPR- 
54.correcting Tech Specs re fire hoses 5 reporting requirements & requesting relief 
from certain ir>service insp requ1remenls,respeclivefy Fees requested 
DIQGS.R M License Fee Management Branch. 85/03/27 ROOHJQUEZ.R J. Sacra- 
mento Municipal Utility Districl Ip 29606 146 29606.146 

8504020295 Forwards updated evaluation of pifot program for conducting annual team 
insps & heavily loading site w/resident ms pec tors, per 850226 preliminary review of 
pilot prooranr Pilot program successful 

MARTII^J B Region 5 , Office of Director, 85/03/26. TAYLOR.J. Director's Office. 
Office of Inspection and Eelorcemont 7pp 20577‘226 29577 238 

8504170760 Advises of completion of review of 841004 & 050307 submillata re core 
damage procedure Proposed procedure meets Crllerlon (2) of NUREG 0737, Item 
H B3 Procedure for estimating extent of reactor core damage ready for use. 

STOLZ,JF Operating Reactors Branch 4. 85/03/28 RODRIQUEZ.R J Sacramento 
Municipal Ulilily Djsificl 2pp. 29909 157-29909 158 

8504180099 Forwards Amend 65 to License DPR-54, Amend deletes License Condition 
2 0,(10} re US /IAEA safeguards program 

STOLZ,JF Operaling Reactors Branch 4. 85/04/01, RODRfGUEH,R J. Sacramonfo 
Municipal Utirily District Gpp 29920.348 29920 352. 

-8504180104 Amend 65 to License DPR -54 .deleting License Condition 2C.(1C) re US/ 
IAEA safeguards program 

STOLZ,JF Operating Reactors Branch 4 65/04/01. 2pp 29020‘351 -29920*352 

8604090139 Forwards Exemplion Request 9 per 10CFR50,App R for nuclear sve elec- 
tric bldg (NSEB) roof HVAC units Redundant NSEB essential air conditioning com- 
pressor/con denser units adequately protected from fire Fee paid 
RODRIQUEZ,RJ Sacramento Munlcipaf Utility District 86/04/04 THOMPSON.H.L. 
Division of Licensing. 5pp. 29700 315-29700.319, 

8504150379 Advises of establishment of meteorology program review lask force, per 
Insp Rept 50 312/84-28 & insp of emergenoy preparodness activities on 
850313 Schedule for corrective actions will be provided by 850501 
RODRIGUEZ.RJ Sacramento Municipal Utility District e6/04/04. FfSH.R Regions* 
Office of Director, Gpp 29608,033-29806 03S. 

6504160355 Fon^ards "SMUD Response lo Clailflcalfon of Generfo Ur 01-12.” Re- 
sponse addresses alternative shutdown capability for computer & control room & con- 
tains reevaluation of compliance w/appllcablo portions of App R. 

RODRIQUEZ, RJ Sacramanlo Municipal Ullllty District 85/04/05 THOMPSON, H.L. 
OivlBion of Licensing Ip 29826 013-29826:138. 


-6504 160363 ”SMUD Response to Clarification of Generic Ltr 81-12 " 

* Sacramanlo Municipal Utility District 85/04/05 I25pp 29826 014-29826 138 

8504300064 Remits fee for 850228 request for exemption from some requirements of 
lOCFflSO./^ R 

RODRIGli^R J Sacramento Municipal Utility District 85/04/23 THOMPSON.H L 
Division of Licensing Ip 30059 011-30059 01 1 


L Financial Information 


8504190453 "1984 Annual RepLSMUD *' 

MATTIMOE.JJ Sacramento Municipal Utility District 84/12/31 28pp 29917 087- 
29917 114 


J Insurance & Indemnity Information 

8504300045 Forwards Endorsement 73 lo NELIA Policy NF-212 
LATHAM, WK Sacramento Municipal Utility District 85/04/19 SALTZMAN.J S As- 
sistant Dfrector for Slate & Licensee Relations 2pp 30059 0i2 30059 013 


P. Operating license stage documents & correspondence 

8504180084 Forwards final draft of UCID 20267, "Rancho Seco Liquid Effluent Pathway 
Aquatic & Terrestrial Dietary Survey Rept ” Final rept will be released & available 
during Dec 1984 

RODRIGUEZ.R J Sacramento Municipal Utility Dislficl 84/11/30 MARTIN.J B 
Region 5. Ollice of Director Ip 29916 1 14-29916.155 

—8504180067 "Rancho Seco Liquid Effluent Palhway Aquatic & Terrestrial Survey 
Rept ” 

EAGLE.RJ, WONG.KM, NOSHKIN.VE Lawrence Livermore National Laboratory 
UCID 20267 84/11/30 Ip 29916 115-29916 155 

8604030129 Forwards Amend 62 to License DPR-54 & safely evaluation Amend re 
vises Tech Specs lo describe current offsite & onsite organizations & review commit- 
tee membership & quorum requirements 

MINER, S Oporatbg Reactors Branch 4 85/03/07 RODRIGUEZ.R J Sacramento 
Municipal Utility District 2pp 29627 167-29627 168 

-8504030133 Amend 62 to License OPR- 54 .revising Tech Specs to describe current 
offsite & onsite organizations & review committee membership & quorum require 
menls 

STOlZ,JF Operating Reactors Branch 4 85/03/07 10pp 29627 169-29627-178 

-8504030139 Safety evafuallon supporting Amend 62 to License DPR‘54 
‘ Office of Nuclear Reactor Regulation, Director 85/03/07 5pp 29627179 
29627-163 

8504030065 Forwards Amend 63 lo License DPR-54 & safety evaluation Amend re 
vises Tech Specs to prescribe requirements for reporting operational conditions & 
events In accordance w/ 10CFR50 73 

MINER.S Operating Reactors Branch 4 85/03/08 RODRIGUEZ.R J Sacramento 
Municipal Ulilily Dialricl 2pp 29627 211-29627-212 

-8604030088 Amend 63 lo License DPR-54, revising Tech Specs to proscribe require- 
ments for reporting operational conditions & events in accordance W/10CFR50 73 
STOLZ,J F. Oporallng Reactors Branch 4 85/03/08 12pp 29627 213 29627 224 

-8504030090 Safely evaluation supporting Amend 63 lo License DPR-54 

♦ Office of Nuclear Reactor Regulalfon, Director 85/03/08 3pp 29627 225- 
29627*227 

8604040353 Forwards Amend 64 lo License DPR 54 & safety ©valuation Amend modi- 
fies onsite security response methods & procedures .deletes certain nonvital area 
doors from access control program & includes three new bldgs in program 
MINER, S. Operating Reactors Branch 4 85/03/18 RODRIGUEZ.R J Sacramento 
Municipal Utility District, 2pp. 29619.299-29019 305 

-8604040367 Amend 64 to License DPR -54, modi lying onsite security response moth 
ods & procedures, deleting certain nonvital area doors from access control program 6 
Including three new bldos in plant protection program 

STOLZ.J.F, Operaling Reactors Branch 4 05/03/18 2pp 29619 301-29619 302. 

—8504040366 Safely evaluation supporting Amend 64 to License DPR-54 

♦ Office of Nuclear Reactor Rogufalion, Director 85/03/16 3pp 29619 303 
29619:305. 

8504040362 Requests FR publication of notice of Issuance of Amend 64 to License 
DPR 54,incorporallng Amend 12 to physical security plan 

STOLZ.JF Operating Reactors Branch 4 85/03/10 MILLER, JR Oporating Reactors 
Branch 3. Ip. 29619 286 29619 266, 

B504050118 Suppt I.Rev 3 to application for amend lo License DPR-54, changing Tech 
Specs re manual energization of Train A essential HVAC from control room & auto- 
mate onerglzatoni of Train 8 conirol room essential HVAC 

RODRfQUEZ.RJ Sacramento Municipal Utility District 85/03/18 THOMPSON.H L 
Oivrsion of Ucenslng. Ip. 29666:328-29666 331. 

..0504050122 Proposed Tech Spec 4 6 re manual energization of Train A essential 
HVAC from control room & aulomatic energization of Tram 8 control room essential 
HVAC 

* Sacramento Municipal Utility District 85/03/18, 3pp 29666 329 29666 331 

8604050283 Application for amend to License DPR'54,providlng Tech Specs for boron 
concentration during reactor vessel head removal & while loading & unloading fuel 
from reactor Fee paid. 

RODRIGUEZ.R J Sacramento Municipal Uflfily District 05/03/18 THOMPSON.H L 
Division of Lloensfrig 3pp 29661 350-29661,352 

-.-0504050258 Proposed Tech Specs for boron concentration during reactor vessel head 
removal & while loading 6 unloading fuel from reactor 

* Sacramento Municipal Utility Dlslrlct 85/03/18, 2pp. 29661 353 29661 354 
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8504040069 Applicalion for amond to License DPft-54, changing once through steam 
generator surveillance requirements Proposed changes concurrent vv/850219 Pro 
posed Amend 63, Rev 2 & should be compared to ensuro consistent package Fee 
paid 

RODRIGUEZ. R J Sacramento Municipal Utility District 85/03/19 THOMPSON, H L 
Division ot Licensing 3pp 29612 139-29612 153 

-8504040077 Proposed Tech Spec changes.adding new Tables 4 17-3,4 17-4, 4 17 3 & 
4 1 7 4 re surveillance stds for special area peripheral group & lane region tubes 

* Sacramento Municipal Utility District 85/03/19 12pp 29612 142 29612 153 

8504010027 Withdraws 850220 request for extension for final environ qualification for 
transfer switches, per Generic Llr 84-24 Equipment delivered Qualification test results 
end of Apr 1985 

R J Sacramento Municipal Utility District 05/03/27 THOMPSON, H L 
Division of Licensing Ip 29571 155 29571 155 

8504180036 Forwards evaluation of flux reduclion using low teaka^ fuel mgt schemes 
to comply w/NRC pressurized thermal shock roqutremonts & SALP input 
STOL4J F Operating Reactors Branch 4 66/03/28 RODRIQUEZ.R J Sacramento 
Municipal Utility District 2pp 29919 34B-29919 362 

-8504180042 Safety evaluation of flux reduction using low leakage fuel mgt schedule to 
comply w/NRC pressurized thermal shock reqvjirementsSALP fnpul end 

* NRC - No Detailed Affiliation Given 85/03/28 13pp 29919 350 29019 362 

8504180055 Forwards request for adtll info following preliminary NRC review of Irconsoo 
response to Generic Ltr 83 28 Info requested per listed schedule 
STOLZ.JF Operating Reactors Branch 4 05/03/28 ROORIQUEZ,RJ Sacramento 
Municipal Utility District 4pp 29919 317-29019 320 

8504090433 Forwards SER based on utiJ 040503 & 850131 ttrs demonstrating that po 
tonlial missile sources seismically qualified & will not become missile sources during 
SSE Juslificalion acceptable 

STOLZJF Operating Reactors Branch 4 86/04/01 RODRIQUEZ.R J Sacramento 
Municipal Utility District 2pp 29744 369-29744 362 

-0504090439 SER supporting ulil 840503 & 050131 Jlrs demonstrating that potential 
missile sources seismically qualified & will not become rntssilo sources during SSE 

* NRC • No Detailed Affilialion Given 85/04/01 2pp 20744 361-29744 962 

8504180099 Forwards Amend 65 to License DPn-54 Amend deletes License Condition 
2 C (10) re US/IAEA safeguards program 

STOLZ.JF Operating Reactors Branch 4 05/04/01 RODRIGUEZ,RJ Sacramonlo 
Municipal Utility Dislrid 3pp 29920 340-29920 362 

-8504180104 Amend 65 to License DPR 54,dolollng License Condition 2C{10) re US/ 
IAEA safeguards program 

STOLZ.J F Operating Reactors Branch 4 85/04/01 2pp 29920 351-29920 352 

8504160395 Application for amend lo Liconso DPR 54,supplemonting Rev 1 to Pro- 
posed Amend 94 to include changes lo applicable section of bases for power rango 
amplifier instrumentation surveillance requirements 

RODRIQUEZ.R J Sacramento Municipal Utility District 85/04/03 THOMPSON.HL 
Division of Licensing 2pp 29615 074-29015 070 

-8504160399 Proposed Tech Spocs.supplemonting Rev 1 10 Proposed Amend 94 to in- 
clude changes to applicable section of bases for power range ompfifier Inslrumonta- 
tlon surveillance requirements 

* Sacramenio Municipal Utility District 05/04/03 Ip 29016 076*29815 076 

8504110051 Forwards preliminary Rev 2 to Proposed Amend 124 lo License DPR- 
54, changing Tech Spec Figure 35 2 7 & revising pages to BAW-1850, "Rancho Seco 
Unit 1 Cycle 7 Reload Ropt " 

RODRIQUEZ.R J Sacramento Municipal Utility Dlslricl 85/04/04 THOMPSON.H L 
Division of Licensing 16pp 29769 271 29769 286 

6504290434 Forwards fee, per NRC 850319 ltr Agreement expressed ro fee assessment 
RODRIQUEZ.R J Sacramenio Municipal Utility District 85/04/05 MILLER, WO. Li- 
cense Fee Management Branch Ip 30049 274-30049 274 

8504190202 Application for amend to License DPR-54,changlng Tech Spocs to sepa- 
rate Insp requirements for safety related hydraulic snubbers Into functlonaf & operable 
classes for testing 

RODRIQUEZ.R J Sacramento Municipal Ulilily District 85/04/09. THOMPSON.H L 
Division of Licensing 4pp 29886 269 29086 207 


anticipated m 
RODRIGUEZ. 


-8504190212 Proposed Tech Specs, changing Tables 3 12-1 8 4 14-1 by soparating 
insp requirements for safely-related hydraulic snubbers Into functional 8 operable 
classes for fesling 

* Sacramento Municipal Utility District 65/04/09 15pp 29886 273-29886 287 

B504220239 Rev 2 lo application for Amend 124 to License DPR-54, femovino FLEC- 
SET credit from Tech Spec Figures 3 5 2-7 Revised pages to SAW 1850, 'Rancho 
Seco UnU 1 Cycle 7 Reload Rept Vol 2," end fn(o rept provided, per 650325 fir 
RODRIQUEZ.R J Sacramento Municipal UlHdy District 85/04/09 THOMPSON.HL 
Division of Licensing 3pp 29930 242-29930 262 

-8504220241 Proposed Tech Spec Figure 3 5 2-7, removing FLECSET credit 
' Sacramento Municipal Utility Dislricl. 85/04/09 10pp 29930246-29930 262 


6S041 80464 Forwards Rev 1 to Rept 83-4, "Safety Valve Dynamic In response to 
641121 request for addi Info re performance testing of roIlQf 8 safety valves, per 
NUREG 0737, Hem II D 1 W/one oversize drawing Aperture card fn PDR 
RODRIQUEZ.R J Sacramenio Municipal Utility Dlslrlct 85/04/12. STOLZ.J F Operat- 
ing Reactors Branch 4 40pp 29892 225-29892 334 


••8604180467 Rev 1 to "Safety Valve Dynamic Analysis for Dresser Industries 31739A 
8 31769AValV0S'’ 

TESKE,ME Continuum Dynamics, Inc, 83-4 R01 83/12/31, 60pp 20092,272- 
29892 334 


8504240312 Forwards "Once-Through Integral Sya Gas Test 240100” 8 "Once- 
Through Integral Sys Test 240200 HPf-PORV Cooling W/Loop Noncondensibles," 
preliminary resulls.Repts justify permanent exemption for reactor vessel head vent 
RODRIGUEET1J Sacramento Municipal Utility District 86/04/12 STOLZJF Operat- 
ing Reactors Branch 4 3pp 29971,161-29972 206 


-6504240316 ”Once-Through Integral Sys Gas Test 240100," preliminary results 
‘ Babcock 8 Wilcox Co 12-1152307-00 64/07/31 192pp 29971 164 29971 355 

-0504240321 "Once-Through Intogml Sys Test 240200 HPJ-PORV Cooling W/Loop 
Noncondensibles." preliminary results 

‘ Babcock & Wilcox Co 12 1 152300-00 84/07/31 2npp 299-71 356 29972 206 

8504220055 Forwards draft safely evaluation supporting amend to License DPR-54, ro 
vising Tech Spec Table 4 1-1 re callbr requirements for power range nuclear inalru 
monfation amplifiers Draft ltr to licenseo, license amend & SALP input end 
KIRSCH.D F Region 5, OHice of Director 65/04/15 THOMPSON.H L Dwision of Li 
censing 0pp. 20020 1 18 29920 130. 

8604120206 Gonerre Llr 85 06 to all PWR liconsoes 8 all appiicanls lor OLs re QA guld 
an CO for ATWS equipment r>ot saloly related Sve list end 

THOMPSON.H I Division of Lfconsma 85/04/10 Consolidated Edison Co of New 
York, Inc 22pp 29047 288 20947 309 

0604120031 Gerterfc Ltr 85 02 to nil PWR liconsDas & applicants, holders of CPs & Fori 
St Vrain ro rocommendod acliona stemming from NRC integrated program for resolu 
tioo of unresolved safety issues re steam generator lube integrity Sve (ist end 
THOMPSON.HL Division ol Licensing 85/04/17 Yankee Atomic Elec In c Co 127pp 
29963 071-29953 262 


Q. IrtBpectlon roporta, IE Bulletlna 8 corrofipondenco 


0604150257 Forwards, summary of Insorvico fnsp rept for Feb & Aug 1983 Detailed ropt 
available for insp at fadlily, 

RODRIQUEZ.R J- Sacramonlo Mutilcipal UliMy Oiatnci 84/01/25 MARTIN.JS 
Region 5, Office of Director 3pp 29800 063 20000 065 

8604150203 Rosponda to IE Bulletin 83 97 & Suppis 1 8 2 re apparently fraudulonl 
products sold by R Miller.fnc No mall di redly or Indlroclly supplied lo tacflilv by com- 
pany. 

RODRIQUEZ.R J Sacramonlo Municipal Utility Disldcl 84/03/12 MARTIN, JB 
Region 5, Office of Difoclor Ip 20799 054 29709 054 

8603190869 IE Jnfo Nolice 05 022, "Limilorque -Motor Operated Valves Resulting From 
fncorrocl InsfallalFort of Pinion Goar " Sve list end 

JORDAN, E.L Division of Emorgoncy Preparedness & Enalneorlng Rosponso (Post 
830103) 66/03/21, Consolidatad Edison Co of Now York, Inc fOSpp 20697 001- 
20597 005 

8603210461 IE Info Notice 85 023, "Inadequalo Surveillance & Fosl-Maint & Post Mod 
Sya Toslirig " Sve Ii9l end 

JORDAN, EL Division of Emorgency Preparedness & Enginuoring Response (Post 
030103) 85/03/22, Consolldalod Edison Co of Now York, Inc TOOpp 20050 001- 
29656 107 

8603220444 IE Info Notice 05 024, "Fnlluros of Protective Contlrigs In Pipes 8 HXs '* 
Sve list one) 

JORDAN.E L Division of Emorgoncy Prop are dness & Enginoofing Response {Post 
830103) 05/03/26 Consolldalod Edison Co ol Now York. Inc lOQpp 29596 154- 
20596 383 

8504030356 Ack receipt of 641020 & 050305 appUcallons for emends io Liconso DPR* 
64, corroding Tech Spocs ro firo hoses & reporting roqulromonls 8 requesting re fief 
from certain Insorvico Insp raqufremonte.rospeotivoly Foos requosled 
DIGGS, RM License Fee Manage imont Branch 05/03/27 RODRIGUEZ, RJ Sacro- 
monto Municipat Utility Dislricl Ip 29606^140-20608 146 

6604080469 Responds lo NRC Hr re violalions notod In leap Ropt 50-312/85 03 Correc- 
tivo actions ‘Implomonlion ol proceduros lo onsuro propor tfocumonlalion of porform- 
anoe of afr sampling stations mainfolnod & sample rocaipts verified 
RODRIQUEZ.R J. Sacramenio Municipal Ufilily OiBlricl 05/03/27 MARTIN, J B 
Region 6, Office of Diroclor. 2pp. 20677 001 2 9077 002 

8604020296 FoAvards updatad evaluation of pilot program for conducting annual team 
insps 8 hoavily loading silo w/rosidont Inspectors, par B50226 preliminary review of 
pilot program Pilot program successful 

MARTIN.J a Region 5, Office of Director. 05/03/28 TAYLOR ,J OlrocLor's Office, 
Office of Inspection and Enforcement 7pp. 20577 226 29577 238 

8503280037 IE Info Notice 85-025, "Consideration of Thormal Condilions In Design & 
Installation of Suppo/ts for Diesel Gonorator Exhaust Sifoncors ” Sve list and 
JORDAN.E L DiviBloii of Emergency Proparodness 8 Englnoarlnn Response (Post 
030103), 05/04/02. Consolidatod Edison Co of New York, Inc i97pp 20667,109* 
29697 305 

8603280045 IE Info No-tfeo 85 028, "Vacuum Relief Sys for BWR Mark I 8 I) Contain- 
ments" Sve list end. 

JORDAN, E.L, Division of Emorgency Preparedness 8 Engineering Response {Post 
830103) 85/04/02, Consolidated Edison Co of Now York, Inc 02pp 29867.107- 
2966 /.1 88. 

8504010039 IE Info Notice 85 027, "Notifications to NRC Operations Ctr 8 Reporlirg 
Events In LERs " Sve list oncf 

JORDAN.E L, Division of Emorgency Preparedness & Engineering Rosponso (Posi 
830103) 85/04/03, Consolidated Edison Co of New York, Inc 08pp 20690 255 
29690.362 

6504160379 Advises of establiahmenl of meleorolegy program review task force, par 
Insp Rept 50-312/84-28 8 insp of emergency preparedness ectivltles on 
860313,Schedufe for corrective actions will be provided by 050501 
RODRIQUEZ.R J. Sacramenio Municipal Utility District 85/04/04. FISH.R Region 5. 
Office of Director, 3pp 29606 033-29606 035 

8504180609 Ack receipt of 850327 ltr Informing NRC of steps taken lo correct violalions 
noted In Insp Rept 60-31 2/&5-03, 

WENSLAWSKI.F^A Region 5. Office of Director. 85/04/04 RODRIGUEZ, R.J Sacra- 
mento Municipaf Uliliiy Distncl Ip. 29911.123-2991 1 125 
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0504050042 SuppI 1 to IE Info Notice 05-003, "Separation of Primary Reactor Coolant 
Pump Shah 8 Impeilar" Svc list ond 

JORDAN.E L Division of Emergency Preparednoss & Engineering Response (Post 
830103) 05/04/09 Consohdalod Edison Co of Now York, Inc lOIpp 29791 025 
29791 126 

8504050047 IE fnfo Notice 85 028, "Partial Loss of AC Power & Diesel Goneralor Deg 
radalion Svc list end 

JORDAN, EL Division of Emergency Preparednoss & Engmeering Response (Post 
030103) 05/04/09 ConsolidalGcf Edison Co of New York, Inc 109pp 20790 278 
29761 024 

850419-0202 Application for amend to License OPR-54, changing Tech Specs to sopa 
rate Insp requirements for safety rolate-d hydraulic snubbers Into functional & operable 
classes for testmg 

RODRIGUEZ, RJ Sacramento Municipal Utility District 85/04/09 THOMPSON.HL 
Division of Licensing 4pp 29886 269 29886 287 

-8604190212 Proposed Tech Specs, chanaino Tables 312-1 & 4 14-1 by separating 
insp roqwroments for safely rotated tiydrauttc snubbers into functional & operable 
classes for tealing 

* Sacramonlo Municipal Ulility Oislrict 05/04/09 15pp 29806 273 29386 287 

8S04090419 IE Info Notice 65 029, "Uso of Unqualified Sources in Well Logging Appli 
cations " Svc list one I 

PARTLOW.JG Division of InspecUon Programs (Post 850212) 05/04/12 Consolidat- 
ed Edison Co of Now York, Inc 66pp 29832 081-29832 023 

8504170240 IE Info Nolice 85 030. "Microbiologlcally Induced Corrosion Containment 
Svc Water Sya " Svc list one! 

JORDAN,E L. Divislori of Emergency Preparednoss & Engine arfng Responso (Post 
030103) 05/04/10 ConBolldatod Edison Co of New York, Inc I09pp 29966 258- 
20966 3G3 

8504190055 IE Info NoUco 65 032, "Recent Engine Falluros of Emergoncy Oiosel Gen 
orators " Svc list end 

JORDAN, EL Division of Emergoncy Preparednoss & Engineering Responso (Post 
830103) 85/04/22 Consolidated Edison Co of Now York, Inc fODpp 29988 239- 
29986 347 

8504190080 IE Info Nolico C5 033, "Undersized Nozzlo-To-SheH Welded Joints in Tanks 
& HXs Conslructed Under Rules of ASME Bollor & Pressure Vessel Code" Svc list 
end 

JORDAN, EL Division of Emergency Preparedness & Engineering Responso (Post 
830103) 85/04/22 Consolidatod Edison Co of New York. Inc t08pp 20989 001- 
29969 107 

8604220347 IE Info Nolice 84 04, Rev 1, "Doficioncies Jn Ferro Resonant Transformofs " 
Svc list Orel 

JORDAN, EL Division of Emorgency Preparednoss & Ennlneoring Response (Post 
830103) 85/04/24 Consolidated Edison Co of Now York, fnc flCpp 30027 067 
30027 184 


R Periodic operating reporta & related correspondence 

8504180631 Forwards "Radiation Exposuro.Envfron Protection Effluent & Waste Dispos 
al 1903 Annual Rept " Duo date for ropt extended because of several computer 
coding problonf^s 

RODRIGUE Z,RJ Sacramento Municipal LUilily Di strict 84/04/13 MART IN, JB 
Region 5, Office of Director 2pp 29812 214 29012 313 

-85041 B0G3 5 "Radiation Exposure, Environ Protoclion Effluent & Waste Disposal 1963 
Annual Rept " 

^ SacrarriGnlo Municipal Ulility District 83/12/31 90pp 29912 216 29012 313 

6504180276 "Radiation Exposuro.Environ Protection Effluent & Waste Disposal Annual 
Ropt.1904 " W/06O32g hr. 

RODRIGUEZ, RJ Sacramonlo Municipal Ulilily District 04/12/31 MARTIN, JB 
Region 5. Olfico of Director 76Cpp 29088 104-29090 231 

S604220218 Monthly ope rallng repi for Feb 1085 W/850306 Ur 
COLOMBO. R , RODRIGUES RJ Sacramenlo Municipal Ulllily District 65/02/20 6pp 
29939 323 29939.320, 

8 504 169487 Forwards annual radiological ropLW/o end 
RODRIGUEZ, RJ Sacramento Municipal Ulilily District 05/03/29 MARTIN.JD 
Region 6, Olfice of Director Ip 29059 256'’2065g 256 

8504260320 Monthly operating ropt for Mar 1005 W/fl 50400 Itr 
COLOMBO. R , flODHIGUE^R J Sacramonlo Mumcipa) Utllily Dlslrccf 85/03/31, «pp 
30019 344 30019 349 

8504180040 Forwards "Environ Radiofoflical Studios Downstream From Rancho Soco 
Nuclear Power Goneraling Station,'' aalisfying third commitment ir> ulil 041030 ftr Ropt 
discusses info dolermi nee from analysis of environ samples 
flODRIGUEZ.RJ Sacramento Municipal Utility Disfrict 05/04/01 MARTIN.JD 
Region 6, Office of Director Ip 29913001-20913064 

-8504180843 "Environ Radiolofllcal Studies Qownstroam from Rancho Seco Nuefoar 
Power Gonoraling Station ” 

NOSHKIN.VE, wONG,KM, EAGLE, RJ. Lawrence Livormoro Nallonaf Loboralory, 
UClD-29307 85/03/22. 63pp 20913 002-20913 064 


8504030150 Special Rapt 85 02 on 850301 & e4l022.funoff water sample conlained 
tritium exceeding Tech Spec limits Caused by personnel error Procedure revised 
RODRIGUEZ.RJ Sflcramcnlo Municipal Utility District 85/03/14 MARTIN.J B 

Region 5. Office of Director 2pp 29592 069-29502 070 

8504090093 Special Ropt 85 01 on 830518,24 snubbers found incorporating Bergen-Pa 
teraon clarrp.per IE Info Notice 83 13 Three misapplied clamps identified Clamps re 
placed w/ modified Borgen-Patorson clamps during Jan 1985 shut down 
RODRIGUEZ.RJ Sacramento Municipal Utility Dislncl 85/03/29 MARTIN.J B 

Region 5, Office of Director 2pp 29700 133-29700 134 

6504120 197 Forwards "Review of Emergency Diesel Generator Rocker Arm Cap 
screws," technical ovaluatiorr rept 

LAITY, WW Batlelle Memoridl Instilule, Pacific Northwest Laboratories FIN B-2952 
85/04/04 BERLINGER.C Division of Licensing Ip 29786 217-29706 233 

“0504120228 "Review of Emergency Diesel Generator Rocker Arm Capscrews." tech- 
nical evaluation rept 

LAITY.W W Batlolje Memortal Institute, Pacific Northwest Laboratories FfN B-2952 
PNL-5200 15 85/03/31 Division of Licensing I5pp 20786 218 29786 233 

6504120227 forwards "Review of Engine Base & Bearing Caps for TDl DSn-4B Diesel 
Engi^nes," tec finical evaluation ropi 

LArTY.W W Batlelle Memorial Institute, Pacific Northwest Laboratories FIN B 2963 
85/04/04 BERLINGER.C Division of Licensing Ip 29788 335 29700 352 

“8504120277 "Review of Engine Base & Bearing Caps for TDl DSR-40 Diesel En- 

? ines." technical evaluation rept 

AITY.W W Baltello Memorial Institute, Pacific Northwest Laboratories FIN B 2952 
PNL.5200 11 85/03/31 BERLINGER.C H NRC - No Detaiied Affiliation Given 17pp 
297Q8 336 29768 352 

8S04120290' Forwards PNL'5200 21, "Review of Emergency Diesel Generator Air Start 
Valve Capscrovk/3," technical evaluation rept for TDl Diesel Engine Proiect 
LAITY.W W Batlelle Memorial Instilule, Pacific Northwest Laboratories FIN 0-2963 
85/04/04 BERLINGER.C Division of Licensing 1p 29787 098-29707 114 

■“a50412029& "Review of Emergency Diesel Generator Air Start Valve Capscrews," 
tochnicol evaluation rept 

* Battelle Momo/ia! Institulo. Pacific Northwest Laboratories FIN 0-2952 PNL-6200- 
21 85/03/31 Division of Licensing 16pp 29787 099-29787 114 

8504120314 forwards PNL-5200 12, "Review of Engine Base & Bearing Caps for TDl 
OSHV-12.DSRV.16 & DSRV-20 Diesel Engines " 

LAITY.W W Batlelle Memorial Institute, Pacific Northwest Laboratories FIN B2963 
85/04/04 BERLINGER.C Division of Licensing Ip 29787 001 29787 017 

-0504120317 "Review of Engine Base & Bearing Caps for TDl DSRV-12. DSRV 16 & 
DSRV 20 Diesel Engines '' 

LAITY.W W Batlelle Memorial Institute, Pacific Northwest Laboratories FIN B 2063 
PNL-5200 12 65/03/26 Division of Licensing 14pp 29787 002 29787 017 

8S04170203 Pari 21 & deficioncy rept re failure of Westinohouso mechanical interlock & 
full voltage reversing startors Initially reported on C4q215Two starters returned to 
Wostinghouso Starter assembfies working properly 

RODRIGUEZ.RJ Sacramento Municipal Utility District 85/04/09 MARTIN.J B 
Region 5, Office of Director 2pp 29027 297-29827.298 

8504170226 Part 21 ropt ro defective Brand Rox control cable Initially reported on 
030616 Questionable cable reels returned to manufacturer for exam to ensure ab- 
sence of splices Recommends item be dosed 

RODRIGUEZ.RJ Sacramento Municipal Utility Dislncl 85/04/09 MARTIN.J 0 
Region 5, Office of Oireclor 2pp 29027 106 20827 107 

0504160367 Rarl 21 rept re Clow Williams Hagar chock valve used In storting air sya on 
TDl diesol engines Initially reported on 85031 2, TD) will furnish replacement Duo chek 
n valves mfg by TRW Mission of Houston.TX & info upon request 
BOYER.R E Transamorica Dolaval, Inc 85/04/10 Direclor’s Office, Office of Inspec- 
tion and Enforcement 3pp 29816 166-29916 160 

8504230024 Special Rept 85 03 discovered number of fire barriers broached for more 
than 7 days w/no special repl fifed & no mechanism oxisling to assess type of (ire 
waldi required Util in process of dove loping program to ensure compliance 
RODRIGUEZiBJ Sacramonlo Municipal Utility District 85/04/If MARTIN.J B 
Rogson 6. Office of Director, Ip 29966 062 29966 062 

0504230402 Forwards info re program 1o ensure Tech Specs on nonfunctional fire bar- 
riers satisfied, per 850411 Special Repl 65-03 FIro watches establtshed.per Toch Spec 
3 14 6 2 Admin islralivo procedures will be completed by 850801 
MATTIMOE.JJ Sacramento Municipal Utility District 85/04/17 MARTIN.J B Region 
5. Office of Director lipp 29951 261-29951 271 


V. Operator Examtnat(on& 

0604020317 Fonvards Rev 1 to Topical Repis TI-BO. "Operator Training Program for 
NRC Hot License Candidates," & T2 80. "NRC Licensed Operator Retraining Pro- 

SoDRIGUEZ.R J Sacramenlo Municipal Utility District 85/03/22 STOLZ.J F Operat- 
ing Reactors Branch 4 Ip, 29576 158-29578 199 


S. Reportable occurrences, LERs ft related corfospondonco 

8504110309 Forwards LER 05-001-01 1o correci reporllna criteriR & date valves logged 
closed 

RODRIGUEZ.RJ Sacramenlo Municipal Utility District. 85/03/12 MARTIN.J B, 
Region 5, Office of Diroclor, Ip 28776 f54-2077o’167 


-0504020319 Rev 1 to T1-QO, "Operator Training Program for NBC Hot Llcenso Candi 
dates " 


* Sacramento Municipal Utility District 85/03/22 27pp 29578 159-29578 186 


-QS04020322 Rev I to T2 80, “NRC Licensed Operator Retraining Program " 

* Sacramenlo Municipal Utility District 85/03/22 12pp 29578 187-29578 199 


-0504110317 LER 65 001-01 on 850l24.fiydfogen monitor sya containment IsoJalion 
valves found open Caused by tagging inconsisloncy. valve positions not Indicated in 
conirol room & deficient procedure Cover panel Installed 

COLOMBO.HW Sacramonlo Municipal Utility Dislncl 85/03/12 3pp 29776165- 
29776157 


8504040315 Submits rept re status of staffing.training & exam of candidates for operator 
licenses, per commitment in 640620 Itr Impfomenlaiion of six crew rotation deferred 
until FIrsI Quarter 1986 ^ ^ „ 

RODRIGUEZ, R J Sacramento Municipal Utility Dlstncl. 85/03/26 STOLZ.J F Operal 
ing Reactors Branch 4 2pp 29607 280 29607 281. 
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DOCKET S0-3ta ARKANSAS NUCLEAR ONE, UNIT 1 


F. Security, medical, emergency & lire protection plans 

8S04190002 Parlial response to 840116 request for INPO & NRC documenls re INPO 
role in & procedures lor reporting info to NHC App G-M documenls m PDH Identified 
documents partially & completely withheld {ref FOIA Exemptions 4 & 5) 

DinCKS.WJ Office of the Executive Director lor Operations 04/07/31 TOTTEN, M 
Public Citizen Litigation Group 3,43Qpp 30073 004 30062 202 

*•8504190122 Forwards recent INPO review of emergency preparedness program W/o 
end 

RUETER.D A Arkansas Power & Light Co 82/05/04 COLLINS.J T Region 4. Office 
of Director Ip 30076 273 30076 273 

8504040419 Forwards Interim rept re Reg Guide 1 97 position document forwarded by 
util 840625 Hr Ropt concludes explicit commitment on conformance to Reg Guide 1 97 
provided, w/exception of items identified 

STOLZJ F Operating Reactors Branch 4 05/03/20 GRIFFIN. J Arkansas Power & 
Light Co 2pp 29626 037-29628 038 

"8503250088 "Conformance to Reg Guido 1 07.Arkansas Nuclear One, Unit 1 ” 
STnFFEL,JW EG&G, Inc FfN A 6483 85/03/31 NRC - No Detailed Affiliation 
Given 19pp 29628 039-29628 057 

8504300306 Rev 0 to Emergency Plan Implomenling Procedure 1905 004, "Emergency 
Operations Facility Radiological Protection ’’ 

LEVINE.JM Arkansas Power & Light Co 85/03/26 19pp 30057 305*30057 3?2 

8S04080390 Rev 4 to Emorqoncy Plan Implementing Procedure EPIP 1904 02, "Offsite 
Dose Projections ♦ Pocket Computer Method " 

LEVfNE.J M Arkansas Power & Light Co 05/03/30. 7pp 29605 1 47 29685 153 

6504080363 Summarizes 850321 mooting w/util in Arlinglon.TX to review plan for staff- 
ing emergency response facility in event of accident, per NUHEG-0737,Suppl 1 View- 
graphs end 

MARTIN.R D Region 4, Office of Director 85/04/02 GRIFFIN.J M Arkansas Power 
& Light Co 16pp 29605 067-29606 082 

8504170235 Rev 1 to Emergency Plan Implementation Procedure 1903 13, "Notification 
of Lillie Rock Corp Official" 

LEV«NE,J M Arkansas Power & Light Co 85/04/09 lipp 20827 108*29027 110 

8504180491 Forwards insp Repts 50-313/85 02 & 50-368/85*02 on 850204-08 & no 
tices of violation & deviation 

HUNTER.DR Region 4. Office of Director 05/04/15 GRIFFIN.J M Arkansas Power 
& Light Co 2pp 29059 170-29859 190 

*•8504180494 Nolice of violalion from insp on 850204 08 
* Region 4, Office of Director 05/04/15 Ip 29859 100 20059 100 

— 8S0416049Q Notice of deviation from Insp on 050204 08 
^ Region 4, Office of Director 85/04/15 1p 29859 181-29859 181 

"8504180505 Insp Repts 50 313/05 02 & 50 368/05 02 on 850204-08 Violation 
noted.falluro to review & approve OAP-13 prior to implementotion & use Deviation 
noted Inconnplote corrective action 

HACKNEY.CA, BAIRD.JB, MARTIN, L E Region 4, Oflico of Director 05/04/15. 
9pp 29859,102-29050 190 

8504 220058 Rev 9 to Emergency Plan ImplGmonling Procedure 1903 30 ro evacuation 
LEVINE, J M Arkansas Power & Light Co 85/04/16 13pp 29929 167-29920 179 

85042S0370 Informs that Region IV emorgoncy response team will participate in 
850424-25 annual exercise Participation llmitod to partial staffing of Regtonal mcident 
Response Clr & communication w/utif counterparts 

HUNTER.DR Region 4. Office of Director 85/04/10 GRIFFIN, J M Arkansas Power 
El Light Co 2pp 29985 110-20985 111 

8604250365 Informs that facility selected for emergency response faciilties appraisal per 
Supp! 1 to NUREG-0737 ^pralsal will bo conducted during wk of 050520-25 
HUNTER, OR Region 4, Office of Director 85/04/22 QRIFFIN.J.M Arkansas Power 
& Light Co 2pp 29985 113 29985-114 


I. Financial Information 


8604110133 "1904 Annual Ropt " W/850402 Itr 
MAULDEN.J L Arkansas Pcwor & Light Co 84/12/31 DENTON.HR Office of Nucle- 
ar Reactor Regulation, Director 41 pp 29765 022-29765 062. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8407190276 Amend 2 to updated FSAR W/840720 Ilf 
MARSHALL, J.R Arkansas Power & Light Co, 04/07/20 250pp 2SB78344 
25679 230 


P. Operating license stage documents & correspondence 

6504030485 Forwards Amends 99 & 64 to Licenses DPR-51 & NPF-6, respectiVBly & 
safely evaluation. A mends revise Tech Specs to require keys to key-operated hands- 
witches for containment purge vafves bo removed wlien valves required to be closed 
LHE.R S. Operating Reactors Branch 3 VISSING.G.S Operating Reactors Branch 4 
85/03/18 GRIFFIN.J M. Arkansas Power 8 Light Co 2pp 29606-210-29606 233 

"8504030490 Amends 96 & 64 to Licenses DPR 51 & NPF 6,rospectively, revising Tech 
Specs to require keys to key operated handswitches for containment purge valves be 
removed when purge valves required to bo closed 

STOLZ.JF Operating Reactors Branch 4 05/03/18 9pp 29606,212-29606 220. 

"8504030493 Safety evaluation supporting Amends 96 & 64 to Licenses DPR 51 & 
NPF-6, respectively 

• Office of Nuclear Reactor Regulation, Director 85/03/18 2pp 29606221- 
20606 233 


8504180082 Forwards safety evalution re util 841127 submittal on Cycle 7 upper core 
barrel bolt replacement Continued operation w/l 14 upper core barrel bolls of modified 
design in place justified 

STOLZ.J F Operating Reactors Branch 4 05/03/27 GRIFFIN.J Arkansas Power & 
Light Co 2pp 29919 296 29919 301 

"8504180087 Safety evaluation accepting util Cycle 7 upper core barrel boll replace 
ment program 

* Office of Nuclear Reactor Regulation, Director 85/03/27 2pp 29919 300 
29910 301 

8504160307 Forwards master schodulo for comptolion of seisrTiic,partially tornado 
protecled,cond 0 nsate storage tank. per NUREG 0737. Item II E 1 1 
ENOS.JT Arkansas Power & Ugh! Co 85/03/29 STOLZ.JF Oporalmn Reactors 
Branch 4 2pp 29820 286 29020 287 

8504160558 Concludes review of NUREG 0737,TMI Item II E l 1 re emorgoncy feed 
water upgrade Upon installation of redundant flow path from now condensate storage 
tank to emergency feedwater pump, Recommendation GL 2 satisfied Issues closed 
STOLZ.JF Operating Reactors Branch 4 85/04/04 GRIFFIN J Arkansas Power & 
Light Co 2pp 29836 210-29836 21 $ 

8504120206 Generic Llr 85 06 to all PWR licenseos & all applicants for OLs ro QA guid 
anca for ATWS equJpmenI not safely-related Sve iisl end 

THOMPSON, H L Division of Licensing 85/04/16 Consolidated Edison Co of New 
Vork, Inc 22pp 29947 206 29947 309 

8504120031 Gonoric Ltr 05 02 lo all PWR licensees & applicants, hoi dors of CPs & Fort 
St Vroln re recommended actions stemming from NRC integrated program for resolu 
lion of unresolved safely issues re steam gonoralor tube integrity Sve llbl end 
THOMPSON.HL Division of Licensing 05/04/17 Yankee Atomic Efectnc Co 127pp 
29953 071 29953 262 ^ 

8504300460 Informs lhat evaluation of 840316 Tech Spec submittal, consisling of two 
separate issues upon which 050227 request for addi foes based.lncorrocl Both Gener- 
ic Lire 83 37 & 82-16 address NUREG 0737 items 

ENOS.JT Arkansas Power & Light Co 85/04/17 DIGQS.RM License Fee Manage- 
ment Branch Ip 30064 043 300G4 043 


Q Inspection reports, IE BulJollns & correspondence 

8504260196 Responds fo IE Bijlleiin 84-03 ro refueling cavity water seal End drawing 
Illustrates holghls of reactor cavity transfer canal & spent fuel poo! Seal nol 
used Aperture cord available In PDR 

ENOS.JT Alabama Power Co 64/10/16 MARTIN, RD Region 4. Oflico of Diroclor 
4pp 30023 087-300123 090 

0503190659 IE Info Notice 85 022. "Limilorquo Motor Oporated Valves RosuHing From 
Incorrect Installation of Pinion Gear Sve list end 

JORDAN.E L Division of Emergency Preparedness & Cngineoring Rosponso (Post 
G30103) 65/03/21 Consolidalod Edison Co of Now York, Inc lODpp 29597 001- 
20597 005 

G503210461 IE Info Notice 85 023, "Inadequate Surveiflanco & Posl-Maint A Post Mod 
Sys Tosllrig " Sve list end 

JORDAN.E L Oiviscon of Emorgoncy Preparedness & Engineenng Responso (Posi 
830103) 05/03/22 Consolldatod Edison Co of Now York, Inc foflpp 20656 001- 
20656^7 

0603220444 IE fnfo Notfco 85 024, "Failuroa of Prelodive Coalings in Pipes & HXs" 
Sve list onci 

JORDAN, E.L Division of Emorgoncy Proparodnoss & Enginoorino Rosponso {Post 
830103), 85/03/26. Consolidated Edrson Co of New York, fnc fOBpp 29596 154- 
20596 363 

8604000262 Forwards paymeni of feo for insps conducted at facilily on 840624 0920 
ENOS.JT Arkansas Power & Light Co 8S/03/26 Record Sorvicos Branch (Docu- 
ment Control Desk) Ip 29679 226-29670 228 

86041 60G94 Fo wards QA Program Insp Repts 99900001/04 01 & 90900288/84 01 Re- 
quests ovaluation of findings re quality & accoplabllity of product or sve provided by 
vendors W/o ends 

HUNTER, D.R, Region 4, Office of Director 85/04/01 GUIFFIN.J M Arkansas Power 
& Light Co 2pp 29809 291-29609 292. 

8503280037 IE fnfo Notice 86 025, "Consldoralion of Thorma) Condiliona m Dosign & 
Instalfalioji of Supports for Diesel Oeneralor Exhaust Silencers." Sve list end 
JORDAN, E.L, Division of Emorgoncy Prope redness & Engineorinn Rosponso {Post 
830103) 85/04/02, Cortsolidalod Edison Co of Now York, Inc f07pp 20607199- 
29067.305 

8603280046 IE Info Notice 05 026, ''Vacuum Rollef Sys for 6WR Mark I 8 II Contain- 
monts " Sve list and 

JORDAN, E.L, Division of Emergency Preparedness & Engineering Rosponso (Post 
830103), 85/04/02 Consolidalod Edison Co of New York. Inc OZpp 20667.107- 
20667.190 

8604220023 Forwards Ir^sp Repts 50 313/85 03 & 50 360/86 03 on 850204 06 & 0305- 
08 No violation or deviation noled 

HUNTER, O R. Region 4, Office of Diroclor 85/04/02 GRIFFIN.J.M Arkansas Power 
&UgmCo 2pp 29930-157 20939,169 

"8604220027 Insp Ropls 60-31 3/0S-03 & 50 368/05 03 on 050204-06 8 0305 08 No 
violation or deviation nolod.Major areas ins peeled, radiological environ monitoring 

ra am,lncludlng orgamzalion & mot conlrol.tralnlng & qualifications 

OLAS.JB. MUHRAY.B, MARTIN.LE Region 4, Office of Dprector 65/04/02 
lipp 29939 159-29930-169, 

6504010039 IE (nfo Nohce 85 027, "Notifications to NRC Operations Clr & Roporlinn 
Events in LERs " Sve list end. 

JORDAN.E L Division of Emergency Proparadness & Engineering Response (Post 
830103) 85/04/03 Consdidaled Edison Co of New York, fnc OOpp 29600 255- 
29690 362 
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8504190332: Discusses inspectability of slecvod o^ico through steam generator 
tubes, por 850228 request AddI irrre necessary for complGle response Info Will be pro* 
vided by 850510 

ENOSj T Arkansas Power & Light Co 85/04/05 STOLZ.dF Operating Reactors 
0ranch4 1p 2S91 7 015-2991 7 015 

8504050042 Suppt 1 to IE Info Notice 85*003, “Separalton ol Primary Reactor Coolant 
Pump Shaft & Impeller ' Sve list enct 

JORDAN, EL Division of Emergency Preparedness & EngineDnng Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, tnc lOIpp 29791 025 
29701 126 

85040S0047 IE Info Notice 85 02B, “Partial Loss of AC Power & Oiese! Generator Deg 
radation " Sve list end 

JOROAN,E L Divrsion of Emergency Preparedness S Engineering flosponse fPost 
830103) 85/04/09 Consoljdatoct Edison Co of New York, Inc 109pp 2970D27O- 
29791 024 

8504090419 IE fnfo Notice 85 029. 'Use- of Unqualified Sources in Well Logging Appli 
cations ” Sve lisl end 

PARTLOW.J G Division of Inspoction Programs (Post 850212) 85/04/12 Consolidat- 
ed Edison Co of New York. Inc 66pp 29832 001*29832 023 

8504180491 Forwards Insp Repts 50 313/85 02 & 50 369/85-02 on 050204 08 & no 
licos of violation & deviation 

HUNTER.DR Region 4, Office ol Director 85/04/16 QHJFFIN.J M Arkansas Power 
& Light Co 2pp 29850 178 29859 190 

--8504180494 Notice of violation from insp on Q5O20'4 08 
* Region 4, Office of Director 85/04/15 Ip 23859 160*29059 180 

--0504100498 Notice of deviation fforT> insp on 850204 08 

» Region 4, Office ol Director 85/04/15 Ip 29859 101-29859 181 

-0504180505 Insp Repts 50-313/05 02 & 50 36B/05-O2 on 850204 08 Violation 
noted failure to review & approve QAP*t3 prior to implementation & uso Deviation 
noted mcomplolo corrective aciion 

HACKNEY.CA, BAIRD,JB, MARTiN.L E Region 4, Office of Director 85/04/15 
9pp 29B59 182-29859 190 

8504170240 IE fnfo Notice 85 030, ‘Micrabio logically Induced Corrosion Containmenl 
Sve Wafer Sys ” Sve lisl end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/04/19 Consolidated Edison Co of New York, fnc 1C9pp 29966 250 
29366 363 

8504190055 IE Info Notice 85 032, ' 'Recent Engine Falluros of Emergency Diesel Gen- 
erators " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Enginoorirg Rosponso (Post 
030103) 85/04/22 Consolidated Edison Co of New York. Inc lOOpp 29988 230* 
29908,347 

8504190080 IE Info Notice 65-033, ‘ Undersized Nozzle To Shell Waldod Joints In Tanks 
8 HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code" Sve list 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Rosponso (Post 
830103) 85/04/22 Consolidalod Edison Co of New York, tnc 108pp 29989 001- 
2998S 107 

0504220347 IE Info Notice 84*84, Rov 1, "Detidoncios In Forfo-Resonant Transformers " 
Sve lisl end 

JORDAN.E L Division of Emergency Preparedness & Enginoering Rosponso (Post 
B30103) 65/04/24 Consolidatod Edison Co of New York, Inc liapp 30027 087* 
30027 184 


R. Periodic opereling reports e^ related correspondence 


0694190805 Monthly operating rept for Feb 1985 W/850316 Hr 
MORTON.K L , ENOS.J T Arkansas Power & Light Co 85/02/28 BASSETT.H S Divi 
Sion of Automated Information Services 6pp 29924 001-29924 006 


S. RepojtabEe occurrences, LERa & related corrospondenco 

8504169013 PNO 17-85 015on B504 lO.nonIsolabfa reactor coolant leak identified on 1 
1/2*incb cord leg dram line upstream of isolation valve R8D-aBUnlt cooled down In 

^ 3131100 for repairs Leak esti mated at 0 1 gpm 

7IN,L E Region 4, Offtca of Director 05/04/1 1 fp, 29815 002-29815 002 


DOCKET 60-315 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 1 


F. Eecurlty, medical, emorgoncy & Nro protcclfon plans 

0604030001 Ack recorpl of 850121 Hr describing scepo & ob|GClivos for 850430 emer- 
gency preparedness exorcise Scope & obiecKves acceptable w/tnclusion of post-acci- 
dent samplirig 

PAPERIELLO.C J Region 3, Office of Director 85/02/14 DOLAN.JE Indiana & 
Michigan EEaclric Co DOLAN, J E American Electric Power Service Corp 2pp 
29593 005 29593 010 

-0SO4O3DOO2 Forwards description of scope & obJeclivos for 860430 emergency pre 
paredness exorcise in response to NRC 041214 ItrCompleto exercise scenario pack 
age will be submitted 45 days in advance of exorcise 

ALEXICH,MP Indiana S Mtchigan Efectrlc Co 85/01/21 PAPERIELLO.C J Regions. 
Office of Director 4pp 29593 007-29593 010 

8504030028 Forwards semiannual progress ropi on delailed conlrol room design review 
pro 9 ram.pe; ulil 840928 comm iimeni Program sunima 7 repi & Implomentafion ached 
ule expected by 861231 

ALEXICH.MP Indiana a Michigan Electric Co 85/03/27 DENTON.H R Offica ef Nu- 
clear Reactor Regulation, Director 2pp 29587 317-20587*318 


8504100339 Fonvards response to 641224 request for addi info re SPDS Proprietary & 
non proprietary versions of Rev 0 to SuppI 4 to WCAP-10170, “Westinghouse Technr 
cal Support Complex also end Propriolary version wifhliold (ref 10CFR2 790) 
ALEXICH.MP Indiana & Michigan Efecfric Co 85/04/03 DENTON.H R Office of Nu- 
clear Reactor Regulation. Director I2pp 29730 001-29730 115 

“8504 100347 Requests wilhtiolding proprietary version of Rev 0 to SuppI 4 to WCAP- 
10170, “Wasfinghouse Technical support Complex Design & Verification & Validation 
Process lor DC Cook Nuclear Plant," per 10CFR2 790 Affidavit end 
WIESEMANN.R A Westinghouse Electric Corp 85/02/22 DENTON.H R Office of 
Nuclear Ro actor Regiilalion, Director 7pp 29730 013-29730 019 

“0504100353 Rev 0 to SuppI 4 NP to “Wostinghouse Technical Support Complex 
Design & Verification & Validation Process for DC Cook Nuclear Plant " 
nAHE.E,F . WERNER, C L Wostinghouse Electric Corp WCAP 10170 S04 NP RO 85/ 
02/26 g7pp 29730 020-29730 115 

0504120149 Requests hourly meteorological data on magnelic tape from onsite moteor- 
ologlcal monitoring sys.por 850401 & 02 lelcons Data requested to followup IE Info 
Notice 84-91 re problems observed in meteorological monitoring sys 
PAPERIELLO.C J Region 3. Office of Director 85/04/05 DOLAN.J E American Elec 
tnc Power Service Corp DOLAN, J E Indiana & Michigan Electric Co 2pp 20786 319 
29786 325 

8504160375 Rev 2 to Emergency Plan Procedures EPP006 re activation of roontry & 
rescue team, EPP 008 ro emergency medical plan guidelines & EPP009 re hoallh 
physics mgl for oporalions stagino area 

PETROFF.DM Indiana & Michigar^ Electric Co 85/04/11 40pp 29816 209 
29815 266 

8504160389 Rev 1 to Emergency Plan Implementing Procedure PMP 2081 EPP011, 
"OnsIlB Radiological Monitoring ' & Rov 2 to PMP 2081 EPP012, "Offsile Radiologi 
cal Monitoring " 

* Indiana & Michigan Electric Co 85/04/11 24pp 29015 050 29815 073 

8504220050 Rov 2 to Plant Manager Procedure PMP 2081 EPP010, “Activation of Ra 
diation Monitoring Toams” & index 

' Indiana & Michigan Eloclrlc Co 85/04/11 9pp 29929 136 29929 144 

65041G0470 Ack receipt ol 850313 Itr Informing NRC of stops taken to correct vIoJalions 
noted in Insp Repts 50 315/85 02 & 50-316/85 02 Training of all senior reactor oper- 
ators acling as onsite emergency coordinators to bo completed by 850415 
HIND,J,A Region 3, Office of Director 85/04/12 DOLAN.JE American Electric 
Power Son/ice Corp DOLAN.JE Indiana & Michigan Electric Co 2pp 20859 240- 
29859 250 

--85041004B2 Responds to NRC 85021 1 Itr rc violntiona noted in Insp Repts 50-315/85 
02 & 50-316/85 02 Co/reefivo actions review comparing PMI 2070, “Training" to 
codas A stds matrix began on 840430 & completed on 641128 
ALEXICH.MP Indiana & Michigan Eleclric Co 05/03/13 KEPPLER.J G Region 3, 
Office of Director 9pp 20859 242-29859 250 

8504300305 Notifies of dlreclivo to perform nonsafoty related mod to emergency plan 
procedures manual "PMP EPP Preface’’ is rodundant documenl.saliBlies no rogula 
tion & should be removed from manual & destroyed 

SPRINGMAN.0 Indiana a Michigan Electric Co 85/04/16 NRC ■ No Detailed Affili 
aftort Given Ip 30066 0-35 30066 035 

6604300295 Rev 2 to Emergency Plan Implementing Procedure PMP-2081 EPP 002, 
"Barring of PABX " 

STAN.WT, THOMBURG.MT Indiana & Michigan Eleclric Co 85/04/25 8pp 
30058 126 30050 133 


H. General correspondence 


8504220398 Forwards sve fists for CooK,Palisades,Big Rock Point & Formi Nuclear 
Plants Stale of Ml should update list, per B40129 discussion 

WlGGINTON.D L Operating Reactors Branch 1 85/04/11 HAHN,D Michigan, Stale 
ef 6pp 2994? 107-29947 111 

0504300347 Requests aulbor name bo deleted from mailing list for cited facllilies 
HAHN, DR Michigan, State of, Dept of Public Hoallh 85/04/23 WIGGfNTON.D L 
Operating Reactors Branch 1 Ip 30062 324-30062 324 


J. Insurance & Indemnity information 


0504010122 Forwards annual rept on properly Insurance Info details present levels of 
property insurance & insurance sources 

ALEXICH.M P Indiana & Michigan Electric Co 85/03/22 DENTON.H R Office of Nu 
clear Reactor Rogulafion, Director 2pp 29566 314-29568 315 


P, Operating license stage documents & correspondence 


8504120102 Responds to FOIA request for Caseload Forecast Panel flies in Ofc of Re- 
source Mgl Forwards lislod documents Oocumenls also available in PDR 
FELTONJm Division of Rules and Records 84/06/06 KtLLEFER.C Shaw. Pittman. 
Polls & Trowbridge. 2pp 30300 003-30303 129 

8412170540 Advises that prelimlnarY review ol 841002 submittal of InservIce teat pro 
gram for pumps & valves completed Program acoepiablo for implement at ion until NRC 
completes more formal review In 8 months 

VARGA.SA Operating Reactors Branch 1 04/12/05 DOLAN, J Indiana & Michigan 
E/ecIric Co DOLAN.J American Eleclric Power Service Corp 2pp 27970,204- 
27970 285 

8504090471 Summary of 850304 meellng w/util on site re util program for upgrading & 
clarifytnn Tech Specs 

WIQelNTON.O L Operating Reactors Branch 1 85/03/25 Operaling Reactors 

Branch 1 3pp 29744*313-29744 315 
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650409P475 Summary of 850306 & 07 maetings w/util & EG&G on site re proposed 
inservIce testing program for pumps & valves 

WIGGINTON.O L Operating Reactors Branch 1 85/03/26 Operating Reactors 
Branch 1 32pp 20744 280 29744 312 

8504030214 Responds to 8411 14 request for addi fnfo re Generic Ltr 83 28Jlems 4 2 1 
& 4 2 2 Response re Item 4 3 submiUed on 84122f Plar^t procedures to be revised 1o 
incorporate Rev 0 to 831014 "Mainl Program for D8'50 Reactor Trip Switchgear " 
ALEXICH.M P Indiana & Michigan Electric Co 05/03/29 DENTON,H Ft Offica of Nu- 
clear Reactor Regulation, Director 3pp 29508 361-29588 363 

8604040247 Discusses status of K(Z) factor used in Exxon LOCA/ECCS evaluation 
model Measured peak LHGR of Exxon Nuclear Co fuel approx 76% of Tech Spec 
limits 

ALEXfCH.M P Indiana & Michigan Eioclnc Co 85/03/29 DENTON, HR. Office of Nu 
clear Reactor Regulation, Director 2pp 29611 356 29611 357 

B504040304 Forwards hydrogen control program sch0dule,mfo re MARCH 2 code Input 
deck & “Hydrogen Combustion & Control Analysis Assumptions," per 850206 
meeting Complete loss of offsite power for significant periods unlikely 
ALEXICH.M P Indiana & Michigan Electric Co 85/03/29 DENTON. H R- Office of Nu- 
clear Reactor Regulation. Director 5pp 29608 316 29608 343, 

-8504040311 “Hydrogen Combustion & Control Analysis Assumptions " 

• Baltolle Memorial Inslitule, Columbus Laboratories 85/03/15 24pp 20600 320- 
29608 343 


85042 6 0100 Advises of rev to Weslinghouse LOCA/ECCS Gvaluatfon model Rav ef 
fects Hooding rate info generated by WREFLOOD coda as input to BART code Rov 
discussed in end Westfnghouso 050403 & util 850322 Urs 

ALEXfCH.M P Indiana av^ichigan Electric Co 85/04/19 DENTON, H R Office of Nu 
clear Reactor Regulation, Director 4pp 30024 274 30024 2 92 

8504260195 Application for amends to Licenses DPR-56 & DPfl-74.chaniging Toch Spec 
Tables 3 3-3,3 7 t 2 & 4 7 t 2 a & Bases 3/4 7 12 to address water density correc 
tions when measuring auxiliary feedwater pump discharge pressure 
ALEXICH.M P Indiana A Mtchigan Efoctric Co 85/04/23 DENTON, H R Office of Nu 
clear Reactor Regulation, Director 3pp 30024 063-30024 076 

-8504260197 Proposed Tech Specs.changing Tables 3 3-3.3 7t2&4712aA Basos 
3/4 7 1 2 to address water donafty corrections when measuring auxiliary loedwaler 
pump discharao pressure 

* Indiana & Michigan Electric Co 85/04/23 1lpp 30024 066 30024 076 

8504290378 Discusses rev to Toch Spec re diesel gonemlor surveillance testing, por dis 
cusslons on Generic Ltr 84-15 Actions to reduce cold fast start lests.eJiminate require 
merits leading to degradation >& establish reliability goals described 
ALEXICH.M P Indiana & Michigan Eioclnc Co 05/04/24 DENTON.H R Office of Nu- 
clear Reactor Regulation, Director 3pp 30051 033 30051 035 


Q. Inspootion reports, IE Buliellns A corraspondenca 


8504050151 Application for amend to Licenses OPR-58 & DPR'74,changlng Tech Specs 
3/4 3 1, “Reactor Tnp Sys Instrumentation" & 3/4.3.2, "ESF Actuation Sys Instrumen- 
lalion" 

ALEXICH.M P Indiana & Michigan Electric Co 85/03/29. DENTON.H R Office of Nu- 
clear Reactor Regulation, Director 9pp 29666 003-29666 027 


0504040447 Forwards Insp Repts 50 315/85-06 & 50 316/85 OB on 850121-25 & 
31,0201 A 0304 No noncompllanco noted 

PAPERIELLO.C J Region 3, Office of Director 05/03/08 DOLAN, J E, American Elec- 
tric Power Sofvfco Corp DOLAN, J E Indiana A Michigan Electric Co 2pp 29666 260- 
29668*274 


..$504050157 Proposed changes to Tech Specs 3/4 3 1, "Roaclor Trip Sys Instrumen- 
tation" A 3/4 3 2, "ESF Actuation Sys Instrumentation " 

* Indiana A Michigan Electric Co 85/03/29. 16pp 29668 012-29666 027 

8504150511 Forwards Amends 83 A 66 to Licenses DPR-58 A DPR-74, respectively A 
safety evafualion Amends revise Tech %)0ca to rnake ice condenser roqulrementa 
Identical A consistent w/WaslInghouse StS 

WIQQINTON.DL Operating Reactors Branch 1 85/04/01 DOLAN. J Indiana A Mlchl- 
gan Electric Co DOLAN ,J American Electric Power Service Corp. 2pp 29011 210- 
20811:230 

-8504160618 Amends 83 A 66 to Licenses DPR 50 A DPR 74, respectively, revising 
Tech Specs to make ice condenser requirements identical A consistent w/Wosting- 
house sTS 

VARGA.S A. Operating Reactors Branch 1. 65/04/01 15pp 290 1 1 2 1 2-2901 1 226 

-6S041S0624 Safety evafualion supporting Amends 83 A 66 to Licenses DPR-6fl A 
DPR 7 4. respectively 

♦ Office of Nuclear Reactor Regulation, Director 85/04/01 4pp 29811 227- 
29811 230 

S504090014 Forwards add! info re inadequate core cooling Instrumentation, consisting of 
milestones schedule for reactor vessel level instrumentation sys End 2 to safety eval- 
uation forwarded w/SA Varga 031219 ltr addressed 

ALEXICH.M P Indiana A Michigan Electric Co 05/04/02 DENTON.H.R, Office of Nu- 
clear Reactor Regulation, Director 6pp 29699 353 29699,358 

8504100428 Forwards safety evaluation re reload A Noncompliance Rept REE 84-0-1 ro 
safety sys settings 

ALEXICKm P Indiana A Michigan Electric Co 85/04/02 DENTON.H R, Office of Nu- 
clear Reactor Rogulalion, Director 29pp 29722 001-29722 023 

8504 1301 94 Forwards 850402 lira re description of LOCA/ECCS modeta used by Exxon 
Nuclear Co in response to 650329 request Error described in Exxon 8S0322 Ltr 
GF0 85 010 applicable to Unit 1 only 

ALEXICH.M P, Indiana A Michigan Electric Co 85/04/03 DENTON.H.R Office of Nu- 
clear Reactor Regulation, Director 16pp 29704,227-29784*242 

8504190529 Reviews util 841120 hr re method for performing monthly pump test re- 
quired by Tech Spec 4 7 1 2,e 2 b for turbine driven pump NRC questions methods In 
procedure for measuring pumped fluid temps 

VARGA, S A Operating Reactors Branch l 85/04/11 DOLAN, J Indiana A Michigan 
Electric Co DOLAN.J American Electric Power Service Corp 3pp. 29937.340- 
29937*342 

8604220115 Forwards safely evaluation addressing util 840802 ltr re provisions for 
meeting requirements of NUREQ 0737,TMI Action Item 11.0 3 on post-accident sam 
pling sys Sys acceptable 

VARGA.S A Operating Reactors Branch 1 86/04/1 1 DOLAN, J Indiana A Michigan 
Electric Co DOLAN.J. American Efectrlc Power Service Corp. Bpp. 29941:362- 
29941 360 

8504220199 Advises that interim undiluted liquid grab sample ays instalfedper NUREG- 
0737, Item II B 3 A NLIREG’0576,wili be replaced w/seplum sampling por(,fn8lalfatfon 
will require loss of sampling capability for period of 2-5 wks, 

ALEXICH.M P Indiana A Michigan Electric Co 05/04/12. DENTON.H R Office of Nu- 
clear Reactor Regulalion, Director 2pp, 29928 360-29920*361 

8604120206 Generic Ltr 85-06 to all PWR licensees A all applicants for OLa re OA guid- 
ance for ATWS equipment not safely related Sve list encl 

THOMPSON, H.L Division of Licensing 85/04/16, ConsofidatedI Edison Co of New 
York, Inc 22pp 29947.288 20947 309. 

8504120031 Generic Ltr 85-02 to all PWR licensees A applicanls.tiolders of CPs A Fort 
SI Vrain re recommended actions stemming from NRC Integrated program for resolu- 
tion of unresolved safety Issues re steam generator tube inlegrity.Svc list end 
THOMPSON.H L Division of Licensing 85/04/17 Yankee Atomic Eteotrio Co 127pp. 
29853 071-29953 202 

8S04290267 Requests assistance In review of ulH end 850329 amend request Review 
should consist of complete safety evaluation A mlnl-SALP Input 
THOMPSON.H L Division of Licensing 05/04/17 NORELfUS.C E Region 3, Office of 
Director Ip, 30067 031-30067 068 


-6504040462 Insp Repts 50-315/05 06 A 50-316/05 06 on 850121-25 A 31, 0201 A 
0304 No violation or dovlatlon noted Major areas Inspected oporallonaf rad waste mgl 
program.lncluding gaseous, liquid A solid radwaste A action on LERs 
HUETER.LJ . QREGER.LR Region 3, Office of Director 86/03/OB 13pp 296GD 262- 
29660*274, 

0603190859 IE Info Notice 85-022, ’■LlniilorquB Motor Operated Valves Resulting From 
Incorrect Installation of Pinion Gear " Sve list encl 

JORDAN, EL. Division of Emergency Pfopnredness A Engineering Response (Post 
830103) 05/03/21, Consolidated Edison Co of New York, fnc foflpp 29507 001- 
20597.005 

6503210481 IE Info Nollco 85-023, "fnadaquato Sunrolllanco A Post Marnt A Post-Mod 
Sys Tasting " Sve fist end. 

JORDAN, E.L Division of Emorgoncy Preparedness A Enginooring Responso (Post 
030103) 65/03/22 Consolidated Edison Co of Now York, Inc foopp 29B5G001- 
29656,107 

6504020248 Requests retraction of commitment for visual Insp of containment pipe 
tunnel sump.mado In rosponao to IE Bullotlr^ 80 24 Insp unnecessary duo to equip 
ment rolfabifily A ALAR A A safety co-ncerns Relractlon otfaclnvo 050501 
ALEXICH.M P Indiana A Michigan Elficiric Co 85/03/25 KEPPLER.JQ Regian 3, 
Obi CO of Director. 3pp. 29583 076-20583 070 

0503220444 IE tnfo Notice 85 024, "Falfuros of Protoctivo Coalings In PIpos A llXa" 
Svo list encl 

JORDAN, EL Division of Hmorgency Preparedness A Enginooring Rosponso tPost 
830103) 85/03/28 ConsofidalerJ Edison Co of Now York, fnc fOOpp 29590 154- 
20596363 

8504160310 Responds to NRC 050227 ltr re violations nolod in fnap Repts 50-315/64- 
23 A 50 316/84-26 Corroedve actions personnel romindeef to nollly chemlcnli lab 
whenever Tech Spec compensatory sampling must bo Inlllaiod 
ALEXICH.M. P. Indiana A MIeftIgan Eleclr Ic Co 06/03/20 KEPPLER.J Q Region 3, 
Offico of Dlrodor. 3pp. 29799'2&2-297E}d.204. 

8604110287 Forwards Insp Repts 60*316/65 09 A 50 316/65 09 on 8502t2-0318No 
noncompllanco noted. 

SHAFER.WD. Region 3, Office of Director. Q5/O4/01 DOLAN.J E Amorican Eloclrio 
Power Service Corp DOLAN.J E. Indiana A Michinon Eioclnc Co 2pp 2O70O‘3O3- 
29768 310 

-8604110294 Insp Repla 60 316/0 5 09 A 60-316/8 5 09 on 050212 0310No noncom- 
pllance or deviations noted Major areas Inspected, previous Insp f i ndd ngs, opera 11 onni 
safety, LERsJE buliellns A circulars A NUREQ-0737. 

WRIGHT, Q.C. Region 3, Offico of Director 86/04/01 I4pp, 2G76B-305 20769 310 

0503289037 IE Info Notice 85 025, "Consideration of Thormal Conditions In Design A 
Inatalletlon of Supporte for Diesel Generator Exhaust Silencers" Sve list end, 
JORDAN, EL. Division of Emeraoncy Preparednoss A Enginoeiing Response (Post 
830103). 85/04/02 Consolldaled Edison Co. of Now York, Inc 107pp 29667 199- 
29667*305. 

850320 0 045 IE Info NoHco 65 028, "Vacuunti Relief Sys for BWR Mark t A II Contain- 
menta '* Sve list end 

JORDAN, EX, Division of Emergoncy Preparedness A Engineering Response (Post 
030103). 05/04/02 Consolidated Edison Co. of Now York, Inc 02pp. 29667:107- 
20667:1 06. 

8504010039 IE Info Notice 85 027, "Notifications to NRC Oporaliona Ctr A Reporting 
Events In LERs " Sve list encl 

JORDAN, EL, Division of Emergenoy Preparedness A Enginaering Response (Post 
030103), 85/04/03. Consolidated Edison Co of New York, Inc. 98pp, 20600:255 
20690:362. 

8504120 1 49 Requests hourly meteorolagical data on magnotic tape from onsite moloor- 
oloQlcal monitoring sya,per 850401 A 02 telcons.Data requested to followup IE Info 
Notice B4-91 re problems observed Ir^ mote oro logical monito-ring sys 
PAPERIELLO.CJ Region 3. Office of Director 8V04/05. DOUN.JE Amorican Elec- 
tric Power Service Corp. DOLAN, J.E Indiana A Michigan Electric Co, 2pp 29786 310- 
29786, 326 
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mposms civil penalty in amount of S5O,OQ0. per B41121 
monls A ''lability lo impfomenl Tech Spec require 

PI Inspection and Enforcement 85/04/08 

EIdcCicCo 2t.r29Bn IB0 298^TTo7®*''"“® '"‘"3"® ® ^"'"9^" 

monl f ‘'^L' P^^atly in amount ol SSO.OOO.duo to inability lo imple 

TAV nn ^ requirements & ensure equipmonl operability 

AmDri?rn F^lrinr 'nspeclion and Eniorcemonl 05/04/08 

AOiDncan Etoclric Power Sorvjco Corp 8pp 29811 102-29811 1B7 

^^vlolatlfln^A nmi?nc2S^^!in^ ^ ' H S.Commission notified of IE intent to issue notice of 
Si?nn ponoHy h amount of $50,000 to licensee Order 

RK^nN?i^°i5r? I'censoe 041221 response 

n^/nn ’^r ® Office of Inspection and 

04/08 Ip 29904 304-29904 304 

^ 85 003, ‘'Separation of Primary Reactor Coolant 

Pump Shall & ImpeJIer Sve list end 

^fPergency Preparedness & Engineering Response (Post 
Consotl^^ated Edison Co of New York, Inc 101 pp 29791025 

Notice Q5-020, *'Parlial Loss of AC Power & Dtesel Generator Deg 
raclation Sve fist end ^ 

Emergency Preparedness & Engineermn Response (Post 
SoSi? nL Consolidated Edison Co of New York, Inc TOgpp 29790 270 

ZB/y-l 024 


i Inspeclion and Enforcement 65/ 


^504220157 norwards Exam Repl 50-31 5/OL-85 0i of exam administered on B50226 

LITTLE, WS Region D, Office ol Director 85/04/10 DOLAN.J E American Electric 
Sorvico Corp DOLAN JE Indiana & Michigan Electric Co 2pp 29940 062- 


50-315/OL-B5-0I on 050226 20 Exam results 19 candidates 
ndidatos passed written exams & 2 failed wmien exams 
L , REIDINGER.T D Region 3, Otiice of Director 05/04/09 
170 

0504180075 inform't lhal payment of insp fees described tn Invoices 0190V & 0191V 
sent lo Ofc of Reaourco Mgi/Div of Accounting & Finance on 850329 
ALEXICH.WP Indiana & Michigan Elocinc Co 85/04/11 DENTON.HR Office of Nu 
donr Reader Regulation. Director Ip 29B5D 047-29B56 047 

8504090419 IE Info Notice 66 029, "Use of Unqualified Sources m Woll Logging Appll 
cations ^'Sve list end yj y hi- 

PART LOW. J.G Division of Inspection Programs (Post 850212) 85/04/12 Consolidat- 
ed Edison Co of New York, Inc C6pp 29B32 001-29B32 023 

8504190470 Ack receipt of 950313 Hr Informing NRC oi slops taken to correct violations 
nolod in Insp Ropis 50 315/85 02 & 50 316/Q5 02 Training of all senior reactor opor- 
ators a ding as onsite omergoncy coordinators to be compleled by 850415 
HIND, J A Region 3, Offico of Director 85/04/12 DOLAN, J E American Electric 
Power Service Corp DOLAN.J E Indiana & Midiigan Electric Co 2pp 29869 240 
20B50 250 


■8504220185 Exam Repl 

& as8Dd oral exams, 17 cai 
URDICK.T, HIGG1NS.R 
107pp 29940 004-20040 


«85041B0482 Responds lo NRC 05021 1 Hr ro violations noted in Insp Ropis 50-315/85- 
02 & 50 31 G/85-02 CorreclivG actions reviovv comparinn P Ml 2070, "Training" to 
codas & stds matrix began on 640430 & complotod on 841128 
ALEXIGH.MP Indiana & Michigan Elocinc Co 85/03/13 KEPPLER.JG Regions, 
Oflico of Director 3pp 29859 242-20059 250 

0504170240 IE Info Notice 65-030, "Microbiologtcaliy fnducod Corrosion Containment 
Sve Water Sys " Sve fiat end 

JORDAN,E L Division of Emorgoncy Proparodnoss & Engmeoring Response (Post 
030103J 05/04/19 Consolidaled Edison Co of New York, Inc tOOpp 29966 250- 
29Q66 363 


Q5041900S5 IE Info Notice OS 032, "Rccont Engine Failures of Emergency Diesel Gon 
orators" Sve list end 

JORDAN,E L Division of Emorgoncy Pfopnrecinoss & Engineering Response (Post 
030103) 05/04/22 Consolidated Edison Co of Now York, Inc 109pp 29908 239 
29980 347 

8604100080 IE Info Notice 05 033, "UnderBized Nozzle To-SbeH Wefdod Joints in Tanks 
A HXs Conslruclod Under Rufes of ASME Boiler & Prossiiro Vessel Code " Sve tisl 
end 

JORDAN, E L Division ot Emergency Preparedness & EngineoNng Response (Post 
830103) 05/04/22 Cor>3olldaled Edison Co of New York, Inc mpp 29989 001- 
29989 107 

0504220347 IE Info Nolico 04 84,Rov 1. "Doflcler>cies In Ferro Resonant Transformers " 
Sve liBl or^cl 

JORDAN,E L, Division of Emergency Proparednoss & Engineerino Hosponso (Post 
830103) 85/04/24 Consolidaled Edison Co of New York, Inc llOpp 30027 067- 
30027 164 

8504300501 Forwards payment of civil penalty in amount of $50,0-00 for vlolalcons Iden- 
tifred In Insp nopis 60 31 5/84 111 & 50-316/64-20 & notice of violation 
ALEXfCH.MP Indinra & Michigan Efectrlc Co 05/04/26 TAYLOR.JM Director's 
Office, Ofhco ol Inspection and Enfo/coment Ip 30063 192 30063 192 


fl. Periodic operating reports & related correspondence 

6504100830 Monihly oporatmg repl for Feb 1985 W/850309 Hr, 

CLIMER, SVENSSON,BA, SMITH.WG Indiana & Michigan Eloctfic Co 05/02/28 
9pp 20923 249 20923 256 


8, Roporfablo occurrences, LERs & related correspondence 

0407190281 Forwards rept to Slate of Ml Water Rosources Commission, nolifyingof tur- 
bine room sump procoss continuous moniloring ph meter being rendered Inoperable 
on 840605,00/ require men Is of emergency protection plan 

SMITH,W,G Indiana & Michigan eioctnc Co 04/07/06 KEPPLER.JG Region 3. 
Office of Diroctor 3pp 25685 220-25605 222 


8504050309 LER B3-107/03X 1 on 831 01 7, fire hose standpipe 32 isolated as part of 
dearanca to repair fire protection header dram valve leak Repairs lo valve not 
affected Valves replaced 

PIEHL.RH, SMITH.WG Indiana & Michigan Eleclnc Co 05/03/22 KEPPLERJG 
Region 3^ (Dfitce of Director 2pp 29668 024 29668 025 

8504040418 LER 85 007 00 on 8 5 02 22, controlled shutdown initiated Caused by inoper- 
able control room emergency ventilation sys Analysis of potential radiological conse 
quences of operation at nigher flow rales performed Room balanced W/850325 Hr 
BUND. A A, SMITH.WG Indiana & Michigan Eleclnc Co 05/03/25 16pp 29668 109 
29668 124 

8504060193 LER 84 035 01 on 841221, during review of 18-month surveillance lest 
procedure, seven doors exceeded Tech Spec requirement Caused by procedural 
error Doors lubricated & tested Personnel advised W/850329 Hr 
WILLIAMS.NC. SMITH.WG Indiana & Michigan Electric Co 05/03/29 6pp 
29675 238 29675243 

8504230294 LER 85 008 00 on 65031 4, low pressure carbon dioxide firo suppression sys 
removed from sve w/o proper fire watch coverage Caused by nonlicensod planning 
personnel error Individuals counseled W/050412 Itr 

SCHEFERS.ME, SMITH.WG Indiana & Michigan Electric Co 85/04/12 5pp 
29066116 29966110 


V. Operator Examfnatfons 


8412200457 Requests approved ref mall listed in End 1 by 821101 lo meet schedule 
for admin istratioa of written & oral exams for operators & senior operators during wk 
of 821213 Requiremenls for conducting exams siso end W/o end 
LITTLE.WS Region 3, Office of Director 82/10/13 HUNTER, R S Indiana & Michi- 
gan Eleclnc Co 2pp 28031 060 28031 061 

8504220157 Forwards Exam Rept 50-315/0t 85 01 of exam administered on 650226- 
20 

LITTLE.WS Region 3, Office of Direclor 85/04/10 DOLAN, J £ American Electric 
Power SeiviCG Corp DOLAN,J E Indiana & Michigan Electric Co 2pp 29940 062- 
29940170 

-8504220165 Exam Rept 50 315/OL-85 01 on 850226-28 Exam results 19 candidates 
passed oral exams, 17 candidates passed written exams & 2 failed wnllen exams 
BURDICK, T, HIGGINS.RL, REIOINGERJ.D Region 3, Office of Director 85/04/09 
107pp 29940 064-29940170 

8504180470 Ack receipt of 860313 Itr informing NRC of steps taken lo correct violations 
noted in Insp Rapts 60-315/85-02 & 50-316/85 02 Training of all senior reactor oper- 
ators acting as onsite omergoncy coordinators to bo compleled by 850415 
HIND,J.A Region 3. Office of Director 86/04/12 DOLAN.J E American Electric 
Power Service Corp, 2pp 29859 240-29859 250 
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E- NRC Safety Evaluation Report (SER), supple & correspondence 


8504120182 Responds lo FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source Mgl Forwards lEsled documents Documents also available in PDR 
FELTON, JM Division of Rules and Records 84/06/08 KILLEFER.C Shaw, Pittman, 
Polls & Trowbridge 2pp 30300 003-30303 129 

-8504120390 Forwards agenda for 771025 meeting w/util lo discuss SER open Hems 
MLYNCZAK.MM Light Water Reactors Branch 2 77/10/24 Division of Technical 
Review (NRR-1 975 only) 3pp 30317.106 30317 108 


F. Security, medicaL emergency & fire protection plana 

0604030091 Ack receipt of 650121 Itr describing scope & ob|GCtives for 850430 emer- 
gency preparednosa exercise Scope & objectives acceptable w/inclusion of post acci 
dent sampling 

PAPERIELLO.CJ Region 3. Office of Difoclor 85/02/14 DOLAN.J.E Indiana & 
Michigan Electric Co DOLAN, J E American Efectrlc Power Service Corp 2pp 
29593 005-29593 010 

-8504030902 Forwards description of scope & oblecUves fof 850430 emergency pre 
parodness exercise in response to NRC 841214 ftr Complete exercise scenario pack 
age will bo submitted 45 days In advance of exercise 

ALEXICH.MP Indiana & Michigan Electric Co 86/01/21 PAPERIELLO.CJ Regions, 
Office of Director 4pp 29593 007-29593 010 

8504030026 Forwards semiannual progress repl on detailed control room design review 
program.per util 040928 commilment Program summary rept & implemenlalion sched 
uTg expected by 861231 

ALEXICH.M P Indiana & Michigan Eleclnc Co 85/03/27 DENTON.H R Office of Nu 
clear Reactor Regulation, Olroclor, 2pp 29587 317-29587 31 fl 

8504100339 Forwards response to 841224 request for add! info re SPDS Proprtolary & 
nonproprietary voraions of Rev 0 to SuppI 4 to WCAP-10170, "Weslinghouse Techni- 
cal Support Complex ,** also end Proprietary version withheld (ref 10CFR2 790) 
ALEXICH.M P Indiana & Michigan Electric Co 85/04/03. DENTON.H R Office of Nu- 
clear Reactor Regulation, Director 12pp 29730 001-29730 115 

--8504 100347 Requests withholding proprietary version of Rev 0 to Suppl 4 to WCAP- 
10170, "Woslfn^ouse Technical Support Complex Design & Verification & Validation 
ProcGss for DC Cook Nuclear Plant," per 10CFR2 790 AHldavU end 
WIESE MANN. R A Weslinghouse Electric Corp 85/02/22, DENTON.H R Office of 
Nuclear Reactor RogulaKon, Director 7pp 29730 013-29730 019 

-0504100363 Rev 0 lo Suppl 4-NP lo "Weslinghouse Technical Support Complex 
Design & Verificalion A Validation Process for DC Cook Nuclear Plant " 

RAHE.EP, WERNER, CL Westlnghouse Eloctfic Corp WCAP-10170 S04-NP RO 85/ 
02/28 97pp 29730,020-29730115 
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8604120149 Requesls hourly nneleorologiCtil data on magnetic tape from onsite meteor- 
ological monitoring sys.por 050401 & 02 totcons Data requested to totlowup IE Into 
Notice 84 91 re problems observed in meteoroloqica! monitoring sys 
PAPERIELLO.C J Region 3, Office of Director 05/04/05 DOLAN, J E Amorican Eloc 
Inc Power Service Corp 2pp 29786 319 29786 325 

86'041 60375 Rev 2 to Emergoncy Plan Procedures EPP006 re activation of reentry & 
fescue leam.EPPOOB re emergency modical plan guidelines & EPP009 re health 
physics mgt for operations staging area 

PETROFF.DM Indiana & Michigan Efoctric Co 05/04/11 4Qpp 29815 209 
29816 256 

8504 160309 Rev 1 to Emergoncy Plan Impfementmn Procedure PMP 2001 EPP011, 
“'OnsHe Radiological Monitoring^’ & Rov 2 to PMP 2081 EPP012, “Offsite Radiologi 
cal Monitoring “ 

’• Indiana & Michigan Electric Co 85/04/11 24pp 29815 050-29815 073 

8504220050 Rev 2 lo Plant Manager Procedure PMP 2081 EPPOIO, “Aclivalion of Ra- 
diation Monitoring Teams" & indox 

• Indiana & Michigan Electric Co 05/04/11 9pp 29929 136 29929 144 

8504160470 Ack rocoipt of 060313 Mr informing NRC of stops taken to correct violations 
noled In Insp Repis 50 315/85 02 & 50 316/85-02 Training of all senior reactor oper- 
ators acting as onsite emergoncy coordinators to be completed by 850415 
HIND, J A Region 3, Office of Director 05/04/12 DOLAN, J E American Electric 
Power Service Corp 2pp 29059 240 29859 260 

-8504180482 Responds lo NRC 85021 1 Mr re violations noted in Insp Repts 50-315/05 
02 & 50 316/05 02 Corroclive actions review comparing PMI-2070, “Training" to 
codes & stds matrix began on 040430 & completed on 841120 
ALEXICH.MP Indiana & Michigan Electric Co 05/03/13 KEPPLER.J G Region 3, 
Office of Director 9pp 20059 242-20850 250 

8504300395 Notifies of directive to perform nonsafety related mod to emergency plan 
procedures manual "PMP EPP Preface" is redundant document, satisfies no regula- 
tion & should be romovod from manual & destroyed 

SPRINQMAN.B Indiana & Michigan Electric Co 85/04/16 NRC - No Delailed Affili- 
ation Given 1 p 30066 035-30066 035 

8504300295 Rev 2 lo Emergency Plan Implementing Procedure PMP-2001 EPP 002. 
"Barring of PABX " 

STAN.WT, THOMBURG.MT Indiana & Michigan Eleclric Co 05/04/25 Opp 
30058 126-30050 133 


H. General correspondence 

8504220398 Forwards sve lists for Cook, Palisades, Big Rork Point & Fortni Nuclear 
Plants State of Ml should update list,per 040129 discussion 

WIGGINTON.DL Operating Reactors Branch 1 05/04/11 HAHN.D Michigan, Slate 
of 5pp 29947 107-29947 111 

0504300347 Requests author name bo deleted from mailing list for cited facilitios 
HAHN, DR Michigan, State of, Dept of Public Health 85/04/23 WIGGINTON.DL 
Operating Reactors Branch 1 Ip 30062 324 30062 324 


J. Insurance & Indemnity Information 

0504010122 Forwards annual ropt on properly Insurance Info details present levels of 
properly insurance & insurance sources 

ALEXICH.M P Indiana & Michigan Electric Co 85/03/22 DENTON.H R Office of Nu 
cloar Reactor Regulation, Director 2pp 29566 314 29566 315 


P. Operating license stage documents & correspondence 

0504120182 Responds to FOIA request for Caseload Forecast Panol files in Ofc of Ro 
sourca Mgt Forwards listed documents Documents also avoilohlo in PDR 
FELTON.JM Division of Rules and Records 64/06/06 KiLLEFER.C Show, Pittman, 
Potts & Trowbridge 2pp 30300 003 30303 129 

'■8504120255 Notification of 771026 meeting w/ulll m R Boyd ofc to discuss final roso 
(utlon of outslanding Homs Dale & timo changed Rolatod info onci 
MLYNCZAK.M M Light Water Reactors Branch 2 77/09/26 KNIEL.K Light Water 
Reactors Branch 2 130pp 30314 302-30315 028 

-B 504 120286 Summary of 770706 00 site visit ro const progross.schodulo & eslimaied 
fuel load date 

LOVELACE, WH Office of Management and Program Analysis 77/08/17 

MCDONALD, W Q Office of Management and Program Analysis 4pp 30316 015- 
30316,010 

"8504120269 Nolificalion of 770912 meeting w/util In H Boyd ofc to discuss licensing 
review schedule 

MLYNCZAK.M M Light Water Reactors Branch 2 77/08/26 BOYD.R S Division of 
Project Management 2pp 30316 019-30316 020 

-8504120292 Summary of 770727 followup site visit ro evaluation of const progress & 
fuel load date 

LOVELACE.W.H Office of Managemenl and Program Analysis. 77/00/17 

MCDONALD.WG Office of Management and Program Analysis 2pp 30316 021- 
30316 022 

-8504120295 Requests altondanco at 770622 meeting w/ulil in R Boyd ofc to discuss 
fuel load dale. 

MLYNCZAK.M M Light Water Reactors Branch 2 77/0B/10 LOVELACE, WA Office 
of Management and Program Analysis, Ip, 30316 023-30316 024 

-8604120299 Nolificalion of 770822 meeting w/ulil in R Boyd ofc lo discuss const/ 
preoporalional testing schedule 

MLYNCZAK.M M Light Water Reactors Branch 2 77/00/10 BOYD.R S Division of 
Project Management 2pp 30316 025-30316 026 

-8604120306 Notification of 771019 meeting w/ulil in R Boyd ofc to discuss final reso- 
lution of outstanding items 

MLYNCZAK.M M Light Water Reactors Branch 2 77/09/26 KNIEL.K Light Water 
Reactors Branch 2 2pp 30316 027-30316 028 


“8504120381 Summary of 770912 moelirg w/uli! re resolution of outstanding 
issues Atterdance list end 

MLYNCZAK.M M Light Water Reactors Branch 2 77/09/26 Light Water Reactors 
Branch 2 4pp 30317 090 30317 101 

“8504 120390 Notification of 771020 moating w/uli! in R Boyd ofc lo discuss final reso 
futlon of outstanding items Time & date cfiangocJ 

MLYNCZAK.M M Light Water Roaclors Branch 2 77/09/26 KNIEL.K Light Water 
Reactors Branch 2 4pp 30317 102-30317 105 

04 121 70540 Advises lhal preliminary review of B4100Z submittal of tnsorvico lest pro 
gram for pumps & valves comploted Program acceptable for implomantation until NRC 
complotes more formal review in 8 monlns 

VARGA.SA Operating Reactors Branch 1 84/12/05 DOLAN. J Indiana & Michigan 
Electric Co DOLAN.J Amoncan ECactric Power Service Corp 2pp 27970 284- 
27970 285 

8504090471 Summary of 650304 meeting w/ulil on silo ro util program for upgrading & 
clarifying Tech Specs 

WIQGINfON.DL Operating Roactors Branch 1 85/03/25 Operating Reactors 
Branch 1 3pp 29744 313-29744 316 

8504090475 Summary of 850306 & 07 moellngs w/ulil & EQ&G on site ro proposed 
tnsorvico testing prewram for pumps & valves 

WIGGINTON.DL Operating Roactors Branch 1 05/03/26 Operaling Reactors 
Branch I 32pp 29744 280 29744 312 

0504030214 Responds to 841 114 request lor addi info re Generic Ltr 63-20, Items 4 2 I 
& 4 2 2 Rosponse re Item 4 3 submitted cn 841221 Plant procedures to be revised lo 
Incorporate Rov 0 lo 8310 14 "Malnl Program for DD-50 Roaclo/ Trip Switchgear " 
ALEXfCH.M P Indiana & Michigan Efectnc Co 85/03/20 DENTON.H R Office of Nu 
cloar Reactor Regulation. Director 3pp 29536 361-29506 363 

0604040304 Forwards hydrogen control program schodulo.info re MARCH 2 code input 
deck & “Hydrogen Combustion & Control Analysis Assumptions," per 850206 
meeting Cornpleto loss of offsite power for swniftcanl periods unlikely 
ALEXICH.M P Indiarra & Michigan Elociric Co 05/03/29 DENTON.H R Office of Nu 
clear Reactor Rogulatlon, Director 5pp 29600 31 S 29600 343 

“860404031 1 “Hydrogon Combustion & Control Analysis Assumptions " 

* flatlollG MomoriaT Institulo, Columbus Laboratories 85/03/15 a4pp 29606 320 
29600 343 

8504060161 Application for amend to Licensos DPR 50 & DPn-74.changing Tech Spocs 
3/4 3 1, “Reactor Trip Sys Inslrumor^lolior^"' & 3/4 3 2, “ESF Actuation Sys Inslrumen 
lalion '* 

ALEX(CH,MP Indiana A Michigan Etoclric Co 05/03/29 DENTON.H R Offreo of Nu- 
clear Reactor Regulation, Director 9pp 29S66 003 29666 027 

“8504050167 Proposed changes to Tech Specs 3/4 3 1, "Reaclor Trip Sys Instrumon- 
lation" & 3/4 3 2, “ESF AcluaKon Sys Inslrumonlation “ 

* Indiana A Michigan Electric Co 05/03/20 16pp 29666 012 29666 027 

0504160811 Forwards Amends 83 A 66 to Licenses DPR 58 A DPR-74, rospoclively & 
safety evaluation Amends roviso Tech ^ocs lo make ice condenser roqulromonls 
identical A consistent w/Weslinghouso STS 

WIGGINTON.D L Operating Roactors Branch 1 05/04/01 DOLAN.J Indiana A Micht 
gan Elociric Co DOLAN.J American Etoclric Power Service Corp 2pp 29611 210 
29811 230 

-060416061G Amends 83 A 66 to Hconsos DPR-50 A OPR 74,rospoc1ively, revising 
Tech Specs to make ice condenser roqiiiremonts idonlical A consistent w/Wosling 
house STS 

VARGA.S A Oporaling Reactors Branch 1 95/04/01 15pp 2991 1 212 2991(1 223 

“8604150624 Safety evaluation supporting Amends Q3 A 66 to Liconses DPR-SO A 
DPR-74.respecliv0ly 

* Office of Nuclear Reaclor Reoulation, Direclor 05/04/01 4pp 29611 227 
29011 230 

8504090014 Forwards addI info ro Inadequate coro cooling Ins trumenlallon, consisting of 
milestones schedule for reactor vessel level instrum on la lion sys End 2 lo safely oval 
uation fonvarded w/SA Varga 031 219 fir addressed, 

ALEXtCKM P Indiana A Mfehigan electric Co 05/04/02 DENTON.H R Office of Nu 
clear Reactor Regulation, Director 6pp 29899 353 20699 358. 

8604100428 Fonverds safety ovafuation re reload & Non compliance Ropt REE-64-6-1 re 
safely sys settings 

ALEXICH.M P Indiana A Michigan Electric Co Q5/04/02 DENTON.H R Office of Nu- 
clear Reactor Regulalion, Director 29pp 29722 001-29722 020 

8504060214 Forwards proprietary XN-NF 05 20 (PJ, "Mod of EXEM/PWR FLECHT 
Based Reffood Quench A Heat Trar^sfer Correlalior^s for DC Cook Unit 2." Affidavd 
end Rept withheld (ref 10CFn2 700> 

CHANDLER, JC Exxon Nuclear Co, fne (subs of Exxon Corp) 85/04/03 
DENTON.H, R Office of Nuclear Reaclor Regulation, Director 4pp 29B61 016 
29661 019 

8504090326 Fonvards proprietary draft "DC Cook Unit 2 Cycle 5 5% Steam Generator 
Tube Plugging Limllmg Break LOCA-ECCS Analysis K<Z) Curve " Rept withheld 
COPELAND.hA Exxon Nuclear Co, Inc (subs of Exxon Corp) 85/04/03 

WtGQINTON.OL Operating Reactors Branch 1 Ip 29700 358-29700:350 

8504120164 Forwards 850402 Itrs ra description of LOCA/ECGS models used by Exxon 
Nuclear Co In response to 860329 request Error described In Exxon 850322 Ltr 
GFO 85 010 applicable to Unit 1 only 

ALEXICH.M P Indiana A Michigan Efectric Co 85/04/03 DENTON.H R Office of Nu 
clear Reactor Regulation, Director. 16pp 29704>227-29704.242 

8504080265 Forwards Supp) 1 to Rev 2 to "DC Cook Unit 2 Cycle 5 5% Steam Genera- 
lof Tube Plugging Limiling Break LOCA/ECCS Analysis K(Z) Curve." 

CHANOLEH.JC Exxon Nuclear Co„ Inc (subs of Exxon Corp) 85/04/04, 

DENTON.H R. Office of Nuclear Reactor Regulation, DIroctor Ip 29677 317- 
29677 360. 
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**8-5-O4O0O275 Suppl 1 to Rev 2 to "DC Cook Unit 2 Cycle 5 5^o Sleami Generator Tube 
Plugging Limiting Break LOCA/ECGS Analysis K(Z) Curve " 

TAHVlLl.T . HOIMJS, STOUT, R B Exxon Nuclear Co, Inc (subs of Exxon Corp) 
m NF^B4 21 SOI R02 85/04/04 42pp 29677 316 29677 350 

8504110225 Inlorms lhat Exxon Nuclear Co trarsmated two repts on B50403 & 04 Ad- 
ministrative conlrol will bo rnodified to allow use of K(z) curve from Exxon ropl & in 
Techi Specs LOCA/ECCS analyses will be submitted by 050426 
ALEXCCH,M>P Ind'ana & Michigan Eleciric Co 85/01/04 DENTON.HR Office of Nu- 
clear Reactor Regulation, Director 2pp 29765 359 29765 360 

8504180035 Forwards Amend 67 to License DPR-74 & safely ovalualion Amend ro- 
vises Tech Specs to allow operation vv/r^uclear onihalpy rise hoi channel factor of 
1 55 (1 49 measured) 

WIGGINTON.DL Operating Reactors Branch 1 85/04/08 DOLAN, J Indiana A Michi- 
gan Elecific Co DOLAN, J American Electric Power Service Corp 3pp 29920186- 
29920 205 

-8504180041 Amend 67 to License DPR 74, revising Tech Specs to allow operation w/ 
nuclear enihalpy rise hot channel factor ol 1 55 

VARGA.SA Operating Rea dors Branch 1 85/04/08 8pp 29920 189-29920 196 

-8504180843 Safely evaluation aupporting Amend 67 to License DPn-74 
‘ Olfice ol Nuclear Reactor Regulation, Director 85/04/0B 9pp 29920 197- 
2Q920 205 

8504160533 Forwards Amend 69 to License DPR 74 & safety evalualton Amend re- 
solves staff concern ro seismic ou a lificalian of electrical panols & switchgoar 
WIQGINTOM.DL Operaling Reactors Brar^ch 1 65/04/09 DOLAN, J Indiana & Michi- 
gan Electric Co DOLAN, J American Electric Power Service Corp 3pp 29910 215- 
29919 225 

-8604180535 Amend 68 to Lioerso 0 PR-74. re solving staff concern re seismic qualifica- 
tion of aloctncal panels & switchgear 

VAR(SA.SA Operating Feaclofs Branch 1 B6/O4/09 2pp 29919 218-29919 219 

-B50418053S Safety evalualion supporting Amend 68 to License DPR-74 

* Office of Nuclear Reactor Regulation, Director 85/04/09 Cpp 29919 220- 
29910 225 

8504190529 Reviews utiJ B4112B Ur ro method for performing monthly pump lost re- 
quired by Tech Spec 4 7 1 2a 2 b for luibino drwon pumpNRC questions methods In 
procedure for measuring pumped fluid temps 

VARGA, S A Operating Reactors Branch 1 85/04/11 DOLAN, J fndiar a & Michigan 
Electric Co DOLAN, J American Electric Power Service Corp 3pp 29937 340- 
20937 342 

6504220115 Forwards safety evaluaticn> addressing utjl 840302 Itr re provisions for 
meeting requirements of NUREQ 0737, TMI Action Item 118 3 on posl-accidonf sam- 
pling sys Sys acceptable 

VARGA, S A Operating Reactors Branch 1 B5/04/11 OOLAN.J’ Indiana & Michigan 
Electric Co DOLAN, J American Electric Power Service Co/p 9pp 29941 352- 
29941 360 

8504220199 Advises lhat interim undiluted liquid grab sampfo sys inslalled,pe/ NUREG- 
0737, Item 11 B 3 & NUREG 0578, will be replaced vv/soptum sampling port Installation 
will require loss of sampling capability for period of 2-5 wks 

ALEXICH.M P Indiana & Michigan Electric Co 85/04/12 DENTON.HR Office of Nu- 
clear Reactor Regulation, Direclor 2pp 29928 369 29929 361 

6S04 120206 Generic Ltr 85 06 to all PWR licensoos & all applicants for OLs re OA 'guid- 
ance for ATWS equipme/il not safety related Svo lisl end 

THOMPSON, H L Division of Licensing 85/04/16 Consolidated Edison Co of New 
York, Inc 22pp 29947 288 29947309 

8504120031 Generic Ltr 85 02 to all PWR licensoos A applicanls.holders of CPs & Fori 
St Vrain re recommended actions stemming from NHC integrated propram for resolu- 
tion of unresolved safety Issues ro steam generator tube integrity Sve lisl end 
THOMPSON, H L Divlsioni of Licensing 85/04/17 Yankeo Atomic Etoctric Co 1-27pp 
29953 071-29953 262 

8504290257 Requests assistance In review of ulil end 050329 amend request Review 
should consist of ccmplelo safety evaluation & mini-SALP input 
THOMPSON, H,L Division of Licensing 85/04/ 17 NORELIUS.C E Region 3, Office of 
Director 1p 39067 031 30067 056 

8504289195 Application for amends to Licenses DPR-50 8 DPR 74. changing Tech Spec 
Tables 3 3 3.3 7 1 2 & 4 7 1 2 a & Bases 3/4 7 1 2 lo address water donsilv correc- 
tions when measuring auxiliary feedwater pump discharge pressure 
ALEXICH,W P Indiana & Michigan Efoctnc Co 85/04/23 DENTON, H R Office of Nu- 
dear Reactor Regulalion, Director 3pp 300'24 063 30024 076 

-8504260197 Proposed Tech Specs, changing Tables 3 3 3.3 7 I 2 & 4,7 l 2a 6 Bases 
3/4 712 to address wafer density corrections when measuring auxiliary feedwater 
pump discharge pressure 

* Indiana & Michigan Electric Co 85/04/23 11 pp 30024 066-30024 076 

8594290376 Discusses rov to Tech Spec ro diesel generator surveillance tefiting,por dis- 
cussions on Generic Llr 84 15 Actions to reduce cold fast start tests, olimlnalo require- 
ments leading lo degradation & establish roriability goals doscribod 
ALEXICH.W P Indiana & Michigan Eloctnc Co 05/04/24 DENTON.HR Office of Nu- 
clear Reactor Regulation, Director 3pp 30051 033 30051 035 


Q. Inapectfon reporls, IE Bulletins & correaponclenco 

8504040447 Forwards Insp Repts 50 316/85-06 & 50 316/85 06 on 8S0121-26 & 
31 ,0201 & 0304 No nencompliance noted 

PAPERIELiO.CJ Region a, Olfico of Director 65/03/08 DOLANJE Amortcan Elec- 
tric Power Service Corp DOLAN, J E Indiana & Michigan Eloctilc Co, 2pp 20068 '260- 
29660 274 

-8504040452 Insp Repts 50 316/85 08 & 50-316/66-06 on 850121-25 a 3 J, 0201 & 
0304 No Violation or dewatton noted Major areas Inspected operational radwaslo mgl 
prog ramjn eluding gaseous, liquid & solid radwaslo & action on LERs 
HUETER,L J , GREGER.L R Region 3. Office of Direclor 05/03/08 »3pp 296GB 262- 
29668 274. 


8503100659 IE info Nolle© 85 022, “‘Limitorque Motor Operated Valves Resulting From 
Incorrect Instairaiion of Pinion Gear ” Sve list end 

JORDAN, EL Divislort of Ennergency Preparedness & Ergineering Rosponso (Posl 
830103) 85/03/21 Consolidated Edison Co of New York, Inc 108pp 29597 001- 
29597 005 

8503210461 IE Info Nolico 85 023, "Inadcquole Survoillanco & Post-Maint & Post Med 
Sys Testing Sve list end 

JORDAN, EL Division of Emergency Propo/edness & Enoineermo Response (Post 
830103) 85/03/22 Consolidated Edison Co of Now York, Inc lOBpp 29656 001- 
29656 107 

6504020248 Requests retraction of comm it me nl for visual insp of containment pipe 
funnel sump,niade In response lo fE Bulletin 80-24 Insp unnecessary duo to equip 
mani reliability & ALAHA & safety concerns R a Irac lion effodive 850501 
ALEXICH.MP. Indiana 5. Michigan Electric Co 05/03/25 KEPPLER.J G Region 3, 
Office of Director 3pp 29583 076-29563 078 

8503220444 IE Info Notice 65-024, ’’Failures of Protective Coalings in Pipes & HXs " 
Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Rosponso (Posl 
830103) 85/03/26 Consolidated Edison Co of Now York, Inc lOapp 29596 154- 
29566 363 

8504150310 Responds to NRC 850227 Itr ra violallons noted in Insp Repts 50-315/64- 
23 & 50 3 16/8 4-25 Corrective actions personnel reminded to notify chemical lab 
whenever Tech Spec compensatory aampiing must be initialed 
ALEXICH.MP. Indiana & Michigan Electric Co 85/03/28 KEPPLER.J G Region 3. 
Office of Director, 3pp 29799 282-29799 284 

8504110287 Forwards fnsp Repts 50-315/85-09 & 50-316/65 09 on B50212031BNo 
noncompliance noted 

SHAPE R.W.D. Roflfon 3, Office ol Director 65/04/01 DOLAN, J E American Efeclnc 
Power Service Corp DOLAN.JE Indiana & Michigan Electric Co 2pp 29768 303- 
29768 318 

-8504110294 Insp Repts 50316/65 09 6 50-316/65 09 on 650212 0318NO noncom 
pliance or deviations noted Major aroas Inspected previous msp findings.oporational 
safety.LERs.lE bulletins & circulars & NU REG-0737 

WRIGHT, GC Region 3, Ofhco of Direclor 85/04/01 14pp 2976B 305-2976B 318 

8503280037 IE fnfo Notice 85-025, "Cons! deration of Thermal Conditions in Design & 
fnstallallon of Supports for Diesel Generator Exhaust Silencers ” Sve list end 
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Posl 
830103) 85/04/02 Consolldaled Edison Co of Now YorR, Inc i07pp 29667 199 
20667 305 

8503280045 IE Info Notice 65-026, ^Vacuum Relief Sys for BWR Mark I 6 II Contain 
merits'’ Sve lisl end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/02 Consolidated Edison Co of New York, fnc 92pp 29667107- 
29667 198. 

6504010039 IE fnfo Notice 85 027, "Notifications to NRG Operations Clr & Reporting 
Events in LERs Svo list end 

JORDAN.EL. Division of Emergency Preparedness & Cnninoering Response (Post 
030103) 65/04/03 Consolidated Edison Co of New York, Inc OBpp 20690 255 
29690 362 

6504120149 Requests hourly moteoro logical data on magnetic tape from onsite mdeor- 
ologfcal moniloring sys, per 650401 & 02 telconaOata requested to followup IE Info 
Nolico 84 9 We problems observed fn (meteorological monitoring sys 
PAPERIELLO.C J Regior* 3. Office of Director 05/04/05 DOLAN.J E American Elec- 
tee Power Service Corp DOLAN.J E tndiana & Michigan Etectnc Co 2pp 29766310- 
29786325 

6504150713 Forwards order imposing civil penally In amour>1 of $50,000, per 641121 
notice of violatlonPenally imposed due lo inability to Implement Tech Spec require- 
monls 6 moasuros ensurir^ equipmont operabifity 

TAYLOR, JM Direefor'a (5fiice, Office of Inspection and Enforcomonl 85/04/08 
DOLAN,J,E American Efeclrlc Power Service Coip, DOLAN.J E Indiana & Michigan 
Electric Co. 2pp 29811.160 29811:187. 

-8504150718 Order Imposing civil penatly in amount of $50,000.du6 to inability to imple- 
ment Tech Spec requirements 6 ensure equipment operability 
TAYLOR. J.M DIrootor’s Office, Office of m^ecllon and EnforcemenI 85/04/0B 
Amorican Eloctrlo Power Service Corp, 6pp. 2901 1 182-29611 167 

8604170013 EN-64-067Aon 84 11 15, Commission notified of IE inlenl lo issue notice of 
viotalion & proposed Imposition of civil penalty in amount of $50,000 to licensee Order 
imposing penally being Issued based on licensee 841221 response 
BEACH^., AXELRAD,J Director's Office, Office of Inspection and Enforcement 95/ 
04/09 Ip 29904 304-20904 304 

8504050042 Suppl 1 lo fE Info Notice 86 003, "Sepaiatloh pj Primary Reactor Coolant 
Pump Shaft & Impeller ** Sve list end 

JORbAN.EL Division of Emergency Prepa redness & Ergmoerlng Response (Post 
630103) 85/04/09. Consoirdaled Edison Co of New York. Inc 101 pp 29791,025- 
29791 128. 

8504050047 (E frtfo Notice 85-028, ’'Partial Loss of AC Power & Diesel Generator Deg- 
radalion" Sve list end 

JORDAN,E L, Division of Emergency Preparedness & Enpineehno Response (Post 
630103) 85/04/09 Consolidated Edison Co of New York, Inc 109pp. 29700 278 
29791:924 

8504220157 Forwards Exam Rapt 50'315/OL-85-01 of exam administered on 850226 
28. 

LITTLE, WS. Region 3. Office of Director. 85/04/tO DOLAN,JE American Electric 
Power Service Corp DOLAN, J.E Indiana & Michigan Electric Co 2pp 29940.062- 
29940.170, 

--8504220165 Exem Repl 50-315/OL-85'01 on 850226 28 Exam results 19 candidates 
passed oral exams. 17 candidates passed written exams & 2 failed written exams 
6UROICK,T,. HIQGINS.RL, BEIDINQER.T.D. Region 3, Oifice of Direclor 85/04/09 
1 97pp 29 940 064-29940' 1 70 
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8504180075 Informs lhat payment of insp fees descnbed In Invoices 0190V & 0191V 
sent 10 Ofc of Resource Mgt/DiV of Accountrng & Finance on S6032D 
ALEXICH.M P Indiana & fvRchigan Electric Co 85/04/1 1 DENTON, H R Ofbce of Nu 
clear Reactor Regulation, Director ip 29B5Q 047-29B58 047 

8504090419 IE Info Notice 85'029, "Use of Unpualifietf Sources in Well Logging Appfi 
cations " Svc list end 

PARTLOW.J G Division of Inspeclion Programs (Post 850212) 85/04/12 Consolidal 
ed Edison Co of New York, Inc 66pp, 29832 001 '29832 023 

8504180470 Ack receipt of 850313 Itr informing NRC of steps taken to correct violptlot^s 
noted m (nsp Repts 50-315/85 02 & 50 316/05-02 Training of all senior reactor oper- 
ators acting as onsite emergency coordinators to be completed toy 050415 
HIND, J A Region 3, Office of Director 85/04/12 D(!>LAN,J E American Electric 
Power Service Corp DOLAN, J E Indiana & Michigan Electric Co 2pp 2B859 240- 
2g859'250 

-8504160482 Responds to NRC 850211 Itr re violations noted in fnsp Repts 50 315/85- 
02 & 50-31 6/85 02 Corrective actions review comparing PMI-2070, 'Training" to 
codes & aids matrix began on 640430 & completed on 841126 
ALEXICH.M P Indiana & Michigan Electric Co 05/03/13 KEPPLER.J.G Region 3. 
Office of Director 9pp 29859 242-29B59 250 

8504 170240 IE fnfo Nolice 85 030, "Mlcrobiotogically Induced Corrosion Containment 
Svc Water Sys " Svc lisl end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/19 Consolidated Edison Co of New York, Inc i09pp, 29986 259- 
29966 363 

8504190055 IE Info Notice 85-032, "Roconl Engine Failures of Emergency Diesel Gen- 
erators ■* Svc list end 

JORDAN.EL Division of Emergency Preparedness & EnmnoGring Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc 109pp 29008 239- 
2998Q 347 

8504190060 IE fnfo Nolice 85 033, "Undersized Nozzle-To Shell Welded Joints In Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessot Code *' Svc list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response <Po&t 
830103) 05/04/22 Consolidated Edison Co of New York. Inc 108pp 29969 001- 
29989 107 

B504220347 IE Info Notice 84 84, Rev 1, "Deficiencies In Ferro Resonant Transformers " 
Svc list end 

JORDAN.EL Division oI Emergency Preparedness & Engineering Response (Post 
830103) 85/04/24 Consolidated Edison Co of New York, Inc 1 18pp 30027 067- 
30027 184 

8504300501 Forwards payment of civil penalty in amount of $50,000 for violations Iden 
died in Insp Repts 50 315/84-10 & 50-316/84-20 & notice of violation 
ALEXICH.M P Indiana & Michinan Eloclric Co 85/04/26 TAYLOR.J M Director's 
Office, Office of Inspection and Enforcement Ip 30083 192-30063 192 


R, Periodic operating reports & related correspondence 

8604190629 Monthly operating root for Feb 1985 W/850309 Hr 
CLIMER, SVENSSON.B A.. SMITH.WG Indiana S Michigan Electric Co 65/02/28 
8pp 20923 241-29923 240 


S. Reportable occurrences, LERs & related correspondence 

8504120182 Responds to FOIA request for Caseload Forocasl Panel fifes tn Ofc of Re- 
source Met Forwards listed documents Documents also Qvalfablo In PDR. 

FELTON.J M Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Pitlman, 
Potts & Trowbridge 2pp 30300 003-30303129 

-8504160093 Submits IE & NRR daily staff notes for 820312 Alt const & testing for La 
Salle Unit 1 completed 

DIRCKS.W J Office of Iho Executive Director for Operations 62/03/15 PALLAOINO, 
QILINSKY. BRADFORD Commissioners Ip. 30333 245*30333 245. 

8407190261 Forwards rept to State of Ml Water Resources Commission, notifying of tur- 
bine room sump process continuous monitoring ph motor being rendered jnopornblo 
on 84O0O5.per requirements of emergency protection plan 

SMITH.WG Indiana & Michigan Electric Co 84/07/06. KEPPLER.JQ Region 3. 
Office of Direclor 3pp 25686 220-25605 222 

8504180404 LER 84 006 01 on 040405.14,16.18 & 21.conlalnmonl purge Isolallon 
occurred Caused by personnel error Procedures revised to address expected results 
or preplanned sequences as identified In NUREG W/65040D Itr 
BAKER, K R . SMITH.WG Indiana & Michigan Eloclric Co 85/03/08. 4pp. 29914:210- 
29914.213. 

6504020461 LER 85 007 OO.on 841228,NDE revealed cracks in seven 2-inch Rockwell- 
Edward globe valves, similar to IE Info Notice 84 48 & Suppl 1 description Valves iso- 
late reactor coolant loop resistance temp detector manifolds W/850320 Hr. 
WILLIAMS.NC, SMITH.WG Indiana & Michigan Elecirfc Co 86/03/20. 3pp. 

29584,149-20584.151. 

8504190477 LER 85 008 00 on 8S0103,broken control rod guide lube support pins 
found in steam generators 22 & 23 Failure of pin in generator 22 altributod to 
IGSCC Cause of pin failure in generator 23 undetermined ,W/B504 10 Ftr 
WILUAMS.NC, SMITH.WG Indiana & Michigan Efectnc Co 85/04/10, 4pp. 

29922.068.29922 071. 


V, Operator Examinations 

8412200457 Requests approved ref mall listed in End 1 toy 821101 to meet schedule 
for administration of wriilon & oral exams for operators A senior operators during wk 
of 821213 Requirements for conducling exams siso end W/o end, 

LITTLE.WS Region 3. Office of Director 82/10/13 HUNTER.RS Indiana S Michi- 
gan Electric Co 2pp 26031.060-28031 061 


B50422O167 Forwards Exam Rept 50-315/OLfl5 01 of exam administered on 850226- 
28 

LITTLE, W.S Region 3, Office of Director 85/04/10 DOLAN, J E American Efeciric 
Power Service Corp 2pp 20940 062-29940 170 

-8504220105 Exam Rept 50-315/OL'85 01 on 050226 28 Exam results 19 candidates 
passed oral exams, 17 candidates passed written exams & 2 failed written exams 
BURDICKJ, FERRELL.R, VI NN OLA, A Region 3. Office of Director 85/04/09 
iSOpp 20940 064-29040 170 

6504160470 Ack receipt of 850313 Ur Informing NRC of steps taken le correct viQiallons 
noted in Insp Repts 50-315/66 02 & 60 316/65 02 Training of all senior reader oper- 
ators aciing as onsito emorgoncy coordinators to bo complotod by 850415 
HIMD.J.A Region 3, Office of Director, 85/04/12 DOLAN, J E American Efoclnc 
Power Service Corp 2pp 29859 240-29859 250, 
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F. Security, medloal, emergency A fire protection plans 

8504190407 Responds to Open Items 83-35 04, B3 35-05 A 83-35 07 from Insp Repts 
60 317/83-35 & 60-316/83-35 No suppl omental metooroJoglcal data from outsiria 
aroflfi used in doso calculations A ehysical halghl of mixing layer not used 
LUNDVALL.AE aoltimoro Gas & Electric Co 65/02/OB MARTIN, TT Region 1, 
Office of Dlredof 6pp 29919 056-20919.060. 

8504080221 Rev 9 to Emorgoncy Response Plan Imptomonlation Procodure ERPIP 5 0, 
"Pfoparalion & Cor>1rol of tmargoncy Response Plan Implementation Procedures" 

• Ballimore Gas & Electric Co, 85/09/07 7pp 29681 043*29661 049 

6504160344 Rev 9 to Attachment 2 of Emergency Response Plan fmplomonling Proce 
dure ERPIP 4 1 2 & Rev 9 to Attachment 4 of ERPIP 4 1 15 

• Baltimore Gas & Electric Co. 85/09/27 Ppp 29606 138-29809 144. 

6604170139 Rev B to Emargoncy Response Plan Implement alien Procedure ERPIP B 2. 
"Eslablished Survoy Points (Direc Ilona for Locations) " 

• Baltimoro Gas& Electric Co 05/04/03 lOpp 26627 312 2D827.321 

6504190101 Forwards preliminary rept re TMH Item II A2 2 concornlng emorgoncy pro 
parodness doso assessment cap ability, per request 

DENTON.R E Baltimore Gas & Electric Co 65/04/15 MILLER, J R Operating Roac 
tors Branch 3 9pp 29917 001-29917*009 


H. General correspondence 

0604250060 Forwards revised svc list duo to recent porsonne) changes 
DENTON.R E Baltimoro Qas & Efecldc Co 65/04/15 MILLER.J R Oporaling Reac- 
tors Branch 3, 2pp 30020406 30020*107, 


J. Insurance A Indemnity Information 

8504100290 Fotwards Endorsomonls 60 & 25 lo NECIA Policies NF 216 & NF-340,ro 
spocilvoly & Endorsomont 0 lo NELIA Master Policy 1 

YORK.WQ Baltimoro Gas A Electric Co 85/04/02 DINITZJ, Offico of Slalo Pro 
grams, Oiraclor. 4pp 29720.101-29729*104 


P. Operating license stags documents A correspondence 

0504020100 Submila eddi commonts re NUREG/CR-361 1, "Intonm Roliobility Evalua 
lion Program Rapt Analysis of Calvert Cliffs Nucloar Power Plant Unit l." Manual ovor 
ride of recirculation actuation signal to LPSI pumps Installed. 

LUNDVALLAB. Balllmoro Gas & Electric Co 66/03/26 MILLER.J R Oporotlng fla 
actors Branch 3. 4pp. 29500 359 '26 690*3 82, 

8504090138 Grants oxtension until after 650405 Cycle 6 refualing outage for schodular 
roquiremonta re environ qualification of eloctrJeaf equipment Important lo safely par 
10CFR60 46(0) 

MILLER J.R, Operating Reactors Branch 3. 65/03/31. LUNDVALLA E Baltimore Qas 
& Efoclflo Co. ^pp. 20749.360'29749.‘356. 

-8504090145 Extension granted for submittal of final environ qualification of electric 
eqy^mont until aflor Cycfo 0 raruolinp outage 

EiSENHUT.D Q Office of Nuclear Reactor Regulation, Dlrocior, 65/03/31 Ballimoro 
Qas A Efeotric Co 6pp 29749:362-20749.356 

8504160374 Forwards request for addi Info following profimlnary review of ulil responses 
lo Gonerio L!r 83-28.1! ams 2.1, 2.2, 3 1 3, 3 2,3,4 4 A 4 5 Addl fnfo re Items 2 2 2 & 
4 6.3 required within 60 & 00 days, respectively, 

MILLER, J Ft. Operating Reactors Branch 3. 85/04/02 LUNDVALL,A E Baltimore Qas 
& Etectfic Co. % 20909.357-20909*3 69. 

8504190604 Forwards environ asBessmem re 640816 application for amends lo Li- 
censes DPR S3 & DPR- 69, ex tending expiration dales irom 090707 to 140731 & 
16003 Irrespectively. 

JAFFE.O.H, Operating Reactars Branch 3 65/04/03 LUNDVALL,A E Baltimore Qas 
A Electric Co. Ip. 29938 070-20936*062 

-8504190608 Environ assessmenl supporting change in expiration dales for Llcsnaes 
DPR-63 & DPR 69 fo 140731 A 1 60031 .rospectlvGly 

* Office of Nuclear Reactor Regulation, Director 85/04/03, epn 29936 071- 
29930,079. 

-6504190613 Nollco of Issuance of pmenda to Licenses OPR-53 & DPR'69, chanolng 
expiration dates to 140731 & IBOBOI.respectlvaly, 

LAINAS.GO Assistant OIrectoir for Operating Reactors. 85/04/03. 3pp, 29936*060 
29938 082. 
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8504090283 Withcti'aws &50131 appltraliorh lor Chanqo 3,peroiitling startup w/ control 
elamenl assembly motjon inhibil {CMIjr inoperable NHC conclusion that plant startup 
w/inoperabla CMI unacceptable cited 

LUNDVALl.A E Battjmofo Gas & Efectnc Co 85/04/08 WILLER.JR Operating Re 
actors Branch 3 1p 29699 094-29699 091 

8504150444 Forwards response to NRC 841214 reauest lor acldl info re functional ca 
pabililies of contain mem vent/hydrogen purge sya Isolation Valves MOV 6900 & MOV 
6901 

LUNDVALLiA E Baltiinore Gas & Electric Co B5/04/08 MILLER.JR Operating Re- 
actors Branch 3 3pp 29805 304-29005 306 

8504240430 Forwards safely evaluation haseci on licensee rosponse to Generic Ur 03* 
28, Item 1 t re post trip review program & procedures Program & procedures accepta 
ble 

JAFFE.DH Operating Reactors Branch 3 Q5/04/11 LUDVALl,A E Baltimore Gas A 
Efectnc Co 2pp 29988 132 29988 133 

-8504240437 Safety evaluation ra responsa to Generic Ltr 83'2ajlGm 1 1 re post trip 
review program description & procedures Program acceptable 
• NRC * No Detailed Affiliation Given 85/04/11 5pp 29938 134 29985 135, 

8504120200 Generic Ur 85 06 to alb PWR licenseaa & all applicants for OLs re OA guid 
ance for ATWS equipment not safety-relalod Sve list enci 

THOMPSON, HL Division of Ucansmg 85/04/16 Consolidated Edison Co of New 
York. Inc 22pp 29947 20B 29947 309 

8504125031 Generic Ur 85*02 lo all PWR licensees & applicants, holders of CPs & Fori 
St Vrain re rocommenejed actions stemming from NRC integrated pfop.fain for rosolu- 
lionof unresolved safety issues re steam generator tube inteonly Sve list end 
THOMPSON, H L Division of Licensing 86^/04/17 Yankee Atomic Electric Co 127pp 
29953 071*29953 262 

8S04250101 Forwards orcemption from requirements of tOCFRSO 55a, allowing common 
start data for mservico Jnsp & toslirg by oxtoncitng expiration date from 850508 to 
870401 

MILLER,JR Oporai mg Reactors Branch 3 55/04/16 iUNDVALL.AE Baltimore Gas 
& Electric Co 2pp 30030 087*30030 091 

• 8604250106 Exomplion from requirements of 10CFR50 55a .allowing common start 
dale for mscrvice insp & loslmg hy extending expiration dale from 050505 to 970401 
MIRAGLfA.FJ Division of licensing 85/04/18 Baltimore Gas 8 Electric Co 3pp 
30030 089.30030 09t 

850426013D Requests permission lo use ASME Code Case N>411 damping values in 
stress analysis for operating basis & safo shutdown earthquakes Change applies lo 
piping sys analyses & reduces number of s imports, increasing pipo floxrbilily 
(.UNDVALL.AE Baltimore Gas & Electric Co. 85/04/10 MlLLER.JR Oporating Re 
actors Branch 3 Ip 30025165 30025168 

8504260105 Responds to verbal questions ro Cycle 5 reload license submittal concern* 
tng reanalysis of 0 1 2*ft small break LOCA Raductior> in HPSI flow does not change 
limiting break size 

DENTON, R E Baltimore Gas & Electric Co 65/04/22 MILLER, J R Operating Reac- 
tors Branch 3 2pp 29965 231 29955 232 

8504260D11 Submits results of HPSI sys tests porformod during Uml 1 Cycio 0 rofuallng 
outage Pump performance acceptable No Inaicallons of cavitation observed Based on 
results .testing of Unit 2 pumps not planned 

ASH,R F Baltimore Gas & Electric Co 66/04/23 MILLFR.JR Oporaling Reactors 
Branch 3 3pp 30025 079 30025 081 

8504220382 TRACPF1 ANALYSES OF POTENTIAL PRESSURIZED-THERMAL 
SHOCK TRANSIENTS AT CALVERT CUFFS/ UNIT 1.A Gombusllon Engineering 
PWR 

SPRIGQS.GD, KOENIQ.JE, SMITH.RC Los Alamos Scientific Laboratory FIN A- 
7315 NUREG/CR4109 55/04/30 Division of Accidom Evatualion 355pp 
29953 331 29954 328 


Q. Inspection reports, IE Bulletins & correspondence 

8504190407 Responds lo Open Hems 83 35 04,83*35 05 & 83 35 07 from Insp Roots 
50 517/83 35 & 50-318/53 35 No supplemonlal meteorological data from outside 
areas used In dose calculations & physical hoight of mixing layer not used 
LUNDVALL.AE Baltimore Gas 8 Eleciric Co 05/02/05 MARTIN.TT, Region 1, 
Office of Director 5pp 20919 056 29919 060 

8503190659 IE Info Notice 65 022. “LImilorque Motor-Op orotod Vatvos Resulting From 
Incorrect Installation ot Pinion Goa/ " Sve list onci 

JORDAN, EL Division of Emergency Preparednoss & Englnoormg Rosponao (Posl 
630103) 85/03/21 Consolidated Edison Co Of Now York, Inc lOOpp 29597 001* 

29597 005 

6503210461 IE Info Notice 85 023. "Inadequate Surveillance & Post-Maint & Post Mod 
Sys Tfistifin " Sve list enc) 

JORDAN, EL Division of Emergency Preparodness 8* Ennlneering Response (Posl 
830103) 65/03/22 Consolidated Edison Co of New VorK., Inc 10Bpp 29656 001 
29656 107 

8503220444 IE Info Notice 65 024, "Failures ol Protoctive Coatings in Pipes & HXs" 
Sve list end 

JORDAN, E L Division of Emergency Proparodnoss & Englrieoring Rosponso (Posl 
830103) 85/03/26 Consolidated Edison Co, of Now York, Inc, lOOpp, 29596 154* 

29598 383 

B504100S45 Ack receipt of 65022B Hr informing NRC of steps laken lo correct violations 
noted in Insp Repts 50-3 17/84.32 & 50310/84*32. 

MARTIN.TT Region 1. Office of Director 85/03/26 LUNDVALL.AE Baltimore Gas 
& Eleciric Co. 2pp, 29702 049 29762 052 

«8504f00550 Responds to NRC B50129 fir re violations noted In Repis 60.317/84* 
32 & 50 315/84 32 Corrective actions general orientation training & anmral requalltfca 
bon training upgraded utilizing mock up controlled area. 

LUNDVALL.AE. Ballimore Gas a ^eclrtc Co 85/02/20 MARTIN.TT Region 1, 
OfllCB of Dlroclor 2pp 29762 051*29762 052 


B5O4290393 Forwards response to NRC 850225 ltr re violations noted m Insp Repts 50 
317/66 01 & 50 318/05 01 Corrective actions west penetration room posted as high 
racfialion area Personnel instructed on proper posting lochniquos 
GORE.JW Baltimore Gas & Electric Co 85/03/27 WENZINGER.EC Region 1. 
Office ot Director app 30048 353*30048 354 

8503280037 IE Info Notice 85 025, "Considerabon of Thermal Conditions tn Design & 
Irstallalionof Supports (or Diesel Generator Exhaust Silencers " Sve list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc l07pp 29667 199 
2966/305 

8503260045 IE Info Notice 05 020. "Vacuum Relief Sys for BWR Mark I & tl Conlain 
monts " Sve II si end 

JORDAN.E L Division of Emergency Preparedness & Engineering Re^jponso (Posl 
830103) 85/04/02 Consolidated Edison Co of Now York. Inc 92pp 29667 107 
20667 198 


8504010039 IE Info Notice 85 02/, "Notifications lo NRC Operations Ctr & Reporting 
Events in LERs ’’ Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030109) 85/04/03 Consolidated Edison Co of New York, Inc 98pp 29690 255* 
29690 362 


8504090234 Ack receipt of B41224 Hr informing NRC of step's laken to correct violations 
noted In Insp Repts 60 317/84*26 & 60 318/84*26 Actions laken re confirmatory 
action Ur from Insp Repts 50 317/04-19 & 50 318/84*19 also ack 
EBNETER.SO Renlon 1, Office of Director B5/04/03 LUNDVALL.AE Baltimom 
Gas & Electric Co 2pp 29699 332*29699 335 

-8504090240 Responds to NRC 041129 ltr re violations noted in Insp Repts 50 317/84* 
26 & 50 316/64*26 CorrocUvo acllons Unit 1 RCS hot & cold leg piping walked down 
on 041121 Add I info requested in Insp repis provided in 841025 Ur 
LUNDVALL.A E Baltimore Gas & Electric Co 84/12/24 MARTIN J T Division of En* 
glnoDrlng & Technical Programs 2pp 29699 334 29609 335 

8504850042 Si/ppi 1 to IE Info Notice 65 003, "Separation of Primary Reactor Coolant 
Pump Shaft $ Impeller *' Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Posl 
830103) 85/04/09 Consolidated Edison Co of Now York, Inc lOIpp 29701 025* 
29791,126 


8504050047 IE Info Notice 85 028. "Partial Loss o1 AC Power & Diesei Generator Deg- 
radation " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineormp Response (Posl 
B30103), 05/04/08 Consolidated Edison Co ot New York, Inc lOOpp 29700 278 
29791 024 


8504090419 IE Info Notice 05 029, "Use of Unqualified Sources in Well Logging Appli 
cations " Sve list end 

PAnTLOW,JQ Division of Inspection Programs (Post 850212) 85/04/12 Consolidal 
ed Edison Co of Now York, Inc 66pp 29832 001-29032 023 

8504230210 Forwards Sately Insp Ropie 50*317/85 04 & 50*318/85 04 on 850219* 
22 No violations noted 

EBNETER.SD Region 1, Office of Director 85/04/16 LUNDVALL.AE Baltimore 
Gas & Electric Co 2pp 29949 122 29949 134 

-8504230218 Safely Insp Repis 50 317/85 04 & 50-31 B/85>04 on 850219 22 No viola 
lions noted Major areas Inspectod util actions on previous insp findings, nonliconsed 
training & QA program 

SHAUB.ET. DEV.M, OLIVEIRA, W. Region 1. Office of Director 85/04/10 lipp 
20949124-29949 134, 


0604260101 Forwards oxempllon from requirements of 10CFR50 55a.aliowing common 
start date for Inaervice insp & testing by exter^dlng expiration date from 550505 to 
870401 

MILLER, JR. Operating Reactors Branch 3 85/04/16 LUNDVALL.A.E Baltimore Gas 
& Electric Co 2pp. 90030087*30030 091 


-8504250106 Exemption from requirements of lOCFRSO 55a, allowing common start 
date for Insorvlce Insp & testing by extending expiration dalo from 850508 lo 570401 
MIRAGLIA,F,J. Division of Licensing 85/04/18 Baltimore Gas & Electric Co 3pp 
30030 059 30030 091 


8504170240 IE Info Notice 85 030, "Microblo logically Induced Corrosion Containment 
Sve Water Sys " Sve list enci 

JORDAN.E L, Division of Emergency Preparedness & Engineering Response (Posl 
530103} 85/04/19 Consolidated Edison Co of Now York. Inc. 109pp 29068 256 
29966,363 


8504100056 IE Info Notice 85 032, "Recent Engine Failures of Emergency Diesel Gen 
orators " Sve list end, 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Posl 
030103) 85/04/22 Consolidated Edison Co of New York, Inc. 109pp 29988 230* 
29988 347 


8504190060 JE Info Notice 85 033, "Undersized Nozz(e*To*Shell Welded Joints In Tanks 
& HXs Conslrucled Under Rules of ASME Boiler & Pressure Vessel Code " Sve list 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 65/04/22, Consolidated Edison Co of Now York, Inc 106pp 29969 001- 
29069 107, 


0504220347 IE tnfo Notice 84 84,R0v 1, "Deficiencies in Ferro Resonant Transformers " 
Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Posl 
030103) 85/04/24 Consolidated Edison Co, ol New York, inc llflpp, 30027'067- 
30027 184. 
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R Periodic operating reports & related correspondence 

8504120099 ‘Radiologicaf Envjfon Monitoring Program Annual Rept.1984'' W/850318 
Ur 

BARTAL,L J . FUHRMAN.G R , GAVRfLAS M Baltimore Gas & Electric Co 04/12/31 
52pp 29800 008 29800 059 

8504180651 Number of Personnel & Man REM by Work & Job Function, 1984 " W/ 
8501 15 Ur 

TiERNAN.J A Baltimore Gas & Electric Co 84/12/31 MURLEY.T E Region 1. Office 
of Director 3pp 29910 304-29910 306 


S Reportable occurrences, LERs & related correspondence 

8504020016 Forwards AEOD technical review ropt, “Comparative Analysis of Recent 
Feedline Waler Hammer Events at Maine Yankee, Calvert Cliffs,Salem,McGuire & 
Palisades " IE info notice on procecfures suggested 

IPPOLITO.TA Director’s OfficG 85/03/18 VOLLMER.R H Director's Office. Office of 
Inspection and Enforcement 2pp 29585 264 29585 2/3 

-8S04020025 "Comparative Analysis of Recent Feedltn© Waler Hammer Events at 
Maine Yankee, Calvert Cliffs, Salem, McGuire & Palisades '* 

' Director's Office 85/03/18 app 29585 266 29585 273 

8504290156 ROon 850305, post accident sampling sys declared inoperable Caused by 
failure of oxygen analyzer ays will be returned to operable status on 850415 
RUSSELL,Wa Baltimore Gas & Electric Co 85/03/29 MURLEY.T E Region 1, 
Office of Director Ip 30053 314-30053 314 


DOCKET 50-318 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8504190407 Responds lo Open Items 83 3 5 04,83 36-05 & 83-35 07 from Insp Roots 
50 317/83-35 & 50 310/83-35 No supplemental meteorological data from oulstde 
areas used in dose calculations & physical height of mixing layer not used 
LUNDVALL.AE Baltimore Gas & Efeciric Co 85/02/08 MARTIN.TT Region 1, 
Office of Director 5pp 29919 056 29919 060 

6504080221 Rev 9 lo Emergency Response Plan Implemenlollon Procedure ERPIP 5 0, 
“Preparalion & Conlrol of Emergency Response Plan Implementation Procedures '* 

* Baltimore Gas & Electric Co 85/03/07 7pp 29681 043-29681 049 

8504160344 Rev 9 to Attachment 2 of Emergency Response Plan Implomentinn Proce 
dure ERPIP 4 1 2 & Rev 9 lo Attachment 4 of ERPIP 4 1 15 

* Baltimore Gas & Electric Co 85/03/27 9pp 29806 130-29806 144 

8504170139 Rev 8 lo Emergency Response Plan Implementation Procedure ERPIP B 2, 
“Established Survey Points (Direclions for Locations) " 

‘ SaNimore Gas & Eleclfic Co 85/04/03 lOpp 29827 312-29027 321 

8504190101 Forwards preliminary repl re TMI Item IJ A 2 2 concerning emergency pre 
paredness dose assessment capability, per request 

DENTON, R E Baltimore Gas & Electric Co 85/04/15 MJLLER.J R Operating Roac 
tors Branch 3 9pp 29917 001-29917 009 


H, General correspondence 

8604250060 Forwards revised sve fist due to recent personnel changes 
DENTON.RE Baltimore Gas a Electric Co 85/04/15 MjLLER,JR Operating Reac- 
tors Branch 3 2pp 30020 106 30020 107 


J Insurance & Indemnity Information 

8504100296 Forwards Endorsements 60 a 25 to NEDA Policies NF-216 a NF-34d.re 
speclively a Endorsement 9 lo NELIA Master Policy 1 

YORK.WG Baltimore Gas a Electric Co 85/04/02 DINITZ,! Office of State Pro 
grams, Director 4pp 29729 101-29729 104 


P. Operating license stage documents a correspondence 

8604180374 Forwards request for addi (nfo folfowlng preliminary review of util responses 
lo Generic Ur 83-28, Items 2 1,2 2.3 1 3. 3 2 3,4 4 a 4 5 Addl info re Items 22 2 & 
4 5 3 required within 60 a 90 days, respectively 

MILLER.JR Operating Reactors Branch 3 85/04/02 LUNDVALL, A E. Baltimore Gas 
a Electric Co 3pp 29909 357-20909 359 

8504190604 Forwards environ assessment re 840615 application (or amends lo Li- 
censes DPR-53 a DPR 69, extending expiration dates from 090707 lo 140731 A 
160831 .respectively 

JAFFE.D H Operating Reactors Branch 3 85/04/03 LUNDVALL.A E Baltimore Gas 
a Electric Co Ip 29938 070-29938 0B2 

-*8604190608 Environ assessment supporting change in expiration dales for Lfeensea 
DPR‘53 a DPR.69 to 140731 a 160831 .respectively 

* Office of Nuclear Reactor Regulation, Director 06/04/03 9pp 2393&’071- 
29938 079 

—6504190613 Notice of Issuance of amends to Licenses DPR-63 A DPR-60. changing 
expiration dates lo 140731 A 160831 .respectively 

LAINAS.GC Assistant Director for Operating Reactors 85/04/03 3pp 29938,080 
29938 082 

8504090263 Withdraws 850131 application for Change O.permitting startup w/control 
element assembly motion inhibit (CMI) inoperable NHC conclusion that plant startup 
w/lnoperable CM! unacceptable cited 

LUNDVALL.A.E, Baltimore Gas A Electric Co, 86/04/08 MILLER.JR Operating Re- 
actors Branch 3 Ip 29699 094*29699 094 


6504150444 Forwards response to NRC 841214 request for addl mfo re (unclional ca- 
pabilities of conlainmonl vonl/hydragen purge sys Isolation Valves MOV 6QO0 A MOV 
6901 

LUNDVALUAE Balli more Gas & Electric Co 65/04/08 MILLER.JR Operating Re 
actors Branch 3 3pp 29805 304-2 0B05 306 

6504250057 Application for amend to License DPR 69, removing existing Tech Spec 
pages & replacing pagos w/atlached marked up pages to provide increased ffexibility 
for acceptable flow balance tost results Fee paid 

LUNDVALL.AE Ballimore Gas & Electric Co 85/04/10 MILLER.JR Operating Re 
actors Branch 3 3pp 29985 233 299B5 247 

*-6504250061 Proposed Tech Spec changes re incroased ffaxibjlily lor acceptable flow 
balance lest results for charging pumps 

* Ballimore Gas A Eteclnc Co 85/04/10 I2pp 29085 236 29985 247 

8504240430 Forwards safety evaluation based on licenseo response lo Generic Ltr 83- 
2a.(lGm 1.1 re post trip review program & procedures Program A procedures accepta 
bio 

JAFFE.D H Oporaling Reactors Branch 3 85/04/11 LUDVALL.A E Ballimore Gas A 
Electric Co 2pp 29900 132-29900 136 

”8504240437 Safety evaluation re response to Generic Ltr 03-28, Item 1 1 re post trip 
review program description A procedures Program acceptable 

* NRC - No Detailed Affiliation Given 05/04/ 1 1 5pp 29988 1 34 299BB 1 38 

8504120206 Generic Hr 05-06 to all PWR licensees A all applicants for OLs roOA guld 
anco for ATWS equipment not safely related Sve list onci 

THOMPSON.H L Division of Licensing 05/04/16 Consolidalecf Edison Co of New 
York. Inc 22pp 20947 289 29947 309 

6504120031 Generic Ltr 05-02 to all PWR licensees A applicants, holders of CPs A Fort 
St Vrain ro recommended actions stemming from NRC integrated program for resolu 
lion of unresolved safety Issues re steam generator tube integrity Sve list end 
THOMPSON.H L Division of Licensing 85/04/17 Yankee Atomic Electric Co 127pp 
29953 071-29053 262 

8504260130 Requests permission to use ASME Code Case N411 damping values in 
stress analysis for operating basis A safe shutdown earthquakes Change applies to 
piping sys analyses A reduces number of supports, Increasing pipe ffexibility 
LUNDVALUAE Oaltlmor© Gas A Eleclric Co 85/04/19 MILLER.JR Operating Re- 
actors Branch 3 Ip 30025 168 30026 168 


Q Inspection reports, IE Builollns & correspondence 

8604190407 Responds to Open Items 83-35 04,03 35 05 A 03 35 07 from Insp Repls 
50 317/83*35 A 50 318/83 35 No supplemental meteorological dale from oulsFdo 
areas used In dose calculations A physical hoighl of nbixing layer not used 
LUNDVALL.AE Balbmoro Gas A Electric Co 85/02/08 MARTIN.TT Region 1. 
Office of D^reclor 5pp 29919 056-20919 060 

6503100669 IE Info Nolice 85 022. "LImilorquo Molor-Operalod Valves Resulting From 
tncorrocl fnslallalion of Pinion Gear " Sve list one! 

JORDAN, E L Division of Emergency Propnrodness A Enginoering Response (Post 
830103) 05/03/21 Consolidated Edison Co of New York, Inc 108pp 29597 001 
29597 0 05 

8503210461 IE Info Notice 85 023, ^'Inadequate Surveillance A Post Maint A Post-Mod 
Sys Testing " Sve list end 

JORDAN, fcL Division of Emergency Preparedness A Engineering ResponsQ (Post 
830103) 85/03/22 Consolidated Edison Co of Now York, tnc H)8pp 29656 001- 
20656 1 07 

8503220444 IE Info Noltca 05 024, “Failures of Protective Coatmgs in Pipos A HXs" 
Sve list end 

JORDAN.E L Division of Emergency Preparodnoss A Engineering Response (Post 
830103) 85/03/26 Consolidated Edison Co of New York, Inc 108pp 20596 154 
20596 363 

8504100545 Ack receipt of 850220 ltr Informing NRC of steps taken lo correct violations 
noted In fn^ Repls 50-31 7/84 32 A 50 318/84-32 

MARTIN.TT Region 1, Office o( Director. 85/03/26 LUNDVALL.AE Batll more Gas 
A Electric Co 2pp. 29762 049 29762 052 

”8504100550 Responds t<r NRC 850129 Ur ro violations noted in Insp Ropts 50 31 7/64- 
32 A 50-3 10/84-32 Corrective actions general orienlatfon training A annual requallfica- 
tion training upgraded utINzInn mock up controlled area 

LUNDVALL.AE Baltimore Gas A Electric Co. 65/02/28. MARTIN, TT Region 1, 
Office of Director 2pp 29762 051-29762 052 

8504290393 Forwards response to NRC 850226 Hr ro violations noted In Insp Repls 50 
317/85-01 A 60-318/05 01 Corrective ecllons’ west penalralion room posted as high 
radiation area Personnel instructed on proper posting techniques 
QORE.JW Baltimore Gaa A Electric Co 05/03/27 WENZINGEH.E.C Region 1, 
Office of Director 2pp 30048,353-30048 354 

8503280037 IE Info Notice 85 025, “Consideration of Thermal Conditions in Design & 
Installation of Supports for Olosef Generator Exhaust Slloncers " Sve list end 
JORDAN, Eh L Division of Emergency Preparedness & Engineering Responao (Post 
030103). 06/04/02 Consolidated Edison Co of Now York, fnc 407 pp 29667 199- 
29667 305, 

8503280046 IE Into Notice 85 026, “Vacuum Relief Sys for BWR Mark I A II Contain- 
ments '* Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc, 92pp 29667 107- 
29667190 

8504010039 IE Info Notice 85 027, “Nollfrcalions to NRC Oparalions Ctr A Reporting 
Events In LERs ” Sve li&t end 

JORDAN.E L Division of Emergency Preparedness A Englneoring Response (Post 
830103) 85/04/03 Consolidated Edison Co of Now York, Inc Qfipp 29690 255 
29690 362. 
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0504090234 Ack receipt of 041224 Itr informing NRC of slaps taken lo correct viofalions 
noted in Insp R&pts 50 317/84 26 & 50-318/04-26 Actions taken re confirmalory 
action Hr from (nsp Repts 60 317/84-10 & 50 316/84 19 also ack ^ 

EeNETER.SD Region 1. Office of Director 85/04/03 iUNDVALL,AE BaCtimoro 
Gas a Electric Co 2pp 29699 332-29699 335 

-8504090240 Responds to NRC 041 129 ttr re vtolations noted in Insp Repts 50-317/64- 
26 a 50-310/84-26 Corrective actions Unit 1 RCS hot & cold leg piping walked down 
on 841 121 AddI into requested in insp repts provided m 841025 Itr, 

LUNDVALL,AE Baltimore Gas a Electric Co 84/12/24 MARTINJT Division of En- 
gineenrg a Technical Programs 2pp 29699 334 29699 33S 

8504050042 SuppI 1 to IE Info Notice 85 003, "Separation of Primary Reactor Coolant 
Pump Shaft & Impeller.” Svc list end , „ , 

JORDAN, EL Division of Emergency Preparedness & Engineering Response {Post 
630103) 85/04/09 Consolidated Edison Co of New Vork, fnc lOIpp 20791 025- 
29791 126 

8504050047 IE Info Notice 85 026. "Parlial Loss of AC Power & Diesel Genaralof Deg- 
radation ” Svc list end 

JORDAN,E L Division Of Emergency Preparedness & Enmnecfing Responso (Post 
830103) 65/04/09 Consolidated Edison Co of New York, Inc 109pp 29700 278- 
29791 024 

8504090419 IE Info Notice 66 029. "Use of Unqualified Sources in Well Logging Appli- 

PARTLOWJ^Q^DSon of Inspection Programs (Post 650212) 85/04/12. ConsoHdal- 
ed Edison Co of New York. Inc 66pp 29832 00^20832023 

8504230210 Forwards Safety Insp Repts 50 317/85-04 & 50 318/85 04 on 850210- 

ESNETER^S^D^Region 1, Office of Director 85/04/16 LUNDVALi.AE Balllmore 
Gas & Electric Co Ipp 29940 122-29940 134 

-8504230218 Safety tnsp Repts 50-317/85-04 & 50-318/85 04 on 850219 22 No viola 
tions noted Major areas inspected ulif actions on previous Insp findings.nonlicansed 

SHAIji.lT^BE^.MT*OLIVEIRA,W. Region 1, Office of Director 05/04/10, lipp 
29949 124 29949 134 

8504170240 IE Info Notice 85 030, "Microbiologlcally Induced Corrosion Conlalnmonl 
Svc Water Sys” Svc list oncf . » ^ 

JOHDAN.E L Division of Emergency Preparedness & Enmnecrmo RQsPOI^se (Post 
030103) 65/04/19 Consotidaled Edison Co of New York, Inc 109pp. 29666 258 
29966 363 

8504190055 IE Info Nolica 85 032, ‘^Recent Engine Failures of Emergency Diesel Qan- 
erators " Svc list encf , . 

JORDAN.EL Division of Emergency Preparedness & Enalnocring f*< 5 sponse (Post 
830103) 95/04/22 Consolidated Edison Co of New York, fnc 109pp 29908 239 
299B8 347 

0604190060 IE Info Notice 85 033, ‘'Undersized Nozzlo-To-Shell Welded Joints in Tariks 
& HXs Conslruclod Under Rules of ASME Boiler 8 Pressure Vosse) Code' Svc list 

JOr’dan.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, fnc. lOepp 20989.001- 
29989 107 

BB04220347 IE Info NoUco 84-a4.Rev 1, "Deifciencies In Ferro-Rosonaat Transformers/' 
Svc list end . ^ , 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/24 Consolidated Edfson Co of New York, fnc tIOpp 30027 067- 
30027- 184 


R. Perfodio operating reports A related correspondence 

8504120099 "Radiological Environ Monitoring Program Annual Rapt, 1984" W/050310 

BARTAL.L J, FUHRMAN.G R , GAVflJLAS.M Baltimore Gas 8 Etoclric Co 84/12/31 
52pp 29808 008-29806.059 

8504100651 "Number of Personnel & Wan REM by Work & Job Funcllon,1904." W/ 
850115 Hr 

TIERNAN.J a Baltimore Gas 4 Eleclflc Co 84/12/31. MURLEY.T.E Region 1, Office 
of Director 3pp 29910 304 29910 306. 


S. Reportable occurrence a, LERs 4 related correspondence 


8604020016 forwards AEOD tecbnicaf review rept, “Comparative Analysis of Reconl 
Feedllno Water Hammer Events at Maine Yankee, Calvert Cllfls.Salem.McGufro & 
Palisades." IE Info nollce on procedures suggested, 

IPPOUTO.TA Director's Office 85/03/18 WLLMER.R H Director's Office, Office of 
Inspection and Enforcement 2pp 20565 264-29585 273 


■0504020025 "Comparative Analysis of Recent Feediine Water Hammer Events at 
Mains Yankee.Caivert Ciiff8,Salam,McGulre & Palisades” 

• Director's Office 85/03/18. 8pp 26565,268 29565.273 


8504290156 ROon 650305,post'acddent sampling sys declared Inoperable Caused by 
failure of oxygen analyzer sys will be returned lo operable status on 850416, 

RUSSELL, WB Baltimore Gas & Electric Co 05/03/29 MURLEY.T.E Region 1, 
Office of Director, Ip, 30053 31 4-30053.314, 


DOCKET 50-320 THREE MILE ISUND NUCLEAR STATION, UNIT 2 


F. Security, medical, omerganoy 4 ffre protecllon plans 

8504030206 Rev 4 lo Emergency Plan Implementing Procedure 1054.30, "Acttvation of 
Environ Assessment Commano Clr " 

* General Public Ulllilies Corp - GPU Service Corp, 65/03/25 11pp. 29587:114- 
29587-124 


8504050091 Rev 3 to Emergency PJan Implementing Procedure 1054 32, "Activation of 

^”Gene?of PuSic^SliSSri^orp^ - GpS Service Corp 85/03/26 14pp 2966B311- 
29666 324 

8504120186 Rev 13 to Emergency Pfan Implementing Procedure 1004 1, "Emergency 

“GlS'°Pu'bllc UUiilies Corp - GPU Servrco Corp BB/04/02 33pp 29764 244- 
29784 276 

8504080418 Forwards Insp Rep I 50-320/05-01 on 850112-^20 & riotlw of violalion 
TRAVERS, W.D TMI Program Office 85/04/03 STANDERFER.F R General Public 
Utilities Corp - GPU Service Corp 2pp 29685 154-29685 170 

“0504000419 Notice of violation from insp on 850112-0220 
“ TM) ProgramOHice 85/04/03 2pp 20685-168 29685 157 

“6 504000423 Insp Rept 50-320/85-01 on 6501 12-0228 Violation noted failure to 
comply w/procedures re switching/tagging & radiological controls a degradation in 

CC)OK.R!l^i!/lfesul?rT?^B^E^^ TMI Program Office 85/03/27 12pp 29685158 
20685 170 

6604090296 Rev 3 to Emergency Plan Implementing Procedure 1054 20, "Activation of 

• ^Qanefal^pS&te* Ublilies Corp - GPU Service Corp 85/04/04 lOpp 29609 075- 
29699 084 

8604180363 Temporary Change Nolico 6400-3651-85 083, to Rev 7 lo Procedure 
1054 0, "CalJoul of Initial Response & Emorgenr^ Support Duly Rosier Personnel " 
BEAVER JR General Public Utilities Corp • GPU Service Corp 85/04/04 20pp 
29853 229 29853 248. 

8504240304 Submits status of auxiliary & fuel handling bldg decontamination schedule 
for First Quarter 1985,per NRC 840307 llr.Update lists only areas where Tech Spec 
surveillance not performed due to ALAR A considerations . . « 

STANDERFER.fr General Public Utilities Corp - GPU Service Corp. 85/04/15 
SNYDER.0 J TMI Program Office, 2pp. 29967.103-29967 194 

8504220052 Emergency plan Implementing procodures.includlng Rev 0 to 4000 IMP- 
1300 29 re activalion of oporalfions support clr, Rev 6 lo 1054 3 re site emergency & 
Rev 0 lo 4000 IMP-1300 35 re thyroid blocking ^ ^ . 

EHEVTS.RF, MILLER.A, General Public UlitTtiea Corp - GPU Service Corp 05/04/ 
16 7Dpp 29020 218 20928 294. 


Q. Adjudicatory correspondence 


8504010061 Order extending time for Commission to determine whether to review DD- 
85-1 to 850405 Solved on 860329 ^ 

HOYLEJ.C. Olfice ol the Secretary of the Commission ^285 302 85/03/29 Ip 

29571.236- 2057 1 236 

8604010061 Order extending limo for Commission lo determine whether to review DD- 

KOYLE,J?*^Ohic 0 ^f the Secrelary of the Commission. j^f205 302, 86/03/29. NRCC 
Commissioners, Ip 29571 238-29571 238. 

8504010081 Order extending time for Commission to determine whether to review DD- 

85-1 lo 850405 Served on 850329. . 

HOYLE JC, Office Of the Secretary of tho Commission #285 302, 85/03/20 1p 

29571.236- 29571.236 


8S04010061 Order extending time for Commission lo determine whether to review DD- 

85 1 lo 060405 Served on 05(>329. *,««« 

HOYLE, J C Office of the Secrelary of the Commission #285 302 85/03/29, NRCC 
Commissioners. Ip 29571’236*89S7t 238. 


8604000040 Memorandum & Order CLI 85 04.denylng 840813 joint petition of TMI Alert 
ot al to revoke applicant license lo operato lacltitles Petition conslitutes attempt to rolr- 
llgale Issues properly considered in real art proceed I ng.Soivod on JB50404 
jfoYLE,J C Office of the Secrelary of the Commission #285 408. 05/04/04 Three 
Milo Island Alert 6pp 2D679'35B-25079 363 


8504120414 Motion for feconslderallon &/of clarification of Commission Mernprandurn 
& Order CLI-85 04 ro denial ol Soclion 109 hearing request C or li lie ale of Svc end, 
DOROSHOW.J Throe Mite Island Alert #285 476 85/04/09 Commissioners 6pp 
29792.131-20792.136 


1604300448 Notice of issuance of 850423 amend to 800211 order & motion to conform 

D reposed Tech Specs in accordance w/050423 order Certificate of Svc encl 

DATnM wrk Mn^irlnfi rtrnnRh 2. 761. 65/04/26. 34oD 30065.108-30065 141. 


H. General correapondlence 

0504040362 Submits proposed Rov 10 lo organization plan Approval of revs lo shift su- 
pervisor & radwaste operallona rnanagar positions requested. nc/An/mr, 

STAMDERFER.F.R, General Public Ulllifles Corp • GPU Service Corp 85/03/29. 
SNYDER, B J. TMI Program Office. 2pp. 29607 324-29607*326 

0504230347 Updates distribution list for NRC Initialed correspondence, reflecting per- 

StTnDERF^RF.R. General Public Utilities Corp. - GPU Service Corp 86/04/15 
TRAVERS.W.O. TMI Program Office, Ip 29951:126-20951 126. 


I. Financial Information 

0504300431 Forwards ”QPU 1984 Annual Rept," 1984 & 1986 source & application of 

funds & uniform stalislical ropt, . . „ , ^ >r,e 

HUKILLHD. General Public Utililies Corp. ■ GPU Service Corp, 85/04/25 

DENTON, H. Office ol Nuclear Reactor Regulation, Diroolor 3pp. 30082.130 

30062 204. 
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■3504300434 "GPU 1904 Annual Repl " 

KUHNSjWG, OIECKAMP.H General Public Utilities Corp - GPU Service Corp 84/ 
70pp 30062 133 30062 204 


P. Operating Itcense stage documents & correspondence 


7905290232 Forwards NUREG 0557 "Staff Safely Evaluation of Long Term PosPAcci 
dent Coolmo of TML2 ” W/o enci 

MATTSON.B J Division of Systems Safely 70/05/09 FRALEY, R ACHS • Advisory 
Committee on Reactor Safeguards Ip 30038 116 3003B 329 

“8504260474 "TMI-2 Plant Mod for Achieving Cold Shutdown *' 

• NRC No Detailed Affihatton Given 79/05/31 65pp 30038 264-30038 329 

7909270588 ENVIRON ASSESSMENT-USE OF EPICOR-II AT TMI 2 

• Office of Nuclear Reactor Regulation, Director NUREG 0591 79/08/14 32pp 
3003B 073-30038 104 

G504250448 ENVIRONMENTAL ASSESSMENT, USE OF EPICOR II AT THREE MILE 
ISLAND.UNIT 2 

• Office of Nuclear Reactor Regulation, Director NUREG-0591 flOl 79/10/03 29pp 
30022 188 30022 216 

B 004 180453 Forwards Draft 2 of NUREG 0660, "TMI Action Plan " Draft 3 is scheduled 
for issue by end of Feb 1980 

MATTSON.R J NRC Three Mile Island Task Force 80/01/29 GOSSICK.L Office of 
the Executive Director for Operations 8pp 30030 309 30030 317. 

“B0041B0459 Forwards cost estimates for implementation of NUREG-0660 Preliminary 
appraisal gives frightening costs 

LEE.B Commonwealth Edison Co 80/01/17 MATTSON,R Division of Systems 
Safety Ip 30030 317-30030 317 

“8001210140 Forwards industry cost estimates of Implemenllng NUREG 0660, devel- 
oped by Comm Ed, Duke Power Co & TVA Concludes NRC estimates of costs & man 
power IS closo to low end oslimaie, but significantly below high end 
LEE.B Atomic Industrial Forum 00/01/17 DENTON, H Office of Nuclear Reactor 
Regulation, Director Opp 30030 318-30030 325 

—8004160463 Comments on draft TMI action plan Implementation Natl nuclear safely 
policy is needed to bind together narrow & highly tochnical licensing 
requirements Specific problems should be addressed w/specilic remedies 
CULLER, F L Electric Power Research Institute 80/01/16 MATTSON.R Division of 
Systems Safely 41pp 30030 326 30032 007 

B5D4080426 "Met Ed Environ Monitoring Activities Conducted During Kr-85 Venting ot 
TMI.Unil 2 " 

RIETHLE.WE, MCBRIDE.MH. BAKER.G G General Public Utilities Corp - GPU 
Service Corp 80/11/30 250pp 29690 011-29690 264 

8504030011 Forwards comments on & request for addi info re util B40409 request for 
rotiof from valve insetvico insp/tesling requirements 

SNYDER.B J TMI Program Office 85/03/22 STANDERFER.F R General Public UKIJ- 
tieaCorp ♦ GPU Service Corp 4pp 20606 071-29600 074 

8504010026 Forwards SuppI 1 to updated reactor bldg decontamination & dose reduc- 
tion activities SER Iransmitted by 850208 Hr Suppl corrects typos on Pages 9 & 22 
STANDERFER.F R General Public Utifilics Corp. - GPU Service Corp 05/03/25 
SNYDER.B J TMI Program Office 3pp 29571-156 29571 160 

8504010031 Responds to NRC questions re Qonoric Ur 83-41, "Fast Cold Slarls of 
Diesel Generators " No fast cold starts of diesel generators occurred during past 2 
yrs Starling generators w/o lubrication delrimenlal 

STANDERFER.F R General Public Utilities Corp - GPU Service Corp 05/03/26 
SNYDER.B J TMI Program Office 2pp 29570 055-29570 056 


0504080046 Staff requirements memo re 850307 meeting iin Washinglon.DC w /Advisory 
Panel on Decontamination of TMI-2 to discuss agenda items from A Morns 850227 Hr 
to Palladino Proposal on scope of inquiry requested 

HOYLE, J C Office of the Secretary ol the Commission 85/03/29 DIRCKS.W J 
Office of the Execulive Director for Operations PLAINE.H H Office of the General 
Counsel HAYES, BB Office of Investigation 2pp 29712 340 29712 341 

8504080233 Provides synopsis of public record as currently exists & addI info davelopod 
since mitral record established re polar crane mods Polar crane approved for usd up 
to limits of current load rating, per NRC 050109 Ur 

STANDERFER.F R General Public Ulitilios Corp GPU Service Corp 05/04/02 
SNYDER.B J TMI Program Office 3pp 29681 070-29681 972 

8504170671 Forwards safety evaluation approving Recovery Operation Plan Change 26 
re containment air control envelope (CAGE) vent monilo/s & establtshing CAGE moni 
tor surveillanco requirements 

TRAVERS.WO TMI Program Olfic© 85/04/03 STANDERFER.F R General Public 
Utilities Corp - GPU Service Corp ip 29907 359 29907 363 

“8504170678 Salety evaluation approving Recovery Ojoeralion Plan Change 26 re con- 
tainment air control envelope (CAGE) vent monitors & establishing CAGE monitor sur 
VQillance requirements Amended pages to Recovery Operation Plan Change 20 end 

♦ NRC - No Doloiled Affiliation Given 85/04/03 4pp 29907 360 29907 363 

8604120241 Application lor amend to Liconso DPR-73. consisting of Recovery Oper- 
ations Plan Cnanno Request 30, revising Tech Spec Section 46 1 4 re internal pres- 
sure for periods when containment btdg open to atmosphere Fee paid 
STANDERFER.F R General Public LHiltlres Corp - GPU Service Corp 85/04/05 
TRAVERS.W D TMI Program Office 3pp 29764 202 29784 205 

--05O412O246 Proposed Tech Spec Section 4 6 14 ro inlornal pressure for periods 
when containment bldo open to atmosphoro 

* General Public Ulllilies Corp - GPU Service Corp S5/O4/0S Ip. 20704 205- 
29784 205 

8504160542 Forwards request for addi info ra 950126 SER doscnbing proposed method 
for transferring plenum assembly from reactor vessel to deep end of fuel transfer 
canal for storage 

SNYDER.B J TMI Program Office 85/04/05 STANDERFER.F R General Public Ulili 
ties Corj> GPU Service Corp 4pp 2983 6 210 29836 201 

“8604160547 "Radiation Field Near Plenum After Removal,” Hr rept 
TANNER, R, REECE.W D BoUelle Momonal Insbtule, Pacific Northwest Laboratories 
05/03/08 LO.R TMI Program Office GOpp 29836 222-29836 281 

8604180137 Forwards Recovery Operations Plan Change Req^usst 30 to License DPR- 
73, revising end Toch Spec Section 4 6 14, "Internal Pressure," for review & 
approval Fee end 

STANDERFER.fr General Public Ulililios Corp - GPU Service Corp 85/04/05 
TRAVERS.WO TMi Program Office 4pp 29850 037-29068 040 

8504160263 Forwards "Tochnical Evaluation Ropt for De fueling Canisters " Rept dem 
onsiratos that threo typos of canislors designed to remain safe during normal oper- 
ations & handling Fee paid 

STANDERFER.F R General Public Ulllilies Corp - GPU Service Corp 85/94/09 
SNYDER.B J TMI Program Office Ip 29799 060-29799 090 

“8S0416026D "Technicat Evatualion Rapt for Dofuelmg Canislora " 

BOLDT.GK, SMfTH.E.T, RfDER.R L General Public Ulifiltes Corp - GPU Service 
Corp 15737-2 603-114 ROO 85/03/22 30pp 29799 061*29799 090 

8504160348 Forwards Rev 1 (o SD 3212 002, "Oiv Sys Description for Mlnl-DHR Sys," 
for reviow approval Annual update of sys description roflects minor changes In con 
figuration 

STAND ERFER.F.R Qenoral Public Ulllilies Corp - GPU Sorvlco Corp 85/04/10 
SNYDER.B J TMI Program Office Ip 29006 084 29806130 


8504010046 Updates status of cesium elution process for reactor coolant purification 
sys domlneralizors Process nearing complolion Expected 90% removal otficiency nol 
achieved Deminorallzors will bo placed In wot layup.vonted & surveys performed 
STANDERFER.F R General Public Utilities Corp - GPU Service Corp. 05/03/25. 
SNYDER.B J TMI Program Office 2pp 29571 052 29571 053 

8504020169 Forwards suppl to Tech Spec Change Request 46 to amend License DPR- 
73, defining acceptable flow paths from boratod water storage tanks to RCS 
STANDERFER.F R General Public Utilities Corp • GPU Service Corp. B5/03/27. 
SNYDER.B J TMI Program Office Ip 29579 231-29579 239 

..8504020174 Suppl to Tech Spec Change Request 48 to amend License DPR- 
73, changing Tech Spec Section 3.1,1 t by defining acceptable flow paths from borat- 
ed water storage tank to RCS 

STANDERFER.F R General Public Utilities Corp - GPU Service Corp 05/03/27. 7pp 
29579 232-29579.238 

-8504020175 Proposed Tech Spec change to Section 4 4 ro RCS.correcting typos 
' General Public Utilities Corp - GPU Service Corp. 85/03/27 Ip 20579,239- 
29579 239 

8504040469 Discusses Rev 2 to Interval indexing fixture SER re Impact of raising lower 
limit ol boron concentration in RCS from 3,600 to 4,350 ppm for more conservative 
crtlicalily evaluation 

TRAVERS.WO TMI Program Office, 85/03/27. STANDERFER.F R General Public 
Utilities Corp - GPU Service Corp 3pp 29857 140-29657 160 


-8504160354 Rev 1 to Procedure SD 3212 002, "Div Sys Description for MinlOHft 

S^ELGATTI.C . REAM.WC , WARREN.R P. General Public UlilHies Corp. • GPU Sorv- 
lco Corp. 85/04/02, S2pp 29800 085 29B08 136 


8604240269 Forwards foo for 850326 application for oxomplion from GDC 34 & 37 ro- 
quiromsnts for License DPn-73. 

STAND ERFER.F.R, Gonoral Public Uliiillos Corp - GPU Service Corp 85/04/10 
DIGGS, R M License Fee Managemanl Branch Ip. 29967 309-29967-309. 


8504190S36 Forwards list of applications & fees for Licenses D PR-50 & OPR-73.ahow- 
Ing appileatfon datos.foos paid, applicable fees & NRR fee determinal ion, based on fee 
anafyslB Refund due for stated applications 

MILLER.W.O. License Fee Management Branch 65/04/11. HUKILL.H D General 
Public Ubfilies Corp - GPU Service Corp 3pp. 29D37.34B-29937 350 


8604180465 Forwards application for amend to License DPR-73, consisting of Tech 
Spec Change Request 48 & Recovery Operations Plan Change Request 29,r&v]slng 
Tech Spec reporting requirements Foe paid. 

STANDERFER.F.R. General Public Unities Co/p - GPU Sorvlco Corp 85/04/12 
SNYDER.B.J, TMI Program Office 2pp 20856:1 58-29056.105 


“8504180460 Application for amend to License DP R-73, consisting of Tech Spec 
Change Request 48 & Recovery Operations Change Request 29,rovising Tech Spec 
reporting requirements 

SfANDERFER.F n. General Public Ulllilies Corp ■ GPU Service Corp 05/04/12 2pp. 
29856; 160-29856' 161 


8504080097 Forwards safety evaluation re util 841130 polar crane auxiliary hoist insp & 

refurbishment pfan & 850110 auxiliary hoist load test SER Plan & load test safety “8604180463 Proposed Tech Speesjevising reporting require men is .dele ting requlre- 

evalualion acceptable, ments no longer applicable & correcting minor discrepancies 

SNYDER.B J TMI Program Office. 85/03/27 STANDERFEB.F.R General Public Util I- * General Public Utilities Corp • GPU Service Corp 85/04/ 12. 34pp 29856 162- 

1103 Corp - GPU Service Corp. 3pp 29712 066-29712 086 29868 195 


-8504080103 Safety ovafualion accepting refurbishment & testing of reactor btdg polar 

crane auxiliary hoist, ^ 

* Office of Nuclear Reactor Regulation, Director 66/03/27, IBpp 29712 069- 
29712 086 


8504180542 Requests fee for review of 850326 appfICBtlen for exemption from GDC 34 
& 37, per 10CFR170 

DIGGS, R M, License Fee Management Branch 85/04/12 STANDERFER,F,R, Gener- 
al Public Utilities Corp. • GPU Service Corp. ip 29885 360-29865 360 
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0-504240460 Forwards safety cvafuatiorr fe proposed ctianges to Section 46 I 4 of re 
covery operations plan to alfo^v allornate melhotf ol verifying that containment bldg 
ressore below atmospheric pressure when bfdg operk to atmosphere 
RAVERS.W D TMI Program Office 85/04/12 STANDERF^,F R General Pub fic 
UlijUies Corp GPU Service Corp Ip 2Q978 341-29978 344 

•■8504240465 Safety evaluation re proposed changes to Section 4 G 1 4 of recovery op 
e rations plan to allow atternaio moltiocf of verifying that containment bldg pressure 
l>oJow flimospheric pressure when bldg opon to atmosphsro 

* NHC No Detailod Afliiialion Given BS/04/12 3pp 29978 342-2997B 344 

8504290433 Forwards feo for 850329 application lor Rev 10 to organization plan 
STANDERFER.F R General Public Utilities Corp - GPU Service Corp 85/04/15 
OIGGS.RM License Fee Wanagement Branch ip 30017 347 30047 347 

8S04120206 Generic Ltr 65 06 to all PWR licensees A all applicants for OLs re QA giiid 
ancD for ATWS equipment nol safely-related Sve list end 

THOWPSON.H L Division ol Licensing 85/04/16 Consolidated Edison Co of Now 
York, Inc 22pp 23947 20B-29947 309 

6504240267 Forwards Rev 0 to Safely Analysis 4430-7322-B5 “Safely Evaluation 
Justilymg Nonseismic Design of TMI 2 Post Accident Sys." in response to NRC 
641128 Ftr re temporary recovery mods Comments re conclusions requested Fee paid 
STANDERFER.F R General Public UUlilies Corp - GPU Service Corp 85/04/16 
SNYDER, BJ TMI Program Office 3pp 29067 149-29967 192 

-0504240278 Rov 0 lo Safety Analysis 4430-7322-05-1. ‘Safely Evalualion Justifying 
Nonseismic Design of TMI 2 Post Accident Sys "■ 

CURRY.JJ General Public UtJfiUos Corp • GPU Service Corp 4430-7322 85*1 ROD 
65/04/11 41pp 29967 152 29967 192 

85Q4120031 Generic Ltr 05 02 to all PWR licensees & ^plicanls, holders of CPs & Fort 
St Vrain re recommended actions slemmmg from NRC int eg rated proarani lor resofu 
lion of unresolved safety Issues re steam gonorator lube ir^tegrily Sve iFst end 
THOMPSON, HL Division of Licensing 85/04/17 Yankee Atomic Electric Co 127pp 
29953 071 29953 262 

8504240206 Forwards 4370-3100 04 C575 “Polar Crane Auxiliary Hoisl Testing,” 4370- 
3100 84 CQ63 "Inspect W.ire Rope Before & After Load Tests" & 4370 3100 D4 C660 
^'NDE Polar Crane Auxiliary Hoist Hook ■' 

STANDERFER.F R General Public Ulilitres Corp - GPU Service Corp 65/04/18 
SNYDER. BJ TMI Program Office 2pp 29967 320-29968 066 

-0504240215 '"Polar Crane Auxiliary Hoist Testing " 

HICKSJQ General Public UUlitlos Corp - GPU Service Corp 4370 3100 04 C575 
85/04/03 aSpp 29967 322 29960 044 

-8504240222 "Inspect Wire Rope Before & After Load Test" 

HICKS.JO General Public Utilities Corp • GPU Service Corp 4370-3100 84 C663 
65/04/10 7pp 29960 045 29960 C51 

-8504240220 Rev 1 to "NDE Polar Crane Auxiliary Hoist Hook " 

HICKS.J Q General Public Utilities Corp • GPU Service Corp 4370 3100 84 C660 R1 
05/04/10 1£pp 29968 052-29963-066 

8504240245 Requests exemption from 10CFR30 15,40 61,70 51,70 53 A 70 54 in sup 
port ol defueling of core.based on end justificalion Damage sustained in 790328 nc 
cidont Indicates that lew fuel assemblies intact Fee paid 

STANDERFER.F R General Public Ulililios Corp GPU Service Corp 85/04/18 
SNYDER.RJ TMI Program Off ice> 6pp 29067 07C-29D67 031 

0504300322 Forwards Rev 0 to 16737-2 G07 11-0, "TMI 2 Div SER for Heavy Load 
Handling Over TMI-2 Roaclor Vessel," for review A approval Heavy load handling ac- 
tivities can bo performed w/o risk to public Feo paid 

STANDERFER.fr General Public Ulilities Corp • GPU Service Corp 85/04/19 
SNYDER, BJ TMI Program Ofileo 1p 30058 033-30053 109 

-8504300327 Rev 0 to "TMI 2 Div SER for Heavy Load Handling Over TMI 2 Reactor 
Voss^l * * 

* General Public Ulilitios Corp - GPU Service Corp 1537-2 G07-110 ROO 85/04/18 
26pp 30053 084-30058 109 


Q Infipection reports, IE Bulletins A correspondence 

85031908S9 IE Info Notice 65-022, "Limitorque Motor Operated Valves Resulting From 
Incorrect Installation of Pinion Goar " Sve fist end 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
830103) 65/03/21 Consolidated Edison Co of New York. Inc fODpp 29507 001 
29597 005 

3503210461 !E Info Notice 86 023, "Inadequate Surveillance A Post Mainl A Po^t-Mod 
Sys T ostiry " Svc list end 

JORDAN, EL Division of Emergency Preparedness A Engineering Response (Post 
330103)1 85/03/22 Consolidalod Edison Co of New York, Inc loapp 29656 001- 
29656 107 

8504030011 Forwards comments on A roquost for atJdl info rc util 840400 request for 
reliaf from valve insen/ice insp/testmg requirements 

SNYDER.DJ TMf Program Office 85/03/22 STANDERFER.F fl General Public Util i* 
tics Corp GPU Service Corp 4pp 29606 071*29600 074 

8503220444 IE Info Notice 05 024, “Failures ol Prolective Coalings in Pipei, A HXs " 
Svc fist end 

JORDAN, E L Division of Emergency Preparedness & Englnoering Response (Post 
630103) 05/03/26 Consolidated Edison Co of New York, Inc I08pp 29696 1 54- 
29596 363 

8504030097 Forwards safety evaluation re util 341130 polar crano auxiliary hoist insp & 
refurbishment plan A 8501 10 auxiliary hoist (oad tost SER Plan A load test safety 
evaluation acceptable 

SNYDER.B J TMI Program Office 85/03/27 STANDERFER.F R Gonoraf Public UUIJ 
ties Corp - GPU Service Corp ijpp 29712 066 29712 006 

8603200037 IE Info Noltco 85 025, ''Consideration of Thermal Conditions In Design & 
installation of Supports for Diesel Generator Exhaust Silencers " Svc list and 
JORDANhEL Divfelon ol Emergency Preparedness A Engineering Response (Post 
830)03) 85/04/02 Consolidated Edison Co of New York, fnc 107pp 29667 199 
20667,305 


3503280045 IE info Notice 85 026, "Vacuum Relief Sys for BWR Mark I A II Contain- 
ments" Svc list end 

JORDAN.E L Division of Emergency Preparedness A Engineering Responso (Post 
830103) 85/04/02 Consolidated Edison Co of New York, fnc 92pp 29667 107- 
29667 198 

8504010039 IE Info Notice 85-027, "Notifi cations to NRC Operations CIr A Reporting 
Events in LERs " Svc list end 

JORDAN.E L Division of Emergoncy Preparedness A Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of New York, fnc 90pp 29690 255- 
29690 362 

0504080418 Forwards Insp Repl 50 320/05 01 on 850112 0228 A nolice of violation 
TRAVERS.WD TMI Program Office 85/04/03 STANDERFER.F R General Public 
Utilities Corp - GPU Service Corp 2pp 296BS 154-29685 170 

- 8504000419 Notice of viclalion from insp on 850112 0226 
• TMI Program Office 85/04/03 2pp 29605 156 2D605 157 

-8604060423 Insp Ropl 60-320/85 01 On 8501 12 0220 Violation noted failure to 
comply w/pfocedures re switching/ lagging A radiological controls A degradation in 
houseKeeping m plant areas 

COOK.n, MOSLAKT. BELL,J TMf Program Office 85/03/27 12pp 29685 158 
29665 170 

3504190286 Responds to NRC 850306 Ur re violations noted fn Insp Repl 50-320/65 
03 Correcliva actions procedural change made lo eliminate radiological controls direc- 
tor designee approval for oniry into red tag areas 

STANDERFEar R General Public Ulititfes Corp - GPU Service Corp 85/04/04 
MURLEY.TE Region 1, Office of Director 6pp 29867 051-29637 056 

8504050042 Suppl 1 to IE Info Nolice 85 003, "Separation of Primary Reactor Coolant 
Pump Shaft A Impeller " Svc list end 

JORDAN.E L Division of Emergency Preparedness A Engineering Rosponso (Post 
830103) 05/04/09 Consolldalerl Edison Co of Now York, Inc f01pp 29791 025 
29791 126 

8504050047 IE Info Notice 85-028, “Parlial Loss of AC Power A Diesel Goneralor Deg 
racfation " Svc list end 

JORDAN.E L Division of Emergency Preparedness A Ennineering Response (Post 
830103) 85/04/09 Consolfdatod Edison Co of New York. Inc 109pp 29790 278* 
29791 024 

8504090419 IE fnlo Nolice 85 029, "Use of Unqualified Sources In Well Logging Appli- 
cations Svc list end 

PARTLOW.J G Division ol Inspection Programs (Post 050212) 05/04/12 Consolidat- 
ed Edison Co of New York, Inc 66pp 29832 001-29832 023 

3504180221 Forwards responso to Item A of 630722 notice of violation A proposed Im- 
position of dvil penalty Violation nol willFull Civil ponolty should be appropriately miti- 
gated or remiUed 

SMITH, FJ General Public Utililios Corp GPU Service Corp 05/04/15 
TAYLOR, JM Director’s Office, Offico of Inspeclion and Enforcement 12pp 
29853 274-29853 347 

-6504180231 Providas partial response lo 830722 nolice of violation A proposed impo- 
sition of civil ponally Requests Item A bo modified to ellmlnato characterization of vio- 
lations as "willful” A portion bo remilled 

SMITH, FJ General Public UKIiltos Corp GPU Service Corp 85/04/15 
TAYLOR, JM Director's Olfice, Office of Inspection and Enforcement 4pp 
29B53 338-29853 339 

-6504180249 Provides partial responso to 830722 notice of violation A proposed impo 
sitlon of civil penalty Matters discussed in item A subj of scrutiny A discussed in partial 
inilial dcdsion 

CLARK.P.R General Public Utititios Corp - GPU Service Corp 05/04/16 
TAYLOR, JM Director's OlCico, Office of Inspeclion and Enforcement Bpp 
29053 340 29053 347 

0504170240 IE fnfo Notico 05-030, "Microbfof ogle ally Induced Corrosion Conlammenl 
Svc Water Sys " Svc fisl end 

JORDAN, E.l Division of Emergency Preparedness A Eoginooring Response (Post 
830103) 05/04/19 Consolidated Edison Co of New York, Inc 109pp 29006 253 
29966 363 

8504100055 IE Info Notice 85 032, "Recent Engine Failures of Emergoncy Diesel Gen 
eralors'' Svc list end 

JORDAN.E I Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/04/22 Consolidalod Edison Co of Now VorK, Inc 109pp 20960 239 
29908 347 

8504190060 IE fnfo Notice 85-033, "Underaizod Nozzle-To-Sholl Welded Joints in Tanks 
A HXs Constructed Under Rules of ASME Boiler A Pressure Vessel Code “ Svc list 
end 

JORDAN.E t Division of Emergency Preparedness A Engineering Response (Post 
030103) 05/04/22 Consolidalod Edison Co ol New York, Inc lOOpp 20989 001- 
29989 107 

0604220347 IE fnfo Notice 04 84, Rev I, "Deficiencies in Ferro Resonant Transformers" 
Svc fist end 

JORDAN.E L Division of Emergency Preparedness A Enginoenng Responso (Post 
830103) 05/04/24 Consolidated Edison Co of New York, fnc 11 Bpp 30027 067- 
30027 184 


R, Periodic operating reports & related correspondonce 

3504260587 "Annual Rept of Facility Changes, Tests A Experiments, 1984 " W/850315 
ltr 

STANDERFER.F n General Public Utilities Corp - GPU Service Corp 84/12/31 
MURLEY.TE, Region 1. Office ol Direclor 8pp 30019,010-30019 026 

8504030508 Submits TMI Program Ofc weekly status rept (or wk of 850318 24, 
TRAVERS.W.D TMI Program Office. 85/03/25 OENTON.H R, Office of Nuclear Re 
actor Regulallon, Director SNYDER.B d TMI Program Office 4pp 29605 335 
29605 339 
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050^1090190 Submits TMI Program Ofc weekly status rept for wk of 860325 31 
TR AVERS, W D TMI Program Office 85/04/01 DENTON.H R Office of Nuclear Ro 
actor Regulation, Director SNYDER, BJ TMI Program Office 5pp 29752 164- 
29752 168 


8504180219 Forwards TMI Program Ofc weekly status reel for wk of 050401 07 
TRAVERS, WD TMI Program Office 85/04/00 DENTON.H R Office of Nuclear Re 
actor Regulation, Director SNYDER,BJ TMI Program Office 5pp 29032 354- 
29832 350 


S Reportable occurrences, LERs & related correspondence 

8504050254 LER 65-003 00 on 050303, m core thermocouple G-13 declared inoperable 
due to erratic behavior Cause unknown & may not be possible to determine given 
condition of TMI 2 core Thermocouple checked W/850325 Itr 
AUGER.J C , STANDERFER.F R General Public Utilities Corp - GPU Service Corp 
05/03/25 2pp 29675 032-29675 033 

Q504180647 LER B5 004 00 on 050306 & 26.fnternal pressure indicator Indicated value 
slidhlly greater than 0 psig for longer than 1 h Caused by erroneous internal pressure 
Indicalions during "double door” reactor bldg entries W/850405 Hr 
AUGER, J C , STANDERFER.F R General Public Utililios Corp - GPU Service Corp 
85/04/05 6pp 29912 358-29912 363 

8504260309 LER 85-005 00 on 650316, reactor bldg internal pressure Indication regis 
tered value in excess of Tech Spec limits Caused by decreasing atmospheric pres- 
sure while reactor bldg purge exhaust sys shut down W/050415 Itr 
AUGER, J C . STANDERF^.F R General Public Utilities Corp - GPU Service Corp 
05/04/15 5pp 30033 003-30033 007 


T. Hearing transcripts on nomanlltrust matters 


8604250801 Transcript of Commission 790406 meeting in Washington, DC ro update of 
info on TMI.2 Pp 1-131 

‘Commissioners 79/04/06 140pp 30026193 30026 320 

8504290033 Transcript of Commission 790409 mooting in Washington, DC & telcon from 
H Demon Pp 1 65 Supporting documonlation end 

* Commissioners 79/04/09 63pp 30055 236 30055 303 

8504260324 Transcript of Commission 790410 discussion of correspondonco in 
Washington, DC re TMI Pp 1-17 

‘Commissioners 79/04/10 19pp 30036 001 -SOOae 018 

Q5042603S4 Transcript of 700413 dosed meeting in Washington.DC Pp 1 42 
‘Commissioners 79/04/13 44pp 30035 315*30035 358 

0504260359 Transcript of 790413 conference call w/H Denton in Washington, DC Pp 1 

‘Commissioners 79/04/13 12pp, 30035 300-30035 311 

8504290475 Transcript of 700413 closed meoltng in Washmgton.DC Pp 1 64 
‘Commissioners 79/04/13 65pp 30056 006 30055 070 

8504250445 Transcript of 790410 closed discussion in Washmgton.DC ro porsonnol as 
peels of TMI investigation Pp 1-6D 
‘Commissioners 79/04/16 70pp 30022 203 30022 302 

8504250447 Transcript of CommibSfon /90417 closed discussion in Washington, DC ro 
personnel aspects of TMI invooligalion Pp 1-74 Portions deleted 
‘Commissioners 79/04/17 75pp 30022 217 30022 292 

8604280067 Transcript of 790410 closed mooting in Washlnglon,DC ro TMI Invest! go 
tlon (personnel aspects) Pp 1 5B 
‘Commissioners 79/04/16 60pp 30030 013 30030 072 

8504260334 Transcript of public 790425 staff briofing on omorgency planning in 
Washington, DC Pp 1 92 

‘Commissioners 79/04/25 93pp 30028129 30020 221 

8504160407 Transcript of 850404 affirmatlon/discuss'on & vole In Washington, DC ro 
SECY 85 02 on TMI Alert 10CFR2 206 petition & SECY-D5 51 A on disqunlificatfon of 
Judge Smith Pp 1-4 

* Commissioners. 65/04/04 8pp 29811 277-29811 204 


V, Operator Examinations 


6504180221 Forwards response to Item A of 830722 notice of violation & proposed fm 
position of civil penalty vlolalion not willfull Civil penalty should be appropriately miti- 
gated or remitted 

SMITH, FJ General Public Utilities Corp - GPU Service Corp 65/04/15, 

TAYLOR, J M Director's Offico, Office of Inspection and Enforcement. I2pp 

29653 274-29853 347 

..0504100231 Provides partial response to 830722 notice of viofation & proposed impo 
silion of civil penalty Requests Hem A be modified to eliminate characterization of vio- 
lations as "wiliful" & portion be remitted 

SMITH, FJ General Public Utilities Corp - GPU Service Corp 85/04/15 

TAYLOR J M Director's Office, Office of Inspection and Enforcement, 4pp 

29853 336 29853.339 

-8504160249 Provides partial response to 630722 notice of violation & proposed impo- 
sition of civil penally Maltors discussed in Item A subj of scrutiny & discussed In partial 
(nitiaf decision 

CLARK, PR Generaf Public Utilities Corp - GPU Service Corp 05/04/15 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement 6pp 

29053.340-29B53 347 
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F. Security, medical, emergency & ffre proteclion plana 

0504150678 Notilios dial Boise Inleragoncy Firo Cache mombors vvill need oscorlGci 
access on 050322 lor silo evaluation re eslablishmonl of emergency VHF radio sys at 
facility 

BROWNLEE.VL Region 2, Office of Oiroclor 05/03/1)7 KELLY, RJ Georgia Powo; 
Co Ip 29010 1/1-2D01O 171 

8504160430 Forwards Insp Ropts 50-321/85 94 & 50 366/85 04 on 050129 0222No 
violation or deviation noted 

BROWNLEE.VL Regron 2. Office of Oirrcior 05/03/07 KELLY, RJ Georgia Power 
Co Ip 29021 106 20Q21 192 

-8504160440 Insp Ropts 50 321/85 04 & 50-366/85 04 on 050129-0222 No violation 
or deviation noted Major areas Inspecled Tech Spec compliance, operator 
perform anco.overal I plant oporahons OA pracicces & site security proceduros 
HOLMES RAY.P, PANCfERA.VW Renicn 2, Offico of Director 85/03/05 4pp 
29021 109 29821 192 

8504010184 Submits requests for schodufar relief for implerronlalion of NUREQ- 
0737,Suppl 1 roquiromenls per Gonofic Llr 02 33 Time oxtension to meol require- 
ments of NRC 840221 confirmatory order until C61231 requested Supporting info end 
GUCWA.LT Georgia Power Co 85/03/22 STOLZ.J F Operating Roaclors Branch 4 
Opp 29569 IDG-29569 203 

0504180381 Notifies of provision for reasonablo fCexibility in 20-m[nulG froquoncy of 
roving lire wotch for plant areas not In full compliance w/App R & 10CFR50 4fl Target 
llmo of loss than 20 minutes ostablished 

GUCWA.LT Georgia Power Co 85/04/04 STOLZJ F Operating Roaclor 8 Branch 4 
2pp 29858 34 3-2905a 344 

8504120044 Rov 5 to Emergency Procedure HfJP0126, "Vicloreon 'Vamp' Area Moni- 
tor Model 608D/Opofalion & Catibr " W/05040a llr 

NIX,H , SORRELL.E C. Georgia Power Co 85/04/08 fipp 29786342 29706340 

8594180307 Confirms that suite bio Isolation for SPOS/omorgoncy rosponso incllily data 
sys providod.oor SER open item Devices used 1o provicJod ofocirical isofall on from 
safety sys instrumoniatio-n & control circuits listed 

GUCWA.LT Goo/gla Power Co 85/04/09 STOLZ.J F Operating Renclors Branch 4 
lOpp 29059 345 29060 362 

0504190909 Requests feo lor 650322 application for schocJular relief for ennorgoncy op- 
eralmg procedure training & conlral room design review 

DIGGS.RM Lfeenso Foo Manogoment Branch 65/04/1? BECKHAM.JT Georgia 
Power Co Ip 29036 221-29930 221 

8604300442 Requests oxtension until 061130 1o impfomontalton achodulo for outanO' 
related firo proteclion mods.por lOCFRGO.App R requiromonta List of outago rclarod 
(terns to annunciator room & reactor & control bldg end 

GUCWA.LT Georgia Power Co 85/04/16 STOLZ.J F Operating Roactors Branch 4 
7pp 30065 345 30065 351 

0504290413 Rovisetl Emergoncy Procoduros HNP0I09 ro Conilnuous Air Monitors 
Models AM 3D & AM 33 1,HNP-8122 ro Radiation Monitor Model RM-tO & HNP 8146 
ro Rascal Portable Rale Metor-Scaler/Modol PRS 1 oporalion & coribr,W/650423 llr 
SORRELL.EC Gaorgin Power Co 05/04/23 30pp 30050 245 30060 274 

0604290431 Rov 6 to Emergency Plan Implomonting ProcQduro HNP-8020. "Roloaae 
Surv&ys for Trash & Malls Leaving Opofaltng Dldgs W/fl 50423 llr 
SORFtELL.EC Georgia Power Co 05/04/23 app 30050 343 30050 350 


H. General correapondonce 

8504010 16S Sutimlts organizalionai changes which will roqulra changoa to Tech 
Specs Tillo & position of deputy goneraJ managor QA croalod Requosl for amend to 
Toeft Specs, rof lading change, wili bo submitted in noar future 
GUCWA.LT Georgia Power Co 05/03/22 STOLZ.J.F. Operaitng Roaefors Branch 4 
Ip 20560 210 29569 210 


1. Financial information 


8604260219 Forwards annual financia) ropfs tor 1004 for Georgia Power Go & Soulhorn 
Co 

GUCWA.LT Georgia Power Co. 05/04/16 DENTON, HR Offico of Nuclear Reactor 
Regulation, Diroclor Ip 30021 001-30021 11 1 

-8604260230 “1984 Annuaf Repl '* 

SCHERER, RW, MfLLER.J H Georgia Power Co 04/12/31 50pp 30021.002- 
30021 951, 

-8504250236 “1904 Annual Repl *' 

ADDISON.E.L Soulhorn Co 84/12/31 60pp 30021 052-30021*111. 

-0504260236 “1G04 Annual Repl ‘' 

ADDISON.EL Southern Co 64/12/31 60pp 30021 052-30021 111, 


J. Insurance & Indemnity Information 

0504040207 Forwards Endorsomoni 94 to NELIA Policy NF-216. 

DUCK.J R Marsh & McLennan, Inc. 85/03/27 SALTZMAN.J Assistant Director for 
Slated Licensee Relatione 2pp 29612 162-29612 163, 


P, Operating license stage documonte & correspondence 

6604120182 Responds lo FOIA roquosl for GasaloacJ Forecast Panol files In Ofc of Ro- 
aourcQ Mot Forwards lisled docemGnto Oocumonts also avalinblo In PDR 
FELTON, J.M Division of Rules and Rocords 64/06/05 KILLEFER.C Shaw. Pill man 
Polls & Trowbridge 2pp 30300 003 303 03 1 29 



118 DOCKETED ITEMS 


8504190002 Partial response to 840116 request for INPO & NRC ciocuments re INPO 
role in S procociures for repariing info to NRCApp G M documents ini POR Identified 
cfocumenls partially S completety ynthheld Jref FOIA Exemptions 4 & 5) 

DIRCKS.W J Oflfce of the Executive Director for Operations ea/oy/SI TOTTEN.M 
Public Cili 2 en Litigation Group lOOpp 3.0073 004 30074 22Q 

•■8202160174 Trrp rept of 811026-1105 silo evaluation W/IJ4PO 
PARTLOWJG Prograrn Appraisal Branch 81712/10 M OS ELEY,N C Division of Pro 
gram Deveropmenl S Appraisal 5pp 30079 293 30079 301 

B504020220 Forwards Amend 107 to License DPR 57 & safety evafualion Amend re- 
vises Tech Specs to increase reactor pressure operability requirement for HPC6 & 
RCfC sys from 113 pstg to 150 psig Corrected copy 

RIVENBARK.GW Operating Reactors Branch 4 85/03/12 0ECKHAW.JT Georgia 
Power Co 2pp 29585 065 29585 076 

"8504020223 Amend 107 la License DPR 57,revisin9 Tech Spec to increase reactor 
pressure operability requirement for HPCI & RCIC sys from 113 psig to 150 psig 
STOLZ.JF Operating Reactors Branch 4 85/03/12 app 29585 067*29505 074 

■8504020225 Safely evaluation supporting Amend 107 to License DPR 57 

* Office of rjuclear Reactor negulalion, Director D5/03/12 2pp 29585 075- 
295Q5076 

8504160106 Forwards updated Region II organization cbart.reffecting xecenl personnel 
changes 

WALKEH.R D Region 2, Olfico of Director 85/03/13 KELLY, RJ Georgia Power Co 
Ip 29818 095-29018 106 

8504040029 Forwards Amends 108 & 45 to Licenses DPR-67 & NPF*5. respeclivoty & 
safely evafualion Amends revise Tech Specs to be consistent w/gurdefines in Generrc 
Ltr 03 36 fo NUREG-0737, Items II B 3 A II F 1 

RIYENBARK.GW Operating Reactors Branch 4 85/03/18 BECKHAM, JT Georgia 
Power Co app 29619 19929619226 

"8504040933 Amends 108 & 45 to Licenses DPR-57 & NPF S.resfectnrely, revising 
Tech Specs to be consislont w/guidolmes m Generic Hr 63-36 re NllREG 0737, Hems 
II B 3,11 F 1 1JIF 1 2, IIF 1 3 & HF 1.4 

STOLZJF Operating Reactors Branch 4. 85/03/18 23pp 29619 202-29B19 224 

-8504040037 Safety evaluation supporting Amends 108 & 45 to Licenses DPR-57 & 
NPF-5,rospectfvely 

* Office of Nucloar Reactor Regulation, Director 85/03/18 4pp 29619 225 
29619 228 

6504150708 Forwards request for adcll info re adequacy of structured, 
piping, sup ports .equip meet & cable Irays 1o resist QBE Info requested withm 30 daya 
STOLZJ F Oporatmg Reactors Branch 4 B5/04/02 BECKHAM, JT Georgia Power 
Co lipp 2031 1 186 29611 198 

8504160143 Forwards request for addi info re Generic Ltr 83-26 Info le Items 
2 1,2 2.3 1 3 & 3 2 3 due within 60 days Stem 4 5 3 response required withan 90 days or 
within 90 days of NRC evaluation of BWR Owners Group response (NEOC-30844) 
STOLZ.J F Operating Reactors Branch 4 85/04/04 BECKHAM, JT Georgia Power 
Co 6pp 29836 102 29B36 107 

8504160076 Requests addI info re drywef! temp equipment qualificalion 

f irofilQS Licensee proposal to take credit lor drywell sprays as early as 10 minutes lol 
owing Ira ns] en1 onset unacceptable. Info requested within 30 days of Hr receipt 
STOLZ.JF Operating Readers Branch 4 65/04/04 BECHKHAM.JT Georgia Power 
Co 6pp 29919 302 29919 307 

8504180427 Requests relief from requirements of JW\/*3427{b) ol ASME Code Section 
XI re future testing of 16 MSIYsUtiJ proposes that valves ba tested each refueling 
outage using paFamoters per Tech Specs 

QUCWA.LT Georgia Power Co 85/04/04 STOLZ.JF Operating Reactors Branch 4, 
2pp 29858 306 29856 307 

8594250297 Forwards SER re recombine/ capability requirements, per Gen.eric Ltr 64- 
09 Request for exemption from hydrogen recombiner requirement of 10CFR50 44(3J(il) 
accep table 

STOLZ,J F Operating Reactors Branch 4 85/04/09 eECKHAM,J.T Georgia Power 
Ca 2pp 20026 351-30026 359 

"8504250301 SER re recambmer capability requirements, per Generic Llr 84 OOExemp 
tion request granted 

^ NRC - No Detailed Alliliation Given 85/04/09 7pp 30026353 30026 359. 

8504120206 Generic Ltr 85 06 (0 all PWR Eicensees & all applicants for OLs re OA guld- 
ence for ATWS equipment not safety-related Sve fist end 

THOMPSON, H L Division of Licensing 85/04/16 Consolidaled Edison Co of New 
York, Inc 22pp 29947 28B-29947 309 

8504240100 Summary of 850403 moeling w/util & Bechtel jn Be1hesda,MD re util near* 
term plane in licensing activities Fifteen-month operating cycle will be utilized for Unit 
2 upon reslart from B-wk refueling out age 

RIvENBAflK.GW Operating Reactors Branch 4 85/04/17 Operating Reactors 
Branch 4 f1pp> 29986 198-25966 208 


Q. Inspection reports, IE Bullelfns & correspondence 

8504190092 Partial response to 840116 request for INPO & NRC documents re INPO 
rofe in & procedures for reporting info la NRC^p G M documents in PDR Identiffed 
documents partially & completely withheld {ref FOIA Exemptions 4 & 5) 

DIRCKS.WJ Office of the Executive Director for Ope/alions 84/07/31 TOTTEN, M, 
Public Citizen Utig alien Group 100pp. 30073 004-30074 226 

"62C21G9167 Forwards trip rept of J Parllow accompaniment w/INPO during 611026- 
1105 plant evatuation Efforls should be made to define how insp program can ba 
modifiod Ihroi^h utilization of INPO findings A actions 

WOSEtEViNC, Division of Program Development & Appraisal 61/12/11, 
DEYOUNG, RC Director’s Office, Office of rnspeclion ana Entorcemenl. Ip, 
30079 292 30079301 

6504160619 Forwards fnsp Repls 50-321/85 06 & 60-366/85*06 on 85021 1-15 No vio- 
talions or deviations noted 

BROWNLEE, V.L Region 2, Office of Director 85/03/07 KELLY, RJ Georgia Power 
Co 2pp 29811 -143 2961 1 146 


"8504160G36 Insp Repls 50-321/85 06 & 50 366/85 06 on 05021 M5 No violalions or 
deviations noted Major areas inspected prevonlive & corrective mamt 
NEJFELT.GM, JAPE.F Region 2, Office of Director 85/03/05 4pp 29011145 
29611 146 

85041160438 Forwards Insp Repls 50 321/85 04 & 50-366/05 04 on 050129 0222 No 
violation or deviation noted 

BROWNLEE.V L Region 2, Office of Oireclo/ 85/03/07 KELLY.R J Georgia Power 
Co tp 29821 188-29821 192 

"8504160440 Insp Repls 60 321/06 04 & 50-366/85 04 on 050129 0222 No violalion 
or deviation noted Major areas inspected Tech Spec compliance, operator 
performance.overall plant operations, OA practices & site security procedures 
HOLMES n AY. P, FANCIER A.VW Region 2, Office of Director 85/03/06 4pp 
26821 189-29821 192 

8604170004 Forwards Insp Repts 50 321 /G4 50 & 50-366/84 50 on 041 1 13-16 No vio 
lations or deviations noted 

BftOWNLEE.V L Region 2, Office of Director 85/03/07 KELLY, RJ Georgia Power 
Co 2pp 29840 229 29840 238 

--8504170007 Insp ropts 50-321/84-50 & 50 366/84-50 on 8411 13-16 No violations or 
deviations noted Major areas inspocted organization & mgt, external exposure, open 
Items & reinsp of post accldenl sampling sys 

PEERY.WW., JENKINS,GR Region 2. Office of Diroclor 85/02/22 8pp 29840 231 
29640 238 

8603190669 IE Info Notice 85-022. "Limitoirquo Mol or- Operated Valves Resulting From 
Incorrect fnslallalion of Pinion Gear ’’ Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/21 Consolidated Edison Co of New YorR, Inc tOBpp 29597 001- 
29597 005 

8504120141 Advises of pesilion ra piping replacement & inlontion to pursue third cycle 

01 SVC w/wdd overlays, Juabfication for continued sve & insp plans for Fall 1985 
malnt /refueling outage will bo submitted by 850501 

GUCWA.LT Georgia Power Co 85/03/21 STOLZJ F Operating Reactors Branch 4 
Ip 29784 302 29784 302 

8504160670 Ack receipt of 850208 revised response to IE Bullelm 84-02 ro HFA 
relays Request to replace remalnlnn 147 deenergized relays or coils during respective 
refueling outages in 1986 granted \4sual insps should conlinuo as schodulorf 
WALKER. R.D Region 2, Office of Director 85/03/21 KELLY.R J Georgia Power Co 
ip 29809,362-29809 362 

8503210461 IE Info Nolice 85 023, “Inadequate Surveillance & Posl-Maint & Post-Mod 
Sys Testing," Sve list end 

JOHOAN.fc L, Division ol Emergency Preparedness & Engineering Response (Post 
030103) 85/03/22 ConsoJIdaled Edison Co of New York, Inc fOOpp 29656 001- 
29656 107 

8604010170 Remits fee for 030612 inservice insp programs, per NRC 850110 request 
GUCWA.LT Oeorgia Power Co 85/03/22 dIggs.R M License Fee Management 
Branch Ip 29569 155-20569 165 

8503220444 IE Info Notice 85-024, “Failuras of Protoctivo Coatings in Pipes & HXs “ 
Sve list end 

JORDAN.E L. Division of Emergency Preparodnoss & Engineering Response (Post 
830103), 85/03/26 Consolidated Edison Co. of New York, Inc 108pp 29596 154 
29596 363 

8504020065 Responds to NRC 850225 ltr re violations noted In Insp Repls 50 321/65- 

02 & 60-366/86 02.Coffect<ve actions automatic depressurization sys restored to 
normal afignment 8 functfonafly tested per Procedure HNP-1-3901 

QUCWA.LT Georgia Power Co 86/03/27 GRACEJN Region 2, Office of Director 
7pp. 29679 321*29670 327 

8604170106 Ack receipt of 860311 ltr Informing NRC of steps taken to correct violations 
noted In Insp Repts 50-321/84-48 & 60-366/04-48 

WALKER, R,D Region 2, Office of Diroctoir. 85/03/20. KELLY, RJ Georgia Power Co 
Ip 20840 014 29840 029 

-8504170118 Responds to NRC8S020B ltr re Violations noted in Insp Repls 50-321/04- 
48 A 50-366/04-48 Corrective actions responsible Individual issued ltr of reprimand & 
personnel instructed on Importance of acquiring proper ctoarancos 
GUCWA.LT Georgia Power Co 86/03/11 GRACE. J N Region 2, Office of Director 
4pp 29840 015-2984 0 016 

"8504170124 Forwards notice ol violation omitted from 050131 Hr transmitting fnsp 
Repts 50-321/ 04-48 & 50.366/04-40 

WALKER.R D Region 2, Office of Director 85/02/08 KELLY, R J Georgia Power Co 
Ip 29840 019-29840.021 

"8504170127 Notice of violalion from Insp on 84 1121-1220 
* Region 2, Office ol Director. 85/02/08. 2pp 29840-020 20040.021 

"8504170135 Forwards Insp Repts 50-321/84-40 & 50 366/84 48 on 841121-1220 & 
notice of vIofation.W/o notice of violalion. 

OLSHINSKIJA. Region 2, Office ol Director. 85/01/31, KELLY, RJ Georgia Power 
Co 2pp 29840.022-29840 029. 

"S504170145 Insp Repls 50-321/64-48 & 50 366/04-48 on Q4112M220 

Viola tlonsnoled.faifure to maintain work control, to determine drywall floor drain leak- 
age 8i lo submit LER within required time 

TOLMES-RAY.P.. FANCIER A,VW. Region 2, Office of Director 85/01/28 6pp. 
29840.024 29840 029 

8503260037 JE Info Notice 85 025, “Consideration of Thermal Conditions in Design & 
Installation of Supports for Diesel Generator Exhaust Silencers." Sve list end, 
JORDAN.E L, Division of Emergency Preparodnoss 6 Engineering Response (Post 
830103). 85/04/02 Consolidated Edison Co of New York, Inc 107pp 29667199 
29667-305. 
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8503280045 IE Info Notice 85 026, “Vacuum Relief Sys for BWR Marf< I & II Conlain 
ments “ Svc list end 

JORDAN, E L Division of Emergoncy Preparedness & Engineering Response (PosI 
830103) 85/04/02 Consoltdafod Edison Co of New York, Inc 92pp 29667 107* 
29667 19B 

8504010039 IE Info Notice 05 027, “Notifications to NRC Operaiions Ctr & ReporlIng 
Events fn LERs “ Svc fist end 

JORDAN^E L Ofvision of Emergency Preparedness & Engineering Response {Post 
630103) 85/04/03 Consolidated Edison Co of New York, Jnc 90pp 29690 255 
29690 362 

6504170209 Forwards Insp Repis 50 321/85 05 & 50 366/85 05 on 85021 M3 Two po- 
tential enforcement findings Identified 

ZECH,Q G Vendor Program Branch 85/04/05 KELLY, R J Georgia Power Co 3pp 
20904 266-29904 267 

*•8504170229 Insp Repis 50 321/85 05 & 50-366/B5 05 on 850211*13 Enforcemenl 
findings noted mcorrod diesel generator standby mode valve lineup & improper con 
trol ofdocumenls re diesel generator 

TROTTIER.E H , CONWAY, J T Director’s Office, Office of Inspection and Enforce 
ment ZECH,Q G Vendor Program Branch 85/03/15 9pp 29904 259*29904.267 

8504050042 Suppl 1 to IE Info Notice 05 003, “Separation of Primary Reaclor CoolonI 
Pump Shaft & Impeller '' Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response {Post 
830103) 85/04/09 Consolldaled Edison Co. of New York, Inc lOIpp 29791 025 
29791 126 

8504050047 IE fnfo Notice 85 028, “Partial Loss of AC Power & Diesel Generator Deg- 
radation/' Svc list end 

JORDAN, E L Division of Emergency Preparedness 8^ Engineering Response (Post 
830103) 65/04/09 Consolidated Edison Co of Now York, Inc 109pp 29790276* 
29791.024 

8504090419 IE Info Notice 85 020, "Use of Unqualified Sources fn Well Logging Appli- 
cations.’' Svc list end 

PARTLOW,JG Division of Inspection Programs (Post 950212) 86/04/12 Consolfdal 
od Edison Co. of Now York, Inc 60pp. 2 96 32 -00 1*20892.023. 

8504300418 Responds to allegations re lack of aulhorlzad nuclear Inspector for all wold 
repair act Ivlties. Authorized nuclear Inspector used on case-by-case basis depending 
upon nature of re pair/ re place ment NRu concurrence requested 
GUCWA,L.T Georgia Power Co 85/04/16 STOLZ.JF Operating Reactors Branch 4 
2pp 30004 080*30084 081 

6504170240 IE Info Notice 65 030, “MIcroblologIcally Induced Corrosion Containment 
Svo Water Sys '* Svc list end 

JORDAN,EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/04/19 Consolldaled Edison Co. of New York, Inc r09pp. 29960 258 
29966.363. 

8504190056 IE Info Notice 65 032, “Recent Engine Failures of Emergency Diesel Gen* 
erators “ Svc list end 

JORDAN, E L Division ol Emergency Preparedness & Enginoorino Response (Post 
830103) 85/04/22 Consofidated Edison Co of New YorK, Inc f09pp, 29988 230* 
29988-347 

8604190080 IE Info Notice 65 033, “Undersized Nozzfe*To Shell Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code " Svc list 
end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/22 Consolidated Edison Co of New York, Inc I08pp 20989 001* 
29909:107. 


—6504080300 Forwards “Semiannual Rept for Plant Radioactive Effluent Releases, Jan 
June 1984 '* 

NlX.H C Georgia Power Co 84/08/24 Director’s Office, Office of Inspection and En 
forcemont Ip 29688 268 29668 328 

-8504080313 “Semiannual Rept for Plant Radioactive Effluent Releases, Jan June 
1084'' 

* Georgia Power Co 84/06/30 43pp 29680 289 29688 328 

8504100333 Forwards revised Pages 31*33 to "Effluent & Waste Disposal Semiannual 
Rept, 1984 “ Rev corrects error fn I 133 values for first quarter 
NlX.HC Georgia Power Co 84/09/14 O’REILLY.J P Region 2, Office of Director Ip 
29750.242*29758 246 ’ 

“8504100348 Forwards revised Pages 31*33 to “Effluent & Waste Disposal Semiannual 
Rept, 1984 ’* Rev correcls error In I 131 values for first quarter 
NlX,H C Georgia Power Co 84/09/14 Director’s Office, Office of Inspection and En- 
forcement Ip 29758243*29758246 

-8504100366 Revised Pages 31*33 to “Effluent & Waste Disposal Semiannual 
R^t,19Q4 '' 

* Georgia Power Co 84/06/30 3pp 29768 244 29758 246 

8504030127 "El Hatch Nucloa/ Plant, Annual Environ Surveillance Rept CY84 " W/ 
050330 Itr 

NIX,HC Georgia Power Co 84/12/31 142pp 29590 133-29590 274, 

8504100391 “Semiannual Rept, Plant Radioactive Effluent RBjeases,Ju! Dec 1084." W/ 
850220 lira 

NIX,HC. Georgia Power Co 04/12/31 GnACE,JN Region 2, Office of Director. 
45pp 29821-253-29821 297 

8504180620 Monthly oporatlng repis for Feb 1005 W/850307 Itr 
BOONE, S , NfX,H C Georgia Power Co 85/02/28. 12pp, 29912 136 29912 148 

8504220320 Monthly operating r^ts for Mar 1985 W/850400 Ur. 

GRfFF)N,D., NJX,H C. Georgia Power Co 05/03/31 14pp. 29930 250-29939.263 


S. Reportable occurrences, LERt & related correspondence 

8504110711 Advises that LERs Numbers 50 321/1964 028 0 50*366/1984 034 not 
used in 1984 

NJX,H C Georgia Power Co 85/04/03, Record Sen/ices Branch (Document Control 
Desk). Ip. 29777 361-20777 361 


V. Operator Examinations 

6504120392 Confirms 841224 Itr re administration of roquallficatlon exam on 
05031 1, List of selected licensed operator examinees & alternates end W/o end 
BROWNLEE, V.L. Region 2, Office of Director 05/03/11 KELLY.RJ Georgia Power 
Co Ip. 20809-206 208O0-285 

8604180094 Confirmation of Action Ltr 86*01 ro B50311 telcon concerning results of 
cortiflcatlon (hat personnel successfully completed accelerated requalificallon training 
program for licensed operators Ufll commitments listed. 

QRACE.JN. Region 2. Office of Dlreclor. 85/03/16 KELLY.RJ Georgia Power Co 
5pp. 20810.100 29818 104 
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8504220347 IE fnfo Nolice 84-04, Rev 1, "Deficiencies In Ferro Resonant Transformers " 
Svc list end 

JORDAN, E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 66/04/24 Consolidated Edison Co. of New York, Inc 1iapp, 30027.067- 
30027:184. 


R. Periodic operating reports A related correspondence 

8504100433 Forwards "Semiannual Rept for Plant Radioactive Effluent Releases, Jul 
Dec 1983." 

NIXpH.C Georgia Power Co. 85/02/24. O'REILLY, J P Region 2, Office ol Director. Ip. 
29760-1 67-297e0'2O1 

“6604100442 Forwards “Semiannual Rept for Plant Radioactive Effluent Releases, Juf* 
Dec 1083 ’’ 

NIX,H C Georgia Power Co 85/02/24 Director's Office, Office of Inspection and En* 
forcemont. Ip. 29760.168-29760 201 

“8604100460 “Semiannual Rept for Plant Radioaclivo Effluent Releases, Juf-Doc 
1983 " 

* Georgia Power Co. 63/12/31. 43pp 29760 150*29760.201 

8504090524 Forwards revised Pages 31 & 33 to “Semiannual Radioactive Effluent Re- 
lease Repl.Jul'Dec 1063 “ Error found In tritium values for fourth quarter 
NlX.H.C Georgia Power Co 84/03/16. O'REILLY ,j.P Region 2, Office of Director Ip. 
29762.146*29762.148. 

“6604090525 Forwards revised Pages 31 & 33 to “Semiannual Radioactive Effluent Re- 
lease Rept,Juf-Dec 1983 " Error found in tritium values for fourth quarter 
NIX,H.C, Georgia Power Co 84/03/15. Director's Office, Office of Inspection and En- 
forcement 1p. 29762 148*29762.148. 


A. Apptfcallon/constructlon stage documents & correspondence 

8604120182 Responds to FOfA request for Caseload Forecast Pane) files In Ofo of Re- 
source Mat Forwards listed documents Oocumenia also available in PDR. 

FEl TON,J M Division of Rules and Records 84/08/00 KILLEFER.C. Shaw, Piltman, 
Polls & Trowbridge. 2pp. 30300 003*30303- 129. 

“8504120445 “Startup Program Ropl,Jul 1902.'' Incomplete 791031 Press Release I* 
79*144 end. 

YOUNGLING, E J Long Island Lighting Co. 82/08/03. 44pp. 30320 084 30320-127 

“8504150080 Provides daily staff notes for 760629 Relnspeclion found Improper (natal* 
latlon of concrele anchors at WPPS 2.Fatal const accident occurred at Indian Point 
2.Shoreham fuel load date slipped five months to Nov 1660 
GOSSICK.L V Office of the Executive Dlreclor tor Operations 79/07/02 HENDRIE, 
GfLINSKY, KENNEDY Commissioners Ip 30320.128*30320-128 

“6504150085 Responds to 781211 Ur re applicalion of open meoling policy 1o facility 
review meetlngs.NotjC68 & summaries of all meetings falling witliiin open meeting 
policy wiil be provided 

DENTON, H.n. Office of Nuclear Reactor Regulation, Director 79/01/10. LIKE,I. Suf- 
folk County, NY. Ip 30320-129*30320.129. 

“8604150090 “Independent Design flevlew.Sho reham Nuclear Power Station." 

• Teledyne Engineering Services. 83/03/10 31pp 30320 100-30320-160 

“8504150126 fnsp Rept 60*322/77-14 on 770801 •04.No noncompliance noted Major 
areas Inspected-revlew of const & startup schedule, procedures, work performance & 
test records.Related documents end 

NARROW.L, WALTON, G. A. Region 1, Philadelphia, Office of the Diredor. 
MCGAUQHY.RW, Region 1, Philadelphia, Reactor Construction & Engineering Sup- 
port Branch. 77/08/18. 630pp 30320:163*30321.130 


“8504100191 Revised Pages 31 & 33 to “Semiannual Radioactive Effluent Release 
Roj}t,Jul-Dec 1003.'' 

• Georgia Power Co. 83/12/31 2pp 29762.147-29762-148 


6504080305 Forwards “Semiannual Rept for Plant Radioactive Effluent Releases, Jan* 
June 1904.'’ 

NIX,H.C. Georgia Power Co 84/00/24. 0’REILLY.J P Region 2, Office of Director. 1p. 


29688:287-29688.328. 


F, Security, medical, emergency & fire protection plana 

6504030103 Forwards monthly status rept on offsite emergency preparedness for OL 
reviews for Feb 1086 Potential for delay In schedule of full power operation duo to 
offsite emergency preparedness issues still remains for Limerick & Shoroham. 
D)RCKS,W J. Office of the Executive Director lor Operations 85/03/20 PALLADINO 
Commissioners. 9pp. 29627:193 20627 201 
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8504040490 Forwards Insp Rept 50 322;fl4.l8 on 841210 21 A nolico of 
vjolalion Evaluation of root cause for problems in irrtplepnenling training & quaNfication 
plan for securily force requested 

EE3NETER.S D Regcon 1. Office of Director 05/03/21 LEOMARD.J D Long Island 
Lighling Co 4pp 2966B 343-29668 356 

-8504040495 Motice of violation from insp on 841210*21 Details withheld (ref 
10CFR7321) 

* Region f, Office of Director 85/03/ 21 2pp 29668 347 23660 34B 

-8504040499 fnsp Rept 50 322/84-48 on 841210 21 Details of violation withhold (ref 
10CFR7321) 

KUCHARSKI.S , BLUMBERG.N, BETTENHAUSEN,L Flegion 1, Office of Director 65/ 
03/18 Bpp 29680 349 29668 356 

8504020229 Forwards Safeguards Insp Rept 60-322/65 05 on 050121-25 & notice of 
violation 

MARTIMJT Region 1, Office of Oireclor 85/03/20 LEONARDJD Long Island 
LighhngCo 2pp 20583 019 29583 026 

-0504020232 Noltco of violalran from insp on. 650121 25 Portions withheld (rof 
1<:GFR73 21 & 9 5(a)(4)> 

‘ Region 1, OfficQ of Direclor 05/03/19 Ip 29583 021 29593 021 

- 85G4D20237 Safeguards Insp Ropi 50 322/85 05 on 850121 28 Violattons 
noted accurate inventory of starciby lock cores not maintained & vehicle improperly 
searched Details withheld (ref 10CFR73 21 & 05(a)(4)) 

BAILEy,H J , DlfNLAPJ M , KEIMIG.R H Region 1. Olfice of Director 65/03/19 5pp 
29563 022-29583 026 

8504110187 Ack recQinl of NRC 050111 response 1o Governor Cuomo 041129 Itr to H 
Denton re util 841114 request that NRC forward util emergency preparedness exer- 
cise plan mailers to FEMA on 040225 

PALOMINO.F New York, Stale of 65/04/02 OIRCKS,WJ Office oMho Executive Di 
rector for Operations 2pp 2076B 293-29768 294 

8504190355 Responds to NRC 860208 request for views on util proposed resolution of 
eight remaining inadequacies in FEMA 841115 finding on Rev 4 to transition 
plan Results of review of rov end 

KRIMM,RW Federal Emergency Management Agency 85/84/03 JORDAN.EL Oivr 
Sion of Emorgoncy Preparedness &. Engmeeiinn Response (Post 030103) lOpp 
29867 307-29887,316 

8504100292 Forwards revised fire hazard analysts rept sections tn rosponso to items 
noted In Insp Rept 50-322/84 46, per util 850)29 commilmoni Changes do not de 
crease level of fire protection al fecrlily. 

LfONARD,JD Long Island lighting Co 85/04/05 DENTON.HR Offico of Nuclear 
Reactor Re gelation, Director 30pp 29854 1)3 29854 142 

8504250613 Forwards fnsp Ropl 50-322/85-18 on 850301 31 No violalioji 
noted Program for correcting deficiencies should bo oriented towards avoiding pro 
traded process of delude ncy resolution 

KtSTER.H Q Region 1, Office of Director 65/04/09 LEONARD.JD Long Island 
Ughling Co 4pp 29989 234-29989 247 

—8504250520 Insp Rept 50 322/05 10 on 650301 31 No violation notedMajor areas 
inspect od procedures for racking out 4 kV Bus 1 1 circuit breakers, CRD orifico cleaning 
efforts & TDI diesol starting air chock valves 

ESELGROTH.PW. STROSNIDER.J R Rogion 1, Offico of Diroctcr 85/04/04 lOpp 
29989 238 25980 247 


0. Acfjudicalory correspondence 

6504990241 Proposed findings of fact re emergency diosof generator 
contentions Corhficate of Sve end 

DREIFUS.D Long Island Lighling Co DREIFUS.D Hunlon & Williams 439 84/ 
12/03 1 64pp. 297 0 1 270-29702 086 

8604100341 Advises that North Merrick Union Freo School Oistncl Ims not enlerod Into 
any agroomenl w/Amorrean Red Cross or util to serve as relocation ctr In event of 
plant emergency Served on 850409, 

IRVIN, JN North Merrick Union Freo School District. NY #285 449 05/03/05 
MARGULIES.W B Atomic Safely and Licensing Board Panel Ip 29728 224- 
20728 224 

8504100212 Takes exc option to FM Rasbury 85G307 Itr to EC Robinson re use of public 
school bldgs as evacuation clrs irt case of emergency at plant School facilillos may 
not bo used w/o prior approval. Served on 050409 

POLL, DC Soaford Union Freo School Dislrlcl, NY //285 450 05/03/07 
RASBURY.FW American Red Cross Nassau County Chapter, Minoola, NY Ip 
29720 346-29729 346 

6504190171 Expresses distress re involvement of Farmingdalo Public Schools in LILCO 
fan for evacuation in event of radiological om ergon cy Participation In program by 
armingdalo Board of Educ declined Served on 650409 
BROCKWAN.F Farmingdalo Public Schools. NY ff2Q5 448 85/03/11 

RASDURY.F M American Red Cross Nassau (bounty Chapter, Mineola, NY 2pp 
29729 322-29729 322 

050 4'0 19029 Preliminary request for clarification of ASL8 850322 memorandum & order 
re threshold safeguards questions Contentions cannot be formulated re util aftirmativo 
caso until case or outline received Certificate of Sve end 

LANPHER.LC Suffolk County, NY LANPHER.LC Kirkpatrick & Lockhart // 285 282 
85/03/26 5pp 29570.057-29570 061 

0504010057 Molion fof leave to Mo response to fntervenor A. NRC answers to util 
650227 renewed motion for summery disposition of legal authority issues on basis of 
federal law 

CHRISTMAN.J.N tong Island Ughting Co CHRISTMAN, JN Hunton & Williams 
^/285 293 85/03/26, Atomic Safety and Licensing Board Panel 3pp 29570 1 20- 
29570.175 

-8504010003 Response to Inlorvonor A NRC answers to util 650227 renewed motion 
for summary disposition of legal authority Issues on basis of federal lawCorlificalo of 
Sve end 

CHRjSTWAN.JN Long Island Lighting Co CHRISTMAN, JN Hunton & Williams, 05/ 
03/26 Atomic Safely and Ucensfng Board Panel 52pp 29570 1 23-29570,175 


850-4010069 Forwards J Wrison 840326 affidavii of nondisclosure pur ASLB 840017 pro* 
lective order J Wilson.of Kirkpatrick & Lockhart will be second secretary to havo 
access to safeguards info Related correspondence 

MILLER.MS Kirkpatrick & Lockhart //205 281 85/03/26 KELLEY, JL, 

BRIGHT.GO, JOHNSON, EB Atomic Safely and Licensing Board Panel 2pp 
29571 237 29571 243 

-8504010074 Affidavit of J Wifson re nondisclosing of safeguards info Related corre- 
spondence 

WILSON, J Kiikpatfjck & Lockhart 85/03/26 5pp 29571 239 29571 243 

0504010130 Addendum to ASLB 850322 order re uso of phrase ‘'affirmative case," on 
Page 13, Line 17 & Page 14, Line 6 of 850322 memorandum & order Served on 
050 329 

KELLEY.JL Alomic Safely and Licensing Board Panel //285 30B 85/03/28 Suffolk 
County. NY 2pp 29566 294-29566 295 

8504020105 Forwards corrected HH Brown G50328 Itr to G Jolt Util request to meet w/ 
FEMA inapproprialo per Stale of NY Supreme Court 850220 decision that util implo- 
monlalion of offsite emergency plan unlawful Related correspondence 
SROWN.HH Kirkpatrick a Lockhart //2Q5 332 86/03/28 JETT.G Federal Emergen- 
cy Management Agency 3pp 20579 250-29570 260 

8504020205 Response opposing Suffolk County & Stale of NY 650320 reply on use of 
Nassau Coliseum as moniloring & decontamination ctr Plo.nding unauthorized & re 
slaloment of theses Cortificato of Sve erict 

ZEUGIN.LB Long Island Lighting Co //265 316 85/03/28 Alomic Safely and Li 
censing Board Panel lOpp 29582 271-29582 200 

0504020249 Requests DOE immediately cease all efforts to lobby, force or otherwise in 
fluenco actions or decisions of NRC &/or FEMA ro faciNly Article in 850327 New York 
Times cited Refatod correspondence 

BROWN. H H Kirkpalfick & Lockhart BROWN.H H Suffolk County. NY BROWN.H H 
New York, State of 1^285 333 85/03/20 HERRINGTON.J S Energy, Dept of 2pp 
20503 079 295B3 080 

0604030326 Response to Suffolk County & State of NY 850320 motion for leave to file 
reply to util answer & NRC response to motion to admit now contention ro emergency 

g fanning Requests deferral of ruling on contention Certtficale of Sve end 
OHDENICK.B M Hearing Branch 3 //285 348 85/03/29 Atomic Safety and Licons 
Ing Board Parol 6pp 29591 112-29591 117 

8504020105 Motion for commencement of Independent investigation of DOE influonce 
on proceodings Investigation should be almod at dorfosing DOE lobbying.forcing or 
influencing which might affect proceedings Certificate of Sve one! 

BROWN.H H Suffolk County, NY BROWN.H H Kirkpatrick & lockhart 
PALOMINO.F.6 New York, Stole of //205 343 05/04/01 Commissioners Gpp 
29580 258 29580 263 

0504030106 Advises that further settlement discussions have not led to resolution of 
parties difforoncos Parlies remain at impasse Related correspondonce 
ELLIS.TS Hunton & Williams l'/205 354 05/04/01 BRENNER.L . MORRIS.P A . 
FERGUSON, G A Atomic Safety and Licensing Board Panel Ip 29507 346 
29507 346 

0504040204 Forwards security contentions, jointly proffered by Stale of NY &. Suffolk 
County & request for clarification ro ALAB 850322 rnomoranaum & order Revised con 
ton Hons supersede 840828 submission W/o contentions 

LANPHER.LC, Kiikpotrlck & Lockhart #205 365 05/04/01 KELLY.J L . 

JOHNSON.C B . BRIGHT.G O Atomic Safety and Licensing Board Panel 2pp 
29607,255 29607 263 

-0504040200 Requests clarification of ASLB 850322 rnomorandum & order re threshold 
safeguards questions & establishing partial schedulo Certificate of Sve ohcl 
LANPHER.LC Suffolk County. NY. LANPHER.LC Kirkpatrick & lockhnft 
PALOMINO.F G Now York. State of 65/04/01 7pp 29607 257-29607 263 

0604050239 Advises that intervonors will file answer by 850408 to util 850326 motion 
for leave 1o filo response to inten/enors & NRC previously filed answer to util renowod 
motion for summary disposition 

LANPHER.LC Kirkpatrick A Lockhart //285 383 85/04/01 MARGULIES.M M . 
KLINE,JR, SHON.FJ Alomic Safety and Licensing Board Panel Ip 29662 102- 
29662 102 

6504090231 Forwards Suffolk County & NY State motion for commencement of Inde 
pendent invesligalion of DOE influence on facility proceedings, inadvertently served w/ 
0 ref to New York Times article 

BROWN.H H Kirkpatrick & Lockhart //285 424 85/04/01 Long Island Lighting Co 
Ip 20699 336-29699 343 

-8504090237 Suffolk Counly & NY Slate motion for commencomont of mdopendenl in 
VOS ligation of DOE Influenco on facility proceedings to force NRC to take action which 
affected outcome of proceedings Certificate of Sve end 

BROWN.H H, Kifkpalrick & Lockhart BROWN.H H Suffolk County, NY 
PALOMINO.F G Now York. Slate of 05/04/01 Commissioners 7pp 29699 337- 
29699 343 

0504100490 Advises that North Bolfmore Union Froe School District facilities will not be 
avollabto as part of evacuation plan, m event of radiological accident at 
facility Emergency at facility not considered '‘natural” diaster ServecT on 850409 
JOHNSON.tH North Bellmore Union Freo School District, NY /f205 451 85/04/01 
MARGULIES.M 0 Atomic Safoly and Licensing Board Panel ip 29721 321- 
29721 321 

8604040104 Order extending time until 850410 for Commission fo act to review ALAB- 
708 Served on 850403 

HOYLE.J C Office of the Secretary of the Commission ^285 367. 85/04/03 Com- 
mlsslonora Ip 29612264-29612 264 

8504100291 Informs that failure to contact local school districts re participation In evac- 
uation p)an Inexcusabfe.Schoo) boards have responsibility to dosignaio bldgs to be 
used as care clra during radlofoglcaf emergency Served on 850400 
KOENIG, HM. East Meadow Union Free School District. NY //285 447 05/04/03 
RASBURY.FM American Red Cross Nassau County Chapter. Mineola, NY 2pp 
29729 354 2D729 354 
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850409D215 Order extending time until 850426 for Commission to act to roview ALAB 
800 Served on 850405 

CHILK.S J Office of the Secretary of the Commission //2e5 416 05/04/05 Commis 
sioners ip 29700 356 29700 356 

8504100326 Forwards NF1C response to State of NY & Suffolk County security 
contonjions Enel withheld 

PERLISRG Hearing Branch 3 // 285 457 85/04/08 KELLEYJ L , JOHNSON.E B . 
BRIGHT.G 0 Atomic Safely and Licensing Board Panel Ip 29728 230 20728 230 

8504120354 Response opposing LILCO 850326 motion tor leave to file response lo in 
lervenor & NRC staff answers to LILCO renewed motion for summary 
disposition Certificate of Sve end 

BROWNLEE, DA Suffolk County, NV BROWNLEE.DA Kirkpatrick & Lockhart //2e5 
485 85/04/08 Atomic Safety and Licensing Board Panel 40pp 29792 215 
29792 262 

0504160279 Forwards Region I 860403 morning repl ro facility TDI drosol 
engines Related rorroapondenco 

GODDARD.RJ Hearing Branch 3 // 285 539 85/04/08 BRENNER.L . MORflIS.P A , 
FERGUSON.GA Atomic Safety and Licensing Board Panel 2pp 29613 100 
29613 107 

8504120346 Response opposing State of NY/Suffolk County 050327 motion for immedi 
ate investigation of "60 Minutes" 850327 broadcast Motion inexcusably 
untimely Interveners avowed antagonists sitting m ludgemonl Certificate of Sve enci 
IRWIN JS Long Istand Lighting Co IRWIN.TS Hunlon & Williams /f2D5 475 85/04/ 

09 Commissioners lOpp 89792 184-29792 193 

8504120449 Order raising further ASLB questions re offsite radiological exposures asso 
dated w/mosl severe low power LOCATime & place for conference of counsel set 
for 850416 in Bothesda.MD Served on 850410 

KELLEY, J L Atomic Safely and Licensing Board Panel //205 403 05/04/09 Office 
of the Executive Legal Director 5pp 29791 252 29791 256 

8504120448 Response lo inlervonor 650401 motion for investigation of DOE influence 
on facility Evidence presented laits to indicate attempt to taint FEMA review of emer- 
gency plan Certificate of Sve end 

IRWIN.D P Long Island Lighting Co IRWIN.D P Hunlon & Witiiams //265 502 85/ 
04/11 Commissioners 132pp 29791 257 29792 028 

8504160258 Advises that Town of Southamplon joins In Suffolk County & State of NY 
850400 answer to ultl motion for leave to file response to Inten/enor & NRC answers 

10 ulil renewed motion for summary disposition 

LATHAM.S Twomey, Latham & Shea 549 85/04/11 MARGULIES.M M , 

KLINE.JR, SHON,FJ Atomic Safety and Licensing Board Panel Ip 29013 283 
29013 2B3 

8504100427 Forwards RW Knmm 850403 memo to EL Jordan re liconseo response to 
FEMA findings on Rev 4 to facllily tranblllon plan Related correspondence 
BORDENIGK.B M Hearing Branch 3 //885 532 85/04/11 MARGULIES.M B , 
KLINE.JR, SHON.F J Atomic Safely and Licensing Board Panel lipp 29016 193 
29016 203 

8504160350 Reply lo LILCO 050326 motion for leave lo respond lo answers lo LILCO 
050227 renewed motion for summary disposition & request for permission to reply to 
LILCO proposed response NRC proposed reply lo LILCO proposed response end 
REIS.E J Hearing Branch 3 //285 533 05/04/12 Atomic Safety and Licensing Board 
Panel 3pp 20816 174 29816 192 

••8504160366 Reply to LILCO 050326 response lo inlervonor/ NRC answers to LILCO 
850227 renewed motion for summary disposition re preemption & intent of Congress 
concerning Implementation of util emergency response plans Certificate of Sve end. 
REIS.EJ Hearing Branch 3 05/04/12. Atomic Safety and Licensing Board Panel 
16pp 20016 177-29616 102 

8504160379 SuppI lo direct loslimony of L Camp supporting fact that util & Red Cross 
have no basis for claim that agreements exist to permit use of school properly in 
event of plan! emergency Certificate of Sve end Related correspondence 
LETSCHE.K L Suffolk County, NY LETSCHE.K L Kirkpatrick & Lockfmrt #206 529 
05/04/12 Atomic Safety and Licensing Board Panel 19pp 29816 146>29810J64. 

6564160601 Responds to ASLB 650409 order ro questions involving relationship be 
tween 10CFR73 & offsite release llmils of lOCFRiO0 11 Certificate o7 Sve end 
PERLIS.R G Hearing Branch 3. #285 565 05/04/15 flpp, 29819 167-29810.174 

6504160603 Suffolk County 8( Stole of NY proposed findings of fact & conclusions of 
law on emergency diesel generator contentions Certificate of Sve end 
SCHEIDT.DJ Suffolk County, NY SCHEIDT.DJ Kirkpatrick & Lockhart, 
PALOMINO.FG New York, State of, #205 560 B5/04/15 llOpp 29819 001- 
2901 9 107 

6504170767 Response opposing Suffolk County & Slate of NY 050401 motion for com 
mencemenl of Independent Investigation of DOE influence on proceeding Motion does 
not indicate that DOE performed Illegal or improper acl.W/Certlficato of Sve 
BORDENIGK.B M Hearing Branch 3 #285 579 65/04/16 Commissioners Opp, 
20030,192 20038 200 

6504230675 Partial Initial Decision LBP-05-1 2, sotting forth findings of fact & conclusions 
cl law re emergency planning issues pertaining to application for OL Served on 
050423 

MARGULIES.M B , KLINE, J R . SHON.F J Atomic Safety and Licensing Board Panel 
#285 626,85/04/17 560pp 29963 131-29964 33B 

8504220253 Advises that Commission declined to review ASLA0 Decision ALA0-788 S 
to reconsider CL! 84-9 Decision became final agency action on 050410 Served on 
8504 1B. 

CHILK.SJ Office of the Secretary of the Commission #286 601 85/04/18. 
BROWN.H H , LANPHER.L C Kirkpatrick & Lockhart Ip 29930 042-29930.042 

8504240326 Order requesting Suffolk County & State of NY to present remaining appeal 
Issues in form of petition for reconsideration of CLI 05-1 by 850507,Sorveo on 
050423. . ^ 

HOYLE.J C Office of the Secretary of the Commission. #285 670 85/04/23, Suffolk 
County, NY 3pp 29069-162*29969.164 


0504260103 Forwards Region 1 050419 morning rept re TDI diesel engines End follow 
up to 850403 repl ref discovery of through wall crack on body of air start chock 
valve Related correspondence 

GODDARD.RJ Hearing Branch 3 #265 692 85^04/23 BRENNER, L , MORRlS.P A . 
FERGUSON.GA Atomic Safety and Licensing Board Panel 2pp 30025 166 
30025 167 

0604290369 NRC proposed findings of fact as lo whether emcrgoncy diesrl generators 
adequate lo assure that sUuctures.sys & components will conimue to function in event 
of loss of offsite power Certificate of Sve encI 

REIS.E J Hearing Branch J //285 726 85/04/25 Atomic Safety and I icensing Board 
Panel 68pp 30052 093 30052 170 


H. General correspondence 


8504290095 Demands full investigation of charges against util pmsented on "Sixty Min 
utes " Plant not safe & stiouid not be permitted lo open 

GOLDBERG, B J Affiliation Not Assigned 05/04/10 REAGAN President of US & Ex 
ocutive Offices 3pp 30051 314 30051 115 


P Operating license stage documents & correspondence 

8504100422 Forwards addl info ro operator training, m response lo NRC 050205 
request Reasonable assurance exists that loads m excobS of qualified loarf will not be 
irnposod upon TDI emergency diesel generators by operators 
LEONARD, J D Long Island lighting Co 95/04/04 DENTON, H R Office of Nuclear 
Reactor Regulation, Director 42pp 29722 029 29/22 236 

-8504100427 ‘’Emoreency Diesel Gonerator Loading Analysis Plan " 

* General Physics Corp 85/02/20 23pp 29722 071 29722 093 

-8604100436 Rev 3 to Procedure LR 85 01, "TDI Emergency Diesel Generators 3,300 
kW Qualified Load Lesson Plan " 

SEALICE,J Long Island Lighting Co 05/02/27 3Gpp 29722 094 29722 131 

-0504100443 Rov 9 to Emergency Plan Implomontlrig Procedure 29 015 01, "Loss of 
Offsilo Power " 

* Long Island Lighting Co 05/01/20 Opp 29722 132-29722 139 

-0504100446 Rev 5 to Emergency Plan implementing Procedure 29 023 01, "Level 
Conlfol ■' 

* Long Island Lighting Co 85/01/29 4pp 29722 140 29722 143 

-8504100453 Rov 4 to Emergency Plan Implomonling Procedure 29 010 01, "Emergen 
cy Shutdown " 

' Long Island Lighting Co 83/00/16 25pp 29722 144 29722 168 

-8604100467 Rov 12 to Procedure 23 307 01, "Emergency Dtose! Generators" 

* Long Island Lighting Co 85/02/25 60pp 20722 169 29/22 220 

-8504100462 Rev 0 to Procedure 21 004 01, “Mam Conlro) Room Conduct of Person 
not " 

* Long Island Lighting Co 85/02/25 lOpp 29722 229*29722 238 

8504230093 Forwards request for addl Info ro Generic Llr 83 28, Items 2 1 ,2 2 2,4 5 2 & 
4 5 3 Supplementary info for Items 2 1 & 2 2 requested within GO days & for Item 4 5 
within 90 d^8 

SCHWENCEfl.A licensing Branch 2 05/04/11 lEONAnD,JD Long Island Lighting 
Co 8pp 29973 098 2997a 103 

B504120206 Generic Ltr 65 06 to all PWR licensees & all applicants for OLs re QA guid 
ance for ATWS equipment not safely related Sve list enci 
THOMPSON, H.L Division of Licensing 85/04/16 ConBOlidaled Edison Co of Now 
York, Inc 22pp 29947.280 29947 309 

6504240241 Notifies that Info ro Coil emergency diesel generator effort will bo submit 
led by 850531, in response lo 850228 request Info nol In form of FSAB rev, but level 
of detail will be equivalent 

LEONARD, JD. Long Island Lighting Co 05/04/18 DENTON.HR Office of Nuclear 
Reactor Regulation, Director 2pp 29967 002 20967 003 

8604260470 Responds to 850300 Hr re OL review fees Documentation ro basis for Issu 
ance of bill end Billing errors should bo reported W/o end 
MILLER W.O License Foe Management Branch 85/04/19 LEONARD, JD Long 
Island t ighting Co Ip 30038 331-30038 331 


Q. Inspection reports, IE Bulletins & correspondence 

8504120182 Responds lo FOIA request for Caseload Forecast Panel files In Ofc of Re- 
source Mol Forwards listed documents Documents also avaiiable in PDR 
FELTON, J.M Division of Rules and Records 04/06/06 KILLEFER.C Shaw. Pittman, 
Potts & Trowbrldgo 2pp 30300003 30393 129 

-8604150102 Forwards Jnsp Rept 50 322/77-14 on 770801 04 No noncompliance 
noted 

CARLSON, RT, Region 1, Philadelphia, Reactor Construction & Engineering Support 
Branch. 77/00/19 WOFFORD.AW. Long Island Lighling Co 2pp 30320 161- 
30320 162 

8603160659 IE Info Notice 85 022, "Llmllorque Motor-Operated Valves Resulting From 
incorrect Installation of Pinion Gear " Sve list enci 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/21, Consolidated Edison Co of New York, Inc 108pp 29597 001- 
29597 005 

8604040460 Forwards Insp Rept 60-322/84-48 on 041210 21 & notice of 
violation Evaluation of root cause for problems in implementing training & qualification 
plan for security force requested 

EBNETERSa Region 1. Office of Director 85/03/21 LEONARD, JD. Long island 
Lighting Co 4pp 29668*343 29668 356, 
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-0504040495 Notice of violation from insp on 641210 21 Details withheld (rel 
10CFfl73 21) 

* Region 1. Office oJ Director 65/03/21 2pp 29666 347^29666 34B 

-06O4{)4O499 Insp Rept 50 322/84-48 on 041210 21 .Details of violation withheld (ref 
tOCFa73 21) 

KUCHARSKt.S . BLUMBERG.N . EETTENHAUSEN.L Region 1, Olfico of Director 85/ 
03/18 8pp 29666 349 29B6Q.356 

8503210461 IE Enfo Notice 85 023, “Inadequate Surveillance & Post Mamt & Post-Mod 
Sys Tostim *' Sve list end 

JORDAN, EL Division of Emergency Proparednoss & Engrneorinn Response (Post 
830103) 85/03/22 Consolidated Edison Co of Now York, Inc 108pp 29656 001- 
29656 107 

8603220444 IE Info Notice 85-024. “Failures of Protective Coatings in Pipes & HXs" 
Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/83/26 Consolidated Edison Co of New York, Inc foapp 20596 1 54- 
29596 363 

8604020229 Forwards Safeguards Insp Repi 50 322/85 05 on 850121-25 & notice of 
violation 

MARTIN,! T Region 1, Office of Dtrector 05/83/28 LEONARaJO Long Island 
Lighting Co 2pp 29583 019 29563 026, 

-8504028232 Moltce ot violation from fnsp on 850121-25 Portions withhold (ref 
10CFR73 21 & 9.5(a)(4)) 

• Region 1. Office oi Director, 85/83/19, Ip 29503 021*29503.021 

-8504028237 Safeguards frvsp Rapt 50-322/85 05 on fl50121-2aViofalion3 
noted accurate inventory of standby lock cores not maintained A vehicle Improperly 
soarchedOelails withheld (ref 10CFR73 21 & 0 5(a)(4)). 

BAfLEY,R J, DUNLAPJ M , KEIMIQ.R R. Region 1, Ollico of Director 85/03/19 6pp 
29583 022 29583 826 

6503280037 IE Info Nolico 85-025, "Consideratron of Thermal Conditions In Design & 
Inslallallon of Supports for Diesel Generator ETihaust SHencors," Sve list end 
JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
B30l03j 65/04/02. Consolidated Edison Co. of New York, Inc I07pp 29667.199* 
23667.305. 

8503280045 IE Info Notice 85 026, “Vacuum Relief Sys lor BWR Mark I A II Contain 
menla " Sve list end 

JORDAN,EL Orvfsion of Emergency Preparedness & Engineering Response (Post 
030103) 65/04/02 Consol idaled Edison Co. of New York, Inc 92pp 29667 107- 
29687 198 

6504010039 IE Info Notice 65-027, “Notifications to NRC Oporallons Ctr & Reporting 
Events In LERs ” Sve list end 

JORDAN,E.L Division of Emergency Preparedness & Engineering Rosponso (Post 
830103) 65/04/03 Consolidated Edison Co oJ New York, Inc 98pp 29690 255* 
29690 362 

0504220039 Forwards Insp Rept 60-322/05*01 on 850114-29 No viotatlon noted 
EBNETER,3D Region 1, Office of Oiroctor 65/04/03. LEONARD. JD. Long Island 
Lighting Co 4pp 29939 126*29939 138 

-8504220045 Insp Rept 60-322/85-01 on 0581 14-29 No violation noted Major areas 
Inspected initial f-uel loading activities, core verilica(lon,survelllance teating,core compo 
nent Inal allelic r>,lnstrument calibr & OA/QC Interfaces 

BLUMBERG,N , KUCHARSKI.S , BETTENHAUSEN,L Region 1, Office of Director 05/ 
03/13. 9pp 29939 138 29939 136 

8504 16 02 92 Forwards revised fire hazard analysis rept sections in response to Items 
noted In Insp Rept 50*322/84 46, per util 850129 commllmont Changos do not do 
craase level of fire protection at facility 

LEONARD.JO Long Island Lighting Co 85/04/05. DENTON.HR. Office of Nuclear 
Reactor Regulation, Director. 30pp. 29854:113*26854 142 

6604650842 Suppl 1 1o IE Info NotEco 85 003. “Separation of Primary Reactor Coolant 
Primp Shaft & Impeller “ Sve list end, 

JORDAN, E L. Division of Emergoncy Proparednoss & Engineering Response (Post 
8301 03) 85/04/89 Consolidated Edison Co. of Now York, Inc lOIpp 29791 025* 
29791.126 

8604650847 IE Info Notice 85*020, “Parlial Loss of AC Power A Diesel Generator Deg- 
radation " Sve Hat end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 05/04/09. Consolidated Edison Co. of New York, Inc fOBpp. 29790:276- 
29791 024 

B504256513 Forwards fnsp Rept 50-322/05-10 on 650381-31. No violation 
noted, Prog ram lor correcting cfeliclcnciea should be orlentocf towards avoiding pro- 
tracted process of deficiency resolution 

KISTER.H B, Region % Olfice of Director. 05/04/00. LEONARD,J.D Long Island 
Lighting Co 4pp 20989^234 29988 247 

*8604268520 Insp Rept 50-322/05 18 on 650301-31 No violation noted.Maior areas 
Inspected procedures for recking out 4 KV Bus 1 1 circuit breaKora.CRD orifice cleaning 
efforts & TDI diese) starting air check valves 

ESELGROTH.PW, STROfiNIOER,J.R. Region 1, Office of Diraclor. 65/04/04 10pp. 
29989 230 29909.247, 

0604160(101 Porwards fnsp Reel 60-322/05 09 on 850128 0215 A notice of violation 
EBNETER.SD Region 1, Office oi Director. OS/84 /10 LEONARD,J D. Long Island 
Lighting Co, 2pp, 29814,332-2961 4 359 

“8504166003 NoWce of vlofatlon from insp on 850128 0215. 

» Region 1. Office of Director. 85/04/10 3pp 298 14 '334-298 14 336. 

“8504160604 Insp Rept 50-322/85 09 on 850120-021 6 Violation noted failure to use 
approved procedure change re testing of MS IV leakage control sys. 

BLUMBEflQ.N., BAUNACK.W . KUCHARSKI.S. Region 1. Office of Dlreclor 85/04/ 
08. a3pp. 296 14 ‘337-29814.359 

8584160432 Forwards Insp Rept SO-322/0S'O2 on 850107-11. No violation noted. 
EBNETER.SD Region 1, Office of Director. 86/04/11, LEONARO.J D. Long Island 
Lighting Co 4pp. 29856:198.29850;2O&. 


“8584100438 Insp Rept 50-322/85 02 on 850107 11 No noncompltancfl or devmtron 
noted Major areas inspccled safety-related HVAC sys w/emphasis on problems do 
scribed in IE Info Notice 84-30 for Bahnson Co supplied HVAC equipment 
HODSON.J, ANDERSON.CJ Region 1. Office of Director 85/04/00 4pp 
20856 202-29856206 

8504060419 IE Info Notice 85-029, “Use of Unqualified Sources in Well Logging Appli 
cations ” Sve list one} 

PARTLOW,JG Division of Inspeclion Programs (Post 050212) 85/04/12 Consolidat- 
ed Edison Co of New York, Inc 66pp 29832 001-29832 023 

8S041S6372 Fonvards fnsp Repi 50 322/85 08 on 050120 0201 & notices of violation & 
deviation 

EBNETER.SD Region 1 , Office of Diroclor 05/04/15 LEONARO.J D Long Island 
Lighting Co 4pp 29917 323-29917 340 

-6504190375 Notice oi violation from insp on 850128 0201 

* Region 1. Olfice of Director 86/04/15 Ip 29917 327-29917 327 

“8504190379 NoUce of deviation from tnsp on 850120 0201 

* Region 1. Office of Director 66/04/15 2pp 29917 320-29917 329 

-*BS04 190305 map Ropt 50-322/85 08 on 850128 0201 Violation noted failure to eslab 
fish leakago reduction program from primary coolant sources outside 
containmoni Deviation noted failure to fulfill commitments In OA program 
CAPHTON.D.L. 0ETTENHAUSEN.L Region 1, Office of Director 05/03/25 11pp 
29917 330 29917 340 


8604190466 Forwards Insp Rept 50-322/85-14 on 050304-08 No violations noted 
EBNETER.SD Region 1. Olfice of Direclor 05/04/16 LEONARO.J O Long Island 
Lighting Co 4pp 29917 065-29917 077 

“6604190466 Insp Ropt 50 322/85-14 on 650304-08 No violations noted Major areas 
inspected startup test program.Including training. procedures, lest results 

evaluallon.prevenllvo maint & QA/QC Interfaces 

KUCHARSKI.S . FLOREK.D., BETTENHAUSEN.L Region 1. Office of Diroctor 85/04/ 
14 9pp 29917 060-29917 077 

8504 170240 IE Info Notice 65 030, "Microbtologicaliy Induced Corrosion Contammenl 
Sve Water Sys “ Sve list end. 

JORDAN.E L Division of Emergency Preparedness & Engineering Rosponso (Post 
830103) 05/04/19 Consolidated Edison Co of New York, Inc 109pp 29966 258 
29966 363 

8504190055 IE Info Notice 85 032, “Recent Engine Failures of Emergency Diesel Gen 
erators " Sve fist end 

JORDAN.E L Division of Emergency Preparodnoss & Engineering Response (Post 
030103) 65/04/22 Consolidated Edison Co of New York, Inc fODpp 29908 239- 
29938 347 


6504160060 IE Info Notice 85 033, “Undersized Nozzle To Shell Welded Joints In Tanks 
& HXe Constructed Under Rules of ASME Boiler & Pressure Vessel Code" Sve (ist 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/04/22 Consolidated Edison Co of New York, fnc 108pp 29989 001- 
29909,107 

6504220347 IE Info Notice 84*84, Rev 1, “Deficiencies in Forro-Rosonanl Transformers " 
Sve list end. 

JORDAN.E L Division of Emergency Praparednass & Enginooring Response (Post 
830103). 05/04/24, Consolidated Edison Co of Now York, Inc 118pp 30027 067- 
30027-184 


n. Perlodfo opcreilng reports & related correspondence 


6504120162 Responds to FOIA request for Caseload Forecast Panel lifos in Ofc of Ro 
source Mgt Forwards llslod documents Documents also available in PDR. 

FELTON,J M. Division of Rules and Records 84/06/06 KILLEFER.C Shaw. Pillmaa 
Polls & Tfowbridgo 2pp 30300 003-30303*120 

“6504 120371 Forwards updated const status rept as of 820930 Info for Inclusion In 
NUREG 0030 

SMITH.JU Long Island Lighling Co 82/10/29 Information Systems Branch 3pp 
30318 265-30318 267. 


“0604120376 Forwards updated const status rept as of 830930 Info for inclusion in 
NUREG 0030 Related info onci 

SMITH, J.L Long Island Lighting Co 83/11/07 Informalion Systems Branch 40pp 
30317 060-30317097 


“8604160173 Forwards updated const status rept as of 821231 fnfo for inclusion in 
NUREG-0030 

SMfTH.JL, Long Island Lighling Co 03/01/27 Informalion Systems Branch 3pp 
30325169 30325161 


“8504 16043 5 Forwards updated const status repts as of 830331 for Inclusion In 
NUREG OOaO.in response to O1 1030 Itr 

SMITH, J.L Long Island Lighting Co, 03/04/22 Informalion Systems Branch 4pp 
30326 017-30326 020 


8504100696 Monthly pperaling rept for Feb 1985 W/850308 Itr. 

KELLY, D, STEIGEh.WE Long Island Lighting Co 85/02/28 4pp 29911*001- 
2901 1*004 


8604030103 Forwards monthly status rept on offsito emergency preparedness for OL 
reviews for Feb 1985 Potential for delay in schedule of full power operation due to 
offelte emergency preparedness Issues still remains for Limerick & Shoreham 
DIRCKS.W.X OlffCQ of the Execulivo Director for Operations 85/03/20. PALLADINO 
Commissioners, 9pp 29627 193 29627*201, 
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S Reportable occurrences, LERs & related correspondence 

8504110713 Discusses Bonney Forge Part 21 rept S&W notified that evaluation required 
re matl delivered to Shoreham not meeting NCA 3967 4(e)(2) requirements 
PENT2,L C Pemnutil Co . Inc 84/03/26 JORDAM,E L Division of Emergency Pro* 
paredness & Engineering Response (Post 830103) 2pp 29778 010 29778 011 

8504040408 LER 85-008 00 on 8 5 022 7, emergency diesel generator 103 automalically 
started Caused by techr^ician error coincident w/reset of ground alarm relay tripping 
during surveillance procedure W/850322 Jlr 

WYNNEJG, STEIGER, WE Long Island Lighting Co 86/03/22 3pp 29670 209- 
29670 211. 

8504030263 Part 21 real re senes of cracked welds discovered in generators Welds oc- 
curred in conical baffle section of coil guards All units will be inspected Affected plants 
listed 

BORMAN.JG Louis-Alhs Co 65/03/29 TAYLOR, J M Director’s Office, Office of In- 
spection and Enforcement 4pp 29507 312-29587 315 

8504120126 LER 05D09 00arr O5O3O5.r0ac1or water cleanup sys inadvertently 
isolated Caused by contact of two leads during post-work logic circuit testing on 
steam leak detection sys Testing resumed & completed w/o incident W/8S0320 Itr 
RHOADS.GG. STEIGER, WE Long Island Lighting Co 85/03/29 4pp 29QOQ082- 
29800 005 

8504050277 Part 21 rept re possible defect in mineraf-msulated cable 
assemblies Design, mfg & qualification testing of high range containment area monilor 
mo sys completed Design qualification rept end 

COLTON, A M Kaman Co 85/04/02 TAYLOR, J Director’s Office, Office of Inspec- 
tion and Enforcement 2pp 29663 144-29664 297 

-8504050279 Part 21 rept re failure of mineral insulated cable undergoing Cfass IE 
qualification testing Investigation underway Design, procuroment.mfg & testing oxpoct 
ed to be completed by May 1063 

PIRAINO.D Kaman Co 82/11/17 Region 4, Office of Director 7pp 20663 146 
20663 152 

-8504050288 Rev A to '’Qualification Rept for Model KDMOOO High Range Contain 
ment Area Radiation Detector & Mineral Insulated Cable Sys " 

FIELD,DM Kaman Co 460036 002 0 A 05/02/04 505pp 29663 153-29664*297 

8504080078 PNO-l-fl5-022 on 850402, crack found in TDI Emergency Oiese) Generator 
101 air start check valve body Valves made by Williams Gauge Colnsp of at) TDI 
engine air start check valves to be completed by end of wk 
ESELQROTH,P. KELLY,E Region 1, Office of DIroctor 05/04/03 tp 29681 121 
29681 121 

8504100422 Forwards addi into ro operator tralnlng,ln response to NRC 850205 
request Reasonable assurance exists that loads in excess of quallliod load wilt not bo 
imposed upon TDI emergency diesel generators by operators 
L^NARD.J D Long island Lighting Co 85/04/04 DENTON,H R Office of Nudear 
Reactor Regulation, Director 42pp 29722 029-29722 238 

-8504100443 Rev 9 to Emergency Plan Implemenling Procedure 29 015 01, "Loss of 
Offsite Power " 

* Long Island Lighting Co 85/01/28 8pp 29722 132-29722 139 

“8504100445 Rev 5 to Emergency Plan Implementing Procedure 29 023 01, "Love) 
Control " 

* Long Island Lighting Co 05/01/29 4pp 29722 140 29722 143 

-6504100453 Rov 4 to Emergency Plan Implementing Procedure 29 01001, ‘'Emergen- 
cy Shutdown " 

* Long Island Lighting Co. 83/08/16 25pp 29722 144-29722 168 

6504120197 Forwards "Review of Emergency Diesel Generator Rocker Arm Cap- 
screws." technical evaluation rept 

LAITY, WW Battelle Memorial Institute, Pacific Northwest laboratories FIN B-2952 
85/04/04 BERLINGER.C Division of Licensing Ip 29706 217-29786 233 

“8504120226 "Review of Emergency Diesel Generator Rocker Arm Capscrews/' tech- 
nical evaluation rept 

LA1TY.WW. Battelle Memorial Institute, Pacific Northwest Laboratories FIN B-2952. 
PNL-6200-1 5 85/03/31 Division of Licensing 15pp- 29786 210-29786 233 

6504120227 Forwards "Review of Engine Base & Bearing Caps for TDI DSR-4a DIosel 
Engines," technical evaluation rept 

LAmY,WW Battelle Memorial Instilute, Padllc Northwest Laboratories, FIN B-2963 
85/04/04 QERUNGER.C, Division of Licensing Ip 29786 335 29700'352 

--8604120277 "Review of Engine Base & Bearing Cops for TDI DSR-40 Diesel En- 
gines," technical evaluation rept 

LAITY, VV.W . RICHMOND, W D Battelle Memorial Inalitule. Pacific Northwest Laborato- 
ries FIN B-2952 PNL-5200-11 85/03/31. BERLINQER,CH NRC - No Detailed Affili- 
ation Given 17pp 29788 336-20788 352 

8504120290 Forwards PNL-5200-21, "Review of Emergency Diesel Generator Air Start 
Valve Capscrews," technical evaluation rept for TO) Diesel Engine Projecl 
LAITY, WW Battelle Memormf Instilute, Pacific Northwest Laooralories FIN B-2963 
06/04/04. BERLINGER.C Division of Licensing ip. 29707.098-29787.114. 

“6504120296 "Review of Emergency Diesel Generator Air Start Valve Capscrews," 
technical evaluation rept 

* Battelle Memorial Institute, Pacific Northwest Laboratories, FIN B 2952. PNL-5200- 
21 85/03/31, Division of Licensing. 16pp 29787 099-29707*114 

8504120314 Forwards PNL-5200-12, "Review of Engine Base & Bearing Caps for TDI 
DSRV.12,DSRV-16 & DSRV-20 Diesel Engines " 

LAITY, W W. Battelle Memorial Inslilute, Pacific Northwest Laboratories, FIN B-2952 
85/04/04 BERLINGER.C. Division of Licensing Ip. 29787 001-29707.017. 

"8504120317 "Review of Engine Base & Bearing Caps for TDI DSRV'12, DSRV-16 & 
DSRV-20 Diesel Engines " 

LAITY, W W., RICHMOND, W.D Battelle Memorial fnslllule. Pacific Northwest Laborato 
rles FIN 6-2952 PNL.5200-12. 85/03/26 Division of Lfcensing 14pp. 29767.002- 
29787 017 


8504180103 LER 85 010 00 on 850-310, while pressuniinq reactor vessel for backllusiv 
ing CBDs, inadvertent isolation of RHR sys occurred Caused by exceeding high suction 
pressure setpoint Procedures being revised W/ti5040 4 Hr 

RHOADS G G . STEIGER W E Long Island Lighting Co Bb/04/04 4pp 29915 305 
29915 30B 

8604160367 Part 21 rept re Glow Williams Hagar check vatve used in starting air sys on 
TDI diesel engines In ilrally reported on Q50312TOI will furnish reptacemont Duo chek 
II valves mfg by TRW Mission of Houston.TX & Info upon request 
BOYER ,R E Transamerica Oslaval. fnc 05/04/10 Direclor's Office. Office of (n&poc 
lion and Enforcemenl 3pp 29016 166 29816 166 

8504230316 LER 05 011-00 on 850315,corklrd room air condilioning sys aulomalir mdi 
ation occurred Caused by differential pressure decroaso due to simuHanoous opening 
of two doors Signs posted W/6S0412 Ur 

RHOADS.G G , ST&GER.W E Long Island Lighting Co 05/04/12 4pp 299B5 265 
29965 26B 


T Hearing transcripts on non-antltrust matters 

8504020127 Transcript of 050328 lolcon w/LfLCO in Wafihinglon.DC re Suffolk County 
pleading, "Preliminary Request for Clarification " Pp 3,243 3,250 
* Commissioners 05/03/28 lOpp 29579 311-29579 320 


U Congresslonal/Executlve Correapondonca 

8604110107 Ack rocolnl of NRC 050111 response lo Governor Cuomo 041129 Hr to H 
Denton re util 041114 request that NRC forward util omorgency preparedness exer- 
cise plan matters lo FEMA on 040225 

PALOMINO.F New York, Slate of 05/04/02 DIRCKS.W J Office of Iho Exocullvo Di 
rector for Operations 2pp 20760 293 20768 294 


DOCKET 50-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 


A. Appllcntion/constrijclion stage dacuments & corrospondence 

8504010226 Forwards request for addI info re Tech Spocs.lo conllnue review 
KNIGHTON.GW Licensing Branch 3 05/03/14 SHIFFER.J D Pacific Gas & Eleclric 
Co 5pp 29574 314-29674 310 

8504180109 Forwards response lo NRC Allegation 1656 ro romovol of malls from area 
of plant &. re installation in different aron.pur 050212 Hr Evaluation 8t Invostigalion con 
ducted resolve issuo 

SHfFFER.J D Pacific Gos & Electric Co 05/03/20 WARTIN.J B Region 5. Office of 
Director 3pp 29915 302 29016 304 

8604050376 Forwards request for aridi info ro ulit roaponses lo Generic Llr B3-28 con 
corning required actions based on generic impficalions of Salem ATWS ovonls Reply 
requested within 30 clays 

KNIGHTON.GW Licensing Branch 3 05/03/21 SHIFFER.J D PacHic Gas & Eleclric 
Co 4pp 20671 335-29671 338 

8504010098 Summarizes 650205 & 25 meolIngB of AHognllon Review Board ro allGQOd 
unspfo practices by porsonnol & rocommondallons presented in Shacklolon 850205 
memo Alfegation rosolulion responsibility listed 

KIRSCH.DF, MEEKS.R, JOHNSON, A D Region 5. Offico of Oiroclor 05/03/25 
Region 5, Offico of DIroclor 2pp 20571.124-29571 125 

8504010151 Discusses review of licenaoo 650326 response to 050117 
allogalions A IJ ogallons 09 5 1 , H 1 9, 1 320, 1 330, 1 33 1 , 1 330, 1 4 80, 

1401.1402,1463,1484,1407 8 1402 considorod cfosod 

KIRSCH.D.F., SHOLLENQERGER Region 6, Offico of DIroctor 05/03/2G Roglon 5, 
Offico of DIroclor 2pp 29607 024-20567 025 

8604020073 Forwards info re current scheduling & slatfinn considerations relatod lo 
concurrent operation of both units during period of Unit 2 power ascension tosting 
SHIFFER.J D Pacific Gas & Eleclric Co. 05/03/26 KNIGHTON.GW, Liconaing 
Branch 3 3pp 29578.203 29570 205 

8504020213 Forwards updated Info on qualification o1 equipment & qualilicoLlon status 
of previously unqualilied equipment 

SHIFFER.Jb Pacific Gas & Eleclric Co 85/03/20 KNIQMTON.QW Llcanalng 

Branch 3. 5pp 20502,329 20582 333 

8504090252 Forwards addi Info on Al/egalion 390 ro lurblne pedoslal anchors, par 
050307 Ur Info should enable NRC to resolve ellegalion, 

SHfFFER.J D Pacific Gas S Electric Co 05/03/26. KNIGHTON.GW. Llconalng 

Branch 3 57pp 297 1 0 34 1 297 1 KO30 

8604010160 Forwards request to change NPDES permit, revising cjischargo point of non 
radiological portion of chemical lab wastes from fiquid redwaato troalmont sys effluent 
lo turbine bldg sump. 

SHIFFER.J O Paciiio Gas & Electric Co 05/03/27. KNIGHTON.GW. Llconslng 

Branchs 2pp 20570 001-29570 002 “ 

8504040276 Submits addi info ro Item t of 041127 Hr concerning NUREG 0737 Jtom 
N.0,1, "Porforinanco Testing of Reiief & Safety Valvos " Major rupture of main food- 
waler pipe event will be reanalyzed usir>g LOFtRAN code 

SH)FFtR,JD Pacific Gas & Eleclric Co 05/03/26. KNIGHTON.Q.W. LEconsInn 

Branch 3 2pp 29612 164 2061i2 186 ^ 

8504040020 Submits Info re extent of consulting board involvement in util 850130 long- 
term seismic program plan, per request As detailed scope of program elomenla 
eslabllshed, involvement by board members will average 1 3 days por month. 
SHIFFER.JD, Pacific Gas & Eleclric Co 05/03/29. KNJQHTON.QW. Llconslnn 

Branch 3 Ip 2961 1 *205 2961 1 295 “ 

8504190200 Forwards confirmation that diesel generator has capacity to atari worst 
case loads idenlifled In draft Tech Spec Table 4 D.2n ro load sequoncing Hmera-ESF 
timers. 

SHIPPER, J.D. Pacific Gas & Electric Co 05/03/29, KNIGHTON.GW, LIcensInn 

Branch 3 3pp, 29922 360 29922 362 
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a5Q«10C0232 Forwards response to Aireqation 1429 re pipe support design adequacy per 
850115-17 audit at San Francisco.CA Response resolves allegation for Units 1 & 2 
SHIFF£R.JD Pacific Gas & Efecirac Co 85/04/02 KNIGHTON.GW Licensing 

Branch 3 3pp 29678 004 29676 006 

8504080485 Forwards list o1 documents already provided followjng Jan & Feb 1905 
audits o1 facility pip oway structures Ack of rnatl requested 

SHIFFEfl.JD Pacific Gas & Efectric Co 85/04/03 KNIGHTON.GW Licensing 
Branch 3 2pp 29676 360-29676 361 

8504090134 Provides info re conditions following operator action to terminate auxiliary 
feedwater flow & mairk steam isolation of steam generator Mass II ow of superheated 
steam of no consequence ra environ qualification ol equipment 
SHIFFER.J D Pacific Gas & Electric Co 85/04/03 KNIGHTON.G W Licensing 

Branch3 tp 20700 320-29700 320 

8504110563 Forwards JF Davis 850316 jtr re seismic roovafuation program & requests 
addition of JF Davia to dislribution list re seismic reovaluati on program 
KNIGHTON.GW Licensing Branch 3 85/04/04 SHIFFER.J D Pacific Gas & El ccinc 
Co 3pp 29769 229 29769 232 

P504120077 Forwards summary worksheets for lunction box & connecting assembly Air 
temp detectors instalfation complete & undergoing startup testing Core oxit thermo 
coupio sys test complete & qualified AcK ol receipt of mail requested 
SHIFFER.J D Pacific Gas & Electric Co 85/04/08 KNIGHTON.GW Licensing 

Branch 3 4pp 29786 331 29786 334 

8504250153 Forwards drafi license for comment. to insure that matt accurately reflects 
commitments as described rn FSAR Comments requested by 8504i 5 
NOVAK, TM Assistant Director for Licensing 85/04/09 ShfiFFER.JD Pacilic Gas & 
Electric Co 12pp 30029 339 30029 350 

8504180220 Forwards list summarizing completion ol util activities re NUREG0737 
requirements Util wi-ll fulfill NUflEG 0737 plant requirements upon complolion of re- 
maining actions 

SHIFFER,JD Pacific Gas & Efeclric Co 85/04/10 KNIGHTON.GW Licensing 

Branch 3 36pp 29858 234-29858 268, 

8504150275 Forwards response to 850314 request for addi Info re proposed Tech 
Specs Ack of receipt of mails requested 

SHIFFER.J D Pacific Gas & Electric Co 85/04/11 KNIGHTON.GW Licensing 

Branch 3 7pp. 29813 235 29813 241 

8504170247 Board Notification 85 031 informs of receipt of GAP 850314 supp) to 
64073 1 1-0CFR2 206 pehlion Issues re quality of matl supplied by Cardinal Industrial 
Products may be iriatf to licensing decision Results of review wilt be forwarded 
THOMPSON.HL Division of Licensing 85/04/12 PALLADINO. ROBERTS, ASS EL- 
STINE Commissioners 3pp 30092 250-30092 252 

8504250394 Notification of 850419 meeting w/ulil in Belhosda.MO to discuss licensing 
& plant readiness status re issuance of OL 

SCHIERUNG.H Licenarna Branch 3 85/04/12 KNIGHTON.GW Licensing Branch 3 
3pp 30026 338 30026 340 

8504220098 Discusses Operational Readiness Ropt MC 04300 re facility readiness for 
issuance of OL for fuel loading &. low power tesling Upon completion of items tdonti 
lied in AUachmont 2 of end memo.OL should be Issued 

MARTIN, J B Rogpon 5, Office of Director 05/04/15 DENTON, H R Of free of Nuclear 
Reactor Regufalion. Director Ip 29026 201-29928 207 

-8504220103 Summary of OL review panel 650318 meeting re status ol facility &. basis 
for recommending issuance of OL for fuei loading & low power testing Panel consider- 
ations & cortclusions onci List of attendees provided 

KIRSCH.DF. Regions, Office of Director 65/04/15 MARTIN.JB Region 5, Office of 
DifOClor 6pp 29928 202-29928 207 

8504120206 Generic Llr 85 06 to all PWR licensees & all applicants for OLs re OA guid- 
ance (or ATWS equipment not safety related Sve list end 

THOMFSON.H L Dmsion of Licensing 85/04/16 Consolidatod Edison Co of New 
York. Inc. 22pp 29947 260-29947 309 

0504240103 Forwards responsas 1o allegations re Cardinal Industrial Products.containod 
in aflidavils attached as Exhibits 4 6 10 to GAP 650314 petition Responses to othor 
po till on allegations will be forwarded fater 

SHIFFER.J D Pacific Gas a Electric Co Q5/04/17 KNIGHTON.GW Licensing 
Bra rich 3 3&pp 20969 1 12-29969 150 

8504250369 Notification of time change for 850419 meetino w/util In Bothosda.MD to 
discuss licensing a plant readiness alatus ro issuance of OL 
SCHIERLING.H Licensing Branch 3 85/04/17. KNIGHTON*G W Licensing Branch 3 
2pp 30021 361-30021 362 

8504240336 Forwards responses 1o NRC 850116 & 0321 reuuests for addl info ro Oe 
none Llr 83 28 S updated summary of status & scfiodulo for high & medium prionly 
acllon items Ack of /ecerpt requested . 

SHfFFEn,JD, Pacific Gas & Electric Co 85/04/18 KNIGHTON.GW licensing 
Branch 3 12pp 29970 1 28-29970 211 

-8504240346 Rev 0 lo Nuclear Power Generation Proceduro NPAP G-14/GOAP D 123, 
"Control of Supplier Documonlatron " 

* Pacific Gas & Eloclric Co 85/04/18 4pp 29970 140-29970 144 

- 8504240352 Rev TR-51 lo Enginooring Procedure 6 2. " Supplier Documonts ’’ 

* Pacific Gas & Electric Co 85/04/15 25pp 29970 145 2^0 170 

-8504240356 Rev TR50 lo Engineering Procedure 6 5, "Supplier Recommondod 
Change Review " 

* Pacific Gas & Electric Co 65/04/15 4pp 29970 171-29970 175 

-8S04240361 Rev 0 to Main1 Procedure MP E 7 8, "Malnt of Reactor Tnp Swilcfigear " 

^ Pacific Gas & Electric Co 65/02/20 4pp 29970 176 29970 179 

-8504240386 Rev 6 to Malnl Proceduro MP E 51 7, "Malnt of Westmghouse Typo DB 
460 Volt Circuit Breakers " 

* Pacific Gas & Electric Co 85/04/1 1 23pp 29970 180>29970 202 

-8504240371 Rev 0 to Main! Procedure MP E'51.7A. "Woslinghouso DB-50 Circuit 
Breaker Repair" 

* Pacific Gas A ElGctNC Co 05/03/01 5pp 29970 203-20970 207 


-8S04240399 Rev 0 to Mam I Procedure MP E 6t 70. "Reactor Trtp/Byposs Breaker 
PerformancG Trending" 

• Pacific Gas & Efeclric Co 05/02/04 3pp 29970 208 29970 21 1 

8504230080 Provides info for clarification S uso in preparation of Toch Specs, per NRC 
request Lower bound primary containment internal pressure used should bo -1 0 
psig Pressure decrease due to containment spray operation loss than 1 8 psig 
SHIFFER.J 0 Pacifir Gas & Electric Co 85/04/19 KNIGHTON.GW Licensing 

Branch 3 2pp 29948 101 29948 102 

05042302-91 Forwards response lo NRC 850415 request for addl mfo re proposed Tech 
Spec re reactor trip sys & ESr actuation sys Ack of receipt of rnatl requested 
SHIFFEfl.JD Pacific Gas & Electric Co 05/04/19 KNIGHTON.GW Licensing 

Branch 3 7pp 29950 1 10 29950 125 

850-4230367 Forwards info ro Unit 2 inadequate core cooling implementation rept & de 
scfiption of mods to hardware & firmware since Nov 1984, supplementing Item 3 of 
64 1 121 llr & Item 0 of 8504 1 5 fir re NUREG 0737Jlem II F 2 
SHIFFER.J D Pacific Gas & Electric Co 05/04/19 KNIGHTON.GW Licensing 

Branchs 5pp 29951 301-29951 305 

8504290290 Provides info ro aspects of source range channel failure in Modes 3.4 & 5 
w/rods incapable of being withdrawn Utd intends to have two operable source range 
channels available.except during periods of moint, testing or cafibr 
SHIFFER.J D Pacific Gas & Efectric Co 85/04/22 KNIGHTON.GW licensing 

Branch 3 2pp 30046 225-30046 226 


E. NRC Safety Evaluation Report (SER). supple & correspondence 

8604170251 Board Notification 85 035 forwards SSER 29 for infoSSER 29 addresses 
staff evaluation of programmatic & technical aspects of util interna! review 
program Notice originally issued ns Board Notification 65 029 
THOMPSON, HL Division of Licensing 85/03/14 PALLADINO. ROBERTS. ASSEL- 
STINE Commissioners 3pp 30072 146 30072 140 

8504170537 Notification of 850416 meeting w/BNL & util in Upton, NY to discuss shear 
friction capacity of horizonlat concrete slab in turbine bldg, identified in SSER 29 
SCHIERLING.H Licensing Branch 3 85/04/04 KNIGHTON.G W Licensing Branch 3 
4pp 29905 177-29905100 

8504170258 Board Noltfication 85 037 forwards SSER 30 (NUREG 0675) Unit 2 plpinq 
sys & pipe supports moot applicable licensing criteria Li&lod addl ropls in preparation 
THOMPSON, HL Division of Licensing 85/04/12 PALLADINO, ROBERTS. ASSEL- 
STINE Commissioners 3pp 30056 204-30056 347 

86O42C0044 Advises that low temp overpressure protection sys Installed & startup test- 
ing completed for both units, per SSER 6 Components of sys which uso POHVs for 
pressure mitigatiori meet seismic Category 1.IEEE 279 criteria 
SHfFFEH.JD Pacific Gas & Eloclric Co 05/04/23 KNIGHTON.GW Licensing 
Branch 3 Ip 30025 105-30025 105 

0504300498 Coftifios that 050423 draft Tech Specs rofleci FSAR.SER & as-built config 
uralion of plant Marked up draft Tech Specs end 

SHIFFER.J 0 Pacific Gas & Electric Co 85/04/25 THOMPSON.H L Division of Li- 
censing a4pp 30065 308 30065 341 

8604220336 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
DIABLO CANYON NUCLEAR POWER PLANT, UNITS 1 AND 2 Docket Nos 50 275 
And 50 323fPactfic Gas And ElecIrre Companiy) 

' Division of Licensing MUn£G-0875 S30 85/04/30 137pp Available at NRC $5 50 
2S94 3 202-29943 338 


F Securlly, medical, emorgoncy & firo protection plans 

8504120221 “PG&E, Diablo Canyon Power Plant,1904 Emergency Preparedness Field 
Exercise " 

* IrnpellCorp 84/ 10/30 466pp 20798 095-29797 200 

8504090470 Public version of revised emergency plan implementing 
procediires.lncludina tabro of conlents.Rov 4 to EP OR 1 re offsite suMort & assist- 
ance & Rev 3 to OR 2 re release of Info to public W/8503 14 Itr & 850401 rofease 
memo 

SHIFFER.J D Pacific Gas & Electric Co 85/03/14 MARTIN.JB Region 5. Office of 
Director 96pp 29740 216 29740 310 

8504020208 Informs of completion of aclivilios.fnc luffing impfo mental ion of upgraded 
emergency operating procedures based on Westinghouse Owners Group 
quid eTinos, per util 840430 commitment & Item 1C 1 of Supp1 1 lo NUREG-0737 
SHIFFER.J 0 Pacific Gas & Electric Co 05/03/26 KNIGHTON.GW Licensing 
Branch 3 Ip 29563 163-29563 163 

8504260313 Forwards public version of updates to SOPs.Vol IN of "San Luis Obispo 
County Nuclear Power Plant Emergency Response Plan," per 
10CFR50 34(b) (6){v) Proprietary info bracketed per Generic Ltr 01 27 
SHIFFER.J D Pacific Gas & Eleclfic Co, 65/03/26 MARTIN, J B Region 5, Office of 
Director 4pp 30036 019-30036 361 

-8504260310 Public version ol updates to SOPs.Vol Ml of "San Luis ObisPO County Nu 
clear Power Plant Emergency Response Plan," including rev to SOP III 10, "Depi of 
General Sves" W/e50419 release memo 

• Pacific Gas & Electric Co 65/03/26 339pp 30036 023-30036 361 

8604020295 Forwards updated ovafualion of pilol program for conducting annual team 
Jrisps & heavily loading site w/residonl Inspectors.per 050226 preliminary review of 
pilot program Pilot program successful 

MAnTfN.J B Region 5. Office of Director 85/03/28 TAYLOR. J Director's Office. 
Oftico of Inspection and Enforcement 7pp 29577 226-29577 238 

0504250084 Forwards Safeguards Insp Repls 50 275/05 12 & 50 323/85-11 on 
050304 00 & notice of violalion Rept & notice of violation withheld (raf 1 0CFR73 21 ) 
MONTGOMEHY.J L Region 5, Office of Dfroctor 05/03/28. SHIFFER.J D Pacific 
Gas & Electric Co 2pp 3O02O 138 30020 139 
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B504250450 Forwards Insp Rcpls 50 275/85 14 & 50-323/85 02 on 050304-08 No VJO 
lalion noted 

KIRSCH,DF Region 5, Office of Director 85/04/04 SNIFFER, J D Pacific Gas S 
Electric Co 2pp 29980 308 29989 351 

-6504250458 Insp Repts 50-275/85-14 & 50 323/85 02 on 850304 08 No noncompli 
ance or deviation noted Major areas inspecled area insp jicensee actions on previous- 
ly identified items, IE bulletins, 10CFR50 55(e) items & TMI task action items 
GURDOIN.J F , DODDS, n Region 6, Office of Director 85/04/03 lipp 29989 310 
29980 320 

8504160039 Forwards reponses fo Allegations 1516,1517,1518,1523 & 1524 re fire pro 
tection & hydrogen gas sys 

SNIFFER, JD Pacific Gas & Electric Co 85/04/09 KNIGHTON.GW Licensing 
Branch 3 9pp 29799 286 29799 294 

8504250179 Forwards Rev 12 to security plan Changes provide clarification requested 
by NRC during Unit 2 850304 09 preoperational insp Rov withheld (ref 10CFR73 21) 
SNIFFER, JD Pacific Gas & Electric Co 85/04/10 MARTIN, J B Region 5. Office of 
Director ip 29985 155-20905155 

8504190406 Informs that SPDS operable m accordance w/requiromenfs of SuppJ 1 to 
NUREG 0737, per 850228 commilment 

SNIFFER, JD Pacific Gas & Eleclnc Co 85/04/16 KNIGHTON.GW Licensing 

Branchs Ip 29919 048 29919 040 

8504290320 Forwards fesponses to Allegations 1659,1660,1661,1662 & 1663 r© use of 
flammable matl Responses resolve allegafions 

SNIFFER, JD Pacific Gas & Electric Co 85/04/22 KNIGHTON,GW Licensing 

Branchs Opp 30049 252-30049 259 

6504290330 Forwards rept of emergency lighting level study for App R fire protection 
review, per 841206 commilmont Sufficient Hluminalion levels available for operation of 
safe shutdown equipment Ack of receipt of mall requested 

SNIFFER, JD Pacific Gas & Electric Co 85/04/22 KNIGHTON.GW Licensing 

Branch 3 2pp 30051 207-30051 290 


G Adjudicatory correspondence 

8504100275 Informs parties of Commissioner Zech 850419 lour of facilities Any parly 
wishing to have singlo representahvo attend tour must notify B Faulkenborry by 
850417 Served on 050408 

CLAUSEN, M J Commissioners //205 455 05/04/08 Offico of the Execulivo Legal 
Director Ip 29729 302-29729 362 

6504240320 Opposes issuance of license for fuel loading & operalion of Unit 2 based 
on grounds presented in opposilion to licensing of Unit 1 & ALAB 763 No licnnso may 
lawfully be issued until ASLAB issues decision on QA m design of Unit 2 
REYNOLDS, J R Center for Law in Ihe Public Inlerost REYNOLDS.J R Joint tntOAre 
nors • Diablo Canyon //205 669 85/04/22 PALLADINO.N . GILINSKY.V, 

ROBERTS,! Commissioners Ip 29967 307*20967 307 


8504300335 Discusses rt'sults of Weslinghoiis© comparison analysis on effects of tailed 
paint on safety sys inside conlnintnonl Documenlatron of analysis being maintained in 
pmiecl files 

SHIFFER.JD Pacific Gas & Electric Co 85/04/25 KNIGNTON,GW UcenBing 
Branchs ip 30063 351*30063 351 

8504300349 Advises that all const & preoperational testing required for fuel loading & 
low power testing essentially complete Master list of open items keyed to operational 
milestones end 

SNIFFER.J 0 , CRANE, P A Pacific Gas & Electric Co 85/04/25 OENTON.H R Offico 
of Nuclear Reactor Regulation, Director MARTIN, J B Region 5, Office o( Director 
4pp 30066 153 10006 156 

8504300438 Certifies that 850423 draff Tech Specs reflect FSAH.SER & as built config 
uration of plant Marked up drall Tech Specs end 

SHIFFER,J D Pacific Gas S Electric Co 85/04/25 THOMPSON, H L Division of Li 
censing 34pp 30065 308 30065 341 


Q Inspection reports, IE Bullelins & correspondonco 


8504180327 Lists actions &/or documentalion necessary to close out IE Bullcitn 81 01, 
‘'Surveillance of Mechanical Snubbers," for listed facilities prior to finalizing closeout 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 86/02/11 STAROSTECKI R Region 1, Office ol Director 4pp 29914 165* 
29914 168 

8503190659 IE Info Nolico 85 022. “Limitorquo Motor Operalcd Valves Resulting From 
Incorrect Installation of Pinion Goar ’ Sve list end 

JORDAN.EL Division of Emergimcy Preparedness & Engincaring Response (Post 
830103) 05/03/21 Consolidaled Edison Co of New York. Inc fOBpp 29597 001- 
29597 005 

8503210461 IE Info Notice 05 023, ' 'Inadequate Surveillance & Post Mainl & Post Mod 
Sys Tesling *' Sve fist end 

JOROAN»bL Division of Emergency Prepdroclnoss & Engineering Response (Post 
830103) 85/03/22 Consolidated Edison Co of New York, Inc fOOpp 29656 001* 
29656 107 

8604110395 Forwards Insp Rcpls 50 275/86 01 & 50 323/85 03 on 850106 0216 No 
violation noted 

KIRSCH.DF Region 5, Offico ol Director 85/03/22 SHIFFER.JD Pacific Gas & 
Electric Co 2pp 29775 316 29775 336 

-8504110406 Insp Ropts 50 275/85 01 & 50 323/05 03 on 850106 0216 No violation 
or deviation noted Major areas inspected preoperational test pro gram, star! up tost 
program, followup on open items, allogatrons & LCRs 

MENOONCA,MM . PADOVAN.ML, ROSS,! M Region 5. Offico of Director 85/03/ 
20 19pp 20775 310-20775 336 


H General correspondence 

8504030041 Responds to 050223 Itr ro offocts of earthquakes on facility emorgnney 
planning Roquosl for public forum denied 

PALLADINO.N J Commissioners 65/03/13 CULVER.N San Luis Obispo Mothers lor 
Peace 6pp 29606 024-29606 030 

*•8504030044 Requosis public forum to discuss facility ovacuallon plans in case of 
earthquake emergency. 

CULVER.N San Luis Obispo Mothers for Peaco 65/02/23 PALLADINO.N. Commis 
sionors Ip 20606 030-29606 030 


I, Financial Information 


8504020090 “1904 Annual Rept " W/850326 Ur 
CRANE, P A Pacific Gas & Boclric Co 84/12/31 . 54pp 29578 200 29576 252 


8504020386 Forwards executed certificate assuring that corlaln facilities at plan! are 
"pollution control facilities," per 850123 request ro util supplomonia) applications for 

De15tO^,H R Office of Nuclear Reactor Rogulation, Director 86/03/19 
CHANDLER, D E California, State of. 5pp 29586 001-29586 005 


J Insurance & Indemnity Information 


8503220444 IE Info Notice 05 024, '‘Failures of Protective Coalings In Pipes & HXs" 
Sve list end 

JORDAN.EL Division of Emorqoncy Preparodnoss & Engmeonng Response (Post 
830103) 05/03/26 Consolidalocf Edison Co of Now York, Inc fOBpp 29596 154- 
29596 363 

8504020295 Forwards updated ovalualion of pilot program for condudmg annual team 
Insps & heavily loading site w/resldent inspectors, per 850226 preliminary review ol 
pilot program Pilot program successful 

MARTIN.JB Region 6. Offico of Director 05/09/28 TAYLOR.J Director’s Offico, 
Offico of Inspoclion and Enforcomonl 7pp P9577 220 295/7 238 

8504250084 Forwards Safeguards Insp Repfs 50 275/65 12 & 50 323/85 1 1 on 
050304 08 & nolico of violation Repl & notico of violafion withheld (ref 10CFR73 21) 
MONTGOMERY.J L Region 5. Offico ol Direclor 85/03/28 SHIFFER.JD Pacific 
Gas & Efoclric Co 2pp 30020 130 30020 139 

0604220029 Forwards Insp Repls 50-275/85 06 & 50 323/85 07 on 05021 HI 5 No vio 
latlon noted 

WENSLAWSKI.F A Region 5. Offico of Director 05/03/29 SHIFFER.J D Pacific Gas 
& Electric Co 2pp 29939' 142 20939 151 

-8504220034 Insp Repfs 50 276/86*06 & 50 323/05 07 on 050211-15 No violation or 
deviation nolodMafor areas inspected Unit 1 blolonical shield radiation survey, Unit 2 
radiation protection program & radiation monitor calibrs 

GARCIA.EM, YUHAS.GP Region 5, Office of Director. 85/03/28 Opp 29939144- 
29939 151 


8504000245 Forwards Endorsement 43 to NELIA Policy NF-220 
CRANE, PA Pacific Gas & Electric Co 85/03/29 SALTZMAN.JD, Assistant Direclor 
for Stale & Licensee Relations 2pp 29681,099 29601*100 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8503200037 IE Info Notice 85 026, "Consideration of Thermal Condilions in Design & 
Installation of Supports for Diesel Generator Exhaust Silencers " Sve list end 
JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/02 Consolidated Edison Co of New York, fnc 107pp 29667 199- 
29667.305 


8504080396 Forwards rev to Chapter 17 Of updalod FSAR, consisting of QA program 
SHIFFER.J D Pacific Gas & Electric Co 65/03/29 MARTIN.J B Region 5. Office of 
Direclor 2pp 29677*259*29677,313 


-8504080400 Rev to updated FSAR Chapter 17, "QA Program" One overstee chart 
end Aperture card available In POR 

' Pacific Gaa & Electric Co 85/03/29 53pp 29677*261-29677.313 


P, Operating license stage documents & correspondence 


0603280046 IE Info Notice 85 026, "Vacuum Relief Sys for BWR Mark I & If Contain- 
ments " Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/02 Consolidated Edison Co of New York, Inc 02pp 29667,107- 
20667 198 

8504260150 Forwards Insp Repts 50-275/05-10 & 50 323/85 09 on 85021 1 14 No vIo 
fatfon noted 

WENSLAWSKI.F A Region 5. Office of Director 05/04/02 SHIFFER.J D. Pacific Gas 
& Efeclfic Co 2pp 30034 262*30034 290 


6504300089 Informs that SENTRY post-aeddont sampling sys operable & satisfies re* 
quiromenls of NUREG 0737, Item ll B 3 Performance capability demonstrated by com- 
pletion of listed Items Ack receipt of mat! requested i 

SHIFFER.J D Pacific Gas & Electric Co 85/04/25, KNIGHTON.Q W licensing 
Branch 3. Ip 30059 010-30059 010 


-8504260160 Insp Repts 60 275/05-10 & 50 323/65 09 on 850211-14 No ncncompli 
ance or deviation noted Major areas Inspected radiochomica) analysis pro grams, OA 
procedures & practices & split sample lest analyses involving Region V mobile lab 
HAMADA.G H . YUHAS.G P Region 6. Office of Director 85/04/02, 7pp 30034.284- 
30034 290 
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Q 5040 10 03 9 IE Jnfo Natics 85 027, ^‘NoUhcations lo NRC Op-era tions Ctr & fleportdng 
Events in LERs ” Svc lisi end 

JORDAN, EL Division of Emorgency Preparedness A. Engmeoring Response (Post 
830103) 05/04/03 Consofidaied Edison Co of New York. Inc aOpp 29690 255 
29090 362 


8504300658 "Repl on Discharge Moniloring a1 Diablo Canyon Power Planl During Jan- 
Mar 1985 ” W/a50<419 Itr 

THORNBERRV.R C Pacific Ga$ & Electric Co 85/03/31 JONES.K R California. 
Slate of 40PP 30069 059 30069 098 


8504180534 Forwards response lo NRC 850305 Ur ro violalion noied in Insp Rept 50 
323/85 06 Corrective actions project engineering electrical raceway support defects 
ovaluatod Field observaUon memo initialed 

SHIFFEflJ D Pacific Gas & Electric Co 05/04/04 MARTIN, JB Region 5. Office of 
Director 5pp 29911 156 29911 160 

8504250450 Forwards Insp Repts 50^275/85 14 a 50 323/65 02 on 650304 08 No vio 
lahon noted 

KIRSCH.D F Rogion 5, Office of Director 85/04/04 SHIFFER.J D Pacific Gas A 
Etoctfic Co 2pp 29969 306 29989 351 

-85042504S8 Insp Repls 50-275/85-14 & 50-323/05 02 on 850304 08 No noncompli 
ance or deviation noted Major areas inspected area insp.licensoe actions on previous- 
ly idonlnfied items, IE bullelinsJOCFRSO 55{e) iiems & 7MI task action Hems 
BURDOfN.J F . KANOW.L R , YOUNG, T Region 5, Office of Director 85/04/03 1 1pp 
299B9 3 1 0-29089 320 


S Roportabte occurrences, LERs & related correspondence 


8504100336 Discusses util 650325 Itr indicating that LER would be forwarded re fata 
submiital of info on 1904 personnel exposure Detailed review of NUREG-1022,Suppl 
1, Section 11, Item 2 9 Indicates LER submittal not required 

SHIFFER.J 0 Pacific Gas & Electric Co 85/03/29 MARTIN, J B Region 5. Office of 
Director Ip 2 9756 24 1 -29758 241 


T Hearing transcripts on non-entJtrust matters 


8504040344 Transcript of ACRS Subcommittees on Extramo External Phenomena & 
planl 850321 meeting In Culver City.CA Pp 1-449 Supporting documentation end 
* ACRS - Advisory Committee on Reactor Safeguards 85/03/21 545pp 20609 001- 
29610185 


"8504250464 "Technical Assistanca (or Insp of Reactors Under Const," progress rept 
for Nov 1964 

WADE, WO EG&G, Inc CUMMINGS, G E Lawrence Livermore National Laboratory 
FIN A-0753 84/12/12 KIRSCH.DF Region 5. Office of Director Bpp 29969321- 
29909 328 

"0504250409 “Technicat Assistance for Insp of Reactors Under Const," progress rept 
for Dec 1984 

WADE.WO EGSG. Inc CUMWINGS.GE Lawrence Livermore National Laboratory 
FIN A-0753 65/01/14 KIRSCH.DF Region 5. Office of Director lOpp 29989329 
2Q906 338 

"0504250474 ‘Technical Assistance for fnsp of Reactors Under Const,” progress repl 
for Jan 1985 

WADE, W O EG&G. tne CUMMINGS, Q E Lawrence Livermore National Laboratory 
FIN A 0753 85/02/11 KIRSCH,DF Region 6. Office of Director 13pp 29989 339- 
29089 351 

8504'050D42 SuppI 1 to IE Info Notice 65 003, “Separation of Primary Reactor Coolant 
Pump Shaft •& Impeller '' Svc list onci 

JORDAN, E L Division of Emergency Preparedness & Engineorlng Response (Post 
030103) 85/04/09 Consolidated Edison Co of Now York, Inc lOIpp, 297011025- 
29701 126 

OS040S0047 IE Info Notice D5-028, "Partial Loss of AC Power & Oiosol Generator Deg- 
radation •’ Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (PosI 
830103) 05/04/09 Consofidatod Edison Co of New York, Inc i09pp 29790 278 
20791 024 

8504090419 IE Info Notice 65-029, ‘ Use of Unqualified Sources in Well Logging Appll- 
caliona ” Svc list end 

PARTUOW.JG Division of Inspection Programs (Post 850212) 85/04/12 Consolidal 
ed Edison Co of New York, Inc 6Gpp 29632 001-29632 023 

8504170240 IE Info Notcco 05 030, "Microbiofogically Induced Corrosion Containment 
Svc Water Sys '' Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 65/04/19 Consolidated Edison Co of New York, Inc f09pp 29966 258- 
29906 3S3 

6504190055 IE fnfo Notice 85 032, ''Recent Engine Failures of Emergency Djeset Gen 
orators "■ Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/22 Consoridated Edison Co of Now York, fnc fOOpp 29980 239- 
29988347 

6504190060 IE Info Notice 85-033, "Undersized Nozzle To Shall Welded Joints in Tanks 
& HXs Conslrucied Under Rules of ASME Boiler & Pressure Vessel Code" Svc fist 
one) 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
030103) B5/04/22 Consolidated Edison Co of New York, Inc fO0pp 29989 001- 
29909 107 

8504220347 IE fnlo Nolice 84-a4,Rev 1, ‘'Deficiencies In Ferro Resonant Transformers ” 
Svc fist oncf 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830 1 03) 85/04/24 Consolidated Edison Co of New York, Inc lIBpp 30027 087- 
30027 1Q4 


R. Perfodfc operating reports & related correspondence 


8504080443 Forwards ''Tabulation of Personnel Exposura.Number of personnel & Man- 
Rom by Work & Job Function for 1984 " Tech Spec requiremenl for submission of 
repl pnor to 650301 inadvertently over iooked 

SHfFTER.J D Pacific Gas & Electric Co 85/03/25 MARTIN, J S. Region 5, Office of 
DErector Ip 29604 033 23684 035 

-8504080445 "Tabulalfon of Personnel Expos ure.Number of Personnel & Man Rem by 
Work & Job Function for 1984 '' 

* Pacific Gas A Efoclric Co 84/12/31. 2pp 296B4 034-29684 035 


0504030126 Forwards 'Thermal Effects Monitoring Program, 1964 Annual Rept" & 
progress rept for 1964 heat trealmeni optimization studies for marine biofouling 
conlfol Im pingemont A entrainment for 1985 wili be in 1905 progress ropt 
CARROLL.JC Pacilic Gas A Beciric Co 65/03/28 JONES, KR. Caldornia, State of 
Spp 29509,001 -29569 329 


-8504030134 'Thermal Effects Monitoring Program, 1984 Annual Rept" W/two oversize 
maps end Apartu/a cards available in PDR 
• Pacific Gas & Eleclnc Co 04/12/31 320pp 29589 010-29589 329. 


V. Operator Examfnalfons 


6504150289 Forwards fable indicating current status of individuals w/sonlor operator & 
operator licenses available for control room shift assignments during dual 
operallon.per request Staffing meals Tech Spec requrremenls 
SHIFFER.JD Pacific Gas A Electric Co 65/04/09 KNIGHTON.GW Licensing 
Branch 3 3pp 29799 276 29799.260 


DOCKET 50-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 


F, Security, medical, emergency & fire protection plans 

8504040190 Forwards Safeguards Insp Repts 50 324/85 07 A 50 325/85 07 on 
050312-16 No violations or devlallons identified 

VERRELLI.OM Region 2. Office of Orreclor 85/04/01 UTLEY, E E Corofina Power A 
Light Co 3pp. 2961 1 352 2961 1 354 

"8604040197 Safeguards Insp Repts SO 324/65 07 A 50-325/85 07 on 850312-15 No 
violations or deviations Identified Major areas Inspected security plan A implementation 
procedures A mot effectiveness Details withhold (ref 10CFR2 790 A 73 21) 

Tl LLMAN, A, MCGUIRE, D.R Region 2, Office of Director 65/03/27 Ip 29611 354- 
20611.354 

6504180117 Grants 841227 request for withholding SAR for SPDS end W/Q41227 sup 
pfemental response lo Generic Ltr 62-33 from public disclosure (rof 10CFR2 790) 
VASSALLO.D B. Operating Reactors Branch 2 85/04/01 UTLEY.E E Carolina Power 
A Light Co 2pp 29634.341-29634 343 

8504300300 Confirms that date validation sys & isofation devices of plant SPDS similar 
In concept to GE GESSAR2 design A Identical GE basic emergency response facility 
isolation sys.per NEDE 302B4P Sys Installed at listed plants 
ZIMMERMAN, SR Carolina Power A Light Co 65/04/19 VASSALLO.D B Operating 
Reactors Branch 2 Ip 30057 304-30057 304 


J. insurance & indemnity Information 


6504030005 Submits Info re present level & source of onsite property damage 
insurance.per 1 0CFR60 S4(w)(4) Lisfod facilities covered by primary nuclear insurance 
(or Apr 1984 - Apr 1985 w/Nucloar Mutual Ltd 

ZIMMERMAN.S.R Carolina Power A Light Co 85/03/29 THOMPSON.H L Division of 
Licensing ip 29588 355-29588.355 

6504240363 Forwards Endorsement 56 to NELIA Policy NF-216 
BAR HAM, C D. Carolina Power A Light Co 06/04/08 SALTZMAN.J Assistant Director 
(or State & Licensee Relations. 2pp 29960 331-29969 332 


P, Operating license stage documente A correspondence 


8504030329 Advises that 641003 clarillcalion of QA program requirements for measur- 
ing A test equipment A installed process Instrumentation constitutes reduction of com- 
mitments Clarification should be submitted to appropriate region 
VASSALLO.D B Operating Reactors Branch 2 85/03/11 UTLEY.E E Carolina Power 
A Light Co. 4pp 20606*1 6^1 -29608.1 64 

0604050102 Summary of 850228 meeting w/ulll re integrated scheduling plan A license 
amend Attendees list enc) 

GROTENHUlS,M. Operating Reactors Branch 2 85/03/11 Operating Reactors 
Branch 2, 3pp. 29675 015-29675.017 

6504160166 Forwards updated Region tl organization chart, reflecting recent personnel 
changes 

WALKER.n D Region 2, Office of Director 85/03/13 UTLEY,E.£ Carolina Power A 
Light Co Ip 29018107-29818 118 

8504100609 Forwards safety evaluation re demonstration of conlainment purge A vent 
valve op 0 rabllily,per B41221 request Response indicating ulil commitment to submit 
Tech Specs,modified lo include blocked valves, re quested within 30 days. 
VASSALLO.D.B Operating Reactors Branch 2 85/03/26 UTLEY, E.E Carolina Power 
A Light Co 3pp 29776 219 29775 227, 

"6604 100614 Safety evaluation re demonstration of containment purge A vent valve 
operability Valves acceptable 

’ Office of Nuclear Reactor Regulalion, Difector. 85/03/25 Bpp. 29775 222- 
29775^227, 
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8504100605 Requosis furlher reaponise within 30 days to Questions 1 a 2 of NRC 
8501 15 request for addi info ro rocombiner capability requirements of Generic Ur 04- 
00 Licensee 850301 response queslionod 

VASSALLO.D B Operating Reactors Branch 2* 85/03/26 UTLEY,E E Carolina Power 
& Light Co 4pp 29775 199-29775 202 

8504050244 Submits correction to 8S0314 Itr re emergency diesel generators Swing 
diesel generator configuration not utilized at facilities hour diesels used, each serving 
separate electrical buses 

ZIMMERMAN.S R Carolina Power & Light Co 85/03/28 VASSALLO,D B Operating 
Reactors Branch 2 2pp 29662 097-29662 098 

8504100089 Requests approval of alternative lest In lieu of hydrostatic lest of two Class 
2 piping welds Review & approval of request needed as soon as possible to permit 
startup from unscheduled maint outage Startup scheduled for 850407 
ZIMMER MAN,S R Carolina Power & Light Co 85/04/05 VASSALLO.D B Operating 
Reactors Branch 2 2pp 29729 228 29729 229 

8504240152 Authorizes use of alternative test of two Glass 2 ptpo wolds, instead of hy- 
drostatic test, per 850405 Itr Test will consist of dye penetrant Insp of welds & visual 
exam for leakage after pressurization to nominal operating pressure 
VASSALLO.D B Operating Reactors Branch 2 05/04/05 UTLEY, E E Carolina Power 
& Light Co 2pp 299QB 174 29986 175 

8504150349 Application for amend to Licenses DPR-71 8 OPR-62, revising Tech Specs 
to increase number of fuel bundles loaded around source range monitor during refuel- 
ing operations Fee paid 

CUTTER, A a Carolina Power & Light Co 85/04/09 VASSALLO.D B Operating Reac- 
tors Branch 2 2pp 29006 055 29806 070 

..8504150355 Proposed Tech Specs Incroasing number of fuel bundles loaded around 
each source range monitor during refueling operations. 

* Carolina Power & Light Co 05/0<1/09 14pp 29806 067 29806 070 

8504300633 Informs of review of util 831107 response to Generic Ur 83-28 to generic 
implications of Salem ATWS events Based on review of Item 1 1, plant post-trip ravlow 
program & procedure acceptable Safety evaluation end 

VASSALLO.D B Operaling Reactors Branch 2, 85/04/15 UTLEY.E E Carolina Power 
& Light Co 2pp. 30070 333 30070 339 

-D504300635 Safely evaluation supporting util 831107 response to Generic Ur 03- 
20, Item 1 1 re post-trip review (program description & procedure) 

* Office of Nuclear Roaclor Regulation, Director 05/04/15, 5pp 30070 335- 
30070 339 

8504120206 Generic Llr 05 06 to all PWR licensees & all applicants for OLs re QA guid- 
ance for ATWS equipment not safely-related Sve list end 

THOMPSON.H L Division of Licensing 85/04/16 Consolidated Edison Co of Now 
York, Inc 22pp 29947 208-29947 309 

8504260399 Requests remitlance of foe lor 850405 application requesting approval of 
alternative lest in lieu of hydrostatic test of two Class 2 piping wolds 
DIGGS, RM License Foe Managoment Branch 05/04/19 UTLEY.E E, Carolina 
Power & Light Co Ip 3D03B 361-30030 361 

8504300491 SuppI to 041029 appllcahon to amend Licenses DPR-71 & DPR G2,rGvising 
Tech Specs to delete ref to Spec 6 6 1 & correcting typo In Spec 6 13 2 a 1 to roflect 
reporting requirements per Generic Llr 63 43 

CUTTER.A B Carolina Power & Light Co 85/04/25 VASSALLO.D 0. Operating Reac- 
tors Branch 2 2pp 30003 324 30063 334 

-8504300492 Revised Tech Specs re radioactive liquid efflueni monitoring 
InslrumentatfOn, deleting Spec 66 1 & correcting Spec 6.13.2a 1 re effluent monitoring 
Inalrumontation & process control program 

* Carolina Power & Light Co 85/04/25 9pp 30063 326 30063 334 

0504300450 Advises that addI Tech Specs unnecessary for mochantcal stops in con 
tainmsnt purge & vent valves Design features & roquiromonts in FSAR will adequately 
assure that valve stops will not be romovod 

ZIMMERMAN.S R Carolina Power & Light Co 85/04/26 VASSALLO.D B Operating 
Reactors Branch 2 4 pp. 30065 099-30065 102 

8604300451 Informs that proposed mod meets intent of 640S08 Generic Ltr 84 09 ad- 
dressing rocombiner capafcility requirements Meeting in mid to (ate May 1905 in 
Bethesda.MD requested In order to more clearly present proposod solution 
ZIMMERMAN.S R Carolina Power & Light Co 65/04/26. VASSALLO.D 0 Operaling 
Reactors Branch 2 Ip 30065 098 30085 098 


8504120454 Forwards In&p Hepts 50-321/85 04 & 50-3P5/85 04 on 850201 28 & notiCG 
of violation 

VERRELLLO M Region 2. Office of Director 85/03/20 UTLEY.E E Carolina Power & 
Light Co 2pp 29807 158 29807 1/t 

-8504120467 Notice of violation from insp on 050201-28 

‘ Regron 2. Ofirce of Director 85/03/20 tp 29007 1G0-29B07 ICO 

-8504 120460 Insp Repts 50 324/85-04 & 50-325/85-04 on 850201 28 Violation 
noted failure to comploto applicablo portions ol post rcaLlor trip invostigalion rept prior 
to rostarl of Unit 1 

MYERS.DO, GARNER.LW, HICKS, TE Region 2, Office of Director 85/03/29 
tipp 29807 161-29807 171 

8504160008 Ack recofpl of 050308 Ilf informing NRC •! stopn takers lo correct violations 
noted In tnsp Repts 50-324/84 35 & 50-325/84 35 Implcmenlation of corrective ac 
tions will be oxammed in future insps 

WALKER.n D Region 2. Olfico of Director 89/03/20 UTLEY.E E Carolina Powor & 
Light Co ip 29810 131-29818 144 

-8504160077 Responds lo NFIC 050208 !tr re violations noted in Insp Ropls 60-324/84- 
35 & 50-325/84-35 Co rrcclivo ofition'i niarn stoam lines drained & inspected for 
damago Pfocoduro OP-32 revised lo inrfinJo dram valves to allow comploto draining 
DIETZ^.CR Carolina Power & Light Co 05/03/08 GRACE, JN Region 2. Olfice of 
Director 2pp 29810 1322 W 18 133 

-BS04160084 Forwards Insp Repts 50 324/84-35 & 50-324/BS 35 on 041201 31 & 
notice of violation 

WALKER.R D Region 2. Olfico of Director 85/02/08 UTLEY.E E Carolina Power & 
Light Co 2pp 29016 134 29818 144 

-8504160088 Notice of violation from insp on 041201-31 
• RegEon 2. Oflico of Director 85/02/00 Ip 20018 136 29810 136 

-0504160097 Insp Ropls 50-324/04-35 & 50-325/84-35 on 041201 31, Violation 
noted inadequate procedure for condenser cooling ovolLitiun ro opening valves to 
drain residual water lo radwasle from mnini stoam lino 

MYGRS.D.O . GARNEna W. HICKS, T E Region 2, Oflico ol Director 85/02/OG 8pp 
20018 137-29810 144 

6603190669 IE Info Notice 85 022, 1 1mitorquo Motor Operated Valves Ffosulling From 
incorrecl InstallatEon of Pinion Goar " Sve iist end 

JORDAN.E L. Division of Emorgoncy Proparednoss & Enginoonng Response (Post 
830103) 05/03/21 Consolidated Edison Co of New York, fnc tOSpp 29S97 001- 
29507'005 

65032 1 6401 IE Info Notice 85 023, 'Inaclequato Surveillance & Pest-Maint & Post Mod 
Sys Toslifig *’ Sve list onci 

JORDAN, tU Division of Emergency FVeparodnoss & Enginooring Response (Post 
030103) 85/03/22 Consolidalod Edison Co of Now York, Inc lODpp 29556001 
29666 107 

6603220444 IE Info Noltco 85-024, ’Tailuros of Prolactivo Coalings in Ptpoa & HXs" 
Sve fist end 

JORDAN.E L Division of Emorgoncy Preparodnnss & Enpinocring Rospenso (Post 
830103). 05/03/26, Consolidalod Edison Co of Now York, Inc lODpp 2 9596 154- 
29596 363 

8B04040190 Forwards Safeguards Insp Ropia 50 324-/05 f>7 & 68-325/05 07 on 
050312-15 No violniions or dovlaUons WonUfiod 

VERHELLI.D M Region 2. Oflico of DIroclor 85/04/01 UTLEY.E E Carolina Powor & 
Light Co 3pp 2061 L352 29611 354 

-8504040197 Safoguarda Insp Ropta 50 324/05-07 & 50 325/85-0/ on 050312-15 Ne 
violations or deviations fdonlifiod Major areas inspected. security plan & implofroniatlon 
procedures & mgt offoclivenessDotaifs witlihold (rof 10GFR2 79-0 & /3 21) 
TILLMAN.A, MCGUIRE.DR Region 2, Office ol Director 6G/03/27 Ip 29611 354- 
20611 354 

8603280037 IE Info Netlco 85-025, “Considerallon of Thermal Conditions in Design & 
tnste II alien of Supports for Diesel Generator Exhuusi Siloncors " Sve list end 
JORDAN.E L. Division of Emergency Preparedness & Enginooring Responao (Posf 
030103) 05/04/02. Consolidated Edison Oo of Now York, Inc 107pp 29667 109- 
20667*305 


Q. Inspection reports, IE Bulletins & correspondence 

0504120102 Responds to FOIA request for Caseload Forecast Panel files in Ofc ol Re- 
source Mgt Forwards listed documenls Documents also available in PDR 
FELTON.J M Division ol Rules and Records 84/06/06 KILLEFER.C Shaw. Pittman, 
Polls & Trowbridge 2pp 30300 003 30303*129 

8604160614 Forwards Insp Repts 50 324/85-03 & 50 325/85 03 on 850101-31 & notice 
Of violation 

VERRELLI.D M. Region 2, Office of Director. 85/03/06 UTLEY.E E Carolina Power & 
Light Co 2pp 29810.304 29010 310. 


-8604150519 Nolice of violation from insp on 850101-31 
* Region 2, Office ol Diroclor 85/03/06 Ip 20810 308-29610 306 

-8604160528 Insp Repts 50 324/05 03 & 50-326/85 03 on 850101-31. Violation 
identi 1 1 ad. inadequate procedures for release of radioactivity 

MYERS, D.O. GARNER.LW. HICKS.T E Region 2. Office ol Director 85/03/05. 
12pp 29810 307-29810 310 

8604160237 Forwards Insp Repts 50-324/85-06 & 50 325/85 06 on 860219-22 No vio- 
lations or deviations noted „ 

VERRELLI.D M. Region 2. Office of Director 05/03/08 UTLEY, E.E. Carolina Power & 
Light Co 2pp, 29820 258 29820 262 


"8604160249 Insp Repts 50-324/B5 06 & 50 325/05-06 on 850219 2 2 No violations or 
deviations noted Major areas inspected pipe support baseplate desigri w/concrete ex- 
pansion anchors, per IE Bulletin 79 02 & seismic analysis per IE Bulletin 79-14. 
ANQ.WP, BLAKE, JJ Region 2, Office of Director. 65/03/06, 6pp 20820 266- 


29820 262 


8503280046 IE Info Noltco 85 026. “Vacuum Relief Sys tor BWR Mark I & ff Confaln- 
ments “ Sve list end. 

JORDAN.E L, Division of Emergency Prepnrocinoss Enginooring Response (Post 
830103) 85/04/02. Consolidated Edison Co of New York. Inc 02pp 29607rt07- 
29607.190. 

8604010039 IE Info Nolice 85-027, “Notifications to NRC Operations Cfr 8 Reporling 
Events In LERs “ Sve list end 

JORDAN.E L Division of Emergoncy Pfoparodnoss & Engineering Rosponso (Post 
830103). 05/04/03. Consolidated Edifion Co of Now York. Fnc. 90pp 20000*255- 
29690 362. 

8504 050042 SuppI 1 to IE Info Notice 05 003, “Separation of Primary Reactor Coolant 
Pump Shaft & Impeller '* Sve list end 

JORDAN, E.L Division of Emergency Preparedness & Enpinocring Response (Posl 
830103) 85/04/09. Consolidated Edison Co of Now York, Inc TOIpp 29701.025- 
29791.126. 

8504059047 (E Info Notice 85-020, 'Terhal Loss of AC Powor & Diesel Gonoralor Deg- 
radation “ Sve fist end 

JORDAN.E L Division of Emergency Preparedness & Engine ering Response (Post 
830103) 85/04/09 Consolidalod Edison Co of Now York, Inc f09pp 29700:270- 
29791-024 

8504090419 IE Info Notice 85 029, "Use ol UnqualHiod Sources in Well Logging Appli- 
cations '* Sve list encL 

PARTLOW.J.G, Division of fnspodion Programs (Posl 050212) 85/04/12, Consolidat- 
ed Edison Co of Now York, Inc 66pp 29032 001-29032 023 
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8504170240 IE Inro Notice 85 030 “Microbjotogically Induced Corrosion Containment 
Svc Water Sys " Svc list enci 

JORDAN EL Division of Emergency Preparedness & Engpneennq Response (Post 
030103} 05/0-1/19 Consolidated Edison Co of New York, Inc i03pp 29966 26B 
29966 363 

8504190055 IE Info Notice 95 032. ‘ Recent Engine Failures of Emergency Diesel Gert' 
orators ' Svc list end 

JORDAN.E L Division of Emergency Preparedness & Enorneering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc 109pp 29988 239 

29988 347 

0504 190060 IE Info Nolrce 85-033, ' Undersized Nozzfe To Shell Welded Joints in Tanks 
a HXs Conslrucietl Under Rules of ASME Boiler & Pressure Vesse) Code " Svc list 
end 

JORDAN E L Division ol Emergency Preparedness a Engineering Response (Post 
830103) 85/04/22 ConsotJdated Edison Co, of New York, Inc lOBpp 29989 001- 

29989 107 

8504220347 IE Info Notice a4-04.Rev 1 , "Deficiencies in Ferro Resonant Transformers " 
Svc list end ^ ^ ^ 

JORDAN.E L Division of Emergericy Preparedness & Engineering Response fPost 
B30103) 85/04/24 Consolidated Edison Co of New York, tnc llfipp 30027 067* 
30027 184 


R Periodic opcraling reports & rotated correspondence 

8504090510 “Semrannaat Environ & Efiluent Refease RepUan June 1962" W/820811 

DIETZ.CR CaroSina Power & Light Co 82/06/30 O'REILLY, JP Region 2, Office of 
Director 115pp 29716 097*29716 210 

8504100391 ‘ Semiannual Environ & Eflluenl Release RepUan June 1903 " W/830822 
Itr 

DIETZ.C R Carolina Power & Light Co 83/06/30 O'REILLY, J P Region 2, Office of 
Director 27pp 29756 295*29756 321 

8504100501 ‘Somiannual Environ & Effluent Release RopUulOec 1983" W/8402t5 

DIETZ.CR Carolina Power & Light Co 83/12/31 O’REILLY, JP Region 2. Office of 
Director IIOpp 29761 082-29761 199 

6504100569 'Semiannual Environ a Efffuent Release RepUulDec 1983" W/840215 

Ur 

DIETZ.CR Ca/ofina Power & Light Co 83/12/31 O'REILLY, JP Region 2, Office of 
Director 106pp 29762154-29762 260 

8504100574 "Environ Radiclogtcal Monitoring Rept for 1983 *’ W/840326 Hr 
PASIEUR.RD, SHEARIN.RL, DIETZ.CR Carolina Power a Light Co 83/12/31 
O'REILLY, J P Region 2, Office of Director 53pp 29763 172-29763 226 

6504090336 "Semiannual Radioactive Efiluent Release RepUan June 1984" W/ 
840821 itr 

DIETZ.CR Carolina Power & Light Co 84/08/30 O'REILLY.JP Region 2, Office of 
Director 223pp 29717 043 29717 265 

850419D627 Monthly operating repls for Feb 1985 W/850307 Hr. 

HARRISON.F, DIETZ.CR Carolina Power & Light Co 85/02/28. 9pp 29923 227- 
29923 235 

6504 1 60168 Forwards revised "Semianniret Radioactive Effluent Release Rept,Jul Dec 
1984 ’’ Rev corrects pages missing or out of order from original version did 850221 
DIETZ.CR Carolina Power & Light Co 85/03/06 GRACE, JN Region 2. Office ol 
Director Ip 29822112-29822 256 

-*05O'41 60176 Revised "Semiannual Effluent Release Repl,Jul*Oec 1984 " 

• Carolirwi Power A Light Co 84/12/31 144pp 29822113*29822 256 

8504110715 Monthly operating repi for Mar 1985 W/850401 Hr 
HARRISON.F, DIETZ.CR Carolina Power A Light Co 85/03/31 TAYLOR.J.M Direc- 
tor’s Office, Office of Inspection and Enforcement. 11pp 29778 121 2977B 131 


8504170308 LER 85 003 00 on 050310, unexpected primary containment O^up 1 i^la- 
lion occurred during response time testing of mam turbine stop valves Ponodic Test 
PT 45 1 6-2 & corresponding response lime test revised W/850409 Hr 
PASTVA.MJ. DJETZ.CR Carolina Powof & Light Co. 85/04/09 2pp 29039 160 
29839 169 


V. Operator Examinations 


8504120399 Informs Ihat written.oral & simulator operator exams scheduled (or wk of 
850520.per lefcon w/P Hopkins End fist of ref mails neodod by 850329 Requirements 
for con^eftng exams also one) « 

VERRELLI.D M Region 2. Office of Director 05/03/26 UTLEY, E E Carolina Power & 
Light Co 5pp 29797 322-29797 326 


DOCKET 50-325 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


F Secorfly, medical, emergency & fire protection plans 


0504040190 Forwards Safeguards (nsp Repls 50-324/05 07 & 50-326/05 07 on 

650312-15 No violations or deviations Idonlifled. „ 

VERRELLI.D M Region 2, Office of Direclor 86/04/01 UTLEY, E E Carolina Power & 
Light Co 3pp 29611 352-29611 354 


■8504040197 Safeguards Insp Repts 50-324/05 07 & 60-325/85 07 on 050312-15 No 
violafions or deviations identified Major areas Inspected securily plan & Implementation 
procedures & mat effectiveness Details withhold (ref 10CFR2 790 & 73 21) 

TILLMAN. A Region 2, Office of Director 05/03/27 Ip 20611 354-20611 354 


8504160117 Grants 041227 request for withholding SAR for SPDS end w/841227 sup 
plemenial response to Generic Ltr 82-33 frorn public disclosure (ref 10CFR2 790) 
VASSALLO.D B Operaiing Reactors Branch 2 B5/04/01 UTLEY, E E Carolina Power 
& Light Co 2pp 29834 341-29834 343 

8504300300 Confirms that data validation sys & isolation devices of plant SPDS similar 
rn concept to GE GESSAR2 design & idenllcpi GE basic emergency response fncifity 
Isolation sys, per NEDE 30284P Sys installed at listed plants 

ZIMMERMAN.SR Carolina Power & Light Co 85/04/19 VASSALLO.D 0 Oparatmg 
Reactors Branch 2 Ip 30057 304 30057 304. 


J. Insurance & Indemnity Information 


8504030005 Submits info re present level & source of onsite property damage 
insurance.per 10CFR50 54(w)(4) Listed facilities covered by primary nuclear msuranco 
for Apr 1984 - Apr 1985 w/Nuefear Mutual Lid 

ZIMMERMAN.S R Carolina Power & Light Co 86/03/29 THOMPSON.H U Division of 
Licensing Ip 29588 355-20588 365 

8504240383 Forwards Endorsement 56 to NELIA Policy NF-218. 

BARHAM.C D Carolina Power & Light Co 85/04/08 SALTZMAN.J Assistant Director 
for Stale & Licensee Relations 2pp 20969 331-29969 332 


P. Operating license stage documents A correspondence 


8504030329 Advises that 841003 clarification of QA program requirements for measur- 
ing A test equipment A maialled process instrumentation constitutes reduction of com- 
mitments ClanJication should be subrnlUed to approprfala region 
VASSALLO.D B Operating Reactors Branch 2. 85/03/11 UTLEY.E.E. Carolina Power 
A Light Co 4pp 29606 161-29606.164. 

8504050102 Summary of 850220 meeting w/util re integrated scheduling plan A license 
amend Attendees fist end 

QROTENHUIS.M Operating Reactors Branch 2 86/03/11 Operating Reactors 
Branch 2 3pp 29675 015-2&675 017 


5. Reportable occurrences, LERs A related correspondence 

8504120182 Responds to FOiA request for Caseload Forecast Panel files in Ofc of Re- 
source Mol Forwards listed documents Documents also available in PDR 
FELTON.J M Division of fluJes and Records 84/06/06 KILLEFER.C Shaw, Pitlman, 
Potla & Trowbridge 2pp 30300003-30303 129 

8504040161 Forwards AEOD/e502. "Failure of RHR Suppression Pod Cooling Valve to 
Operate," engineering evaluation rept Failure of anti rotation device not uniquo to 
valves miq by Anchor Darling Issua/^ce of suppi to IE notice suggested 
HELTEMES.CJ Director’s Office 05/01/25 WLOR.JM Director's Office. Office of 
Inspeclion and Enforcement 2pp 29619 127-29619 134 

-8504040163 "Failure of RHR Suppression Poo) Cooling Vahro to Operate," engineer- 
ing evaluation rept 

HSD.C Reactor Operations Analysis Branch 85/01/25 6pp 29618 129 29619 134 

6504160065 Special Rept 2 SR 85-2 on 850206, (ire barrier established for Fire Door 
201 Caused by routing temporary fire suppression supply through open door to pro- 
vide alternate suppression for Stations 2-CB-1 A 2 CB 2 

DIETZ.C R Carotina Power & Light Co 85/03/08 GRACE.J N Region 2, Office of 
Director Ip 29816 357-29018 357, 

8504030132 LER 84 013 01 on 841 11 2, while performing operabifily test on HPC1 
sys. sys auxiliary oil pump tripped on motor circuil breaker thermal overload A would 
not resfarf Clause unknown Devices reset A pump relurr^ed to svc W/850320 Itr 
PASTVA.M J . DIETZ.C R Carolina Rower A Light Co 85/93/20 2pp 29592 225- 
29592 220 

8S04080293 PN0-)J 85 035on 850401, plant shut down for repairs Caused by valve 
packing leak approaching Tech Specs limit on leakage inside drywall. Recirculation 
valve packing A electro-hydraulic oil leeks repaired 

HARDIN.AK, FREDRICKSON.P Region 2. Office ol Direclor. 85/04/03 1p 
29678 361-20678 361 


8504160185 Forwards updated Region il organization char I, re fleeting recent personnel 
changes 

WALKER.RD Region 2, Office of Direclor 85/03/13 UTLEY.E.E Carolina Power A 
Light Co Ip 298 IB 107-29818 118 

8504100609 Forwards safely evaluation re domonslraljon of containment purge A vent 
valve operabilUy.per 841221 request Response indicating ulil commitment to submit 
Tech Specs, modified to Include blocked valves, re quested within 30 days 
VASSALLO.D B Operating Reactors Branch 2 85/03/25 UTLEY, E E. Carolina Power 
A Ughl Co 3pp 29775 219-29775 227 

-8504100614 Safety evaluation re demonstralion of containment purge A vent valve 
operability Valves acceptable. 

' Office of Nuclear Reactor Regulatfon, Director 85/03/25 6pp 29775 222- 
29775 227 

8604100605 Requests further response within 30 days to Questions 1 A 2 of NRC 
050115 request for addf info re recomblner capability requirements of Generic Ltr 84- 
09 Ltcenaee B50301 response quesitorvod 

VASSALLO.D B Operating Reactors Branch 2. 85/03/26 UTLEY.E E Carolina Power 
A Ughl Co 4pp 29775 199-29775 202 

8504050244 Submils correction to 650314 Ur re emergency diesel generators Swing 
diesel generator configuratfon not utilized at fad I Hies. Four diesels used, each serving 
separate electrical buses 

ZIMMERMAN.S R Carolina Power A Ughl Co 85/03/28 VASSALLO.D B Operaiing 
Reactors Branch 2 app, 29862.097-29662 OBB 

8504100146 Provides addi fnfo re 850213 application for amend to License DPB'71 re 
onetime extension of surveillance Interval tor full-flow testing ol core spray 
pumps Refueling wiH start 850606 

ZIMMERMAN.SR Carolina Power A Light Co, 85/04/04 VASSALLO.D. B, Operating 
Reactors Branch 2 Ip 29729 258 29720'2S8. 
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8604150340 Application for amend to Licenses DPR*/1 & DPR 02, revising Tech Specs 
to increase number of fuel bundles loaded around source range monitor during refuel 
mg operations Feo paid 

CUTIER.A B Carolina Power & Light Co 05/04/09 VASSALLO,D D Operaling Beac 
tors Branch 2 2pp 29006 055*29006 070 

—0504150355 Proposed Tech Specs increasing number of fuel bundles loaded around 
each source range monitor during refueling operalions 
‘ Carolina Power a Light Co 05/04/09 14pp 29006 057-29006 070 

0504300633 Informs of review of ulil 831107 response to Generic Ltr 83 28 ro generic 
implications of Salem ATWS events Based on review of Item l 1. plant post-trip review 
program & procedure acceptable Safely evaluation end 

VASSALLO,DB Operating Reactors Branch 2 85/04/15 UTLEY.EE Carolina Power 
& Light Go 2pp 30070 J3d 30070 339 

'•0504300635 Safety evaluation supporting ulil 031107 response to Generic Ltr 03 
20, Item 1 1 ro post-trip review {program description & procedure) 

' Office of Nuclear Reactor Regulation, Director 85/04/15 5pp 30070 335 
30070 339 

0504120206 Generic I tr 05 06 to all PWR licensees & all applicants for OLs re QA guid 
ance for ATWG equipment not safely related Sve list end 

THOMPSON, H L Division of Licensing 86/04/16 Consolidated Edison Co of New 
York, Inc 22pp 20047 200-29947 309 

Q504300491 Suppt to 041029 application to amend Licenses DPR-71 & DPR 62, revising 
Tech Specs to delete ref to Spec 66 1 & correcting typo in Spec 6 13 2 a 1 to reflect 
reporlirg requirements per Generic Ltr 83*43 

CUTTER, A 0 Carolina Power & Light Co 05/04/25 VASSALLO.D B Operating Reac 
tors Branch 2 2pp 30063 324 300G3 334 

-B504300492 Revised Tedi Specs re radioactive liquid elfluont monitoring 
instrumontalion.doloting Spec 6 6 1 & correcting Spec 6 13 2 a 1 re elfluont monitoring 
lostrumonlalion & process control program 
• Carolina Power a Light Co 00/04/25 9pp 30063 326 30063 334 

0504300450 Advises that add Tech Specs unnecessary for mechanical stops in con* 
tamrnenl purge a vent valves Design features a requirements in FSAIl will adequately 
assure that valve stops will not be removed 

ZIMMER MAN.SR Carolina Power a Light Co 05/04/26 VASSALLO.OB Operaling 
Reactors Branch 2 4pp 30065 099 30065 102 

8604300451 Informs that proposed mod meets intent of 040508 Gorionc ltr 04 09 ad 
dressing recombiner capability requirements Mneling in micl to late May 1985 In 
Dolhosda,MD requested In order to more dearly present proposed solution 
ZIMMERMAN, SR Carolina Power a Light Co 85/04/26 VASSALLO.OB Oporatiny 
Roaclors Branch 2 Ip 30005 008 30065 090 


Q. Inspection reports, IE Bulletins a correspondoncG 

8504150514 Forwards fnsp Repls 50 324/05 03 a 50 325/85 03 on 050101-31 a notice 
of violation 

VERRELI.I.D M Region 2, Office of Diroclcr 05/03/06 UTLEY, E E Carolina Power a 
Light Co 2pp 29010 304 29010 310 

"8504150519 Notice of violation from Insp on 850101*31 

• Region 2. Office of Director 05/03/06 Ip 29810 306 29610 306 

•-8504150520 fnsp Repls 50 324/85 03 a 50 325/05*03 on 850101 31 Violation 
idonlificd inadoguate procoduros (or release of radioactivity 

MYERS.DO, GARNER,LW, HICKS,T E Region 2, Offico of Director 05/03/05 
12pp 29810 307*29810 318 

8504160237 Forwards Insp Repla 50-324/05 06 a 50 325/85 06 on 050210 22 No vio 
lations or deviations noted 

VERRELLI.D M Region 2, Offico of Director 85/03/00 UTLEY,E E Carolina Power a 
Light Co 2pp 29020 256-29020 202 

"8504160249 Insp Repts 50-324/85 06 a 50 325/85 06 on 050210-22 No vtofalions or 
deviations noted Major areas inspected pipe support baseplate design w/concrolo ex 
panslon anchors, per IE Bulletin 79 02 a seismic analysis per IE Bulletin 79-14 
ANG.WP, BLAKE.J.J Region 2. Offico of Director 05/03/06 5pp 20820 250- 
29820 262 

0604120454 Forwards Insp Repla 50 324/85 04 a 50 325/05 04 on 050201*20 a notice 
of vtalatlon 

VERRELLI.D M Region 2, Oflico of Director 85/03/20 UTLEY, E E Carolina Power a 
Light Co 2pp 20Q07'1 68 29007 171 

"B504120467 Notico of violation from insp on 050201-20 

‘ Region 2. Office of Director 85/03/20 Ip 29007 160 29807 160 

"B504120460 Insp Ropts 50*324/05 04 a 50 325/05 04 on 050201-28 Violation 
noted failure to complele applicable portions of post-reactor trip (nvosllgation repl prior 
to restart of Unit 1 

MYERS.DO, GARNER.LW, HICKS.TE Region 2. Offico of Director. 05/03/20 
lipp 29807 161*29807 171 

8604100060 Ack receipt of 650300 ltr informing NRC of steps token to correct violations 
noted In Insp Rapts 50-324/04-35 a 50 325/04*35, Implemontalion of corrective ac- 
tions will bo examined in future Insps 

WALKER, R D Region 2, Oflico of Director 85/03/20. UTLEY.E E Carolina Power a 
Light Co Ip 29818 131*29010 144 

-6504160077 Responds to NRC 850208 Ur re violations noted in fnsp Repls 60 324/84- 
35 a 50 325/04 35 Corrective actions main steam lines drained a inspected for 
damage Procedure OP-32 revised to Include drain valves to alfow complete draining 
DIETZ, CR Carolina Power a Light Go 85/03/00 GRACE, JN Region 2. Offico of 
Director 2pp 29010 132*2981 0*133 

"6504160004 Forwards Insp Repls 60*324/84-35 a 50-324/06*35 on 841201-31 a 
notice of violation 

WALKER.n D Region 2, Ollica of Director 85/02/08 UTLEY.E E Carolina Power a 
Light Co 2pp 29818,134*29810 144 

"0504160080 Notice of violation from insp on 641201-31 

» Region 2, Office of Director 85/02/00 Ip 29B18 136-29818 136 


-B504160097 Insp Ropts 50 324/04 35 a 50 325/84 35 on 84120131 Violation 
noted inadequate procedure lor condenser cooling evolution re opening valves to 
dram residual water to radwaslc from mam steam line 

MYERS.O 0 . GARNER L W . HICKS.T E Region 2, Office of Director 85/02/06 8pp 
29810 137 29818 144 


850319D659 !E Info Notice 85 022, '‘Limilorquo Motor Operated Valves Resulting From 
Incorrect Inslallalion of Pinion Gear “ Sve list end 

JORDAN, E L Division of Emergency Preparedness a Engineering Response (Post 
030103) 05/03/21 Consolidated Edison Co of New York, Inc lOOnp 29597 001* 
29597 005 


0603210461 IE Info Notice 85 023, “Inadequate Surveillance a Post-Maint a Post Mod 
Sys Testing “ Sve list end 

JORDAN.E L Division of Emergency Preparedness a Engineering Response {Post 
830103) 05/03/22 Consolidated Edison Co of New York, Inc lOBpp 29656 001- 
29656 107 


6503220444 IE Info Notice 85 024, “Failures of Protective Coatings in Pipes a HXs“ 
Sve Nst end 

JORDAN.E L Division of Emergency Preparedness a Erininoenng Response (Post 
830103) 85/03/26 Consolidated Edison Co of (4ew YorK, Inc lOBpp 29596 154- 
29596 363 


8S04040190 Forwards Safeguards Insp Ropts 50 324/85 07 a 50 325/85 07 on 
850312*15 No violations or deviations Idonlilied 

VERRELLI.D M Region 2 Office of Director 85/04/01 UTLEY.E E Carolina Power a 
Light Co 3pp 2961 1 352-2961 1 354 

"0604040197 Safeguards Insp Repls 50 324/85 07 a 50 325/05 07 on 850312*15 No 
violations or deviations identified Major areas inspected security plan a implementation 
procedures a mat offoclivoness Dolaifs withheld (ref 10CFn2 /90 a 73 21) 
IlLlMAN.A, McGuire, DR Region 2, Oflico ol Director 86/03/27 Ip 29011 354- 
29611 354 


8503260037 IE Info Notice 85 025, “Consideration of Thermal Coriditions in Design a 
Installation of Supports for Diesel Generator Exhaust Silencers Sve fist end 
JORDAN.E L Division ol Emergency Preparedness a Engineering Response (Post 
B30103) 06/04/02 Consolidated Edison Co of New York, Inc T07pp 29667 199* 
29667 305 


OG032B0045 IE Info Notice 85 026, “Vacuum Relief Sys for BWR Mark I a II Contain- 
ments ■’ Sve list end 

JORDAN.E L Division of Emergency Preparedness a Engineering Response (Post 
830103) 05/04/02 Consolidated Edison Co ol Now York, Inc 92pp 29667 107 
29667 190 


8604010030 IE Info Notice 85 027, “Nolificalions to NRC Operations Clr a Reporting 
Events in LERs “ Sve list end 

JORDAN.E L Division of Emergency Proparodnoss a Engineering Response (Post 
030103) 05/04/03 Consdlcfotod Edison Co of Now York, Inc 98pp 29690 255 
29690 362 


0504050042 Suppl 1 to IE Info Notice 85 003, “Soparalion of Primary Roador Coolant 
Pump Sfiafl a Impollor " Sve list one! 

JORDAN.E L Division of Emergency Proparodnoss a Enginoonng. Rosponss (Post 
030103) 05/04/09 Consolidated Edison Co of New York, Inc lOtpp 29791 026 
29791 126 

8504050047 IE Info Notico 80 028, “Paiiiat Loss of AC Power a Diesof Generator Deg 
radallon “ Sve list onci 

JORDAN.E L Division of Emorgoncy Preparedness a Engineering Response (Post 
030103) 85/04/09 Consolldatotf Edison Co of New York, Inc 109pp 29790 278* 
29701 024 


8504090419 IE Info Notico 80 029, “Uoo of Unqunlifiod Sources m Well Logging Appli- 
cations " Sve list ond 

PARTLOW,J Q Division of Inspection Programs (Post 850212) 85/04/12 Consolidat- 
ed Edison Co of New York, Inc 66pp 29032 001-29832 023 

8504170240 IE tnfo Notico 05*030, “Microbiologically Induced Corrosion Conlammenl 
Sve Water Sya ” Sve fist end. 

JORDAN.E L Division of Emergency Preparedness a Enginoonng Response (Post 
030103) 05/04/19, Consolidatod Edison Co. of Now York, Inc f09pp 29966 258- 
29066 303 


8604190056 IE Info Nolice 85 032, “Roconl Engino Failures of Emergency Diesel Gen* 
orators '* Sve list and 

JORDAN.E L, Division of Emorgoncy Preparedness a EngtneDring Rosponso (Post 
030103) 85/04/22 Consotidated Edison Co of Now YorK, Inc foopp 29000 239 
29988 347 


8504190860 IE Info Notice 85 033, “Undersized Nozzle*To*Sholl Welded Joints tn Tanks 
a HXs Conslrudod Under Rules of ASME Boiler a Pressure Vessel Codo.“ Sve list 
end 

JORDAN.E L, Division of Emergency Preparedness a Engineering Roaponse (Post 
030103) 05/04/22 Consolidated Edison Co ol Now York, fnc fOOpp 29989.001- 
29989.107 


8604220347 IE Info Notice 84 a4,Rev 1, “Doficlencies in Ferro Resonant Transformers “ 
Sve list end 

JORDAN.E L Division Of Emergency Preparedness a Engineering Response (Post 
830103) 85/04/24 Consolidatod Edison Co, of New York, Inc flBpp 30027 067* 
30027,104 


R. Periodic operating reports & related correspondence 


0504090610 “Semiannual Environ a Effluent Release Rept.Jan-June 1902 “ W/820011 
ltr 

DIETZ, C R, Carolina Power a Light Co, 82/06/30 O'REILLY, J P Region 2, Office of 
Director 115pp 29716 097*29716 210 
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504 100391 "Semiannual Environ & Efliiuent Release R opt. Jan June 1083 ” W/830&22 
Itr 

DIETZ, CR Carolina Power & Light Co 83/06/30 O'REILLY.JP Region 2, Olftco of 
Director 27pp 2075fi 205 20756 321 

8504100501 "Semiannual Envrron & Effiuonl Release Rep1,Jul-Dec 19&3'' W/a<l0215 
Itr 

OIETZ.CR Carolina Power & Lrghl Cd 83/12/31 O’REILLY, JP Region 2. Office of 
Director IIOpp 29761 082 29761 103 

8504108559 ' Semiannual Environ & Effiuonl Roleass Rept.Jul-Oec 1963 ■' W/040215 
Itr 

DIETZ, CR Carolina Power & Light Co 83/12/31 O'REILLY, JP Region 2, Office of 
Director 106pp 29762 154 29762 260 

0504108574 ‘’Environ Radiofonlcal Monitoring Ropt for 1983 " W/640326 Ur 
PASTEUR.RD, SHEARIN.RL, DIETZ.C.R Carolina Power & Light Co 83/12/31 
O’REILLY ,J P Region 2, Office of Director 63pp 29763 172 29763 226 

0504090336 “Semnannual Radioactivo Efffueni Rofease Rept, Jan June 1984“ W/ 
840821 Itr 

DiE7Z.cn Carolina Power & Light Co 04/06/30 0’REILLY.JP Region 2, Office of 
Director 223pp 28717043 29717 265 

8 S 04 198627 Mo nihl/ operating repts for Feb 1985 W/850307 Hr 
HARRISON, F . DIETZ, C H Carolina Power & Light Co 05/02/20 9pp 29923 227 
29023 235 

8604160166 Forwards revised "Semiannual Radioactive Effluent Releaso Repl.Jul Dec 
1984 " Rev corrects pages missing or oul of order from original vorsior^ did 050221 
DIETZ.cn Carolina Power & Light Co 85/03/06 GRACE.JN Region 2, Office of 
Director Ip 29822 1 1 2>29822 256 

--3604160176 Revised "Semiannual Eflluejit Roleaso Rept.Jul-Dec 1984 " 

" Carolina Power & Ligm Co 84/12/31 144pp 29822 113 29822 256 

8S04110715 Mo nthivopa rating ropt for Mar 1085 W/a50401 Itr 
HARRISON.F , DIETZ, C R Carolina Power a Light Co 85/03/31, TAYLORJ M, Direc- 
tor’s Office, Office of Inspection and EnforcomenL 11pp 28770 121 29778 131 


S, Reportable occurrences, LERa A related correspondence 

8504120182 Responds to FOIA request for Caseload Forecast Panel files In Ofc of Re- 
source Mgt Forwards listed documenls Documents also available in PDR 
FELTON,] M Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Pillman, 
Polls A Trowbridge 2pp- 30300003 30303 129 

8504100180 LER 81 014/03L-1 on 81 01 20, pressure suppression pool fovel exceeded 
high level spac Caused by failed valve motor^Volvo motor F012 replaced & returned to 
SVC W/a50304 Itr, 

PASTVA.MJ, DIETZ ,CR Carolina Power & Light Co 85/03/04 GRACE.JN Region 
2, Olfico 0) Director 2pp 29020 1 94-29820 1 95 

8584040226 LER 84 033 01 on 641 119. Chlorine Isolation portion of con>trol bldg omer 
genoy ventifalion sys did not saliafy FSAR or Tech Spec criteria Cause unknown Plant 
mod to conform to criteria will bo implomented W/6S0314 Itr 
POULK.RM. DIETZ, CR Carolina Powor 8 Light Co 85/03/14 4pp 29670 043 
29670 046 

3504080560 LER 66 015-01 on 8 4 0806, test procedure did not provide for required tost 
ing of monitor downscale 8 high voltage supply low inoperabfo alarm 
functions Caused by inadequate technical review during development W/850327 Iti 
PASTVA.MJ. DIETZ, C a Carolina Power & Light Co 85/03/27, 5pp 29887 092- 
29687 096 

8604080S53 LER 85 013 00 on 650307 & 22,control bldg HVAC sys manually Isolatod 
due to receipt of high chlorine alarms at chlorination sys storage location Cause not 
determined W/B50329 Itr 

PASTVA.MJ, DIETZ.CR Carolina Powor 8 Light Co 85/03/20 2pa 29607 097- 
29687.098 

8504110730 LER 85 012*00 on 850305 A 11, control bldg emergency air filtration sys 
train 2B automatically Initialed due to ftro alarms Caused by personnel pfogging smoke 
detector In base & tobacco 8nioke,ro^ectiv6l/ W/6504-03ltr. 

PASTVA.MJ. DIETZ, C.n Carolina Power & Light Co. 85/04/03 3pp. 2977 0 212- 
29778 214 

8504110745 LER 85-014 00, on 85030 9, RC!C sys aulcmalically isolatod due lo actual ion 
of RCIC equipment room ventilation differential high temp Instrument 1 E51 DTS- 
N601 A Caused by steam leak on valve 1-E51-V20 Valve repalrodW/850403 Hr 
PASTVA.MJ, DIETZ.CR Carolina Power & light Co 85/04/03 2pp 29778 241 
2 9778 242 

85042904G8 RD 1 05-016 on 050406, Typo C leakage limits exceeded for RHR Subsys 
tern A suppression pool suction valve 1-E11-F020A LER will be submitted within 30 
days following completion of tesi 

D1ETZ.CR Carolina Power A Light Co 05/04/15 Record Servicos Branch (Docu- 
ment Control DeskI Ip 30053 316-30053,315 

6S04250461 LER 85-010 00 on 860310,venlilalion exhaust radiation monilors 1(2)-012- 
RW-N010A A B inoperable Caused by fnherent problem in Periodic Tast-04.1 1 Test 
being revised W/850416 Hr 

PASTVA.MJ, DIETZ.CR Carolina Power A Light Co 85/04/10 2pp 30020 360- 
30020 361 


V. Operator Examinations 

0504120399 Informs that written.oral A simulator operator exams scheduled for wk of 
B50520,per lelcori w/P Hopkins Enel llsl of rsf mail's needed by 850329 Requirements 
for conducting exams also end 

VERRELLI.O.M. Reg^^on 2. Office of Diraclor. 65/03/25 UTLEY.E E Carolina Power & 
Light Co 5pp 29797 322 29797 326 
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F Security, medical emergency & fire protection plans 

0504100192 Forwards Insp Ropls 50 327/05-06 A 50 328/05-06 on 850106 0205 A 
notreo of violation 

VERRELLt.D M Region 2, Office of Director 85/03/01 PARRIS.H G Fonnesseo 
Vafley Authority Zpp 29820 1 96 29820 207 

-8S0418O215 Insp Repts 50 327/85-06 A 50-326/85 OB on 050106 0205 Violation 
noted failure to adequately make 10CFR50 72 repl re info on reactor protection sys 
malfunction 

FORD.E J , WATSON, L J . WEISE.S P Region 2, Office of Director 86/02/27 9pp 
29020109 20020 207 

6504150727 Notifies of 050312,14,18 A 20 site evaluation w/Bolse Interagency Flro 
Cache for eslablishmonl of omorgency VHF radio sys Radio sys, it inslallQd.will be 
used as support & backup communication moans m emergoncy situations 
VEHRELLI.DM Region 2, Olfico of Director 85/03/07 PARRIS.H C Tennessee 
Valley Authority Zpp. 29809 359 29809 360 

8504160409 Forwards Enforcement Conference Repts 50 327/85-11 A 50-320/85-11 
on 050228 

GRACE.JN Region 2, Office of Director 85/03/18 PARRIS.H G Tennessee Valley 
Authority 2pp 29810 331-29810 349 

-8504150497 Enforcement Conference Repts 50-327/85 11 A 50-328/85 11 Major 
areas discussed App R deficiencies A tmplemonlalion of licensee corrective actions 
delmeated m 840810 confirmation of action Hr Viawgraphs end 
IGNATONIS.A J Region 2, Office of Director WEISE.S P Region 3, Office of Director 
85/03/12 17pp 29810 333-29810 340 

8504010173 Forwards Insp Repts 50-327/85-12 A 50-328/85-12 A nolico of 
violation Notice of vioJaHon withheld (ref I0CFR2 790 A 73 21) 

WALKER.RD Region 2. Office of Director 86/03/26 PARRIS.H G To nnessoo Valley 
Authority 3pp 29569 163 29569 166 

-0504010100 Insp Repts 50 327/85 12 A 50 328/05-12 on B 5 0300 Violation 
noted protected area access controls Details withheld (ref 10CFn2 700 A 73 21) 
WArSON.L. MCGUIRE, DR Region 2, Office of Director 85/03/25 Ip 29589105- 
29569 165 

8004010198 Forwards revised central emergency control ctr implementing 
procedures, including Rev 15 to DNPEC - IP-2. "Operations Duty Specmlial.Proceduro 
for Notification of Unusual Event " W/850326 Hr 

HUFHAM.JW.Tannosseo Valley Authority 85/03/26 18pp 20569 344-29569 363 

8604160328 Forwards insp Repts 50-327/05 01 A 50-328/85 01 on 850114 IB Viola 
lions under consideration for oscalalod enforcement action 

GRACE.JN Region 2, Office of Director 85/03/29 PARRIS.H G Tennessee Valley 
Authority 2pp 29820 314-29020 343 

-8604160341 Insp Repts 50-327/95 01 A 50 328/05 01 on 850114-18 Violelion 
noted failure to moot requirements of App R A failure to provide adequate breaker/ 
fuse proloctlon for equipment required for hot standby 

HUNT.MO, MADDEN.PM, MILLER.W H Region 2. Office of Director 05/03/08 
28pp 29820 310-29820 343 

8S04040210 Ack receipt of 850325 Hr informing NRC of steps taken lo correct violations 
noted in Insp Ropls 50 327/05-02 A 50-328/85 02 

WALKER, R D Region 2. Office of Director 85/04/01 PARRIS.H G Tonnossoo Valley 
Authority Ip 29612 295-29612 296 

-0504040233 Responds to NRC 050225 Itr re violations noted In Insp Repts 50 327/85- 
02 A 50-320/85-02 Corrective actions withhold (ref 10CFn73 21) 

SHELL.R H Tennessee Valfey Authority 05/03/25 GRACE, J N Region 2, Office of 
Director Ip 29612 206 29612 296 

8504080100 Advises that 850315 Rev 11 to generic security personnel training A qualifi- 
cation plan consistent w/provislons of 10CFRS0 S4(p) A acceptable 
WALKER, R D Region 2. Office of Director BS/04/02 PARRIS.H Q Tennessee Valley 
Authority 3pp 29677 314 29677 316 

0604110013 Ack receipt of 850313 Hr transmitting 850301 rev lo physical security 
plan Changes consistent w/provisions of 10CFR5O 54tp) A acceptable 
WALKER.R D, Region 2. Office of Dirsdor 05/04/05 PARRIS.H G Tennessee Valley 
Authority 2pp 29708 193 29768 104 

6504100327 Forwards revised response to Auxiliary Sys Branch Question 3 B(iil) re use 
of internal conduit sealing Conduits will be sealed per Branch Technical Position 
CMEB 9 5-1, ‘’Gbidelmea for Fire Protection " 

DOMER.JA Tennessee Valley Authority. 85/04/12 ADENSAM.E Licensing Branch 
4 5pp 29814,084 29814 068 


J. insurance A Indemnity Information 

8604040018 Forwards Endorsements 47 A 40 to NELIA Policy NF-247 A MAELU Policy 
MF-102,re9poctively 

OUCK.JR Marslii A McLennan, Inc 05/03/26 SALTZMAN.J Assistant Director for 
Slate A Licensee RoPations, 3pp 29611 310-2861 1,312 

8604040107 Forwards Endorsement 46 lo NELIA Policy NF-247 
DUCK.J H Marsh & McLennan, fnc 85/03/27 SALTZMAN.J Assistant Director for 
State A Licensee Relations 2pp. 29612 267-2961 2 266 


K. Utllfty Final Safely Analysis Report (FSAR) A amends 

8504160006 Forwards Amend 2 to updated FSAR, containing accurate description of as- 
constructed plant 

HUFHAM.JW Tennessee Valley Authority 85/04/11 ADENSAM.E Licensing Branch 
4 ip 20890 23 5-29892*224. 
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—0504100091 Amend 2 lo updated FSAR for Sequoyah Nudoaf Plant 
’ TennD<>boe Valley Aulhomy 85/04/ 1 1 /09pp 29890 236-29B92 224 


P Operating license stage documents & correspondence 

0504020390 Towards request for addi info re util response to Generic Ur 83 28, Hems 
2 2 1 6 & 2 2 2 Info requested within 60 days 

AOENSAM,EG Licensing Branch 4 85/03/22 PARRIS, HG Tennessee Valfey Au- 
thority 3pp 29505 351-29585 353 

8504030072 Notification of 850325 daily highlight moeling w/ufil m Bethesda.MD to dis- 
cuss request for extonsion of deadline for environ qualification of electrical equipment 
CLARK, RJ Operalinp Reactors Branch 2 85/03/22 DENTON, H, THOMPSON,H . 
MIRAGLIA.F NRC - No Detailed Affilialfon Given 2pp 29606 022 29606 023 

0504000231 Forwards "Summary Status Repl of TVA Compliance to 10CFR50 49, ’En- 
viron Qualification of Electric Equipment Important to Safety for Nuclear Power 
Plants,’ Sequoyah Nuclear Plant " 

SHELL.R H Tennessee Valley Authority 05/03/26 ADENSAM.E Licensing Branch 4 
2pp 29680 001-29601 006 

- 8504080240 "Summary Status Repl of TVA Compliance lo 10CFH50 49, ‘Environ 
Qualificalion of Electric Equipment important to Safety for Nuclear Power Plants,' Se- 
quoyah Nuclear Plant " 

* Tennessee Valley Aulhoray 05/02/28 364pp 29600 003-29681 006 

0604080074 Fonvards updated status of environ qualification of all equipment,per 
850325 moeling Explanation of addI components not meeting requirements of 
NUREG 0508 also end 

MCCLOUD, D E Tennessee Valley Authority 85/03/27 DENTON,H R Ollice of Nu- 
clear Reactor Regulation, Director 7pp 29679 334 29679 340 

0504000300 Forwards corrected Info lo Ends 1 & 2 & Table 1 of util 050327 Hr re envi- 
ron qualification of equipment per 10CFR50 49 

DOMER.JA Tennessee Valley Authority B5/04/01 DENTON.HR Office of Nuclear 
Reactor Roquialion, Director 4pp 29882 049-29682 052 

8604160061 Forwards response to 850403 questions ro environ qualificalion of Foxboro 
ressure transmiUers Post-accident monitoring pressure IrnnsmiUers replaced w/ 
arton Model 764 

DOMER.J A Tennessee Valley Authority 85/04/08 DENTON, H R Office of Nuclear 
Roaclor Regulation, Diroctor 4pp 29014 310 20814 313 

6504120206 Generic Ltr 85 06 to all PWR iicenseos & all applicants for OLs ro QA guid 
anco (or ATWS equipment not safely related Sve list end 

THOMPSON, H L Division of Licensing 05/04/16 Consolidated Edison Co of Now 
York, Inc 22pp 20947 288-29947 309 

8504120031 Generic Ltr 05 02 to all PWR licensees & applicants, holders of CPs & Fort 
St Vrain re recommended actions stemming from NRC inlograled program (or resolu- 
tion of unresolved safety issues re steam generator tube integrity Sve list end 
THOMPSON,HL Division of Licensing 85/04/17 Yankee Atomic Electric Co t27pp 
29D53 07I-29D53 262 

86042601 5S Notifies that changes to Table 48 1 re diesof generator test schedule In 
850201 application for amoncTs lo Licenses DPR-77 & DPR 79 included lo satisfy LM 
Mills 641001 commitmGnt,in response to Generic Ltr 84-15 

SHELL,R H Tennessee Valley Authority 05/04/10 ADENSAM,E Liconsino Branch 4 
2pp 29983 243 29983 244 


8604150409 Forwards Enforcement Conference Repls 50-327/05 11 & 50 320/85 1 1 
on 850228 

GRACES N Region 2, Office of Director 85/03/10 PARRIS, HG fennesscG Valley 
Authority 2pp 29810 331 29810 349 

-8504150497 Enforcoment Conlerence Repts 50-327/05-11 & 50-328/85-11 Mnpr 
areas discussed App R doficiencros & irnplemfntalion of licensee corredivu actions 
cfollneated m 840810 confirmation o1 action ltr Viewgraphs end 
fGNATONIS.A J Region 2, Office of Direclor WEISE.S P Region 3, Office of Director 
85/03/12 17pp 29B10 333 29010 349 

Q503190G59 IE Info Notice 85 022, “Limiforque Motor Oporated Valves Resulting From 
fncorrect Inst a Hatton of Pinion Goar*’ Sve list end 

JORDAN.E L Division of Emorgency Preparednoss 8 Enginrering Response (Post 
830103) 05/03/21 Consolidated Edison Co of New York, Inc lOOpp 23597 001- 
29597 0-05 

0503210461 IE Info Notico 05 023, "Inadequate Surveillance & Post-Maml A Post Mod 
Sys Testirip "" Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/22 Consolidated Edison Co oJ New York, Inc lOBpp 29856 001- 
29656 1 07 

6603220444 (E Info Notice 85 024, "Failures of Protective Coatings in Pipas & HXs " 
Sve fisl end 

JORDAN.E L Division of Emergency Preparedness & Engineering Re'sponso (Post 
830103), 85/03/26, ConsoNdalod Edison Co o1 Now York, Inc lOflpp 295116 154- 
29596 3 63 

0604010173 Forwards Insp Ropts 50 327/85-12 & 50-328/85-12 & noiico of 
violation Notice of violation withheld (rof 10CFR2 790 & 73 21) 

WALKEB.RO Region 2, Office) of Director 05/03/26 PARRIS, H G Tennosseo Valley 
Authority 3pp 29569 163 29569 165 

-8504010180 Insp Repts 50 327/85-12 & 50 328/85 12 on 850308 Violation 
noted protected area access conlrofs Dotails withheld (ref 10CFR2 700 & 73 2t 
WATSON.L, MCGUIRE, DR Region 2, Offico of Dtreclor 85/03/25. 1p 29569 165- 
29569 1 65 

0604160191 Ack receipt of 050315 Hr informing NRC of stops taken to correct viofations 
noted In Insp Repts 50 327/84 38 A 50 328/84 36 

WAIKER.RO Region 2. OffiCQ of Diroctor 85/03/29 PARRIS.H G Tennossoo Valloy 
Authority. Ip, 29820 214 29820 220 

-0504160203 Responds lo NRC 850213 Urro violations noted in Insp Repts 50 327/04- 
38 & 50 328/84 38Corroctivo actions task force osmbti^hed to study post mod teat/ 
functional test activities 

OOMER.JA Tonnessfio Valley Authority 85/09/16 GRACE, JN Region 2, Office of 
Direclor. 6pp 29820 215-29820 220 

0604160320 Forwards tnsp Ropts 50 327/65-01 a 50 323/65 01 on 860114 18 Viola- 
tions under consideration lor oscalalocJ anforcement action 

QRACE.JN Region 2, Ofitco of Director 85/03/29 PARRiS.M G Tennessee Valloy 
Authority 2pp 29820 314 29020 343 

-8504160341 Insp Repts 50-327/06 01 & 50 328/85 01 on 850114 18 Violation 
noted, failure to meet roqulromenls of App R A failure to provide adequalo bronkor/ 
fuse protection (or equipment required for hot standby 

HUNT.MD., MADDEN, PM., MIltER.WH Region 2, Offico of Director 05/03/08 
28pp 29B20 316-20820 343 


Q. Inspection reports. IE Bulletins & correspondence 

86041B0327 Lists actions 8i/or documentation necessary to close out IE Bulletin 01-01. 
"Surveillance of Mechanical Snubbers," (or listed (ncililiGS prior lo finalizing closeout 
rapt 

JORDAN.E L Division of Emergency Preparedness & Engmooring Response {Post 
830103) 85/02/11 STAROSTECKI.R Region 1. Office of Director 4pp 29914 165- 
29914 168 

869416Q102 Forwards Insp Ropts 50 327/85 06 & 50 320/85 06 on 050106 0205 & 
notice of violation 

VERRELLI.OM Region 2, Offico of Diroctor 05/03/01 PARRIS.H G Tennessee 
Valley Authority ?pp 29820196-29820 207 

-6504160202 Notico of violation from insp on 850106 0205 
• Region 2, Office of Diroctor 86/03/01 Ip 29020 190-29820.198 

-8604160216 Insp Ropts 50 327/85 06 & 60-328/85 06 on 050106 0205 Violation 
noted failure to adequotely make 10CFR50 72 ropt re Info on reactor protection ays 
malfunction 

FORO.EJ, WATSON.L J. WEISE.S.P Region 2, Office of Direclor 85/02/27 9pp. 
29820 199-29820 207 

8504170183 Forwards summary of 850228 meeting w/utll at Region II ofc re util re- 
sponse to IE Bulletin 84 03 concerning refueling cavity water seal Items requiring addi 
info presented 

WALKER.R D Region 2, Office of Director. 85/03/14 PARRIS.H, Q Tennessee Valfey 
Authority 2pp 2 9 83 9.070 -2 9 83 9 002. 

“6B0417019O Summary of 850228 meeting w/ulil In Region 11 ofc re util responses to IE 
Bulletin 84 03 concerning refueling cavity water seal, List of attendees end 
JAPE.F Region 2, Offico of Direcloir 05/03/11 Region 2, Office of Director 3pp, 
29839 080-29839 082 


6604040216 Ack receipt of 650326 Ur informing NRC of steps taken to correct violations 
noted in Insp Repts 60-327/85-02 & 50-320/85-02 

WALKER.R 0 Region 2. Offico of Diroclor 85/04/01. PARRIS.H G Tonnossoo Valloy 
Authority. Ip 20812 295-20612 296 

-0504040233 Responds to NRC 060226 ltr ro violations noted In Insp Repts 50 327/65 
02 & 50 328/85 02 Corrective actions wilhhald (ref 10CFR/3 21) 

SHELL.R H Tennessee Valley Aulhority 05/03/26 GRACE, J N Roglon 2, Ofiice of 
Director. 1p 29612296 29612 296. 

6603260037 IE Info Notice 65 025, "Consideration of Thernial Condilions in Design & 
Installation of Supports for Diesel Generator Exhaust Slloncors " Sve list end 
JORDAN.E L Division of Emorgoncy Preparedness & Ennlneoring Rosporso (Post 
030103). 85/04/02 Consolidated Edison Co of New York, Inc 107pp 20667' 189 
29607*305 

6503290046 IE Info Notice 05 026, "Vacuum Rollef Sys for &WR Mark I & II Contain 
ments " Sve list end 

JORDAN.E.L Division of Emergency Preparedness & Enginooring Response (Post 
030103) 86/04/02 Cor^solldalad Edison Co of New York, Inc. 02pp 20687 107- 
29667.198 

6504010039 IE Info Notice 85 027, "Notifications to NRG Oporfitions Ctr & Report Inn 
Events In lERs " Sve list end 

JORDAN.E.L Division of Emergency Preparednoss & Engineering Response (Post 
830103). 85/04/03 Consolidated Edison Co of Now York, fnc 08pp 29690 265- 
29690'362 

6504050042 Suppt 1 to IE Info Notice 86 003, "'Separation of Primary Reacler Coolant 
Pump Shaft & Impeller " Svo list end 

JORDAN.E.L. OlvisJon of Emergency Preparedness & Engiaaoring Response (Peat 
630103). 85/04/09. Consotidaled Edison Co of New York, Inc tOlep 29701 025- 
29791-126 


8504170032 Forwards Insp Repts 50-327/85 08 & 50-328/85-08 on 850206 0306 No 
violations or deviations noted 

VERRELLLDM Region 2, Office of Diroctor. 85/03/15 PARRIS, H.O Tennessee 
Valley Authority 2pp 29040 239-29840 260, 

-6504170037 Insp Repts 50-327/05 08 & 60-328/86 08 on 850206 0306 No violations 
or deviations noted Major areas inspected'plant tour.Tech Spec compliance, operations 
performance, housekeeping, radiation control & IE Bulletin 81*01 followup 
FORD.EJ, WATSON.L J .WEfSE.SP, Region 2, Office of Director 85/03/15. lOpp 
29040 241-29040 250 


6504050047 IE fnfo Notice 85 028, "Partial Loss of AC Power & Dresel Generator Doo- 
radation.” Sve list end. 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/04/09 Consolidated Edison Co of New York, Inc 109pp. 20780 278* 
29791 024 


6604090419 IE Info Notice 85-029, "Use of Unqualified Sources in Well Loaginn Appli- 
cations " Svo list end. 


PARTLOW,J.Q, Division of Inspection Programs (Post 850212) 85/04/12 Consolldal 
ed Edison Co. of New York, Inc, 6epp, 20832-001-29832.023. 
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8504240050 ForwarJs rcsiiMs o/ 19Q4 steam qonuralor lube mservico insp.pQr Tech 
Spec 14 5 5 feqifjrerreinls 

SHELLflH Tennessee Valfe/ ^uthonly 05/01/17 -AOtNSAMX Licensing Biancln 4 
lOpp 299QB071 2S96a080 

8504170240 IF Info Notice 85 080, ‘ Microb'CiCLjlLany freiuced Corrosion Contdinrnont 
Sve Wat^r Sys " Svl j‘St end 

JORDAN EL Division ol Emergency Preparciiness & Engineering Response (Post 
030103) 85/04/19 Consoliriated Edison Co of New York, Inc 109pp 29966 25Q 
29966363 


T Hearing tranocripis on non*anlltrust matters 


0504230105 Forv/ards oxcorpts from transcript of Commission B50402 bnofing on status 
of environ qualificalion of equipment, for roviow & commenls 

THOMPSON.H L Division of Licensing 80/ 04/05 PARRIS.H G Tonnesseo Valley Au- 
Ihority 36pp 29973 020 29973 055 


V Operator Examinations 


0504190055 IE Info Notice 85 032 ‘Recer^l Engine Failures of Emergency Diosel Gen- 
erators " Sve lisl end 

JORDAN, FL OivJSion of Emergency Preparedness & Engineering Responso (Post 
830103) 05/04/22 Can soli dated Edison Co ol Nevr York. Inc i09pp 29908239 
29D88 347 

8504190060 IE Info Notice 85 033. "Undersized Nozzle To Shell Weldod Joints in Tanks 
S HXs Conbiructed Under Rules of ASME Boiler & Pressure Vessel CoeJo ” Sve list 
end 

JORDAN, E L Division of Emergency Preparedness & Engtneerirg Response (Post 
030103) 65/04/22 Consolidated Edison Co of New Yotk. tnc 108pp 29989001 
299D9 107 

8504220347 IE Info Notice 04 Q4,Flev 1. “DoficienciPS m Feno Resonant Tranbformers " 
Sve list end 

JORDAN EL Division of Emergency Preparedness & Enginoenng Response (Post 
830103) 85^04/24 Consolidalc-d EdJSOr> Co of New York, Inc llfipp 300-27 067- 
30027 164 


R Periodic operating reporta & related correapondence 


8504100384 "Environ Radioaclivily I evels, Sequoyah Nuclear Plant, Annual Rept • 
1981 •’ W/020503 Hr 

MAXWELL, n B Tennassfio Valley Authority TVA/OMS/OHS B2/8 81/12/31 
CUNNING HAM, A L Region ?, Office of Director 62pp 29755092 29755 153 

8504100502 Forwards "Radiological Impact Assessment, Sequoyah Nticfoar Plar^t,1982” 
"Eflluanl & Waste Disposal Semiannual Ropt, Jut Dec 1902," submillod w/Mason 
830223 Itr 

MILLS.LM Tennessee Valley Aulhonly 83/03/01 O'REILLV.JP Region 2, Office of 
Director 2pp 297S6 219 29766 258 


8400200005 Notification of contract oxecutton.Mod 2, to "Use of TVA Reactor Simulator 
Facilities al Chattanooga, TN for Training on Browns Ferry. Sequoyah & Boilefonfa Sim- 
ulators " Conlraclor TvA Power Production Trainirtg Ctr 

UMBEL.D Technicat Assistance Contracts Brandi FIN 0-8717 84/09/05 

SH0WE,SK Director's Office, Office of Inspection and Enforcomont Ip 26602 290 
26602 301 

-8409200-008 Mod 2,deobtigating funds, to "Use of TVA Reactor Simulator Facilities al 
Chattanooga.TN for Training on Browns Ferry, Sequoyah & Bollefonto Simulators" 
JOHNSOISLRJ Tennessee Valley Authority FIN 3-0717 04/09/05 2pp 26G02 300 
26602 301 
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F Security, medJeaf, emergency & fir© protection plana 

0504160192 Forwards Insp Rapls 60-327/85 08 A 50 320/05 C6 on 850106 0205 a 
notice of vrolalion 

VERHELll.DM Region 2. Office of Director 85/03/01 PARRIS.H G Tennessee 
Valley Authority 2pp 29820 196 29B20 207 

-8504160215 Insp Repls 50 327/05 06 & 50-328/85 06 on 050106 0205 Violation 
noted failure lo adequately make l0CFn5O72 repl re info on reactor proteclion sys 
malfunction- 

FORD.E J Region 2, Office of Director 85/02/27. 9pp 29820 190-29820 207 

8504160727 Notifies of 850312,14,18 a 20 site evaluation w/0Olbe Inleragency Fire 
Cache for establishment of omergoncy VHF radio sys Radio sys, if instaflod.will bo 
used as support a backup communication means In emergency situations 
VFRRELLI.OM Region 2, Office of Director 05/03/0/ PARRIS.H C Tennessee 
Valley Authority 2pp 29809 369-29809 360 


-8504100504 "Radiological Impact A^isessmenl.Sequoyah Nuefonr Plant . 1982 
' Tennessee Valley Aulhorily 82/12/31 30pp 29/66 221-20756 250 

8504100500 Forwards "Environ Hadioaclivily Levels, Sequoyah Nuclear PlanI, Annual 
Rept 1982" Data base & iransfor program corrected & chock made of corrected 

1901 repl against issued rept Incorrect values inconsequenlial 

MILLS.LM Tennessee Valley Aulhonty 03/04/29 O’REILLY J P Region 2 , Office of 
Director Ip 29756 076 29756 143 

-8504100509 "Environ Hadioaclivily Levels, Sequoyah Nuclear Plant. Annual Repl 

1902 " 

* Tennessee Volley Authority 82/12/31 65pp 29756 079 29756143 

0 504090356 Forwards "Effluent & Waste Disposal Semiannual Rept, Supplemental 
Info, First Half 1903 ” Correspontling repl onlillod "Radiological Impact on Man" pre- 
pared by radiological health staff 

MASON.CC Tennessee Valley A u thorny 63/08/29 O’REILLV.JP Region 2. Of (ico 
ot Director Ip 29720 110 29720 134 


0504160409 forwards Enforcomont Confererco Ropls 50-327/85 11 & 50 328/85 11 
on 850228 

GRACE.JN Region 2, Office of Director 05/03/18 PARRIS.H G Tennosseo Valley 
Au Ihori ly 2p p 298 1 0 33 1 -298 1 0 349 

-8504150497 Enforcemonl Conference Repts 50 327/85-11 & 50-328/05-11 Major 
areas discussed App R deficiencies ft implemenlation of licensee correclivo actions 
dolinealed in 840810 confirmation of action Itr Viewgraphs end 
IGNATONtS.AJ Region 2, Office of Director 85/03/12 17pp 29010 333-29810349 

8504010173 Forwards Insp Repls 50-327/85 12 & 50 328/05-12 & notice of 
violation Nolkce of violation withheld (ref 10CFn2 790 & 73 2 H 
WALKER.R D Region 2. Office of Director 05/03/26 PARRIS.H G Tennosseo Valfoy 
Abthority 3pp 29569 163-29569 165 

-8594010180 Insp Ropts 50 327/05 12 & 50 328/85 12 on 050308 Violation 
noted protected area access controls Details withheld (rof 10CFn2 700 & 73 21) 
WATSON, L Region 2, Office of Director 05/03/25 Ip 29569 165-20569165 


■0504099361 ■"Effluent & Wasto Disposal Semiannual Rept.Supplomontal Info.Firal Hall 
1983 " 

■ Tennessee Valley Aulhonty 83/06/30 24pp 29720 111-29720 1 34 


^^?984 Disposal Semiannual Repl.Supplemenlal Jnfo, Jan Juno 



8604010190 Forwards revised central emorgoncy conirol clr implomonlmo 
procodures.rncludmg Rav 15 to DNPEC - IP-2, "Operaltons Duly Sped all si, Procedure 
for NolifIcaUon of Unusual Evanl " W/850326 Itr 

HUFHAM.JW Tennessee Valley Aulhonty 85/03/26 18pp 29569 344-29669 363 

8504160320 Foiwarcfs Insp Repls 50 327/85-01 & 50 320/85-01 on 8501 14*18 Vrola 
lions under consideration for oscalalod enforesment action. 

GnACE.J N Region 2. Office of Director 85/03/29, PARRIS.H Q Tonnossea Valley 
Authority 2pp 26820 314-20820 343 


8504180101 Monthly operating repts for Feb 1985W/850314 lit 

■ Doings, M G , DUPREE.O C Tennessee Valley Aulhonty 85/02/26 
32pp 29914 169 29914 200 


S. Reportable occurrences, LERs & related correspondence 

0504000335 NPDES noncompltanco notification on 850107,11,18 & 31,lomp rise limit & 
rale of temp change limit exceeded al diffuser discharge gat© Caused by malfunctions 
of equip mani .including cooling tower lift pumps 

fllVERS.M E Tennessee Valley Authority 85/03/27 MARLER.J 0)iio. State oL 5pp 


8504050183 Forwards chronology ot events for Nonconformance Repl SONNEB8501 re 
cpniainment pressure post accident monitoring acc-uracy.Pressuro transmitters ro 

B laced as of 650401 

Tennessee Valley Authority 85/04/02 ADENSAM.E Liconslno Branch 
4 app 29666 100-29666 167 - a 

8504170429 LER 85 01^2 00 on 85031 2, hourly fire watch not performed within 1 h,per 
Tech Spec 3 7,1 2 Caused by fnoperabfe door Door repaired & fire watch 
reestablished W/850408 Itr 

DUGGIN.G . WALLACE, P R Tonnesseo Valley Authority 85/04/03 3pp 29838 271- 


■0504160341 Insp Repls 60 327/85 01 & 50-328/85 01 on 850114 18 Violation 
noted failure to meet requirements of App R & failure lo provide adequate breaker/ 
fuse proteclion for equipmonl required for hot standby 

HUNT.MO, TAYLOR, PA Region 2, Office of Director 85/03/08 20pp 29820 316- 
oonon QA'i 


8504040216 Ack receipt of 850325 Hr informing NRC of stops taken to correct violalfons 
noted in Insp Repts 50 327/85 02 & 50-328/85 02 

WALKER.R D Region 2, Office of Director 65/04/01 PARRIS.H G Tennessee Valley 
Authority Ip 29812 295 29612 296 


-8504040233 Responds lo NRC 850225 Ur ro violations noted In Insp Repts 50-327/05- 
02 a 50 328/05 02 Corrective actions withheld (ref tOCFR73 21 ) 

SHELL.RH Tennosse© Valley Authority 85/03/26 GRACE.JN Region 2. Office of 
Diireclor Ip 29612 296-2961 2*296 


8504080100 Advises that 050315 Rev 1 1 to generic security personnel Irainlnq a qualifi 
cation plan consistent w/provisions of 10CFR50,54(p) a acceptable, 

WALKER.R D Region 2. Office of Director 85/04/02. PARRIS.H G Tennessee Valley 
Authority 3pp 29677 314-29677 316 


physical security 
Tennessee Valley 


8504300^0 LER 85-013 00 on 650321, on seven separate occasions.hourly fire watch 
not performed due to doors failing In closed lock ccndil ton Caused by equionnenl 
failure Ftre -watches reeslablished after doors repaired W/850418 Ur 

30067 348^30067^50^^^^'^*^’ Aulhorily 65/04/16 3pp 


8604160327 Forwards revised response lo Auxiliary Sys Branch Question 3 B(iii) ra use 
seallfjg Conduits will be seated per Branch Technical Position 
CMEB 9 6-1, Guidelines for Fire Proteclion . 

llfl!!®'' Aulhonty 85/0d/ia ADENSAM.E. Llconsing Branch 
4, Spp 2981 4 064-29814 068 ^ 
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J. rnsurance & Indomnity Information 

8504040018 Forwards Endorsements 47 & 40 lo NELIA Policy NF-247 & MAELU Policy 
WF-1 02. respectively 

DUCK.J R Marsh & McLennan. Inc 85/03/26 SALTZMAN.J Assistant Director for 
Stale & Licensee Relations 3pp 2961 1 310 2961 1 312 

8504040107 Forwards Endorsement 46 to NELIA Policy NF-247 
DUCK.J R Marsh & McLennan, Inc 85/03/27 SALTZMAN.J Assistant Director lor 
State & Licensee Relations 2pp 29612 267-29612 268 


K, Utility Final Safety Analysis Report (FSAR) & amends 

8504180086 Forwards Amend 2 to updated FSAR, containing accurate description of as- 
constructed plant 

HUFHAM,JW Tennessee Valley Authority 85/04/11 ADENSAM.E Licensing Branch 
4 Ip 29890 235 29092 224 

-8504180091 Amend 2 to updated FSAR for Sequoyah Nuclear Plant 
* Tennessee Valley Authority 85/04/11 709pp 29B90 236-29802 224 


P. Operating license stage documents & correspondence 

8504120182 Responds lo FOIA request (or Caseload Forecast Panel tiles in Ofc of Re 
source Mol Forwards llslod documents Documents also available In PDR 
FELTON, J M Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Pittman, 
Polls & Trowbridge 2pp 30300 003*30303 129 

-8504120376 Provides daily stall notes (or 81 1 106 Sequoyah 2 achieved initial 
criticality Util informed NRC that Brown & Root has withdrawn completely from South 
Texas Project 

DIRCKS.W J Office of the Executive Director for Operations 81/11/09 PALLADINO. 
GIUNSKY. BRADFORD Commissioners Ip 30301 252-30301 252 

8504020390 FoAvards request for add! info ro util response to Generic Ltr 83*26,ltems 
2 2 1 6 & 2 2 2 Info requested within 60 days 

ADENSAM.E G Licensing Branch 4 85/03/22 PARRIS.HG Tennessee Valley Au* 
thority 3pp 29505 351*29505 353 

8504030072 Notdication of 850325 daily highlight meoting w/utit in Belhesda.MD to dis* 
cuss request for extension of deadline for environ quelmcation of electrical equipment 
CLARK^tJ Operating Reactors Branch 2 85/03/22 DENTON.H, THOMPSON, H. 
MIRAGLIA.F NRC - No Detailed Affiliation Given 2pp 29606 022 20606 023 

8604060231 Forwards “Summary Status Rept of TVA Compliance lo 10CFR50 49, ’En 
viron Qualification of Electric Equipment Important to Safely for Nuclear Power 
Plants/ Sequoyah Nuclear Plant ” 

SHELL.R H Tennessee Valley Authority 85/03/26 ADENSAM.E Licensing Branch 4 
2pp 29660 001*20681 006 

-8504080240 “Summary Status Root of TVA Compllanco lo 10CFR50 49, ‘Environ 
Qualification of Electric Equipment Important to Safoly for Nuclear Power Plants,’ So 
quoyah Nuclear Plant “ 

* Tennessee Valley Authority 85/02/28 364pp 29600 003*29681-006 

8504080074 Forwards updated status of environ qualification of all oquipmonl.per 
850325 meeting Explanation of addi components not mooting roquiromonts of 
NUREG 0588 also end 

MCCLOUD.D E Tennessee Valley Authority 85/03/27 DENTON.H R Offlco of Nu 
cEear Roactor Regulation, Oiroclor 7pp 29679 334*20679 340 

8504080300 Forwards corrected info to Ends 1 & 2 & Table 1 of util 850327 ltr re envi- 
ron qualificalion of equipment per 10CFR60 40 

DOMER.JA Tennessee Valley Authority 85/04/01 DENTON.H R Office of Nuclear 
Reactor Regulation, Director 4pp 2968^049*20602 052 

0604160061 Forwards response to 850403 questions ro environ qualificalion of Foxboro 
pressure transmitters PosFaccldenl moniioring pressure Iransmillers replaced w/ 
Barton Model 784 

DOMER.J A Tennessee Valley Aulhority 85/04/00 DENTON.H R Olfico of Nuclear 
Reactor Regulation, Director 4pp 29014 310*29814 313 

6504120206 Generic Ltr 85 06 lo all PWR Itcensoos & all applicants for OLs ro QA guid* 
anco for ATWS equipment not safoly related Sve list end, 

THOMPSON, H.L Division of Licensing 85/04/16 Consolidatod Edison Co of Now 
York. Inc 22pp 29947 208-20047 309 

8504120031 Generic Ltr 05 02 lo all PWR licensees & yiplicanls.holdora ol CPs & Fort 
St Vrain re recommended actions stemming from NRu integrated program for reaoiu- 
tion of unresolved safety issues re steam generator lube integrity Sve ffst onci 
THOMPSON, H L Division of Licensing, 05/04/17 Yankee Atomic Efeclnc Co 127pp 
29953 071*29953 262 

0504250165 Notifies that changes to Table 4 8-1 re diesel generator test schedule in 
850201 application for amends lo Licenses DPR-77 & DPFF79 Included lo salisfy LM 
Mills 841001 commitment, in response to Generic Llr 04*15 

SHELL.R H TennessGG Valley Authority 85/04/18, ADENSAM.E Licensing Branch 4 
Zpp 29983 243-29983 244 


Q. InspecUon reports. IE Bulletins & correspondence 

8604160192 Forwards tnsp Repis 50 327/85 06 S^ 50*320/86*06 on 650106*0205 & 
notice of violation. 

VERRELLf.DM Region 2. Offlco of Dlroctor 85/03/01. PARRIS.HG Tennosseo 
Valley Authority 2pp 29020-196-29820 207 

-8504160202 Notice of violation from insp on 850106 0205 

* Region 2. Office of Director 85/03/01 Ip 29820 198*29820 198, 

-8504160215 Insp Repts 60*327/85 06 & 50*328/85 06 on 85OtO0‘O2O5. Violation 
noted failure to adequately make 10CFR50.72 rept re Info on reactor protection sys 
malfunction 

FORD.E J , WATSON, L J„ WEI8E.S P Region 2, Offlco of Director 85/02/27 9pp. 
29020-199*29820 207. 


6604160145 Ack receipt of 650220 Ur informing NRC of stops taken lo correct violations 
noted in Insp Rept 50 328/84 36 

WALKER.R D Region 3. Office of Director 85/03/11 PARRIS.HG Tennessee Valley 
Authority Ip 29020 167-29820 180 

-6504160160 Responds lo NRC 050123 Ur re Molalions noted in Insp Rept 50-328/84- 
36 Corrective actions transverse dtgital counter quadralure conversion circuit replaced 
w/bidtreclional motion decoder to prevent noiso in circuit 

SHELL.R H Tennessee Valfoy Aulliordy 85/02/20 GRACE.JN Region 2, Office of 
Director 4pp 29820 168-29620 171 

-850416016G Forwards Insp Repl 50 320/84-36 on 841 128 1203 & notice of viotation 
OLSHtNSKI.JA Region 2. Office of Director 85/01/23 PARRIS.HG Tennesseo 
Valley Aulhority 2pp 29820 1 72*29820 180 

-8504160190 Notico of Violation from insp on B4112S 1203 
* Ragion2, Office of Director t35/Ot/23 Ip 29820 174*20820 t/4 

-0504160226 Insp Ro;»t 50 328/04 36 on 841 128-1 203.Viola lion noted failure to follow 
procedure resulting in unwarranfed challenge of fuel transfer conveyor Interlock & in- 
adequate verification of conveyor position 

NEJFELT.GM, JAPE.F Region 2, Office of Director 85/01/17 epp 29820 175- 
20820.180 

D5O417O103 Forwards summary of 050228 moeUng w/ulil at Region II ofc re util ro* 
sponao lo IE Bulfelin 04 03 concerning reluoling cavtty water seal Items requiring addI 
info presented 

WALKER.R D Region 2. Oftico of Director 05/03/14 PARRIS.HG Tennessee Valley 
Authority 2pp 29039 070 29839 082 

-GS04 170190 Summary of 850223 meeting w/ulil in Rogion II ofc re util responses to IE 
BullotIn 84*03 concerning refueling cavity water seal Ltat of attendees encl 
JAPE,F Region 2. Office of Director 85/03/1 1 Region 2, Office of Director. 3op 
29839 000-29839 082 

0604170032 Fonvards Insp Ropls 50-327/85 00 & 60-320/85 00 on 050206*0305 No 
violations or deviations noted 

VERRELLI.DM Region 2, Olfico of Director 05/03/15 PARRIS.HG Tennessee 
Valloy Authority 2pp 20040 23 9 20840 250 

-8604170037 tnsp Ropts 50 327/85 OB & 50 320/05 00 on 050206 0305 No violafrors 
or deviations noted Major areas inspeclod plant tour.lech Spec complianco.operalions 
porformancG, hQusekoopIng.rQdialion control & IE Bulletin 01-01 followup 
fORD.EJ, WATSON.L j . WEISE.S P Region 2, Office of Oiroclor 85/03/15 10pp 
29040 241 29040 250 

8504160409 Forwards Enforcement Conference Ropls 50 327/05-11 & 50 328/85 11 
on 850220 

GRACE.JN Region 2^ Offlco of Director 05/03/10 PARRIS.HG Tonnessoo Valley 
Authority 2pp 29G10 331 29010 349 

• 8504150497 Enforcement Conferonce Ropts 50 327/05 1 1 S SO 328/05 1 1 Major 
areas discussed App R c/Gficiencios & infipfomonlation of licensee corroclivo actions 
dollnoatod in 840810 confirmation of action ltr Viowgraphs one) 

IGNATONIS.A J. Region 2. Office of Director WEISE.S P Region 3, Office o1 Director 
85/03/12 1 7pp 20310 333 29810 340 

8503190650 IE Info Notice 85 022, “Limitorquo Molor-Oporatod Valves Resulting From 
IncorrocI Installation of Pinion Gear '* Sve list end 

JORDAN, EL Division ol Emergency Proparednoss & Enginooring Response {Post 
030103) 05/03/21. Consolfcfaled Edison Co of Now York, Inc lOBpp 29597 001 
29597 005 

6603210461 IE Info Notice 85 023, ‘Inadequate Survolllanco & Post-Maint & Post Mod 
Sya Tostinp '* Sve fist end 

JORDAN, EL Division of Emorgoncy Praparedness & Engineering Response (Post 
030103) 05/03/22 Consolidatod Edison Co of Now York, Inc lOBpp 29856 001* 
20666 107 

8603220444 IE Info Nolice 85*024, “Foiluros of Pfoloclivo Coatings In Pipes & HXs" 
Sve list oncl. 

JORDAN, E.L Division of Emergoncy Preparedness & Engineering Response (Post 
030103) 85/03/26 Consolidated Edison Co of New York, fnc fOBpp 29598 154* 
29590 363. 

8604010173 Forwards Insp Repts 50 327/85 12 & 60*328/85*12 & nolice of 
violation Notico of violation withheld (ref 10CFR2.790 & 73 21) 

WALKER.R D. Region 2, Office of Director 05/03/26 PARRIS.HG Tennessee Valley 
Authority 3pp 29509 163-29569 165 

*-fi504010180 Insp Repts 50-327/85 12 & 50-320/05*12 on 850308 Violation 
noted protected area access controls Details withheld (ref 10CFR2.700 & 73 21) 
WATSON, L, MCGUIRE, DR Region 2. Office of Diroclor 85/03/25 Ip 29569 165- 
29569,165, 

8604160191 Ack receipt of 850315 (tr informing NRC of steps taken to correct violations 
noted in Irtsp Repts 50*327/84*38 & 50 326/84-30 

WALKER.R D Region 2, Office of Director 85/03/20 PARRIS.H G Tennosseo Valley 
Authonly Ip 29828 214-29820 220 

-8504160203 Responds to NRC 850213 Ur re violations noted in Insp Ropts 60 327 /BI- 
OS & 50-320/84*30 Corrective actions task force established lo study post-mod lest/ 
functional tosi activities 

DOMERJA Tennessee Valloy Authority 85/03/16 GHACE.JN Region 2, Ofllce of 
Director, 6pp. 29820,2 1 5 29820 220 

8504160328 Forwards Insp Ropts 50 327/05 01 8 50-328/05*01 on 850114-18 Viola- 
tions under consideration for escalated enforcomenl action 

GRACE, -JN Region 2, Off, CO of Director 05/03/29 PARRIS.HG Tennessee Valley 
Aulhorlly. 2pp 29020.31 4-29820 343 

-8604160341 Insp Repts 50*327/05 01 & 50*320/05-01 on 850114 10 Violation 
noted failure to meet requirements of App R & (ailuro to provide adequate breaker/ 
fuse protection for equipment required for hot standby 

HLINT,MD, MADDEN.PM, MILLER, W H Region 2, Office of Diroclor 85/03/08 
20pp 29020 316*29820 343 
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8S04040216 Ack receipt of 650325 itr inlorrning NRC of steps taker\ to correct violations 
noted in Insp Rppts 50 327;65 02 & 50 32A/85'0P 

WALKER HU Region 2, Olfice of Director B5/04/01 PARRIS.HG Tennessee ValJey 
Aulhority ip 29612 295 29612 236 

-8 5 0<t 0402 3-3 Responds to NRC 850225 Hr re violatjons noted in Insp Repis 50-327/85 
02 & 50 328/65 02 Correclive actons wathheld (rel fOCFR73 21) 

SHELL, RH Tennessee Valley Authonly 85/03/25 GRACE ,J N Region 2, Office of 
Director Ip 29612 296 29612 296 

8503280037 IE Info No lice 65 025. “ConsideralJon of Thermal CordiUona In Design & 
Installation of Supports for Diesel Generator E>cfiausl Silencers " Svc lisl onci 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/02 Con SQ lid a ted Edison Co of New YorR, Inc 107pp 29667 199 
29667 305 

8503280045 IE Info Notice 85 026, “Vacuum Relief Sys for BWR Mark I & II Contain 
ments " Svc libt enci 

JORDAN.E L Division of Emergency Preparedness A Enginaertng Response (Post 
030103) 85/04/02 Consolidated Edison Co of New York, Inc 92pp 29667 107 
29667 198 

8584010039 IE Info Notice 65 027, ‘ Notifrcalions to NRC Operations Ctr & Reporting 
Events m LERs “ Svc list end 

JORDAN.E L Division oi Emergency Preparedness & Engineering Response (Post 
630103) 05/0 1/03 Consoledated Edison Co of New Yoik, Inc 9Bpp 29690 255 
29690 362 

8504050042 SuppI 1 lo IE Info Notice 05 003, "Separation of Primary Reactor Coolant 
Purnp Shaft & Impeller " Svc list end 

J0RDAN,E L Divis'on ot Emergency Preparedness & Engineering Rosponso (Post 
830103) 85/04/09 Consolirfated Edison Co of New York, Inc VOlpp 29791 025 
29791 126 

8504050047 IE Info Notice 65 028. “Partial Loss o1 AC Power & Dtesol Generator Deg 
rad a lion" Svc fist end 

JORDAN.E L Division of Emergency Preparedness A EnginDering Response (Post 
830103) 85/04/09 ConsQlirfaled Edison Co of New York, Inc 109pp 29790 278 
29791 024 

8504090419 IE Info Notice 65 029, "Uso of Unc;ualifjed Sources in Well Logging Appll 
calrons " Svc list oncI 

PARTLOW.J G Division of Inspection Programs (Post 850212) 85/04/12 Consofidat 
ed Edison Co of New York, Inc 66pp 29B32 001*29832 023 

8504240402 Forwards mservica map rcpt.doscnhmg ultrasonic exams of steam gonera 
tor J lubes 

SHELL.RH Tennessee Valley Authority 85/04/17 ADENSAM.E Licensing Branch 4 
2pp 29969 350 29970 127 

*•8504240406 Inservice Insp rept, describing ultrasomc exams of steam generator J- 
tubes 

* Tennessee Valley Authority 85/04/17 tsapp 29969 352 29970127 

850417D240 IE Info Notice 85*030, ‘'MicrotHologically Induced Corrosion Containment 
Svc Water Sys " Svc list enci 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
890103) 85/04/19 Consolidated Edison Co of New York, fnc foopp 29966 258- 
29986363 

8504190055 IE Info Notice 85 032, " Recent Engine Faifures of EmorgGney DIesol Gen 
erators ’’ Svc list end 

JORDAN.E L Divjslon of Emergency Preparedness A Engineering Response (Posl 
830103) 85/04/22 CorisofFdaled Edison Co of New VorK, Inc foOpp 20988 239 

29988 347 

8504190060 IE fnfo Notice BS 033, “Undersized Nozzle To-Shell WeldodJoints in Tanks 
& HXs Constructed Under Rules of ASME Bolter A Pressure Vessel Code" Svc list 
encf 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/04/22 Conaolidalod Edison Co of New York, Inc lOOpp 29989 001- 

29989 107 

8504220347 IE Info Notice 84 84, Rev 1, "Deficiencies in Ferro Resonant Trarksformors " 
Svc list end 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/04/24 Consolidated Edison Co of New York, Inc flOpp 30027 067* 
30027 184 


R. Periodic operating reports A related correspondence 

8504100364 “Environ Radioactivity Love Is, Sequoyah Nuclear PfanL Annual Ropt 
1981 "W/8205O3 Ur 

MAXWELL.RS Tennessoo Valley Authority. TVA/OMS/OHS-a2/a 81/12/31 
CUNNINGHAM, A L Region 2, Office of Director 62pp, 29755092-26755 153 

8504100502 Forwards ' Radiological fmpact AssessmenLSGoueyah Nuclear Pjanl,l9e2" 
“Etfluent A Waste Disposal Semiannual Rept, JulDec 1982," submtlled w/Mason 
630223 Hr 

MIILS.LM Tennessee Valloy Authority 83/03/01 0'REILLV,JP Region 2, Ofirco of 
Director 2pp 20756 219-29756 258 

-8504100504 ' Radio logical Impact AssessmenLSequoyah Nuclear Plant, 1902" 

* Tennessee Valley Authority 82/12/31 38pp, 29756 221 29756*258 

8504100508 Forwards "Erwiron Radioaclivtty Levals.Sequoyah Nirclaar Pfant.Anniual 
Rept-ig82" Data base & transfer program corrected A check made of corrected 
198i repi against Issued re pi Incorrect values inconsequential 
WILLS, LM Tennessee Valley Authority* 83/04/29. 0'REItLY.JlP Region 2, Office of 
Director Ip 29766 078-29756.143 

-8604100509 "Environ Radioactivity Levels, Sequoyah Nuclear Plant, Annual Rept- 
1982" 

' Tennessee ValJoy Authority 82/12/31 65pp 29756 079-29766 143 


BS0409D356 Forwards “Effluent & Waste Disposal Semiannual Rept, Supplemental 
fnfo.First Hall 1983“ Corrosponding rept onlitled 'Radiological Impact on Man ' pro 
pared by radiological heatlli stall 

MASON, C C Tennessee Valley Authority 83/08/29 O’REILLY.J P Region 2, Office 
of Diroclor fp 29720 1 10 29720 134 

**8504090361 "Effluent A Waste Dssposal Somannual Rept, Supplemental Info.Frrst Half 

1983 “ 

• Tennessee Valley Aulhority 83/06/30 24pp 29720 1 1 1-29720 134 

QS04 100726 “EflluGnt A Waslo Disposal Semiannual Rept, Supplemental Info.Jan June 

1984 “ W/ 840030 Hr 

WALLACE, PR Terinessoe Valley Authority 04/08/30 O’REILLY.J P Region 2. 
OlfiCG of Director 26pp 29/63 2Q0-29763 305 

8504180101 Monthly operating reptg. lor Fob 1905 W/850314 Hr 
WALLACE.P R . EDDtNGS.M G , DUPREE, DC Tennessee Valley Authority 05/02/20 
32pp 29914 169-29914 200 


S Reportable occurrences, LERs A related correspondonco 

8504080335 NPDES noncomplianco fiolitication on 850107,11,18 & 31, temp rise limit & 
rate of temp change limit exceeded at diffuser discharge gate Caused by malfuncticns 
of equipment, metuding cooling tower lift pumps 

RIVERS, WE Tennessee Valfoy Authonly 85/03/27 MARLER.J Ohio, Stale of 5pp 
29688 354 29688 358 

0504050103 Forwards chronology of events for Nonconformance Rept SQNNEBQBOl ro 
contain men I pressure post accident monitoring accuracy Pressure transmlllars re- 
placed as of 650401 

DOMER.JA Tennessee Valley Aulhority 85/04/02 ADENSAM.E Licensing Branch 
4 epp 20666 180-29665 107 

a5041&0fl09 Special Rept 85 03 on 050313, four fire barriers inoperable in excess of 7 
days Caused by insufficient mail available lo complete mod Hourly firo watch 
eslobllshod Mod exp acted to be comptole by 850419 

WALLACE.P R Tennessee Valley Authority 85/04/12 Record Services Branch (Doc 
umenl Control Desk) 2pp, 29923 P71-29923 272 


T, Hearing transcripts on non-anlltruat matters 


8504230105 Forwards excerpts from transcript of Commission 850402 briefing on status 
of environ quatificolion of equipment, for review & comments 
THOMPSON, HL Division of Licensing 85/04/05 PARRIS.HG Tennessee Valley Au 
thorny 36pp 29973 020-29973 065 


V. Operator Examinations 


8409200005 Noliltcallon of conlract execution, Mod 2, to "Use of TVA Reactor Simulator 
Facilities at Cha1tanoogft,TN for Training on Browns Ferry,Sequoyah & Bellefonte Sim 
ulators " Conlraclor*TVA Power Production Training Ctr 

UMBEL.D Technicat Assistance Contracts Branch FIN Q-6717 84/09/05 

SHOWE.S K Director’s Office, Office of Inspection and Enforcomenl Ip 26602 299 
26602 301 

'•8409200008 Mod 2.do obligating funds, to "Use of TVA Reactor Simulator Facilities at 
Chal1anooga,TN for Training on Browns Ferry, Sequoyah & Bellefonto Simulators " 
JOHNSON.RJ Tennessee Va lie y Authonly FIN B-8717 04/09/05 2pp. 26602 300 
26602 301 


DOCKET 60 329 MIDLAND PLANT, UNIT 1 


A. Appticatlon/coflstructlon stage documenta & correspondence 

8604120102 Responds (o FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source Mat Forwards listed documents Documonts also available in PDR 
FELTON,J M Division of Rules ancf Records 84/06/06 KILLEFER.C Shaw, Pittman, 
Potts & Trowbridge Spp. 30300 003*30303 129 

-8007310690 Discusses estimated const complelion schedule for Unit 2 Mora detailed 
plani specific best estimate fuel load dale analysis (or Unit 2 will be performed & ro 
suits provided (o Forecast Panel. util & general counsel. 

BOYD.R S Division of Project Management 78/03/07 TOURTELLOTTE.J. Hearing 
Branch 4 2pp 30328 008-30320 000. 

8603290266 Forwards 841105 Itr.pQr 841031 discussion authorizing util lo construct 
temporary dike roada lo permit access lo emergency cooling water reservoir & con 
struct temporary dike Ralated correspond ence 

MOONEY ,J A Consumers Power Co /flBB 146 84/11/05 NORELIUS.C E Replon 3, 
Office of Director 4pp 29563 291 29563 294 

8504240501 Forwards documentation which was basis for bills issued lo util for costs of 
OL reviews NRC compulaliori of fees discussed Util bill based on 1978 fee schedule 
due to application filed in 1078, per 10CFR1 70 W/o ends 

MILLER.W.O. LIcortae Fee Management Branch, 85/04/12 COOK.JW Consumers 
Power Co 2pp 29978 329*29978.330, 

8504120206 Generic Ltr 85 06 to ell PWfl licensees & all applicants for OLs re QA guid 
ance (or ATWS equipment not safety-related. Svc list enci 

THOMPSON,HL Division of Licensing 85/04/16 Consolidated Edison Co of New 
York, Inc 22pp 29947 288 29947.309 

6504120831 Generic Ur 85 02 to all PWR licensees & applicants, holders ol CPs 8 Fort 
St Vram le recommanded actions stemming from NRC integrated program for resolu 
lion of unresolved safety issues re steam generator lube Integrity Svc list end 
THOMPSON.H L Division of Licensing 86/04/17 Yankee Atomic Electric Co, 127pp 
29953 071-29963 262 ^ 



DOCKETED ITEMS 135 


0504290384 Ack receipt of Jen 1985 BNL repf re welding allegations end W/Q50322 
Hr Portion of issues closed Remaining open issues impracticable to close due to lack 
of resources Investigation may resume in event of restart 

COOK.JW Consumers Power Co 85/04/19 KEPPLERJG Region 3, Office of Di 
rector 2pp 30048 351*30048 352 


F Security, medical, emergency & fire protection plans 

8504080579 Public version of revised generaf ofc responso team/ emergency oper- 
ations facility emergency imptementing procedures, including Rev 9 to EOF-4 re com 
municatrons support team leader & Rev 6 to GEN-1 re overview 
^ Consumers Power Co 05/03/01 155pp 29714 007-29714 161 

B504 150239 Revised emergency plan implementing procedure “General Ofc Response 
Team/Emergency Operations Facility " 

^ Consumers Power Co 05/04/09 6pp 29800 040-29800 053 


Q. Adjudicatory correspondence 

8504020130 Response to ASLAQ 040313 order re whether ASLB decision to review 
Issues in soils hearing appropriate use of public resources Concurs w/decisron to 
remand OL w/in&tructfons to dismiss 01 application tor failure to pursue soils issue 
SINCLAtn.M P Sinclair, W //2fl5 334 85/03/27 Atomic Safety and Licensing Appeal 
Panel 5pp 29578 321-29570 325 

8504030175 Response opposing procedures set forth in ASLAB 050313 order directing 
parlies to address possibility of vacating ASLB Decision LBP-D5-2 on grounds of 
mootnoss Certificate of Svc end 

PATON,W D Hearing Branch 2 #285 345 85/04/01 Atomic Safety and Licensing 
Appeal Panel Opp 29587 327-29587 334 

8504040396 Considers refs to performance of Bechtel in ASLB 650123 Partial Initial Oe 
Gision LBP-85-2 unwarrarttsd Bechtel was not party to proceeding Comments on 
ASLAB 050313 order ro LBP-85-2 offered Svc list encl 

CHARNOFF.Q Shaw, Pittman, Potts & Trowbridge CHARNOFF.G Consumers Power 
Co #285 359 05/04/01 ROSENTHAUA S . MOORE,TS Atomic Safety and Licens- 
ing Appeal Panel 4pp 29607 312-29607 315 

8504050199 Memorandum In response to ASLAB 650313 Order LBP 85-2 Decision 
should not be vacated OL should be dismissed Based on listed changes, now OL 
review required 

STAMIRIS,B Stamms, B #285 382 85/04/01 Atomic Safety and Licensing Appeal 
Panel 4pp 29665 338 29665 341 

8504050227 Rocjuests that Board lake no action w/rospoct to proceeding until further 
notice from ud & Board not require Interim ropts on Dow litigation Utit will inform 
board of any change In status 

WILLIAMS,FC fsham, Lincoln & Seale WILLIAMS, FC Consumers Power Co #285 
376. 85/04/01 BECHHOEFER,C , COWAN.F P . HARBOUR, J Atomic Safety and Li 
censing Board Panel Opp 29662 122-20662 129 

8504060245 Forwards memorandum of CPC for filing W/o encLRelated correspond 
ence 

WILLIAMS, F C Isham, Lincoln & Beale #285 375 85/04/01, Dockoling & Services 
Branch 1p 20662 096-29662 096 

8504050246 Memorandum requesting ASLAB not lake any action lo vacato I BP 05-2 or 
dismiss OL appllcations,per 050313 order, based on current Intent to hold CPs & at 
tempt to sell plant Corlmcato of Svc end 

MILLEn,MI, W1LLIAMS,FC Consumers Power Co MtLLEn,M I fsham, Lincoln & 
Beale #205 374 B5/04/01 Atomic Safety and Licensing Appeal Pane! 14pp 
29061 002-29661 015 

9504090101 Memorandum & order granting second opportunity lo address dismissal of 
OL application & requesting discussion of certain subsidiary questions, Including basis 
on which ASLAB should take ir\lo account economic impact Served on 850408 
SHOEMAKER,G J Atomic Safety and Licensing Appeal Panel #265 413 05/04/05 
Consumers Power Co 7pp 29700 125-29700 131 

8504160628 Motion to extend time until 10 days after resolution of issues pending 
before ASLB for responses by all parties to applicant 850401 status rept Motion grant- 
ed for ASLB by Judgo C Gechhoerer Served on 050416 

PATON,WO Hearing Branch 2 #285 562 05/04/12 Atomic Safety and Licensing 
Board Panel 2pp 29819.155-29819 156, 

8504160633 Motion to extend lime for response by all parties to applicant 850401 
status rept until 10 days after Issues now pending resolved.Cerlificate of Svc 
end Related corrospondonco 

PATON,WD Hearing Branch 2 #285 666 85/04/12 Atomic Safely and Licensing 
Board Panel 4pp. 20819 108-29819 111 

8504230690 Forwards audit repls & supporting documentation Issued by util QA div Svc 
list encl Related correspondence. 

BRUNNER, J E, Consumers Power Co #285 645 85/04/10 Atomic Safely and Li- 
censing Board Panel 69pp 29965 001-29965 070 

8504230544 Motion far fonvo to participate as amicus curiae.por ASLAB 050313 & 0405 
memoranda & orders requesting response to questions re proceeding 
PIRICHJD, PHILLIPS,! C Midland, Ml Pin(CH,J D Miller, Canfield, Paddock & 
Slone #285 631 05/04/19 Atomic Safety and Licensing Appeal Panel 4pp 
29965 205-29965.200 

8504230560 Memorandum In response to ASLAB 850405 order re dismissal of OL 
application Applicalion neither abandoned nor delayed In dilutory manner.Certiflcate of 
Svc end 

MILLER, Ml,, WILLI AMS, FC Consumers Power Co MILLER.M I Isham, Lincoln & 
Beale. #285 657 85/04/19 20pp 29965 119 29965 138 

8504230585 Fonivards motion for leave lo participate as amicus curiae & memorandum 
of City & County of MIdland.State of Ml re ASLB 850405 & 0313 orders. W/o 
encl Related correspondence, ^ 

PIRICH.JD Miller, Canfield. Paddock & Stone #285 646 85/04/19 NRC - No De 
tailed Affiliation Given ip 29964 360 20964.363 


8504230593 Forwards util memorandum in response to 850405 order for filing W/o 
encl Related correspondence 

WILLIAMS.FC fsham, Lincoln & Beale #285 643 85/04/19 Dockeling & Services 
Branch Ip 29964 350 29964 358 

8504230601 Forwards Bechtel motion to participate as amicus curiae a response lo 
ASLAB 850405 memorandum A order Requests that motion be granted & response 
considered Svc list encl 

CHARNOFF.G Shaw. Pittman, Polls & Trowbridge #205 655 85/04/19 

ROSENTHAL.A S , MOORE, T S Atomic Safety and Licensing Appeal Panel 3pp 
29965 086 29965 107 

-8S0423060S Motion to parlicipate amici curiae in resolution of Issue of involuntary dis 
missal of ficonse application as identilied in ASLAB 850405 memorandum & order 
CHARNOFF.G Bechtel Corp CHARNOFF.G Shaw, Piltman, Polls & Trowbridge 85/ 
04/19 Atomic Safety and Licensing Appeal Panel 3pp 29965 001 29965 093 

“8604 230609 Response opposing ASLAB 050405 memorandum & order re disrnlssa! of 
OL applications Urges Board lo permit OL applications to continue in suspension until 
applicant affirmatively resolves disposition 

CHARNOFF.Q Bochlel Corp CHARNOFF.G Shaw. Piltman, Potts & Trowbridge 85/ 
04/19 Atomic Safety and ifconsing Appeal Panel 14pp 29965 094-29965 107 

8504230602 City & Counly of Midland.Slate of Ml motion (or leave to participate as 
amicus curiae In ASLAB request for responses to questions presented In 651)313 & 
0405 memoranda orders Proof of Svc end 

PfRICH.JD, PHILLIPS.TC Miller, Canfield, Paddock & Slone #285 640. 85/04/19 
Atomic Safety and Licensing Appeal Panel 4pp 29965 071 29965 087 

“8504230610 City & Counly of Midland.Slate of Ml response to ASLAB 050313 order to 
file memoranda re whether ASLAB should vacate ASLB decision re cerlain mods lo 
CP duo lo moolness Proof of Svc encl 

PIRICH.JD. PHILLIPS,! C Miller, Canfield, Paddock & Slone. 85/04/10 Atomic 
Safety and Licensing Appeal Panel. 13pp 29965 075 29965 087 

8504240335 Suppiemonlal response to ASLAB 850313 order.addfosslng whalher to 
romand OL portion of proceeding lo ASLB w/ Inslruclions lo dismiss OL 
application Cerlificalo of Svc end, 

PATON.WD. Hearing Branch 2 #285 673 85/04/19 Atomic Safely and Licensing 
Appeal Panol 21pp 29967 276 29967 296 

8504240363 Informs that no further action planned for open Issues other than entry into 
commilmonl tracking sys Project shutdown rendered technical resources 
unavailable Related correspondonce 

COOK.JW Consumers Power Co #285 664 85/04/19 KEPPLER.JG Region 3, 
Office of Director 2pp 29967 301 20067 302 

8504260274 Forwards Proof of Svc of motion for leave lo parlicipate as amicus curiae & 
memorandum of City & County of Midland, Ml re ASLAB 850405 & 03 1 3 orders 
PIRICH.JD Miller, Canfield, Paddock & Slone #205 699 85/04/10 NRC - No De 
(ailed Affiliation Given 4pp 30039 348 30039 351 

8S04240400 Order granting MP Sinclair & BQ Stamlns permission to reply lo applicant 
responses to 850405 order by 860510 Sarved on 850423 

SHOEMAKEfLCJ Atomic Safely and I Icenstng Appeal Panel #285 660 85/04/23 
Office of the Executive Legal Director Ip 29969 G33-299B9 333 


H. Goneral correapondance 


8604300347 Requests author name bo deleted from mailing list for died facilities 
HAHN, DR Michigan. Stale of. Dept of Public Ifoallh 85/04/23 WIGQINTON.DL 
Operating Reactors Branch 1 Ip 30062 324 30062 324 


0, Inspection reports, IE Quifollns & correspondonce 


8503190869 IE Info Notice 85-022, “Limitorque Motor-Operated Valves Rasul ling From 
Incorrect Installation of Pinion Goar ” Svc list end, 

JORDAN, EL Division of Emergency Preparedness & Enginooring Response (Post 
830103) 05/03/21 Consolidated Edison Co of Now York, Inc, tOCpp 20597 001 
29597 005 

8503210461 IE Info Notice 65 023, “Inadequate Surveillance & Post-Maint & Post Mod 
Sye Tesling “ Svc list encl 

JORDAN, EL, Division of Emergency Preparedness & Engineering Responso (Post 
030103} 65/03/22 Consolidated Edison Co of Now York, Inc 108pp 26656 001- 
29656.107. 

8503220444 IE Info Notice 05 024, “Failures of Proloctivo Coatings in Pipes & HXs “ 
Svc list encl 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/03/26 ConsoKdaled Edison Co of New York, Inc toapp 29506 154 
29596 363 

8503280037 IE Info Notice 85-025, "Consideration of Thermal Conditions in Design & 
Installation of Supports for Diesel Generator Exhaust Silencers " Svc list end. 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/02 Consolidated Edison Co of New York, Inc 107pp 29667 199 
20667:305. 

6503280045 IE Info Notice 85 026, “Vacuum Relief Sys for BWR Mark I & II Conlain- 
ments " Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103), 05/04/02. Consolidated Edison Co of New York, Inc 92pp 29667107- 
29667*198 

8504010038 16 Info Nollce 06 027, “Notifications to NRC Operations Ctr & Roporling 
Events In LERs," Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/04/03, Consolidated Edison Co of New York, Inc 9Qpp, 29690 255- 
29690 362 
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8504050042 SuppI 1 to iE Inlo Nolico 85-003, '“Separation of Primary Reactor Coolant 
Pump Shaft & Impeller ” Svc list en-cl 

JORDAN. EL Division of Emergency Preparedness &. Engmeenng Response (Post 
B30103) 85/04/0 B Consolitfaled Edison Co of Wew York, Inc 101 pp 29791 025 
29791 126 

8504050047 IE Info Notice 85 028, “Partial Loss of AC Power & Diesel Generator Deg 
radalion " Svc fist encf 

JORDAN, EL Division of Emergency Preparedness & Engineerinq Response (Post 
830103) 85/04/09 Consolidated Edison Co of Mew York, Inc u)9pp 29790 278- 
29791 024 

8504090419 IE Info Notice 85 029, '“Use of Unqualified Sources in Well Logging Appll 
caltws " Svc f/sl encl 

PArTLOW,JG Division of Inspection Programs (Post 850212) 85/04/12 Consolidal- 
od Edison Co of New York, Inc 66pp 29832 001 29832 023 

8504170240 IE Info Nolice 85 030, "Microbiotogically Induced Corrosion Conlainmenl 
Svc Water Sys ’’ Svc list encl 

JORDAN, EL Division o! Emergency Preparedness S Engineering Response (Post 
830103) 85/04/19 Consolidaled Edison Co ol New York, Inc I09pp 29966 258 
29966 363 

8504190055 IE Info Notice 85 032. “Recent Engine Failures of Emergency Diesel Gen- 
erators" Svc list encl 

JORDAN. E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc 109pp 29938 239 
29908 347 

8504190060 IE Info Notice 85 033, "Undersized Nozzle-To-Sholl WetdedJomis In Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code" Svc list 
encl 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Posl 
630103) 85/04/22 Consolidated Edison Ca ol New York, Inc liOBpp 299B9 001 
29989 107 

6504220347 IE Info Nolice 84 B4.Rev 1, "Deficiencies In Ferro Resonant Transformers " 
Svc list end 

JOROAN,E L Division of Emorgency Preparedness & Engineering Response (Post 
830103) 85/64/24. Consolsdated Edison Co of New York. Inc fIGpp 30027 067- 
30027 184 


R, Periodic operoting reports & related correspondence 

8604120182 Responds lo FOIA request for Caseload Forecaal Panel files in Ofc of Re- 
source MdI Forwards listed documents Documents also available in PDR 
FELTON, J M Division of Rules and Records 84/06/06 KILLEFER.C Shaw. Pillman, 
Potts & Trowbridge 2pp 30300 003 30303 129 

-8504120352 Forwards updated const status repts as of 790901 Into (or Inclusion in 
Yellow Book Related info end Preoperalional tesling program has been merged for 
both units 

MILLER, D B Consumers Power Co 79/09/11 KEPPLER,JG Region 3, Chicago. 
Office of mo Director I4pp 30318 243-30316 256 

-8504150187 Forwards updated const status repts as of 830101 tnfo for inclusion In 
Yellow Book 

MILLER, OB Consumers Power Co 83/01/14 HARTFIELD.R A Information Sysloms 
Branch 5pp 30325 174-30325 178 

-3504150350 Forwards updated const status repts as of 021001 for Inclusion In Yellow 
Book Const 83*)« complete 

MILLER.D B, Consumers Power Co 82/10/25 HARTFIELD.R A Information Bystems 
aranch 5pp 30325 209- 30326*303. 


S, Reportable occurrences, LERs & related correspondence 

8504050113 Inferim Part 21 & deficiency repl re failure of Gulf & Western MSIV actuator 
latch roller bearing Matter will not be pursued unless plants reactivated 
COOK.JW. Consumofs Power Co 85/03/22 KEPPLER.JG Region 3. Olfrce of Di 
rector 4pp 29675138 29675 141 

8604120197 Forwards “Review of Emergency Djesol Generator Rocker Arm Cap 
screws," tochnlcal evaluation repl 

LAiTV.WW Batlelle Memorial Instilute, Pacific Northwoat Laboralories FIN B2962 
85/04/04 BEnLINGER,C Division of Licensing ip 20766 217-29786 233 

-8504120220 "Review ol Emoigency Diesel Goneralor Rocker Arm Capscrews," tech 
nical evaluation rapt 

LAITY,WW Batlelle Memorial jnslituto, Pacific Norlhwosl Laboratories FIN B-2&52 
PNL-520ai5 85/03/31 Division Of Licer^sfng 15pp 29786 21 B-29788 233 

8504120227 Forwards “Review of Engine Base & Bearing Caps for TO) OSR-48 Diesel 
Engines," technical evaluation ropt 

LAIty.W.W. Battello Memorial fnslitute, Pacific Northwest Laboratories FIN 8-2963 
85/04/04 BERLINGER.C Division of LI cons in p 1p 29788 335 29788 362 

-8604120277 "Review ol Engine Base & Bearing Caps for TDI DSR 48 Diesel En 
glnes," loch nl cel evaluation rept 

LAITY.WW. Bailello Memorial Instilule, Pacific Northwest Laboratories FIN D-2952 
PNL-520O 11 05/03/31. BERLINGER.C H. NRC - No Detailed Affiliation Given 17pp 
2978B336 2978 6 352, 

8504120290 Forwards PNL-5200 21, “Review ol Emergency Diesol Generator Air Start 
Vafk« Capscrews," lechrrfceJ evaluaWorr r^f for ID} Diesm Bmm Pwlect 
LAITY, WW Batlelle Memorial Institute, Pacific Northwest LaDoratonos FIN B-2963 
85/04/04 BERLINGER.C Division Of Licensing Ip 20787 098 29707 114 

-8S04120296 "RevEew cf Emergency Diesel Generator Air Slari Yalva Capscrows," 
technical evaluation rept 

‘ Batlelle Memorial Institute, Pacific Northwest Laboratories FIN B-2952 PNL-5200- 
21 85/03/31 Division ot LIcansing 16pp 29787 099-29767 114 

8504120314 Forwards PNL'5200 1 2, "Review cf Engine Base 4 Bearing Caps (or TDI 
DSRV-1Z,DSRV-16 & DSRV-ao Diesel Engines “ 

LAITY, WW Bane He Memorial instil ule, Paclinc Northwest laboratories FIN &-2963. 
85/04/04 BERLINGER.C Division of Ucansinfl Ip 29767 001-29787.017 


-8504120317 'Review of Engine Baso & Bearing Caps for TDI DSRV-12. DSRV 16 & 
DSRV-20 OiBsel Engines " 

LAITY ,W W Batlelle Memorial Insliluto. PacLiic Northwest Laboratories FIN B 2063 
PNL-5200 12 65/03/26 Division Of Licensing 14pp 29767 002 29787 017 

0504160367 Part 21 repl re Clow Williams-Hagar chock valve used in starling air sys on 
TDI diesel engines Initially reported on 85031 2 TDI will furnish ronlacoment Duo chok 
il valves mfg by TRW Mission of Houston, TX & info upon request 
BOYER, RE Transamerica Delaval, Inc 85/04/10 Director's Office. Offtco ol Inspec 
tjon and Enforcement 3pp 29016 166 29816 168 

8504230590 Forwards audit repts & supporting documentation issued by util OA div Svc 
list ond Related correspondence 

BRUNNER, JE Consumers Power Co //285 645 85/04/18 Atomic Safely and Li- 
censing Board Panel 69pp 29965 001-29965 070 

0504300464 Forwards Bechtel & ulii nonconformance repls.qualily action requests.mgt 
corrective action repts, quality audit findings & 9&W repts of nonconformity for Jan & 
Fob 190 5, per Memorandum & Order ALAB 106 

COOK J W Consumers Power Co 05/04/25 TAYLOR.J M Director's Office. Office of 
Inspection and Enforcomont 5pp 30063 226 30063 249 


DOCKET 60 330 MIDLAND PLANT, UNIT 2 


A Appllcatlon/constructlon stage documents & correspondence 


8504120102 Responds to FOiA request lor Caseload Forecast Panol files in Ofc of Re- 
source Mot Forwards listed documents Documents also available In PDR 
FELTON, JM Division of Rules and Records 84/06/06. KILLEFER.C Shaw, Pillman, 
Ports & Trowbridgo 2pp 30300 003-30303 120 

-BOO731O-09O Discusses estimated const completion schedule for Unit 2 More detailed 
plant specific best ostimate fuel load date analysis for Unit 2 will be performed & re- 
sults provided lo Forecast Panel, util & general counsel 

QOYO.RS Division of Pro led Manage mer^l 70/03/07 TOURTELLOTTE.J Hearing 
Branch 4 2pp 30320 008 30328 009 

0503290250 Forwards 841105 Hr, per 041031 discussion authorizing util lo construct 
temporary dike roads to permit access to emergency cooling water reservoir & con 
struct temporary dike Related correspondence 

MOONEY.JA Consumers Power Co //IBS 145 04/11/05 NORELIUS.CE Region 3, 
Office of Director 4pp 29563 201-29563 294 

6504240501 Forwards cfocumontallon which was basis for bills issued lo ulit lor costs of 
OL reviews NRC computation ol fees discussed Util bill based on 1970 fee schedule 
due to appffcation fifed in t970.p0r tOCFRITO W/o ends 

MILLER.WO License Fee Management Branch 05/04/12 COOK.JW Consumers 
Power Co 2pp 29978 329-29978 330 

8504120206 Generic Llr 85 06 lo all PWR licensees S all applicants for OLs ro QA guid 
ance for ATWS equipment not safely related. Svc list encl 

THOMPSON, H L Division of Licensing 85/04/16 Consolidated Edison Co ol New 
York, Inc 22pp 20947 200 29947 309 

8504120031 (Generic Ltr 85 02 to all PWR licensees & ^pllcants, holders of CPs & Fort 
St Vram re recommended actions stemming from NRC integrated program tor resolu- 
tion of unresolved safety issues ro steam generator tube Integrity Svc list end 
THOMPSON.HL Division of Licensing 05/04/17 Yankee Atomic Electric Go 127pp 
20 953 071-29953 262 

BS04290304 Ack receipt of Jan 1985 6NL rept re welding allegations end w/850322 
lU Portion of issues closed Remaining open issuos impraclIcabTe lo close due to lock 
of resources fnvostigation may roeuma In event of restart 

COOK.JW Consumers Power Co 85/04/19, KEPPLER.JG Region 3, Office of Di 
rector 2pp 30046 361 30040 352 


F Securltyi medical, emergency & fire protection plena 


85O4O0O57D Public version of revised general ofc response loam/ emergency oper- 
ations tacifity emergency impfementing procedures, including Rev 9 to EOF-4 ro com 
municalions support loam loader & Rev B to GEN-1 re overview 
^ Consumers Power Co 85/03/01 137pp 20714 007-2971 4'1 61 

0504160239 Revised emergency plan innptementing procedure “General Ofc Response 
Toam/Emergency Operations Facility ” 

• Consumers Power Co 85/04/09 6pp 29800 040 29800.053 


Q. Adfudlcalory correspondence 


8504020130 iResponso to ASLAB 040313 order re whether ASLB decision to review 
issues In soils hearing appropriate use of public resources Concurs w/declslon to 
remand OL w/instruclions to dismiss OL application for failure lo pursue soils issue 
SINCLAIR, M P Sinclair. M //285 334. 65/03/27 Atomic Safely and Licensing Appeal 
Panel 5pp 29578-321-29578 325 

CS0403017& Response opposing procedures sol forth in ASLAB 850313 order directing 
parties to address possibility of vacating ASLB Decision LBP-Bb 2 on grounds oi 
moolnoss Certificate of Svc encl 

PATON.W.D Hearing Branch 2 //2&5 346 85/04/01 Atomic Safety and Liconslng 
Appeal Panel 8pp 29587 32 7*20687’334 

8504040396 Considers refs to performance of Bechtel In ASLB 050123 Partial Initial Do 
cjsion L8P 85-2 unwarranted Bechtel was not parly lo proceeding. Com merits on 
ASLAB 850313 order re L0P-85-2 offered Svc list encl 

CHARNOFF.G Shaw. PHtman, Polls & Trowbridge CHARNOFF.G Consumers Power 
Co #285 359. 86/04/01 ROSENTHAL, A S . MOORE, T.S Atomic Safely and Licens 
ing Appeal Panel, 4pp 29607 312-20607-315 
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8504050199 MemorancJum in rosponse to ASLAB 050313 Order LBP 85 2 Decision 
should not he vacated OL should be dismissed Based on listed changes, new OL 
review required 

STAMIRIS.B Stamiris, B #285 302 85/04/01 Atomic Safety and Ltconsmg Appeal 
Panel 4pp 29665 338 23665 341 

8504050227 Requests that Board take no action w/respect to proceeding until further 
notice from util & Board not require interim repts on Dow litigation UtiJ will inform 
board of any chango in status 

WILLIAMS, FC isham, Lincoln & Beale WJLLIAMS.FC Consumers Power Co #285 
376 05/04/01 BECHHOEFER.C , COWAN, F P . H ARBOUR. J Atomic Safety and Li- 
censing Board Panel 0pp 29662 122-29662 129 

8504050246 Forwards memorandum of CPC (or filing W/o end Related corrospond- 
enco 

WILLIAMS.F C Isham, Lincoln & Beale #285 375 85/04/01 Docketing & Services 
Branch Ip 29662 096-29662 096 

8504050246 Memorandum requesting ASLAB not lake any action to vacate LBP‘05'2 or 
dismiss OL applications, par 850313 order.based on current intent to hold CPs & at- 
tempt to sell plant Certiffcate of Sve end 

MILLER, M I . WILLIAMS, F C Consumers Power Co MILLER.M I Isham, Lincoln & 
Beale #285 374 85/04/01 Atomic Safety and Licensing Appeal Panel 14pp 
29661 002 29661 015 

8504090101 Memorandum & order granting second opportunity to address dismissal of 
OL application & requesting discussion of certain subsidiary questions, including basis 
on which ASLAB should take into account economic impact Served on 650408 
SHOEMAKER.CJ Atomic Safety and Licensing Appeal Panel #285 413 85/04/05 
Consumers Power Co 7pp 29700 125 29700 131 

8S04 160628 Motion to extend time until 10 days after resolution of issues pending 
before ASLB for responses by all parties to applicant 050401 status rept Molion grant 
ed for ASLB by Judge C Sechhoefer Served on 850416 

PATON.WD Hearing Branch 2 #285 562 85/04/12 Atomic Safety and Licensing 
Board Panel 2pp 29819 155-29819 156 

8SO416Q033 Motion to extend time for response by all parlies to applicant 850401 
status rept until 10 days alter issues now ponding resolved Cerlificalo of Sve 
end Relalod correspondence 

PATON.WD Hearing Branch 2 #205 566 85/04/12 Atomic Safely and Licensing 
Board Panel 4pp 29819 108 29819 111 

8504230596 Forwards audit repts supporting documentation issued by util QA div Sve 
list encLRelated correspondence 

BRUNNER, J E Consumers Power Co #285 645 85/04/18 Atomic Safety and Li 
censing Board Panel 69pp 29965 001-29965 070 

8504230544 Motion for leave to participate as amicus curiae, per ASLAB 850313 & 0405 
memoranda & orders requesting response to questions re proceeding 
PIRICH.JD, PHILLIPS,! C Midland, Ml PIRICH.JD Miller, Canfield. Paddock & 
Stone. #265 631 85/04/IQ Atomic Safoty and Licensing Appeal Panel 4pp 
29965 205*29965 208 

8504230560 Memorandum in response to ASLAB 850405 order re dismissal of OL 
application Application neither abandoned nor delayed in dilutory manner Cortificato of 
Sve encl 

MILLER.M I , WILLIAMS.F.C Consumers Power Co MILLER.M I fshnm, Lincoln & 
Beale #285 657 05/04/19 20p[j 20965 119 29065 130 

8504230SQ5 Forwards motion for leave to parllcipato as amicus curiae & memorandum 
of City & County of Midland, State of Ml re ASLB 850405 & 0313 orders W/o 
encl Related correspondence 

PIRICH.JD Miller, Canflold, Paddock & Stone #265 646 85/04/10 NRC - No Do 
tailed Affiliation Given, tp. 29964.363-20964.363 

8504230693 Forwards util memorandum in responso to 050405 order (or filing W/o 
encLRelated correspondence 

WfLLIAMS.FC (sham, Lincoln & Beale #205 643 05/04/19 Docketing & Services 
Branch Ip 29964 358-29964 369 

8504230001 Forwards Bechtel motion to participate as amicus curiae & responso to 
ASLAB B50405 memorandum & order Requests that motion bo granted & responso 
considered Sve list end, 

CHARNOFF.G Shaw. Pittman, Polls & Trowbridge #205 655 85/04/19 

ROSENTHAL, A S , MOORE, T S Atomic Safety and LTcensing Appeal Panel 3pp 
20965 008 29965 107 

—8504230605 Motion to participate amici curiae in resolution of issue of Involuntary dis- 
missal of license application as Identified in ASLAB 050405 memorandum 8 order, 
CHARNOFF.G Bechtel Corp, CHARNOFF.G, Shaw. Pittman. Potts & Trowbridge. 05/ 
04/19. Atomic Safely and Liconsing Appeal Panel 3pp 29D65 091-29965 093 

-8504230009 Response opposing ASLAB 850405 memorandum & order re dismissal of 
OL applications Urges Board to permit OL applications to continue in suspension until 
applicant affirmatively resolves disposition, 

CHARNOFF.G. Bechtel Corp CHARNOFF.G Shaw, Pittman, Potts & Trowbridge, 85/ 
04/19 Atomic Safely and Licensing Appeal Panel 14pp 29965 094-29965 107 

8504230602 City & County of Midland, Slate of Ml motion for leave to participate as 
amicus curiae In ASLAB request for responses to questions presented in 850313 & 
0405 memoranda orders Proof of Sve end 

PIRICH.JD.. PHILLIPS,! C Miller. Canfield, Paddock & Slone, #285 640 85/04/19. 
Atomic Safely and Liconsing Appeal Panel 4pp 29965’071-29965 087, 

-8504230610 City & County of Midland, State of Ml response to ASLAB 850313 order to 
(lie memoranda re whether ASLAB should vacate ASLB decision re certain mods to 
CP due to mootness Proof of Sve encl 

PiniCH,JD.. PHILLIPS,! C Miller, Canfield, Paddock & Slone 06/04/19 Atomic 
Safoty and Licensing Appeal Pane). I3pp 29965 075-20965 087 

8604240335 Supplemental response to ASLAB 050313 order.addrosslng whether to 
remand OL portion of proceeding to ASLB w/ jnsfrucllons to dismiss OL 
application Cerlificalo of Sve end 

PATON,W,D. Hearing Branch 2. #295 673 85/04/19 Atomic Safely and Licensing 
Appeal Panel 21 pp 29967 276-29967 296 


0504240363 Informs that no (urlfier action planned lor open issues other than entry into 
commitment tracking sys Project shutdown rendered technical resources 
unavailable Related correspondence 

COOK.JW Consumers Power Co #285 664 85/04/19 KEPPLER.JG Region 3, 
Office of Director 2pp 29967 301-2096/302 

8504200274 Forwards Proof of Sve of motion for leave lo participate as amicus cunae & 
memorandum of City & County ol Midland, Mi re ASLAB 850405 & 0313 orders 
PIRICH.JD Miller. Canfield, Paddock & Stone #285 699 85/04/19 NRC No De 
tailed Affiliation Given 4pp 30039 348 3003D 351 

8504240409 Order granting MP Sinclair & BG Stamms permission lo reply to applicant 
responses lo 850405 order by 050510 Served on 850423 

SHOEMAKER.CJ Atomic Safety and Licensing Appeal Panel #285 666 85/04/23 
Office of the Executive Legal Director l p 29969 333 29969 333 


H. General correspondence 


8504300347 Requests author name bo deleted from mailing list for cited facilities 
HAHN.D R Michigan, State of, Dept of Public Health 85/04/23 WIGGINTON.O L 
Operating Reactors Branch 1 Ip 30062 324 30062 324 


Q. Inspection reports, IE Bulletins & correspondence 

8503190859 IE Info Notice 85 022, "Limilorquo Motor-Operated Valves Resulting From 
Incorrect Installation of Pinion Gear " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Responso (Post 
830103) 85/03/21 Consolidated Edison Co of New York, Inc 108pp 29597 001- 
20507 005 

8503210461 IE Info Nollco 85 023, "Inadequate Surveillance & Post Mainl & Post Mod 
Sys Testing " Sve list encl 

JORDAN.EL Division of Emergency Preparedness & Engineering Responso (Post 
030103) 85/03/22 Consolidated Edison Co of Now York, Inc I08pp 29656 001- 
29656 107 

0503220444 tE Info Notice 85-024, "Failures of Protective Coalings in Pipes & HXs " 
Sve list one) 

JORDAN.EX. Division of Emergency Preparedness & Enginoonng Response (Post 
030103) 05/03/28 Consolidated Edison Co of Now York, fnc fOOpp 29596 154- 
20506 363. 

8603200037 IE Info Notice 05 025, "Consideration of Thermal Conditions in Design & 
Inslallallon of Supports for Diesel Generator Exhaust Silencers " Sve list end 
JORDAN.E L Division of Emergency Preparodnoss & Engineering Responso (Post 
030103) 05/04/02 Consolidated Edison Co of Now York, Inc 107pp 29667 199 
20667 305 

0503280046 IE Info Notice 05 026, "Vacuum Reliol Sys for BWR Mark I & tl Contain 
monts " Sve list end 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response {Post 
030103) 05/04/02 Consolidated Edison Co of New York. Inc 92pp 20667 107- 
20667 190 

6604010039 IE tnfo Notice G5 027, "Notifications to NRC Operations Ctr & Reporting 
Events In LERs " Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103). 05/04/03 Consolidated Edison Co of Now York, Inc 98pp 20600 255- 
29600 362 

05040S0042 SuppI 1 to IE Info Notice 05 003, "Seporation of Primary Reactor Coolant 
Pump Shaft & Impeller " Sve list end 

JORDAN.E L Division of Emergency Preparodnoss & Englnoorfng Response (Post 
030103) 05/04/00 Consolidated Edison Co of New York, Inc 101pp 29791 025 
29791.126 

6504050047 IE info Notice 85 028, "Partial Loss of AC Power & DIosol Generator Dog 
radalion " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Ennlneoring Response (Post 
030103) 05/04/09. Consolidated Edison Co of Now York, Inc 109pp 29790 278- 
2970V024 

8504090419 IE Info Notice 85 020, "Use of Unqualified Sources m Well Logging Appli 
cations " 8vc list end 

PARTLOW.J.G. Division of Inspection Programs (Post 850212) 85/04/12 Consolidal 
od Edison Co of New York, Inc 66pp 29832 001-29032 023 

0504170240 IE fnfo Notice 05 030, "MIcroblologIcally induced Corrosion Containment 
Sve Water Sys." Sve list encl 

JORDAN.E L Division of Emergency Preparedness & Engineering Responso (Post 
030103). 05/04/19. Consolidated Edison Co of Now York, (nc f09pp 29066 258- 
29966 363 

8504190055 IE Info Notice 85 032, "Recent Engine Failures of Emergency Diesel Gen- 
erators " Sve list encl 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc 109pp 29988 239- 
29988 347. 

0604190060 (E Info Notice 85 033, "Undersized Nozzlo-To Shell Welded Joints In Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code " Sve list 
end 

JORDAN.EL Division of Emergency Preparedness & Engineering Responso (Post 
030103). 05/04/22. Consolidated Edison Co of Now York, Inc, lOOpp 20989 001* 
29909 107 

8504220347 IE Info Notice 84 94. Rev 1, "Deficiencies in Ferro Resonant Transformers ” 
Sve tisl end 

JORDAN.E L Division of Emergency Proparodneas & Engineering Response (Post 
830103). 85/04/24. Consolidated Edison Co of New York, Inc 110pp 30027 067- 
30027.104. 
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R. Por<off^c operaling /epofts & related correspondence 

1504120182 Responds to FOIA request for Casoload Forecast Panel files in Ofc of Re- 
source Mgt Forwards listed documents Documents also available m PDR 
FELTON, JM Dwbion of Rules and Records 04/06^06 K1LLEFER,C Shaw, Pitiman, 
Polls & Trowbridge 2pp 30300 003 30303 120 

-8504120352 Forwards updaled const status repts as of 790901 Info for inclusion m 
Yellow 8ook Related info enci Preoperational testing program has been merged for 
both units 

MILLER.D B Consumers Power Co 79/09/1 1 KEPPLEfl.J G Region 3. Chicago, 
Offico of the Director 14pp 30318 243 30318 256 

-6504150187 Forwards updated const status ropts as of BG0101 Info for inclusion in 
Yellow Book 

MILLER.DB Consumers Power Co 83/01/14 HARTFIELD.R A Information Systems 
Branch 5pp 30325 174-30325 17B 

-6504150350 Forwards updated const status repts as of 021001 for inclusion in Yellow 
Book Const complete 

WILIER, D B Consumers Power Co 82/10/25 HARTFIELD.R A Information Systems 
Branch 5pp 30325 299 30325 303 


S. Reportable occurroncea, LERa I related correspondence 

8504050113 fnlerim Pari 21 & deficiency rept ro failure of Gulf & Western MSIV aclualor 
latch roller hearing Walter will not be pursued unless plants reactivated 
COOK.JW Consumers Pov.er Co 05/03/22 KEPPLER.JG Region 3, Office of Di- 
rector 4pp 29675 138 29675 141 

8504120197 Forwards '‘Review of Emergency Diesel Generator Rocker Arm Cap- 
screws," technical evaluation rept 

LAITY, WW Battelle Wemorial institute. Pacific Northwest Laborafortes FIN 0-2952 
85/04/04 BERLINGER.C Division of Licensing Ip 29786 217-29786 233 

-8S04 120228 “Review of Emergency Diesel Generator Rocker Arm Capscrews, “ lech 
meal evaluation rept 

LAITY, WW Battelle Memorial Institute, Pacific Norlhwesl Laboratories FIN B-2952 
PNL'5200-15 85/03/31 Qivisiori of Licensing 15pp 29786 218 20786 233 

8504120227 Forwards "Review of Engine Base & Bearing Caps for TDI DSR 48 Oiosel 
Engines," technical evaluation rept 

LAITY,WW Battelle Memorial Institute, Pacific Northwest Laboratories FIN B-2963 
85/04/04 BERLINGER.C Division ol Llconsing Ip 29788 335 29788 352 

“85D41 20277 Review of Engine Base & Bearing Caps for TDI DSR 48 Diesel En 
me 5," technical evaluation rent 

A1TY.WW Batlelle Wemonat Inslilulo, Pacific Norlhwesl Laboratories FIN B-2952 
PNl-5200 11 85/03/31 BERLINGER.C H NRC No Detailed Affiliation Given 17pp 
2978B 336 29788 352 

8S04 120298 Forwards PNL-5200 21, "Review of Emergency Diesel Generalor Air Start 
Valve Capscrews," technical e valuation rept for TDI Dieso! Engino Pro|GCl 
LAITY, WW Baltelle Memorial Institute, Pacific Northwest Laboratories FIN B-2963 
85/04/04 BERLINGER.C Division of Licensing ip 29787 098 29787 114 

”6584120296 "Review of Emergency Dtosel Generalor Air Star! Valve Capscrews," 
technical evaluation rept 

• Battelle Memorial Institute, Pacilic Norlhwosl Laboiatorjos FIN B 2852 PNL-5200- 
21 65/03/31 Division of Liconsing 16pp 29707 099 29787 114 

8504120314 Forwards PNL-5200 1 2. "Review of Engine Base & Bearing Caps for TDI 
DSRV-12,DSRV-16 & DSRV-20 Diesel Engines 

LAITY.WW Baltelle Memorial Institute, Pacific Norlhwesl Laboralonos FtN 0-2963 
85/04/04 BERLINGER.C Divisiort of Licensing Ip 29787 001-29787 017 

-85D4120317 “Review ol Engine Base & Bearing Caps for TDI OSRV-12, DSR V- 16 & 
DSRV-20 Diesel Engines" 

LAITY.WW Batlelle Memorial Inslitute, Pacific Northwest Laboratories FIN 0-2963 
PNL-5200-12 85/03/26 Division of Licensing 14pp 29787 002-20787 017 

8504160367 Part 21 rept re Glow Willlanris Hagar check valve used In starting air sys on 
TDI diesel engines Initially reported on 850312 TDI will furnish replacement Duo-cheK 
II valves mfg by TRW Mission of Houston.TX 6 info upon request 
BOYER.R E Transamerica Delaval, Inc 65/04/10 Director's Offico, Office of Inspec- 
ticn and Enforcement 3pp 29816 166 29B1& 168 

8504230590 Forwards audit repts & supporting docunnonlation issued by util QA divSvc 
list end Related correspondence 

BRUNNER.J E Consumers Power Co //2a5 645 85/04/18 Atomic Safety ar^d Li 
censing Board Panel 69pp 29965 001 29965 070 

65043 0 0464 Forwards Bechlel & util nonconformance repts, quality action requests.mgt 
corrective action repls, qualify audit findings & B&W repts of nonconformity for Jan & 
Feb 19B5.per Meirorardum S Order ALA6 106 

COOK,JW. Consumers Power Co 85/04/25 TAYLOR. J M Director's Office, Office of 
Inspaclior^ and Enforcen^ent 5pp 30063 226-30063 249 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F. Security, mecffcal, emergency & ffre proleclion plans 

8504060224 Forwards rev to security plan.conslsllng of Changes 1 8 Rov withheld {ref 
10CFR73 21) 

MCGAUGHY.RW fowa Electric Light & Power Co B5/03/29 KEPPL£R,JQ Bogion 
3, Office of Director 2pp 29663 079 29663 080 

0504060357 Forwards Insp Rept 50-331/85 03 on 850121-0318 & notice of violation 
WARNICK.RF Region 3, Oliica of Director, 85/04/01 LtU,L Iowa Eleclric Light & 
Power Co 2pp 29686 011 29685 021 

”0504080359 Notice of violalion from Insp on 850121 0316 
WARNICK.RF Region 3, Offree of Director 05/04/61 Ip 29666 013-29686,013 


-8504000364 Insp Rept 50 331/85 03 on 850121 0318 Violation noted failure 1o 
adhere to procedures for implementing fire protection plan 
BOYD.DC Region 3. Office of Director 85/04/01 Opp 29606 014-29688 021 

0504060532 Forwards Safeguards Insp Repl 50 331/85 07 on 8S0305 08 No noncom 
piranco noted 

AXELSON.WL Region 3, Offica of Director 85/04/01 LIU.L Iowa Electric Light & 
Power Co 2pp 29677 242 29677 244 

-8504000535 Safeguards Insp Repl 50-331/85 07 on 850305 08 No noncompliance 
nolod Major areas inspected followup on unresolved items, security plan & rmplomenl 
Ing procedures & security organization Details withhold (ref 10CFR73 21) 
CHRfSTOFFER.G . KNICELEY.J R . CREED, J R Region 3, Office of Director 85/04/ 
01 Ip 2D677 244 29677 244 

6504120271 Submits add! info re alternate shutdown capability (ASC), per 850307 
request Exemphon from App R, Section III G 1 to permit operation for Cycle 8 w/cur 
renlly designed ASC requested 

MCGAUGHY.RW Iowa Electric Light & Power Co 85/04/05 DENTON,H R Olftce o1 
Nuclear Reactor Regulation. Director 3pp 29706 294-29786 296 

8504170277 Provides no comments ro util 841109 & 850110 requests to amend Lk 
cense DPR 49,modrfymg fire doteclion/fire surveillance requirements for operation & 
maint situations which require lire barrier penetration 

HOUVENAGLE.T Iowa. State of 85/04/09 VASSALLO.DB Oporating Reactors 
Branch 2. Ip 29B27 348 29B27 348 

8504170366 Advises that 850329 revs to security plan.guard training & qualification plan 
& safeguards contingency plan consistent w/provistons of tOCFRSO 54 (p) & accopla 
ble 

AXELSON.WL Region 3. Office of Director 05/04/10 LIU,L Iowa Electric Light & 
Power Co, 2pp 29627 253 29827 254 


J. Insurance & Indemnity information 

6504100437 Forwards Endorsement 67 to NELIA Policy NF-214 & Endorsement 9 to 
N6LIA Master Policy 1 

SHEA.KH Newman & Hollzinger 05/04/02 SALTZMAN.J D Assislant Director (or 
Stale & Licensee Relations 3pp 29721 342-29721 344 

6604100324 Forwards Endorsement 66 to NELIA Policy Nr-2 14, Endorsement 54 to 
MAELU Policy MF-72,Endorsement 5 to NELIA Certificate N-50 & Endorsomenl 5 to 
MAELU Certificate M 50 

SHEA,KH Newman & Hollzinger 85/04/03 SALTZMAN.J D Assislant Director for 
State & Licensee Relations 5pp 29729 093-29729 097 


P. Operating license stage documents & correspondence 

8504030192 Forwards Amend 113 to License DPR-49 & safety evaluation Amend ro 
vises Tech Specs to change snubber testing following failure from 10% lo 5% & do 
fetes requirement lo increase drag force by 50% during snubber functional tests 
THAOANI.MC Oporating Reactors Branch 2 85/03/12 LIU.L Iowa Electric Light & 
Power Co 2pp 29627 022-29627 041 

-6504030197 Amend 113 to License DPR 49, changing snubber teslinq from 10% lo 
5^0 & deleting requirement lo Increase drag force by 50^o during snul}ber functional 
tests 

VASSALLO.DB Operating Reactors Branch 2 85/03/12 16pp 29627 024 

29627 039 

-6504030202 Safely evaluation supporting Amend 113 to License DPR 40 

* Offico of Nuclear Reactor Regulation, Director 85/03/12 2pp 29627 040 
20627 041 

8504030230 Forward!* Amend 114 lo License DPR-49 & safely evaluation Amend ro 
vises Toch Specs to incorporate changes to efanfy & update refs & correct typos in 5 
areas 

THADANI.MC Operating Reactors Branch 2 65/03/14 LiU,L Iowa Electric Light & 
Power Co 2pp 29626 321-29027 021 

-8504030239 Amend 114 to License DPR-49,incorporaling changes to clarify & update 
rols in 12 areas A correct typos in 5 areas 

VASSALLO.D.B Operating Reactors Branch 2 85/03/14 57pp, 29626 323- 

20627 017 

-8604030242 Safety evaluation supporling Amend 114 lo License DPR 49 

* Oflice of Nuclear Reactor Regulation, Director 65/03/14 4pp 29627 01B 
29627 021 

8504080395 Forwards Amend 115 to License DPR-49 & safety evaluation Amend ro 
vises Toch Specs to permit Increase in rated power from 1,593 MWf to max steady 
slato core power levol of 1,650 MWl 

THADANt.MC Operating Reactors Branch 2 85/03/27 LfU.L fowa Eleclric Light & 
Power Co. 2pp 29689 224-29689 286 

-8504060390 Amend 115 to License DPR 49, revising Tech Specs to permit increase ir> 
rated power from 1^593 MWt to max steady slate core power level of 1,658 MWl 
THOMPSON, HL Division of Licensing 85/03/27 51 pp 29689 226 20669 276 

—8504080403 Safety evaluation supporting Amend 115 to License DPR-49 

* Office of Nuefear Reactor Regulation, Director 85/03/27 10pp. 20689 277- 
29669 266 

8504110464 Application to amend License DPR-49.consi5tlng of Proposed Change Re- 
quest RTS-1 85, modifying containmerrt purge/venl valve operating limitations, per NRH 
841001 safety evaluation & TMI Item II E 4 2 6 compliance Fee paid 
MCGAUGHY.RW Iowa Eleclric LighI & Power Co 85/04/05 DENTON, H. Office of 
Nuefear Reactor ftogulallon. Director 5pp 29765,332-20765 342, 

”0504110470 Proposed Change Request RTS-1B5 modifying Tech Specs re contain- 
ment purge/venl valve operating limitations, per NRR 841001 safety evaluation & TMI 
Item HIE 4 26 

* Iowa Electric Light & Power Co 85/04/05 6pp 29765 337-29765 342 
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8504170151 OMers no commenls on 850111 & 0315 apphcattons for amend to License 
OPR *49, consisting of Proposed Change RTS 182 re converting APRM, average rod 
block monitor.ARTS program S 850405 NSHC 

HOUVENAGLE.T L Iowa, Slate of 85/04/09 VASSALLO.D B Operating Reactors 
Branch 2 1p 29827 311*29827 311 

8504170265 Offers no comments on ulU 850111 application for amend to License OPR* 
49, consisting of Proposed Change RTS 101 re 10% increase In max temp operating 
liinit for reactor vessel & 26% reduction in mm temp for unbolting vessel Head studs 
HOUVENAGLE,! L Iowa, State of 05/04/09 VA§SALLO,D B Operating Reactors 
Branch 2 1p 29027 333 29827 333 

8504170277 Provides no comments re util 841100 & 0501 IB requests to amend Li- 
cense DPR*49, modifying fire detection/flro surveillance requirements for operation & 
mai-nt situations which require fire barrier penetration 

HOU'i/ENAGLE.T Iowa, State of 85/04/09 VASSALLO.D 8 Operating Reactors 
Branch 2 Ip 29827 348*29027 348 

6504170300 Offers no comments on 841207 application for amend to License DPR- 
49,increasing certain containment isolation valve test pressures by 10% & 030405 
notice of amend appllcalions 

HOUVENAGLE.T fowa. State of 85/04/09 VASSALLO.D 0 Operating Reactors 
Branch 2 Ip 29827 353*29027 353 


-6504120393 Provides daily staff notes for 010925 Notices of violation issued to utils 
for failure to notify NRC by 819701 of inability to corriplete implementation of prompt 
public notification sys 

biRCKS.WJ Office of the Executive Director for Operations 81/09/28 PALLADINO 
Commissfoners Ip 30301 253 30301 253 

8504240069 Ack recQipt of 841126 Itr & payment of civil penalty m amounl of 
$25.000, moposed in NRC 841020 Itr 

AXELRAD.J A Enforcement Staff 84/12/05 LIU.L Iowa Electric Light & Power Co 
2pp 29906 211-29906 212 

8504100327 Lists actions &/or documontalion necessary to close out IE Bulletin 81 01, 
‘*Survcljlenco of fvfeohanical Snubbers,'* lor listed facilities prior to finalizing closeout 
r^l 

JORDAN, EL Dwislon of Emergency Preparedness & Engineering Response (Post 
030103) 05/02/11 STAROST^KI.n Region 1 , Office of Diroclor 4pp 29914 165 
29914 168 

8503190859 IE Info Notice 85 022, “Limilorque Motor Operated Valves Resulting From 
Incorrect Installation of Pinion Goar" Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/03/21 Consolidatoid Edison C-o, of New York, Inc lOBpp 29597 001- 
29597 005 


6604300629 Forwards Amend 116 to License DPR 49 & safety ©valuation Amend re- 
vises Tech Specs to incorporate changes for new & spent fuel storage facilities In 
support of lead test assembly program for Cycle 6 operation 

TNADANI.MC Operaling Reactors Branch 2 85/04/11 LIU.L Iowa Electric Light & 
Power Co 2pp 30072 096 30072 105 

-8604300531 Amend 116 (o License DPR-40, revising Tech Specs to incorporate 
changes re new & spent fuel storage facilities in support of lead lost assembly pro- 
gram for Cycle 0 operation 

VASSALLO.D B Operating Reactors Branch 2 05/04/11 6pp 30072 098-30072 102 

-8504300535 Safety evaluation supporting Amend 116 to License DPR-49. 

• Office of Nuclear Reactor Hegulolfon, Director 85/04/11 3pp 30072 103- 
30072 105 


6504220179 Responds lo NRC request for addi info re NUREG-0737,ltom II B 3 re post- 
accident sampling sys Licensee has agreement w/B&W to perform offsite analysis of 
postulated post accident samples 

MCGAUGHY,RW Iowa Electric Light & Power Co 85/04/15 DENTON, H Office of 
Nuclear Reactor Rogulalion, Director 6pp 29930148*29930 217 

-8504220211 Rev 4 to Post Accident & Analysis Procedure 3 7. "Hydrogen, 
Nilro gen, Oxygen Gas Chromatograph,Total Dissolved Gases ” 

• Iowa Electric Light & Power Co 84/09/28 lOpp 29930.152 29930.161 

-6604220219 Rev 2 lo Post Accident Sempllng & Analysis Procedure 3 7A, "Hewlett 
Packard 5700A Gas Chromatograph " 

• Iowa Electric Light & Power Co 04/11/30 11pp. 20930.162 29930 172 

-BS04220226 Rev 3 to Post-Accident Sampling & Analysis Procedure 7 2. "Inlerprota- 
tion of Post-Accident Sampling Sys Results " 

• Iowa Electric Light & Power Co 84/06/24 39pp 29930 173-29930 211 

-6504220293 Rev 1 to Post- Accident Sampling & Analysis Procedure 7.3, "Containment 
High-Range Radiation Monitors " 

‘ fowa ElocUic Light & Power Co 83/03/23 6pp 29930 212-29030 217 

8504120206 Generic Ltr 85 06 to all PWR ficenseos & all applicants for OLs re OA guid- 
ance for ATWS equipment not safety-related Svc list end 

THOMPSON, HL Division of Licensing 85/04/18 Consolidated Edison Co of New 
York. Inc 22pp 29947 208 20947 309 

8504220230 Forwards updated pages for Amends 114 & 115 to Licenso DPR-40, reflect- 
ing approved changes issued after amends filed Amends should bo reissued w/cor- 
recLions 

MCGAUGHY.R W, Iowa Electric Light & Power Co, 85/04/16 DENTON.H R. Office of 
Nuclear Reactor Regulation, Director 16pp 20930*224-29930*241 , 

8B0 4300536 Forwards Amend 117 lo Licenso DPR 49 & safely evalualion Amend re- 
vises Tech Specs to Incorporate changes to support reload & restart for Cycle B oper- 
ation 

THADANI.M.C. Operating Reactors Branch 2 85/04/17. LIU,L fowa Electric Light & 
PoworCo 2pp 30072 069-30072 095 


-8504300540 Amend 117 to License DPR-49,revis!ng Tech Specs to incorporate 
changes supporting reload & restart for Cycle 8 operation, Including changes re 
MAPLHGR.mfn critical power ralio & fuel typo identification 

VASSALLO,DB Operaling Reactors Branch 2 05/04/17. 20pp 30072.071- 
30072 090. 


■8504300544 Safety evaluation supporting Amend 117 lo License DPR 49 
* Office of Nuclear Reactor Regulation, Director. 85/04/17 6pp. 30072 091- 
30072 095 


8504250246 Forwards Tech Spec Tables 3 2-H & 4.2-H, clarifying footnotes & correcting 
typos from 040127 & 1207 applications lo amend License DPR-49,lncorpora1ing Ge- 
neric Ltr 83-36 guidance, per 050222 meeting. 

MCGAUGHY.R W Iowa Electric Light & Power Co, 85/04/22 DENTON.H. Office of 
Nuclear Reactor Regulation, Director 6pp. 29985 131-29985 136. 


8504290336 Clarifies Intent to perform seat leakage testing of torus & confalnment 
spray Isolation valvos,ln response to NRC 850320 request re util 841207 requesi for 
relief from Typo C testing requirements, 

MCGAUGHY.R W Iowa Bectric Light & Power Co. 85/04/22. DENTON,H.R. Office of 
Nuclear Reactor Regulation, Diroclor Ip 30051 ’006-30051 :006 


Q. Inspection reports, IE Bulletins & correspondence 


8503210461 IE Info Notice 85 023, "Inadequale Surveillance & Post-Marnt & Post Mod 
Sys Tesllrig " Svc lisl encf 

JORDAN.EL Division of Emorgoncy Preparedness & Englneenng Response (Post 
030103) 05/03/22 Consolidated Edison Co of New York, Inc 108pp 29656 001- 
29656-107 

8603220444 IE fnfo Nollco 05-024, “Failures of Protective Coalings in Pipes & HXs " 
Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/03/26 Consolidated Edison Co of New York, Inc 100pp 29596 154 
2059 6 363 

85040B0324 Forwards Insp Repl 60 331/85 05 on 850226 0301 & notice of vjolalicn 
PAPERIELLO,C J Region 3, Office of Director 85/04/01 LIU.L Iowa Electric Light & 
Power Co. 2pp 29685 09*1-20605 1 09 

-6504080329 Notice of violation from Insp on 050226 0301 
PAPERIELLO.C J Region 3, Office of Director 05/04/01 Ip 29685 096-29605 096 

-6504080833 Insp Rept 50 331/85 05 on 850226 0301 Violation noted shipping mant 
fest for Waste Shipment 04 53 failed lo Identify waste classification for Drum 04 A 84 
which contained Crass A waste. 

HUETER.L.J,. GRANT.WB, QREGER.LR Region 3, Office of Director 85/04/01 
13pp 29685 097-29605 109 

B5040B0357 Forwards Insp Root 50 331/85-03 on 850121-0316 & nollce of violation 
WARNICK.fl.F, Region 3. Olfioe of Director 85/04/01 LIU.L Iowa Electric Light & 
Power Co 2pp 29606 01 1-20686 021 

-8504080369 Notice of violation from insp on 050121 0318 
WARNICK,H.F. Region 3. Oflice of Diroclor. 85/04/01 Ip 29686 013 29686 013 

-6504080364 Insp Ropt 50 331/Q5 03 on 8501 21-0318 Violation noted failure to 
adhere to procedures for Implementing fire protection plan 
BOYD.D.C Region 3, Office of Oiroctor. 05/04/01 8pp 20686 014 20686 021 

0504000632 Forwards Safeguards Insp Ropt 50-331/05*07 on 850305 06 No noncom 
pllance noted 

AXELSON.W.L Region 3. Office of Direcler. 85/04/01, LiU.L Iowa Electric Light & 
Power Co 2pp 29677.242-29677 244. 

-8504080535 Safeguards Insp Rept 50-331/05-07 on 850305 08 No noncomplianco 
noted Major areas Inspected followup on unrosolvod itoms.security plan .& implement- 
ing procedures & security organization Details withheld (ref 10CFR73 21) 
CHRISTOFFER.Q , KNICELEY.J R , CREED.J.R Region 3, Office of Diroclor. 85/04/ 
01. Ip 29077 244 29677.244 

8503280037 IE Info Notice 85 025, "Consideration of Thermal Conditions In Design & 
Instaffafion of Supports for Diesel Generator Exhaust Slfoncors " Svc list end 
JORDAN.E.L OMsiort of Emergency Preparedness & Engineering Response (Post 
030103} 86/04^2 Consolidated Edison Co of New Yerx, Inc i07pp, 29667109 
29687.305. 

0603290046 IE Info Notice 86 026, "Vacuum Relief Sys for BWR Mark I & II Contain- 
ments." Svc list end. 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103). 86/04/02 Consolidated Edison Co of New York, Inc 92pp 20667 107* 
29067,198 

8504010039 IE Info Nolice 85 027, "Notifications to NRC Operations Ctr & Reporting 
Events in LERs "Svc list end. 

JORDAN.EL, Division of Emergency Proparednoss & Enginoormg Response (Posi 
630103} 85/04/03, Consolidated Edison Co of New York, Inc 98pp 29690 255 
29600.362 

8504060042 SuppI 1 to IE Info Nolfce 85 003, "Separation of Primary Reactor Coolant 
Pump Shaft & Impeller," Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103). 85/04/09. Consolidated Edison Co. of New York, Inc. lOtpp 29791 025 
29791:128 

8504050047 IE Info Nollce 85*026, "Partial Loss of AC Power & Diesel Generator Deg 
radation/’ Svc list oncl. 

JORDAN.EL, Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co. of New York, Inc lOOpp, 29790.278* 
29791.024. 


8604120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source Mgt Forwards listed documents Documents also available *n PDR 
FELTON ,J M Division of Rules and Records 84/06/06. KILLEFER.C. Shaw, PUtman, 
Potts & Tfowbridgo 2pp 30300 003-30303 129 


8504090419 IE Info Notice 85 029, "Use of Unqualified Sources In Well Logging Appli- 
cations " Svc fist end 

PARTLOW,J,G Division of fnspeclion Programs (Post 050212) 85/04/12 Consolidat- 
ed Edison Co. of New York, Inc, 66pp 26832.001-29832 023 
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8S04230-323 Forw<ir<fs Insp Repl &0 331/85-06 on 650226 28 0301,18 22 8 0401 05 No 
noncompkanco noted 

HARRISONJJ Region 3, Qlfice of Direcior 85/04/15 LIU,L Iowa Electric Light & 
Power Co 2pp 29952 011-29952 021 

-8504230328 Insp Rept 50 331/85 06 on 850226 28.0301,18-22 & 0401 05 Mo non- 
compliance or deviation noted Ma^or areas inspected inscrvice insp program & 
procedures,! HS I procedures & activiltes & HPCI tu/bine reversing ohannber problems 
KEY,W J . DANIEL SON. D H Region 3, Office of Director 85/04/15 9pp 29D52 013- 
29952 021 

8504100402 Forwards hsD Repl 50-331/85-01 on 850121-25 & 0325-28 & notice of 
violation 

LITTLE, WS Region 3. Office of Direclor 86/04/16 LIU.L towa Eleclric tight & 
Power Co 2pp 29917 047-29917 056 

• 0504190486 Notice of violation Irom insp on 850121-25 & 0325-28 
LITTLE.WS Region 3. Office of Director 85/04/15 Ip 29917 049 29917 049 

-8504190469 Insp Rept 50 331/85 01 on 050121-25 A 0325 28 Violation noted range & 
accuracy of measuring & testing equipment nol controlled within body of surveillance 
test procedures & failure to documonl use historv evaluations 
5UTLER,0. GULOEMOND.WG. Region 3. OMtee of Director 85/04/15 7pp 
29917 050 29917 056 

8504170240 IE Info Notice B5 030, “Micro biologically Induced Corrosion Conlainment 
Sve Water Sys ’* Sve list end 

JORDAN, E L Division of Emergency Preparedness A EnginGGnng Response (Post 
830103) 85/04/19 Consolidated Edison Co of New York. Inc T09pp 29966 255- 
29966 363 

8504260153 Responds to 650212 request for addi info ro IE Bulletin BO-11, “Wasoniy 
Wall Design” End data & evaluation demonslreto that stress sirain test data repre 
Santa tivo of DUR O WAL samples 

WCGALIGHY,RW Iowa Electric Light & Power Co 85/04/19 DENTON.H Office of 
Nuclear Reactor Regulolion, Director 2ipp 30025 212 30025 232 

8504190055 IE Info Notice 85 032, “Recent Engine Failures of Emergency DJeso-l Gen 
sralors " Sve Irsl end 

JORDAN,E L Division of Emergency Proparednoss & Engineering Response (Post 
830103) 85/01/22 Consol-dated Edison Co of New Yori?. ino I09pp 29988 239 
29966 347 

0SO4 199060 IE Info Notice B5-033, ‘'Undersized No/zfe To Shell Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boitcr & Pressure Vessel Code” Sve list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineonrg Responso (Post 
630103) 65/04/22 Consolidated Edison Co of New York. Inc 106pp 29989 001 
29960 107 

0504220347 IE Info Notice 84-84, Rev ’Deficiencies Jh Ferro-Resonant Transformers " 
Sve fist oncf 

JORDAN,EL Divjsior^ of Emergency Preparedness & Engineering Rosponsa (Post 
830103) 05/04/24 Consolidated Edison Co of New York, Inc 1l8pp 30027 067- 
30027 184. 

0594290428 Forwards Exam Rept 50 331/85 01 of exam administered on. 850312 14 
REYES LA Region 3, Office of Director 85/04/24 UCGAUGHy.R lovva Electric 
Light & Power Co Ip 30049 177-30049 233 

”8504290429 Exam Repl 50 331/85 01 or? 650312-14 Exam resulls Ihroo reactor oper- 
elor A two senior reactor operator candid atos passed 

GRAVES,D , PLETTNER.E . MCMILLEN.J I Region 3, Office ol Director 85/04/24 
56pp 30049 170-30049 233 


R Periodic operating reports & retaled correspondence 

8504080424 “Environ Radiological Monitoring Program Annual Operatinn Root, 1984 ” 
W /as 0326 Hr 

HUEBNER.L G Teledyne Ssotopes MINECK.D L towa Eleclric Light A Power Co 84/ 
12/31 KEPPLER,JG Region 3, Otfico of Director 275pp 29686054-29686328 

8504290200 'Environ Radiation Monitoring Piogram at Duaro Arrotd Energy Ctf,lO04 ” 
W/05O415ttf 

COCHRAN.R. SPLINTER.RC Iowa, Univ of. towa City, lA MRC-30-83-64a 84/12/ 
3t KEPPLER.J G Region 3, Office of Director 66pp 30045 219-30046 284 

8604250065 Monthly opera ting rept for Mar 1985W/a50415 Hr 
PUTNAM, K S , MINECKpD L Iowa Eleclric Light A Power Co 05/03/31. 9pp 
3Q020 100 30020 116 


S Reportable occurrences, LERs A related co/rospondenca 

8604150294 Part 21 rept re discrepant mall lurmshod fay Bonney Forgo Purchasers of 
discrepant mall informed via onci Hrs Evaluation will bo performed & possible devi- 
ation tromi NRC rcqulremenls provided 

PETERS, PE iMcJunkin Corp 84/03/27 JORDAN, G L Division ol Emergency Pre- 
paredness A Engineering Response (Post 030103) 8pp 2B800 340-29808 355 

8504080449 LER 05 006 00 on 850303 .while reseltirkg isolaltons A alarms resulting from 
Inslrument panel A being deeniorgized.slandby diosel goreralor A which had nol been 
locked began to auto-starf Generator secured W/650403 Hr 

PROB5T.JR, MINECK,DL Iowa Eleclric Lighi A Power Co 85/04/03 4pp 
296B4 014-29684 017 

0604120852 PNO III 86 022A on B5Q405. through wall crack & 7 indications ol cracks on 
weld in recirculation sys piping identified Cause of cracking under ovaTuation w/ 
GE Insp of sys conlinuing Inservico msn of weld In progress 

aOYD,D, WARNICK.R Region 3, Office of Director 65/04/05 Ip 29786 341- 
29786 341 

6504220270 LER 05 0>0 00 on 850310, RCPB sys piping welds found w/ axially orienled 
A circumferential indications Eva luol ion contiEiuing Plans under dovolopmont for repair 
workW/850409 Hr 

PUTNAM.KS, MINECK.D Iowa Eleclric Light S Power Co 85/04/09 3pp 
29939 330-29939 332 


8504220331 LER 65 OOO 00 on 350311, eight circuit breakers on instrument ac distribu- 
tion panel B tripped Caused by falling panel cover being replaced following 
maint Tripped breakers reset A affected sys checked W/8504 10 Hr 
PnOBST.JR, MINECK.D L lawa Electric Light A Power Co 85/04/10 3pp 
29939 244-29939 246 

8504160323 Part 21 rept re malfunction in X SAM safety sys supplied per topical repl 
on nuclear safely related crane being installed in England Air pressure being used to 
release brake abnormally low duo to vatva malfunciton 

CLARK, CW Ederer, Inc 05/04/12 ZECH.G Director’s Office, Office of Inspection 
and EnlorcGinenl 3pp 20614 061-29814 063 

B5Q42204SO LER 85-000-00 on 65031 5.re actor protection sys actuated due to interme 
diate range monitor high flux upscale trips Caused by induction heat stress improve 
ment work performed on recirculation piping Trips reset W/650412 Hr 
KEITH.W , MINECK.D L Iowa Electric Light & Power Co 05/04/14 3pp 29941 001 
29941 003 

8B04290430 LER 85-011-00 on 800321 , full reactor protection sys trip signal & isolation 
signal rocpived while reactor shut down & defueled Caused by radiography source 
used during NDT of MSIV C W/e504l8 Hr 

SMiTH.JC. MINECK.D L Iowa Eleclric Light A Power Co 85/04/19 3pp 30053.059 
30053061 


V. Operator Examlnatlonfi 

6504290428 Forwards Exam Rept 50 331/85 01 of exam administered on 050312-14 
REYES, LA Rogiort 3, Office of Director 85/04/24 MCGAUGHY.R Iowa Efoctric 
Light A Power Co I p 30049 177 30049 233 

“0504290429 Exam Repl 50-331/85 01 on 850312 14 Exam results three reactor oper 
alor & two senior reactor operator candidates passed 

GRAVES, D. PLETTNER.E. MCMILLEN.J I Region 3, Office of Director 85/04/24 
66pp 30049 178 30049 233 
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F Security, medical, emergency A lire protection plans 

0SO4O4O479 Forwards Insp Hepl 50-333/B4 23 on 841 126 30 No violations noted 
MARTIN,TT Region 1. Office of Director 05/02/20 GLOVIER.HA New York Power 
Authority (formerly Power Authority of the Stale of New York) 2pp 29600 290 
29666 305 

“6504040467 Insp Rept 50 333/84 23 on 041126 30 No noncomp I lanco noted Major 
areas inspeclod security plan A implementing procedures, mgt effectiveness A security 
program Portions withheld (ref 10CFR73 21) 

DUNLAP,JM . KEIMIG.RR Region 1, Ottice of Director 05/02/11 Bpp 29668 300- 
20668 305 

8504010002 Forwards proprietary rovs to emergency plan & Implementing 
procedtres.including Rev 5 to EAP-1 1 re oJfsite nolitications A Rev 5 to EAP 5 1 re 
environ monitoring Revs wilhheJd 

MCMILLEN.M A Now York Power Authority (formerly Power Authority of Iho Slate ot 
New York) 85/03/22 NRC - No Detailed Affiliation Given 2pp 29567 032-29567 033 

8504040172 Rev 5 to Emergency Plan Vol I.App C, “Ltrs of Agreement ” 

* New York Power Authority (formerly Power Authority of the Slate of New York) 05/ 
03/29 45pp 2Q61 2 01 7-2861 2 001 

6504110195 Submits add! Info r© 850315 request for schedular oxomplion from require- 
ments of lOCFRSO.App R, Section IIIG Significant portion of work can only be tofl 
during plant outago due to equipment location Fire watch will be implomonted 
8 AVNE, J P Now York Power Authority (formerly Power Authority of tho State of New 
York) 85/04/05 VASSALLO,DB Operating Reactors Branch 2 3pp 29766 109 

29766111 

8504180486 Forwards ctiangea to security force framing & qualification plan Changes 
withhold 

BAYNE, J P New York Power Authority (formerly Power Authority of the State of Now 
York) 05/04/ 10 VASSALLO.DB Operating Reactors Branch 2 Ip 29859 266 

20659 2 GB 

8 504 1703 50 Forwards ‘Tire Damper Evaluation for App R Compliance" & list of 
dampers not required to enhance fire protection Requests exemption from require 
menls of Section III.G 2 of App R to 10CFR50 

3AYNE,J P Now York Power Authority (formerly Power Authority of tho State of New 
York) 05/04/12 VASSALLO.DB Operating Reactors Branch 2 3pp 29Q27 242- 

20327 250 

--8504170364 “Fire Dampor Evaluation for App R Compliance” 

* New York Pov^er Authority (lormerly Power Authority of the State of New York) 85/ 
93/25 6pp 29827 245 29827 260, 

0504240211 Forwards fee (or 850315 application for App R exemption request for Lf- 
cense DPR-59 Fee paid under protost pending final determination of fee schedule 
BAYNE, J P New York Power Authority (formerly Power Authority of the Slate of New 
York) 65/04/16 DIGGS.R M License Fee Management Branch Ip 29967 090- 

29967 090 

8604260034 Remits fee Inadvertently omitted from 050412 request for exemption from 
10CFR50,App R lor fire dampers not required to enhance fire protection Fee paid 
under protest pending final determination of legality of fee schedule 
BAYNE, J P New YorK Power Authority (formerly Power Authority of the Slate of New 
York) 85/04/22 VASSALLO.DB Operating Reactors Branch 2 Ip 30025 137 
30025137, 

6504300207 Rev 9 to emergency plan 

* New York Power Aolhority (formerly Power Authority of the Slate of New York) 85/ 
04/26. 16pp 30057 142-30057 157 
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8S043003S4 Revised emorgency plan implementing procedures, in eluding Rev 11 to 
EAP-17 re emergency organization staffmg.Rev 3 lo EAP-22 re operation & use of 
radio paging device & Rev 2 to SAP 7 re quarterly surveillance for on call employees 
'New York Power Auihonty (formerly Power Authority of the Stale of New York) 85/ 
04/26 19pp 30065 266 30065 2B4 


I Financial Information 


BS04290390 ‘ Annual Financial Repl 1904 ” W/850423 Itr 
DYSON, J S , BAYNE, J P New York Power Authority (formerly Power Authority of the 
State of Now York) 84/12/31 41pp 30050 109 30050 140 


J. Insurance & Indemnity Information 

8504010110 Forwards Endorsements 71 & 72 to MAELU Policy MF-77 & Endorsoments 
83 & 84 to NELIA Policy NF 208 

STERN. D Marsh & McLennan, inc 85/03/25 SALTZMAN.J Assistant Director for 
Slate & Licensee Relations 5pp 29571 047-29571 051 

8504150047 Forwards Endorsement 82 to NELIA Policy NF-200 
STERN. D Marsh & McLennan, Inc 85/04/05 SALTZMAN.J D Assistant Director (or 
Slate & Licensee Relations 2pp 29799 199-29799 200 


P Operating license stage documents & correspondence 

85040-30434 Forwards safety evaluation ro util proposed resolutions to deficiondes per- 
1 aiming lo environ qualification of safety related electrical oqiiipmont Proposed rosotu 
lion for each of identified deficiencies acceptable 

VASSALLO.DB Operating Reactors Branch 2 85/03/12 MCNEILL.CA Now York 
Power Authority (formerly Power Authority of the Stale of New York) 2pp 29606 328 
29606340 

-85040304 3S Safety evaluation ro util proposed resolutions to deficiencios pertaining to 
environ qualilicaiion of safety related electrical equipment Proposed resolution (or 
each of Identified doliciancios acceptable 

Office of Nuclear Reactor Regulation, Director 05/03/12 lipp 29606 330 
29606 340 

8504100710 Reviews NEDE-22277-P, "Compliance of GE/BWR Fuel Designs to Stablli 
ly Licensing Criteria'’ & 850116 reload submittal Verification that GE SIL 300 require 
menls incorporated into operating procedures requested wilhin 16 days 
VASSALLO.DB Operating Reactors Branch 2 85/03/26 BAYNE.JP Now York 
Power Authority (formerly Power Authority of the Stale of Now York) 3pp 29764 333 
29764 335 

8504030332 Responds to request for addi info re util 650321 proposed Tech Spec 
ctiangos concerning analog transmitter trip sys mod "Summary of fmplomenlation of 
Analog Transmillor Trip Sys" end 

BAYNE, J P New York Power Authority (formerly Power Authority of the Stale ol Now 
York) 85/03/26 VASSALLO.D B Operating Reactors Branch 2 2pp 29627 071 
29627 092 

-0504030334 "Summary of Implomentatlon of Analog Transmillor Trip Sys " Twenty 
nine oversize drawings onci Aperture cards available in PDR 

* New York Power Aulhorily (formorly Power Authority of the Stale of Now York) 65/ 
03/28 20pp 29627 073-29627 092 

8504170661 Forwards notice of consideration of issuance of amend lo Lfconao DPR 59 
& proposed NSHC determination & opportunity for hearing ro 850321 emend requosi 
revising Tech Specs re analog trip Iransmitler sys 

ABELSON.H f Operating Reactors Branch 2 05/03/29 BAYNE, J P Now York Powor 
Auihonty (formorly Power Authority of Iho State of Now York) 2pp 20909 101- 
29909 112 

-8504170666 Notice of consideration of issuance of amend to Llconso DPR-59 & pro 
posed NSHC dotormmation & opportunity for hearing re 650321 appllcatfon to amend 
Ljconsfl DPn-59, changing Toch Specs ro analog trip transmitter sys 
HHRMANN.R A Operating Reactors Branch 2 85/03/20 lOpp 20909 103- 

29909 112 

8504030246 Summary of 850200 mooting w/ulil.S&W,EPRI,BNL,BNWL.ORNL,Ctr lor 
Disease Control, Risk Mgt Assoc & lEAL ro severe accident codes & 
calculations Mooting handout end 

LYON.W Reactor Systems Branch 85/04/01, DENTON, H. CASE,E. 
ROSENTHAL, J,E. Office of Nuclear Reactor Regulation, Director, 150pp 29G25 001- 
29625.143 

8504080346 Clanfios 840716 request for addI Info ro NUREG-0737.ltom JIK3 20 re 
qualdication of accumulators on automatic depressurization sys valves, Existing chock 
valves roplacod w/onvironmonlally & solsmically qualified valves 
BAYNE, J P Now York Powor Aulhorily (formerly Power Authority of the Stale of New 
York) 65/04/01 VASSALLO,D B Operating fleaclors Branch 2 2pp P96a6 092- 
29605 093, 

8S0411027S Advises that rocommendallons specified in Rev 1 to GE Sve Info Hr 380, 
"BWR Core Thermal Hydraulic Slabiflly, will be Incorporated Into operating 
proceduros Change will be implomenlod prior lo restart 

BAYNE, J P New York Power Authority (formorly Power Authority of the Slate of New 
York), 85/04/06 VASSALLO.D.B Operating Reactors Branch 2 Ip 29766 112- 
29766 112 

8504290243 Forwards environ assessment & finding of no sfgnificant Impact re 650315 
request for scheduler exemption from requirements of 10CFR60 4G, 

VASSALLO.DB Operating Reactors Branch 2 85/04/10 BAYNEJP, New York 
Powor Authority (formerly Power Authority of Ihe State of New York) 2pp 30055 357- 
30055 362 

—8504290246 Environ assessment & finding of no significant impact re 6503 15 roquost 
for schodular exemption from requirements of lOCf^SO 48, 

VARGA, S A Assistant Director for Operating Reactors 85/04/10 4pp 30055.359- 
30055 362 


8504120206 Generic Ltr 85 06 to alt PWR Irconsees S all applicants for OLs re QA guid 
ance for ATWS equipment not safaty related Sve list end 

THOMPSON, H L Division of Licensing 65/04/16 Consolidated Edisoni Co ol New 
York inc 22pp 29947 208 29947 309 

8504200199 Administrative Procedure AP 110. ' Process Control Program " W/850423 
Hr 

* New York Power Authority (formerly Power Aulhorily o( the Stale of New York) 85/ 
04/17 VASSALLO.DB Operating Reaclors Branch 2 1 Ipp 30023 076-30023 086 


Q Inspection reports, 1C Bulletins & correspondence 


0504120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re 
source Mgt Forwards listed documents Documents also available in PDR 
FELTON,JM Division of Rules and Records 84/06/08 K)LLEFER,C Shaw, Pittman, 
Potts & Trowbridgo 2pp 30300 003-303 93 129 

-6504120393 Provides doily staff notes for 610925 Notices of vtclalion issued to utils 
for failure to notify NRC by 810701 of Inability lo complete implannenlatlon of prompt 
public notification sys 

DIRCKS.WJ Office of the Executive Director for Operations 01/09/28 PALLADINO 
Commissioners Ip 30301253 30301 263 

8504040479 Forwards Insp Ropl 50-333/84 23 or^ 84 1 126-30 No violations noted 
MARTIN, TT Region 1. Office of Director 85/02/20 GLOVIER.H A New York Power 
Authority (formerly Powor Aulhorily of the Slate of Now York) 2pp 29660 208 

ocicma ^ 


-8504040487 Insp Repl 50-333/84-23 on 84 11 26 30 No noncomplianco noted Major 
aroaa inspected security plan & imptomenting proceduros, mgt effectiveness & SGCurity 
program Portions withheld (ref 10CFR73 2l> 

DUNLAP.J M . KEIMIG.R.R Region 1, Office of Dlreclor 65/02/11 6pp 29668 300- 
29660 305 

6603190659 IE Info Notice 85 022, ’'Limllorque Motor-Op ora led Valves Resulting From 
Incorrect Installation of Pinion Goar " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 86/03/21 Consolldatod Edison Co of New York, Inc 108pp 29597001- 
26597 005 

6603210461 IE Info Notice 85 02J, "fnadequate Surveillance & Posl-Maint A Post Mod 
Sys Testing " Sve list end 

JOROAN,EL Division of Emergency Preparedness & Engmooring Response (Post 
830103) 85/03/22 Consolidated Edison Co of New York, Inc loapp 20656 001 
29656 107 

6603228444 IE Info Notice 85 024, "Failuros of Prcteclive Coatings In Pipes & HXs" 
Sve list end 

JORDAN, E L Division of Emergency Preparedness 8 Engmooring Response (Post 
830103} 05/03/26 Consolldatod Edison Co of New ’Vork, Inc lOOpp 29596 154 
29596 363 

060402D280 Forwards Insp Repl 50 333/85 02 on 050101 0220 & nolico of violaliort 
COLLINS,SJ RGnion 1, Offico of Director 05/03/26 GLOVIER,H A Now York Power 
Authority (formorly Powor Authority of the Slate of Now York) 2pp 29682 208 
20502 290 

-0504020201 Notice of viofalion from insp on 050101-0220 
♦ Region 1 , Offico of Director 65/03/28 lp 20582 290 20502 293 

-B504020283 Insp Ropt 50 333/65 02 on 850101 0220 Violation noted conlmuod oper- 
ation In excess of limiting condition for oporallon tlmo roqulremonl w/inoperabSs pros 
sure suppression chambor lo roactor bldg vacuum breaker 

DOERFLEIN.lt,. LINV(LLE.JC Region 1, Offico of Dlreclor 65/03/22 9pp 
20582 291-29582 299 

6603280037 IE Info Notice 85 025. *’Consi deration of Thermal Conditions in Design & 
Installation of Supports for DIosel Generator Exhaust Silencers " Sve list end 
JORDAN, E L Division of Emorgency Preparodnoss & Enginoorinn Response (Post 
030103) 85/04/02 Consolldatod Edison Co of New York, Inc f07pp 29667 199 
29667.305 

8603280045 IE Info Notice 85 026, "Vacuum Relief Sys for BWR Mark I & IJ Contain 
monts " Sve fiat end 

JORDAN.E L Division of Emorgency Preparedness 8 Englnooring Response (Posf 
830103) 85/04/02 Consolidated Edison Co of New York, Inc 02pp 29667.107- 
29667 1 90 

8604010030 IE Jnfo Notice 85-027, ''Notifications lo NRC Operations Clr & Reporting 
Events In LERs " Sve list end 

JORDAN, EL Division of Emergency Preparodnsss 8 Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of New York, Inc ODpp 29G90 255- 
29690 362 

8504110266 Requests remittance ol feo for 650315 application for relief from certain 
Inaervice insp requirements. 

DIGGS.RM Lfcons© Fee Managomenl Branch 65/04/03, MCNEILL.CA New York 
Power Auihonty (formerly Power Authority of the Stata of Now York) Ip 29769 356- 
20769 358 

0604190158 Responds lo NRC 850312 Hr re viotalions noted in Insp Rept 50-333/64- 
24.Correclivo actions Section 4 8.26 of Procedure PSP-I? will be revised by 851001 to 
repeat air injection to ensure removal of water from coolant dilution sample line 
GLOVIER.H A New York Power Authority {formerly Powor Aulhorily of the Slate of 
New York) 85/04/03 MARTIN.TT Region 1, Office ol Director, lipp 29D86095- 
29886 104 

8504060042 Suppt 1 to IE Info Notice 85 003, "Separation of Primary Reactor Coolant 
Pump Shaft & Impeller.” Sve list end 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Pos! 
830103) 05/04/09. Consolidated Edison Co of New York, Inc foinp 29791 025- 
29791120 
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8304050047 IE Info Notice 05 028, “Parlial Loss of AC Po*ver & Diesel Generator Deg 
radatiun ” Sw fist ercl 

JORDAN, EL Division of Emergency PreparecJness & Engineering Response (Post 
830103) 85/04/09 Co n so fi dated Edison Co of New York, Inc 109pp 29790 270 
29791 024 

0504090419 JE Info Notica 65-029. "Use Of Unqualifsad Sources m Well Logging Appli- 
calions " Svc list enci 

PARTLOW.JG Division of Inspection Programs (Post 850212) 85/04/12 Consolidat 
ed Ed son Co of New York Inc BBpp 29B32 001*29832 023 

8504170240 IE Inlo Notice 85 030, ‘ MicrobiofogtcalJy Induced Corrosion Containment 
Svc Water Sys Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/19 Consofidaled Edison Co of New York. Inc 109pp 29966 25B 
29966 363 

8504190055 IE fnfo Notice 85 032. Recent Engine Failures of Emergency Diesel Gen 
erators “ Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering flesponso fPost 
830103) 85/04/22 Consolidated Edison Co of New York, fnc 109pp 29 988 239- 
29908 347 

8504190060 IE Info Notice 05 033, ' Undersized Nozzle-To Shelf Wefded Joinis in Tanks 
& HXs Constructed Under Rufes of ASWE Bo-fer & Pressure Vessel Code '* Svc list 
end 

JORDAN, EL Division of Emergency Preparedness 8 Engineering Response (Post 
8301DJ) 85/04/22 Consolidated Edison Co of New Yoik, Inc lOBpp 29969 001* 
29989 107 


8504250476 Forwards Insp Ropl 50 334/85 06 on 050222*0320 No v^olalions nofod 
WENZINGER.EC Region 1, Office of Director 85/04/12 CAREY.J J Duquesno Light 
Co 2pp 30026 170 30026 192 

-8604250402 fnsp flept 50 334/05 06 on 850220-0320 No violations noted Major 
areas inspected util actions on previous insp findings, plant 

operations.housekeepinafiro protection, physical security a LERs 

TROSKOSKI.W M , JoHNSON.DM, MEYER, GW Region 1. Oflico of Director 85/ 
04/09 21 pp 30026172 30026192 


I Financial information 


8504240075 Comments on 1984 financial info,per 841114 submittal Info satisfies ro- 
quircmant of 10CFR140 that each licensee mafnlafn approved guarantee of paymonl 
of deferred premiums 

SALTZMAN.J Assistant Director for State & Licensee Relations 04/12/04 
NICKEL, GF OuQuesne Light Co Ip 29906 216 29986 216 

8504180515 Forwards 1984 annual repts (or Cleveland Efeclrlc Illuminating Co, Toledo 
Edison, Duquesne Light & Ohio Edison 

CAREY Duquesne light Co B5/04/12 DENTON, H R Office of Nuclear Roaclor 
Reguratior>. Director 3pp 29354 143 29654 301 

**8504160516 **1904 Annual Repi " 

GfNN.RM, MILLEfl.RA, WILLIAMS.HL Clovefand Efeclrlc Illuminating Co 04/12/ 
31 44pp 29854 146-20854 109 


8504220347 IE Info Nolice 84-84, flev 1, "Deficiencies m Ferro Resonant Transformers " 
Svc fist end 

JORDAN, BL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/24 Consolidated Edison Co of New York, Inc 118pp 30027 067- 
30027 184 


R. Periodic operating reports & related correspondence 

8504160603 Monihly operating rept for Mar 1965 W/850409 Itr 
COOK,J , GLQVlfeR,H A New York Power Authority (formerly Power Aulhority of the 
Slate of New York) 85/03/31 12pp 29911 079*29911 090 


S. Reportable occurrences, LERa & related correspondence 


-8504160517 'Toledo Edison Co Annual Ropl - 1984 " 

WILLfAMS,JP, JOHNSON, W A Toledo Edison Co 84/12/31 24 pp 29854 190 
29854 213 

-8504180S18 "Annual flept 1984 " 

AnTHUR,JM Duquesne Light Co 04/12/31 44pp 29054 214-29054 257 
-8504100519 "Annual Rept 1904 " 

ROGERS, JT Ohio Edison Co * Pennsylvania Power Co 84/12/31 44pp 
29854 25B-29854 301 

8504300409 Forwards Duquesne Light Co, Ohio Edison Co & PennsyJvanlfl Power Co 
annual financial repls (or 1984 

CAREY,J J Duquesne Light Co 85/04/23 VARGA, S A Assistant Director for Operat- 
ing Reactors Ip 30062 349*30063.103 


8504180585 LER 85 009 00 on 850322, three Target Rock safety/rclief valves had set- 
point values outside allowable tolerances Possibly caused by inadequate clearances 
in labermlh seal area or pilot seal leakage Valves overhauled W/850404 fir 
LISENO.fl T , GlOVIER,H A New York Power Authority (formerly Power Authority of 
the Slate of New York) 65/04/04 3pp 29911320-29911 330 

0504160382 Part 21 rept re shipment of two non safely grade circuit breakers for safety 
related application Iniliajly reported on 850405 Breakers never instatled Circuit break- 
ers returned lo GE & replaced 

SHERWOOD.GG General Electric Co 85/04/09 TAYLOR, JM Director's Office, 
Office of Inspection and Enforcement 3pp 29816 143 29816 145 


DOCKET 50*334 BEAVER VALLEY POWER STATfON, UNIT 1 


P. Security, medical, emergency & fire protection plans 


8504040492 Forwards Insp Rept 50 334/84*27 on 0411 13 16 & notice of vrolalion 
MARTIN, T T Region 1 , Office of Director 85/02/20 CAREY.J J Duquesne Lighi Co 
2pp 29668 357 29669 001 


-8504040497 Notice of violation from insp on 841 113*16 Portions withheld (ref 
10CFR73 21) 

• Region 1, Office of Director 85/02/20 1p 29663 359*29668 359 


"0504040500 fnsp Repi 50 334/64 27 on 841113*16 Noncompliance noted extra vital 
area key discovered & excessive vegetation in eJear zone Portions withheld (ref 
10CFR73 21) 

DUNLAPJM, KEIMIG.RR Region 1, Office of Director 85/01/16 5pp 29668 360 
29669 001 


6504010105 Forwards RW Krimm 860206 & 08 memos re 841213 remedial exercises lo 
demonstrate correction of Category A deficiencies in Hancock Counly.WV Remedial 
exercises for State of PA underway Into from FEMA & State of PA end 
MARTIN, TT Region 1. Office of Director 85/03/25 CAREY.J J Duquesne Light Co 
2pp 29571 036 29571 045 ^ 

8504020084 Fonvards Insp Rept SO 334/85 05 on 850219 21 No violalion noted 
E8NETER,SD Region 1, Office of Direclor 85/03/26 CAREY.J J Duquesne Light 
Co 2pp 29576 298 29578 307 « h y 

.*8504020069 fnsp Rept 50 334/65 05 on 850219 21 No violation noted Major areas 
inspected fire protection prevention program, including administration & 
organization, control of combustibfes & ignition sources 

FINKeL,A. ANDERSON.C J Region 1, Office of Director 85/03/07 8pp. 29576 300 


-8504300517 "Pennsylvania Power Co 1984 Annual Rept ” 

* Pennsylvania Power Co 84/12/31 27pp 30063 033 30063 103 


P. Operating license etago documents & eorrespondeneg 


85040201 6B Forwards safety evaluation based on Science ^plications Inti Corp review 
of ulil 831104 response to Generic Ltr 83*28, ftem 1 1, "Post-Trip Review" Poal-trip 
review program & procedures acceptable 

VARGA, S A Operating Reactors Branch 1 85/03/20 CAREY.J J Duquosno Light 
Co 3pp 29585 082*29585 090 

-8504020181 Safely evalualion supporting util 631104 response to Generic Llr 03 
28, Item 1 1, "Post-Trip Review, (Program Oeacnplion & Procadure) ’’ 

* NRC - No Detailed Affiliation Given 85/03/13 6pp 20505 005 29565 090. 

8504030432 Forwards NRC position on reaclor Irip bypass breaker status 
indication Sufficient justification not provided to negate safety-significant 
matter Requests review & response within 45 days of ltr 

VARGA, S A Operating Reactors Branch 1 05/03/20 CAREY.J J Duquesno Light 
Co 4pp 29606 234*29606 243 

-0504030433 NRC position on reactor trip bypass breaker status indication 
' NRC - No Detailed Affitiation Given 65/03/20 6pp 29606 230*29606 243 

8504010172 Fonvords application to amend License DPR 66, changing Tech Spocs to 
clarify reaclor plant component cooling water & river water pump suaioiI lance 
requirements Safety evaluation end Fee paid 

CAREY.J J Duquesne Light Co 85/03/21 VARGA.SA Operating Reactors Branch 
1 Ip 20569 166 29569 173 


-.05U1U1U1/9 Appiicaiion lo amend ucense DHH*6B,changlng Tech Specs lo clarify re 
actor plant component cooling water & river water pump surveillance requirements 
SIEBER.JD Duquesne Lfghl (Jo 05/03/25. 3pp 29569' 167*29569 169. 


-8504010177 Proposed Tech Spec changes clarifying reactor plant component coorino 
water & rrver water pump surveillance requirements 
* Duquesno Light Co 85/03/21 4pp 29569 170*29569 173 


8504080216 Fonvards application for amend lo License DPR-66, changing Tech Specs 
to incorporate adminislralivo changes, correct errors & provide clarificalion for consist 
©nw 

85/03/21 VARGA.SA Operating Rsactors Branch 

1 Ip 29681 032*29681 042. 


0504220144 Forwards Rev 3 to 
dures EPP/IP 2 6. "Dose 
Methods " W/85040B Itr 
LACEY.W . SIEBE R.J 0 , CAREY.J J 
29926 149 29928 194 


3 to Emergency Preparedness Pfan Implementing Proce* 
Projection’^ & EPP/IP 2 61, "Dose Projection - General 

Duquesne Light Co, 85/04/08 46pp 


8504170432 Provides status of Category A deficiencies from 840627 full* participation 
offsite radiological emergency preparedness exercise Deficiencies adequately 
corrected PP Giordano 850301 memo & summary ot deficiencies end 
KRIMM, RW Federal Emergency Management Agency 85/04/10 JOflOAM.EL Divi 
sion of Emergency Preparedness & Engineering Response (Post 630103) 28 pd 


-8504080220 Application for amend to License DPR 66.chang[ng Tech Specs lo Incor 
porale administrative changes.correct errors & provide clanfication for consislencv. 
Duquesne Light Co 85/03/25 2pp 29681 033-29681.034, 


“8504080222 Proposed Tech Specs Incorporating administrative chanoes. correctina 
errors & providing clarification for consistency 
* Duquesne Light Co 85/03/25 8pp 29681 035 29681,042 


8604120206 Generic Llr 85*06 to all PWR licensees & all applicants for OLs re QA add 
ancQ for ATWS equipment not safety related Svc list ©ncl ^ 

THOMPSON.HL Division of Licensing, 85/04/16 Consolidated Edison Co, of New 
York, fnc 22pp 29947 288 29947.309 
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0504120031 Generic Llr 05-02 lo all PWR hcersees & appNcanls.holders of CPs & Fort 
St Vrain re recommended aciions stemming from NRC inlegratod program for resolu 
lion of unresolved safely issues re steam generator tube integrity Svc Ifst end 
THOMPSON, H L Division of Licensing 85/04/17 Yankee Atomic Electric Co I27pp 
20953 071-29953 262 


8504290356 Forwards civil penally tn amount of $50,000 00 for violation noted during 
startup aclivitios.per 8603 lO ItrHesponso lo Identified violatfon provided in 850411 Itr 
fonvarded under separata cover 

SIEBER.JD Ouquesne Light Co 86/04/11 Division of Accounting & Finance Ip 
30047 351-30047 361 


8604300372 Discusses 050313 request for add! mfo re response lo item 22 2 of Gener- 
ic Ltr 83-28 Nuclear group directive & two site administrative procedures forwarded to 
NRC on 85031 B lo complete response 

CAREY, JJ Duquesne Light Co 85/04/22 VARGA, S A Operating Reactors Branch 
1 Ip 30063 144-30063 144 


0, Inspection reports, IE Bulletins & correspondence 

BS04040492 Forwards Insp Ropl 50 334/84-27 on 841113 16 & notice of violation 
MARTINJT Region 1, Office of Drroclor 85/02/20 CAREY .J J Duquesne Light Co 
2pp 29668 357-29669 001 

.-8S0'4O4O497 Nolice of violation from insp on 841 1 13-16 Portions withheld (ref 
10CFR73 21) 

‘ Region 1, Office of Director 85/02/20 Ip 29668 359-29668 359 

-8S'04040500 Insp Repl 50 334/84-27 on 041 113-16 Noncompliance noted extra vital 
area key discovered & excessive vogelalion in clear zone Portions withheld (ref 
10CFR73 21) 

DUNLAP.JM. KEIMIG.RR Region 1, Office of Director 85/01/16 5pp 29668 360- 
29669 001 

$504030502 Discusses insp on 840108-15 & forwards notice of viofallon & proposed 
imposition of civil penalty Violation issued to emphasize need for improvements in mgl 
control of startup aclivilles following outages 

MURLEY.TE Region 1, Office of Director 85/03/19 ARTHUR, J Ouquesno Light Co 
3pp 26605 347-29605 351 

-8504030505 Nolice of violation & proposed Imposition of civil penalty in amount of 
$50,000 Violation noted primary containment integrity not maintained duo to casing 
dram Valve RS-113 on outside recirculation spray pump open 
MURe.EY.TE Region 1, Office of Director 86/03/19 2pp 29605 350 29606 351 


6604090419 IE Info Notice 85 029, "Use of Unqualified Sources In Well logging Appli* 
cations " Svc list end 

PARTLOW.JG Division of Inspection Programs (Post 850212) 85/04/12 Consolidat- 
ed Edison Co of New York, Inc 66pp 29832 001-29832 023 

0604250478 Forwards Insp Rept 50 334/85-06 on 850222 0320 No violalions noted 
WENZINGER,EC Region I. Office of Director 85/04/12 CAREY, JJ Duquesrto Light 
Co 2pp 30020 170 30026 192 

-6504250482 Insp Repl 50 334/85 06 on 850220 0320 No violations noted Major 
areas inspected util actions on previous Insp findings plant 
opGrations,housekeepjng,fire protection, phystcal security & LERs 
TROSKOSKI.W M . JoHNSON,DM , MEYER.GW Region 1, Office o1 Director 85/ 
04/09 21pp 30026 172-30026102 

8504190440 Ack receipt of 650228 Itr Informing NRC of steps taken to correct violations 
noted in Insp Repl 50-334/84-21 Corrocliva actions will be examined in future insps 
MARTIN.TT Region 1 , Office of Director 05/04/16 CAREY, JJ Duquesne Light Co 
2pp 29918 211-29918,214 

8504170240 IE Info Notice 65 030, '*Microbloroglca[ly Induced Corrosion Containment 
Svc Water Sys *' Svc fist end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/19, Consolidated Edison Co of New VorK, Inc 109pp 29966 258 
29966 363 

8504190055 IE fnfo Nolica 85 032, "Recent Engine Failures of Emergency Diosal Gen 
eratora " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/22 Consolidated Edison Co of New York, Inc lODpp 29988 239- 
29980 347 


$503190659 IE Info Nolico 05 022, "Limilorque Motor Operated Valves Resulting From 
Incorrect Installation of Pinion Gear '* Svc list end 

JORDAN, EL Division of Emergency Proparednoss S Engineering Response (Post 
830103) 05/03/21 Consolidated Edison Co, of New York, Inc 108pp 20597 001- 
29597 005 

0503210461 IE fnfo Notice 85 023, "Inadequate Surveillance & Post Maint & Post Mod 
SyS Testirig ’’ Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/03/22 Consolidated Edison Co of New York. Inc lOBpp 29666 001 
29656 107 

8503220444 IE Info Notice 85 024, "Failures of Profoctivo Coalings m Pipos & HXs" 
Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/26 Consolidated Edison Co of New York, fnc lOOpp 29596 154- 
29506 363 

8504020084 forwards Insp Repl 50 334/05 05 on 060219 21 No violation noted 
EaNETEn,SD Region 1, Office of Director 85/03/26 CAREY, JJ Duquesne Light 
Co 2pp 29578 298 29578 307 


8504190060 fE Info Notico 05 033, "Undersized Nozzio To-Shall Welded Joints in Tanks 
& HXs Consfructed Under Rules o1 ASME Boiler & Pressure Vessel Code ” Svc list 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103} 85/04/22 Consolidated Edison Co of New York, Inc. fOGpp 29989 001- 
29989 107 

8504220347 IE Info Nolice 84-84, Rev 1, "Deficiencies in Ferro Resonant Transformers " 
Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/04/24 Consolidated Edison Co of Now York. Inc IIOpp 30027 067 
30027 184. 


R, Periodic operating reports & related correapondence 

8504000065 "NPDES Monthly Discharge Moniloiing Ropl for Fob 1005 " W/850327 llr 
STEED.L S , DEVOS, 0 H Duquesne Light Co 85/02/28 REID.R W Oporaling Roec 
tors Branch 4 IQpp 29688’24Q 20608 268 


-8504020089 fnsp Repl 50 334/05 05 on 850219-21 No violation noted Major areas 
Inspectedfiro protection prevonllcn program, including admlnistralion & 
organizalion.conlrol of combusliblos & ignition sources 

FINKEL.A. ANDERSON, CJ Region 1. Office of Director 86/03/07 0pp 29570.300 
29578 307 

0503280037 IE info Notice 85 025, ''Consideration of Thermal Conditions in Design & 
Installation of Supports for Diesel Generator Exhaust Silencers " Svc list end 
JO ROAN, EL Division of Emergency Preparedness & Enpinooring Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc f07pp 29667*1 99- 
29667 305 

8B0326004S (E Info Notice 65 026, "Vacuum Relief Sys for BWR Mark I & il Contain- 
ments " Svc lisl onci 

JORDAN, EL Division of Emorgency Preparedness & Engineering Response (Post 
B30103) 85/04/02 Consolidated Edison Co of New York. Inc 92pp 29607 107- 
20667 198 

8504010039 IE fnfo Notice 05-027, "Nolificatiorts to NRC Operations Clr & Reporting 
Events in LERs " Svc list one! 

JOBDAN.EL Division of Emorgency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of New York, Inc dOpp 29090 255- 
29690 362 

8604110411 Forwards Insp Rept 50-334/84-30 on 841211-21 & notico of violation. 
EDNETER.SD Region 1. Office of Director 85/04/05 CAREY, JJ Duquesne Light 
Co 2pp 29768 168 29700 176 

-8504110416 Nolice of violation from msp on 041211-21 
^ Region 1, Office of Director, 85/04/0o 1p 29766 170 29760 170 

-8504110422 Insp Repl 60-334/84-30 on 841211-21 Violation noted failure to follow 
procedures for sign off of In^ ropts . 

WOODARD.CH, ANDERSON ,CJ Region 1, Office of Director 05/04/05 epp. 
29768 171-29768 176 

8504050042 SuppI 1 to IE Info Notice 85 003, "Separalion of Primary Reactor Coolant 
Pump Shall & Impeller" Svc \\s\ end ^ ^ 

JORDAN. E L Division of Emergency Proparedness & Englneeflnp Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc fOIpp 29791026- 
29791 126 


8504180646 Monthly operalmg rept for Fob 198S,W/850307 Hr 
SMITH, PA, CAREY, JJ. Duquesne Light Co 05/02/28. lOpp 20912 323 29912 332 

0504110280 Corrected gaseous effluent tritiums for semiannual radioactive effiuont re- 
lease ropts for Second Quarter 1976 through Second Quarter 1984 
CAREY.JJ. Duquesne Light Co 85/03/27 Region 1, Office of Director 3pp 
29776*206 29776 200 


0604110527 Forwards "1994 Annual Environ Rep I, Nonradidogical, Beaver Valley Power 
Station Unit 1 " 

CAREY.JJ Duquesne Light Co 65/03/20 MURLEY.TE. Region 1, Office of Director 
ip 20762*206-29783 077, 


■8504110529 "1984 Annual Environ Rep I, Nonradio log! cal, Beaver Valley Power Station 
Unit I " 


GUINDON.C E. Michael Baker, Jr , Inc SHEMA.R L., CODY.W.R. Aquatic Sys Corp 
05/03/29 160pp 20782 287-29793 077 


8. Reportable occurrences, LERs & related correspondence 

8504010216 LER 05 002-00. on 8501 24, high seal Injodion flow indication received on 
reactor coolant pump 1A Caused by broken packing follower on reactor coolant pump 
seal supply Isolation valve.Valvo disassembled & packing replaced W/850222 llr 
DRUQA.R.J., LACEY.WS. Duquesne Light Co 05/02/22 MURLEY.TE Region 1. 
Office of Director. 7pp 295 74*O9O-20 574*1 04. 

8S04010219 LER 85 004 00 on 8 50206, feed water pump started w/o valid actuation 
signal Caused by spurious relay actuation. No Indication of relay malfunction exists W/ 
059307 Hr 

DRUGA.RJ., LACEY,WS. Duquesne Light Co, 85/03/07 MURLEY.T.E, Region 1, 
Office of Director. 4pp 29574,050 29574,053 

8604010218 LER 85 005-00*on 850208, discrepancy noted In scheduling of Mainl Sur- 
veillance Procedure 6,67 Calibr of valve limit switches not done Caused by miscom 
municatlon of procedure lnatructions.W/850308 Itr, 

DRUGA.RJ, LACEY, WS Duquesne Light Co. 85/03/08 MURLEY.TE Region 1, 
Office of Oiredor. 4pp. 29574*092 20574'095 


8504060047 IE Info Notico 85 028, "Partial Loss of AC Power a Diesel Generator Dog 
radatlon " Svc list end , _ . 

JORDAN, E L Division of Emergency Preparedness 8 Engineering Response (Post 
830103)1 85/04/00 Consolidated Edison Co of New York, Inc lOOpp, 29790279- 


29791 024 


8504110280 LER 05-006-00 on 850221 .reactor trip occurred Caused by personnel error 
In operation of main feedwater regulating valves Guidance on operation & transfer of 
regulation valves from manual lo automatic developed W/650322 Itr 
DflUGA.RJ., LACEY, WS Duquesne Light Co 05/03/22 MURLEY.TE Region 1, 
Office of Director 4pp. 29776*261.29776*264. 
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a5O4290H9i Special Rept on 840912 8501 16, fire p/otection audit mvealed lack of suit 
able lire barri-o/s in duct w»ork between control room HVAC equipmenl room.cable tray 
mezzanine & process mslrumeqi/rod position room 

LACEY.WS Duquesne Light Co 85/04/02 MURLE.YJE Region 1. Office of Direc 
ter 2pp 30053 310 30053 311 


DOCKET 50-335 ST, LUCIE PLANT, UNIT 1 


E. NRC Safely Evaluation Report (SER), auppis & correspondence 

8504890191 Responds to Generic Llr 84 24 re environ Qualification documentation 
reverification Qualification documentation available for alf equipment identified in 
10CFR50 49 lists SSER 4 (NUREG 0043) demonatratad compliance W/10CFR50 49 
WILLIAMS JW Florida Power i Light Co 86/04/02 THOMPSON.H L Division of Li 
censing 3pp 29700 251*2970 3 263 


F. Security, medical, emergency & fire protection plans 

8504110313 Forwards, comments in response to NRC 850228 comments on Rev 2 to 
safeguards contingency plan Comments withhold {ref 10CFR73 21) 

WILLIAMS, J VV Florida Power & Light Co 05/04/03 GRACE.J N Region 2. Office of 
Director ip 29766 135 29766 135 

8504120254 Submits tost info ro TEC Modal 159 isolator module omitted from 850114 
submittal concerning DBE testing of isolation devices used in SPDS Integrity of isola- 
tion boundary would be maintainod if man credibfa fauff occurred 
WILLIAM S,J W Florida Power & Light Co 85/01/09 THOMPSON.H L Division of Li 
censing 2pp 29704 211-29704 212 

8504190308 Forwards revised "Procedures Generation Package ’ a listing of all loca- 
tions of Items identified in draft S€R per NRC 8 U2 Id Ilf 

WILLIAM S,J W Florida Power & Light Co 85/04/12 MILLER, J R Operating Reactors 
Branchs ip 29886 109 29886 257 

-8504190313 'Procedures Generation Packago.Sl Lucio Planl.Unit 1 S Unit 2" 

* Florida Power & Light Co 85/04/12 20pp 298B6 200 29886 257 

• 8504190317 Rev 2 to Procedure Q1 5 PR/PSL 2. "Wrilers Guide for Emergency Oper- 
ating Procedures” 

SAGER.DA Florida Powers Light Co 85/03/25 37pp 29806 220 29886 257 

0504230432 Advises that 850403 rev to safeguards contingency plan conslslent w/pro- 
visions of I0CFR50 54(p) & acceptable 

WALKER, R D Region 2, Office of Director 85/04/16 WILLIAMS.JW Florida Power 
a Light Co 3pp 23950 314-29950 316 


J. Insuranca A Indemnity Information 

8504040241 Forwards Endorseryienl 60 to NELIA Policy NF-227 
DUCK.J R Marsh & McLennan, Inc 65/03/27 SALTZMAN,J Assistant Director for 
Stale & Licensee Relations 2pp 2960B 354 29608 355 


P Operating llcensci stage documenlfi fh correspondence 

8504160201 Forwards updated Region II organization chart, reflecting recent personnel 
changes 

WALKER, R D Region 2, Olfice of Director 85/03/13 WfLLIAMS.J W Florida Power 
& Light Co Ip 29818 119 29016 130 

8504050100 Summa^ of 850307 meeting w/ulil in Miaml.FL re review of regulatory 
re quire ments.per NRC 850104 Itr Meeting agenda & attendees tisl one! 

MCDONALO.DG Operating Reactors Branch 1 85/03/10 Operating Reactors 
Branch l 9pp 29674 132 29874 140 

8504090191 Responds to Generic Ltr 84 24 ro environ ouahlication documenlation 
reverification Qualification documentation available for all equipment Identified In 
tOCFR5049 lists SSER 4 (NUREG 0843) demonstrated compliance W/10CFR5D49 
WILUAWS.J W Florida Power & Light Co 85/04/02 THOMPSON.H L Division of Li 
censing 3pp 29700 261-29700 253 

8504170550 Forwards safety evaluation ro requests for relief from inservJca testing re- 
quirements of ASME Code Section XI for pumps & valves Ftolief from corlain ASME 
Code requiremenh granted as listed 

MILLER JH Operating Reactors Branch 3 65/04/02 WILLIAMS, JW Florida Power 
& Light Co 2pp 2&907 227-29907 299 

-8504170553 Safety evaluation re requests for relief from inservice testing 
requirements Most requests inadequately justified 

* Office of Nuclear Reactor Regulation, Oirocior 85/04/02 71pp 29907 230 
29907 299 

8S0406037't Forwards Table 1 "St Lucid Unil 1 LOCA/ECCS Model Summary,’* in re- 
sponse to 850329 req^ueal re Exxon Nuclear Co XN NF 02-20Jable describes compo 
nent models used in ECCS analysis 

WILLIAMS, JW Florida Power & Lighl Co 85/04/04 M1LLER,JR Operating Heactora 
Branch 3 7pp 29685022 29686 028 

6504120266 Responds to 850329 question re evaluation of axial shape sonsiliviltes (or 
Cycle 6 large break LOCA analysis Compliance W/1C}CFR50 46 demonstrated 
WILLIAMS J W Florida Power & Light Co 85/04/06 M[LLER.JR Operating Reactors 
Branch 3 Ip 29784 223 29784 223 

8504120200 Generic Ltr 85 06 to all PWR licensees & all applicants for OLs re QA guid- 
ance for ATWS equipment not safety related Sve hat end 

THOMPSON.H L Division o1 Licensing 85/04/16 Consolidated Edison Co of New 
York, Inc 22pp 29947 288 29047 309 

8504120031 Generic Llr 85 02 lo all PWR licensees & ^plicanls^hofdQra of CPs & Fort 
St Vrain re recommended acirons stemming from NRC Integrated program for rosolu- 
lion of unresolved safely issues ro steam generator lube Integrily.Svc list end 
THOMPSON.H L Division of Licensing 85/04/17. Yankee Atomic Electric Co 127pp 
29953 07 i-29953'262 


8504230446 Forwards fee f-or 841203 appitcalion for amend to LicensG DPR 67 to in- 
corporate NUHEG 0737 Tech Specs.por Generic Llr 03 37 

WILLIAMS, JW Fjorida Power & Light Co 85/04/17 MILLER, J R Operating Reactors 
Branch 3 Ip 2 9 950 359 29960 359 


O. Inspection reports, IE Bulletins & correspondence 

8503190659 lE Info Notice 85 0-22, '‘Limitorque Motor-Operated Valves Resulting From 
Incorrect Installation of Pinion Gear ’’ Sve list end 

JORDAN, EL Division of Emergency Preparodnoss & Engineering Response (Post 
B30103) 85/03/21 Consolidated Edison Co of New York, Inc lOBpp 29507 001 
29597 005 

8503210451 IE Info Notice 85 023, “Inadequate Surveillance & Post-Mamt & Post Mod 
Sys Testing " Sve list end 

JORDAN.EL Division of Emergency Preparodness & Engineering Response (Post 
030103) 85/03/22 Consolidated Edison Co of Now York, Inc lO0pp 29656 001 
29656 107 

8503220444 IE Info Notice 86 024, "Failures of Protective Coatings m Pipos & HXs " 
Sve list end 

JOflDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/03/26 Consolidated Edison Co of Now York, Inc 100pp 20596 154 
29596 363 

850 4150215 Confirms 850315 telcon re 650325 enforcement conference at Region (I 
ofc to discuss containment spray svs & component cooling water sys issues 
GRACE.J N Region 2, Office of Director 65/03/27 WiLLIAMS.J W Florida Power & 
Light Co 2pp 29809 204-29809 285 

8503280037 IE Info Notice 85 025, "Consideration of Thermal Conditions in Design & 
InstalfaUon of Supports for Diesel Generator Exhaust Silencers " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/04/02 Consolidated Edison Co of New York, Inc I07pp 29667 190 
25667 305 

8 503280045 IE Irtfo Notice 85 026, "Vacuum Relief Sys for 0WR Mark 1 & If Contain 
monts " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/02 Consolidated Edison Co of New York, Inc 92pp 29667 107- 
29667198 

8504010039 IE Info NoUce 85-027, ''Notifications to NRG Oporations Ctr & Reporting 
Events in LERs,” Sve list end 

JORDAN.E L Divisiof^ of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of Now York. Inc DOpp 29690 255 
29690362 

850409Q097 Requests approval to update requirements for ays pressure test (o facblily 
ASME Codo.Section Xi addenda of 1980-1981 edition to provide more definitive 
info ExtcjTslon of Ulil 1 10-yr insp dale lo 870630 requeslod 
WILLIAMS.J W. Florida Power & Light Co Bb/04/05 THOMPSON.H L Division of LI 
consing Ip 29700132-29700 132 

0504050942 SuppI 1 to IE Info Notice 85-003, "Separation of Primary Reactor Coolant 
Pump Shaft & Impeirer “ Sve list end 

JORDAN.EL Division of Emergency Preparedness & Enginoermn Response (Posl 
830103) 85/04/09 Consolidated Edison Co of New York, Inc lOIpp 29791 025 
29791 126 

8504050047 IE Info Notice 35-028, “Partial Loss of AC Power & Diesel Generator Deg 
radation " Sve list end 

JORDAN.E L Divlslor^ of Emergency Preparedness & Englneofing Rosponso (Post 
630103) 65/04/09 Consolidated Edison Co of New York, Inc 109pp 99790 278 
29701 024 

e50’409l>419 IE Info Notice 85 020, "Use of Unqualified Sources in Well Logging Appli 
cations" Sve list end 

PARFLOW.J G Division of Inspection Programs (Posl 850212), 85/04/12 Consolldat 
ed Edison Co ofNawYork, Inc 66pp 29032 001-29832 023 

8504170240 IE Info Notice 06 030, "Microbfologically Induced Corrosion Cgntammont 
Sve Water Sys " Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Posl 
830103) 85/04/19. Consolidated Edison Co of New York, Inc lOOpp 29966 250- 
29966 363 

8504190955 IE Info Notice 85 032, ‘‘Recent Engine Failures of Emergency Diesel Gen 
orators " Sve hsl encL 

JORDAN.E L Division of Emergency Preparedness & Engineering Rosponso (Posl 
830103) 65/04/22 Consolidated Edison Co of Now York, Inc lOOpp 29988 239- 
29908 347 

8604199060 IE Info Notice 85-033, “Undersized Nozzle To-Sholl Welded Joints in Tanks 
& HXa ConBlrucled Under Rules of ASME Boiler & Pressure Vessel Code" Sve liSI 
end 

JORDAN.EL Division of Emergency Preparedness & Enginaerinn Rosponso {Posl 
630103) 85/04/22, Consolidated Edison Co of New York, Inc. 108pp 29980 001 
29909, J07« 

8504220347 IE Info Notice 64 84, Rev 1, “Deficiencies in Ferro Ro sonant Transformers'' 
Sve Its! end 

JORDAN.E L Division of Emergency Preparedness & Engineering Rosponso (Post 
030103) 05/04/24 Consolidated Edison Co. of New York, Inc l18pp 30027,06/- 
30027184 


R. Periodic operating reports & related correspondence 

8504090504 Forwards supplemental “Annual Radiological Environ Monitoring 
Repl,l9B1 “ Sr-89 & Sr-90 results & data from samples or "Food Crop Citrus'’ incor 
porated 

UHRIG.RE, Fforida Power & Light Co, 82/08/02 O'REILLY ,J P Region 2, Office of 
Director. 2pp 29717 006-29717 023 ^ 
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• 8504090507 Supplemental Annual Radiological Environ Monitoring Rept, 1981 ’ 

* Florida Power & Light Co 81/12/31 I6pp 29717 008-29717 023 

8504110554 ‘Annual Radiological Environ Monitoring Rept.1982 " W/830401 Hr 
UNRIG, R E Florida Power & Light Co 82/12/31 O’REILLYJP Region 2, Office of 
Director 17pp 29781 195-29781 211 


8504080428 Application for amend to License DPR-65,fovising Tech Specs re chlorine 
setpoints, control room emergency ventilation sys flow rale, insertion of control room 
monitoring & elimination of date associated w/Rog Guide 1 95 Fee paid 
COUNSIL.W G Northeast Nuclear Energy Go (subs of Northeast Utilities) 
COUNSIL.VV G Northeast Utilities 85/04/02 MILLER, J R Operaling Reactors Branch 
3 3pp 29684 038 29684 046 


8504090470 "Semiannual Radioactive Effluent Release Rept, Jan June 1903 " W/ 
830826 hr 

UNRIG, R E, Florida Power & Light Co 83/06/30 O’REILLY, JP Region 2 , Office of 
Director 27pp 29716 211-29716 237 

8504090508 Forv/ards suppi to "Annual Radiological Environ Monitoring Rept, 1982" 
Results of analyses not previously available incorporated 

UHRIG.R E Florida Power & Light Co 83/07/11 O’REILLYJ P Region 2, Olfico of 
Director Ip 29717 025 29717 036 

-8504090509 Suppi to "Annual Radiological Environ Monitoring Rept, 1982 '* 

‘ Florida Power & Light Co 82/12/31 lipp 29717 026 29717 036 

8504090501 * 1983 Annual Radiological Environ Operating Rept " W/840430 Ur 
WILLIAMS, JW Florida Power & light Co 83/12/31 O’REILLY.JP Region 2, Office 
of Director 117pp 29716 251-29717 004 

8504100207 "Semiannual Radioactive Effluent Release Rept,Jul Dec 1903" W/040301 
Itr 

WILLIAMS.J W Florida Power & Light Co 83/12/31 O’REILLYJ P Region 2, Office 
of Director 73pp 29759 251-29759 323 

8504100365 Forwards correclod Page 24 to "Eflfuenl & Waste Disposal Semiannual 
Rept, Solid Waste & Irradiated Fuel Shipments, Jan Juno 1983," submitted in 830826 
hr 

WILLIAMS, J W Florida Power & Light Co 84/05/22 O’REILLY.J P Region 2. Office 
of Director Ip 29760 256 29760 257 

-B504 100374 Corrected Pago 24 to "Effluent & Waste Disposal Semiannual Rept, Solid 
Waste & Irradiated Fuef Shipments, Jan June 1983 " 

' Florida Power & Light Co 83/06/30 tp 29760 257-20760 257 

8504180607 Monthly operating ropls lor Feb 1966 W/850318 hr 
GRANT.N W , WILLIAMS, J W Florida Power & Light Co 85/02/28 lOpp 29011 105* 
29911 122 


S. Reportable occurrences, LERs & related correspondence 

8504110458 LER 85 002-00 on 8SQ220,lnboard valve of sorlos set of containment isola 
lion valves found Inoperable in open position Caused by incorrect connection to 
backup nitrogen sys due to mechanical connector problem W/850401 itr 
STEV^RT.D, WEST,D Florida Power & Light Co 85/04/01 4pp 29780 158- 
29780 161 

8504160854 Special rept on 850322, main steam safety valve radiation monitor declared 
inoperable Caused by inoperable GM lube detector or GM lube electronic interface 
duo to collected condensation Components replaced Monitor returned to sve 
WILLIAMS, JW Florida Power & Light Co 65/04/05 Record Services Branch (Docu- 
ment Control Desk) 2pp 29018 360-29818 361 

8504170446 LER 85 003 00 on 850307, reactor trip occurred during logic malriH 
test Caused by operator turning lest switch to Incorrect position Note to be added to 

S focedufo melhods to terminate logic matrix tost W/850408 hr 
/EST.O, WILLIAMS, JW Florida Power & Light Co 05/04/08 3pp 20830 346- 
29838 348 
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F Security, medical, emergency & fire protection plans 


-8504080430 Proposed Tech Spec re chlorine setpoinls,control room emergency vonti 
lation sys How rate, insertion of control room monitoring inio & elimination of date as- 
sociated w/ Reg Guido 1 95 

* Northeast Nuclear Energy Co (subs of Northeast UUlJlies) 85/04/02 6pp 
29684 041-29684 046 

8504220073 Forwards emergency plan implemenling procedures & forms which have 
become effective since 850131 submittal 

COUNSIL.W G Connecticut Yankee Atomic Power Co COUNSIL.W G Northeast Nu 
clear Energy Co (subs of Northeast Ulililies) COUNSIL.W G Northeast Ulililies 85/ 
04/08 MURLEY.TE Region 1. Office of Director 3pp 29925 018 29928 071 

-8504220087 Revised emergency plan implementing procedures, including Rev 2 to 
EPIP 4001 re director of station emergency oporaltons.Rev 2 to EPIP 4002 ro manag 
er of radiological consequence assessment & Rev 1 to EPIP 4003 

* Northeast Utilities 85/04/08 l.lSIpp 29925 021-29920 071 


H General correspondence 


8504230328 Advises of changes to mgt structure associated w/WG Counsil leaving 
Northeasl Utils to assume position w/anolher util Effective 05050 1,JF Opeka will re- 
place WG Counsil 

COUNSIL.W Q Connecticut Yankee Atomic Power Co COUNSIL.W G Northeast Nu 
clear Energy Co (subs of Northeasl Utilities) COUNSIL.W G Northeast Utilities 85/ 
04/17 MILLER, JR Operating Reaclors Branch 3 ZWOLfNSKI.JA Operating Reac 
tors Branch 5 YOUNGBLOOD.B J Licensing Branch 1 2pp 29051 306-29951 307 


I, Financial Information 


8504180425 Forwards "Annual Rept for 1984 for Connecticut Light & Power Co," & 
"Annual Rept for 1984 for Western Massachusolls EJoclric Co" Annual rept for 
Northeast Nuclear Energy Co will not be available until 050426 
BISHOP, R W Northeasl Ulililies Service Co (subs of Northeast Utilities) 
BISHOP, R W Northeasl Utilities 05/04/09 Office of Nuclear Reactor Regulation, Di- 
rector Ip 29859 011-29659 086 

-8504100431 "Annual Rept. 1984 " 

* Connecticut Light & Power Co (subs of Northeast Utilities) 84/12/31 3gpp 
29050 012-29659051 

-0604180436 "Annual Rept.lOOl " 

* Western Massachusetts Efociric Co (subs of Northeast Ulililies) 84/12/31 35pp 
298S9 062-29850 086 


P. Operating license stage documents & correspondence 

8604030343 Responds to 850222 request for authorization to use ASME Code Case N- 
416 for application in repfacement of steam generator wet layup valves Code Case N- 
416 acceptable for general use & may be used during replacement of valves 
MiLLER.JR. Operaling Reactors Branch 3 85/03/14 COUNSIL.W G Northeast Nu 
clear Energy Co (subs of Northeast Ulililies) Ip 29606 150-29606 150 

8504050062 Application for amend to License D PR-65 .authorizing rev to Tech Spec 
3 7 5 t re flood fevot Foe paid 

COUNSIL.WG Norlhoast Nuclear Energy Co (subs of Northeast Ulililies) 
COUNSIL.W G Northeast Ulililies 05/03/28 MILLER, J R Operaling Reactors Branch 
3 2pp 29665 350-29665 353 


6504030374 Forwards INEL Interim rept, "Conformance to Reg Guido 1 97. Millstone 
Nuclear Power Station Unit 2," addressing ulil 830416,040229 & 0409 responses to 
Generic Ltr 82-33 Responses to rept requested within 60 days of Itr receipt 
MILLER, J R Operating Reactors Branch 3 85/03/14 COUNStL.W G Northeast Nu- 
efoar Energy Co (subs of Norlhoast Ulilllios) Ip 29827 093.20627'093 

"8503130363 "Conformance to Reg Guide 1 97,Mlllston0 Nuclear Power Station, Unit 
2 " 

UDY.A EG&G, Inc FIN A 6483 85/02/28 NRC - No Detailed Affiliation Given 21 pp 
29627 094 29627 114 


-8504050065 Proposed Tech Spec 3 7 5 1 re flood level & operation of sve water pump 
motor 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) 05/03/28 2pp 
29665 352-29665 353 

8504060116 Application for amend to License DPR 65, deleting Tech Spec diese) gener- 
ator Surveillance Requirement 4 8 1,1 2 c 5 d per Generic Ltr 85 30 Fee paid 
COUNSIL,W G Northeast Nuclear Energy Co (subs of Northeast Utilities) 
COUNSIL,W Q Northeast Utilities 05/03/29 MILLER, J R Operating Reaclors Branch 
3 4pp 29676 355-29675 359 


8504030267 Forwards SPDS SAR & schedule for Implomonlation of SPDS.por Suppi 1 
to NUREG 0737 Sys will be operational by Nov 1986 if scheduled mainlainod. 
COUNSIL, W G , BISHOP.R W Norlhoast Nuclear Energy Co (subs of Northeast Utili- 
ties) COUNSIL.W Q Northeast Utilities 85/03/25 MILLER, J R Operating Reactors 
Branch 3 4pp 29691 026 29501 081 


-8504030271 "SPDS SAR, Millstone Nuclear Power Slation.Unit 2 " , 

* Northeast Nuclear Energy Co, (subs of Northeast Utilities) 85/03/31, 52pp 
29591 030 29591 081 


8504090209 Rov 16 to emergency plan 
' Northeast Nuclear Energy Co (subs 
29700 011-29700 007 


of Northeast Utilities). 85/03/25, 77pp 


8604040318 Forwards Insp Repls 50-245/05 02 & 60-336/B5 03 on 860114 0224 & 

WENZINGErf,K Region 1, Office of Director 85/03/29 COUNSIL.W Q Northeast 
Nuclear Energy Co (subs of Northeasl Utilities) 2pp 29610,189-29610 207 

-8504040330 Insp Repts 50 245/85 02 & 50-336/85 03 on 850114-0224 Violations 
noted failure to perform 90% set down APRM high flux calibf surveillance test, failure 
to keep isolation zone clear & failure to obtain radiation work permit 

SHEDLOSKYJT Region 1, Office of Director. 85/03/26, 15pp 29610193- 
29610 207 


-6504080124 Proposed Tech Spec 3/4 8 4 ro electrical power sys surveillance roquire- 
monts 

• Northeast Nuclear Energy Co (subs of Northeast Utilities) 85/03/20 Ip 
29675 359-29675,359. 

8604060241 Application for amend to License DPR 65, deleting footnotes from Tech 
Spec Sections 4 4.5 13 & 3462 & Table 4 7-2 re Cycle 5 refueling outage & 
operation Fee paid 

COUNSIL.W G Northeast Nuclear Energy Co (subs of Northeast Ulilities) 

COUNSIL.W G Northeast Ulililies 85/03/29 MILLER, J R. Operating Reaclors Branch 
3 2pp. 20678 007-29678 012 

-8504080243 Proposed Tech Spec deleting cycle specific footnotes from Tech Spec 
Sections 4 4, 5 13 & 3462 & Table 4,7-2 re Cycle 5 refueling outage & operation 

* Northeast Nuclear Energy Co (subs of Northeast Ulililies) 65/03/31 4pp 
29670 009-29678 012 

8504060386 Application for amend to License D PR-65, re vising Tech Specs to clarify 
that containment gaseous & particulate radiation monitors not required to bo operable 
during Type A Integrated leak rale testing Fee paid 

COUNSIL.WG Northeast Nuclear Energy Co (subs of Northeast Utilities) 

COUNSIL, W G. Northeast Utilities 86/03/29 MiLLER.J R Operating Reactors Branch 
3 2pp 29686 034-29686 037 
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**8504080393 Proposed Tech Spec clarifying that during Typa A inlegratecl leak rate 
testing, contamment gaseous & particulate radiotiQn rronitors not required to be oper 
aticnal 

* Northeast Nuefear Energy Co {subs of Norlheasi Lflilities) 85/03/29 2pp 
29686 036 29686 037 

8504080428 Appljcalion for amend to License DPR 65, revising Tech Specs re chlorme 
setpoints, control room emergency ventilation sys flow rale.inserlion of control room 
monitoring S elimmatJan of date associated w/Reg Guide 1 95 Fee paid 
COUNSIL^WG Northeast Mucloar Energy Co (subs of Northeast Utllitios) 
COUNSIUWG Northeast Utilities 85/04/02 MILLER, JR Operating Reactors Branch 
3 3pp 296S4 038*20634 046 

*■0504080430 Proposed Tech Spec re chlorine selpomis, control room emergency venb 
lalron sys flow rate, insertion of conlrol room monilorino info S elimfn alien of date as 
sociated w/ Reg Guide 1 95 

' Northeast Nuefear Energy Go (subs of Northeast Utilities) 85/04/02 6pp 
29684 041 29684 046 

8 S04 160362 Application for amend to License DPR'65,revisin9 Tech Specs to delete ref 
to physical dS 3 C/lplior> of tnsodiurti pho^hato dodecahydrate Fee paid 
C(jUNSIUWG Norlhsast Nuclear tnergy Co (subs of Northeast Utililres) 
COUNSILWG Northeast Uliljfies 85/04/04 MILLER.JR Operating Reactors Branch 
3 2pp 29015 257 2981 5 260 

• 8504160371 Proposed Tech Specs deleting ref (o physical description of Irisodium 
phosphaledodccahydrate 

• Northeast Nuclear Energy Co (subs of Northeast UulJties) 85/04/04 2pp 
29815 250-29815 260 

6504230355 Forwards "Small Break LOCA/ECCS Pariornnar^ce Analysis W/Axiaf Shape 
Index of 0 10” End analysis amends LOCA/ECCS analysis provided in 700322 ftr 
por 10CFR50,App K I1 1 b Previous reviews re effects of reloads remain valid 
C0UNS1L,WG Northeasj Nuefear Energy Co (subs of Norlheasi Ulfhties) 
COUNSIL.WG Northeast Utilities. 85/04/11- M(LLER,J R, Operating Reactors Branch 
5 3pp 28950 235 29950243 

-*8564230361 "Small Break LOCA/ECCS Penformartce Analysis W/Axial Shape Index of 
-0 10 “ 

' Northeast Nuclear Energy Co (subs of Northeast Utilities) 85/04/30 7pp 
29950237 29950 243 

8504120206 Generic Llr 05 06 to all PWR licensees & all applicants for OLs re QA guid- 
ance tw ATV^S equipment not safety -Tolated Sve hsi enc\ 

THOMPSON, HL Division of Licansing 85/04/16 Consolidated Edison Co. of New 
York, Inc 22pp 29947 20B 23947 309 

8S04 120031 Generic Ltr Q5 02 to all PWR licensees & ^plican is, holders of CPs & Fort 
SI Vrain re recommended actions stemming from NRG integrated program for resolu 
lion of unresolved safety issues ro steam generator tube integrity Sve list end 
THOMPSON, H L Division of Licensing 85/04/17 Yankee Atomic Efoclnc Co 127pp 
29953 071-20953 262 

8504250221 Notification of 85050-1 meeting w/util In Bathes da, MO to discuss eddy cur- 
rent test results of steam generator tubes before & after chemicaf cleaning 
OSBORNE, D Operating Reactors Branch 3 85/04/17 MILLER, JR Operating Reac- 
tors Branch 3 2pp 80029 3t5 30029 316 

0504300558 Requests addi info re 831106 response to Generic Llr 63-28, Item 1 1, 
”Post-Trip Review Program S Procodure,” based on end safely evatualion Response 
requested within 30 days of Itr receipl 

MILLER.JR Operating Reactors Branch 3 85/04/16 COUNSIL.WG Northeast Nu- 
clear Energy Co (subs ot Northeast Ulililies) Ip 30072041-30072 047 

“fl50430{)562 Safely evalualion re Util 831105 response to Generic Ltr 83 28, Item 1 1 
concerning post-trip review program & procedures Oaficiancles idenUfiod 
“ Office of Nuclear Reactor Regulation, Director 65/04/19 6pp 30072042- 
30072 047 

6504300362 Discusses followup actions to SER for Amend 90 to Licence DPR'65 New 
steam line break generator tube rupture analysis will be eubmitled for review 4 months 
after startup from current refueling outage 

COUNSIL.WG, SEARS,Cf Northeast Nuefear Energy Co (subs of Northeast Utili 
ties) COUNSiL.WG Northeast UMHios 65/04/22 m[LLER,JR Operating Reactors 
Branch 3 2pp 3 00 64 056 30084 057 


0 Inspection reporla^ IE Bulletins & correspondence 

6604100327 Lisis actions &/or documentation necessary to close out JE Bulletin 81-01, 
’'Surveillance of Mechanical Snubbers," for listed facilities prior to finalizing closeout 

TMl 

JORDAN.EL Division of Emeroency Preparedness & EnglneorinQ Response (Post 
830103) 85/02/11 STAROSTECKI.R Region 1. Of free Of Direclor OLSHINSKI.J A, 
Rogion 2, Office of Director NORELIUS.CE Region 3, Office of Director 4pp 
26914 165 29914 168 

8503190659 IE Info Notice 85 022, ••Llmilorqua Motor Operated Valves Resulting From 
Incorrect Installation of Pmion Gear " Sve list end 

JORDAN.EL Division of Emergency Preparedr^ess & Engineering Response (Post 
830103) 85/03/21 Corsolidaled Edison Co of New York, Inc- lOBpp 29597.001- 
29597005 

8503210461 IE Info Notice 85'023, "fnadequele Surveillanoo & Post Maini S Post Mod 
Sys Tosliiy " Sve tisi end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 65/03/22 Consolidated Edison Co, of New York, inc fOSpp 29656 001- 
29656 107 

6504050329 Forwards Insp Repts 50 245/85-05,50 336/65 06 & 50-423/85*07 on 
85021 1 15 No violation noted 

MARTIN, TT Region 1, Office Of Director 05/03/22 COUNSIL.W-G Northeast Nude- 
ar Energy Co (subs of Northeast Utilities] 2pp 29667*^331 29667:938 

-8504050336 fnsp Repts 50 245/85 05.50-336/85 06 & 60-423/85-07 on 050211- 
15 No noncomplianco identified Major areas inspected operational & preoperatlonat ra 
diolonical environ monitoring program 

STflUCKMEYER,R„ SHANBAKY.M, Region t. Office ot Orreclor 86/03/20. 6pp, 
29667 333 29667 338 


8503220444 IE Info Notice 85 024, ''Failures of Protective Coatings in Pipes & HXs" 
Sve iist and 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/26 Consolidaled Edison Co of New York, Inc lODpp 29598154- 
20596 363 

6504040318 Forwards Insp Ropts SO'245/85 02 & 50 336/85 03 on 850114 0224 & 
notice of violation 

WENZINGER.EC Region 1. Offreo of Director 95/03/29 COUNSIL.WG Norlheasi 
Nuclear Energy Co (subs, of Northeast Utilities) 2pp 29610 199 20810 207 

-8504040323 Notice of violation from insp on 860114-0224 

* Region 1. Office of Director 85/03/29 2pp 29610 191-29610 192 

-8504040330 Insp Repts 50-245/85 02 & 50 336/85 03 on 8501 14 0224 Violations 
noted failure to perform 00% set down APRM high flux calibr surveillance test, failure 
to keep isolation zone clear & failure to obtain required radiation work permit 
SHEDLOSKY, J T . MCBHIDE.M.H . MCCA0E.E C Region 1. Office of Director 85/03/ 
26 I6pp 29610193-29610 207 

8503280037 IE Info Notice 05 025, "Consideration of Thermal Conditions In Design & 
Installation of Supports for Diesel Generator Exhaust Silencers " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
890103), 85/04/02 Consolidated Edison Co of New York. Inc 107pp 29667 199- 
29667 305 

8603260045 IE Info Notice 85 026. ‘Vacuum Relief Sys for BWR Mark I & If Contain 
ments " Sve iist one) 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/02 Consolidated Edison Co of New York. Inc, 92pp 29687 107- 
29667 190 

8504010039 IE Info Notice 05-027, "Notifications to NRC Operations Clr & Repoftlng 
Events In LERs " Sve list end 

JORDAN.EL Oivfston of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of Now York, Inc 98pp 29690 255 
29690 362 

6504090205 Ack receipt of 050222 response to NRC request for info re Insp Rapt 50- 
336/85 01 concerning IE Bulletin 79 02 

EBNETER.SO, Region 1, Office of Director 85/04/03 COUNSIL.WG Nort)ieast Nu- 
clear Energy Co (subs of Northeast Utilities) 2pp 29700 226-20700 229 

-8504090218 Responds to Insp Repl 50 336/85-01 re NRC 050107-11 audit of work 
performed In response lo IE Bulletins 79 02,79 04,79 07 & 79-14 Info re listed items 
concerning IE Gullolin 79 02 will be submitted by 650401, per Varela 650111 request 
COUNSlL.w.G Northeast Nuclear Energy Co (subs of Northeast Utilities) 

COUNSIL,WG Norlheasi Utilities 05/02/22 MURLEY.TE Region 1, Office of Direc- 
tor 2pp 29700 228-29700 229 

8504120154 Forwards response to request for addi info re item 4 of IE Bulletin 79 02 
concerning verification of design requirement for concrete anchor bolls from Insp Bepl 
50 336/85-01, per 850222 commitment 

COUNSILWG Northeast Nuclear Energy Co (subs of Northeast Utilities). 

COUNSIL.WG Nonheaat Ulililies 85/04/04 MURLEY.TE Region 1. Office of Direc- 
tor. 4pp 29786 299-29786 302 

8504050042 Suppf 1 to tE Info Notice 05-003, "Separation of Primary Reactor Coolant 
Pump Shaft & impeller " Sve list encl 

JORDAN.EL Division of Emergency Preparedness & Engineorino Response (Post 
830103) 05/04/09 Consolidated Edison Co of New York. Inc lOIpp 29791 025 
2979V126 

6504050047 IE Info Notice 85 026, "Partial Loss of AC Power & Diesel Generator Oeg 
radallon " Sve list encl 

JORDAN, E L Djvision of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co- of New VorK. Inc f09pp 29790 27B 
29791 024 

66O409D419 IE Info Notice 85 029, "Use of Unqualified Sources in Well Logging Appit 
cations " Sve list encl 

PARTLOW.J.G Division of Inspection programs (Post 850212) 85/04/12 Consolidat- 
ed Edison Co of New York, fnc 66pp 29832 001-29832 023 

8504190422 Forwards tnsp Rept 50 330/85 07 on 850219-0315 No violation or unac- 
ceptable conditions noted 

WtoNGER.EC Region 1, Office of Director 85/04/12 COUNSIL.WG Norlheasi 
Nuclear Energy Co (subs of Northeast Utilities) 2pp 29918 215-29918.223 

-8504190427 Insp Rept 50-336/85 07 on 050219 0315 No violation or unacceptable 
conditions noted Mapr areas inspected rafuallng ^era lions, steam generator nozzle 
dams,alQam generator primary head hydrola 2 ir>g & it Bulletin 84-03 
ROBERTSON,J A . MCCABE, EC Region 1. Offico of Director 85/04/04 7pp 
20918 217-29918 223 

3504170240 fE Info Notice 85 030, "MicfoWologlcally Induced Corrosion Containment 
Sve Water Sys ” Sve list encl 

JORDAN, E L Division of Emergency Preparedness & Engineenng Response (Post 
030103) 85/04/19 Consolidalod Edison Co of New York, fnc 109pp 29966 258 
29966 363, 

0504190056 IE Info Nolice 65 032, "Recent Engine Failures of Emergency Diesel Gen- 
erators " Sve tist end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc. fOOpp 29988 239 
29908 347 

65041900B0 IE fnfo Notice 85 033, "Undersized Nozzle-To Shell Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code" Sve fist 
end 

JORDAN, E.L Division of Emergency Preparedness & Engineenng Response (Post 
830103) 86/04/22 Consolidated Edison Co of New York, Inc 108pp 29989 001- 
29989 107 
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8504220347 IE Info Notice 84-B4,Rov “Deficiencies in Eerro Resonant Transformers" 
Svc list end 

Jf RPAN E L Division of Emergency Preparedness & Engineorrng Response (Post 
830103) 85/04/24 Consolidaled Edison Co of Nevv York, Inc l18pp 30027 067- 
30027 184 


R Periodic operating reports & related correspondence 

8504180506 Monihly operaling repl for feb 1985 W/850313 Itr 
GIBSON.J, MROCZKA.EJ Noxlheast Nuclear Energy Co (subs of Nodhoasl Ulill 
ties) MROCZKA.EJ Northeast Utilities 85/02/28 7pp 29911 331-29911 337 


S Reportable occurrences, LERs & related correspondence 

8504120006 LER B5 002 00 on 850302, intermiltent annunciator alarm indicated process 
radiation monitor tripped on high radiation or failed Caused by personnel 
error Radiation monitor restored & purge valves reopened W/050401 Ur 
KOWOSKY.G E . MROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) MROCZKA.EJ Northeast Utilities 85/04/01 4pp 29808 096-29808 099 

85041 B0026 LER 05 003 00 on 850305.IOdhage from hydrogen purge piping found 
excessive Caused by containment isolation valve not completely closed due le worn 
valve shaft & key slot on lever & T-ring seals not adjusted W/850404 Ur 
STADNICK.SL, MROCZKA.EJ Northeast Nuclear Energy Co (subs of Northeast 
Utilities) MROCZKA,EJ Northeast Utilities 05/04/04 5pp 20918 001-29916 005. 

8504160052 PNO I 85 024 Initial NDE (eddy current testing) of about 100 lubes In steam 
generator 1 showed less than expected reject rale Caused by copper 
interference Steam generator cloaned & major increase in reject rate noted 
SHEDLOSKY.J T . MCCABE.E C Region 1. Office of Director 85/04/10 Ip 
29799 358-29799 350 

8504220328 LER 05 004 00 on 850314, many steam generator tubes had greater than 
40% through-wall degradation Caused by pits onginatlnp in sludge pile region of 
steam generator Chemical cleaning of pile region initialed W/850412 Itr 
BLANCHARD.R T . MROCZKA.E J Norlheasl Nuclear Energy Co (subs of Northeast 
Ulililias) MROCZKA.EJ Northeast Utilities 85/04/12 3pp 29039 247-29939 249 
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8504050229 Application for amends to Licenses NFF 4 & NPF-7, revising Tech Spec 
374 1 to extend allowable time for inoperability of redundant svc water headers 
beyond 72 h to facililato mod & maint activities Fee paid 

STEWART. W L Virginia Power (Virginia EloctfJC & Power Co ) 85/03/29 

OENTON.Hfl Office of Nuclear Reactor Regulation, Director MILLER, J R Operating 
Reactors Branch 3 l3pp 29662 132-23683 078 

-8504050231 Rev 1 to "North Anna Power Station Svc Water Sys Probabtlislic Safety 
Assessment “ 

KIMBALL.KD Impell Corp 83 1250-1097 R01 85/03/31 230pp 29662 145- 

29663 014 


-8604050234 Rev 1 to "Impell Corp Component Reliability Data Book " 

TENEROVICH.L L , KIMBALL, K 0 . SALERNO.M J Impoll Corp 03 000 1027 R01 85/ 
01/00 64pp 29663 0 1 5 2 9663 078 

0504080224 Forwards Wyio Lab repL “Tost Program 1o Datermine Effects o1 Conhnu- 
ous 120% Rated Current on Motor Control Ctr Contactors During Normal & Exlremo 
Svc Conditions," par GDC 17 Replacement schedule for coils listed 
STEWART, WL Virginra Power (Virginia Electric & Power Co) 85/03/29 
DENTON, HR Office of Nuclear Reactor Regulation, Director MILLER, J R Operating 
Reactors Branch 3 2pp 29678 022-29878 346 

-8504080226 "Tost Program to Delormina Effects of Continuous 120'*® Rated Current 
on Motor Control Ctr Conlaclors During Normal & Exlreme Svc Conditions ’’ 
IvICMICKEN.SM. JOHNSON, FR, MIGHT, aw Wylo Laboratories 85/02/07 325pp 
29676 024 29678 348 

8504 110304 Grants extension until 851 130 for final environ gualilication of hydrogen re- 
combiner equipment, per 850201 Itr 

DENTON, H R Office of Nuclear Reactor Regulalion, Direclor 85/03/29 
STEWART.WL Virginia Power (Virginia Electric & Power Co) 3pp 297G0 162- 
20700 164 


0604080125 Application for amends to Licenses NPF 4 A. NPF-7, changing Tech Specs 
to reduce min number of thimbles to obtain flux map for rouline monthly surveillance 
of hot channel factors VEP NOS 6, "Study ol Reduced Nurnber encl Fee paid 
STEWART.WL Virginia Power (Virginia Eleclric & Power Co) 65/04/01 
DENTON, HR Office of Nuclear Reactor nogulalion. Director MILLERJr Operaling 
Reactors Branch 3 4pp 20675 270-29675 331 


F Security, medical, emergency & fire protection plans 

8504150285 Forwards Insp Repts 50 338/85 03 & 50 339/65 03 on 850206 0303 & 
notice of violation 

BROWNLEE.VL Region 2, Office of Direclor 85/03/22 STEWART, W.L Virginia 
Power (Virginia Electric & Power Co ) 1p 29809 140 29809 149 

-B504 150278 Insp Repts 50 33Q/65D3 & 50-339/85 03 on 850206 0303 Violation 
noted failure to follow established administrative procedures 
BRANCH.MW, LUEHMAN.JG,, ELROD.S Region 2. Office of Direclor 85/03/21 
8pp 29809 1 42-29009 149 

8504250380 Forwards rev to nuclear security personnel training & qualification 
program Rov withhold (rof 10CFR73 21) 

STEWART.W L Virginia Power (Virginia Electric & Power Co) 85/04/12, GRACE.J N 
Region 2. Office of Director Ip 29905 112-29985 112 


Q, Adjudicatory correspondence 

8504170764 Forwards statement of prof qualifications of DP Cleary, per 050416 
lelcon DP Cleary to be staff witness ro issue of conflict In use of resources Related 
correspondence 

MCGURREN.HJ Hearing Branch 1 // 205 560 BB/04/16 DOUGHERTY, J 8 Dohorly, 
JF 3pp 29838 165 20830 107 

0604220236 Forwards "Environ Assessment ro Const & Oporalion of Surry Dry Cask 
ISFSI*' Info suppis NRC 850125 rosponse to Concerned Citizens of Louisa County 
discovery request W/o oncl Related correspondonco 

MCGURREN.HJ Hearing Branch 1 //285 612 85/04/18 DOUGHERTYJB AHili 
ation Not Assigned 2pp 29929 1D6 29929 167, 

8604220244 Memorandum ro staff 050416 indication of Intention to call DP Cfeary as 
witness No cause for recusal determined duo to author prof relationship w/ 
witness Any motion for recusal must be filed by 650429 Sorved on 650419, 

KLINE.JR Atomic Safely and Licensing Board Panel //2a5 621 85/04/18 Ip 
29920,185-29929 185 


-8604080133 Proposed Tech Specs reducing mm number of thtmblos to obtain flux 
map for routine monthly survellfanco of fiot channel factors 

2067?3CH (Virginia Electric & Power Co) 85/04/01 2flpp 29675 274- 

-8504080139 "Study of Effects of Reduced Number of Thimbles on Results of In Coro 
Flux Map Analysis " 

REID.D L Virginia Power (Vlrgmla Eloclrfc & Power Co ) VEP NOS 8 03/10/31 30pp 
29675 302-20675,331. 

8504080302 Forwards safety evaluation re Irnpacl of fow flow for uncon IroltocJ rod wilfv 
drawal from subcrilical condition using RETRAN computor code for Surry Units 1 >& 
2 Similar analysis porformed for North Anna Power Slalion 

STEWART.WL Virginia Powor (Virginia Electric & Power Co) 85/04/01 

DENTON, HR Offica of Nuclear Reactor Regulation, Direclor THOMPSON, HI Divi- 
sion of Licensing 14pp 29606 040 29B8G 053 

8504160136 Responds to 040724 requosl for addi info ro Qonoric Ltr 03'20,ttom 4 3 ro 
automatic shunt trip mod Util racolvod final oquipmont qualification data packages & 
test repts for OB 50 shunt trip allachmonts & panels 

STEWART.W L Virginia Powor (Virginia Eleclric & Powor Co ) 65/04/01 

DENTON, HR Office of Nuclear Roactor Roguintion, Director THOMPSON, HL Divi- 
sion of Licensing 3pp 29820 140-20820 150 

8604080486 Withdraws 831292 proposed Tech Spoc changa requosl for Soclion 3 6 4 2 
on hydrogen recombfnars Change doomed unacceptablo by NRC 
STEWAffr.WL Virginia Power (Vuglnlo Eloctnc & Powsr Co) 85/04/02 

DENTON, HR Office of Nuclear Roactor Rogulatlon, Diroctor MILLER, JR Operating 
Reactors Branch 3 Ip 20676*3 59-29676 350 

8604220336 Forwards reissued NPDES Permit VA 005245 1,ef( active 050310 
TAYLOR, J, A VirgInSa Powor (Virginia Efcclnc & Power Co) 05/04/11 DENTON,H R 
Olffco of Nuclear Roactor Rogulation, Director 2pp 20039 196 29039 243, 

-0604220337 Reissued NPDES Permit VA 005245 tjssuod to VEPCO 
• Virginia, Commonweallh of. 85/03/19 46pp 29930 100 29S39 243 


H. General correspondence 

85041B05B2 Notifies of name changes to Virginia Power.Norlh Carolina Power & West 
Virginia Power to permit company to identify more dosefy w/customors 61 to achieve 
higher profile 

STEWART.WL Virginia Power (Virginia Electric & Power Co) 85/03/16 DAVIS, J.G 
Office of Nuclear Materiat Safely & Safeguards, Director 2pp 29836183-29836*104 


P. Operating license stage documents & correspondence 

8504160660 Forwards updated Region II organization chafljedocllng recent personnel 
changes 

WALKER, RO Region 2. Office of Director 65/03/13 STEWART.W.l Virginia Power 
(Virginia Eleclric & Power Co ) Ip 29810*216 2081 0'227. 

8504160722 Forwards safety evaluation of 831104 response to Generic LIr 83-28, Item 
1 1 re post trip review program & procedures for lacillty Program acceptable. 

MILLER, J R Operaling Reactors Branch 3 85/03/28 ST^ART.W L Virginia Power 
(Virginia Electric & Powor Co) Ip, 29811.174-29811.179 

-8504150728 Safely evaluation supporting post-trip review program description & 
procedure.por Generic Ltr 83-20, Item 1 1 

• NRC - No Detailed Affiliation Given. 85/03/28 6pp 29811:175-29811 179 


6504230262 Application to amend Licenses NPF 4 & NPF-7,rev]8lng Tech Specs ro lim- 
iting condition for operation & surveillance requirements (or reactor Irip bypass broak- 
ars & undarvoMago & shunt trip logic, par Generic Ltr 63 26 Foo paid 
STEWART, W.L. Virginia Power (Virginia •Eioclric & Powor Co) 85/04/12 
DENTON, H R Office of Nuclear Reactor Regulation, Director. MILLER, JR Operating 
Reactors Branch 3 5pp 29949 249 29949,204 

-8604230282 Proposed changes to Tech Spec Tables 3 3-1 & 4 3-1, revising limiting 
condition for operation & surveillance requirements for reactor trip bypass breakers & 
mndervollage & shunt trip logic 

* Virginia Power (Virginia Efectric & Power Co) 05/04/12 11pp 20040 254 
29949,264. 


8504190481 Requests submittal of fee for review of 850201 application roquestlnn ox 
(arrslon of deadline for environ quallficalion of hydrogen rocombiner equipment 
DIGGS, R.M License Fee Management Sraneb, 85/04/15 STEWART.WL Virginia 
Power (Virginia Eloclric & Power Co) Ip 29938*133-29930 133 

0504230054 Discusses NRC intent 1o issue SER re in service teallnn program for pumps 
& valves, per 041129-30 meetings Issuance of SER app/opnato w/consldorahon of 
llsied dilferences between Units 1 & 2 programs 

Virginia Power (Virginia Electric & Power Co). 85/04/15 
DENTON.HR Office of Nuclear Reactor Regulallion, Direclor MILLER ,J R Operalinn 
Reactors Branch 3 2pp 29950 075 29950 076 ^ ^ 
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050423-0280 Application for amanrfa lo Licenses NPF 4 & NPF'7, changing Tech Specs 
ro min ciacay time prior lo fuel rrovement lo 150 h.lo be consistent w/updaled FSAR 
Section 9 13 1- Fee paid 

STEWART,WL Vi/ginia Power (Virginia Eleclnc & Power Co) 05/04/15 
DENTOWiHR Oflice of Nuclear Reactor Regulation, Directo/ MILLER, JR Operating 
Reaciors Branch 3 3pp 29949 232-29949 240 

-85O423O20B Proposed Tech Specs revising mm decay time prior lo fuel movement 
" Virginia Power (Virginia Electric & Power Co ) 85/04/15 6pp 29949 235 29949 240 

0504120206 Gonenc Llr 05 06 to all PWR licensees & all applicants for OLs re OA guid 
aice for ATWS equipment not safely related Svc list end 

THOMPSON,H L Division of Licensing B5/04/16 Consolidated Edison Co of New 
York, tnc 22pp 29947 268 29947 309 

8604120031 Generic Ltr 85 02 to all PWR licensees & ^plicants, holders of CPs & Fort 
St Vrarn re recommended actions stemming from NRc inlegrated! program for resofu 
lion of urire solved safety issues re steam generator tube integrity Svc list end 
THOMPSON, HL Division of Licensing 05/04/17 Yankee Atomic Electric Co 127pp 
29953 071 29953 262 

8504300444 Forwards nonpropiietary info re Calgon CL-36,H 130 & sodium hypochlorite 
treatments & proprietary info re Calgon TRC-266 treatments used in svc water 
sys Proprietary info withheld (ref 10CFR2 790) 

STEWART,W L Virginia Power (Virginia Electric & Power Co) 85/04/24 
DENTON, H R Office of Nuclear Reactor Regulation, Director M1LLER,J R Operating 
Reactors Branch 3 3pp 30062 205 30062 207 


Q Inspection reports, IE Bulletins & correspondence 

8504150714 Ack receipt of 850212 ltr informing NRC of steps taken to correct violations 
noted in Insp Repls 50 338/84 4 1 & 50-339/84 41 

WALKER, n D Region 2, Office of Director 85/03/07 STEWART.VVL Virginia Power 
(Vrrginia Efeclric & Power Co ) Ip 29009 330 29809 352 

-3504150717 flosponds to NRC 8501 14 ltr re viofalions noted m Insp Repls 50 338/04 
41 & 50-339/84-41 Corrective actions containment integrity slartirp chockfist proce 
dures revised 

STEWART, W L Virginia Power CVirgmia Electric & Power Co ) 85/02/12 GRACE,J N 
Region 2, Office of Director 3pp 29609 339 29809 341 

-3504160721 Forwards tnsp Repls 50 338/84 41 $ 50 339/04 41 on 041022 26 & 
notice of violation 

OLSHINSKLJA Region 2, Office of Director 85/01/14 STEWART.WL Virginia 
Power (Virginia Electric & Power Co ) 2pp 29809 342-29809 352 

-8S04 150724 Noire e of viofalion from insp on 041022-26 

» Region 2. Office of Director 65/03/07 Ip 29809 344-29809344 

-8504150729 Insp Repls 50338/04 41 & 50 339/84 41 on 041022-26 Viofation 
noted Opera ling Procedure 2 OP-1E, ”Coniainmenl fntegrily Checklist,” inadequale 
DEBS.BT. JULIAN, C Regroh 2, Office of Director 04/12/26 8pp 29009 345- 
29899 352 

8593190659 IE fnfo Notice 85-022, ■‘Limitorquo Moloi Operated Valves Resulting From 
Incorrect Installation of Pinion Gear ” Svc list end 

JOnOAN,Et Division of Emergency Preparedness S Engineering Response (Post 
830193) 85/03/21 Consolidated Edison Co of New York, Inc lOOpp 29597 001- 
29597 006 

8503210461 IE Info Notice 85 923. 'InadeguBle Surveillance & Post Maint & Post-Mod 
Sys Testir^ Svc fist end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830193) 65/03/22 Consdidafod Edison Co of New York, fnc 198pp 296S6 001 
29656 107 

8S0415026S Forwards fnsp Repls 50-338/85-03 & 50 339/85 03 on 850206-0303 & 
notice of violation 

BROWNLEE.VL Regron 2. Office of Director 85/03/22 STEWART.WL Virginia 
Power (Virginia Efecthc & Power Co ) Ip 29809 140-29009 149 

-8504150273 Notice of violation from msp on 850208-0303 

* Region 2, Office of Director 85/03/22 ip 29809 141 29909 141 

-8504150278 Irisp Repts 50 338/85 03 & 50 339/85 03 on 850206 0303 Violation 
noted failure to follow established administrative procedures 
BRANCHMW. LUEHMAN.JG. ELROD.S Region 2, Office of Direclor 85/93/21 
app 29809 142-29009 149 

8584170152 Ack receipt of 850304 llr informing NRC of steps taken to correct violations 
noled in Insp Repts 50-338/84-06. 50 339/84 06,50-280/84-10 & 50 281/04 10 
WALKER.ro Region 2. Office of Director 85/03/22 STEWART.WL Virginia Power 
(Virginia Electric & Power Co> Ip 29039 259-29839 307 

-8604170162 Responds lo NRC 850201 ftr re violations noted in Insp Repls 50-280/84 
10.50-231/84-10,50 336/64 06 & 50-339/84 06 Corrective actions mgt involvement in 
ireensrng aclrvilies significantly iricreased to provide addi direction 
STEWART.WL Virgfma Power (Virginia Electric & Power Co) 65/03/04 GRACEJ N 
Region 2, Office of Director 1 1pp 29839 260-29039 270 

-8504170174 Forwards. Insp Repls 50 2B0/84 10,50-281/84-10,50-338/04 06 & 50 
339/84-06 on 840301 31, notices of violation & proposed imposition of civil penally & 
deviation 

O'REILLYJ P Region 2, Office of Director B5/02/91, STEWART.WL Virginia Power 
(Virginia Eleclnc & Power Co ) 4pp 29639 271 23839 307 

-06D417O186 Notice of violation & proposed imposition of civil penafly in amount of 
$40,099 based on 831028 1104 mall false state menis & reactor vossej head vent sys 
not operable (olJowing Spring 1983 outage 

O'REILLY, J P Region 2, Office of Director 85/92/01 3pp 29839 275 29039 277 

-8504170200 Notice of deviation from insp on 840306 0405 

• Region 2, Office of Director 85/02/01 Ip 29839 278-29639 2/0 


-6504170315 Insp RepJs 50 338/84 06 & 50-339/84 06 on 840306-0405 Violalion & 
deviation noted faiFuro of valve lineup sys to ensure quality & failure to make Unit 2 
reactor coolant vent sys operable 

BRANCH.MW, LUEHMAN.JG. ELROD.S Region 2, Office of Director 05/02/01 
21pp 29839 207-29B39 307 

6503220444 IE Info Notice 05 024, "Failures of Protective Coatings in Pipes & HXs " 
Svc Nsl end 

JOROAN.EL Division of Emergency Preparedness & Engineering Response (Post 
G30103) 85/03/26 Consolidated Edison Co of New York, Inc lOOpp 29596 154- 
29596 363 

6504030359 Ack receipt of 850304 Hr & payment of civil penalties proposed in 850201 
llr Re^pnse being evaluated by Region II 

AXELRAO,JA Director’s Office, Office of Inspection and Enforcement 05/93/27 
STEWART.WL Virginia Power (Virginia Electric & Power Co) 2pp 29606 137 
29606130 

6504060207 Advised that insp Items recommended by Westinghouse Owners Group 
program mefuded In periodic maint performed on reactor trip breakers.per uli] 850215 
response to Hem 4 2 1 of Generic Ltr 83 28 

STEWART.WL Virginia Power (Virginia Electric & Power Co) 85/03/29 
DENTON.HR Office of Nuc/oar Reactor Regulation, Direclor THOMPSON, H L Divi 
Sion of Licensing 2pp 29676 001-29676 002 

0504120219 Forwards Insp Repls 59-338/85-07 & 60 339/85 07 on 850312-15 No vio- 
lations or deviations noted 

BROWNLEE.VL Region 2, Office of Director 85/03/29 STEWART.WL Virginia 
Power (Virginia Electric & Power Co ) 2pp 29607 215 29807 223 

-6504120225 Insp Repls 50 938/85 07 S 50-339/85-07 on 850312-15 No violations or 
deviations noted Major areas inspected snubber surveillance program, periodic Insp of 
svc water reservoir 8 review of Integrated leak rate lest repts 
LENAHAN.JJ. JAPE.F Region 2, Office of Director 85/03/20 7pp 29807 817- 
29007 223 

8503280037 IE Info Notice 85 025, “Consideration of Thermal Conditions in Design & 
Installation of Supports for Diesel Generator Exhaust Silencers " Svc list end 
JORDAN, E L Division of Emergency Froparodness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc 107pp 29667.199- 
29667 305 

6503280045 IE Jnfo Notice 85 926, “Vacuum Relief Sys for 8WR Mark I & II Contain 
menls” Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103), 65/04/02 Consolidated Edison Co of Now York, fnc 92pp 29667*107- 
29607 10B 

6504010039 IE Info Nolice 85 027, “Nolifications lo NRC Operations Ctr & Reporting 
Events in LERs " Svc list end 

JORDAN,EL Division of Emergency Preparedness & Engineering Response (Post 
830103} 85/04/03 Consolidated Edison Co of Now York, Inc 96pp 29690 255 
29690 362 

8504050042 SuppI 1 to IE Info Notice 85-003. "Separation of Primary Reactor Coolant 
Pump Shaft & Impeller “ Svc list end 

JOROAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of Now York, Inc lOfpp 29791 025 
29791 126 

8504050047 fE Info Notice 85 020, "Partial Loss of AC Power & Diesel Generator Deg 
radation" Svc list end 

JOROAN.EL Division of Emergency Preparedness & Enginoering Response (Post 
830103) 85/04/09. Consolidated Edison Co of New York, Inc 109pp 29790 278 
29791 024 

8504090419 IE fnfo Notice 85 029, “Use of Unqualified Sources in Well Logging Appll 
cations “ Svc list end 

PARTLOW.JG Division of Inspection Programs (Post 050212) 05/04/12 Consolidat- 
ed Edison Co of New York, Inc 66pp 29Q32 001-29832 023 

8504170240 IE Info Notice 85 030, "MIcroblo logically Induced Corrosion Containment 
Svc Water Sys ” Svc fist end 

JOROAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/19 Consolidated Edison Cio of New York, fnc 109pp 29966 256- 
29966 363 

0SO419OO5S IE Info Notice 85 032. “Recent Engine Failures of Emergency Diesel Gen- 
erators “ Svc list end 

JOROAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, fnc 109pp 29980 239- 

29908 347. 

8504190060 IE Info Notice 85 033, “Undersized Nozzle-To Shall Welded Joints in Tanka 
& HXs Constructed Under Rules of ASMS Boiler & Pressure Vessel Code" Svc list 
end 

JOflDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/04/22 Consolidated Edison Co of New York, Inc 108pp 29989 001- 

29909 107 

8504220347 IE Info Notice 84‘84,Rev 1, “Deficioncies fn Ferro-Resonant Transformers" 
Svc list 0 ncl 

JORDAN, E L Oivisior> of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/24 ConsoJidaled Edison Co, of New York, fnc 110pp 30027 067- 
30027 184 


R. Periodic operating reports & related correspondence 


8504090349 “Annual Environ Operating Rapt, Radiological Rep1,1982 *' 

JOHNSON.ML, STAFFORD.AH, HARRELL, EW Virginia Power (Virginia Electric & 
Power Co.) 82/12/31, 18pp 29720 090-29720,107 
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8504090450 “Radioactive Eftiuent Release Repl,Jul‘Dec 1902 “ W/a30301 Ur 
O'CONNELL, J G , STAFFORD.A H . STEWART, W L Virginia Power (Virginia Etectric & 
Power Co) 82/12/31 O’REILLY, JP Region 2, Office of Dtreclor 742pp 297t8 001 
29720 022 

B5041003Q2 “Sumnnary Radioaclive Effluent Release Hept.Jan-Juna 1983 " W/830901 
Hr 

STEWART, WL Virginia Power (Virginia Electric & Power Co) 83/06/30 

0’REILLY,J P Region 2. Office of Direcior 36pp 29756 259-29756 294 

6604100328 "Summary Radioactive Effluent Release Repl.Jul Dec 1983 " W/G40229 Ur 
STEWARLWL Virginia Power (Virginia Electric & Power Co) 83/12/31 

O'REILLY.J P Region 2. Office of Director 36pp 29758 184-29758 219 

8604120230 “VEPCO, North Anna Power Station, RacfiologiCdl Environ Monitoring Pro 

g ram for 1903 ” 

'CONNELL, JG Teledyne Isolopes STAFFORD,A H . HARRELL.E W Virginia Power 
(Virginia Electric & Power Co) IWL 8343 486 83/12/31 300pp 29795 151- 

29796 094 

8504110577 “Semiannual Radioactive Effluent Release Rept.JanJune 1984, North 
Anna Power Statior> " W/a40831 Itr 

TARANTINO,C A , STAFFORD.A H , STEWART.W L Virginia Power (Virginia Electric 
S Power Co) 84/06/30 O’REILLY, j p Region 2, Office of Director 36pp 
29781 250-29781 285 

8604180588 Monthly qperaling repts for Fob 1985 W/850315 Itr 
LEE.JN, STEWARt,W L Virginia Power (Virginia Efectnc & Power Co) 85/02/20 
0EEaE,MR Office of Resource Management. Director 17pp 29911 338-29911 354 


S. Reportable occurrences^ LERs & related correapondonce 

86D4040Q59 LER B4 026-01 on 841231j6actor trip/turbine trip occurred from 100*io 
power Caused by failed firing card in rod control sys allowing control rods to drop into 
core Foiled card replaced W/850325 Itr 

HARRELL.EW Virginia Power (Virginia Efectnc & Power Co) 85/03/25 3pp 
2D670 012*20670 014 

8504100696 NPDES noncomplianco noliftcalion on 850324 Jubricaling oil found m sla 
tion cooling water discharge canal Caused by unusually large <low through oil aepara- 
tor which temporarily exceeded capacity of treatment sys 

TAYLOR.JA Virginia Power (Virginia Electric & Power Co) 65/03/20 
KREGLOE.W L Virginia, Commonwealth of 2pp 29764 178 29764 179 

8504260449 LER 85-003 00 on 85031 9, discovered previous studies did not Identify 
Units 3 & 4 const area as potential flood path Caused by only partial flooding ad 
dressed In updated FSAR Corrective actions being ovaluatod W/850418 Hr 
HARRELL.EW Virginia Power (Virginia Etoctrlc & Power Co) 85/04/10 3pp 
30020 347-30020 349 

85042G030B LER 83 061/03X-2 on 630921, at 100% power, w/ high head safety Injection 
ump 1C out of svc.high head safety injection pump 1A removed from sve Caused by 
igh thrust bearing vibrations Pump iC tested satiafactorlly W/050410 dr 
HARRELL.EW Virginia Power (Virginia Electric & Power Co) 85/04/18 4pp 
30032 286 30032 291 


DOCKET 60-339 NORTH ANNA POWER STATION, UNIT 2 


F, Security, medical, emergency & fire protection plana 

86041S0266 Forwards Insp Repts 50-338/85-03 & 60 330/85 03 on 850206 0303 & 
no lice of violation 

DROWNLEE.VL Region 2, Office of Director 85/03/22 STEWART.W L Virginia 
Power (Virginia Electric & Power Co) 1p 29809 140 29809 149 

•*8604160278 Insp Repts 50 330/06 03 & 50-339/85 03 on 050206 0303. Violation 
noted failure to folfow established adminIstraUve procoduros 
0RANCH.M W Region 2, Office oi Director 05/03/21 Bpp 20009’ 1 42-20009 149, 

8504250380 Forwards rev to nuclear security personnol training & qualification 
program Rev withhold (ref 10CFR73 21). 

STEWART.W L Virginia Power (Virginia Electric & Power Co) 65/04/12 GRACE.J N 
Region 2. Office of Director. 1p 29985 112-29905 1 12 


Q. Adjudicatory correspondence 

8604170764 Forwards statement of prof qualifications of DP Cloary.por 050415 
tolcon DP Cleary to be staff witness re Issue of conflict In use of resources Rotated 
correspondence 

MCGURREN.HJ Hearing Branch 1 #285 560, 85/04/16 DOUQHERTY.J 0. Doherty, 
J F 3pp 29838 105-29830 187 

6604220230 Forwards “Environ Assessment re Const & Operation of Surry Dry Cask 
ISFSt" Info auppis NRC 850125 response to Concernecl Citizens of Louisa County 
discovery request W/o oncI.Related correspondence 

MCGURREN.HJ Hearing Branch 1. //2e5 612. 65/04/18 DOUGHERTY.J B. Affili- 
ation Not Assigned 2pp 29920,106-29929 187 

8504220244 Memorandum re staff 850416 Indication of intention to call OP Cfeary as 
witness No cause for recusal determined duo to author prof relationship w/ 
witness Any motion for recusal must be filed by B50429 Served on 850419 
KLINE, JR Atomic Safety and Licensing Board Panel #285 621 85/04/18 Ip 
29929 185-29929 185. 


H« General correspondence 

8504160582 Notifies of name changes to Virginia Power, North Carolina Power & West 
Virginia Power to permit company to identify more closely w/cuslomers & to achieve 
h loner profile 

STEWArt,WL Virginia Power (Virginia Electric & Power Co.) 85/03/15 DAVfSJG 
Office of Nuclear Material Safely & Safeguards, Dkector, 2pp 29836 183 29836 184 


P Operating license stage documents & correspondence 

8604150660 Forwards updated Region II organization chart, reflecting recent personnel 
changes 

WALKER, RO Region 2, Office of Director 85/03/13 STEWART.W L Virginia Power 
(Virginia Electric & Power Co ) Ip 29810 216-29010 227 

0504150722 Forwards safety evalualion of 831104 response lo Generic Ltr 83 28, Item 
1 1 re post-lrip review program & procedures for facility Program acceptable 
MILLER, JR Operating Reactors Branch 3 85/03/28 STBVART.W L Vdrginia Power 
(Virginia Electric & Power Co ) Ip 29811 174-29011 179 

-8SO415O720 Safety evaluation supporting posl-lrip rovrew program dascnplion & 
procedure per Generic Ltr 83-28, hem 1 1 

* NRC No Detailed Affiliation Given 85/03/28 5pp 29811 175 29811 179 

8604050229 Application for amends to Licenses NPF-4 & NPF 7.revising Tech Spec 
3 74 1 lo extend allowable lime for inoperability of redundant sve water headers 
beyond 72 h to facihlate mod & mainl activities Fee paid 

STEWART.W L Virginia Power (Virginia Electric & Power Co ) 85/03/29 

DENTON.H R Office of Nuclear Reactor Regulation, Director MILLER, J R Operating 
Reactors Branch 3 13pp 29662 132-29663 076 

-8504050231 Rev 1 to "Norlh Anna Power Station Sve Water Sys Probabilialic Safety 
Assessment “ 

KiMBAtL.KD Impell Corp 03 1250 1097 R0 1 85/03/31 230pp 29862 145- 

29663 014 

“6S04050234 Rev 1 lo "impell Corp Component Reliability Data Book" 

TENEROVICH.L L , KIMDALI .KD . SALERNO.M J Impell Corp 03 000-1027 F101 85/ 

01 /OO 64pp 29663 0 1 5 29663 078 

8504080224 Forwards Wyle Lab ropt. “Tost Program to Determine Effects of Conlinu 
ous 120'?o Rated Current on Motor Control Clr Contactors During Normal & Cxlromo 
Sve Conditions," per GDC 17 Replacement schecJulo for colla listed 
STEWART.W L Virginia Power (Virgrnia Electric A Power Co) 85/03/29 
DENTON.H R Office of Nuclear Reactor Ronulalion, Director MILLER, J R Operating 
Reactors Branch 3 2pp 29670 022-29678 348 

-D6040Q022G “Tost Program to Dolermino Effects of Continuous 120% Rated Current 
on Motor Control Clr Contactors During Normal & Extreme Sve Conditions " 
MCMiCKEN.S M , JOHNSON.F R , HIGHT.G W Wyle Laboratorios 85/62/07 325pp 
20678 824-29670 348 

8504110304 Grants extension until 851130 for final environ qualification of hydrogen ro 
combiner equipmonl.por 850201 Mr 

DENTON.H R Office of Nucloar Reader Regulation, Director 85/03/29 
STEWART.W L Virginia Power (Virginia Electric & Povror Co) 9pp 29790 162 
?0790 164 

0504000125 Application for amends to Liconaos NPF 4 NPF-?, changing Tech Specs 

to reduce mm number of thimbtos to obtain flux map for routine monthly surveillance 
of hoi channel factors VEP-NOS-8. “Study of Reduced Number “ encIFeo paid 
STEWART.W L Virginia Pov/er (Virginia CtocWc & Power Co) 85/04/01 
DENTON.H R Office of Nucloar Reactor Rogulalion, Director MILLER, JR Oporalmg 
Floaclors Branch 3 4pp 29075 270 296/5 331 

-0604000133 Proposed Tech Spocs roducing min number of ihimhies to obtain llux 
map for routine monthly survoillanco of hot cnannet factors 

■* Virginia Power (Virginia ElQClric & Power Co) 85/04/01 20pp 29675 274 

20675 301 

-8604080130 "Study of Effects oJ Reduced Number of Thimbles on Hosulls ol In Core 
Ffux Map Analysis " 

REID.D L Virginia Power (Virginia Eloclnc & Power Co) VEP-NOS 8 83/10/31 30pp 

20676 302-29675 331 

8504000392 Forwards safoly evaluation re (nipacl of low flow for uncontfoMod rod with 
drawaf from subcrilical condition using REiRAN computer code for Surry Unils 1 & 

2 Similar analysis performed for North Anna Power Station 

STEWART.W L Virginia Power (Virginia Electric & Power Co) 65/04/01 

DENTON.H R Offico of Nuclear Roaclor Roflulaliofi. Director 14pp 206G6 040 
29686 053 

8504160135 Responds lo 840724 roquest for add! info ro Qono/ic Ltr 83 28.ttem 4,3 ro 
automatic shunt trip mod Util received final oquipmenl qualification data packages & 
tost repts for D0 6o shunt trip atlachmeirts & panels. 

SrEWART.WL Virginia Power (Vrrginla Eleclric & Power Co) 05/04/01 

DENTON.H R Office of Nucloar Reactor Regulation, Director 3pp 29820' 146 

20820 too 

8504220336 Forwards reissued NPDES Permit VA 0052451 .effective 850319 
TAYLOR.JA Virginia Power (Virginia Efoclric & Power Co) 86/04/11 DENTON, H.R 
Office of Nuclear Reactor Regulation, Director 2pp. 29930 1 96-20939*243 

-0604220337 Reissued NPDES Permit VA 0052451 .(ssuod lo VEPCO 

* Virginia, Commonwealth of 85/03/19 46pp 29939’ 198 29939 243 

8604230252 Application lo amend Licenses NPF 4 & NPF-7. re vising Tech Specs re lim- 
iting condition for oporatlon & surveillance requirements for reactor trip bypass break- 
ers & undervollage & shunt trip loglc.per Generic Ltr 03 20 Fee paid. 

STEWART.W L Virginia Power (Virginia Eloclric & Power Co) 85/04/12. 

DENTON.H R Oflice of Nuclear Reactor Regulation, Direcior MILLER.JR. Operallng 
Reactors Branch 3 5pp. 29049,249 29949 264 

-8504230262 Proposed changes to Tech Spec Tables 3 3-1 & 4 3-1 .revising limiting 
condition for operation & surveillance requirements for reactor frip bypass breakers & 
undervollage & shunt trip logic 

* Virginia Power (Virginia Electric * Power Co), 85/04/12 lipp 29940 254- 
29949.264 

B50419Q4B1 Requests submittal of fee for review of 650201 application requesting ex- 
tension of deadline for environ qualification ol hydrogen recomblner equipment 
DIQGS.RM, License Fee Management branch 85/04/15 STEWAFTTW L. Virginia 
Power (Virginia Electric & Power Co,) 1 p 20938 133-29938 133. 



150 DOCKETED ITEMS 


8504230054 Discussss NRC intonl to issue SEfl ro inservico losting program for pumps 
& valves, per 841129-30 meetings Issuance of SER appropriate w/consideralton of 
listed differences between Units 1 & 2 programs 

STEWART.WL Virginia Power (Virginia Electric A Power Co) 05/04/15 

DENTOH.H R Ofitce of Nuclear Reactor Regulatpon, Director MILLER.J R Operating 
Reactors Branch 3 2pp 29&50 075 29950 076 

85042302BO Application for amends fo Licenses NPF 4 & NPF 7, changing Tech Specs 
JO mm decay time prior to fuet movement to 150 h,fo be consistent w/updatad FSAft 
Section 9 13 1 Fee paid 

STEWART, WL Virginia Power (Virginia Electric A Power Co) B5/04/15 

DENTON.hr Office of Nuclear Reactor Regulation, Director MILLER, JR Operating 
Reactors Branch 3 Opp 29949 232-29949 240 

‘•8504230286 Proposed Tech Specs revising mm decay time prior to fuel movement 
‘ Virginia Power (Virginia Electric & Power Co ) 85/04/15 6pp 29940 235-29949 240 

8504120206 Generic Llr 65 06 to all PWR ficensees & all applicants for OLs re QA guid- 
ance for ATVVS equipment not safely related Sve list end 

THOMPSON, H L Division of Licensing 85/04/16 Consolidated Edison Co of New 
York, Inc 22pp 29947 288-29947 309 

6504120031 Generic Llr 85 02 to all PWR licensees A applicant s.holder3 of CPs A Fort 
SI Vrairt re recommended acfions stemming from NRC mlegraled program for resolu 
lion of unresolved safety issues re staam generator lube tnlegnty Sve list encf 
THOMPSON, H L Division of Licensing 85/04/17. Yankee Atomic Electric Co t27pp 
29953 071-29953 262 


>•6504170200 Notice of deviation from msp on 840306 0405 
♦ Region 2. Office of Director 85/02/0 1 1p 29839 2/8 29830 278 

-8504170315 Insp Rspts 50-338/84-06 A 50 339/84 06 on 840306 0405 Violation & 
doviation noted failure of valve lineup sys to ensure quality A failure to make Unit 2 
reactor coolant vent sys operable 

BRANCH.MW. LUEHMAN.JG. ELROD,S Ftegion 2 Office of Director 85/02/01 
21pp 20839 287-29839 307 

8503220444 IE Info Notice 85 024. “Failures of Protective Coalings in Pipes A HXs’' 
Sve list encf 

JORDAN, EL Division of Emergency Preparedness A Engineering Response (Post 
830103) 86/03/26 Consolidated Edison Co of New York, Inc lOOpp 29596 154- 
29596 363 

6504030359 Ack receipt of 850304 Itr A payment of civil penalties proposed in 850201 
)tr Ro^onse being evaluated by Region II 

AXELRAO.JA Director’s Office, Office of Inspection and Enforcement 85/03/27 
STEWART.WL Virginia Power (Virginia Electric A Power Co) 2pp 29606 137- 
29606 138 

8504060207 Advises that insp Hems recommended by Westinghouse Owners Group 
program included in periodic rnalnt performed on reactor trip breakers, per util 850215 
response to Item 4 2 1 of Generic Ltr 83-28 

STEWART.WL Virginia Power (Virginia Electric A Power Co) 05/03/29 
DENTON.H.R, Office of Nuclear Reactor Regulation. Oireclor 2pp 29678 001- 
29678 002 


8504300444 Forwards nonpropnetaiY info re Calgon CL-36.H 130 A sodium hypochlorila 
treatments A proprietary Into ro Calgon 7RC-a56 treatments used In sve wafer 
sys Proprietary mfo withheld (ref 10CFR2 790) 

STEWART, WL Virginia Power (Virginia Electric A Power Co) 85/04/24 
DENTON.HR Office of Nuclear Reactor Regulation, Director MILLER, JR Operating 
Reactors Branch 3 Opp 30062 205 30062 207 


Q, Inspection reports, IE Butfeliins A carreapondence 


8504150714 Ack receipt of 850212 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-336/84 41 A 50-339/84 41 

WALKER.ro Region 2, Office of Director 85/03/07 STEWART, WL Virginia Power 
(Virginia Electfic A Power Co ) Ip 29809 338 29609 352. 


‘8504150717 Responds to NRC 8501 14 Itr ra violabons nolod Fn fnsp Repts 50 338/84 
41 A 50 339/84-41 Corrective actions eontainmont integrity startup checklist proce 
dures revised 

STEWART, W.L Virginia Power (Virginia Electric A Power Co) 85/02/12 GRACE, JN 
Region 2, Office of Dreclor, 3pp 29809,339-29809 341 


-8504150721 Forwards Insp Repls 60 338/84-41 A 50-339/84-41 on 841022-26 & 
notice Qf violalian ^ , 

OLSHINSKLJA Region 2. Office of Director 85/01/14 STEWART, W.L Virginia 
Power (Virginia Electric A Power Co ) 2pp 29809 342-20809 352 


■8504150724 Nolice of violation from insp on 841022-26 
* Region 2, Office of Director. 85/03/07 tp. 29809 344 29809 344 

‘8504150729 Insp Repls 50-338/84-41 A 50 339/84 41 on 841022-26 Violation 
noted Operating Procedure 2 OP-I E, ''Containment Integrity Checklist/’ inadeouato 
DEBS.BT, JULIAN, C Region 2, Office of Oireclor 84/12/26 8pp 29&09.345 
29809352 


0503190659 !E Info Nolice 85 022, "Limitorciue Motor Operated Valvos Resulting From 
Incorrect Inslaflabon of Pmion Gear '* Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/03/21 Consolidated Edison Co of New Voik, Inc f08pp 29597.001- 
29597.005 

8503210461 IE Info Notice 85 023, "fnadequale Surveillance A Posl Malnl A Post-Mod 
Sys Testing” Sve fist end. 

JORDAN.EL Division of Emergency Preparedness A Engineering Response (Posl 
830103) 85/03/22 Consolidated Edison Co of New York, Inc fOSpp 29656 001- 
29656 107 


8504150285 Forwards Insp Repls 50-338/65 03 A 60-339/85-03 on 050206-0303 A 
notice of violation 

BROWNLEE.VL Region 2, Office of Director 85/03/22 STEWART, W.L, Virginia 
Power (Vrginia Efecino A Power Co ) Ip 29809 140 29809,149 

-0504 160273 Notice of violation from insp on 850206-0303 
• Region 2, Office of Direclof 85/03/22. Ip 29600^141-29809.141 


BS04 120219 Forwards Insp Repts 50-338/85-07 A 50*339/85 07 on 850312-15 No vio- 
lations or deviations noted 

BROWNLEE.VL Region 2, Office of Director 85/03/29 STEWART.WL Virginia 
Power (Virginia Electric A Power Co ) 2pp 29807 215 29607 223 

-8504120225 Insp Repts 50 330/85-07 A 60 339/85 07 on 850312-15 No violations or 
deviations noted Major areas Inspected snubber surveiliance program, periodic Insp of 
SVC water reservoir A review of inlegraled leak rate test repts 
LENAHAN.JJ, JAPE.F Region 2. Office of Director 05/03/28 7pp 29Q07 217- 
29B07 223 

8503260037 IE info Notice 85 025, “Consideration of Thermal Conditions in Design A 
Installation of Supports for Diesel Gonerator Exhaust Silencers " Sve list end 
JORDAN.EL Division of Emergency Preparedness A Engineering Rosponso (Posl 
830103) 85/04/02 Consolidated Edison Co of New York, Inc T07pp 29667 109 
29667 305, 

8503280045 IE Info Notice 85 026, ’'Vacuum Relief Sys for BWR Mark I A !l Contain- 
ments ” Sve fist end 

JOnOAN,E.L Division of Emergency Preparedness A Engineering Response (Post 
030103) 85/04/02 Consolidated Edison Co of New York. Inc 92pp 29667 107- 
29667*190 

8504010039 IE Info Nolice 85 027, '’Notifications to NRC Operations Cir A Reporting 
Events In LERs ” Sve list end 

JORDAN.EL. Division of Emergency Preparedness A Engineering Response (Post 
830103), 65/04/03 Consolidated Edison Co of New York. Inc 98pp 29690 255- 
26690*362 

8504050042 Supp) 1 to IE info Notice 85 003, ’’Separation of Primary Reactor Coolant 
Pump Shaft A impeller,’* Sve list end 

JORDAN.EL, Division of Emergency Preparedness A Engineering Response (Posl 
830103). 85/04/09 Consolidated Edison Co of New York. Inc 101 pp 29791 025- 
29791 126. 

8604060047 IE Info Notice 85 020, “ParlFal Loss of AC Power A Dlesol Generalor Deg- 
radalion " Sve list end 

JORDAN.EL Division of Emergency Preparedness A Engineering Response (Post 
030103) 05/04/09, Consolidated Edison Co of Now York, Inc lODpp 29790 278- 
29791.024 

8504090419 IE fnfo Notice 85 029, “Use of Unqualifiod Sources in Well Logging Appli- 
cations ” Sve list end 

PARTLOW,J.G. Division of Inspection Programs (Post 8502 12) 85/04/12 Consolidal- 
0d Edison Co of New York, Inc 66pp 29032'001-29032 023 

8504170240 IE Info Notice 65 030, “Microblologically induced Corrosion Conlalnmont 
Sve Water Sys ” Sve list end, 

JORDAN.EL Division of Emergency Preparedness A Engineering Response (Post 
830103). 85/04/10 Consoiidalod Edison Co of Now York, Inc 109pp 29966 258- 
29066 363 


“8504150278 Insp Repts 50-338/85.03 A 50 339/85 03 on 850206-0303 Violation 
noted failure (o milow established administrative procedures 
BRANCH.MW, LUEHMAN.JG, ELROD.S Region 2, Office of Director 85/03/21. 
8pp. 29809 142-29809.149. 

8504170152 Ack receipt of 850304 Itr informing NBC of slops taken to correct vfolafions 
noted in Insp Repts 50.338/84-08, 50-339/84-06.50 200/04*10 A 60-281/84-10 
WALKER.R D Region 2, Office of Director 85/03/22 STEWART, W.L Virginia Power 
(Virginia Electric A Power Co ) Ip. 29839 269-29030.307 

--8504170182 Responds to NRC Q50201 llr ra violations noted in Insp Repts 50 280/84- 
10,50.281/84-10,50-338/84 06 & 50-339/84-06, Corrective actions mg( involvament In 
licensing adivities a igmficanify Increased to provido eddi direction, 

STEWART, W L VfrgTnla Power (Virginia Eleoinc A Power CoJ. 65/03/04 GRACE.J N. 
Region 2, Offpce of Director. 1 ipp 29836*260-20039 270 

-■8504170174 Forwards Insp Repts 60-280/84-10,60-281/84.10.60-338/84 06 A 60 
339/84-06 on 840301 -31 .notices of violation A proposed imposltipn of civil penalty A 
deviation 

O’REILLY.JP. Region 2. Office of Director. B5/02/01. STEWART.WL Virginia Power 
(Virginia Eledrio A Power (Do,}, 4pp. 29839,271-20039,307 

“8504170186 Notice of violation A proposed imposttloo of civil penalty In amount of 
$40,000 based on 831028-1104 matl false statements A reactor vessel head veni sys 
not operable following Spring 1983 outage. 

O’REILLY, J P. Region 2, Office of Director, 05/02/01 Opp 29839:275-20839.277 


8604190066 IE Info Nolice 05 032, “Rocont Engine Failures of Emergency Diesel Gon- 
orators.'* Bve list and 

JORDAN.EL. Dtvfsion of Emergency Preparedness A Engineering Response (Posl 
830103). 86/04/22 Consolidated Edison Co of Now York, Inc 109pp 29908 239- 
29988,347 

8504190060 IE Info Notice 85-033, “Undersized Nozzle To Shell Welded Joints in Tanks 
A HXs Gonstruclad Under Rules of ASME Boiler A Pressure Vessel Code" Sve list 
end 

JOROAN.E.L, Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/04/22 Consolldaled Edison Co of New York, Inc 108pp 29989 001- 
20989*107 

8504320347 (E Info Notice 84-84, Rev 1, ' 'Deficiencies in Ferro Resonant Transformers" 
Sve list end 

JORDAN.E.L Division of Emergency Preparedness A Engineering Response (Post 
830103) 05/04/24. Consolidated Edison Co of New York, Inc i18pp 30027 067* 
30027.184 


R. PerfoGlIo operating reports A related correepondence 

8604090349 “Annual Environ Operating RepI, Radiological Repl,l982." 

JOHNSON.M.L.. STAFFORD, A.H., KARRELL.E W Virginia Power (Virginia Eledrlc A 
Power Co.) 82/12/31, 10pp. 29720 090-29720 107 
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8604090450 "Radioaclive Effluent Release Repl.Jul Dec 1982 ” W/830301 Ur 
O’CONNELL, J G . STAFFORD, A H , STEWART, W L Virginia Power (Virginia Electric & 
Power Co) 82/12/31 O’REILLY, JP Region 2, Office of Director 742pp 29710 001' 
29720 022 

6504100382 ’’Summary Radioactive Effluent Release Rept,Jan-June 1983" W/fl30901 
Itr 

STEWART, WL Virginia Power (Virginia Electric & Power Co) 83/06/30 

O’REILLY .J P Region 2, Office of Director 36pp 2975B 259.29756 294 

8504100328 “Summary Radioactive Effluent Release Rept.Jul Dec 1983 " W/84D229 Hr 
STEWART, WL Virginia Power (Virginia Electric & Power Co) 83/12/31 

O’REILLY .J P Region 2. Office of Director 36pp 29758 184-29758 219 

8504120230 “VEPCO, North Anna Power Station, Radiological Environ Monitoring Pro- 
gram for 1983 *' 

O’C0NNELL.JG Teledyne fsotopes STAFFORD,A H , HAnnEa,E W Virginia Power 
(Virginia Electric & Power Co) IWL 8343-486 83/12/31 300pp 29795 151- 

29796 094 

8504110577 "Semiannual Radioacttve Effluent Release Repl.JanJune 1984, North 
Anna Power Station" W/Q40B31 Hr 

TARANTINO.C A, STAFFORD.A H . STEWART,W L Virginia Power (Virginia Etectric 
& Power Co) 84/06/30 O’REILLY, JP Region 2, Office of Director 36pp 
29781 250 29781 286 

8504180S6B Monthly operating repts for Feb 1985 W/850316 Ur 
LEE,JN, STEWART^WL Virginia Power (Virginia Electric & Power Co) 85/02/28 
BEEBE, MR Office of Resource Management, Director 17pp 29911 333-29911 354 


S, Reportable occurrences, LERs & related correspondence 

8S0405O335 LER 85 003 00 on 84 1029, while In Mode 4,Traln A UV output card failed 
during testing Caused by shorted transistors Procedures will be checked to verify test- 
ing sequences to minimize possibility of failure W/850325 Hr 
HARRELL.E W Virginia Power (Virginia Electric & Power Co ) 85/03/25 3pp 
2G667 324 29667 326 

8504100696 NPDES noncompliance notification on 850324, lubricating oil found In sta- 
tion coding water discharge canal Caused by unusually largo flow through oil separa- 
tor which temporarily exceeded capacity of treatment sys, 

TAYLOR. J A Virginia Power (Virginia Electric & Power Co) 05/03/28 
KREQLOE.W L Virginia, CommonwoalTh of 2pp 29764 178 29764 179 

8504260402 LER 65 004 00 on 85031 8, forced unit rampdown from 100% power 
occurred Caused by inoporablo emergency dioael generator 2J which tripped on high 
crankcase pressure & removed from svc Emergency generator repairod.W/050411 Hr 
HARRELL, t.W Virginia Power (Virginia Electric & Power Co) 85/04/11 4pp 
30033 224 30033 227 


DOCKET 60-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


A. Appllcatlon/conatruotlon stage documents & correspondence 

6504 120 182 Responds to FOIA request (or Caseload Forecast Pan.et fifes In Ole ot Re 
sourco Mgt Forwards fisted documents Documents also available In PDR 
FELTON.JM Division of Rules and Records 04/06/06 KILLEFER.C Shaw, Pittman, 
Potts & Trowbridge 2pp 30300 003-30303 129 

-8 504 1201 84 Summary of 780606 & 07 meetings & site visit ro collection of info on 
const & tost complolion for use by NRC Caseload Forecast Panel In estimating fuel 
load dale Related Info end 

KINTNER.LL Light Water Reactors Branch 1 70/07/07 Light Water Reactors 
Branch 1 175pp 30311-349-30312 114 

-8504120356 Provides daily staff notes (or 780911 Fault observed In emergency svc 
water discharge tunnel at Perry Util review program rojocied all Installed hangers in- 
spected in May Aug 1978 at Fermi 2 Slop work order issued 
‘ Olfice of the Exoculive Director for Operations 78/09/12 HENDRIE Commission- 
ers 2pp 303D0 005-30300 006 

-6504120365 Notifies of 780606 07 meetings at facility & In Detroit, Ml to discuss const 
status & schedule & to enable NRC Forecast Panel to confirm fuel load dale Agenda 
& related Info end 

KINTNER.L L NRC • No Detailed Affiliation Given 78/05/30 STOLZ.J.F NRC - No 
Detailed Affiliation Given eSSpp 30300 007-30301 102 

8504190492 Forwards NUS Corp 850228 repts re TRANSFIX waste processing sys & 
package of proprietary Drawings 091 l-M-2000, 2001, 2006 & 94()2-M“2100,W/four 
oversize drawlngs.Aperturo cards available In PDR End withheld (ref 10CFR2700) 
J£NS,WH Detroit Edison Co. 05/02/27 YOUNQBLOOD.B J. Licenslrig Branch 1. 
epp 29918.063-29910 121. 

-8S041 90496 "TRANSFIX Sys Description" W/four proprietary Drawings 691 l-M- 
2000, 2 00 1,20 06 & 0402-M-2100 re TRANSFIX sys P^ID. Drawings withheld (ref 
10CFR2.790) 

MCCOY.SB NUS Corp 85/02/20 34pp. 29918 069-2991 B’105 

-8504190516 "Comparison of NUS Process Sves Corp Mobile Radwaste Processing 
Sys W/Guidellnes of US NRC Reg Guide 1 143," 

MCCOY, SB NUS Corp 85/02/28 ICpp 29918-100-29918 121. 

8503080347 Documents Info discussed w/JW GiJray in 050227 & 0306 lelcons on 
status of NRR review of util 840912 Hr concerning FSAR changes re nuclear safety 
review group & operation of equipment under conditionet release 
JENS.W.H. Detroit Edison Co. 85/03/05 YOUNQBLOOD.B J Licensing Branch 1. 
4pp 29284 140 29284:168 

-8503000352 Rov 3 to Operating Order & Procedure NE-3.1. "Safety Evaluations." 
COLBERT.WF. PAG&E . O’KEEFE.T Detroit Edison Co. 04/06/18 18pp. 

29264 151-20284.168. 


E NRC Safety Evoriiallon Report (SER), suppJs & correspondence 

8504040 427 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
ENHtCO FERMI ATOMIC POWER PLANT, UNIT NO 2 Docket No 50-341 (DelroH 
Edison Company) 

* Division of Licensing NUREG-079B S0 5 85/03/31 200pp Available at NRC $6 00 
29626 243 29629 074 

8504050290 Documents resuHs of tost performed using Procedure 49106 01 lo sub- 
stantiate alternative approach proposed in Reliel Request VR'44 re inservice testing 
program,pGr SSER 4 (NUREG 0798) RovO to procedure onci 
JFNS.WH Dalroit Edison Co as/04/02 YOUNQBLOOD.B J Licensing Branch 1 
2pp 2 9663 1 28 29663 Ml 

"8504050292 Rev 0 to Procedure 49 106 01. "Hydraulic Control Unit Chock Valve Simu 
lalod Failure " 

LENART.RS Dolroit Edison Co 85/01/03 12pp 29663 130-29663 141 


F. Security, medical, emergency & fire proleclion plans 

8409200182 Forwards Insp Repi 50 341/04-16 on 840514 18,0605 & 0710-11 & notice 
Of deviation 

SPESSARD.R L Region 3, Office of Director 84/08/31 JENS.W H Detroit Edison 
Co 2pp 26616 320-26616 348 

••8409200183 NoHco of deviation from Insp on 840514-18, 0605 & 0710 11 
SPESSARD.R L Region 3, Office of Director 84/08/31 2pp 26616 33126616 332 

"8409200108 Jnsp Rept 50-341/84-16 on 840514-18,0605 & 0710 11 Deviations 
noted control room panels did not conform lo design configuration In Section 0 5b of 
FSAR & diesef fuel oil storage tank exposed to freezing temps 
RAMSEY,C, MAURA.F , COPPOLA, T Region 3, Office of Direclor 04/00/31 16pp 
28616 333-28616-348. 

8504040420 Forwards Insp Rept SO-34 1/65-12 on D50306 07,13,15 & 18 No noncompli- 
ance noted 

SPESSARD.R L Region 3. Office of Director 05/03/22 JENS.W H Detroit Edison 
Co. 2pp 29668 102-29688 108 

-*0604040422 Insp Ropl 50 341/85-12 on 850305 07.13,15 & 10 No noncomplianco or 
deviation noted Malor areas inspected fire protection sprinkler sys allogalions 
HOLMES,J, ULIEJ, REYES, L Region 3. Office of Director 85/03/22 5pp 
2966S 104-29668 10B 

6504090262 Forwards fnsp Rept 50-341/85-14 on 850305 07 & 13 No noncomphance 
noted 

SPESSARD.R L Region 3, Office of Director 05/04/03 JENSW H DetfOU Edison 
Co 2pp 29609 09S 29609 108 

"8604090289 Insp Ropl SO 341/85-14 on 850305 07 & 13 No noncomplianco or dsvl 
ation notod.MaJor areas Inspected safe shutdown procedures, open Hems ,un resolved 
Homs & Items of noncomplianco 

HOLMES.J, MAURA, F. ULIE.J Region 3. Office of Director 85/04/03 I2pp 
29690 097 20699 108 

6504090268 Forwards Special Physical Security Insp Rept 50-341/85 18 on 850306 
08 No noncomplianco noted 

AXELSON.W L Region 3, Office of Director 85/04/04 JENS.W H Detroit Edison Co 
2pp 29 699 087 29099 089 

"8504090292 Special Physical Security Insp Rept 50 341/85-18 on 850305 08 No non 
compliance noted Major areas Inspected review of acHon on several allogalions re 
background screening Details withheld (ref IOCFR73 21) 

MAOEDA,TJ, CHE^.JR Region 3, Offico of Direclor 85/04/04 1p 29699 080 
29600 080 

8504170408 Advises thal 050321 Amend 6 to physical security plan inconsistent w/ 
10CFR5Q.54(p) & unacceptdblQ 

AXELSON.W L Region 3, Oflico of Director 05/04/11 JENS.W H Dolroit Edison Co 
3pp 29828 266-29028 280 

6S04240343 Confirms schedule for responao to Generic Ltr 82-33 (NUREG 0737 SuppI 
1), "Roquiremenls for Emergency Response Capability " Items described in Sections 
II A-11 E can be completed by startup after first refueling. 

JENS.W.H. Delfoll Edison Co, 05/04/15 YOUNQBLOOD.B J Licensing Branch 1 
2pp 29 907.297-29967-298 


G. Adjudicatory correspondence 

8504120463 Order extending time until 050513 for Commission to act to review 850320 
director's decision Served on 8504 12 

HDYLE,J.C Office of the Secretary of the Commission. #285 504 85/04/11 Com- 
missioners Ip 29792 034-29702 034 


H. General correspondence 

8604110263 Responds lo constitueal A Hubbell 850103 concoms.p0r 850221 
request. Opportunities to contest consi & licensing of plant enumerated. Design re 
viewed & corrected at every stage of const Recommends A Hubbell contact LPDR 
DIRCKS.WJ, Offfco of the Executive Director (or Operations 85/04/04 LEVIN.C 
Senate 6pp 29730.851-29790:058 

"8504110256 Requests response to constituent A Hubbell 850103 concerns re plant 
opening 

LEVfN.C Senate, Q5/02/21. KAMMERER.C, NRC - No Detailed Aflillalion Given 2pp 
29700,057-29790 050 

8504220398 Forwards svc lists for Cook, Palisades, Big Rock Point & Fermi Nuclear 
Plants Stale of Ml should update Hal, per 840129 discussion 
WIGQINTON.DL. Operating Reactors Branch 1 85/94/11. HAHNA Michigan. Slate 
of. 5pp. 29947 107-29947:11 1 
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6504300347 flecicests author name be deleted from mailing list for cited facilities 
H/iHNQR Mtcftigan, State of Dept of Public Health 8&/04/23 WIGGINTON,DL 
Oporaiing Reactors Branch 1 1p 30062 324-30062 324 


I Financial Information 


05O425O1S4 ‘Annual Rapt 1984" Annual linancial stalements for Woclvenno Power 
Supplv Co op era live jnc end W/850415 Ur 

HEIDEL.CM, MCCARTHY.WJ. JENSWH Detroit Edison Co 04/12/31 
DENTON HR Office of Nuclear Reactor flogulation, Director 69pp 29980 OB 1- 
29980 149 


"8504080507 Chflpler 15 to E Fermi Unit 2 updated FSAR, ' Accident Analyses " 

‘ Detroit Edison Co 86/03/31 I3pp 29735 033 29735 045 

"8504080510 Chapter 17 to E Fermi Unit 2 updated FSAR, ‘OA ’’ 

' Detroit Edison Co 85/03/31 53pp 29735 046-29735 098 

"0504080515 App A to E Fermi Unit 2 updated FSAR, “‘Conformance W/Rog Guides ’ 

* Dslroit Edison Co 85/03/31 8pp 29735 099 20735 106 

"6504000618 App C 4 to E Fermi Unit 2 updated FSAR. ' High Energy Pipe Break Anal 
yses " 

♦ Detroit Edison Co 85/03/31 4pp 29736 107-29735 1 10 


6504120310 Forwards executed copy of Amends 26 to Indemnity Agreement B-20 re 
secondary financial protection, per NRC B60320 request Ulil 841204 cash How state- 
ment end Anniversary dale of 841204 proposed tor submitling annual slatemenls 
JENSWH Detroil Edison Co 85/04/10 YOUNGflUOOD.S J Licensing Branch 1 
2pp 29787 117 29787 125 

6564290252 Forwards Amend 26 to Indemnity Agroemenl B-20 Cash flow slatoment 

JENS^^WH Detroit Edison Co 65/04/10 YOUNGBLOOD.B J Licensing Branch 1 
App 30046 089 30046 097 


J, Insurance & Indemnity Information 


8504030249 Unexecuted Amend 26 to Incfemnily Agreement 6-20, deleting Items 2 & 3 

& suhstilbting listed mfo & adding policy number to Item 5 

SALTZMAN.J Assistant Director for State & Licensee Relations 85/03/20 2pp 
29606 100 29606 101 


8504240124 Forwards Endorsement 109 10 NELIA Pof'cv NF-92 
MARQLIAROT,P A Delroit Edison Co 05/04/09 DJNITZ,! Oflico of Nuclear Reactor 
Regulation, Director 2pp 29968 152-2 9 O'SS 153 


8504120310 Forwards executed copy of Amend 26 to Indemnity Agreement B 20 w 
secondary financial proteciion.per NRC 650320 request Util 641 £04 cash flow stale 
meni oncl Anniversary date of 641204 proposed lor suhmiUlng annual slatoments 
JENSWH Detroit Edison Co 65/04/10 YOUNGBLOOD.B J Licensing Branch 1 
2pp 29787 117-29787 125 


-•8S04120312 Submits opinron re likelihood of dofaull on promiums by one or more 
ulils.per request Retrospective premium small compared to lolal uhl rosponsibilrty Jn 
CO n ducting business Forleit of payment rot foreseen _ 

ASKEGAARD.D H Rural Eleclrdfcalion Adminislrahon 76/05/28 DINIT2,f Office o1 
Nuclear Reactor Regulalion, Director Ip 297B7 125-29787 125 


6504290252 Forwards Amend 26 to Indomnily Agreement B 20 Cash flow slatemenl 
also er^cl, 

JENS.WH Dolf Oil Edison Co 65/04/10 YOUNGBLOOD.B J Licensing Branch 1 
4pp 30046089 30046097 


K. UIIJHy Final Safely Analysis Report (FSAR) & amends 


"8504060521 App E to E Fermi Unit 2 updated FSAR, ‘‘Responses to NRC Ouoslronis" 
* Oolroit Edison Co 85/03/31 68pp 29735 111-29735 178 

-*8504060523 App H to E Fermi Unil 2 updated FSAR, ‘‘Responses to NUREG 0737 '* 
' Dotroil Edison Co G5/03/31 49pp 29736 179 29735 226 


P. Operating license stage documents & correspondence 


8504020201 Documents complotron of fuel load relatorf activities discussed w/Regen 
III Drawings in controJ room up-to-date All nuclear, safoly rofated concerns document 
ed by SAFETEAM investigated & considered resolved 

JENS.W H Delrod Edison Co 05/03/19 NORELfUS.C E Region 3, Offico of Oiroctor 
ip 29582 258 29502 268 

6504040480 Informs that NRC has issued SuppI 5 to NUREG 0798 re facility 
YOUNGBLOOD.B J Licensing Branch 1 85/03/28 JENS.W Dolroii Edison Co 3pp 
29657 140-29657-142 

0504040334 Forwards 850320 response lo JE Puntonney.Director's Decision DD-85 4 & 
FR notice re denial of request tor Commission lo lake actions under 10CFR2 206 w/ 
rospoct to facility Facility Issued low power license on 850320 
DENTON, H R Offico of Nuclear Reactor Regulation, Direclor 05/03/29 

RIEGLE,0W Senate tp 2G619 330 29619 357 

6504050281 TECHNICAL SPECIFICATIONS FOR FERMI 2 Docket No 50 341 (Dolroit 
Edison Company) 

• Division of Liconsing NUREG 1089 85/03/31 501pp Available at NRC SIOOQ 
29672 001-29673 143 

6504050200 Documents results of lesl performed using Procedure 49 106 01 lo sub 
stanllate allernativo approach proposed in Relief Request VR-44 re insorvico testing 
program.por SSER 4 (NUREG 0798) Rev 0 lo procedure end 
JENS.WH Detroit Edison Co 85/04/02 YOUNGBLOOD.B J Licensing 8randi 1 
2pp 29603 128-29663 141 

8504231)263 Requests permission to film copyrighted mall transmuted by 050227 Ur ro 
portable liquid radwasia sys supplied by NUS 

YOUNGBLOOD.B J Licensing Branch 1 05/04/15 JENS.W J Detroit Edison Co 
2pp 29972 357-29972 358 


8504080453 Forwards updated FSAR lor E Fermi Unil 2 
JENS.WH Detroit Edison Co 85/03/28 DENTON, HR Olfico o1 Nuclear Reactor 
Regulation. Director Ip 29732 001-29735 226 

"8504080467 Updated FSAR for E Fermi Unit 2 

* Oatfoit Edison Co 85/03/31 1.305pp 29732 002-29736 226 

- 8504980458 Chapter 1 lo E Fermi Unit 2 updated FSAR, "Inlroduction & General De 
strip] ion of Piani " 

• Detroit Edison Co 85/03/31 30pp 29732 038-29732 080 

. 6504080464 Chapter 2 to E Formi Unit 2 updated FSAR, "Silo Characleristlcs " 

' Detroit Edison Co 05/03/31 34pp 29732 069-29732 102 

"8504080468 Chapter 3 to E Femni Unil 2 updated FSAR,, "Desipn of 
Structures ,Componants,Bquipmont & Sys " 

• Detroit Edison Co 85/03/31 222pp 29732 103-29732 324 

"8504080473 Chapter 4 lo E Fomi Unit 2 updated FSAR. "Reaclor “ 

» Detroit Edison Co 85/03/31 34pp 29732 325-29732 3 58 

"8504080476 Chapter 5 to E Fermi Unit 2 updated FSAR, "RCS & Cpnnocled Sys " 

♦ Detroit Edison Co 65/03/31 00pp. 29732 359 29733 076 

"8504000480 Chapter 6 to E Fermi Unit 2 updated FSAR, “ESFa " 

» Dolroit Edison Co 85/03/31 166pp 29733 07 7 2 9733 242 

"0504000483 Chapler 7 to E Fermi Unit 2 updated FSAR, "Inslrumenlation & Conlrol " 

* Detroit Edison Co 85/03/31 100pp 29733 243 29733 349 

--8504080486 Chapter 8 lo E Fermi Unit 2 updated FSAR, “Electric Power *' 

* Detroit Edison Co 85/03/31 47pp 20733 350-29734 034 


6504120206 Generic Llr 05 06 to ell PWR licensees & all applicants for OLs re QA guid 
anco lor ATWS equipmonl not safely related Sve list oncl 

THOMPSON, H L Division of Licensing 85/04/16 Consolidated Edison Co of Now 
York. Inc 22pp 29947 288 29947 309 


Q. Inspection reports, IE Bulletins & correspondence 

6S0412O182 Responds to FOIA request for Caseload Forecast Panel files in Ole of Re 
source Mgt Forwards lisied documonts Documonts also available in PDR 
FELTON, J M Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Pittman, 
Potts & Trowbridge 2pp 30300 003-30303 129 

8400200182 Forwards Insp Rept 60 341/84-16 on 840514-18.0605 & 0710 11 & notice 
o1 Uovialion 

SPESSARO.RL Hegion 3, Office of Director 04/00/31 JENS.W M Delroit Edison 
Co 2pp 26616 329-26616 348 

--8409Z00183 Notice ol deviation from insp on 640514-18,0605 & 0710*1 1 
SPESSARO.RL Region 3. Office of Director 84/08/31 2pp 26016 331 26616 332 

--3409200183 Jnsp Repl 50-341/84-16 on 840514-18.0605 & 0710-11 Deviations 
noted control room panels did not conform lo design conliguralion in Seclion 9 5b of 
FSAR & diesel fuel oil sloraoe tank exposed lo freezing temps 
RAMSEY.C, MAURA.F. COPPOLA J Region 3, Office of Director 84/00/31 1Gpp 
26616 333 26616 348 

8604010033 Suppis response to NRC Itr ro violations noted in Insp Repl 50-341/64 
S3 CoffeclivG actions problems w/Target Rock solenoid valves resolved 
JENS.WH Detroit Edison Co 85/02/18 KEPPLER.JG Region 3, Office of Diroclof 
2pp, 29671-087-29671 088 


• 0504080467 Chapter 9 to E Fermi Unit 2 updated FSAR, “Auxiliary Sys “ 

* Detroit Edison Co 85/03/31 114pp 29734 035 29734 14B 

• 0504060401 Chapter 10 to E Formi Unit 2 updated FSAR, '^Stoam & Power Conver- 
sion Sys " 

* Detroit Edison Co 85/03/31, 36pp 29734-149-29734 184 

"0504080496 Chapter 11 to E Formi Unit 2 updated FSAR, "Radwaste Mgl " 

’ Detroit Edison Co 85/03/31 lOOpp 20734 185-29734 203 

•‘0504080496 Chapler 12 lo E Fermi Unit 2 updated FSAR. ‘‘Radialion Prelection ’* 

* Detroit Edison Co 85/03/31 39pp. 29734 204-29734 357. 

• 05O4O6C5O2 Chapter 13 to E Fermi Unit 2 updated FSAR, “Conduct of Operations *■' 

* Detroit Edison Co 65/03/31 36pp 29734 322-29734 357 

"0504080604 Chapler 14 to E Fermi Unit 2 updated FSAR, “Initial Tests & Operation “ 

* DelfOil Edison Co, 65/03/31 36pp 29734 358 29735,032 


8504010066 Amends response lo NRC Itr re unresolved Ham noted in Insp Repl 50 
341/64 68 Corrective actions FSAR Figures 7 3-10, Sheets 1,2 & 3 wiii be revised to 
reflect implementation of FMR 8-1109 

JENS.W, H, Detroit Edison Co 85/03/01 KEPPLER.J G Region 3, Office of Director 
4pp 29571 256-29571 259 

05O319O659 IE Info Notice 85-022. “Limilorque Motor Operated Valves Resulting From 
Incorrect JnstallalJan of Pinion Gear " Sve list end 

JORDAN, EL Division of Emergency Preparedness S Engineering Response (Post 
830103) 85/03/21 Consolidated Edison Co. of New York, Inc. lOOpp 29597001- 
29597.005 

8503210461 IE Info Notice 85-023, “Inadequalo Surveillance & Post Maint & Post Mod 
Sys Testing ’* Sve list end ^ , 

JOHDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/03/22 Consolidated Edison Co of New York, Inc 106pp 29656 001- 
29656,107 
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8504040420 Fowards [psp Rept 50 341/85 12 On 050305 07,13.15 & 18 No noncomplt 
ance noted 

SPESSARD.RL Region 3, Office of Director 85/03/22 JENSWH Delrod Edison 
Co 2pp 2966Q 102 29660 100 

• 0504040422 Insp Rept 50 341/85 12 on 850305 07,13,15 a 18 No noncompNance or 
deviation noted Ma^or areas inspected fire protection sprinkler sys altegations 
HOLMES, J , ULtE.J , REYES, L Region 3. Office of Director 85/03/22 5pp 
89668 1 04-29668 108 

8503220444 IE Info Notice B5 024, “Failures of Protective Coalings in Pipes a HXs " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness a Engineering Response (Post 
830103) 05/03/26 Consolidated Edison Co of New York. Inc 108pp 29596 154- 
2959S363 

8504010137 Confirms plans for 850401 meeting at Fermi Nuclear Operations Ctr to pro 
vido NRC perspective on potential problem areas during startup a test activities a IE 
practices for operating reactors 

NORELIUS.C E Region 3. Office of Director 85/03/27 JENS*WH Detroit Edison Co 
ip 20566 296 29566 296 

8504050368 Forwards Insp Rept 60 341/85*17 on 850312 14 No noncompliance noted 
PAPERIELLO.C J Region 3. Offtco of Director 85/04/01 JENS.WH Detroit Edison 
Co 2pp 29685 061-29685 066 

-8504080377 Insp Rept 50 341/85-17 on 850312-14 No violation or deviation 
noted Major areas inspected preoperalional radiation protection program, including 
status of certain NUREG 0737 items, drain sys a air cleaning sys 
HUETER.L J . PAUL.R A , GREGER.L R Region 3, Office of Director. 85/04/01 4pp 
29605 063-29685 066 

85032BO037 IE Info Notice 85 025, “Consideration of Thermal Conditions in Design a 
fnslallation of Supports for Diesel Generator Exhaust Silencers*’ Sve list end 
JORDAN.E L Division of Emergency Preparedness a Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of Now York, Inc 107pp 20667 199* 
29667 305 

8503280045 IE Info Notice 85 026, “Vacuum Relief Sys for BWR Mark I a II Contain- 
laenls “ Sve list end 

JORDAN.E L Division of Emergency Preparedness a Engineering Response (Post 
G30103) 85/04/02 Consolidated Edison Co of New York, Inc 92pp 29667 107- 
2D667 108 

8504010039 IE Info Notico 85 027. “Nolificalions to NRC Operations Ctr a Reporting 
Events in LERs ’’ Sve list end 

JORDAN.E L Division of Emergency Preparedness a Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of Now York. Inc 9epp 29690 255* 
29690 362 

8504090282 Forwards Jnsp Rept 50 341/85*14 on 850305 07 a 13 No noncompfianco 
noted 

SPESSARD.R L Region 3, Offtco of Director 85/04/03 JENS.W H Detroit Edison 
Co 2pp 29899 095 20699 108 

-0504090289 Insp Rept 50 341/85 14 on 050305 07 a 13 No noncompliance or dovi 
atron noted Major areas inspected safe shutdown procedures, opon Homs.unrosolvod 
Items a items of noncompliance 

HOLMES, J. MAURA, F. ULIH.J Region 3, Office of Director 05/04/03 12pp 
29599 097*29699 100 

3604090083 Forwards Insp Rept 50 341/85*16 on 850311-10 No noncompliance noted 
SPESSARD.RL Region 3, Office of Director 85/04/04 JENS.WH Oolroit Edison 
Co 2pp 29701 121*29701 142 

.^8504090100 fnsp Ropl 50 341/85 16 on 050311-18 No noncompllanco noted Major 
areas inspected action on previous Insp findings a review of 10CFR50 65(o) 84 35*EE 
por deviations of as bull! plant from design documents 

MENDEZ.R , TANI.K , FALEVITS.Z Region 3. Office of Director 85/04/03 20pp 
29701 123 29701 142 


8504090283 Forwards Special Physical Security Insp Ropt 50*341/85 18 on 850306* 
08 No noncompllanco noted 

AXELSON.W L Region 3, Office of Director 05/04/04 JENS.W H Detroit Edison Co 
2pp 29609 007-29690 069 

* 8504090292 Special Physical Security Insp Rept 50-341/85*18 on 850306*08 No non- 
compllanco noted Major areas m&pecled review of action on several allegations re 
background screening Details withhold (ref 10CFR73 21) 

MADEDA.TJ. CREED, JR Region 3, Office of Director 05/04/04. ip 29699 089 
29699 009 

8504050042 SuppI 1 to IE Info Notice 85 003, “Separation of Primary Reactor Coolant 
Pump Shnfj a Impeller “ Sve list end 

JORDAN.E L Division of Emergency ProparednosB a Engineering Response (Post 
030103), 05/04/09 Consolidated Edison Co of New YorK, Inc 101pp. 29791 '025* 
20791.126 


8504060047 IE Info Notice 85 028. “Partial Loss of AC Power a Diesel Generator Deg- 
radation “ Sve list end 

JORDAN.E L Division of Emergency Preparedness a EnglnoBring Response (Post 
830103) 85/04/09 Consolidated Edison Co of Now York, Inc f09pp 29790 278 
29791.024 


8604090419 IE Info Nollco 85 029. “Uso of Unqualified Sources In Well Logging Appli 
cations “ Sve list end 

PARTLOW.JG Division of Inspection Programs (Post 850212) 86/04/12, Consolidat- 
od Edison Co. of New York. Inc 66pp 29832 001*29832 023 


8604180328 Documents 850401 meeting w/util re elements of successful regulatory 
performance a insp a reporting practices Starlup testing should be conducted fn delib- 
erate manner a conservative operating philosophy should be adopted 
KEPPLER.JG Region 3. Ofkce of Director 85/04/15 MCCARTHY.WJ, Detroit 
Edison Co 2pp 29853.354.29053 355 

8504230127 Forwards Insp Rept 60-341/65 10 on 850204 0315 a notice of violation 
WARNICK.R F Region i Office of Director 85/04/18 JENS.WH Detroit Edison Co 
2pp 29948 210*29540 237 


-8504230129 Notice of violation from i n^p on &50204 0315 
WARNICK.R F Region 3. Ofhec of Director 85/04/ 1B Ip 29948 220 2994B 220 

-8604230135 Insp Rept 50 341/85-10 on 850201*0315 Vtolaiion noted inadequate 
review of work orders written to provide proper labeling of equipment 
KNOP,RC Regions Office of Diroclor 85/04/12 17pp 20948 22129948 237 

8504170240 tE Info Nolico 85 030. “Micro biologically Induced Corrosion Containment 
Sve Water Sys " Sve fist end 

JORDAN.E L Division of Emergency Preparedness a Engine eririg Response (Post 
830103) 05/04/19 Consolidated Edison Co of Now York, Inc 109pp 29966 258 
29966 363 

8504190055 IE Info Notice 86 032, * Rocort Engine Failures of Emergency Dioso! Gen 
orators ’■ Sve list end 

JORDAN.E L Division of Emergency Propa redness a Engineering Response (Post 
630103) 05/04/22 Consolidated Edisor» Co of New York, Inc lOOpp 2998B 239 
29988 347 

0604190060 IE info Notice 85 033, “Undersized Nozzto To Shell Woldod Joints m Tanks 
a HXs Constructed Under Rules of ASME Boilo; a Pressure Vessel Code " Sve list 
end 

JORDAN.E L Division of Emergency Preparedness a Engineerifig Response (Post 
030103) 85/04/22 Consolidated Edison Co of New York, Inc W8pp 29D89 001 
29909 107 

6504220347 IE Info Notice 04*84, Rov 1. "Deficiencies in Ferro Resonant Transformers" 
Sve fisf find 

JORDAN.E L Division of Emorgency Preparedness a Engineering Response (Post 
830103) 85/04/24 Consolidaleci Edison Co of Now York, Inc flOpp 30027 067- 
30027 184 

8504300458 Forwards Insp Ropt 50 341/85 13 on 850217 0406 a nolico of violation 
WARNICK.R F Region 3, Office of Director 05/04/26 JENS.W H Dotroil Edison Co 
2pp 30063 352-30064 006 

-8504300461 Notice of violation from insp on 050217 0406 
WARNICK.R F Region 3, Office of Director 05/04/26 1p 30063 354 30063 354 

-6504300463 Insp Ropl 50 341/85 (3 on 850217-0406 Noncompllanco noted licensee 
contractor, Gochtel, performed mainl activities using procedures that were not reviewed 
or ^proved by onsito review organization or superintendent 
CHRISSOTIMOS.M Region 3, Office of Director 05/04/25 14pp 30063 355 
30064 006 


S Reportable occurreiices. LERs & rolaled correspondanco 


8504160307 Part 21 ro mall supplied by Gonnoy Forgo lacking chemical ovcrcheck End 
notification Hr sent to recipients of mall larking chemical overcheck Exlubits used m 
conjucllon w/ltrs also onci 

GRUNTHALER Guyon Alloys. Inc 04/05/26 JORDAN.E L Division of Emergency 
Preparedness & Erginoonng Response (Post 830103) 36pp 29809 150 20809 185 

8604230314 PNO-llf 85 034 on 05041 1 .liccnsoo completed tow power physics lasting 
w/roaclof vessel opon Six wk program of maint & preparatory activities leading to cnli 
catity 

CURISSOTIMOS.N . SHAFER.W Region 3. Offtco o1 Diroclor 05/04/15 Ip 
29050 306-20950 306 
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F, Security, medical^ emergency & firo protection plans 

8604160412 Forwards dolallod description of omorgency exorcise scenario.anticipated 
util actions & controller/observor package data tor 1984 exorcise Some paramelers 
subj to rev prior to oxerciae will bo forwarded by 840920 W/o end 
WITHERS.B D Porlland General Electric Co 04/00/07 MARTIN.J B Region 5, Office 
olOiroctof. Ip 20840 030*29840 1Q7. 

-6504160417 Forwards revised pages 1o dolallotl sconorio for 1984 radloJogical emer- 
goncy plan exorcise, antfclpalod utij actions & conlrollor/obsorver package data W/two 
oversize maps Aperture cards available in PDR 

WITHERS.a D. Portland General Electric Co 04/09/28 MARTjN.JB Region 5. Olfico 
of Director 157pp 29840 031*29840 107 

85041501 (2 Requests extension until 850Q01 for complollon of App R review Acfdl time 
required for development of operator based tlmallne to accomplish safe shutdown 
functions & documentation 8 analysis work 

WITHERS.B 0 Portland General Efeclnc Co 05/03/16 MARTIN, JB, Regions, Olfico 
of Director. 2pp 29799 193 29799 194 

8604010202 Revised radiolonlcal emergency response plan Implementing 
procedures.lncluding Rov 7 to EP-9, “Operation of Oporation Support Ctr” & Rov 7 to 
EP*12, “Offsite Radiological Surveys “ 

♦ Portland General Electric Co 05/03/21 IBpp 20569 051 -2&56D 060 

8604110037 Forwards Emergency Preparedness Insp Rept 50*344/85 03 on 850114*18 
& 0204-00 No deficiencies or violations noted 

WENSLAWSKLFA Region 5, Office of Director 86/03/22 WITHERS.B D Portland 
General Eleclfic Co Ip 29776*354.29776 361. 

-8604110046 Emergency Preparedness Insp Rept 50 344/05 03 on 850114 18 & 0204- 
08 No vlolalions or deficiencies noted Major areas I nsp eel ed changes fo emergency 
plan & associated implementing procedures & ficonseo audits 
PRENDERQAST.K . FISH.R Region 6. Office of Director 85/03/22 7pp 29776 355 
29776 361. 

8604020295 Forwards updated ovafuallon of pilot program for conducting annual team 
insps & heavily loading site w/rosideni inspeclors.per 850220 preliminary review of 
pilot prooram Pilot program successful 

MARTtN,J B. Region 5, Office of Diroclor 85/03/28 TAYLOR, J Direclor’s Office, 
Office of (nspecHon and Enforcement 7pp 20577 226-2957? 23 D 
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£6^04240424 "Highway Route Conlrolted Quartity Shipment Notificaiton Form" lor ship 
ment to US Ecology in Richland.WA 

* Portland Gen sral Electric Co 8&/04/03 2pp 29969 317^29960 318 

0504170594 Forwards Amend 105 io License NPF 1 & safely evaluation Amend incor- 
porates post-TWt improvements for equipment including noble gas monitors, water 
lovet monitors & conlainment water lovef monitors, per Generic Ltr 83-37 
TRAMMELL, CM Operating Reactors Branch 3 05/04/04 WITHERS.BO Portland 
Genoral Electric Co 2pp 29909 075 29909 100 

-8504170600 Amend 105 to License NPF-1,LncorpofQling postTMl improvements for 
equipment, including noble gas morilors, containmont water level monitors & control 
room habitability require menls per Generic Ltr 03-37 Satety evaluation end 
MILLER J R Operating Reactors Branch 3 B5/04/04 20pp 29909 077-29909 096 

-6504170806 Safety evaluation supporting Amend 105 to License NPF-t 

* OfficQ of Nuclear Reactor RegulalEon, Diroctor 85/04/04 4pp 23909 097 
29909 too 

8504220222 Forwards Amend t to PGE 1041,^ "Detailed Control Room Design Review 
Summary Repi," Vols 1 & 2 BD Withers 05041 7 ltr also end 

LENTSCHJW Portland General Electric Co G5/04/17 Record Servjces Branch 
(Document Control Desk) Ip 29930 132 29930 145 

-0504228239 Forwards Amend 1 to PGE -1041, "Do tailed Control Room Design Review 
(OCR DR) Summary Rapt." originally Bubmilted on 641231 Rot to Remote Shutdown 
Panel C iBO.imtrallv included per NUREG-0700,removed,per Supp) 1 to NUREG 0737 
WITHERS, B D Portland Goneral Electric Co 05/04/17 THOMPSON.H L Division of 
Liconstng 2pp 29&30 133-29930 145 

-8504220235 Amend 1 to '^'Dstailed Control Room Design Review (DCRDR) Summary 
Repi for Troian Nuclear Pfant ” 

’ Poriland General Electric Co PGE-1041 A01 B5/04/30 lipp £9930 135 

29930 145 

8504260339 Forwards License Change Application t20.reque5llng amend to License 
NPF-1 Fee paid 

WfTHERS.BD Portland General Electric Co 85/04/19 MILLEH.J R Operating Reac- 
tors Branch 3 2pp 299B6 067-299B5 076 

-0504250341 Llconse Change Application 120,requcsting amend to License NPF 
I Amend changes Tech Specs re dafinillon ol operable & surveillance requirements of 
control room emergency ventilation sys 

WITHERS.BO Portland General Electric Co 85/04/19 4pp 29965069-2098 5 072 

•-8504269346 Proposed Tech Specs revising deDnition of opera bto.action statement as 
sodated w/siru dural integrity of RCS & surveillance roquirements of control room 
emorgency ventilation svs 

* Portland General Electric Co 65/04/19 6pp 29985 073 29905 078 

8504300407 Revised radiological emergency response plan inriDlcmonting 
proceduro8,including Rev 0 to EP-17 re medicaLRev 3 to 6P-28 re medical heal In 
physicist & corrected Pages 7,16 & 17 to Rev 2 to EP-33 re post-accident core 
damage 

* Portland General Electric Co 65/04/19 23pp 30066 036 3 0066 055 


P. Operating license stage documente & correspondence 

6504060461 Forwards draft Rev 9 to OA program, consisting of Pages 2 0, 2 10,5-3 & 5 
4 Redundant review of QA program by util operations board deleted & statement 
added lhal OA dapi review unnecessary for operations board procedures 
WITHERS, B D Portland Genera) Electric Co 05/03/05 MARTIN, J B Region 5, Office 
of Director 6pp 29677 165 29677 170 

GS04030184 Forwards payment of feo for Amend 100 to License NPF-1, In >re5pon&o to 
850206 ltr 

WITHERS, BD Portland General Etectnc Co 85/03/28 DIGQS,RM License Fee 
Managemen I Branch Ip 29587 326 29567 326 

8S040S0196 Forwards add! info re confirmation of seismic qualification of shunt trip at- 
tachment & proposed Tech SpGC5,per NRC 640726 request AddI Info on Item 8 ro 
physical se para lion also end 

WITHERS.B D. Portland General Electric Co 05/03/29. MILLER.J R. Operating Reac- 
tors Branch 3 3pp 29665 335-29665 337 

05040 B0 4 82 Accepts util 850305 proposed change to OA program Seclions 24 & 
52 2 1 Changes will not reduce currently accepted NRC commilmenla.per 
1 0CFRSO 54 

KIRSCH.D F Region 5, Office of Dcreclor 05/04/01 WITHERS.B D PorHand General 
EledricCo Ip 29677 241-29677 241 

8604090175 Forwards License Change AppJfcaliort 119 for amend lo License MPF-lje 
fleeting miBcellaneous onsite & offsile organizational changes, Cortilicalo of Sve 
end Fee paid 

WITHERS.B D Portland General Efeclric Co. 85/04/04 MILLER,J R, Operating Roac- 
tors Branch 3, Ip 29700 347-29700353 

-0504090178 License Change Application 110 (or amend to License NPF-1, roflocting 
mis c e 11 a n eous onsite off site organizational changes 

WITHERS.B D Portland General Electric Co 85/04/04. 3pp 20700 348 29700’350 

-9504090181 Proposed Tech Specs re onstle 0 offsile (adlity organization & adminls 
trative controls concerning ulll operations board 

* Portland General Electric Co 05/04/04 3pp. 20700351-29700 353 

8504170694 Forwards Amend 105 to License NPF-1 A safety evaluation, Amend incor- 
porates posl-TMl improvemenls for equipment Including noble gas monitors, water 
level monilors & containment water level monilors.porQenorfc Ltr 83-37 
TRAMMELL.CM Operating Reactors Branch 3. 85/04/04 WITHERS.B D. Portland 
General Electric Co. 2pp 29909 076-29900:100 

-8S04 170600 Amend 105 (o License NPF-1, incorporating post-TMl Improvements for 
oquipmanl, including noble gas monitors, containment water level monilors & control 
room habilability requirements per Generic Ltr a3-37.Sa(ety evaliralion end 
MILLER.J R Operating Reactors Branch 3 85/04/04 20pp 29909 077-29909 096 

- 8504170606 Safety evaluation supporting Amend 105 to License NPF-1 

* Olfice of Nuclear Reactor Regulation, Direclor. 85/04/04, 4pp 29909 097- 
20909 100 


8504120206 GenOfiC Ltr 05 06 to all PWR licensees & nil appircants for OLs re QA good 
ance for ATWS equipment not safety refaled Sve list end 

THOMPSON.H L Division of Licensing 85/04/16 Consolidated Edison Co of New 
York. Inc 22pp 29947 288 29947 309 

8504120031 Generic LU 05 02 lo all PWR licensees 8 applicants, holders of CPs & Fort 
St Vrain re recommended actions stemming from NRC integrated program for resofu 
tion of unresolved safety issues re steam generator tube integrity Sve list end 
THOMPSON, H L Division of Licensing 85/04/17 Yankee Atomic Electric Co 127pB 
29953 071 29953 262 

8504230404 Responds lo NRC 850123 ltr re Rev 1 lo License Change Application 99 
relumed due to error in pressure temp curve Corrected pressure temp curves will be 
submitted In approK 30 60 days 

WITHERS.BO Porlfand General Electric Co 85/04/18 MILLER.J R Operating Roac 
tors Branch 3 2pp 29951 132 29951 133 

8504250339 Forwards License Change Application 120.roquos1ing amend to Liconse 
NPF-t Fee paid 

WITHERS.B D Poriland Genera) Electric Co 85/04/19 MILLER.J R Operaling Raac 
tors Branch 3 2pp 29985 067-29985 078 

-0504250341 License Change Application 120, requesting amend lo License NPF 
1 Amend changes Tech Specs re definition of operable & surveillance requirements of 
control room emergency ventilation sys 

WITHERS.BO Porlfand General Electric Co 85/04/19 4pp 29905 069 29985 072 

-6504260346 Proposed Tech Specs revising dotinilion of operable, act ion statement as 
sociated w/ structural inlegnly of RCS & sun/eillance requirements of conlrol room 
emergency venlilolion sys 

* Portland General Electric Co 85/04/19 6pp 290B5 073-29985 078 


Q. Inspection reports, IE Bulletins & correspondence 

8503190659 IE Info Notice 85 022, "Limitorque Motor Operated Valves Resulling From 
Incorrect Installation of Pinion Goar " Sve fist end 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/21 Consolidated Edison Co of New York, Inc 10Bpp 29597 001- 
29597 005 

8504120037 Forwards Insp Rept 50 344/05 11 on 85021 M5 & 0225 0301 No viola 
lions noted 

KIRSCH.D F Region 5, OJfice of Director 85/03/21 WITHERS.B D Portland General 
ElectrIcCo Ip 29007 324-2980'7 329 

-B504120042 Insp Rept 60 344/65 11 on 050211-15 & 0225 0301 No noncomplianco 
or deviation noted Major areas inspected LER program & imptemenlalion & oulstand 
ing open ifoms 

PEREIRA,DB, DODOS.RT Reginn 5, Office of Director 85/03/19 5pp 29807 325 
20007 329 

6503210461 IE Info Notice 05 023. "Inadequate Surveillance & Posl-Maint & Post Mod 
Sys Testing " Sve list end 

JOROAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/03/22 Consolidated Edison Co of Now York, Inc tOOpp 29656001- 
29656.107 

8504110037 Forwards Emergency Preparedness tnsp Rept 50 344/05 03 on 050114-18 
& 0204 08 No deficioncfes or violations noted 

WENSUWSKt.F A Region 5, Office of Director 05/03/22 WITHERS.B D Portland 
General Efcclrtc Co 1p 29776 354 29776 381 

-8604110046 Emergency Preparedness fnsp Rept 50-344/85 03 on 850114 10 & 0204- 
06 No violations or deficiencies noted Major areas inspecled changes to emergency 
plan & associated Implemonllng procedures & licensee audits 
PRENDERGAST.K , f=ISH,R Region 5, Office of Director 85/03/22 7pp 29776365- 

29776 361 

8504110103 Forwards Insp Rept 50 344/65-08 on 850211-15 & notices of violation & 
deviation Results of Insp in areas re administrative controls discussed 
KIRSCH.D F Region 5, Office of Director. 85/03/22 WITHERS.B D Portland General 
Electric Co 4pp 29777 306-29777 334 

-8504110108 Notice of violation from inap on 850211-15 
YOUNG.T, Region 5, Office of Director 05/03/22 2pp 29777 310-29777 31 1 

-0504110112 Notice of deviation from insp on 850211-16 
YOUNG.T Region 5. Office of Director 05/03/22 Ip 29777 312-29777 312 

-8504110119 Insp Repi 50 344/65 00 on 85021 1-15 Violation & deviation noted testing 
& Installation section of maint request forms left blank & unsigned after completion ol 
quality-related maint & work on MR 04-1136 beyond instruction scope 
YOUNG.T . BURDOINpJ F . CREWS, J L Region 5, Office of Director 85/03/14 22pp 

29777 313-29777 334 

8503220444 IE Into Notice 85 024, "Failures of Protective Coalings in Pipes & HXs " 
Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/03/20 Consolidated Edison Co of New York, Inc lOOpp 20596 154- 
29596 363 

050402D295 Forwards updated evaluation of pilot program for conducting annual team 
fnsps & heavily loading site w/resident Inspectors, per D50226 preliminary review of 
pilot program Pilot program successful 

MARTIN.J8 Region 5, Office of Director 85/03/28 TAYl.OR.d Director's Ollice, 
Office of Inspection and Enforcement, 7pp 29577 226 29577 238 

8503200037 IE Info Notice 85 026, "Consideration of Thermal Conditions In Design & 
Installation of Supports tor Diesel Generator Exhaust Silencers " Sve list end, 
JORDAN.E L OMsfon of Emergency Preparedness & Engineoring Response (Post 
830103) 86/04/02, Consolidated Edison Co of New York, Inc 107pp 29667 199 
29667 305. 
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aSQ32B0049 IE Info Notice 65 026, Vacuum Relief Sys for BWR Mark I & II Contain- 
ments Svc list end 

JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/02 Consolidated Edison Co of New York, Inc oapp 29667 107 
29667 196 

8504010039 IE Info Notice 65-027, “Notifications to NRG Operations Ctr & Reporting 
Events m LERs ’* Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineerino Response (Post 
830103) 85/04/03 Consolidated Edison Co of New York, Inc 9Bpp 29690 255- 
23690 362 

8504230267 Responds to 850305 Ilf re violations identified m tnsp Ropt 50-344/85 04 
on Q50 107 0?1 5 Periodic undervoUago/ underfrequoncy reactor trip circuit response 
lime test revised 

WITHERS.0 D Portland General Electric Co 85/04/03 KtRSCH.D F Region 5, Office 
of Director 2pp 29949 360 29949 361 

8504230299 Responds to concerns re possible weakness in utit mgt control of inservjco 
irsp program noted in Insp Ropt 50 344 /B5 07 Comprehensive 10-yr Insp program de- 
veloped & in process of being distributed 

WITHERS,0 D Portland General Electric Co 85/04/04 MARTIN, J B Region 5, Office 
of Director 2pp 29949 076 29949 079 

8504250549 Fonvards Insp Repl 60 344/85 09 on 650225 0301 No noncompliance 
noted 

WENSLAWSKI.F A Region 5. Office of Director 85/04/05 WITHERS.BA Portland 
General Electric Co Ip 29989 198 29989 209 

-B504250S63 Insp Repl 50 344/85 09 on 850225 0301 No violations or deviations 
noted Major areas Inspected action on previous Insp fmdings.sotld, liquid & gaseous 
waste mgUacility tour & followup on lE Info notices 

GRAYSON, M. NORTH.H J , YUHAS.Q P Region 6, Office of Director 65/04/05 
lipp 29989199-29969 208 

8504050042 Suppl 1 to IE Info Notico 85-003, “Separation of Primary Reactor Coolant 
Pump Shaft & Impeller '* Svc list end 

JORDAN, EL Division of Emergency Preparedness & Eogmoerlng Response (Post 
830103) 85/04/09 Consolidated Edison Co of Now York, Inc lOlpp 20791 025- 
29791 126 

8 SO 4050047 IE Info Notice 65 028, “Partial Loss of AC Power & Diesel Generator Deg- 
radation.” Svc list end 

JORDAN, EL Division Of Emergency Preparedness & Engineering Response (Post 
83 0103) 85/04/09 Consolidated Edison Co of New York, Inc 109pp 29700 270- 
29701 024 

8504090419 tE Info Notice 85-029, "Use of Unqualified Sources in Well Logging Appli- 
cations” Svc list end 

PARTLOW,JG Division of Inspection Programs (Post 850212) 85/04/12 Consolidat- 
ed Edison Co of New York, Inc 66pp 29832 001*29832 023 

6504170240 IE Info Notice 85 030, "Microbiologicelly Induced Corrosion Containment 
Svc Water Sys ” Svc list end 

JORDAN,E L Division of Emergency Preparedness & Engineering Rosponso (Post 
830103) 85/04/19 Consolidalod Edison Co of New York. Inc fODpp 29966 250- 
29965 363 

96041 SO 055 IE Info Notice 85 032, “Recent Engine Failures of Emergency Diesel Gen 
eralors." Svc list end 

JORDAN, E L Division of Emergency Proparodness & Engmeerlng Response (Post 
830103) 85/04/22. Consolidated Edison Co of Now York, Inc f09pp 29908 239- 
299BG 347 

95041000QO IE Info Notice 85-033, “Undersized Nozzle-To-Shell Welded Joints In Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code” Svc list 
end. 

JORDAN,EL Division of Emergency Preparedness & Englneorinn Rosponso (Post 
830103) 85/04/22 Consolidated Edison Co of Now York. Inc foopp 29989 001- 
29989 107. 

8504220347 IE Info Notice 84-84, Rev 1, “Deficiencies In Ferro-Resonant Transformers " 
Svc list end. 

JORDAN,E L Division of Emergency Preparedness & Engineering Hosponao (Post 
830103) 85/04/24 Consolidated Edison Co of New York, Inc. TlBpp 30027 067- 
30027 184 


8504190S99 NPOES noncompliance notification on 841228 max 16 F change limil he 
tween svc water inlet & mam cultall dischargo cxcneded Temp change of 10 F 
recorded Procedures revised so that change in temp limit based on instantaneous 
values 

YUNDT.C P Portland General Electric Co 84/01/13 MARTIN, J B Region 4, Office of 
Director 2pp 29923 350-29923 360 

8504030303 Informs that response lo 050214 request for add inlo re LER 04-21 con- 
cerning silt accumulation on svc water strainers will bo provided by 850415 Studies & 
programs to Idoniify cause & corrective actions sneompJelo 
WITHERS, BD Portland General Eleclric Co 05/03/22 MILLER.J R Operating Reac- 
tors Branch 3 Ip 29593 189 29593 189 

8604150741 Special ropt as result of rupture in healer drain pump discharge piping, hot 
steam water mixture depressurized into 45 ft elevation ol lurbino bldg.acluatmg seg 
ments of turbine bldg deluge sys All sys restored to operable status 
OnSER.WS Pacific Gas & Electiic Co 85/04/02 MARTIN, J B Region 5, Office of 
Director ip 29009 332-29809 332 

0504180034 LER 85 002-00 on 650309, reactor trip occurrori from automatic actuation of 
reactor protection sys clue to mom turbine tup Caused by spurious Indication of excos 
sive vibration in mam lurbino bearing W/05O4OO Ur 

ANKRUM.AH, OHSER.WS Portland General Electric Co 85/04/00 4pp 

299tb 022 29916 025 

0504230221 NPDES noncompliance noUhcalion on 050309, max oil water separator dis- 
charge limits for suspended solids, oil & grease exceeded Caused by rupture of heater 
dram pump line in turbine bldg Level controllers repaired 

ORSER.WS Portland General Efectric Co 85/04/08 MARTIN.JO Region 5. Office 
of Director 2pp 29948 29Q 29948 291 

0604230133 LER 85 003-00 on 850313,molfuncliori in pressurizar low pressure bislabla 
circuit Gstablisfied two- out of three logic criteria Caused by malfunclion of bistable PB 
4580 Safely mjacllon reset & module re placed W/0504 12 llr 
ANKFlLIM,AR, ORSER.WS Portland General Eleclric Co 85/04/12 3dd 

29966 208-29986 210 
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F, Security, medical, emergency & fire protection plans 

$504030204 Revs to emergency plan supporting procedures, including Rev 16 to AD 
1827 10, “Emergency Offsite Doso Estimatoa" & Rev 1 to AD 1050 08, “Emorgency 
Technical Assossmont " 

* Tolodo Edison Co 85/03/23 50pp 295B9 330-29590 025 

8504 110307 Advises that Rev 21 to incJustrrnI security plan.App B security training & 
qualifications & App C safeguards contingency plan consistent w/provisions of 
10CFR5O54fp) & accoplabto.w/cxcoplions listed on encl,W/o end 
AXELS ON,W L Region 3. Oflico of Olroctor 85/03/26 CROUSE.R P Toledo Edison 
Co. 2pp 20765 35/.29765 350 

8604040166 Revised emergency plan supporting procoduros, including Hev 239. "Rev 
Index” & Rov 0 to “Emorgency Plan Admmislrativo Momo 410“ 

^ Tolodo Edison Co 05/03/31 4pp. 20611 277 29611 280 

8504080242 Discusses factors that delayed mod prioritization efforts to bring plant into 
compliance w/10CFR54.App R requiremonts Impiomonlalion schedule lor mods to bo 
connbjstod through 1986 will bo provided by 850927 

CROUSE.R P Toledo Edison Co 05/04/03 STOLZ.J F Operating Reactors Branch 
4 2pp, 20681 097-29681 ODD. 

8504290404 Forwards response to 850320 comments re industrial security plan 
rov Response withheld (ref 10CFR73 21) 

CROUSE.R P Toledo Edison Co 85/04/16 KEPPLER.JQ Region 3. Oflico of Direc- 
tor Ip. 30051 ?38-a0O51 230 

6504250216 Notification of 850429 0503 meetings w/utll,SAIG & Comox in Port 
Clinton, OH to discu'ds proimplementation oudit ro cfotallod control room design review 
DEAGAZIO,A Oparatlng Reactors Branch 4 65/04/17 STOLZ.JF Operalfng Reac- 
tors Branch 4 2pp 30029 317-30020 319 


n. Periodic operating reporte & related correspondence 

8504220109 ''Operational Environ Radiological Surveillance Program, 1083 Annual 
Rapt ” W/840330 Hr 

WITHEflS.BD Portland General Efectric Co PGE-IOOB-83 83/12/31 MARTIN, JB 
Region S. Office of Director lOOpp 20939 001-29939*101 

8504180617 Monthly operating rept for Feb 19B5.W/05O312 ftr, 

PETERSON.LS, ORSER.WS Portland General Efectric Co. 66/02/28 6pp. 
29910 350 29910,355. 


S. Reportable occurrences, LERs a related correspondence 


8504150122 RO on 891212,3 h fire barrier in steam-driven auxiliary feed water pump 
room Inoperable.Gep found between wall & door frame Door repaired by grouting gap, 
Y UN DT,C.P. Portland General Efectric Co 84/01/12 MARTIN,Jb Region 5, Olnce of 
Director. Ip 29800.001-29800.003 


•8504150128 Clarifies 610731 Itr re plans to review safety evaluations for procedure 
changes on quarterly basis Safety evaluations for changes to procedures for safety- 
related activities will be reviewed annually. 

WITHEflS.BD Portland General Electric Co 84/02/09. MARTIN.J B Region 5, Office 
of Director Ip 29800 002-29800 002. 


-8504160131 flOon 840321,3 h rated door identified nonfunctional Operability of fire 
detectors tested & fire watch patrol established Fire barrier being evaluated for correc- 
Irva action & will be restored a$ soon as possible 

YUNDT.C.P Portland General Electric Co. 04/03/27. MARTIN, J B. Region 5, Office of 
Director. 1p 29800.003-29800 003. 


8504290349 Forwards Temporary Mod T-0997 to industrial security plan Mod incorpo 
rales changos which do not decrease effectiveness of plarrWilhhald (rof 
10CFB73 211 

CROUSE.R P Toledo Edison Co 85/04/17 KEPPLER.J Q Region 3, Office of Dtrec- 
lor Ip 30051*303 30 051,303, 

8504260 1 33 Rov 0 to Administrative Memorandum 22-0, ''Station Emergency Organiza- 
tion Positions ” Rev 241 to emergency plan supporting procedures index end 
ORESH.M, Tolodo Edison Co 85/04/10 7pp 29083.206 29983’302, 

8504160380 Revised emergency plan supporting procodures.including Rov 3 to Admin- 
istrative Procedure AD 1827 05, “Explosion” & Rev 16 to Administrative Procedure 
AD 1827 10, “Emergency Offsite Dose Estimates '" 

’ Tolodo Edison Co 85/04/30, 44 pp 20850 300 29850 344 


H. General correspondence 


850403 0208 Notifies ol Inatallatton of new phone sys, effective 850401 
CROUSE.fl.P. Toledo Edison Co 05/03/29. STOLZ.J F Operating Reactors Branch 
4 Ip 29587,127-20587 127 


I. Financial Information 


8504230467 Concludes that financial Info submitted for 1904 satisfies requirements of 
10CFR140 21 

SALTZMAN,J Assistant Director for State & Licensee Relations. 84/12/04 
NICHOLSON.OG Toledo Edison Co Ip 20972.333-29972,333 
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8504100515 Forwards t984 annual repts for Cteveland Electric Hfuminalmg Cojoledo 
Edison, Duqucsna Light & Ohro Edison 

CAREy,JJ Duquesne Uglit Co 86/04/12 DENTON, HR Oflice of Nuclear Reactor 
Regulation. Director 3pp 29854 143 29854 301 

-8504100516 "1904 Annual Real " 

GINN,RM, MILLEH.RA, WILLIAWS.H L Cleveland Eie^'lnc llleminaling Co 84/12/ 
31 44pp 29B54 146 29054 189 

-8504180517 "Toledo Edison Co Annual Rept 1984 
WILLIAMS, JP, JOHNSON.WA Toledo Edison Co 84/12/31. 24pp 29B54 190 
29654 213 


J Insirrance & Indemnity InformaKon 


850423D4B7 Concludes dial firrancial inlo submitted' for 1984 salisfies requirements of 
10CFRt4021 

SALTZMAN.J Assistant Director lor State & Licensee Relations 84/12/04 
NICHOLSON, DG Toledo Edison Co Ip 29-972 333 29972 333 

8504170266 Forwards Endorsement 40 to MAELU Policy MF'92 & Endorsement 52 to 
NEUA Poircy NF 236 

STERN,D Marsh & McLennan, Inc 85/04/03 SALTZMAN.J Assistant Director for 
Stale & Iscensee Relations 3pp 29B27 330-29827 332 

05O41SOO34 Forwards Endorsement 51 to NELIA Policy NF-236 
STERN.D Marsh & McLennan, Inc 85/04/05 SALTZMAN,JO Assistant Director for 
State S Licensee Relations 2pp 29799 212-29799 213 


P, Operating license atage documents & correspondence 

8504049543 Forwards S£R & lechntcal evaluation rcpt re design of masonry walls & 
HG Harris Aug 19B4 ropl re n-onlinear analysis techniques to reinforced masonry walls 
at nuclear power plants Response requested within 30 days 

THOMPSON.HL, MIRAGLIA,F Diwsion of Licensing LAINAS.GC Assistant Director 
for Operaliag Reactors 85/03/12. GROUSE.R P Tofedo Edison Co 4pp 29656110 
29656 117 

“0504040544 Safety evalualion supporting masonry wall do sign, per Franklin Research 
Ctr 841129 rept 

• NRG - No Detailed Affiliation Given 85/03/12 4pp 29656 114-29656 117 

“0412260354 "Masonry Wall Design, Davis Basse Nuclear Poiwer Station Unit 1," lech 
nical evaluation rept 

TRjOLO.S ARVIN /CALS PAN Advanced Technology Center CON.V Franklin Insti 
lule/Frankfin Research Genler NRC 03-81-130 TER-C5506 163 04/11/27 

CHOKSHLN C NRG - No Delailed Affjliattan Qrvon 46pp 29656 1 18 29656 174 

8504690323 Grants 840531 request for variance from NUREG-0737,ltem If F 1 require 
meni re isokinetic sampling Variance acceptable provided listed conditions met 
STOLZ.JF Operating Reactors Branch 4 B5/03/27 CROUSE,R P Toledo Edison 
Co 2pp 29754 125-29754 126 

8504040257 Forwards planned mod to HPIS as proposed solution to meet long-term in 
service insp & testing requirements, per 84Q518 safety evaluation of ulif 800515 ro 
vised irtservjce insp & testing program ro individual closure testing of valves 
CROUSE, R P Toledo Edison Co 85/03/29, STOLZ.J F Operating Reactors Branch 
4 6pp 29612 004-29612 008 

8504040351 Provides add! mfo in- response to 850130 request re Items 421 8422 ol 
Generic Llr 03-28 concerning Salem ATWS events fleaclor trip breaker malnl per- 
formed par Malri Procedure MP 1405 5 

CROUSE, R P Toledo Edison Co 85/03/29 STOLZ.JF. Operaling Reactors Branch 
4 4pp 29607 299 29607 302 

6504190526 Forwards request for addl Info based on preliminary review of util response 
to Generic Ltr 83-23, Items 2 1,2 2.3 1 3, 3 2 3,4 4 & 4 5 Info for Items 2 1,2 2 & 3 2 3 
requested by 850810 & 0710 tor Items 4 4 & 4 5 

STOLZ.J F Operaling Reactors Branch 4 85/64/02 CROUSE.RP Toledo Edison 
Co 4 pp. 29938.120 29938 123 

8504180559 Forwards Amend 85 to License NPF-3 & safety evaluation Amend adds 
fcmilrng condition for operalion, Section 3 4 11 re surveiNance requiremenls.Socllon 
4 4 11 re RCS hoi leg high point vents & pressunzer vent 

OEAGA2IO.AW Operating ReaclOfs Branch 4 85/04/03 CROUSE.RP Toledo 
Edison Co 2pp 29920 230 29926 231 

-0504166562 Amend 85 to License NPF 3,addjn.g limiling condition for 
op or a non .Section 3 4.11 re sunreillance requirements, Seclron 4 4 Tl re RGS hoi leg 
high point vanls & pressurizer vent 

STOLZ.JF Operaling Reactors Branch 4 85/04/03 6pp 29920 232 29920 237 

-8504 180 56 5 Safety evaluation supporting Amend 85 to License NPF-3 
' Office of Nuclear Reactor Regulation, Director 85/04/03 2pp 26620 230- 
29920 239 

8504120036 Revised applicalior^ for amend to License NPF-3. correcting lypo In Tech 
Specs re RCS flow requirements to lake credit for use of lumped burnabto position 
rods & corresponding decrease in core by-pass flow In Cycle 5 
CROUSE.RP Toledo Edison Co 85/04/04 STOLZ.JF Operating Reactors Branch 
4 Spp 29786 352-29786 356 

8504230043 Requests review of fees asessed in Invoice 02Z6V dtd 950306. per 
10CFR170 51 

CROUSE.RP Toledo Edison Co 66/04/09 License Fee Management Branch tp 
29950 200-29950 208 

9504180303 Notificaflon Of 850425 meeling w/ulil.Bochtol, Fran Win Research Ctr & 
Drexel Unlv in Belhesda.MD to discuss resolution of facility masonry wall design defi- 
ciencies 

DEAQAZIO.A Operaling Reactors Branch 4 85/04/11 STOLZ,JF Operaling Reac- 
tors Branch 4 2pp 29865 33 2-298 85'3 34 


8504240515 Fowards safety evaluation re requests for relief from inservice testing 
requirements Testing of fire check valves per ASME Code & allernalo moasures to 
eliminate code test requirements for 15 check valves accoplabJe 
STOLZ.JF Operating Reactors Branch A 85/04/11 CROUSE.RP Toledo Edison 
Co 3pp 29988 118 29908 123 

-8504240518 Safety evaluation ro requests for relief from inservice lesling roquiremenis 
of SVC water operability Check valve testing or alternate measures adequate to moei 
ASME Code requiremenis 

WOHLD.P R Region 3, Office of Director 86/04/11 3pp 29988 121-29988 123 

8504180283 Forwards response to 860125 questionnaire re regional review of licensing 
actions No enhancement in overall safe operation of facility realized. based on regional 
licensing technical reviews 

CROUSE.RP Toledo Edison Co 65/04/12 STOLZ.JF Operating Reactors Branch 
4 4pp 29653 356 29853 359 

8504120206 Generic Llr G5 06 to all PWR licensees & aft applicants for OLs ro OA gu.d 
ance for ATWS equipment nol safety refated Sve list end 

THOMPSON.H L Division of Licensing 85/04/16 Consolidated Edison Co of Now 
York, Inc 22pp 29947 208-29947 309 

8604120031 Generic Ltr 85 02 to all PWR licensees & applicants, holders of CPs & Fori 
St Vrain ro recommended actions slomming from NRC integrated program for resolu 
Iron of unresolved safety issues re steam generator lube integnly Sve list end 
THOMPSON.H L Division of Licensing 85/04/17 Yankee Atomic Eleclric Co 127pp 
29963 071-29953 262 


Q Inspection reports, IE Bullellns & correspondence 

8504010149 Responds to NRC 850208 Ilf re violations nolod in (nsp Repi 50 346/84- 
29 Corrective actions temporary mod generalod to add sourco valve to App B,Seclion 

3 6 of Procedure ST 6061 01 re containment inlegraled leak rate test 
CROUSE.RP Toledo Edison Co B5/03/CB NdRELfUS.CE Region 3. Office of Di 
rector 3pp 29570 026 29570 028 

8S03190659 IE fnfo Notice 85 022, "Limitorqua Motor-Operated Valves Resulting From 
Incorrect Installation of Pinion Gear Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/03/21 Consolidated Edbon Co of New York, Inc lOBpp 29597 001- 
29597 006 

8503210461 IE Info Notice 85 023, "Inadequate Surveillance & Post Maint & Post Mod 
Sys Tesliiig " Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/22 Consolidated Edison Co of New York, Inc lOOpp 29656 001* 
29656 10/ 

8503220444 IE Info Notice 85 024, "Failures of Protective Coatings in Pipes & HXs” 
Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Peal 
830103) 85/03/26 Consolidated Edison Co of Now York, Inc 108pp 29596 154- 
29590 363 

8504110449 Forwards Insp Rept 50 346/86 04 on 860205 031 1 & notice of violation 
SHAFER, WD Regcon 3, Office of Oireclor 85/03/27 CROUSE.RP Toledo Edison 
Co 2pp 29780 141 29780 157 

“66041 10463 Notice of violation from insp on 850205 031 1 
SHAFER, WD Region 3. Office of Director 85/03/27 Ip 29780 143 29780 143 

“8504110456 Insp Rept 50 346/86 04 on 850205 031 1 Noncompliance noled failure to 
document operator requalification exam reviews 

JACKfW.IN Region 3, Office of Director 85/03/27 14pp 29780 144-29780 157 

8504040257 Forwards planned mod to HPIS as proposed solulion to meet long-term In- 
servico insp & lesling requrrernonis.per 040618 safety evaluation of util 800515 ro- 
vised inservice insp & testing program re Individual closure testli^g of valves 
CROUSE, R P Toledo Edison Co 85/03/29 STOLZ.J F Operating Reactors Branch 

4 Spp 29612 004 2 0612 OOB 

85032B0037 IE Info Notice 85 025, "Constderalion of Thermal Conditions in Design & 
Installation of Supports for Diesel Generator Exhaust Silencers " Sve list end 
JORDAN, 6 L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, fnc 107pp 29667 199 
29637 SOS 

8503280045 IE fnfo Notice 85 026, "Vacuum Relief Sys for BWR Mark I & II Contain 
ments Sve fist end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/02 Consdidaled Edison Co of New York, Inc 92pp 29667 107- 
29667 198 

8504010039 IE Info Notice 85 027, "Notifications lo NRC Operations Clr & Reporting 
Events in LERs " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consoirdated Edison Co ol New York, Inc 98pp 29690 255 
29690 362 

8504050042 SuppJ 1 to <E Info Notice 85 003, ''Separation of Primary Reactor Coolant 
Pump Shaft & Impeller " Sve list end 

JORDAN, E L, Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consofidaled Edison Co of New York, Inc foipp 29791 025 
29791 126 

8504050047 IE Info Notice 85 028, "Partial Loss of AC Power & Diesel Generator Deg 
radatfon ’’ Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/09 Consolidated Edison Co of New YoiR, Inc, 109pp 29780 278 
29791.024, 

8504090419 IE Info Nottc© 85-029, '‘Use of Unqualified Sources in Well Logging Appli- 
cations " Sve fist end 

PARTLOW.JG Division of Inspection Programs (Post 850212) 86/04/12 Consolidat 
ed Edison Co of New York, Inc 66pp 29832 001-29832,023 
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05041110149 Corrected confirmatory action Ur ack receipt o1 85041 1 llr informing MRC of 
steps taken to address items in 650404 confirmatory action itr Actions 
acceptable Plant can return to power Status summary of actions requested 
KEPPLER.JG Regions. Office o1 Director 85/04/12 CROUSE.R P Toledo Edi<ion 
Co Ip 29806 195-29886 195 

8504230363 Requests withdrawal o1 Specific Relief Request 30 ro Open (tern 50 346/ 
QO-19 03 concerning DHR sys Line Valves DH 1 1 & DH-12 Exemption to App J Typo 
C teslinn already provided for Valves OH-U & DH 12 

CROUSE.R P Toledo Edison Co 85/04/15 STOLZ.J F Operating Reactors Branch 
4 2pp 29950 233-29950 234 

6504230426 Forwards tnsp Rept 50 346/85 08 on 850304 00 & 0401 04 & notice of 
violatJon 

REYES, LA Region 3, Office of Director 85/04/17 CROUSE.R P Toledo Edison Co 
2pp 29950 219-29950 257 

-0504230429 Notice of violation from msp on 850304-08 & 0401-04 
REYES, LA Region 3. Office of Director 05/04/17 Ip 29950 251-29950 251 

-8504230435 Insp Rept 50-346/85 08 on 850304-08 & 0401 04 Noncompliance 
noted failure to perform inservice valve leak testing, valve stroke timing & volvo stroke 
trending 

WOHLD.PR, ENG.PL, GULDEMOND.WG Region 3. Office of Director 85/04/17 
6pp 29950 252-29950 257 

8504170240 IE Info Notice 85 030, Microblologically Induced Corrosion Conlamment 
Sve Water Svs ” Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/19 Consolidated Edison Co of New York, fnc 109pp 29966 258- 
29966 363 

8504230366 Discusses response to IE Bulletin 80-11 re reevaluation criteria utilizing 
energy balance technique tor qualifying masonry walls Meeting scheduled on 050425 
w/NRC to prosont atiernaiive method for quaNfyinn walls 

CROUSE.R P Toledo Edison Co 05/04/19 STtJLZJ F Operating Reactors Branch 
4 2pp 29951 298 29951 299 

8504190055 IE Info Notice 85-032, "Recent Engino Failures of Emorgorcy DIosol Gen- 
erators " Sve fist onci 

JORDAN, E L Division of Emergency Preparedness & Enginoering Response (Post 
B30103) 85/04/22 Consolidated Edison Co o1 New York. Inc 109pp 29980 239* 
29988 347 

8504190060 IE Info Notice 85 033, “Undersized Nozzlo*To Shell Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code “ Sve list 
end 

JORDAN.E L Division of Emorgoncy Preparedness & Engmeonng Response (Post 
830103) 05/04/22 Consolidated Edison Co of Now York, Inc lOOpp 29969 001* 
299Q9 107 

6604290300 Advises that proposed corroctive actions to improve regulotory 
performance.por SALP Ropl 50 346/04-11 for Apr 1903 Aug 1 984. accoptable, based 
on 850204 & 0304 comments as clarified during 850306 meoUng App to rept end. 
KEPPLERJG Regions Office o1 Director 05/04/23 CROUSE,R P Toledo Edison 
Co 2pp 30051 239 30051 296 

-0504290304 App to SALP Rept 50*346/84-1 1 for Apr 1903 - Aug 1984 
' Region 3, Office of Director 85/04/23 3pp 30051 241-30051 243 

-8S04290310 Responds to SAl P Rept 50-346/84 11 by committing to regulatory im 
provoment program Requests meeting w/NRC for advice & guidance In rosolution o1 
problemb 

WILLIAMSON.J P Tolocio Edison Co 85/02/04 KEPPLEFI.J G Regioni 3. Office of 
Director 18pp 30051 244-30051 261 

-0504290313 Suppis 050204 response to SALP Rept 50-346/04-11, per NRC 050219 
request Performance enhancement program action plan end 
CROUSE.R P Toledo Edison Co 85/03/04 KEPPLER.J G Region 3, Office of Olrec- 
lor 31 pp 30051 262 30051 292 

-0504290317 Forwards list of members of SALP Improvomonl Task Force & charter per 
850306 commitment 

CROUSE.R P Toledo Edison Co 05/04/02 KEPPLER.J G Region 3, Office of Oircc 
tor. 4pp 30051 293-30051 296 

0504220347 IE Info Notice 04-84, Rev 1, “Doficioncios in Ferro-Resonant Transformers " 
Sve list end 

JORDAN.E L Division of Emergency Preparedness & Enginoering Response (Post 
030103) B5/04/24 Consolidated Edison Co of Now York, Inc TiGpp 30027 067- 
30027 184 


S Reportable occurrences, LERa & related correspondence 

0504040516 Forwards request for addl info to complete review of design of safely fea- 
tures actuation sys instrumentation & proposed grounding of floating commons, based 
on 801205 actuation Info required no later than 850513 

STOLZ,J F Operating Reactors Branch 4 85/03/21 CROUSE.R P. Toledo Edison 
Co 14pp 29656 208-29656 221 

6504030156 LER 85-001-00 on 050220,containmGnl Isolation vatvo RC229A closing 
stroke time exceeded Tech Spec limits Caused by personnel error & human factor in- 
adequacies re procedure format Valve repaired & successfully r6lastGd.W/650322 Ur 
tAMMON.G. CA0A.E, QUENNOZ.S M. Toledo Edison Co 85/03/22 3pp 
29592 334 29592 336 

8504080166 NPDES noncompliance notikcation-on e5032B,freQ available chlorine daily 
max limit exceeded at Outfall 1 Level of 3 0 mg/I caused by Impropar operation of 
newly installed chlorination valve Valve will be throttled 

QUENNOZ.S M Toledo Edison Co. 85/03/2B. DUNLAVY.B Ohio, Slate of Ip 
23687 314-29607 314 

8504110210 Confirmatory action Itr re 850404 lelcon concerning failed lead screw nut 
leaf spring identified on 850327 Prior to unit restart, analysis to determine cause of fail- 
ure should be performed ^ . . .^ 

KEPPLER^J G Region 3, Office of Director 85/04/04 CROUSE.R P Toledo Edison 
Co 2pp. 29766 010-29766 01 1 


8504120191 PNO III 85 026AiicGnsoG completed ropaiifs to CRD circuitry associated w/ 
control rod which could not be withdrawn & to ventilation fans Addl prcjblQms w/CRDs 
wilt extend current outage until 850407 

JACKIW.l, SHAFER W Region 3 Office of Director 05/04/04 ip 29704 243* 
29704 243 

8504290461 LER 85 005 00 on B50321 erroneous signal in inlograled control sys led 1o 
reactor trip ort low onco-lhrouqh steam genoralor level- Caused by taully controller in 
feedwater tovel control circuit Controller replaced W/05O418 iir 
MARLEY.JW, QUENNOZ.SM Toledo Edison Co G5/04/1B Gpp 30053 015 
30053 017 ' 

6504300020 LER 85 00/ 00 on 850323 clLsnnq posUlnp review o1 steam & feedwater 
rupture coiiiral sys, apparent rosporse fitne probtem noted Caused by improperly sized 
speed bushinrj Internal spoed setting bu'ahintj replaced W/850419 Itr 
WILCZVNSKI.D . STOTZ,J, QUENNOZ.S M Toledo Edison Co 85/04/19 4pp 

30068 354-30068 357 

8504300117 LER 05 006 00 on 850322, CRD E 3 failed to meel Tech Spec drop time 
requirement of i 58 s Caused by setscrew fragment v^edgmg under rotor assembly 
segment arm, breaking leaf spring CRD mochanism replaced W/B504 19 \u 
BERGER.C, QUENNOZ,SM. Toledo Edison Co 05/04/19 4pp 30069310 

30069 313 


V Opera lor Examinations 


8604110449 Forw«irds Insp Rept 50-346/85 04 on 8502C5 0311 & notice of violation 
SHAFER, WO Region 3, Otfico of Director 65/03/27 CROUSE.R P Toledo Edison 
Co 2pp 29700 141 29780 157 

-6504110453 Notice of violation from msp on 850205 0311 
SHAFER.W D Region 3, Office of Director 85/03/27 Ip 20780 143 29700 143 

-05041 10456 Insp Rcpl 50 346/85-04 on 050205 0311 Noncompliance noted failure to 
document operator re qualification exam rcviQWB 

JACKIW.l N Region 3. Office of Director 05/03/27 14pp 29780 144 29780 157 


DOCKET 60*340 JOSEPH M FARLEY NUCLEAR PLANT, UNIT 1 


F. Security, medical, omergoncy & fire protection plans 


05040900'08 Forwards public versiion of updated Attachments A & B to Procedure FNP- 
0 ElP-G re on call schorlufo for planl personnel for 1985 & nuclear generator person 
nol for Firbl Quarter 10B5W/050401 release memo 

HUDSPETH.J 0 Atahama Power Co 05/03/10 MCKNIGHT, J Record Services 
Branch (Documonl Control Desk) 2pp 29750 0 1 0 20750 0 1 7 

-8504090167 Public version of revised AUachmonth A & B to Procedure FNP 0 EIP 8 ro 
on call schedule for plant pnrsonnof for 1985 & on call schedule for nuclear genera 
lion personnel for First Ouarlor 1985 
* Alabama Power Co 05/02/26 4pp 297b0 014-20/50 017 

6504030196 Revised general ofc omorgency implornonting procoduroa, including Rov 2 
to GO EIP-1 19 ro foTocation of emorgoncy oporaltons facility functions to allornale fa- 
cility & Rev 6 to GO B-iP 131 ro omorgancy equipment W/0 50326 llr 
MUDD.CH Atahama Power Co 85/03/28 lOpp 295Q7 088 29537 105 

8504030250 Rov 10 to Procedure GO EIP 111, ‘Corporate Activation & Notiiicaiion Pro- 
cedures ■’ W/050326 hr 

MCGOWAN.JW, DODO.R, MUDD.CH Alabama Power Co 05/03/26 45pp 
29587 287^20587 311 

0504160488 NotiiiGS that Boise Intoragoncy Firo Cache momberB will need escorted 
access on 050325 for site evaluation ro oslablishmonl of omorflency VHF radio sys at 
facifify 

VERRELLI.DM Region 2, Oflico of Director 85/03/27 MCOONAUD.R P Alabama 
Power Co 2pp 2001 1 036 20811 037 

8604160032 Forwards fnsp Repls 60*346/85 13 & 50'304/06 13 on GB0304 08 No vpo 
fallen or deviation noted 

VERRELLlpDM Region 2, Olfrco of Director 05/03/20 MCDONALD,RP, Alabama 
Power Co 2pp 29009 202-29809 210 

-8604160038 Insp Repls 50 348/05-13 & 50 304/05 13 on 050004 08 No violation or 
deviation noted Major areas Inspected omorgency preparedness 
MARSTON.n R . CLINE, W E Region 2. Office of Director 85/03/26 7pp 29809’204- 
29009 210 

8504110154 Ack receipt of 6501 16 Rev 9 to physical security plan Porllona of changes 
inconsistent w/1OCFR50 54(p) or require addt ctorificaliori per oncI End withhold Tref 
10CFR73 21) 

WALKER.R D Region 2, Office of Director 85/04/04 CLAYTON, F L Alabama Power 
Co 3pp 29766 073-29766076 

8504150353 Forwards rosponso to NRC 350207 & 0330 "Intarfm Reg Guide 1.97 
Hopt.JM Farley Units 1 & 2” Ravised pages for Variables 19/32 & 19/33 for Unit 2 
also ©nc), 

MCDONALD.R P, Alabama Power Co 85/04/10, VARGA, S A Office of Nuclear Reac- 
tor Regulalion, Director 13pp 29806071-29806.003 

8604230365 Revised Emergency Plan Irriplementing Procedures GO-EIP-120, "Ref 
Guidance for Recovery Manager S GO t (P'134, "Corporate Emergency Plan Train- 
ing " W/05D4t7 Itr. 

MCGOWAN.JK, MUDD.CH Alabama Power Co 85/04/17 31pp 29953.030- 
29953 060 

0504300374 Rov 3 to GO EIP-1 01, “Nuclear Generalien Dept Corporate Emergency Or 
ganizalion W/850425 llr 

Alabama Power Co 85/04/26 19pp 30063:125-30063 143 
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J fnsuranca & fndBmnIty Jnfoirmadofi 

8604040308 Forwards Endors^nne/H S3 to NELIA Policy NF 238 
DUCKJ R Marsh & McLennan, Inc 85/03/27 SALTZMANJ Assistant Director for 
Stated licensee Relations 2pp 29607 320 29607 321 


P Operating Jlcense stage documents & correaponcfence 


8504120162 Responds to FOfA request for Caseload Forecast Panel files In Ofc of Re- 
source Mot Forwards listed documents Documents also available in PDR 
FELTON. JM DivfSiOn of Rules and Records 84/06/06 KlUEFER.C Shaw, PjHman. 
Polls a Trowbridge 2pp 30300 003-30303 120 

8504150725 Forwards updated Region fl organization charLreffecting recent personnel 
changes 

WALKER, RD Region 2, Office of Director 85/03/13 MCDONALD,RP Alabama 
PowerCo 1p 29810 013-29610 024 


8504100151 Advises of completfoji of review of 850220 schedule for reactor vessel 
fevef svs completion, per NUREG 0737 flern flF 2 Proposed schedule to compJete 
n e eded instalia Irons du rma refueling o ulage s acceptable , _ 

L AINAS, G C Assistant DTector far Operating Reactors 85/03/21 MCDONALD, R P 
Alabama Power Co 3pp 29764 3S1 -2 9764 363 


8504100132 Discusses review & approval of revised core damage procedure^per 
NUREG-0797.ltem II B 3, "Posl Accident Sampling Sys " Romainmg open erdenon 
satisfied 

VARGA.SA Operating Reactors Branch 1 85/03/26. MCDONALD.RP. Alabama 
PowerCo 3pp 29774351-29774 353 

0584OBO469 Advises of review of Cycle 7 core reload design & plans re 
(inplemeniation Unit currently m sixth cycle of operation w/ refueling oulage achedu/ed 
10 commence in Apr 1985 Cycle 7 core reload designed to perform within design pa- 
rameters 

MCOONALD.R P Alabama Power Co. 85/03/29 VARGA.S A Oince ot Nuclear Reac- 
tor Regulalion, Director 3pp 29677 193 29877 195 


-8504160161 Responds to NRC 85021 1 Itr re violalions noled in Insp Ropts 50-348/85 
04 & 60-364/Q5 04 Corrective aclions fuel Insp procodures revised to provide for use 
of underwater video cameras & recorders 

MCDONALD,R P Afabama Power Co 85/03/04 VERRELLLD M Region 2, Office ol 
Director 2pp 29620 192-29820 193 

8504160222 Forwards Insp Repls 50 348/85-16 & 50 364/85 16 on 850301 05 No vio 
fatfons or deviations noted 

VERRELLLD M Region 2. Office of Director 05/03/20 MCDONALD.R P Alabama 
Power Co 2pp 29820 223 29820 230 

-8504160231 fnsp Repts 60-348/85 16 & 50 364/85-16 on 850301 05 No Violalions or 
devialions noted Major areas inspected Unit 2 containment integrated leak rale 
test, verification lest & results & local leak rale programs 

WHtTENER,H L. NEJFELT.Q M . JAPE.F Roglon 2, Office of Director 85/03/18 6pp 
29820 225-29820 230 

6503190659 JE Info Notice 85-022, **Lfmltcrque Motor Operated Valves Resulting From 
Irtcorrecl fnslallalfon of Pinion Gear " Sve list end 

JORDAN, EX Division of Emergency Preparedness & Enmnoering Rosponse (Post 
030103). 85/03/21 Consofidaled Edison Co of Now York, Inc lOapp 29597 001 
20597 005 

8504150627 Confirms 850411 SALP meeling onslle to discuss board assessmont for 
Aug 1983 - Dec 1984 Proposed meeling agenda end 

GRACE, J N Region 2, Office of Director 85/03/21 MCDONALD.R P Alabama Power 
Co 4pp 29811 150 29811 164 

-86O41S0630 NotifJcation of 650411 significant licensee mooting w/util at facility to dis- 
cuss SALP Board assessment 

* Region 2, Offfee of Director 85/03/21. Roglon 2, Office of Director Ip 29811 164 
29811:154 

8509210461 IE Jnfo Notice 66-023, ‘’fnadequate Surveilfanco & Post Maint & Post Mod 
Sys Testing Sve list end 

JORDAN.EL Division of Emergency Preparedness & Ennineering Response (Pod 
830103), 85/03/22 Consolidaied Edison Co of Now York, Inc t08pp 29656 001- 
29656 107 


B504090468 Nolificatfon of 850404 r:neeting w/utif in 0ethesda,MO to discuss uiil con- 
cerns resuEljng from NRC request for info on Generic Llr 83 28, Item 222 re vendor 
inter fauo 

REGVES.EA Operaling Reactors Branch 1 85/04/01 VARGA.S A Operating Reac- 
tors Branch t 2pp 29744*316*29744 317 


8603220444 IE Info Notice 85 024. “Failures of Protective Coalings in Pipes & HXs" 
Sve list enef 

JORDAN.EX Division of Emergency Preparedness 8 Engineering Response (Posi 
830103) 86/03/26 Consolidated Edison Co of New York, fnc I08pp 29696 154- 
29596'383. 


8504160204 Requests assistance in conducting licensing action reviews of end util 
submittals SRP 6; STS should be used as guidance m determining acceptance criteria. 
THOMPSON.H L Division of licensing 85/04/05, WALKER.F D Region 2, Office of 
Director 2pp 29832 359 29832360 

8504290266 Summary of 650404 meeting w/u1il & SNIIPP5 In Bethesda.MO re Generic 
Llr 83 2fl.ltem 2 2 2 concerning NUTAC program Attendance fist &. related documen 
talion end 

REEVES.E A Operaling Reaclors Branch 1. 85/04/16 Operaling Reactors 0ranch 1. 
11pp 30055 348 30055 356 

&S041 20206 Genenc Ltr 85-06 to all PWR licensees A atl applicants lor OLs re OA guid- 
ance lor ATTVS equipment r>ot safety-related. Sve list end 

THOMPSON, HL Division of Licensing 86/04/16 Consolidated Edison Co of New 
York, Inc 22pp 29 9 4 7*288 -29 94 7. 30 9 

8504120031 Generic Ltr 85*02 to all PWR frcensees & ^plicants, holders of CPs & Fort 
Si Vrsin re recommended actions stemming from NR(2 mlagrated program for resolu- 
lion of unresoJved safety issues re steam gene ralor lube InlegnlySvc Lst end 
THOMPSON, HL Division of Licensing 85/04/17. Yankee Atomic Eloctrio Co 192pp. 
29953 071-29953 262 

6604220051 Responds lo 850131 itr re containment vent & purge operation Meeling re 
quested lo discuss requirement to establish addl feakage testing & schedule tor study 
lo reduce containment bidg purging. 

MCDONALD.R P. Alabama Power Co 85/04/19 VARGA.S A Office of Nuclear Reac- 
tor Regulation, Director 4pp 29929*132-29929,135 

6504240188 Forwards response <o 650213 & 0311 requests for addl info re Generic Llr 
a3-28.ficms 2 2 1.2 2 2,3 2 3,4 2 1,4 2 2 a 4 5 3 

MCDONALD.R P Alabama Power Co 85/04/22. VARGA.S A Office of Nuclear Reac- 
tor Regulation, Director. 8pp 29989 158-29998 163 


Q Inspection reports, IE Buffetins & correspondence 

8504160507 Forwards Insp Repls 50 348/85 02 & 50 364/65 02 on 6501 14-18 No vto- 
f alien or deviation noted 

VERRELLI.D M Reokin 2, Office of Director 85/02/19 MCDOMALD,BP. Afabama 
Power Co 2pp 29820 01 1 - 29820 02 1 

-8504160593 InSp Repls 50-348/85-02 & 50-364/85-02 On 850114-18 No violation or 
deviation noted Major areas inspecled. organization & mgl controfs.tralning & qualiffca- 
tions & exiernal eimosure conirof & personal dosimetry 

AL8RIQHT.R H , COOPER.WT , JENKINS, G R Region 2. Office of Of rector 85/02/ 
15 9pp 29820 013 29620 021 

8504170023 Forwards Insp Repls 50-348/85 09 4 50-384/85-09 on 850131-0201 & 
0213-1 5 No violations or deviations identified. 

VERRELLI.D M Region 2, Office of Director. 85/03/08 MCOONALD.R P. Alabama 
PowerCo 2pp. 29840-252-29840.259, 

.-0504170027 fnsp Repls 50-348/85-09 A 50-364/85*09 on 850131-0201 & 0213*15.No 
viofations or devialicns noted Major areas inspecled surveillance a Insp program for 
snubbers a followup on failed tendon anchor heads, 

LENAHAN.JJ. JA PE.F, Region 2. Office of Director 85/03/05, 6pp. 29840 254- 
29840 259 

8504160174 Ack receipt ol 850304 llr fnlerming NRC of steps taken to correct violations 
noted in Insp RepJs 50 348/85 04 a 50-364^5-04 

VEHRELLLOM Region 2. Office of Direclor, 85/03/10 MCDONALD, aP Alabama 
PowerCo Ip 29820191-29820 193 


8504160032 Forwards Insp Repls 60 348/BS 13 & 50 364/85-13 on 050304 08 No vio- 
latlon or deviation noted 

VERRELLI.D M Renton 2. Office of Director 85/03/28 MCDONALD.R P Alabama 
PowerCo. 2pp. 29B09 202-29009 210, 

-8604150036 fosp Repls 50-348/85-13 & 50-364/05-13 on 850304-00 No violation or 
deviation noted Major areas inspected emergency preparedness 
jylARSTON.H R . CLINE, W E Region 2, Office of Director 85/03/26 7pp 29809 204 
29009*210. 

8503280037 l£ Info Notice 85 026, ''Consideration of Thermal Conditions in Design & 
Installation of Supports for Diesel Generator Exhaust Silencers “ Sve fist end. 
JORDAN.EL. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of Now York, Inc 107pp 29667 199 
29667.305 

8503280046 IE Info Nollca 65-026, “Vacuum Relief Sys for BWR Mark I 8, It Contain 
mertts** Sve list er^cl 

JORDAN.E.L. Division of Emergency Preparedness a Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York. Inc 92pp 29667 107* 
20667,108, 

8604010039 IE Info Notice 65-027, “Notifications to NRC Operations Clr & Reporiing 
Events in LERs." Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03. Consolidated Edison Co of New York, fnc 98pp 20690 255* 
29600.362 

8504120059 Ack receipt of 850320 Itr Informing NRC of steps taken lo correct violations 
noted fn Insp Repls 60-348/85 08 & 50-364/65 08 Disagreement w/four items of vio- 
fatton Inlerpreied as denial Denial under review 

WALKER, R O. Region 2, Office of Director 85/04/04 MCDONALD.R P Alabama 
Power Co 3pp, 29769 006-29709,008. 

8504050042 Supp) 1 to IE Info Notice 85 003, “Separation of Primary Reactor Coolant 
Pump Shaft 8^ Impeller.” Sve list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
630103). 85/04/09 Consolidated Edison Co of New York. Inc foipp 29791 025 
29791:126. 

8504050047 IE Info Notice 65-028, “Partial Loss of AC Power & Diesel Generator Deg 
radation “ Sve fist end 

JORDANXi-. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04^9, Consolidated Edison Co. of New YorK, Inc f09pp. 29790 278. 
29791.024 

8504090419 IE Info Nollce 85-029, “Use of Unqualified Sources in Well Logging Appll 
cations,” Sve list end 

PARTLOWJQ OMalon of Inspection Programs (Post 850212) 86/04/12. Consolidat- 
ed Edison Co. of New York, Inc, 66pp. 29632 00 1-29032 023 

8504170240 IE fnfo Notice 86 030, "Mlcroblologlcally Induced Corrosion Containment 
Sve Water Sys *' Sve list end. 

JORDAN,E.L D/vislon of Emergency Preparedness & Engineering Response (Post 
830103). 85/04/19 Consolidated Edisoni Co. of New York, Inc. f09pp. 29966 258 
20966 363. 

8504190055 IE Info Nolice 06-032, “Recent Engine Failures of Emergency Diesel Qen 
erators ” Svo list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
83010^ 86/04/22 Conaoficlaled Edison Co, of New York, Inc I09pp 29988 239- 
28059347. 
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8504160060 JE Inio Notice 86 033, Undersized Nozz(e‘To Shell Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Cod©” Sve list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineonng Response (Post 
830103} 85/04/22 Consolidated Edison Co of Now York. Inc lOBpp 299B9 001- 
29969 107 

8504220347 IE Info Notice Q4'64,Rev 1. “Deficiencies in Ferro-Resonant Transformers “ 
Sve list end 

JOROAN.E L Division of Emorgoncy Preparedness & Engineering Rosponso (Post 
830103) 85/04/24 Consolidated Edison Co of New York, Inc ilflpp 30027 067- 
30027 104 


R PeriO'dlc operating reports & related correspondence 

0504090516 ‘Annual Environ Operating Ropl.Parl 0 Radiological.Penod Ending 
811231 " W/620401 Itf 

CLAYTON.FL Alabama Power Co 81/12/31 64pp 29717 274 2971/337 

B50410D236 "Annual Environ Operation Ropt.Parl B Radiofogica1,1902 “ W/fi30225 Ur 
CLAYTON,F L Alabama Power Co 82/12/31 44pp 29759 144-29769 186 

350409050S Provides status ropt on effoils to resolve questionable data in draft semran 
nual radioactive effluent release repi Gonoraiion of revised 1903 rept initialed flepi 
will be submitted by 640430 

CLAYTON,Fl Alabama Power Co 84/03/14 O’REILLY.JP Region 2. Office of Di 
rector Ip 29717 024 29717 024 

8504100463 Fo/wards “Semiannual Rodioactivo Effluent Release Ropt, Jul Dec 1983" 
& revised efffuenl ropt for Jan* Juno 1983 

CLAYrON,FL Alabama Power Co 04/04/26 O'REfLLY.JP RegEon 2, Office of OI 
rector Ip 29754 141 29754 357 

-0504 100468 "Semiannual Radioactive Effluont Retoaso Roptjul-Dec 1983 “ 

• Florida Power & Light Co 03/12/31 116pp 29754 142*29754 257 

-8504100477 Revised “Semiannual Radioactive Effluont Roleaso Rept. Jon* June 
1903 

‘ Florida Power & Light Co 03/06/30 lOOpp 29754 260-29754 357 

8504180513 Monthly operating ropt for Fob 1985 W/050311 Mr 
WOODAnD,JD, MCDONALD,R P Alabama Power Co 05/02/20 5pp 29915*162- 
29915 166 


S. Reportable occurrenceSj LERs & related corroapondonco 

8504040253 LER 85 001 00 on 850214,unseafecf gaps discovered between tops of two 
masonry fire walls & room ceilings Cause unknown Design changes devoloped to seal 
gapsW/04O322llf 

WOOOARD,JD, MCDONALD.n P Alabama Power Co 06/03/22 2pp 29668 201- 
29668 203 

8504190568 LER 85 002-00 on 850313.rcaclor tripped Caused by lo-lo watQr levels in 
steam generators IB & 1C duo to spurious actuation of limit awilch on MSIV Switch 
replaced MSIV lurbino/roaclor frip funclions vonfiod W/0504 1 2 J); 

WOOOARD,JD, MCDONALD, R P Alabama Power Co 85/04/12 3np 29023 276 
29923 270 ' 


V. Operator EKamlnatlons 

8504190423 Forwards estimated schodutos for operator licensing & requoliftcallon 
exams for remainder of FY85 & FY06 FY68, per NRC 850129 requosl a Generic Hr 
05 04 

MCDONALO,RP Alabama Power Co 86/04/16 VARGA, S A Office of Nuclear Reac- 
tor Regulation, Diroclor 3pp 29018 151-29910 153 


DOCKET 60-362 LIMERICK GENERATING STATION, UNIT 1 


A> Appllcatlon/constructlon stage documents & correspondonco 

8504120162 Responds to FOIA request for Caseload Forecast Panel fifes fn Ole of Re 
sourco Mat Forwards listed documents Documents also available In PDR 
FELTON, JM Division of Rulos and Records 84/06/06 KILLeFER,C Shaw, Plltman, 
Polls a Trowbridge 2pp 30300 003-30303 129 

-0305020669 Notification of 030426 mgl meeting w/utif In Bolhesda.MD to discuss in 
forma! rosulls of caseload forecast panel 030413-15 site visit 
SCHWENCER,A Uconsing Branch 2 03/04/21 PURPLE.H Division of Liconsing 
SCROGGINS.R Office of Resource Managomenl, Director NOVAK,T Assistant Direc- 
tor lor Licensing Ip 30340 149-30340*149 

-0305200160 Nolificatton of 030520 meeting In Bethe8da,MD to discuss results of 
caseload forecast panel 830413 16 mgl meeting w/util, 

SCH WENGER, A. Licensing Branch 2 03/05/12, PURPLE.R, Division of Licensing 
SCROGGfNS,R Office of Rasourco Management, Director. NOVAKJ. Assistant Direc- 
loir lor Licensing Ip 30340*140-30340*140 

-8504160131 Marked-up draft summary of NRC Caseload Forecast Panel 840222-24 
meeting w/ulil & site tour List of attendees, meeting agenda & drall TM Novak Hr 
end 

HARRISON, G Liconsing Branch 2 04/04/11 Uconsing Branch 2. 23pp 30333 258 
30333.200. 

-8604160223 “Limerick Generating Station, NRC Caseload Review, Feb 1984 " 

* Bechtel Corp, 84/02/29 400pp. 30338.099-30339 004 

-8504150260 Requests documenlallon ro end R Sugarman FOIA'63-783 requosl (or 
three categories of documents on plant Response requested by 830110 
GRIMSLEY.D.H, Division of Rules and Records 03/12/28 WILSON, V Office of Nu 
■clear Reactor Regulation, Director KOHLER.K, Region 1. Office of Director 3pp 
30340 144-30340*146 


-0504160256 Informs of telcon w/R Sugarman ro FOIA 83 783 request concerning 
const completonoss estimates Sugarman not mlorostecl m backup matt from Caseload 
Forecast Panel Apr 1983 meeling 

HARTFIELO.RA Division of Budget & An^a lysis 84/01/20 TOMS.N Division of Rules 
and Records Ip 30340 147 30340 147 

-8504160271 “Limerick Generaling Sta lion, Project Slatus Ruviow Meeting," updated for 
NRC review NRC News Announcement l-7fl 139 re establishment of rosirionl inspuc- 
tor ofc at const site also end 

• Philadelphia Electric Co 03/04/13 050pp 30340 150-30341 335 

-8604160292 “Limerick Generating Station, Facility Turnover.Field Planning & Schedul- 
ing " 

• Dochlel Corp 84/02/15 50pp 30342 055-30.342 103 

-8604100298 “NRC Caseload Review.Feb 1984 ’’ 

• Bechtel Corp 84/02/29 350pp 3034? 104 30J42 320 


F Securlly, medical, emergency & firo protection plans 

6504010035 Informs of 1985 annual ornerqQncy response exercise on 050403 Objec 
lives for oxordse sent to NRC w/ulil 811212 Itr Based on demonstrated proficiency in 
1904, Montgomery, Berks & Chosici r ounlics wilf not parlinpalo 
COONEY ,MJ Philadelphia EleUnc Co 86/02/13 MURLEY.T Region 1, Office of Oi 
rector 3pp 29570 010 29570 01*3 

6603190147 Forwards corrospondence & documenls ro emorgoncy planning, per 
D20601 Board order Related correspandenco 

CULLEN, OJ Phiiadefphia Electric Co //1 85 634 S5/02/14 ZIT2ER,P Limouck Ecol- 
ogy Action 500pp 29439 249 29441 102 

8604090369 Public version of revised emorgency plan implornoniing 

procadures.including Rev 3 to Ep.106, “Writlen Summary Notification’ & Rev 3 to EP- 
201, "Technical Support Clr Aclivalion “ W/Q50227 lU 

DALTROFF.SL Phitadelphia Electric Go 85/02/27 MURLEY.T E Region 1, Office ol 
DIreclof SCHWENCER./\ Licensing Branch 2 56pp 29753 100 29753 158 

8604080554 Public version of revised emorgency plan implomentlng 

pfocedufos.Including Rov 7 lo EP-103, ''Alerl Response," Rev 7 to EP-104, "Silo 
Emorgoncy Rospor^ss*' & Rov 7 lo EP 105, “General Emergency Response “ W/ 
850301 Ur 

DALTROFF.SL Philadelphia Electric Go 05/03/01 MURLEY.T E Region 1. Olfice of 
Director SCHWENCER./\ Licensing Branch 2 flSpp 20716 191-29715205 

0604080217 Forwards public vorsion of emergency plan iinplemenling 

procedures.including Rov 28 lo indox.Rov 4 lo EP 252 ro search & roscuo/first aid 

group & Rov 4 to EP-273 ro supervision call list 

DALTROFF.SL Philodolphia Elociric Co 85/03/00 MUflIEY.TE Region 1, Office of 
Director SCHWENCER.A Licensing Brancti 2 Gpp 29712 224 20712 266 

-6504000225 Public version ol emorgoncy plan implornoniing procedures. Including Rov 

28 lo index, Rev 4 lo EP-252 ro search & rescue/ first aid group & Rev 4 to EP-273 re 
supervision coil li3tW/850401 roloaso memo 

• Philadelphia Electric Co 06/02/1 K 38pp P9712 229 29712 2C6 

0504050320 Forwards Insp Ropt 50-352/84-73 on 841204 05 No violalicn identifiod 
MARTIN.T.T Renton 1, Office of Diroclor 05/03/12 DALTROFF.S L Philadelphia 
Elociric Co 4pp 29667 351-29667 361 

-8604060326 Insp Ropl 50 352/84-73 on 041204 05 No violalion noted, Major areas 
Inspected emorgoncy preparedness items from prior appraisal on 85061 1*22 
WOJNAS.EJ. COHENJ, HARpSTER.T U Region 1. Office of Director 85/03/06 
7pp 20667 358 29667 361 

6604090066 Forwards public version of emorgoncy plan implomonling 
proceduros.including Rov 29 to Index, Rov 7 to EP-102 ro unusual ovonl response.Rav 
1 lo EP-21 1 re field survey group & Rov 5 lo EP-291 re alaf ling augmentation 
DALTROFF.SL Philadelphia Electric Co 85/03/15 MURLEYJE Region 1, Office of 
Oireclor SCHWENCER.A Licensing Branch 2 5pp 29740 158 29749 203 

-6504090072 Public vorsion of emorgoncy plan implementing procedures, including Rov 

29 lo indox.Rov 7 lo EP 102 ro unusual event rosponse.Rev 1 to EP211 ro field 
survey group & Rev 5 to EP201 re staffing augmQnlalionW/a50401 release memo 

* Philadelphia Elociric Co 86/02/25 41pp 29740 163-29749 203 

6504030103 Forwards monihly Blalua ropt on offsite omerooncy preparedness lor OL 
reviews for Feb 1 905 Potential (or delay In echedulo of full power operation due to 
offsilo emorgency preparedness Issues still remains for Limerick & Bhoroham 
OIRCKS.WJ Ofneo of tho Execuliv© Director for Oporalions 85/03/20 PALLAOINO 
Commissionora 9pp 20627 193 29627 201 

0604100467 Requests util submit application for amend lo License NPF-27 refiecling re- 
quired rev to schedutar requirement for implomoniation of SPDS Application should in 
elude Impact on safety considerations & status of procedures 
SCHWENCER,A Uconsing Branch 2* 85/03/27 BAUER.E Q Philadelphia Electric Co 
6pp, 29775 139 29776 144 

6504250442 Forwards public version ol revised emorgency plan implementing 
procedures,lnc)uding Rev 8 lo EP-103 ro alert rosponso & Rev 8 lo EP i04 re site 
emergoncy response JM Felton 050416 momoonci 

DALTROFF.SL Philadelphia Efectric Co 65/03/20 MURLEY.T E Region 1 , Office of 
Diroclor, 7pp 30020*114 30029 189. 

-8504250443 Public version of revised emergency plan implementing 
proceduros,includin 9 Rev 6 to EP-103 re alert rosponse.Rev 8 lo t P-1 04 ro site emer- 
gency response & Rev 8 lo EP 105 re general emergency response 
^ Philadelphia Efectric Co 65/03/12 69pp. 30029 121-30029 189 

8504020124 Requesis that scheduler aspect of LIcenso Condition 2C 8 (b) be modlllad 
lo provide that SPDS be initially operablo within 30 days after complofion of 100 h 
warranty run at 100% of rated povror.per 85D327 Hr 

KEMPERJ.S. PhitadQlphia Electric Co 85/03/29 DENTON,! I R Office of Nuclear Re- 
actor Regulation, Director 6pp 29573 313 2 9578 318 
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fi504a202QO Forwarij*? rnie^gency pfanning correspondence i documents among 
applicant NRC & Commonv^ealtH of PA per ASLB 820601 order Svc list encIRalated 
correspondenco 

CULLEINEJ Philadelphia Erectnc Co ^285 312 85/03/29 ZITZER.P Limerick Ecol 
ogy /Action 257pp 29502 001 29502 257 

6504080160 Forwards FEMA evaluation & rept on B50307 remedial exercise at State 
Correclioral Inst at Graterford.per 650322 commitment Commonwaalth of PA. Dept of 
Correcltors has no objection to release Related coirospondonco 
HASSELL, DF Hearing Branch 2 ^^205 3B9 05/04/02 HOYT.H F . HARBOUfl.J . 
COLE.R F Atomic Safety and Ltcensing Board Panel 6pp 20679 259 29679 264 

8504120176 Forwards revs to safeguards conlmnoncy plan Revs withheld (ref 
10CFR2 790 & 73 21) 

SRADLEY.EJ Philadelphia Electric Co 85/01/02 Region 1, Office of Direclor 4pp 
29784 198 29704 201 


8504240395 Forwards updated pages to South Coventry Township, Chester County radt 
ological emorgency response plan Pages contain slaffing assignments for emergency 
operations ctr 

BOYER.VS Philadelphia Electric Co 85/04/18 SCHWENCER.A Licensing Branch 2 
2pp 29969 345 29969 349 

-•>8504240397 Updated pages to South Coventry Township, Chester County radiological 
emorgency response plan 

‘Philadelphia EleclncCo 85/04/02 3pp 29969 347 29969 349 

8504230300 Provides supplomenlal info re design & qualification of oquipmenl provided 
at remote shutdown panel or redundant remote shutdown capability & capability to 
communicate between remote shutdown room & oulsido plant locations 
KEWPEB.JS Philadelphia Electric Co 85/04/22 SCHWENCER.A Licensing Branch 
2 app 29949 241 29949 248 


05O4D8O349 Forwards revised Draft 6 to radiological emorgency response plans for Lim- 
erick Townsh.p. Montgomery County ■& Union Township, Berks County 
BOYER.VS Philadelphia Electric Co 85/04/03 SCHWENCERA Licensing Branch 2 
ip 29686 004 29606 007 

-8504080353 Revised Drafi 6 to “Limerick To wnsh'p, Montgomery County Radiological 
Emergency Response Plan for Incidents at Lr/nortek Generating Station’’ 

* Philadelphia ElPCtnc Co 05/03/29 3pp 29686 005 29686 007 

-BS04080360 Revised Draft 6 to ' Union Townsrtp.Berks County Radiological Emergen- 
cy Response Plan for Incidents at LimericK Generating Station " 

* Philadelphia Electric Co 85/03/29 3pp 29086 008 29086010 

0504080501 Forwards Insp Repi 50 352/05-09 on 850122*24 No violation noted 
EBNETEH,SD Region 1, Office of Director 65/04/03 OALTROFF.S L Philadelphia 
Electric Co 4pp 29677 154 29677 164 

-B5040B0503 Insp Rept 50 352/65 09 on 050122-24 No violation noted M^or areas 
inspected sys inleraclion between standby emergency diesef generators (EDG) & EDG 
end fire detection sys/EOG shutdown sys 

PAULITZ.FP, ANDERSON, CJ Region 1. Offica of Director 85/03/15 7pp 
29677 150 29677 161 

0504080230 Forwards answer to Graterford Inmates proposed contentions re evacu 
a lion plan for Grate rford 

OTTO.T G Pennsylvania, Commonwealth of ftf28S 404 05/04/04 Oockelmg & Serv 
Ices Branch ip 25681 076 29681 006 

-8504080250 Answer 10 Gratoitor-d Inmates 850215 proposed contentions & 850322 
concerns re evacualion plan for Graterford Supporting documentation 8 CortiNcalo of 
Svc end 

FERKIN.Z G , OTTO.T G Pennsylvania, Commonwealth of 85/04/04 Atomic Safety 
and Licensing Board Panel 20pp 29681 077-29681 096 

5504080206 Advises of current status of efforts to satisfy License Condition 2 C (8)(a) ro 
detailed conlrol room design review Add! info re control room survey, Including end 
listing of human error discrcpanciDS.providcd per 850315 request 
KEWPBR.JS Philadelphia Electric Co 85/04/04 SCHWENCER.A Licensing Branch 
2 app 29679 001 29679 008 

8504120041 Confirms completion of listed lasks of Item 1 of Altachmenl 2 to License 
NPF 27 re fire protection 

KEMPER JS Philadelphia Electric Co 85/04/08 SCHWENCER.A Licensing Branch 
2 2pp 29786 350 29766351 

050411 10153 Fonvards PP Giordano 050329 memo forwarding supplemental findings on 
offsite radiological emergency preparedness for facility Defidencres lisleoPlan 
doomed inadequate 

KRIMM.R W Federal Emergency Management Agency 85/04/09 JORDAN, E L Dm 
sion of Emergency Preparedness & Engineering Response (Post 830103) 6pp 
29766043 29766 064 

* 0504110182 'Inlorim Findings o( Oflaito Radiological Emergency Preparedness for 
Limerick Generating SI a lion ' 

* Fedoraf Emorgency Management Agency 65/03/31 17pp 29766 040 29766 064 

8504120170 Submits addi info requested in 050403 telcon re conclusion that no signifi- 
cant hazards associated w/rcquesled schedule change for initial operability of 
SPDS Change requires no rev lo operaling limits, procedures or setpoints 
KEWPER.JS Philadelphia Electric Co 85/04/09 DENTON.HH Olfica of Nuclear Ro 
actor Regulation, Director 5pp 29780 166-2978G 170 

6504230266 Forwards Exam Hepi 50-352/85 OTIOL) of oxams administered during wit 
of 850114 Preliminary results discussed at 050115 exit interviow 
COLLiNS.SJ Region 1. Office of OirGClor, 85/04/10 DALTROFF.S L Philadelphia 
Electric Co 2pp 29949 137-29940 229 

• 8504230273 Exam Ropt 50 352/65 07(OL) on 050114-10 Exam results all candidates 
passed oral exams, three senior reactor operators (ailed wrillsn & simulator 
exams Poor use of emergency procedures & poor communica Irons idenlifred as woak- 
nessos 

BERRY.JA, KELLER.R M . KISTER^H □ Region 1, Office of Director 85/04/03 
91pp 29949 139 2994B 229 

0504180377 Submils info required lo close License Condilron 2 C 6(a), Part 2 re delailed 
conlrol room design review & completes info submitted In 850404 Itr Human engineer- 
ing discrepancy assessments end 

KEMPER, J S Philadelphia Electric Co 05/04/12. SCHWENCER.A Licensing Branch 
2 14pp 29653 249 29853 862 


8504200215 Forwards FEMA Region III updated rept of Interim findings on offsite emor- 
gency preparedness Repi referenced in B50329 memo included w/matls forwarded on 
850416 

HASSELl.DF Hearing Branch 2 #205 693 85/04/23 HOYT.HF, HARBOUR,J , 
COLE.R F Atomic Safety and Licensing Board Panel I9pp 30023 057 30023 075 

8504290354 Revised radiological emergency response plans for Chester 
Counly.Borough of Phoonixvil!Q,MonlgomGry County & Lower Frederick 

TownshiaPA W/B50425 Itr 

CULLEN.E J Philadelphia Electric Co 85/04/25 ZITZER.P Ecology Action of Potts* 
town 320PP 30048 001 30040 320 


Q. Adjudicatory corrospondonco 


8503190147 Forwards corrsspondenco & documents re emergency planning, per 
620601 Board order Rolaled correspondonco 

CULLEN.E J Philadelphia Electric Co // 185 634 05/02/14 ZITZER.P Limerick Ecol* 
ogy Action. 500pp 29439 249 29441 102 

8504020309 Defines clouds & plumes discussed in B Voglor slalemont “500 ft below 
clouds" Teslimony re FAA distance from cloud rule for plume Related correspond- 
once 

ROWANO.FR Air and Water Pollution Patrol #285 330 85/03/06 KOHL.C, 
EOLBS.G J , GOTCHY.R L Atomic Safety and Licensing Appeal Panel Ip 29570 025* 


8504020140 Forwards Graterford Inmates supplemental motion in opposition lo appli 
cant request for exemption under lOCFRSO 12 (a) & (b) W/o end Related correspond 
oncQ 

LOVE, A R Montgomery County Legal Aid Service #205 337 05/03/26 Docketinq & 
Services Branch Ip 29579 228 29579 228 

0504040027 Ack receipt of 850226 Itr reiterating request in 041223 petition for institu 
lion of 10CFR2 206 proceeding Ltr will be treated as suppi to petition Declines lo lake 
ImmodlalQ action based on Jnfo In Ur 

DENTON.H R Office of Nucteer Reactor Regulation, Director 85/03/26 
ANTHONY, RL Anthony. R L 4pp 29619 232*29619 235 


8504020215 Notifies lhal Graterford inmates supplomenlal motion in opposition lo appli 
cant request for exemption per 10CFR50 12(a) & (b) should have boon titled, "Before 
ASL8 ’ 

LOVE, A R Montgomery County, PA #285 324 05/03/27 Docketing & Services 
Branch Ip 29582 336 29502 336 


6504020333 Add I statement in opposition to ulil 850207 motion lo exempt Graterford 
Prison inmates & staff from requirements of 10CFR50 47 for evacuation & emergency 
planning for facilily 

ANTHONY.RL Friends of the Earth #205 329 85/03/27 Docketing & Services 
Branch 3pp 29578 134*29578 136 


8S04010023 Supplemental molion opposing applicant 850207 request for exemption 
under 10CFRS012 0 requiremenls of emergency planning listed in 

1 0CFR5O 47 Certificole of Svc and 

LOVE, A R Graterford Prisoners #285 288 85/03/29 Atomic Safety and Licensing 
Appeal Panel 16pp 29571 161*29571 176 

8504020200 Forwards emergency planning correspondence & documonls among 
applicant, NRC & Commonwealth of PA.per ASL0 820601 order Svc fist end Related 
corrospoiwfence 

CULLEN.E J Philadelphia Electric Co #285 312 85/03/29 ZITZER.P Limerick Ecol 
ogyAclion 257pp 29502 001-29582 257 

0504040232 Reply supporting applicant 8S0207 request seeking exemption lo 
10CFR50 47 re Graterford emergency plan due lo extreme low risk to inmates Motion 
ripe for consideration & Justified on record Certificate of Svc end. 

FIADER.R M Philadelpliia Etectric Co RAOER.R M Conner & Welterhahn #205 357 
85/04/01, Atomic Safoty and Licensing Board Pane) 22pp 2961 1 330 2061 1 351 

8504040316 AddI views on applicant 850207 molion for exemption from lOCFRSO 47(a) 
& (b) roqujremenls Exigent circumstances lost discussed by applicant improper sld to 
bo applied" in determining need for exempllon Certificate of Svc end 
HASSELL.DF Hearing Branch 2 #205 301 85/04/01 Atomic Safely and Licensing 
Board Pane) lOpp 29608 344-29600 353 


8504100316 Forwards EL Jordan 850410 memo lo RW Krimm.RW Krimm 850409 re* 
sporsQ & PP Giordano 850329 memo to RW Knmm re FEMA supplomenlal inlarim 
finding on offsite radiological emorgoncy preparedness Re Jaled correspondence 
HASSELL.DF Hearing Branch 2 #205 585 85/04/16 HOYT.H F. COLE.R F , 
HARBOUR, J Alomic Safety and Ltcensing Board Pane), lipp 29653 263-29863'273 

6504230540 Fonvards updated pages for South Coventry Township radiological emer- 
gency response plan.conlalning staffing assignments (or emergency operation 
clr Related correspondence 

BOYER.VS Philadelphia Electric Co #285 661, 85/04/18 ASHER,J Federal Emer- 
gency Management Agency 6pp 29964 350 29964 355 


0604080160 Fonvards FEMA evaluation & rept on 850307 remedial exercise at Stale 
Correctionaf Inst at Graterford.per 850322 commitment Commonweallh of PA, Dept of 
Corrections has no objection to release Related correspondence 
HASSELL.DF. Hearing Branch 2 #285 389 05/04/02 HOYT.H F , HARBOUR.J , 
COLE.R F Atomic Safely and Licensing Board Panel 6pp 29079 269-29670 264 

8504000200 Answer opposing Graterford prisoners 650215 emergency planning 
con teri lions Only fitigablo contention already decided Intervenor shoute be dismissed 
from proceedina, Certllicate of Svc end 

RADER, R M Philadelphia ElecUic Co RADER, R M. Conner & Welterhahn #285 411 
05/04/04 Atomic Safely and Licensing Board Panel 20pp 20601 007*29681 026 
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05O4OSO23fl Forwards answer to Caraterford Inmates proposed conlentions fo evacu 
alton plan for Gratnrford 

OTTO.l <3 Pennsylvanra, Commonwealih of 285 404 85/04/04 Dockeling & Serv 
(CCS Branch ip 29681 076 296B1 096 

•85040 &0250 Answer to Gralerford Inmates 650215 proposed conlanlions & 850322 
concerns ro cvaciration plan for Graterford Supporting documentation & Certiticata of 
Svc end 

FERKIN,Z G , OTTO.T G Pennsylvania, Commonwealth of 85/04/04 Alomic Safety 
and Licensing Board Panel 20pp 29681 077-296B1 096 

8504080274 Affidavit of RE Linnemann re evaluation of hosp plans & preparations for 
handling radiation exposure cases fi radioaclively contaminated & injured 
patients Related correspondence 

LINNEMANN.R E Montgomery County Hosp Blacksburg, VA LINNEMANN.RE Penn 
sylvania, Univ of, Philadelphia, PA //285 110 05/04/04 3pp 29679 225 29679 227 

8504090225 Appeal from refusal of NRR to act on 841223 petition to serve show cause 
order to start proceedings to revoke fov/ power License NPF 27 & 050225 request for 
re co'n side rati on & for order from Commission 

ANTHONY.RL Friends of the Earth ANTHONY.RL Anthony. R L 65/04/05 Com 
mission ers 2pp 29699 074-29609 074 

8504090306 Petition for Commission to order H Denton to issue show cause order & to 
institute hearing process on revoking facility low power license based on 850225 sub 
mdtal of further evidence of util faulty operations 

ANTHONY, RL Anthony, R L // 205 437 65/04/05 Commissioners Ip 29699 300 
29699 300 

8504100492 Response opposing Gratcrford prisoners proposed Contentions A & B re 
panic, evacuation time estimate & willingness of guards to perform duties Contentions 
A & B ro training of civilian bus drivers supported Cerlificalo of Svc end 
HASSELL, D F Hearing Branch 2 #285 461 85/04/05 Atomiic Safely and Licensing 
Board Panel 23pp 29721 298 29721 320 

8504120397 Decision ALAB 604 affirming ASLB 641108 memorandum & order relectmg 
Del Aware new Conlenlions V-14 a v-ie ro impact of supplementary cooling water 
sys &. salinity of Delaware River, respectively Served on 850411 
TOMPKINS, BA Atomic Safety and Licensing Appeal Panel //205 488 65/04/10 
15pp 29792 149 29792 163 

8504160183 Order dismissing Gralerford Inmates as party to proceeding & directing sur 
render o1 documents or notes described in 050320 proloclivo order Served on 
650415 

HOYT.H F Atomic Safety and Licensing Board Panel /f285 518 05/04/12 Grater- 
lord Prisoners I6pp 29613 329 29813 344 

8504160339 Response opjrosing RL Anthony 050405 appeal of NRC refusal to act on 
841223 petition to serve show cause order & 650225 request for reconsideration No 
basis In regulation (or appeal, nor any necessity for Commission to review matter 
CONNER,? a Connor & Wotlorhahn CONNER TB Philadelphia Electric Co #285 
542 85/04/12 CHILK.SJ Office of the Secretary of the Commission 2pp 

29016 112 29616 113. 

6504100316 Forwards EL Jordan 850410 memo to nW Krimm.RW Krimm 850409 re 
sponso & PP Giordano 650329 memo to RW Krimm re FEMA supplemontal interim 
finding on offsite radiological omergoncy preparedness Relaleti correspondence 
HAS^LL.DF Hearing Branch 2 #285 565 85/04/16 HOYT.HF. COLE,R F , 
HARD OUR. J Alomic Safety and Licensing Board Panel 1 tpp 20B53 263 29663 273 

0504220229 Forwards corrospondonco & documents re emergency planning among 
applicant, NRC, Common woalth of PA & other responsible governmental agencies, per 
A&LB 020601 order W/o end Related corrospondonco 

CULLEN, EJ Philadelphia Electric Co #285 614 05/04/16 ZITZER.P Limerick Ecol 
ogy Action 2pp 29029 108-29929 189 

8504220242 Supplemonlal petition lor review of ASLA8 050212 ordor dismissing Grater 
ford Ininnatos petitior^ for directed certification of ASLB 640205 order Commission 
should Instruct ASLB to permit contentions Certificate of Svc end 
LOVE,A R Gralerford Prisoners LOVE, A R Love, A R #265 618 85/04/16 Commis- 
sioners 7pp 29930 263-20030 269 

0604220240 Forwards Intorvonor Gralerford fnmatos supplomor^tal polilion for review of 
ASLB order dismissing petition for directed certification W/o one! Rolatod correspond 
ence 

LOVE, A R Montgomery County legal Aid Service #285 617 85/04/16 Docketing & 
Services Branch 2pp 20930 204-29930 204 

65 04230559 Forwards 650311 Ilf re fact that public kept ignorant of ''sheltering" as 
option to evacuation Sheltering is another word for death trap noeds to be tested as 
any olhor aspect of evacualion Reply requested, Rofatod correspondence 
ROMANO, FR Air and Water Pollution Patrol #205 642 05/04/16 DENTON, HR 
Of lice of Nuclear Reactor Regulation, Director Ip 29965 139 29965*142 

• 8504230564 Requests that facility not be allowed to operate until "sheltering,” as 
0 pliers to evacuation, fully tested '^Sheltering" should bo tested as any other aspect of 
evacuation Related correspondonce 

ROMANO.fr Air and Water Pollution Patrol 85/03/11 OENTON.HR Office of Nu 
clear Reactor Regulation, Director 3pp 2D06S 140 29965 142 

651)4220315 Notifies of 850502 site physical survey by NRC & all interested 
parlies Participants social security number & comploto name requested by 
6 5 0426, Served on 850410 

THOMASSORN Office of Policy Evaluations #285 600 85/04/17 Office of fho Ex- 
ocuUvo Legal Director Ip 20038 290 20938*290 

0604230540 Forwards updated pages for South Coventry Township radiological emer- 
gency response pi an, containing staffing assignments for emergency operation 
cir Related correspondence 

BOYER, VS Philadelphia Electric Co #205 661 Q5/04/1B ASHER, J. Federal Emer- 
gency Management Agency 6pp. 29964 350 29964 355, 

8504230543 Notice of appeal from ASLB 850412 memorandum & order on Gralerford 
prisoners proposed contontlons ro emergency response plan ASLAB should overturn 
ASLB decision & allow prisoners to parlicTpate as party Cerlificalo of Svc enct 
LOVE, A R Graterford Prisoners #265 658 85/04/18 16 pp. 29965*209 29965 224 


8504230591 Fon^vfirds notice of appeal frorn ASLB memorandum & order on Gralerford 
prisoners proposed conlenlions W/o encf RoJaled corroapontlence 
Love, A R Montgomery County Legal Aid Service #265 644 85/04/16 Dockeling & 
Services Branch ip 29964 359 29964 359 

8504250356 Forwards revs to security personnel training & qualification plan Rovs re 
fled changes based on discussion w/NRCRevs wilhholcJ fref 10CFR73 21 & 
2 790) Related correspondence 

BRADLEY.e J Philadelphia Electric Co #285 683 85/04/19 Region t, Olfica of Di- 
rector 4pp 29965 097-29965 100 

B504250259 Forwards correspondence & docurrents re errorgaricy planning among 
applicant, NRC,Common wealth of PA & other rasponsible governmental 
agencies Related correspondence 

CULLEN.EJ Philadelphia Electric Co #285 6B5 85/04/22 ZITZER,P Ecology 
Action of Poltslown 444pp 299B3 305-29985 028 

0504250123 Forwards 850423 order retfiroclmg B50419 supplemontal pohtion re Grater- 
ford Inmates request for review of ASLAB order dismissing pslilion for directed cerlfi- 
caiion to ASLAB, per 10CFR2 772 Served on 850423 

CHfLK.S Office of Iho SGcrolary of the Commission #2B5 679 85/04/23 LOVE A R 
Montgomery County Legal Aid Service LOVE, A R Gralerford PrisoniOrs Ip 
29965 225-29986 226 

-8504250126 Order rodirectmo Gralerford Inmates 850419 filing re supplemBnial peli- 
Uon tor review of ASLAB ordor dismissing petition for dirocted condi cation to ASLAB 
tor considoraliort.por 10CFB2 772 Served on 850423 

CHILK.SJ Olftco of the Secretary of iho Commission 65/04/23 Graterford Prison- 
ers ip 29965 226 29905 226 

B50426014S Order shortening time for filing responses 1o inmates of Stale Correctional 
Inst at Graterford appeals ro proposed offsde emergency planning contentions Served 
on 850424 

SHOEMAKER, CJ Alomic Safety and Uconsing Appeal Panel #205 894 85/04/23 
2pp 30025 284 30025 205 

0504260215 Forwards FEMA Rogton III updated repl ot Interim findings on offsila emor- 
^onc/jireparednoss Ropl rofc/onced in 850329 momo included w/ malls forwarded on 

MASSEiL,DF Hearing Branch 2 #205 603 85/04/23 HOYT.H F , HARBOUR. J . 
COLE.R F Alomic Safely and Licensing Board Panel t9pp 30023 057 30023 075 

850429050 S Forwards Amend 1 to application for temporary mod of limitations on use 
of Schuylkill River water, in response to DB Evoratl 6S0402 Hr Rolatod corrospond- 
onco 

BAUER.E G Philadelphia Cfecirrc Co #2B5 742 85/04/24 WElSMAN.S Dalawaro 
River Basin Commission 8pp 30053 001 30053 006 

8504200507 Forwards Amend 1 to uhl B50315 applicalion.por Section 3 8 ol Delaware 
River Basin Compact W/o onci noloted corrospondonco 

WETTERHAHN.M J Philadelphia Etectnc Co WErrERHAHN,M J Corner & Welter 
hahn //265 720 06/04/26 KOHL.CN, EDLES.G J , GOTCHY.RL Atomic Safety 
and Licensing Appeal Panel Ip 30033 009-30053 009 

8604300355 Forwards TG Otto 850425 Hr for svc on all pnrlios & placornsnl in 
PDR Served on 050429 

SHOEMAKER.C J Atomic Safely and Licensing Appeal Panel #285 757 85/04/26 
CLEMENTS, W L Docketing & Services Branch 1 p 30005 207 30065 230 

-8504300357 Forwards proprietary Graterford ovacualton plan Plan withhold 
OTTO.T G Pennsylvanta, CommonwGallh of 05/04/26 KOHL.CN Atomic Safely and 
Licensing Appeal Panel 1 p 30 085 2Q0 30065 206 


H. General correspondence 

8504030232 Demands that pumping siQtion at Polnl Plsasanl bo biiiH immodialoly No 
const aolivity at Point Pleasant during past yr although millions of dollars existed In 
troasury to build pump in Jan 1934 

* Poopto for I he Pump 85/04/03 MARTIN.R G NRC • No Del ailed Afliliation Given 
ip 29507 135 20587 135 

8604190569 Responds to 050305 inquiry re R Rosenblum 041231 concerns about 
ASLB 841213 meoling In Stowe, PA ro util application for OL 8 limited appearance 
staloments from public concerning offsite emergency planninn Issues 
OiRCKS.WJ Oflrce of Iho Executive Director for Operallons. 85/04/10 SPECTER. A 
Senate 2 pp. 2B03B 012-29036 020 

-8504190563 Requests findings & vbaws on and R Roscnblum 841231 concerns re 
proposed plant evacualion pfan 

SPECTER.A Sonal© 85/03/05 NRC - No Dolailed Alfilialion Given 3pp 29936 020 
29030 020 

8604230394 Notifies that responao to c/icl 65031 1 Itr ro sheltering as option 1e ovacu 
allon not yet received 

ROMANO, FR Air and Water Pollution Patrol 85/04/16 DENTON, H Office of Nude 
ar Reactor Regulation. Dlrocler tp 29951 233-29951 236 

8504250256 Responds to 0ncl85O3»e Hr forwarding Ml Lewis B50310 petition request 
(ng NRC to revoke facility OtFR notice issued to Indicate pellHon undor considor- 
alion 

DIRCKS.W J Office ol the ExocuUvq Director for Operations 35/04/16, BORSKI.R A 
House of Rep app, 30020 298-30029 305 

8504290085 Ack receipt of 850316 note fopwarding constituent M Lewis 050310 Itr re 
RL Anthony petition to NRC requesting plant OL be revoKod.FR notice Indicating poti 
lion under consideration end 

DIRCKS.WJ, Office ol the Executive Director for Oporalions 85/04/16 BORSKI.R A 
House of Rep 3pp 30055" 184-30055 200 

-8504290088 Forwards constituent M Lewis 850310 |tf for reply 
BORSKI.R A House of Rep 86/03/18 NRC • No Detailed Afiillplion Given Ip 
30055 1 86-30055 200. 
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r. Finafidal Information 


0504150408 Annual Rept 1904 ” W/050409 Itr 
EVERETT.JL. AUSTIN.J K , 3RADLEY.E J PAifatfefphra Electric Co 84/12/31 
DENTOM.Hfl O/fico at Nuclear Rcnclor Regulation. Director 49pp 29805 178 
28805 227 


J, Insurance & Indemnity Information 


6S04160418 Forvvdrds util supplemental comments on Trionds of the Earth 8150225 pell 
tron for relief under lOCFRE 206 Peniion for relief should he denied 
WETTERHAHN.M J Conrter & Wotterhahn 85/04/12 DENTOf J,RH R Office of Nu 
clear Heacior Regulation, Director 20pp 29815 141*29815 160 

8504240D62 Notification of contract execution, Mod 2, to ‘Hoview of Tornado Mi&sjIo 
PRALimerrcic Generating StOhon & SeabrooK Nuclear Power Plant ' Contractor NPS 
WOLIETT.S Technical Assistance Contracts Branch NRG 03 84*008 85/04/12 
BERNERO.RM Division of Systems Integration (post 811005) ANAND.R NRC * No 
Detailed Affiliation Given 1 p 2G978 325-29978 »126 


0504290034 Forwards ErdorsGmenl 13 to NELIA Policy NF-284 
0RADLEY.EJ Philadelphia Electric Co 85/04/22 SAtTZWAN.J As saslanl Director 
for States Licensee Relations 2pp 30045 102 30045 183 


K Ulllity Final Safety Analysis Report (FSAR) & amends 


<<8504240088 Ltr Contract NRC-03-a4-088.Mod 2,extending portod of pGrtormanco lo 
051231, to ''Review of Tornado Missile PRA*Limerick,Seabroo)<.Hop 0 Crook & Oconee 
Plants" 

THOMPSON^R D Technical Assistance Contracts Branch NRC 03 04 008 85/03/28 
SIMIU,E Commerce, Depl of, National Bureau of Standards Ip 29970 326 
29976 326 


8504010073 Forwards Amend 78 to application for OL, consisting of Rev 42 lo 
FSAR.reflecling desrgn.edilDrial chnngos & updates Chapler 17 rovdsed lo reflect cur- 
rent OA organization 

0RADLEY.EJ Philadelphia Electric Co 85/03/29 OENTON.HR Office of Nudoar 
Reactor RegulaUon, Director 2pp 29566 019-29566130 

-8504010078 Amend 76 to application for OL.consisImg of Rev 42 to FSAR Cerlificalo 
of Sve end 

BOYER, VS Philadelphia Electric Co 65/03/27 Spp 29566 021*29566 025 

-8584010001 Amend 78 to FSAR for Limerick Generating Station Units 1 & 2 
• Philadelphia Eloclnc Co 65/03/31 105pp 29566 026*29566 130 

8S04230513 Forwards Affidavit of Sve re dislnfaution of Rov 42 lo FSAR, per DG Eison 
hul ©107C6 fir 

BRADLEY,EJ Philadelphia Eleclhc Co 85/04/11 DENTON.HR Office of Nuclear 
Reactor Regulation, Director 3pp 29965 259 29965 261 


P. Operating license stega documents & correspondenca 

8504010195 Forwards responses to 8S0306 requests for addi info fo provision of rodun 
dancy in remote shuldovm capability 

KEMPER.JS Philadelphia Electric Co 85/03/25 SCHWENCER.A Licensing Branch 
2 43pp 29569 105 29569 151 

8504080153 Ack receipt of 850216 Hr re RL Anthony 841223 peliHon on behalf of 
Friends of the Earth for Inslilulion of proceeding per 10CFR2 202 Comments on pell 
Hon will be considered in formal decision 

DENTON, NR Office ol Nuclear Reaclof Roflulahon, Director 85/03/26 LEWIS, Ml 
Lewis. W 4pp 29711 30B 29711 311 

85Q40202G3 Confirms actions re License Condition 2C(5) for bounding drywell equip 
manl qualification temp profifo Electrical equipmenl in primary conlammenl environ* 
mantaliy qualified <o NUREG-G568 generic (amp profile 

KEMPER.JS Philadelphia Electric Co 85/03/28 SCHWENCER,A Licensing Branch 
2 2pp 295B1 161'2g5Q1 162 

8584040390 Suppis Jan 1965 comments re 10CFR2 206 proceeding Ulil proposed ac* 
lions for using Schuylkill River as eddi water source acceptable Detorm (nation of river 
as long le/m solution requested 

SUGARMAN.RJ Sugarman, Denworih & Hel lepers SUGARMAN.RJ Del-Aware Un 
limitPd. Inc 85/03/28 DENTON, H Office of Nuclear Reactor Regulation, Director. 
3pp 29S07 358 29607 360 

8504010073 Forwards Amend 78 fo application for Ol, consisting of Rov 42 to 
FSAR, reflecting desigaoditorral changes & updates Chapter 17 revised to refloci cur- 
lenl QA oi9an\2a\Kiri 

BRADLEY, EJ Philadelphia Efeclric Co 85/03/29 OENfORHB Office of Nuctoar 
Reactor Regulation, Director 2pp 29566 019 29566 130 

-8504010078 Amend 78 lo application for OL, consisting of Rev 42 lo FSAR Cortificale 
of Sve end 

BOYER, VS Philadelphia Electric Co 85/03/27 5pp 29560 021-29566 025 

8504040320 Commits to providing all procedures necessary lo ensure that five listed 
aspects of NUTAC program impTeniented & available for reviow.in response lo Gener- 
ic Ltr 83 28 re Salem ATW5 events 

BOYER.VS Philadelphia Electric Co 85/04/01 SCHWENCER.A Licensing Branch 2 
2pp 29607 327-ZS6Q? 3Z9 

8504190585 Notifies that charges to QA program documenidd fn 850120 Hr accepfable 
£0NETER,SD Region 1. OJI ice of Director 85/04/04 DALTROFF.SL PhiladePphia 
Electric Co 2pp. 29923 349 29923 350 

8504120164 Confirms actions taken to satisfy License Condition 2Cf18) of License 
NPF-27 Procedures developed •& implernsnled re repair of spray pond piping .operation 

01 spr^ pond in closed or once through cooling modes A pump availabifily 
KEMPER.JS Philadelphia Efeclric Co 85/04/08 SCHWENCER.A Licensing Branch 

2 3pp 29786188*29786 190 

8504160280 Requests approval to eliminate Surveillance Test Procedure STP-37 ro 
main steam sys A turbine performance & plant dynamic response 
verification Proposed changes to Chapter 14 of FSAR oncl 

DALTROFF.SL Philadelphia Electric Co 85/04/10 SCHWENCER,A Licensing 
Branch 2 9pp 2981 3 097-29813 105 

8504220099 Responds to 850325 Itr re plans to teal operate turbine generator within 
limits of 5% power license No objections offered Fie gion J will inspect plans A 
procedures Recognizes that momonlary power spike may occur 
THOMPSON.HL Division of Ucen&ing 85/04/10 BADER.E G PMHadelphia Electric 
Co 4pp 29941 347*29941 350 

8504170172 Advises that review of 840914 (tr revealed oversight In citalfon to 
l0CFR50,App J Paragraph 11 A should be revised to refer to Paragraphs HI 0,2(b (i) A 
Jll D 2jb)(li),in lieu of Paragraph ill 0 2(b)(li) only 

KEMPER, JS Philadelphia Efactric Co 85/04/11. DEN TON, HR Office of Nuclear Re 
actor Regulation, Director 2pp 29827 305 29827 306 


8504120208 Generic Ltr 85-06 lo all PWR licensees A all applicants for OLs re QA flufld 
ance for ATWS equipment not safety-related Sve list oncl 

THOMPSON.HL Division of Licensing 85/04/16 Consolidated Edison Co of Now 
York, Inc 22pp 29947 208-29947 309 

8604230229 Forwards info cJarifymg JS Kemper 860325 subniittal re redundant remote 
shutdown capability, per &50329 tefcon request 

KEMPER, JS Philadelphia Electric Co 85/04/ la SCHWENCER.A liconsing Branch 
2 48pp 29948 239 29946 286 


a Inspection reports, IE Bultallns & correspondence 

8504050320 Forwards Insp Rept 50 352/84-73 on 041204-05 No violation idenftfied 
MARTIN.TT Region 1. Office of Director 05/03/12 DALTROFF.SL PhiladolpiiM 
Eleclric Co 4pp 29667*351*29667 361 

-8504050325 Insp Repi 50-352/04-73 on 841204 05 No violafion noted Major areas 
Inspected omergoncy prepa/odness items from prior appraisal on 05061 1 -22 
WO J NAS, EJ, COHEN. f. HARPSTER.T L Region 1. Office of Director 85/03/06 
7pp 29607 356 29667 361 

0503190659 IE Info NolICQ 05-022, “Limilorque Molor-Oporalod Valves Rosullfng From 
Incorrect Installation of Pinion Gear " Sve list ancf 

JORDAN.E L Division of Emergency Preparedness A Enninoerlng Responso (Pobt 
030103) 85/03/21 Consolidated Edison Co of New York, Inc lOOpp 20597 001- 
Z9597 005 

8503210461 IE lr>fo Nolico 85-023, "Inadequate Survoillarro A Post Maint A Post Mod 
Sys Testing ’’ Sve list end 

JORDAN.E L Division of Emergoncy Preparedness & Engineering Responso (Post 
030103) 05/03/22 Consolidated Edison Co of New York, Inc lOOpp 29656001- 
29656 107 

8503220444 IE Info NoliCQ 05-024, "Failures of Protective Coatings In Pipes & IHXs " 
Svo fist oncl 

JORDAN.E L Division of Emergoncy Preparedness & Engfneennn Responso (Post 
830103) 85/03/26 Consolidated Edison Co of Now York, Inc foapp 29596 164- 
29596 363 

8504020308 Forwards Insp Ropis 50 352/85 11 A 50 353/85 03 on 650201 0315 No 
vtolalion noted 

COLLINS.SJ Region 1, Office of Director 05/03/29 DALTROFF.SL Philadolplila 
Electric Co 4pp 29S78 0 81 -2 9570 024 

-860402081D Insp Repts 50-362/85 If A 50-353/85 03 on 060201 0315 No violation 
or woaknossos noted Major areas Inspected followup on outstanding insp 
rtoms.Qonoral walk-through fnsp A review ol speclaf A rouiino repts 
WfQGfNS.JT, eORCHAHDT.B W . BEALL.J E Region 1, Office of Director, 85/03/ 
27 20pp 29578 005 20578 024 

8504120008 Responds lo NRC 050228 ttr ro violations noted in Insp Flepls 50 352/85- 
02 A 50 353/85 01 Corrective actions inoperable status of loose parts monitoNng sys 
properly logged A control room vent sys blocking aoquencos being revised 
DALTROFF.SL Philadelphia electric Co 85/03/29 STAROSTECKI.R Region 1, 
Office of Director Spp 29764 270-29704 283 

8503280037 IE Info Notice 85 025, ’‘Consideration of Thormal Conditions in Design A 
fnstatlalron of Supports for Dgesel Generator Exhaust Silencers " Sve list oncl 
JORDAN.E L Division of Emorgency Preparedness A EngfnQQrmg Response (Post 
030103) 05/04/02 Consolidated Edison Co of New York, Inc f07pp 29667 190 
29667 305 

8503280045 JE Info Nolice 65 026. "Vacuum Rellof Sys for BWR Mark I A fl Conlnin 
menls Sve list enc), 

JORDAN.E L Division of Emergency Preparedness A Engineering Responso {Post 
830103) 85/04/02 Copsofidated Edison Co of Now York, Inc 92pp 29667 107- 
29667 190 

8504060106 Forwards OpQralional Assessment Team Insp Rept 50-352/05 03 on 
850124-0201 A notice of violation 

STAROSTECKI.R Region 1 . Office of Director 85/04/02 DALTROFF.SL Philadel- 
phia Electric Co 7pp 29679 187-29679,224 

-8504060109 Notice of violation from Insp on 8501 28 0201 Lists of flccnsee strengths 
& w6dKn0£SG5 0nc^ 

- Region 1, Office of Director 85/04/02 Spp 29679 194-29679 196 

-05O4O8O12T Operalional Assessment Team Insp Rept 50-352/05 03 on 850124- 
0201 Violation noted two rndepsindenl MSIVs leakage control subsystems inoperable 
duo to incorrect surveillance lest procedure 

LINVILLE.J, BLOUGH.AR, DOERFLEIN.L Region 1, Office of Director 05/03/26 
20PP 29670 197-20679 224 

8504060230 Forwards Insp Rept 50-352/84-71 on 841205-31 No violation noted 
EBNETER.SD Region 1. Office of Director 05/04/02 DALTROFF.SL Phlladalplifa 
Electric Co. 4pp 20681 052-29691 069 
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•G5040B0237 Insp Rept 5t)-352/B4-71 on B41205 31 No violation noted Majoi areas 
inspecled startup test program, procedure review, tost results evaluation, initial cnticafily 
wdnessing & overall startup program & OA/OC interfaces 

FLOHEK.D , SRIGGS.L KUCHARSKf.S Region 1, Of lice of Director 05/03/22 14pp 
20881 056*29601 069 

8504230292 Describes investigation & corrective action programs to minimize reportable 
events, in particular, personnel errorsjn response to item of concern noted in Insp 
Repis 50 352/84 65 & 50 353/84*14 One personnel error noted since Feb 1965 
COONEY.MJ Philadelphia Electric Co 85/04/02 STAROSTECKI.H Region 1 , Office 
of Director 1 1pp 29950 126 29950 136 

8504010039 IE Info Notice 65 027, “Notifications to NRC Operations Ctr & Reporting 
Events if} LERs " Svc list end 

JORDAN.E L Division of Emergency Preparedness S Engineering Response (Post 
830103) 85/0^/03 Consolidated Edison Co of New York, Inc 9Bpp 29690 255 
23690 362 

8504060501 Forwards Insp Ropl 50 352/85-09 on 850122-24 No violation noted 
EaNETER.SD Region 1. Office of Director 85/04/03 DALTROFF.SL Philadelphia 
Electric Co 4pp 29677 154 29677 164 

“8504080603 Insp Rapt 50-352/05-09 on 050122 24 No violation noted Maor areas 
inspected sys interaction between standby emergency diesel generators (EDG) & EDG 
end firo detection sys/EDG shutdown sys 

PAULITZ.FP. ANDERSON.CJ Region 1. Otfico of Director 85/03/15 7pp 
29B77 158 29677 164 

85040500-42 SuppI 1 to IE fnfo Notice 85 003, “Separation of Primary Reactor Coolant 
Pump Shaft & Impeller “ Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) B5/04/09 Consolidated Edison Co of Now York, Inc lOipp 29791025 
29791*126 

8SQ40S0047 IE Info Notice 85 028, "Partial Loss of AC Power & Diesel Generator Deg- 
radation ■’ Svc fist end 

JORDAN,E L Division of Emergency Preparedness S Engfneerlng Response (Post 
830103) 86/04/09 Consolidated Edison Co of Now York, Inc t09pp 29700 278* 
29791 024 

8504160214 Forwards fnsp Repl 50 352/85-05 on 850116-17 No violation noted 
EBNETER.SD Region 1, Office of Director 85/04/10 DALTROFF,SX Philadelphia 
Elaclfic Co 4pp 29814 163 29814 160 

“8504160220 Insp Rept 50 352/85-05 on 850115-17 No violation or deviation 
noted Maior areas inMecled safety related corrective & preventive maint program 
HODSONJ, ANDEnsON,CJ Region 1. Office of Director 05/04<^G 4pp 
29014:157 29814 160 

0504160245 Forwards Insp Ropl 50 352/86 06 on B50116 0207 & notice o< violation 
EONETER,SD Region 1, Office of Director 85/04/10 DALTROFF.SL Philadelphia 
Electric Co 4pp 29813 345 29814 004 

“8 5-04 160251 Notice of violation from insp on 850116 0207 
* Roglon 1, Office of Direclor 85/04/10 2pp 29013 349 29813 350 

“8594160261 Insp Repl 50*352/85*06 on 8501 16 0207 Violations noted failure to 
loliow administrative procedures during processing of Level 1 teal exception ropls & 
(allure to have adequate documented controls for trouble shooting 
Ft.OREK,D, GAUDINO.M. BETTENHAUSEN,L Region 1, Office of Direclor. 85/04/ 
OB 16pp 29813 351-29814 004 

8504160350 Forwards revs & additions to reactor pressure vessel & piping component 
preserviCD insp exam <fata & addi info re relief requests from Impractical preservice 
Insp exams 

KEMPER, J.S Philadelphia Electric Co 85/04/10 SCNWENCER.A Licensing Branch 
2 SOpp 29817 277*29818 012 

B5042302B6 Forwards Exam Rept 50 352/85 07(OL} of exams administered during wk 
of 8501 14 Preliminary results discussed at 850115 exit interview 
COLLINS,SJ Region 1, Office of Director 85/04/10 OALTROFF,SL Philadelphia 
Efoclric Co 2pp. 29949- 137*29949 220. 

-■8604230273 Exam Repl 60 352/65 07(OL) on 050114-18 Exam results all candidates 
passed oral exams, three senior reactor operators failed written & simulator 
exams Poor usa of emergency procedures & poor communications Identified as weak- 
nesses 

BERRY.JA. KELLER,RM, KISTER.H B Roglon I, Office of Direclor 05/04/03. 
91pp 29949 139 29949.229. 

6504090419 IE Info Notice 85 029, “Use of Unqualilied Sources In Welt Logging Appli* 
callons “ Svc list end 

PARTiOW.J.G Division of Inspection Programs (Post 050212) 85/04/12 Consolidat- 
ed Edison Co of New York, Inc 66pp 29832 001-29832.023 

8504170240 IE fnfo Notice 85 030, '*MicrobioIoglcally Induced Corrosion Containment 
Svc Water Sys “ Svc list end. 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Posi 
830103) 85/04/19 Consolidated Edison Co of Now York, Inc 109pp. 29966-258- 
20968.383. 

8504190055 IE Info Notice 85 032, "Recent Engine Failures of Emergency Diesel Gen- 
erators.** Svc list end 

JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22. Consolidated Edison Co of New York, Inc. 109pp. 29980,239* 
29980 347 

B604 190060 IE Info Notice 05 033, "Undersized Nozzle-To Shell Welded Joints In Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code " Svc list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103), 86/04/22. Consolidated Edison Co of New York, Inc fO0pp 29989.001- 
29089 107. 

8504300373 Forwards Insp Repl 60*362/85-14 on 850220*21,25 28 & 0312*13.No viola* 
Hon noted, 

EBNETER,S.D Region 1. Office of Direclor. 85/04/23 DALTROFF,SL Philadelphia 
Electric Co. 4pp. 30066*162-30066-172 


“8504300381 Insp Repl 50 352/86 14 on 850220 2125 28 & 0312 13 No violation 
noted Major areas inspecled startup test prcigrani during test condition 
heatup, including test exception ropls tost results ovaluat ion, test witnessing & QA/QC 

FLOREK.D, DtTI ENHAUSEN L Region 1, Office of Director 85/04/10 ?pp 
30066 166 30066 )72 

8504220347 IE Info Notico 84 84, Rev 1. ‘ Deficiencies rn Ferro Resonant Transformars ’’ 
Svc fist end 

JORDAN.E I Division of Emergency Preparedness & Engineering flesponso (Post 
830103) 85/04/24 Consolidated Edison Co of Now York, Inc 1iBpp 300 2 7 067 
30027 184 


R Porlodlc operating reports & related correspondonce 


8504120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source Mat Forwards listed documents Documents also available tn PDR 
FELTON, J M Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Pillman, 
Potts a Trowbridge 2pp 30300 003-30303 129 

-8604150197 Forwards updated const status repts as of 030101 Info for inclusion m 
NUREG 0030 Unit 1 fuel load dale advanced to 040 8D1 Unit 2 target fuel load date 
remains at 080401 

CLAREY.JJ Philadelphia Electric Co 83/01/28 Information Systems Branch 7pp 
30325 182*30325 18D r 

**8504150366 Forwards updated const status ropta as of 821001 (or inclusion in 
NUHEG-0030 Unit 2 luel toad dale currently under review duo to ruling to defer/ 
cancel facility by Pennsylvania Public Util Commission 

CLAREY.JJ Philadelphia Electric Co 02/10/19 Information Systems Branch 5pp 
30325 307-30325:31 1 

6604180527 Monthly operating ropl (or Fob 1985 W/050315 Itr 
ALDEN.WM, LOGUE.R.H Philadofphia Electric Co 85/02/28 6pp 29011-149 
20911 154 

8504030103 Forwards monthly status rept on offsilo omorgoncy preparedness for OL 
reviews for Feb 1 985 Rolential lor defay In schedule of full power operation due to 
offsite omergency preparedness issues still remains for Limerick & Shoreham 
DIRCKS.W J Office of the Executive Director for Operations 65/03/20 PALLADINO 
Commissioners 9pp 29827 193 29627*201 

0604240663 Monthly oporating repl for Mar 1985 W/650415 Itr 
ALDEN.WM.. LOQUE,RH Philadelphia Electric Go 85/03/31 6pp 30019 032- 
30019 037 


8. Reportable occurrences, LERs & related correspondence 


0504110446 ROon &50300,peaK Dcceioratton recorder declared Inoperable following 
insp Caused by melting of mounting mail used to support recorder duo to high temp 
inside drywell head area Recorder replecod 

ULLRICH, W.T Philadelphia Efcotric Co 05/03/10 MURLEYJE Region t. Office of 
Director Opp 20701 146*29781 147 

8504040450 LER 05*027-00 on 65022 5, spurious isolation of reactor water cleanup sys 
occurred.Cause under Investigation Isolation rose! A sys returned to svc W/650326 Itr 
NAGLE, JC., ULLRICH. WT Philadelphia Eloctrio Co 65/03/26 5pp 29660 351- 
29000.355. 

8504110712 LER 65 028-00, On dSOSOI^detormined that internal seals for hot gas & 
smoke protection not present In conduits 1BI647.1CLO40 & 1DL046 Hourly fire watch 
established, Internal conduit seals installed W/650320 Itr 

NAQLE.JC., ULLRIGH.WT Philadelphia Eloclrlc Co 85/03/29 6pp. 29778 005 
29770.009 

8504250104 Forwards LERa 65 029*00,05 030*00 & 85 031*00 
ULLRICH, W.T. Phifadalphia Electric Co. 05/04/01 Record Services Branch (Docu- 
ment Control Desk). 2pp. 30020 010*30020 020 

“8504250111 LER 85 029-00 on 060301, failure of control room chlorine detector D 
caused normal ventilation sys to Isolate & Train B of control room emergency fresh air 
sya to start, Caused by broken earn pie tape In detector.Tepo repaired 
NAGLE, J.C Philadelphia Electric Co. 86/04/01 3pp. 30020012-30020.014 

“8604250120 LER 85 O30-00:on 850303, failure of control room chlorine detector D 
caused normal ventilation sys to Isolate & Train B of control room emergency fresh air 
sya to alert Caused by broken sample tape In doleclor Tape repaired 
NAGLE, J.C. Philadelphia Electric Co 06/04/01 3pp 30020 015-30020017. 

“8604260126 LER 85 031-00 on 05031 4, failure of control room chlorine detector D 
caused normal ventilation sys to Isolate & Train B of control room emergency fresh air 
sys to start Caused by broken sample tape In deteclor.Tape repaired 
NAGLE, JC Philadelphia Electric Co, 85/04/01 3pp. 30020 018-30020020. 

8504250021 LER 85 034-00.on 650322,sinco 84 101 7, standby liquid control tank found 
to contain less than 6,500 lb available sodium pentaborate per Tech Spec 
roquiremenl Caused by procedural deficiency Test revised W/850412llr. 

NAGLE.JC, ULLRICH. W.T Philadelphia Elaclrlc Co 85/04/12 5pp 30020199- 
30020,203 

8504250316 LER 84 016 01 .on 841 1 26, prior to Initial crlllcality, outboard RHR shutdown 
cooling valves received Isolation signal due to surveilfance testing Caused by proce- 
dural deficiency Shutdown cooling mode restored.W/B594l2 Hr. 

NAQLE,JC., ULLRtCH.WT Philadelphia Electric Co 85/04/12. 5pp. 30019.360- 
30010.354, 

8504300197 LER 85 032*(JOon 850314, fire damper In reactor end found hold open w/ 
wire during cold shutdown Caused by personnel error Damper closed, fusible link 
feplaced,damper returned to svc A memo IS8ued.W/850<llfl Hr. 

NAGLE. J.C., ULLRICH, W.T Philadelphia Electric Co. 85/04/10 6pp 30069.246- 
30069.249 
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8504300272 LER 85-035 00 on Q503?3,spLJrjoiJS isolation of reactor water cleanup syb 
occurred Cau 50 under iri.vos.tigalion Disturbance analyzer installed to determine cause 
ol inadvertent iSQlalionsW/B!504l8 hr 

NAGLE, JC. ULLRICH, WT PhilacJelohia Elcclnc Co 95/04/18 5pp 30067 302- 
30067 306 


T Hearing transcripts on non>antitrust matters 

8502150118 Limded appearance stale menl^ of K Colien,M Coben,AJ Paine £l EM Field 
on 841210 heforo ASLB.quosUoningi adequacy of proposed emergency evacuation 
plans Served on 641217 

COHEN.K, COHEN, W. FIELD, EM Afliliation Not Assigned #185 659 84/12/10 
4pp 26932 173 28032 176 

8504050072 Transcripl of 660227 haaiing in Harrist)urQ,PA Pp 20,484 20-.606 Support 
ing documenlalion end 

* Alomic Safely and licensing Board Panel 85/02/27 126pp 29666 043*29666 166 


V Operator Examinations 

0504230268 Forwards Exam Repl 50 352/85 07iOL> of exams administered during wk 
of 8501 14 Preliminary results discussed ai 850115 exit interview 
COLLI NS, SJ Region 1. Off^co ol Director 85/04/10 DALTROFF.SL Phifadelphia 
Electric Co 2pp 29949 137-29949 229 

•*8504230273 Exam Repl 50*352/B$-D7(OL) on 650114 18 Exam rosuftsall candidates 
passed oral exams, three senior reactor operators failed wnlton & simulator 
exams Poor use of emergency procedures & poor communications idenlilied as weak- 
nesses 

BEnRY.JA, KELLER.RM. KISTER.H B Region 1, Otiico of Director B5/04/03 
9tpp 29349 139 29949 229 

8504190449 Forwards 'Ltconsed Operalor Requalilicali on Training Program” Program 
coraplies vv/10CFfl5QiS4,comrrGnced or» 850108 &. will be condircted on 2yr cvcie 
DALTROFF,SL Philadelphia Electric Co 85/04/12 THOMPSON.HL Division ot Li 
censing ip 29916,134-29918 147 

”8504190451 'Licensed Operator Hequalificalton Training Proaram ” 

• Phlladelph^a Elecinc Co 05/01/16 13pp 29918 135 29918 147 
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A. Appllcatlon/conslructlon stage ctocumenls ft correspondence 

8604128102 Responds to F01A request for Caseload Forecast Panel files in Ole of Ro- 
sourco Mot Forwards listed documents Documents also available in POR 
FELTON.J M Division of Rules and Records 04/06/06 KILIEFER.C Shaw, Pdlman, 
Polls 8 Trowbrtdge Spp 39300 003 30103 129 

•8305020589 Nolilicalian ot 830426 mgt meeting w/uiil in BolhesdaMD to discuss in- 
formal results of caseload forecast panel 630413*15 site visit 
SCHWENCER.A Licensing Branch 2 83/04/21 PURPLE,R Division of Licensing 
SCROGGINS, R Office of Resource Management, Director NOVAK, T Assistant Pirec- 
lor (or Licensing 1 p 30340 1 49 30340 1 49 

“83052001 6B Notilicaiion of 830520 meeting in Qeihesda.MD to discuss results of 
caseload forecast panel 8304 13' 15 mgl meeting w/util 

SCHWENCER.A Licensing Branch 2 83/05/12 PURPLE, R Division of Ucertslng 
SCR OGGI NS, R Offico of Resource Management, Director NOVAK,T Assistant Direc- 
tor lor Licensing 1p 30340 14B-3D340 146 

“8884160131 Marked<up draft summary of NRC Caseload Forecast Panel 040222-24 
meeting w/ulil &. site tour List of attendees, meeling agenda & draft TM Novak Ur 
end 

HARRISON, G Licensing Branch 2 64/04/ H Licensing Branch 2 23pp 30333 258 
30333 280 

“8504168223 "Limerick Ganeraling Station, NRC Cdsetoad Review.Fol) 19B4 " 

' SDChtelCorp 04/02/29 400pp 30336 099-30339 004 

“6504160250 Requests documenlalron ro end R Sugarman FOIA83 783 request for 
three categories of documents on ptani Response requested by 8301 10 
GRtMSLEY.DH Diwsion of Rules and Records 83/12/28 WILSON, V Oflico of Nu 
clear Reactor Regulation, Director KOHLER, K Region 1, Office of Director 3pp 
30340 144 30340 145 

“6504160256 Informs ot tel con w/H Sugarman ra FOIA 03*703 request concerning 
const comploteress estimates Sugarman not mterasted in backup mall from Caseload 
Forecast Parsf Apr 1S80 meeim 

HARTFIELD.RA Division ot Budget & Analysis 84/01/20 TOMS.N Division of Hufas 
and Records ip 30340 147*30340 147 

“8504160271 “LimencK Generating StaUon.Project Status Roview Meeting,'' updated tor 
NRC review NflC News Announcement I-/9 139 re establishmant ot rosldenl Inspec- 
tor ofe at const site also end 

* Philadelphia Electric Co 83/04/13 BSOpp 30340 150 30341 335 

“8504180292 "Lime/ick Generating Station, Facility Turnover, Field Planning & Scfiodul- 
Ing*' 

* Bechtel Corp 84/02/15 50pp 3034 2 055 30342103 

“0504160298 “NRC Caseload Rovmw.Feb 1904 *' 

* Bechtel Corp 84/82/29 aSOpp 30342 104 30342 320 

8504010195 Forwards responses 1 q 850306 requests for addi inforo provistor^ of rodun- 
dancy tn remote shutdown capability, 

KEMPER, JS Philadelphia Eleclrrc Co 85/03/25 SCHWGNCER,A, Licensing Branch 
2 43pp 29589 100*29569 t51 

0SO4O8Q163 Ack receipt of 850215 III re RL Anthony 841223 petition on behatl ot 
Friends at the Earth tor institution of proceeding per 10CFR2 202 Comments on pelt* 
tLon will be considered In formal decision. 

DENTON, H R Olfico of Nuclear Reactor Regulation, Director 06/03/26 LEWIS.MJ 
Lewis, M 4pp 29711 308 29711311 


8504010073 Forwards Amend 78 10 application tor OL, consisting Of Rov 42 to 
FSAR.rettecling design, odilorFal changes & updates Chapter 17 revised to reflect cur 
rent QA organization 

BRADLEV.E.J Philadelphia Efectnc Co 86/03/29 DENTON,M R Office of Nuclear 
Reactor Regulation, Director 2pp 29566 019 29566 130 

“0604010078 Amend 70 to application for OL.conslsting of Rev 42 to FSAR Certificate 

01 Sve end 

BOYER,VS Philadelphia Electric Co 85/03/27 5pp 29566 021-29566 025 

8504040320 Commits to provlclino all procedures necessary to ensure that five listed 
aspects of NUTAC progratn implemented & available for rev;ew,in response to Gonoi* 
(C Llr 03 28 re Salem ATWS events 

BOYER, VS Philadeiphta Electric Co 85/04/ot SCHWENCER.A Licensing Bianch 2 
2pp 29607 327-29607 329 

8504190505 Notifies that changes to OA program documented in 850128 Itr acceptable 
E0NETER.SD Region 1, Olfico of Director 85/04/04 DALTROFF,Sl Philadelphia 
Efectnc Co 2pp 29923 349 29923 350 

8S04 170172 Advises that reviev/ ot 840914 Itr revealed oversight in citation tp 
lOCFRSO.Acp J Paragraph II A should bo revised to retor to Paragraphs 111 D 2(b) i) A 
III D 2Mii).m (lou ol Paragraph III D 2(b)t(l) only 

KEMPER, J S Philadelphia Electric Co 05/04/11 DENTON,H R Office ot Nuclear Ro- 
actor Regulation, Director 2pp 29827 305-29827 306 

06O4t0O41B Forwards util supplemental comments on Friends of the Earih 850225 peti 
lion for relief under 10CFR2 206 Petition tor relief should be domed 
WETTER HAHN.M J Connor & Welterhahn 85/04/12 DENTON, RH R Offico of Nu- 
clear Reactor Rogulatcon, Director 20pp 29815 141 29815 160 

8604240062 Notification of contract execulmMod 2, to “Review of Tornado Missile 
FRA-Limonck Generating Station & Soabrook Nuclear Power Plant” Contractor ND8 
WOLLETT.S Technical Assistance Contracts Branch NRC 03 84 088 85/04/12 
BERWERO.fl M Division of Systems fnlegraiion ipost 011005) ANAND,R NRC No 
Detailed Affiliation Given Ip 29978 325 29978 326 

--05O424O88B Hr Contract NRC-OS-Od'OBC.Mod 2.6xt0nding period of performance to 
851 231, to "Review of Tornado Missile PRA Lim0rick,Seabrook,Hopo Creek & Oconee 
Planis ” 

THOMPSON, R D Technical Assistance Contracts Branch NRC-03 84 OBB 85/03/28 
SIMIU.E Commorce, Dept ot, National Bureau of Standards Ip 29978 326 
29976,320 

0SO41 28206 Generic Ltr 5b-06 to all PWR ficonsees & all applicants for OLs re OA guid 
anco lor ATWS equipment not saletyTOlaled Sve list one! 

THOMPSON.H L Division of Licensing 85/04/16 Consolidated Edisor^ Co of Novv 
York. Inc 22pp 29947 288 29947 309 

8S04230229 Forwards info clarilying JS Kemper 850325 submittal re redundant romole 
shutdown capabrlrty.por 850326 fefcon roquesf 

KEMPER.JS PhiladGlphla Electric Co 65/04/18 SCHWENCER.A Licensing Branch 

2 4epp 29948 23 0 29948 206 


F. Security, medical, emergency & fire protection plans 


6604010035 Informs of 1985 onnual emergency response exercise on 850409 Objbc* 
lives tor exorciso aonl to NRC w/utit 641212 Itr Based on demonstrated proficiency In 
tfi84,MonCgomofy, Berks & Cfiastor counfios wiff not participate 
COONEY.M J Philadalphia Electric Co 85/02/13 MURLEYJ Region 1, Olfico of Oi 
rector 3pp 29570 010-2957(>019. 

0583100147 Forwards correspondenco & documents re emergency planning, per 
820601 Board order, Related correspondence 

CULLEN.EJ Philadelphia Elactrlc Co // 185 634 85/02/14 ZITZER.P Limerick Ecol 
ogy Action 500|ip 2B4 39 249-29441 102 

0604090359 Public version of revised emergency plan Implomenling 

procedures.including Rev 3 to EP-100. "Writlen Summary Notifjcatlon" & Rov 3 toEP 
20 J, ‘Technteaf Supporl ClfAcUvalm ” W/850227 Hr 

DALTnOFF,S L Philadelphia Electric Co 85/02/27 MURLEY.T E Region 1, Offico of 
Director SCHWENCER.A Licensing Branch 2 50pp 29753 100*29753 168 

8504000554 Public version of revised emergency plan imblomonllrn 

precGduros, including Rev 7 to EP 103, "Alert Responso." Rov 7 to EP 104, "Silo 
Emorgency Response" ft Hav 7 to EP'105, "General Emergency Response’' W/ 
B503D1 itr 

DALTR0FF,SL Philadelphia Electric Co 05/03/01 MURLEYJ, E Region 1. Office of 
Director SCHWENCER.A Licensing Branch 2 80pp 29715 101*29715 205 

8604080217 Forwards public version of emergency plan implemonting 
procedures, including Rov 28 to indoK.Rov 4 to EP-Z52 ra search & roscuo/firat aid 
group & Rev 4 to EP-273 re supervision call list 

DALTHOFF.S L^ Philadelphia ElGCtric Co 85/03/08 MURLEY.T E Region 1, OJtico of 
Director SCH'WENCER.A Licensing Granch 2 6pp 29712 224 29712 266 

-8604000226 Public version of omergency plan implementing procedures, including Rev 
20 to indGX,Rov 4 to Ep.262 ro search. & rescuo/first aid group & Rev 4 to EP'273 lO 
supervision call lisLW/850401 roleaso memo, 

• Philadelphia Eteclflc Co 06 / 02 /n 38pp 29712,229 20712 266 

6604090066 Forwards public version ot omergency plan Implementir'^ 
procodures.in eluding Rov 29 to index, Rov 7 to EP-102 re unusual event lesponso.ReV 
1 to 6P-21 1 ro field survey group & Rev 6 to EP-201 ro staffing augmentation 
DALTHOFF.S L PhHadelnhla Eteclric Co 05/03/15 MURLEYJ, E Region 1. Office 0^ 
Director SCHWENCER.A Licensing Blanch 2 5pp 29749:158 29749 203 

'-960409'0'072 Public version ot emergency plan implomenling procedures, including ReY 
29 to Index.Rev 7 to EP*1()2 re unusual event response, Rev 1 to EP*2n re liel^ 
survey group & Rev 5 to EP-291 re staffing augmentation W/05040i release rnemd 

* Philatfelphia Eloclric Co 85/02726 41pp, 29749 163*29749.203 
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8504030103 Forwards monthty status ropt on offsite emergency preparedness for OL 
reviews for Feb 1905 Potential for delay in schedule of lull power operation due to 
offsite emergency preparedness issues still remains lor Limerick & Shoreham 
DIRCKS.WJ Office of the Executive Director for Operations 85/03/20 PALLADINO 
Commissioners 9pp 29627 193-29627 201 


6504260215 Forwards FEMA Region III updated rcpt of interim findings on of (site emor 
gency preparedness Rept referenced in Q50329 memo included w/matls forwarded on 
850416 

HASSELL, OF Hearing Branch 2 ^;f2G5 693 85/04/23 HOYT.HF Atomic Safety and 
Licensing Board Panel 19pp 30023 057-30023 075 


8504250442 Fonr/ards public version of revised emergency plan implomentmg 
procedures, including Rev 8 to EP'103 re atert response & Rev 8 to EP-104 re site 
emiargency response JM Felton 850419 memo end 

DALTROFF.SL Philadelphia Electric Co 85/03/28 MURLEYJE Region 1 . Office of 
Director 7pp 30029 114-30029 189 

* 8604250443 Public version of revised emergency plan implementing 
procedures .Including Rev 8 to EP-103 re alert rasponse.Rav 8 to EP 104 re site emor 
gency response & Rev 8 to EP-105 re general emergency response 

* Philadelphia Electric Co 85/03/12 69pp 30029 121-30029 189 

6604020200 Fonwards emergency planning correspondence & documents among 
applicant, NRC & Commonwealth of PA, per ASLB 820601 order Sve fist end Related 
correspondence 

CULLEN, EJ Philadelphia Electric Co #285 312 85/03/29 ZITZER.P Limerick Ecol- 
ogy Action 125pp 29502 001-29592 257 

6504080160 Forwards FEMA evaluation & rept on 850307 remedial exercise at State 
Correctional Inst at Qraterford.por 850322 commitment Commonwealth of PA.Dept of 
Corrections has no obloction to release Related correspondence 
HASSELL.DF Hearing Branch 2 // 205 389 85/04/02 HOYT.HF Atomic Safety and 
Licensing Board Panof 6pp 29679 259-29679 264 

6504120176 Forwards revs to safeguards contingency plan Revs withheld (ref 
10CFR2 790 & 73 21) 

BRADLEY.EJ Philadelphia Electric Co 86/04/02, Region 1, OHice of Director 4pp 
297a4’198-29784 201 

8504080349 Forwards revised Draft 6 to radiolc^ical emergency response plans for Lim 
erick Township.Montgomery County & Union township.Berks County 
BOYER.VS Philadelphia Electric Co 85/04/03 SCH WENGER, A Licensing Branch 2 
ip 29686 004-2968^007 

-8504060353 Revised Draft 6 to "LImertek Township.Montgomery County Radiological 
Emergency Response Plan for Incidents at Limerick Generating Station 
‘ Philadelphia Electric Co 05/03/29 3pp 29686 005 29606 007 

-8504080360 Revised Draft 6 to “Union Township.Berks County Radiological Emergen- 
cy Response Plan for Incidents at Limerick Generating Station '* 

* Philadelphia Electric Co 85/03/29 3pp 29686 OOB-29686 010 

8604080238 Forwards answer to Qralerford Inmates proposed contentiona ro evacu 
atlon plan for Gratorford 

OTTOj Q Pennsylvania, Commonwealth of #285 404 05/04/04 Docketing & Serv- 
ices Branch ip 29681 076-29601 096 

-8604000250 Answer to Graterford Inmates 050215 proposed contentions & 050322 
concerns re evacuation plan for Graterford Supporting aocumentation 8 Certificate of 
Svo end 

FERKIN.Z.G Pennsylvania. Commonwealth of 85/04/04 Atomic Safety and Licens- 
ing Board Panel. 20pp 20681 077-29681 096 

6504080296 Advises of current status of efforts to satisfy License Condition 2C(d)(a} ro 
detailed control room design review Add) info re control room sun/oy, including end 
listing of human error discrepancies, provided per D50315 reouesl 
KEMPER. J S Philadelphia Eloctric Co 85/04/04 SCHWENCER.A. Liconaing Branch 
2 , Bpp 20679 001-29679 008 

8SD4110153 Forwards PP Giordano 050329 memo forwarding supplemental findings on 
offsite radiological emergency preparedness for facility Oefictoncles IfsteaPlan 
deemed inadequate 

KRIMM.RW Federal Emergency Management Agency 85/04/09 JORDAN, EL Divi 
Sion of Emergency Preparedness & Engineering Response (Post 830103) 5pp 
29766 043-29766 064 

-0604110162 “tnlerim Findings of Offsilo Radiological Emergency Preparedness for 
Limerick Generating Station ” 

* Federal Emergency Management Agency 85/03/31 17pp. 29766 048-29766064 

8594100377 Submits info required to close License Condition 2 C8(a}, Part 2 re detailed 
control room design review & completes Info submitted In 850404 Itr Human onginoor- 
ing discrepancy assessments end 

KEMPERJS Philadelphia Electric Co 85/04/12 SCHWENCER.A Liconsino Branch 
2 14pp 29853 249 29053 262 

8504180318 Forwards EL Jordan 850410 memo to RW Krimm.RW Krimm 850409 re 
sponse & PP Giordano 860329 memo to RW Krimm re FEMA supplemental interim 
finding on offsite radiological emergency preparedness Rolatod corrospondenco 
HAS^LUDF Hearing Branch 2 #205 585 05/04/16 HOYT.HF Atomic Safely and 
Licensing Board Panel lipp 29853 2G3-29B53'273 

8604230540 Forwards updated pages for South Coventry Township radiological emer- 
gency response plan, containing staffing assignments for emergency operation 
ctr, Related correspondence 

BOYER.VS Philadelphia Electric Co #205 661 85/04/18 ASHER, J Federal Emer- 
gency Management Agency 6pp 29964 350-29964 355 

8504240395 Forwards updated pages to South Covenliy Township, Chester County radi- 
otogicai emergency response plan. Pages contain staffing assignments for emergency 
operations ctr 

BOYER.VS Philadelphia Electric Co 85/04/18 SCHWENCER.A Ucensing Branch 2, 
2pp, 29969 345-2gQ69’349. 

-8604240397 Updated pages to South Coventry Township, Chester County radiological 
emergency response plan 

* PhiLadelpWa Electric Co 86/04/02 3pp 29969 347-29969 340. 

8504230300 Provides supplemental Info re design & qualification of equipment provided 
at remote shutdown panel or redundant remote shutdown capability & capability to 
communicate between remote shutdown room & outside plant locations 
KEMPER. J S Philadelphia Electric Co 85/04/22 SCHWENCER.A. Licensing Branch 
2 . Bpp, 29949 241-29949 24 B 


0504290354 Revised ladiologicai emergency response plans for Chester 

County, Borough of Phoenixvillo, Montgomery County & Lower Frederick 

Township,PAW/8 50425 Ur 

CULLEN.E J Philadelphia Electric Co 85/04/25 ZiTZER.P Ecology Action of Polls 
town 320pp 30048 001 30048 320 


G. Adfudicatory correspondence 


8503190147 Forwards correspondence & documents ro emergency planning, per 
B20601 Board order Related correspondence 

CULLEN.E J Philadelphia Electric Co #105 634 85/02/14 ZITZER.P Li m one k Ecol- 
ogy Action 500pp 29439 249 20441 102 

8504020309 Defines clouds & plumes discussed in 8 Vogler statement ‘500 ft below 
clouds'* Testimony re FAA distance from cloud rule for plume Rela led correspond 
encG 

ROMANO, FR Air and Water Pollution Patrol #285 330 85/03/06 KOHL.C, 
EDLES.G J , GOTCHY.R L Atomic Safety and Licensing Appeal Panel 1 p 29576 025- 
29578 025 


8504020146 Forwards Graterford Inmates supplemental motion in opposition to appli 
canl request for oxomption under 10CFR50 12 (a) & (b) W/o end Related correspond 
ence 

LOVE, A R Montgomery County Legal Aid Service #285 337 85/03/26 Docketing & 
Services Branch Ip 29570 220-29579 228 

6504040027 Ack receipt of 0S0225 Mr reiterating request in 841223 petition for institu 
lion of 10CFR2 206 proceeding LIr will be Iroated as suppi to polilion Declinos to take 
immediate action based on Info in Ur 

DENTON.H R Office of Nuclear Reactor Regulation, Director 65/03/26 
ANTHONY.RL Anthony. R L 4pp 20610 232-29819 235 


8604020215 Notifies that Graterford Inmates supplemental motion in opposition to appli- 
cant request for exemption per 10CFR50 t2(a) & (b) should have been titled, “Before 
ASLB ■' 

LOVE, A R Montgomery County. PA #285 324 85/03/27 Docketing & Services 
Branch Ip 29582 306-29502 336 


8504020333 AddI statement in opposition to util 050207 motion to exempt Graterford 
Prison Inmates & staff from roquiromonts of 10CFR50 47 for evacuation & emergency 
planning for facility 

ANTHONY, R L Friends of the Earth #205 320 05/03/27 Docketing & Services 
Branch 3pp 29578 134-29578.136 


8604010023 Supplomontal motion opposing applicant 850207 requosi for exemption 
under 10CFR50 12 & rcquiromonls of emergency planning lisled in 

1 0CFRSO 47 Certificate of Sve end 

LOVE.A R Graterford Prisoners #285 288 05/03/29 Atomic Safely and Licensing 
Appeal Patrol 16pp 29571 161 29571 176 


8504020200 Forwards emorgoncy planning corrospondenco & documents among 
applicant, NRC & Commonwealth of PA, per ASLB 820601 order Sve list end Related 
correspondence 

CULL^J.EJ Philadelphia Electric Co #285 312 85/03/20 ZITZER.P Limerick Ecol 
ogy Action 257pp 29582 001-29582 257 

8504040232 Reply supporting applicant 050207 request seeking exemption to 
10CFR50 47 re Graterford emergency plan duo to extreme low risk to inmates Motion 
ripe tor consideration & justified on record Certificate of Sve end 
RADER.R M. Philadelphia Electric Co RADER.RM Connor & Welle rhahn #285 357 
85/04/01 Atomic Safely and Ucensing Board Panel 22pp 2061 1*330-29611 351 

8604040318 AddI views on applicant 850207 motion for axompiion from 10CFR50 47(a) 
& (b) roquirements Exigent circumstances test discussed by applicant improper std to 
be applied In determining need for oxomplion Certificate of Sve end 
HASSELL.DF Hearing Branch 2 #205 361 85/04/01 Atomic Safely and Licensing 
Board Panel lOpp 29600 344 29600 363. 


0504080160 Forwards FEMA evaluation & fopl on 850307 remedial exercise at Stale 
Correctional Inst at Graterford, per 050322 commilmonl Commonweal lit of PA. Dept of 
Corrections has no objecllon 1o release Related correspondence 
HASSELL.DF Hearing Branch 2 #285 389 85/04/02 HOYT.HF, HARD OUR. J, 
COLE.R F Atomic Safely and Licensing Board Panel 6pp 29670 259 29678 264 

8504080206 Answer opposing Graterford prisoners 850215 emorgency planning 
contentions Only litigable contention already decided Intervener ahouid be dismissed 
from proceeding Certificate of Sve end 

RADER, R,M Philadelphia Electric Co, RADER.RM Conner & Welterhahn #285 411 
85/04/04 Atomic Safely and Licensing Board Panel 20pp 28601 007-20881 026 


8604080238 Forwards answer to Graterford Inmates proposed contentions re evacu- 
ation plan for Graterford 

OTTO.T G Pennsylvania. Commonwealth of #205 404 65/04/04, Docketing & Serv- 
fees Branch Ip 29681 076 29681 096 


■8504080250 Answer to Graterford Inmates 850215 proposed conlontlons & 850322 
concerns re evacuation plan for Graterford Supporting aocumenlation & Certificate of 
Sve end 

FERKIN.Z G , OTTO.T G Pennsylvania, Commonwealth of 85/04/04 Atomic Safely 
and Licensing Board Pane) 20pp 29681 077-29681 096 


6504090274 Affidavit of RE LInnemann re evaluation of hasp plans & preparations for 
handling radiation exposure cases & radloactivety contaminated & Injured 
patients Related correspondence 

LINNEMANN, RE Montgomery County Hosp BJacksburg.VA LINNEMANN.R E Penn- 
sylvania, Univ of. Philadelphia, PA #285 410. 85/04/04 3pp 29670 225 29679 227 
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8604090226 Appeal rrom refusal of NRR lo aci on 041223 petition to servo 5how cause 
order lo start procoedingiS to revoke low power License NPF‘27 & B5022S- request for 
reconsideration & for order from Cammission 

AnTHONY.RL Friends of the Earth ANTHONY.HL Anthony, RL 05/04/05 Com- 
iTussioners 2pp 29699 074-29699 074 

8504090306 Palitlon for Commission, to order H Denton lo issue show cause order & to 
institute hearing process on revoking faclllly low power license based on Q50225 sub- 
mittal of further evidence of ulil faulty opera lions 

ANTHONY .nu Anthony. RL 437 65/04/05 Comntlsslonors, Ip 2D609 300 

26696 300 


6504100492 Response opposing Craterford prisoners proposed Contentions A & B re 
panic, evacuation tme estimate & witllngness of guards lo perform duties Contentions 
A & B ro troinma of civilian bus drivers supported Certificate of Sve end 
HASSELL, DF Hearing Btendi 2 ^285 461. 65/04/05 Atomic Safety and Licensing 
Board Panel 23pp 29721 298 29721 320 

6504 120397 Decision ALAB-Q04 affirming ASLB 641106 memorandum & order rojacimg 
Dol Aware new Contentions V-14 & V-16 to impact of supplementary coetmg water 
sys & salinity of Delawaro River, respectively Served on 8S0411. 

TOMPKINS.B A Atemtc Safely and Licensing Appeal Panel #285 466 65/04/10 
15pp 29702 149-29792 163 

6504160183 Older dismissing Gralerford Inmates as party to proceeding & dirocling sur- 
render of documents or notes described in 650320 protective order.Servod on 
050415 

HOYT.HF Atomic Safely and Licensing Board Panel #205 610 05/04/12 Qralor- 
lord Pasonora 16pp 29513 329*29613 344 

8604160339 Roaponso opposing RL Anthony 850405 appeal of WRC refusal to act on 
541223 petition to serve show cause order & 650225 request for reconalderalion No 
basis in regulation for appeal. nor any necesskty for Commission to review matter 
CONNER,! B Conner A WeUerhahn CONNER.! B Philadelphia Electric Co #285 
642 65/04/12 CHILK.S J Office of the Secretary of (ha Commissior^ 2pp 
29B16 112 29816 113, 


0604180316 Forwards EL Jordan 860410 memo to RW Kfiinn>,RW Krimm 850409 re- 
sponse & PP Giordano 850320 memo to RW Krimm ro FEMA supplemental Interim 
(mding on oifsilo radiological emergency proparednoss Related correspondence 
HASSELL.DF. Hearing Branch I #205 565. 85/04/16 HOYT.HF, COLE,R F,. 
HARBOUR, J Atomic Saiely and Licensing Board Panel lipp 29863 263-29663 273 


0604220229 Forwards cor respond once & doc-umonls re omergency planning among 
appllcanl.NRC.Commonweallh of PA a other responsible governmental agencies.por 
ASLB 820601 order W/o end Relalod correspondence, 

CULLGN,EJ Philadelphia Electric Co #265 614.85/04/16 2IT2EB,P. Umerick Ecol 
ogy Action 2pp 29926 186-29029.169 


6804220242 Supplemental petition for review of ASLAB B50212 order dismissing Grater- 
ford Inmates petition for directed certification of ASLB 640205 order Commission 
should instruct ASLB to permit conlenIfonsCerlificalo of Sve end 
LOVE.A R Gralorford Prisoners LOVE.A R, Love. A R #265 618. 65/04/16 Commis- 
sioners 7pp 29930 263-20930 269 


5$04220248 Forwards Intervonor Gralorford Inmalfls supptomenlal poUllon for review of 
ASLB order dismissing polition for directed certification W/o end Rolalod correspond- 
ence 

LOVE, A H. Montgomery Counly Legal Aid Service #255 617 65/04/16. Dockollng & 
Services Branch 2pp 20930.264-20930:204 


8504230559 Forwards 650311 Ur re fact that public kepi ignorant of "sheltering'* as 
epllon lo evacuation Bhollofing is another word (or doalh trap & noeds to bo loslod as 
any olher aspect of evacuation. Reply requoato-d Related correspondence. 

ROMANO, F.n Air and Walor Pollulion Patrol #265 642. 05/04/16 DENTON, H.R 
Office of Nuefear Roaclor Regulation, DIreclor ip 29965 139-29966*142, 


"8584230564 Roque sis that fficllily not bo allowed to opejale until "aholiedng," as 
option to evacuation, fully tested ''S hollering'* should bo testod as any other aspect of 
avacuaflon Related correspondonco 

noMANO,F R Air and Water Pollulion Palrol. 85/03/11. D£NTON,H R Orrico of Nu- 
clear Reactor Regulation, Director 9pp. 29965:140 29065 142. 

85042203 IS Nollfifls of 850502 s)1o physical survey by NRC & afl inloroated 
parlies Par I Iclpsnls social security number & complete nemo requoatod by 
85O42e.S6rv0d on 0504 1 8 

THOMASSON.N. Office of Policy Evaluallons #286 600 65/04/17. Ofllco of Iho Ex- 
ecullve Legal Director Ip, 20938.200 29938:209. 

8604230 S4Q Forwards updated pages lor South Coventry Township radiological emer- 
gency response plan, containing staffing assionmonts for emerge ncy operation 
ctr Related correspondence. 

BOVER.V.S Philadelphia Elec trio Co. #265 661. 66/04/15 ASHER.J Federal Emer- 
gancy Management Agency, epp, 29984.350-29984 '355, 

8604230543 Notice of appeal from ASLB 850412 memorandum 8 order on Gralorford 
prisoners proposed conlenlions ro omergency response pi an. ASLAB should overlurn 
ASLB docision & allow prisoners to participate as parly.Cerliflcato of Sve end 
LOVE.AR Gralerford Prisoners, #265 656. 88/04/10 16pp 20965:209*29965.224, 

8504230691 Forwards notice of appeal from ASLB memorandum & order on Gralorford 
prisoners proposed conlenlions W/o onci Related corrospondence. _ ^ ^ 

LOVE.A,R. Montgomery County Legal Aid Service. #286 644. 85/04/19 Docketing & 
SeivlcesB ranch Ip 29964’359-20964:359. 

8594250356 Forwards revs to securily personnel training & qualitloatlon pfen.Reva re- 
flect changes based on discussion w/NflO.Rovs withheld (ref 10CFR73.21 & 
2.790) Related correspondence _ 

BRADLEY, E J Philadelphia Efaclrio Co #285 083. 65/04/19 Region 1, Olfico of Di- 
rector 4 pp. 299fl5'O97-29905'1CIO, 

8504260269 Forwards correspondence & documents re emergency planning among 
applicant, NRC, Commonweallh of PA a olher rosponslbla governmenlal 

agendesRefatedcofrespondenco. . , 

CULLEN, E.J Philadelphia ElecUlc Co, #285 68S 06/04/22 2ITZER,P. Ecology 
Action of Potlslown 444pp 20963,305*29985 026 


8504250123 Forwards Q50423 order redirecting 650419 aupplemonlal petition re Grater- 
ford Inmates request for review of ASLAB order dismissing petition tor directed certft- 
cation to ASLAB.per 10CFn2 772 Served or 650123 

CHILK.S Ollice of Iho Secretary of Ihe Commission #285 679 05/04/23 LOVE, A R 
Montgomery Counly Legal Aid Service LOVE, A R Gratorford Prisoners Ip 
29905 225-2996 5 22 6 

-8504250128 Order redirecting Gralerford Inmates 050419 filing re supplemenla! pelt 
tion for review of ASLAB order dismissing petition for directed certification to ASLAB 
for conslderatfon.pof 10CFR2 772 Served on 050423 

CHILK.S J Office of the Secretary of the Commission 85/04/23 Gratorford Prison 
ers Ip 29985 226-29905 226, 

8504260143 Order slwrtening time tor tiling roponses to inmates of Slate Corrcaional 
Inst at Gratorford appeals re proposed offsite emergency planning contentions Served 
on 650424 

SHOEMAKER, CJ Atomic Safety and Licensing Appeal Panel //285 694 65/04/23 
2pp 30025 284-30025 265 

8504260215 Forwards FEMA Region III updated repl of interim findings on offsite omor 
genc^ preparedness Rept referenced In 850329 memo included w/matls forwarded on 

HASSELL, DF Hearing Branch 2 #285 693 85/04/23 HOYT.HF. HARBOUR, J , 
COLE.H F Atomic Safety and Licensing Board Panel 19pp 30023 057-30023 075 

8504290605 Forwards Amend 1 to application for temporary mod of limitations on use 
of Schuylkill River water,! n response to D8 Everett 850402 hr Related correspond 
once. 

BAUER.E G Philadelphia Electric Co #285 742 65/04/24 WEISMAN.S Delaware 
River Basin Commission 8pp 30053 001-30053 OOB 

6604290507 Forwards Amend 1 to util 650315 application, per Section 3 8 of Delawaro 
River Basiq Compact W/o encI.Related correspondence 

WETTERHAHN.MJ Philadelphia Electric Co WETTERHAHN.M J Conner & Woller- 
hohr» #285 729 05/04/26 KOHL,CN, EDLES.G J , GOTCHY.R L Atomic Safety 
and Licensing Appeal Panel Ip 30053 009-30053 009 

6504300365 Forwards TG Otto 660425 Itr for sve on all parties & placement in 
PDR Served on 850429. 

SHOEMAKER.C J Atomic Safely and Licensing Appeal Panel #285 757 65/04/26 
CLEMENTS.WL Docketing & Services Branch Ip 30065 287-30005 288 

"8504300357 Forwards proprielary Gralerford evacuation plan Plan withheld 
OTTO.TQ. Pennsylvania, Commonwealth of 85/04/25 KOHL.CN Atomic Safely and 
Licensing Appeal Pane) Ip 30065 288 30065 260 


H. General correspondence 

8E04030232 Demands that pumping station at Point Pleasant be built Immediately No 
const activity at Point Pleasant during past yr although millions of dollars existed In 
UORSury lo build pump in Jan 1984 

* Pooplo for the Pump 95/04/03 MARTIN, RE NRC • No Detailed Affiliation Given 
Ip 29587:135-29587 135 

8504190559 Responds lo 850305 inquiry re R Rosenbliim 641231 concerns about 
ASLB 841213 mooting In Stowe,PA ro util application (or OL & limited appearance 
slatemonts from public concerning offsite emergency planning issues. 

OIRCKS.W J Office of Iho Executive Director for Operations 85/04/10 SPECTERA 
Senate, 2pp. 29938 012-29638 028 

"8504190563 Requests findings & views on end R Rosenblum 841231 concerns ro 
proposed plant ovacuallon plan 

SPECTERVA Sonale. 86/03/05 NRC • No Delailed Affiliation Given. 3pp 29936 026 
26938 028 

0504230364 Notifies that respor^se to one! 850311 Itr re sheltering as option to evacu- 
alion not yet rocoived 

ROMANO.fr Air and Water Pollution Patrol 85/04/16 DENTON.H Office of Nucle- 
ar Reactor Regulation, Director. Ip 29951,233*29951 236 


I. Financial information 

8604160406 "Annual Rep! 1984 *’ W/050409 Itr 
EVERETT,JL. AUSTrN.JH, BRADLEY.EJ Philadelphia Electric Co 84/12/31. 
DENTON, HR Office of Nuclear Reactor Regulalion, Director 49pp 29805 176 
29806-227 


•J, Insurance & Indemnity information 


8604290034 Forwards Endorsement 13 lo NELIA Policy NF 284 
BRADLEY, EJ Philadelphia Electric Co 85/04/22 SALTZMAN.J Assistant Director 
for State & Licensee Rafations 2pp 30045.182 30045.163 


K. Utility Final Safety Analysis Report (FSAR) & amends 

B6D4010073 Forwards Amend 78 to application for OL, consisting of Rev 42 to 
FSABjeffecling design, editorial changes & updates Chapter 17 revised to reflect cur 
rent OA organization. , 

BRADLEY JeJ. Philadelphia Electric Co 85/03/29 DENTON.HR Office ot Nuclear 
Reactor Regulation, Director 2pp 29566 019'29566'130 

"6504010078 Amend 78 lo appilealion for OL, consisting ol Rev 42 to FSAR Corlillcaio 
of Sve end. 

BOVER.V.S Philadelphia Electric Co. 85/03/27. 5pp 29568 021-29566 025 

"8504010031 Amend 78 lo FSAR for Limerick Generating Station Units 1 & 2 
* Philadelphia Electric Co 85/03/31 lOSpp 29566:026 29566,130 
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8504230513 Forwards Affidavit of Svc re distribution of Rev 42 to FSAR, per DG Eisen 
m 810706 Ur 

BRADLEY.EJ Philadelphia Electric Co B5/04/11 OENTON.HR Office of Nuclear 
Roaclor ReguTation, Director 3pp 29965 259-29965 261 


Q fnspectlon reports, IB Bullellns & correspondenco 

B5931 90659 IE Info Notice 05 022, "limitorque Motor Operated Valves Resulting From 
Incorrect Inslallation of Pimon Gear ” Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineenng Response (Post 
830103) 85/03/21 Consolidated Edison Co of New York, Inc lOOpp 29597 001- 
29597 005 

8503210461 IE Info Notice 05-023 "Inadequate Surveillance & Post-Maint & Post-Mod 
Sys Testing " Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/22 Consolidated Edison Co of New York, tnc l08pp 29656 001 
29656 107 

8503220444 IE Info Notice 85-024, "Failures of Protoctive Coatings in Pipes & HXs" 
Svc list end 

JORDAN.EL Division of Emergency Preparedness & Eroincering Response (Post 
830103) 85/03/26 Consolidated Edison Co of New York, Inc lOBpp 29596154- 
29596 363 

8504020308 Forwards Insp Repls 50 352/85 11 & 50 353/85-03 on 050201-0315 No 
violation noted 

COLLINS,SJ Region 1, Office of Director 85/03/29 DALTROFF.SL Philadelphia 
Electric Co 4pp 29578 001-29578*024 

-8504020316 Insp Repls 60 352/05 11 & 50 353/05 03 on 850201-0315 No violation 
or weaknesses noted Major areas inspected followup on outstanding insp 
items.nGneral walk-through insp & review of special & routine repls 
WIQQINS.JT, BORCHARDLR W , DEAILJ.E Region 1, Office of Director 85/03/ 
27 20pp 29578 005-29570 024 

8504120008 Responds to NRC 850228 Ur re violations noted in Insp Repts 50-352/05 
02 & 60-353/05 01 Corfedive actions Inoperable status of looso parts monitoring sys 
property logged & control room vent sys blocking sequences being revised 
DALTROFF.SL Philadelphia Etcclfic Co 05^3/29 STAROSTECKI.R Region 1, 
01 lie 0 of Director 5pp 29704 270-20784 203 

8503280037 IE Info Notice 05 025, "Consideralton of Thermal Conditions in Design & 
Installation of Supports for Diesel Generator Exhaust Silencers *' Svc list end 
JORDAN.EL Division of Emergency Preparedness & Engineering Response {Post 
830103) 85/04/02 Consolidated Edison Co of New York, fne 107pp 20667 199 
29667' 305 

8603280045 IE Info Notice 05 026. "Vacuum Relief Sys for QWR Mark I & II Contain 
menis " Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, tnc 92pp 29667107- 
29667 198 

8504230202 Describes investigation & corrective action programs to minimize reportable 
evonis.m particular, personnel errors, in response to item of concern noted in Insp 
Repta £0 352/04-65 & 50-353/04-14 One personnel error noted since Fob 1985 
COONEY.MJ Philadelphia Electric Co 85/04/02 STAROSTECKI.R Region 1, Office 
of Director 11pp 29950 126 29950 136 

8504010039 IE Info Notice 85 027, "Notifications to NRC Operations Clr & Reporting 
Events in LERs " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 86/04/03 Consolidated Edison Co of New York, Inc 90pp 29690 255 
29690 362 


R, Porladtc operating reports & related correspondence 


8504120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re 
source Mgl Forwards listed documents Documents also available in PDR 
FELTON.J M Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Pittman, 
Potts & Trowbridge 2pp 30300 003-30303 120 

-8504150197 Forwards updated const status repls as of 6301 01 Info for mcfuBion in 
NUREG 0030 Unit 1 fuel load dale advoncocl to 840B01 Llnil 2 target fuel load date 
remains at 000401 

CLAREY.JJ Philadelpfiia Electric Co 83/01/28 information Systems Branch 7pp 
30325 102-30325 18B 

-6504150366 Forwards updated const status repts as of 621001 lor inclusion in 
NUREG 0030 Unit 2 fuel load dale currently under roview duo to ruling to defer/ 
cancel facilily by Pennsylvania Public Util Commission 

CLAREY.JJ Philadelphia Electric Co 82/10/19 Information Systems Branch 5pp 
30325 307-30325 311 

0504030103 Forwards monthly status rept on offsite omergency preparedness for OL 
reviews for Feb 1 986 Potential for delay in schedule of full power operation due to 
offsite emergency preparedness issues still remains tor Limerick & Shoreham 
DIRCKS.W J Office of Ihe Executive Director for Operations 85/03/20 PALLADfNO 
Commissioners 9pp 29627 193-29627 201 


T Hearing transcripts on non-anUlrust matters 


8502150118 Limited appearance statements of K Cohon.M Cohen, AJ Paine & EM Field 
on 841210 before ASLB.qiiosttoning adequacy of proposed emergency evacuation 
plans Solved on 041217 

COHEN, K, COHEN, M, FIELD.E M Affiliation Not Assigned //ie6 659 84/12/10 
4pp 20032 173-20932 176 

6604060072 Transcript of 050227 hearing in Harrisburg, PA Pp 20,464- 20,606 Support- 
ing documenfation end 

* Atomic Safety and Licensing Board Panel 80/02/27 12€pp 29666 043 20566 160 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


A Appllcatlon/constructlon stago documenta & corrospondonce 


8504120162 Rosponds to FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source Met Forwards listed documents Documents also availatilo in PDR 
FELTON, J M Division of Rulos and Records 04/06/06 KILLEFER.C Shaw, Pittman, 
Potts S Trowbridge 2pp 30300 003 30303 129 

8504060103 Notification of 850329 mooting w/util & Sargent & Lundy in Qetlioscla.MD 
to discuss IDVP plan 

WAQNER.DH Llconsmg Branch 2 85/03/25 SCHWENCER.A Licensing Branch 2 
3pp 29675 012 29675 014 

8504040474 Forwards draft ’’Progrom Plan for Hope Creek IDVP" & summary of ongl- 
nooring & design program.per uTil 050321 sLibmllla! 

SCHV^NCER.A Licensing Branch 2 85/03/26 Licensing Branch 2 Ip 296D3 006 
29603 180 

-8504040403 Draft "Program Plan for Hope Creak IDVP 
* Sargeni & Lundy, Inc 85/03/08 1 73pp 20693 009-29693 180 


8504050042 SuppI 1 to IE Info Notice 85 003, "Separation of Primary Roector Coolant 
Pump Shaft & Impeller " Svc list end 

JORDAN.E L Division of Emergency Proparednoss & Enginooring Response (Post 
030103) 85/04/09 Consolidated Edison Co of New York, Inc lOtpp 29701 025- 
29791,126 

8S04050047 IE Info Notice 05-028, "Partial Loss of AC Power & Diesel Generator Deg- 
radation ” Svc list enc) 

JORDAN.E L Division of Emergency Preparedness & Enqinoenng Response fPost 
030103) 85/04/09 Consolidated Edison Co of New York, Inc 109pp 29790 278- 
29791 024 

8504090419 IE Info Notice 85 029, "Use of Unqualiliod Sources In Well Logging Appli- 
cations " Svc list end 

PARTLOW.JG Division of Inspection Programs (Post 050212) 85/04/12 Consolidat- 
ed Edison Co of Now York. Inc, 66pp 29032 001-29032 023 

8504170240 IE Info Notice 85 030, "MIcroblologically Induced Corrosion Containment 
Svc Water Sys " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/19 Consolidated Edison Co of New York, Inc lOOpp 29966 258 
20966 363 

06a419O-O66 IE Info Notice 05 032, "Recent Engine Failures of Emergency Diesel Gen 
eralors " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Enqinoering Response (Post 
830103) 85/04/22, Consolidated Edison Co of New York, Inc 109pp 29988*239- 
299B8 347 

8604190060 IE Info Notice 86 033, "Undersized Nozzle-To Shell Welded Joints In Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code," Svc list 
6hd „ . 

JORDAN.E L Division of Emergency Preparedness & Engineering Response fPost 
830103) 85/04/22 Consolidated Edison Co of New York. Inc 108pp 29989 001- 
29909 107 


8604030109 Forwards rovised "Program Plan for Hope Crook IDVP" & summary of on 
glneerlng & design program, for review Info will bo discussed during 850329 moating 
MITTL.RL Public Service Eleclric & Gas Co of New Jersey 85/03/29 

SCHWENCER.A Licensing Branch 2 3pp 29688 153-20588 320 

-8604030116 Rgv 0 to- "Program Plan for Hope- Crook (DVP." 

* Sargent & Lundy, Inc 05/03/22 173pp 295BD 156-29560 320 

0504110361 Forwards Rev 1 to "ProgrBin Plan (or Hope Creek Independent Design 
Ve/ilication Program," per 840329 request 

MITTL.R L Public Service Efocl/fc & Gas Co of New Jersey 85/04/04 

SCHWENCER.A Llcon sing Branch 2, Ip 29708 362 20769*202 


-8504110370 Rev 1 to '"Program Plan for Hope Creek Indopondonl Design Verification 
Program " 

• Sargeni & Lundy. Inc. 05/04/05 200pp 20768 353-29769 202 


8504110387 Forwards FSAR commitment status through Mar lOBS.documenllng otalus 
of util responses to NRG requests for addi Info Info will bo Included in FSAR Amend 
10 

MITTL,n.L Public Service Electric & Gas Co of New Jersey 85/04/04 
SCHWENCER,A Licensing Branch 2 9pp 29768’177-29760’105 


8504190690 Informs that pump & valve operability & seismic qualification audits will be 
conducted dufilng wk of 850506 Qualification forms for equipment II sled in Ends 1 & 
2 requested by 850422, 

SCHWENCER.A, Licor^slng Branch 2 05/04/05 MITTL.R L Public Service Electric & 
Gas Co of New Jersey 5pp 20930 029-29938,033 


8504160311 Forwards current list providing status of Tech Spe-c Issues identified in Sec- 
tion 16 of SER Items for which no confimnatlo-n of status received identified as com- 


plete & considered closed unless otherwise notified 

KiITTL,R L, Public Sewco Electric a Gas Co of New Jersey 05/04/10 


SCHWENCER.A Licensing Branch 2 SOpp 29806,230 29806 287 


8504220347 IE Info Notice 84 84, Rev 1. "Doficiencies In Forro-Resoriant Transformers " 
Svc list end. ^ , 

JORDAN.E L Division of Emergency Preparedness & Engineering Response JPost 
830103) 85/04/24 Consolidated Edison Co of New York, Inc 118pp 30027 067- 
30027.164 


8504220407 Comments on util 850404 submittal of Rev 1 to IDVP plan Rev 1 
acceplable.sub) 1o agreement w/liaied NRC comments & inter prolations 
SCHWENCER.A Licensing Branch 2 05/04/11 MITTL^R L Public Service Eledtnc & 
Gos Co of New Jersey 3pp 29947 265-29947 287 
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6S0<)24010S Summary of B50329 meeting w/uM.Sargenl & Lundy^Conner & 
Welter hahn.Weslec & Kerr McGeo in Bolhosda.MD m Rev 0 to IDVP program 
plan Info gathering would begin 850401 al Bechtel San Fransisco 
WAGNER, D Licensing Branch 2 85/04/11 Licensing Branch 2 4pp 29986 194 
29906' 19? 

6504240Q&2 Notification of contract oxoculton.Mod 2, to '"Review of Tornado Missile 
PRA Limerick Generating Slalton & Seabrook Nuclear Power PJant " Contractor NBS 
WOLLETT.S Technical Assistance Conlracls Branch NRG 03 84 068 05/04/12 
8ERNERO.R M Division of Systems Integration fpest 811005} 1p 29976 325' 
20970 326 

-0504240038 Ltr Contract NRC03 64 OSB.Mod S^extending period of performance to 
851231.(0 “Review of Tornado Missile PRA-Limertck,Seabrook,Hope Creek & Oconee 
Plants " 

THOMPSOHR D Technical Assistance Contraefs Branch NRC-03 04-OB8 $5/03/26 
SIMEU.E Commerce, Dept ol, National Bureau of Standards 1p 29978 326 
29978 326 

6504180206 Confirms discussions w/NRC re Sargent & Lundy participalion in lOVP for 
facility m research effort concerning cycling operalion of utif fossil Iired unit Sargent & 
Lundy meots all requirements for participation 

MITTL.RL Public Service Electric & Gas Co of Now Jersey 65/04/15 
SCHWENCER.A ticonsirg Branch 2 2pp. 29B53 352 29353 353 

0504 12028 6 Generic Ltr 85 06 to all PWR licensees & all applicants for OLs re QA gutd 
ance for ATWS equipment nol safety-related Sve list end 

THOMPSON, HL Division of Licensing 85/04/16 Consolidated Edison Co of New 
York, Inc 22pp 29947 288-29947 309 

6504260466 Notification ol 850425 meeting w/uU In Bethesda.MD to discuss offsite 

S ower ducl/diGsel generator arrangement 

/AQNER.DH Licensing Branch 2 85/04/19 SCHWENCER,A Licensing Branch 2 
4pp 30038 334-30036 337 

8504360415 Responds lo 841221 ltr transmuting ACRS rapt on facility Turbine over- 
speed protection test program end Util will rot pursue Implementation of ullimalo 
pr&nl protection sys due (o time constraints 

MlTTL,n L Public Servpce Electric & Gas Co of New Jersey. 65/04/24 

SCHWCNCER.A Licensing Branch 2 3pp 30062 346 30062 348 

8504300341 Forwards Rev 0 to '‘Offailo Dose Calculation Manuar* Manual supports ra 
cliological elfluonl Tech Specs describing methodology & parameters to be used in 
calculation of offsite closes due to radioactive liquid & gaseous effluents 
MITTL.RL Public Service Electric & Gas Co of New Jersey 85/04/26 

SCHWENCER.A Licensing Branch 2 2pp 30065 142 30065 264 

-0504300345 Rev 0 lo "ONsilo Dose Calculation Manual 
* Source Technologies 85/04/09 121 pp 30065144-30065 264 


G. NRC Safely Evalijollon Report iSER). suppis & correspondence 


- 85O3270S70 ‘Conformance to Reg Ouide 1 97 .Hopb Creek Generating Station " 
UDYAC EG&G Inc FIN A-6493 B5/03/31 NRC - No Detailed Affiliation Given 
I6pp 29711 292-29711 307 

8504090065 Forwards corrected SALP Re pi 50 354/64 26 for Aug 1963 - Oct 1984 Cor- 
rection covers piping sys & supports 

MURLEYJE Region 1, Office of Director 85/04/03 ECKERT.R M Public Service 
Electric 8 Gas Go of New Jersey 3pp 20700 170-29700 218 

-8504090070 Correcled SALP Repl 50 354/84-26 for Aug 1983 - Oct 1984 

* Region 1, Office of Director 85/04/03 46pp 29700 173 29700 218 

850418014B Forwards Mgt Meeting Rept 50 354/85 07 on 850211 & 15 Undersland 
mgs re modified Bailey control sys.lime delay & m rush current & admin islrativo cen 
trofs listed 

STAROSTECKI.R Region 1, Office of Director 05/04/03 MARTIN.TJ Public Scrvico 
Elecirtc & Gas Co of New Jersey 2pp 29915 174-29915 210 

-6504180158 Mgt Meeting Repl 50-354/85 07 on 850211 & 15 Major areas 
discussed sys turnover proWems.control room design, including plans for corroding 
oloclfomagnelic interference problems Viewgraphs & list of attendees end 
BLOUGH.AH . CHAUDHAnY;s K , KISTER.H B Region 1. Office of Director 84/03/ 
29 35pp 29915 176-29915 210 

85041 10493 Forwards flov 7 to emergency plan Rev 7 includes responses to SER Con 
firmatory Item 36 Sections 13 3 2 5,133 28 & 133 29 Response to remaining sec- 
tions will bo incorporated into June 1905 rev 

MITTL.RL Public Soivico Eteciric & Gas Co of New Jersey 85/04/04 
SCHWENCER.A Licensing Branch 2 3pp 29767 284 29768 135 

-B504 110497 Rev 7 to emergency ptan 

* Public Service Efectnc & Gas Co of Now JersSey 85/03/27 200pp 29767 287- 
20760 135 

8504120175 Forwards Rev 0 to “Plant-Specific Technical Guidelines” for preparation ol 
emergency operating procedures Submiltaj suppis procedures generation package 
transmitted on 850128 in response lo SER Open item 14 

MITTL»RL Public Service Efoclric & Gas Co of Now Jersey 85/04/10 

SCHWENCER.A Licensing Branch 2 2pp 29783 239 29784 197 

-0504120178 Rev 0 lo "Pianl-Specific Technical Guidelines, BWR Owners Group Emar- 
gency Procedure Quidelinos.Rev 3 ’’ 

^ Public Service Electric & Gas Co of New Jersey B6/02/28 317pp 29783 241- 
29784 197. 

8504120301 Forwards Rev 1 to ''Safety Analysis for Hope Creek Ganeratmp Sialion 
SPDS Display Design & implementation." per SER Outstanding Issue 15 
MITTL.RL Public Service Electric & Gas Co of New Jersey 05/04/10 

SCHWENCER.A Licensing Branch 2 2pp 29787 018 29787 087 


8504110493 Forwards Rev 7 lo emergency plan Rev 7 Includes responses to SER Con 
firmatory Item 36 Sections 133 2 5.133 20 & 133 29 Response lo remaining sec 
tlors will bo incorporated Inlo Juno 1985 rev 

MITTL,RL Public Service Electric & Gas Co of New Jersey 65/04/04 

SCHWENCER.A Licensing Branch 2 3pp 29767 284 29768 135 

86041S0337 Forwards solid waste process conirol program for Class A wastes, per SER 
Section 11 42 & 10CFR61 Program to dolormrne slability of Class B & C wastes 
scheduled lor eompfolron by Jan lfl06Mod to Tech Spec Section 114 2 requested 
MiTTL.R L Public Service Efectnc & Gas Co of New Jersey 85/04/08 

SCHWENCER.A Licensing Branch 2 lOpp 20806 147*29806156 

8504120176 Forwards Rev 0 to "Plant Specific Technical Guidelines" for preparation of 
amergoncy oporaUrg procedures Submittal suppis procedures generalion package 
Iransniilled on 850128 In response to SER Open item 14 

MITTL.RL Public ScArice Electric & Oas Co of New Jersey 85/04/10 

SCHWENCER.A Licensing Branch 2 2pp 29703 239 29784 197 

8504120301 Forwards Rev 1 to "Safely Analysis lor Hope Creek Generating Station 
SPDS Display Design & Implementation," per SER Outstanding Issue 16 
MITTL.RL Public Service Electric & Gas Co of New Jersey 85/04/10 

SCHWENCER.A Licensing Branch 2, 2pp 29787018-29787 087 


-8504120304 Rev 1 to "Safely Analysis for Hope Creek Generating Station SPDS Dis- 
play De&inn & implementation “ 

* Operations Engineering, inc 05/03/31 68pp 29787 020-29707 087 


I, Financial information 


8504300467 Forwards 1984 annual ropts ol PSE&G.Atfanllc City Electric Co.Oalmarva 
Power & Light Co & Phiiadelphia Electric Co 

FRYLING.R Public Service Efeclrrc & Gas Co of New Jersey 85/04/25 Office of 
Nuclear Reactor Regulation, Director Ip 30061 305 80062 129. 


Q, inspection reports, IE Bulletins & correspondence 

8503190659 IE info Notice 85 022, “Llmilorqua Motor-Operated Valves Resulting From 
fncorreci Installation of Pinion Gear ’’ Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/21 Consolidated Edison Co of New York, inc lOBpp 29507 001- 
20507 005 


850415031 1 Forwards currenl list providing status of Tech Spec issues identified in Sec 
tion 16 of SER Items for which no confirmation of status received identifeed as com 

K ioto & considered closed unless otherwise notified 

IITTLRL Public Service Eleclfic & Gas Co of New Jersey. 05/04/10 
SCHWENCER.A Licensing Branch 2 58pp 29806 230 29800 267 


8503210461 IE Info Notice 05-023, ’'Inadequate Surveillance & Post-Malnl & Post Mod 
Sys Tesling " Sve list end 

JORDAN, EL Division of Emergency Preparedness & enpineering Response (Posl 
630103) 85/03/22 Consolidated Edtson Co of New York, Inc fOOpp. 28656 OOt- 
29656 107 


8504290239 Responds to SER Confirmatory Issue 13 re commitment lo provide piping 
cross-lia on feedwater line fill network Adequate lusli lie ati on provided for taking credit 
1DT watei seal m toeiiwaVor ays ptp^rvg dwmg mitlftl UDCA 

MITTL.RL Public Service Eleclflc & Gas Co of New Jersey 85/04/22 

SCHWENCER.A Licensrng Branch 2 5pp 30046100 30046104 

8SO429O380 Forwards current list of status of open & confirmatory Hems idertlified in 
Sections 1 7 & 1 8 of SER & resolution of SER Item C 37 Items identified as compfele 
CO r^sldored closed unless ulil notified otherwise 

MITTL R L Public Service Efeclnc & Gas Co of New Jersey 85/04/22 

SCHWENCER.A Licensing Branch 2 8pp 30051,025 30051 032 

8504300371 Forwards Rev 2 lo Training Procedure TP-305HC, “NRC Licensed Opera- 
lor JTequalilfcatlOA Program.” per SER Open Item 12(b) Procedure revised to provide 
improved clarification ...... 

MITTL HL Public Service Electric & Gas Co of Now Jersey, 86/04/26 

SCHWENCER.A Licensing Branch 2 2pp 30063 145 30063 1 BO 


F. Security, medical, emergency & fire protection plans 


8504010124 Forwards Insp Rept 50 354/84-21 on 041105 09 & notice ol violation 
EBNETeH.SD Region 1. Office of Director 05/03/25 MARTIN.TJ Public Service 
Eleciric & Gas Co of New Jersey 4pp 29666 207*29566 31 1 

-0504010126 Notice of violation from insp on 641105-09 
' Region 1. Office of Director 85/03/25 Ip 29566 301-29566 301 

-0504010129 Insp Rept 50 354/84-21 on 841 105 09 Violation noted tailuro to follow 
procedures re support & bend radius of safe ty*rela ted cable & cable bundle exiting 
Conduit 14CRM-12 & entering Racoway 14CTPV01 unsupported for 80 inch span 
PAOLINO.R, WOODARD, C. PALtLITZ.F Region 1, Office of Director 85/03/19 
lOpp 29566 302-29566 311 

8503220444 IE fnfo Notice 85 024. “Failures of Protective Coalings m Pipes & HXs” 
Sve list end 

JOflOAN.E L Divisior* of Emergency Preparedness & Engineering Response <Post 
83D103) 85/03/26 Consolidated Edrson Co of New York, Inc l08pp 29596 154- 
29596363 


6504000167 Discusses ufil 850415 response to Generic Ltr 82-33 (SuppI 1 to NUREG- 
0737) Util (ustificalion for exceptions to Reg J 9J for some items 

accoD table Response lo end INEL Interim rept requested wilhm 69 days . „ 

SCHWENCER.A Licensing Branch 2 85/03/ 26 MITTL.RL Public Service Electric & 
Gas Co of Now Jersey 3pp 29711 289 29711 307 


8503280037 IE Info Notice 05 025, “Consideration of Thermal Conditions in Design & 
Installation of Supports for Diesel Generator Exhaust Silencers ** Sve list ertc) 
JORDAN, EL, Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02, Consolidated Edison Co of New York, Inc I07pp 29667 199 
20667,305 
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8503260045 IE Info Notice 85 026, '‘Vacuum Relief Sys for BWR Mark I & II Contain 
menis " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/04/02 Consolidated Edison Co of New York. Inc 92pp 29667 1 07- 
29G67 198 


-8504300476 Insp Rept 50 354/85 16 on 650319 25 No violation or deviation 
noted Major areas inspected preoperalional radiation protection program.mdudmg inn 
piDmenlation per License 29 20559 01 

BICEHOUSE.H J . PASCIAK.WJ Region 1, Office of Director 85/04/23 8pp 
30063 1 64-30063 191 


0504010039 IE Info Notice 85 027, ’'Notifications to NRC Operations Clr & Reporting 
Events in LERs ” Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/03 Consolidated Edison Co of New York, Inc 90pp 29690 255 
20690 362 

8504090065 Forwards corrected SALP Rept 50 351/84 26 for Aug 1983 • Oct 1984 Cor- 
rection covers piping sys & supports 

MURLEY.TE Region 1, Office of Director 85/04/03 ECKERT.R M Public Service 
Etedric & Gas Co o1 New Jersey 3pp 29700 170-29700 218 

-8504090070 Corrected SALP Rept 50 354/84-26 for Aug 1983 Od 1984 
• Regton 1. Office of Director 85/04/03 46pp 29700 1 73 2970 0 218 

8504090084 Confirms NDE van schedule change discussed letephonically between A 
Grardino & J Durr Original insp dales transmitted on 050219 Insp now planned for 
0504 22 0503 to permit obsen/ation by Egyptian nationals 

EBNETER.SD Region 1, Office of Director 85/04/03 MARTIN,! J Public Service 
Eleciric A Gas Co of New Jersey 2pp 29700 150-29700 151 

0604180148 Forwards Mgt Meeting Repl 50-354/85 07 on 850211 & 15 Understand- 
ings JG modified Bailey control sys.lime delay & Inrush current & administrative con- 
trols listed 

STAROSTECKI.R Region 1, Office of Director 85/04/03 MARTfN.T J Public Service 
Electric A Gas Co of New Jersey 2pp 29915 174-20915 210 

-B5041B0168 Mgt Meeting Rept 50 354/85 07 on 860211 & 16 Major areas 
discussed sys turnover problems.conlrol room design, including plans for correcting 
Glectromagnelic interference problems Vlewgraphs & fist of altendeos end 
0LOUGH,A R , CHAUDHARV\S K . KISTER.H 9 Region 1. Office of Director 84/03/ 
29 35pp 29915 176 29915 210 

8504190214 Responds to NRC 850307 Ur re violations noted in Insp Ropt 50-364/85- 
01 Corroclivo actions layup program for stainless steel errergency diesel generator 
HXs in process w/full implomonlalion scheduled for 050621 

MARTIN,! J Public Service Electric & Gas Co of No\w Jersey 85/04/00 
MURLEYJE Region 1 , Office of Director 3pp 29917 012-29917 014 

8504050042 Suppi 1 to IE Info Notice 05 003, ‘’Separation of Primary Reactor Coolant 
Pump Shaft & Impeller " Svc list end 

JORDAN.El Division of Emergency Preparedness & Enolneering Response (Post 
830103) 85/04/09 Consolidated Edison Co of Now York, Inc 101 pp 29791 025- 
29791 126 

8504050047 IE Info Notice 85 028, ’’Partial Loss of AC Power & Diesel Generator Oeg- 
racJation ” Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engmoerinn Response (Post 
830103} 85/04/09 Consolidated Edison Co of Now York. Inc f09pp 29790 270 
29701 024 


8504180392 Forwards Insp Repl 50-354/85 06 on 050212-15 No violation noted 
EBNETER.SD Region 1, Office of Director 05/04/10 MARTIN.TJ Public Service 
Efoctric & Gas Co of New Jersey 2pp 29858 345 29850 350 

••8504180398 Insp Repl 50-354/85 06 on 850212-15 No vtolalion noted Major areas 
inspected preoperalional test procedure review & venfication.obsorvation of sys 
flushes & as built sys comparison 

BRIGGS, L. GAUDINO.M, ALBA, A Region 1, Offico of Director 85/04/08 lOpp 
29858 347 29856 356 


8504090419 IE Info Notice 85 029, "Uso of Unqualified Sources in Well Logging Appli 
cations " Svc list end 

PART LOW, JG Division of Inspection Programs (Post 050212) 85/04/12 Consolidat- 
ed Edison Co of New York, Inc 66pp 29032 001-29832 023 

8504170240 IE Info Nolico 65 030, ’’Microbiotogically Induced Corrosion Containment 
Svc Water Sys " Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engmeoring Rosponao (Post 
830103) 85/04/19 Consoltdalod Edison Co of New York, Inc 109pp 20966 250- 
29966363 


0594290346 Responds to NRC 850321 Ur ro violations noted in Insp Rept 50-354/85- 
05 Corrective actions Procedure GTP-1 revised to incorporate piping temp monitoring 
program Implementing instructions contained in Instruction SI 4i 
MARTIN.TJ Public Service Electric & Gas Co of New Jersey 85/04/19 
MURLEY.T E Region 1, Office of Director 2pp 30048 330 30048 339 

8504190065 IE Info Notice 85 032. “Rocent Engine Failures of Emergency DIesef Gen- 
oralora" Svc list one! 

JORDAN, E L Division ol Emergency Preparedness & EnginGermn Response (Post 
830103) 05/04/22 Consolidated Edison Co of New York, Inc, t09pp, 29908 239- 
29988 347 

8504190060 IE Info Notice 85 033, "Undersized Nozzle To-Shett Welded Joints in Tanks 
A HXs Constructed Under Rules of ASME Boiler A Pressure Vessel Code " Svc list 
encl 

JORDAN, E L Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/04/22 Consofidalod Edison Co of New York, Inc i08pp 29989 001- 
29969 107 


0504220347 IE Info Notice 84 84,nQv 1, “Deficiencies in Ferro-Rosonant Transformers “ 
Svc list encl _ . 

JOROAN.E L Division of Emergency Preparedness A Engineering Response (Posl 
830103) 85/04/24 Consolidated Edison Co of New York, Inc 118pp 30027 067- 
30027,184 


8504300474 Forwards fnsp Rept 50 354/85-16 of activities authorized by Ucense 29- 
20659 01 on 050319 25 No violation noted, o u.. r, , 

MARTIN,!! Region 1, Office of Director 85/04/24 MARTIN.TJ Public Service 
Eleciric A Gas Co of New Jersey 2pp 30063 182-30063 191 


R Periodic operating reports & related correspondence 

8504120182 Responds to FOIA request for Caseload Forecast Pane! files in Ofc of Re 
source Mgt FonAiards listed documents Documents also available in PDR 
FELTONJM Division of Rules and Records 84/06/06 MLLEFER,C Shaw, Pittman, 
Potts A T rowbridge 2pp 30300 003 30303 1 29 

“8504120327 Forwards updated const status rept as of B40331 
LANDRIEU.PR Public Service Electric A Gas Co of New Jarsey 84/04/11 

HARTFIELO.RA Information Systems Branch 3pp 30318 204-30310 206 

“8504 120 400 Forwards updated const status repl as of 830630 Roiated mfo also encl 
LANDRIEU.PR Public Service Electric A Gas Co of New Jersey 83/06/08 

HARTFIELO.RA Information Systems Branch 250pp 30317 109 30317269 

“8504160125 Forwards updated const status rept as of 830030 
LANDRIEU.PR Public Servica Electric A Gas Co of New Jersey 83/11/15 

HARTFIELO.RA Information Systems Branch 5pp 30316 069-30318 073 

“8504 160213 Forwards updated const status repl as of 631231 
LANDRIEU.PR Public Servico Electric A Gas Co of New Jersey 83/01/28 

HARTFIELD.R A Information Systems Branch 3pp 30325 200 30325 202 

“8504 150242 Forwards updated const status repl as of 831231 
LANDRIEU.PR Public Servico Eleciric A Gas Co of New Jersey 04/01/20 

HARTFIELO.R A Information Systems Branch 3pp 30310 155 30310 157 

“8504 150452 Forwards updated const status repl as ol 630331 
LANDRIEU.PR Public Servico Electric & Gas Co of Now Jersey 83/06/06 

HARTFIELO.RA Information Systems Branch 5pp 30326 041-30326 045 


S Reportable accurroncea, LERa A related correspondence 

0504120118 Interim deficiency ropt re misapplication ol emergency load sequencer 
output roiays supplied by Consolidated Controls Corp Initiafly reportod on 0501 18 Next 
ropt will bo provided by 850430 

MARTIN.TJ Public Service Etectnc A Gas Co of New Jersey 85/02/19 
MURLEY.T E Region 1. Office of Director 2pp 29800 080 29608 081 

6504030263 Part 21 ropt ro senes of cracked welds discovered In generators Welds oc 
curred In conical baffle section of coll guards All units will bo inapectrd Af fee led plants 
listed 

BORMAN.JG Louis-Alfis Co 05/03/29 TAYLOR.J M Director’s Offico. Office of In- 
spection and Enforcemonl 4pp 29587 912-29567 315 

8504260114 Part 21 ropt ro polonliol long term problem of transformers supplied as port 
of voltage regulating oquipmenl for omorgency dtosol generator sys, par 050,320 
mooting Ropt will be submitted upon completion of maotings w/parties involved 
LEUSINK.HH Louis Allis Co 05/04/01 MURLEY.TE Region 1. Olfice of Director 
Ip 29905 228-29985 228 


V. Operator Examfnallons 


8504300371 Forwards Rev 2 to Training Procoduro TP 305HC, "NRC Licensed Opera 
tor Hoqualificallon Program," per SER Open Horn 12(b) Procedure revised to provide 
Improved ciaritlcalion 

MITTL.R L Public Service Eleciric A Gas Co of Now Jersey 85/04/26 
SCHWENCER.A Licensing Branch 2 2pp 30063 145 30063 100 


“8604300376 Rev 2 to Training Procedure TP-305HC, "NRC Licensed Operator Roqua 
fificallon Program " 

KELLER.S, QOTT.W Public Service Electric A Gas Co of New Jersey 85/04/25 
33pp 30063 147-30083 160 


X. Onsllo storage of Low Level Waste 


8504160337 Forwards solid waslo process control program for Cfass A wastes, per SER 
Section 1142 A 10CFR61 Program to determine slabllily of Class BAG wastes 
schodulod for comptelion by Jan 1006 Mod to Tech Spec Soclion 114 2 requested 
MITTL.R L Public Service Eleclrrc A Gas Co of Now Jorsoy 85/04/08 
SCH WENGER, A Licensing Branch 2 lOpp 29606147 29806 156 


DOCKET 60-356 UNIV. OF ILLINOIS RESEARCH REACTOR 


Q, Inspection reports, IE Bulletins A correspondence 

8504290342 Responds to violations noted in insp on 850226 20Correclive actions oral 
A Wfitlan exam administered to Individuate involved Individuals performed in satisfac- 
tory manner Statement posted ro exams 

BECK,G P lilmots, Univ, of. Ufbana, IL 05/04/18 NORELIUS.C E Region 3. Office of 
Director Ip 30047 340-30047 348 


V. Operator Examinations 

8504290342 Responds to violations noted in insp on 850226 28 Corrective actions oral 
A written exam administered to individuals Involved Individuals performed In satisfac- 
tory manner Slalemoni posted ro exams 

BECK.Q,P Illinois, Univ of, Urbana, JL 05/04/10 NORELIUS.C E Region 3. Office of 
Director Ip 30047 340 30047 348 
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DOCKET 50-35fi WILLIAM H ZIMMER NUCLEAR STATION. UNIT 1 


A. Apprrtdllon-^conslfucllon stage documents & correspondence 

8504120102 Responds to FOIA requesi for Caseroad Forecast Panol files in Ole of fle- 
soLifco Mgt PoMDrdb fisted do currents Documents also aw^ai fable in PDJT 
rELTON.JM Division of flules and Records 84y0&/06 KILLEFER.C Shaw. PiMman 
Rolfs & TrDwbnd<)e 2pp 3030-0 003 30303 t29 

Zirrrnef NdcJear Power Slation Unit 1 Mat Suiomary Analysis 

310210" 

' Cinanniaii Gas & Elpctfic Co 81/02/10 seopp 30305 202-30306 244 

-8504150058 ^'Vilh Zimmer Nucrear Power Slalion Scheaule Analysis 781107" 
Clncinnatr Gas & Eloclnc Co 76/11 /07 ISOpp 30306 245-30306 345 

*-8504160063 Confirms 7B1 122 lelcons re dtscrepancies between Sys Con si CPM Net- 
work Schedules, Shpeis 44 & 45 & Computer IJ 761108 fisting Summary of discus- 
sions & resuming actions presented Re fated documents end 

CULVER.BK Oncmnali Gas & Electric Co 78/11/27 UOVELACE.WH NRC * Mo 
Oataifed Affilialion Given 325pp 30306 346-30307 316 

• 0604150074 'WH Zimmer Muefear Power Station Schedule Ana lysis, 781 107 " 
Cincinnati Gas & Etectric Co 78/11/07 300pp 30308 010 30308 179 

-0504150403 Summary of 760717 meeting w/uliis re status of preoperalional testing & 
MafA l| containment fix Meelinn agericfa & revised agenda encf 
BERKOW.HN Division of Project Management 76/07/10 LOVELACE.B NRC No 
Dolailed Affiliation Given 13pp 30383 223 30333 235 

8504 120208 GonerfC Llr B5-0B to all PWR licensees & all applicants torOls re OA guid 
anco for ATWS equipment not safely related Sve list end 

THOMPSON, H L Divisron of Licensing 85/'04/16 Consolidated Edison Co of New 
York, Inc 22pp 29947 286-20947 309- 


-8312010321 Discusses Exhibit H of 830712 rept to Commission on T Applegate aIJo 
gallons re conduct of Ofc of Inspector & Auditor Supports investigation 
STREETER. JF, Division of Engineering 83/09/19 PAILADJNO.N , GIUNSKY, ROB 
ERTS Commissioners 2pp 29747 196 29747 197 

-8312010334 Forwards comments or) transcript of interview w/JB McCarten subiriJttGd 
in 630712 rept to Commission on T Applegate allegations re conduct of Ofc o1 In 
spector & Audilor.per 830907 commitment to provide written rebuttal 
KEPPLER, JG Region 3. Office of Director 83/09/21 PALLADINO.N, GlLINSKY, 
ROBERTS Commissioners lipp 29747 198-29747 210 

-*8312010356 Forwards JH Sniezek 81 1027 memo to EB Blackwood re evaluation of 
implementation of reactor const insp program at facility Stresses cooperation of all 
Region Ilf porsonnel involved 

KEPPLER.JG Region 3, Chicago, Office of the Director (81/03/01) 8f/10/30 
NORELIUS.CE Division of Engineering & Technical Inspection SPESSARD.R L Divi 
sion of Project & Resident Programs WARNICK.R F Enforcement & Investigation 
Staff ip 2SJ747 21 1-29747 211 

-0312016362 Advises of proposed Region Ilf reorganization effective 810215 Chad 
showing reorganization down to & induBing branch levels end 
KEPPLER.J G Region 3, Chicago, Office of the Director 81/01/22 Region 3, Chrea 
go. Office of the Director 3pp 20747 212 29747 214 

-0312010376 Advises fhal final draft rept re IE Invasligalion Rept 50 350/81-13 revised 
baaed on comments received from Commission.OELD, IE, Region III & participaiirg 
vestlgaCors/ inspectors 

STREETER. JF Projects Branch 2 81/11/23 KEPPLER.J G Region 3, Chicago, 
Office of the Director (81/03/01) Ip 29747-215-29747 215 

-0312010300 Assigns recipient to assist EDO In completing rept required by Federal 
Managers Financial Integrity Act 

PALLADINO.N J Comrwssionors 63/09/30 CUMMtNGS.J J Ottice of tr)speclot & 
Auditor 2pp 29747 218-29747 219 


Q. Acffudlcalory correspondence 


0312010192 Statement provided at inquiry into T Apple cate allegatiorrs re NRC rnvesli* 
gallons at pfant Inquiry repl high fig hied need for dearly arirculalod & consislently im- 
domonted policy re purpose & scope of NRC investigations 
PALLADINO.N- Commissioners 83/10/28 4pp 29747022-20747 266 

**0312010204 Requests invostigation into TW Appfegato allegations dclailod m MG 
Mafsch 821116 memo as to whether director or Ofc of Inspector & Auditor acted in 
good faith Findings requested by 830B30 

PALLADINO.N J Commissioners 83/05/06 HOVT.H Atomic Safety and Licensing 
Board Panel AlOOT.S Office of the General Counsel 4pp 20747 026-29747 029 

-0312010215 Forwards “Rept to Chairman on Investigation Into Allegations of T Apple- 
gale Corcerning Conduct of Ofc of Inspector A Audit." per 830506 requesiNo evi- 
dence of bad failh in discharging respo ns ibi Hires revealed 

HOYXH F Atomic Safoty and Licensing Board Panel 83/07/12 PALLADINO.N , Gl- 
LINSKY, ROBERTS Commissioners 3pp 20747 105 29747 107 

**8312010227 "Repl to Chairman on Investigation Inlo Alfegatiors of T Appfegate Con 
cernmg Conduct of Ofc of Inspector s Audit ” 

HOVt!^ F Atomic Safety and Licensing Board Panel ALOOT.C S Office of the Gen 
eraj Counsel 83/07/12 32pp 29747 030 29747 061 

••8312010237 Di&cusses 821105 mterview w/T Appfegate rc 820816 allegations con 
cernlng J Cummings of Ofc of Investigator & Auditor 

MALSCH.MG Office of 1 he General CounseP 82/11/16 PALLADINO.N Commission 
ers 13pp 29747 062*29747 074 

“0312010242 Exprosses disappoiniment w/lacK of investigation of probloms at pfanl 
APPLEGATEJW Affiliation Not Assigned 82/07/16 PALLADINO.N J Commission 
ers ip 29747 075^9747 075 

-8312010249 Reiy^onds to 829716 llr to Chairman Palladrno re allegatiorjs of wrongdo- 
ing on narl of NRC 

CuMMiNGS.J J Office of Inspector &. Atjdilor 92/09/20 APPLEGATE.T Affilratron 
Not Assigned 2Spp 29747 07G 29747 104 

-0312010253 OfSCussQS NRC investigations of wrongdoing equated w/criminal 
invesirgations IE failure in not pursuing civil invostigalions of wrongdofng leading to 
NRC onforcemonl must be understood 

GILINSKY.Y Commissioners 83/08/26 Commissioners 3pp 29747 108 29747 110 


’8312010261 Responds to 830804 memo ro T Applegate aNeQatiDn concerning conduct 
of Ofc of fnspBCtor & Auditor Rept flawed due to findings & conclusions on malters 
not monlioned in body of rept Comments end 

STELlO.V Regional Operations 8 Generic Requiremenla 03/08/31 PALLADINO.N 
Commission ers 43pp 29747 111 29747.153 

•0312019264 Roaponds to 830004 request for commonis on Hoyt-Alool repl of findings 
& recommendalions on T Applegate aJIegalions re conduct of Ofc of Jnspecior & 
Auditor, 

DIRCK8.WJ Office of the Executive DfreclOf for Operations 63/09/07 
PALLADINO.N Corrmissioners 3pp 29747 154 29747 156 


-8312010207 Responds to 030504 request for commenis on T Applegate allegations re 
conduct of Ofc of Inspector & Auditor Commenis end 

KEPPLER.J G Region 3. Office of Director 83/09/07 PALLADINO.N,, GILINSKY, 
ROBERTS Commissioners 23pp 29747 157-29747 179 


-0312010271 Comments on Hoyl/Alool repl submitted to Commission on T Applegate 
alfogailons re conduct of Ofc of Inspector &. Auditor ^ 

CUMMlNGS.J>t QKica o( (nspGCtof 8 Auditor 83/99/09 PALLADINO.N Commission- 
ers 9pp 29747 IflO 29747 188 


’8312910276 Comments on M Malsch 821 1 fB memo to Chairman Palladino summariz- 
ing results of mien/iew w/T Applegate re Ofc of Inspector & Auditor performance at 

CuffilNQS.JJ. Office of Inspector & Auditor 83/04/15 PALLADINO.N. GILINSKY, 
AHEARNE Commissioners 5pp 23747 J 89 29747 1 95 


-8312010300 Expresses appreciation for thorough & conscientious effort performed in 
conducting mveslfgalfon of T Applegate ellegalions re conducl of Ofc of Inspector & 
Auditor 

PALLADINO.N 4 Commissioners ij3/ 10/08 HOVT.H F Atomic Sal ely and bconsl fig 
Board Panel ALOOT.C S Office of the General Counsel 2pp 20747 216-29747 217 

•'0312010396 Advises lhal review of repl lo Commission on T Applegate allegations 
completed Diligence a candor in cooperating w/inqutry appreciated 
PAtLAOINO.NJ Commissioners 83/10/06 KEPPLER.J.G, Region 3, Office Of Direc 
lor 2pp 29747 220 29747 221 

-8312010403 Advises that review of T Applegate allegations completed Based on un 
derslanding of policy in existence, recipient acted in good faith in cooperating in fn 
QUiiy. 

PALLADINO.N J Commissioners 83/10/27 STELLO.V Regional Operations & Go 
neric Requirements 2pp 29747 222 29747 223 

-8312010407 Discusses 831006 memos to V Stello & J Keppler expressing Commis- 
sion views re mailers Involving Hoyl/Aloot repl Memos nol forwarded periding legal 
revraw Modifred memo to Y Stello issued 031027 Memo lo J Keppler unchannetf 
PALLADINO.N J Commissioners 83/10/27 Commissioners ip 29747 224* 
29747 266 


Q Inspection reports, IE Bulletins & correspondence 


8211060526 Notification of 821018 meeting w/ulif at site to discuss const complolion 
date in fight of difficulties in comploimg quality confirmation program 
KINTNERLL Licensing Branch 1 02/10/12 YOUNGBLOOD.R J Licensing Branch 
1 2pp 30307'317 30307'316 

8503190659 IE Info Notice 85 022. "Limilorque Motor Operated Valves Resulting From 
Incorrect fnsfallalion of Pinion Gear " Sve fist end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/21 Consolidated Edison Co of New York, Inc 108pp 29597 001 
29597 005 

8503210461 fE Info Notice 85 023, "Inadequate Surveillance & Post Maml & Post Mod 
Sys TesLr^ " Sve Hat end 

JORDAN. EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/22 Consolidated Edison Co of New York, Inc fOOpp 29656 001* 
29656 107 

8503220444 fE Info Noirce 85 024, "Failures of Protective Coatings m Pipes & HKs " 
Sve tisi end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Po5l 
830103) 85/03/26 Consolidated Edison Co of New York, Inc fD8pp 29506 154- 
29S9B363 

6S03280037 IE Info Notice 65 025, "Consideration of Thermal Condilions in Design & 
Installation of Supports for Dlesef Generator Exhaust Silencers " Sve list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Posl 
830103) 85/0'4/02 Consolidated Edison Co of New York, Inc 107pp 29667 199- 
29667 305 

8SO320OO45 fE fnfo Notice 85-026, "Vacuum Relief Sys for BWR Mark ) & II Contain 
menls " Sve lial end 

JORDAN.EL Dwision of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc 92pp 29667 107‘ 
29667-198. 

8504010039 IE Info Notice 85-027, ’‘■Nolifications to NRC Operations Ctr & Reporting 
Events m LERs” Sve Lsl end 

JORDAN.EL Divisron of Emergency Preparedness & Engineering Response (Posl 
630103) 85/04/03 Consolidated Edison Co of New York, /no, 98pp 29690 255 
29690 362 
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$504050042 SuppI 1 to IE Info Notico 85 003, “Separation of Primary Reactor Coolant 
Pump Shaft & Impeller “ Svc list end 

JORDAN, EL Dtvision of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, fnc lOIpp 29791025- 
29701 126 

8504050047 IE Info Notice 85 028, “Partial Loss of AC Power & Diesel Generator Deg- 
radation " Svc list end 

JOHDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
8 30 V 03) 85/04/09 Consolidated Edison Co of New York, Inc. 109pp 29790 278- 
29791 024 

6504090419 IE Info Notice 05 029. “Use of Unqualified Sources fn Weil Logging Appli- 
cations “ Svc list end 

PARTLOW.J G Division of Inspection Programs (Post 850212) 85/04/12 Consolldal 
ed Edison Co of New York, Inc 66pp 29032 001-29832 023 

85 04170240 IE Info Nolice 95 030, "Microblologically Induced Corrosion Containment 
Svc Water Sys " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/19 Consolidaled Edison Co of New York, fnc 109pp 29966 258- 
29966 363 

8504190055 IE Info Notice 85-032, “Recent Engine Failures of Emergency Diese) Gen- 
erators “ Svc fist end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc f09pp 29980 239* 

29988 347 

8504190060 IE Info Nolice 85-033, "Undersized Nozzle-To Shell Welded Joints In Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code " Svc list 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/22 Consolidated Edison Co of New York, (nc 1O0pp 29989 001- 

29989 107 

6504220347 IE Info Nolice 84-84, Rev 1, "Deficiencies in Ferro Resonant Transformers " 
Svc list end 

JORDAN.E L Division ol Emergency Preparedness & Engineering Response (Post 
830103), 85/04/24 Consolidated Edison Co of New York. Inc flBpp 30027 067- 
30027184 


R. Periodic operating reports & related correspondence 

8504120162 Responds to FOIA request for Caseload Forecast Panel files In Ofc of Re 
source Mgl Forwards listed documents Documents also available in PDR 
FELTON.J M Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Piltman, 
Potts & Trowbridge 2pp 30300 003-30303 129 

•►8504160068 “Projecl Status Repl," for period ending 791031 Repl presented at 
monthly const coordination 781107 meeting 
* Kaiser Engineers 78/11/07 64pp 30307 319-30308 009 
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A AppllcaUon/constructlon stage documents A correspondence 

6604120182 Responds to FOIA request for Caseload Forecast Pane) files In Ole of Re- 
source Mgl Forwards listed documents Documents also available in PDR 
FELTON.J M Division of Rules and Records 84/06/06 KILLEFER.C Shaw, PIHman, 
Potts Trowbridge 2pp 30300 003 30303 129 

-6604120356 Provides daily staff notes for 780011 Fault observed In emergency svc 
water discharge tunnel at Perry Util review program rejected all Installed hangers In 
spected in May-Aug 1978 at Fermi 2 Slop-work order Issued. 

* Office of the Executive Director for Operalions 76/00/12 HENDRIE Commission 
ers 2pp 30300 005 30300 006 


F. Security, medical, emergency & fire protection plans 

B5D411Q167 “San Onofre Nuefear Generating Station Unit 2, Annual Emergency Exer- 
cise, 040229," final repl 

• Southern California Edison Co. 84/02/29 424pp 29785 100 29706,163, 

6504040526 Ack receipt of 850301 Itr Informing NRC of steps taken to correct violations 
noted In 850125 notice of violation 

SCARANO.R A Region 6, Office of Director 05/03/22 BASKIN, K.P. Southern Califor- 
nia Edison Co Ip 20660 035-29660 035 

6604020295 Forwards updated evaluation of pilot program for conducting annual team 
jnsps & heavily loading site w/resldenl inspectors, per 850226 preliminary review of 
piiol program Pilot program successful 

MARTIN, J 9 Region 5, Office of Director 85/03/26 TAYLOR.J Director's Office. 
Office of Inspection and Enforcement 7pp 29577.228-29577,238. 

85040 60035 Revised emergency plan implementing procedures, Including twdated 
index, Rev 3 to S0123 Vlll-40 1 re operational support ctr & 50123-VIII 0,301.tempo- 
rary Change Notice 1*1 re offsite/onsite communications check.W/850402 (tr. 
FIROVED,J. CROY,P.A. Southern California Edison Co. 85/04/02 MARTIN, J.B. 
Region 5. Office of Director 176pp 29679,009-29679.186 

8504050208 Comments on Generic Ltr 85-01, "Fire Protection Policy Steering Commit- 
tee Rept.” Revised interpretations of App R requlremenls, proposed enforcenient 
action guidance &. proposed fire protection license condition end 
MEDFORD.M.O Southern California Edison Co. 85/04/03, Record Services Branch 
(Document Control Desk), 12pp 29665 236-29665 240 

6504180492 Forwards formal of magnelfc tape Wes that contain final meteorological 
data for 1984.por NRC 850305 telcon Return of tapes after completion of study re- 
quested. 

HAYNES,JG Southern California Edison Co 85/04/04, YUHAS.G Region 5. Office 
of Director 2pp 29859 135-29059*136 


8504160196 Advises of current status of detailed control room design review suppfo 
menial repl & updalos proposed submittal dale from 850531 to 1031 Delay due to 
participalion in C E Owners Group generic effort 

MEDFORD.MO Southern California Edison Co C5/04/12 KNIGHTON.GW Licans 
ing Branch 3 2pp 29814 139 29814 140 

8504260680 Ack receipt of 050410 Rev 4 to physical security plan Rev may have policy 
imphcations which require Headquarters achon.per 850418 telcon Rev submilied to 
NRR for action 

SCHUSTER, MD Region 5, Office of Diroclor 05/04/19 HAYNES.JG Southern Csl< 
fornia Edison Co 3pp 30024 288-30024 290 

8604300306 Forwards “Update Rept on Oflsito Medical Sves Aspects of Offsite Radto 
logical Emergency Response Plans & Preparedness Measures San Onofre Nuclear 
Generating Slalion." par 850405 menno Slate & local plans meet NUREG-0654/ 
FEMA-REP 1 

KRIMM.RW Federal Emergency Managemonl Agency 85/04/22 JORDAN.E L Divi- 
sion oif Emergency Preparedness & ErQinearing Response (Post 830103) 14pp 
30064.007-30064 020 

8504300319 Advises lhal 050114 Rev 1 to emorgoncy plan compatible w/provisions of 
10CFR50 47,App E to 10CFR50 & criteria of Rev 1 to NUREQ 0654 
FISH.R.F Region 5. Office of Director 65/04/23 BASKIN, K 8 Southern California 
Edison Co Ip 30068110 30058 110 

8504290379 Answer supporting licensee 050329 motion that medical sves for members 
of public who may be exposed to radiation provided by existing emergency 
plans Certificate of Svc end 

CHANDLER.LJ Hearings Division VOQLER,BH Hearing Branch 2 /f2B5 725 05/ 
04/26 Commlssmers 28pp 30051 036-30051 063 


Q. Adjudicatory correspondence 

86040403 40 Motion for order confirming continued aulhorlly to operate facilities pending 
NRC determination of proper scope & inlorprolallon of 10CFH50 47(b)(12) re medical 
SVC8 to public & Implementation ol inlorprolatEon Proof of Svc end 
PJGOTT.D R Boulhern California Edison Co PIGOTT.D R San Diego Gas & Electric 
Co PIGOTT.O.R, Anaheim, CA #285 371 06/03/29 Commissioners 1,31 5 pp 
29614^30-29810 013 

8504050207 Forwards appllcanl motion per lOCFRSO 47(c) re arrangements lor medical 
8VCS & oxhibite W/o end Related correspondence. 

PIGOTT.D R Orrick, Horrington & Sutcliffe #285 384 85/03/29 Dockefing & Sorv 
ices Branch Ip, 2D665 250 29665 250 

8504050205 Order inviting Intervenors & NRC to consider desirability ol ASLB corlifica 
Iron re response to Commission questions on applicant 850320 motion re arrange 
ments for medical sves at facilities Served on 850404 

KELLEY, JL Atomic Safety and Licensing Board Panel #285 370 B5/04/03 NRC - 
No Detailed Affiliation Given 2pp 29665 251-29665.252 

8504120466 Response to 850403 order re 650329 motion As result of GUARD vs NRC 
decision remanding case (e NRC, motion properly addresses full Commission Proof of 
eve end 

CASEY.SB Southern California Edison Co CASEY, S.B Orrick, Horrinolon& Sutcliffe 
#285 506 65/04/09 5pp 29702 029 2D792 033 

8504160296 Response opposing eppllcant motion re arrangemenla for medical 
eves Motion deficient In complying w/pro-ceduros In 10CFR2 749 a mall submitted wJ 
o motion to amend record.Pfoof of Svc end Related correspondence 
MCCLUNG.CE. Flemming, Anderson, McClung & Finch #205 547 05/04/11 Com 
misslonera Spp 29814*005-29814 012, 

8504240364 Confirms 850416 telcon between LJ Chandler & DH Voglor w/ WL Clo 
monta granlinq request for extension until 850426 to respond to emergency planning 
Issues Related correspondence. 

VOGLER.BH. Haarinq Branch 2. #285 666 05/04/22 CHILK.S J Office of the Sec 
retary of the Commission 2pp. 29967 303 29967.304 

8504290379 Answer supporting ficensee 850329 motion that medical sves for members 
of public who may be exposed to radiation provided by existing emergency 
plans Certiricale of Svc end 

CHANDLER.LJ. Hearings Division, VOGLER.BH Hearing Branch 2 #205 725 85/ 
04/26 Commissioners. 28pp 300S1 936 30051.063 


K. Utility Final Safety Analysis Report (FSAR) A amends 

8504240407 Forwards revised master content pages to be inserted in Rev 1 to updated 
FSAR transmitted on C 502 1 5 

MEOFOHO.MO Southern California Edison Co. B6/04 /1 6. KNIGHTON.GW Licens 
Ing Branch 3 lOpp 20969.334 29969.343 

-8504240412 Revised master content pages to Rev 1 to updated FSAR 
* Southern California Edison Co 66/02/28 gpp. 29060 335-29969 343 


P. Operating license stage documents & correspondence 

8504120182 Responds to FOIA request for Cosoload Forecast Panel files rn Ofc of Re 
source MgLForwards listed documpnls.Documents also avallablo in PDR 
FELTON.J M Division oJ Rules and Record's 84/06/06 KILLEFER,C. Shaw, Piltman, 
Potts & Trowbridge. 2pp. 30300 003-30383*129 

-8504160217 ’’Bechtel DesIgn.Eoginaering & Procurement Mgt & Status" Related info 
end 

MARTIN, OF. Bechtel Corp 78/1 1/29. 226pp 30337,313 3033B098 

850403030B Forwards Amends 32 & 21 to Licenses NPF-10 & NPF-15. respectlvety a 
safety ovalualion.Amend3 modify Tech Specs to accommodate core protection calcu 
lalof software changes implemented for Cycle 2 operation. 

KNIGHTON, G.W Licensing Branch 3. 85/03/01 BASKIN,K.P Southern Caiifornia 
Edison Co. HOLCOMBE, JC San Diego Gas & Eieciric Co. 4pp 29626 001 
29626 137, 
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-8504030312 Amoncis 32 & 21 to Liconsos NPF 10 & NPF 1 5, respective modifying 
Tech Specs to accommodalo ■core prolection calculator software changes implement 
ed for Cycle 2 8, allovying coalrol element assonihly misalignment 
KNIGHTON^GW Licensing Brancfl 3 S5/03/01 115pp 29626 005 29626 109 

-8504030314 Safely evafualion supporting Amonds 32 3 21 lo Licenses NPF- 10 & 
NPF-1 5, respectively 

' NHC No Detailed Affifialion Gaven B5/03^0I 25pp 20626 110-29626134 

•<•8504030318 Notice of denial of amends to Licenses NPF- 10 & NPF 15 & opportunily 
for hearing re proposed Tecli Spec change lo lov»er min allowable value of azimuthal 
ill allowance to reflect reduced COLSS tilt estimate 
KNIGHTON .G W Licensing Branch 3 85/03/01 3pp 29626 135-29626 137 

flSWOtOiSS Forwards pr-ocedures in response lo 841120 request for addi in to, including 
Rev 0 to Spec S0 123-701 -01, ‘'Engineering Design & Contraclor Inlcrfaco Require- 
ments ” 

NUNN,DE Southern California Edison Co 85/03/13 MARTIN J 0 Region 5, Of free 
of Director 2pp 29566 242-29566 293 

-8504010141 Rev 0 to ‘‘Engineering Design S Contraclor Interface Requirements “ 
RICHTER.HL Soulhern Calitornia Edison Co 85/02/21 34pp 29566 244 29566 277 


Q Inspection reports, tE euffotlns & correspondence 

8504240530 Forwards printout ol open items lo bo provided to ulil during next insp on 
650415 List to bo placed in PDR,per Region V Instruction 404 
NARBUT.PP Rfidion 5, Otfics of Director 84/04/10 KIRSCH.D Regions, Office ot 
Oireclor 76pp 29908 027-29988 102 

85D4120182 Responds to FOIA request for Caseload Forecast Panel files in Ole of Re- 
source Mgl Forwards fisted documents Documents also available in PDR 
FELTONJM Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Piltman, 
Potts & Trowbridge 2pp 30300 003 30303 129 

8504110432 Fonvards Insp Ropl 50 361/85 05 on Q50213 23No violations or devi- 
ations noted 

KIRSCH.D F Region 5. Of fico of Director 85/03/19 8ASKIN.K B Southern California 
Edison Co ip 29775 270-29775 283 

-8504110440 Insp Repi 50-361/05-05 on 650213 23 No violalion or dovialion 
noted Major areas inspected activities re periodic containment integrated leak rate 
test 

CLARK, C, YOUNG.T, JOHNSON, P Region 5. Office of Director 85/03/14 5pp 
29775 279 20775 203 


- 8504010143 Rov 0 to “Interface Procedure for Engineering Sves Conlractors Prepar 
ing Design Change Packages, Proposed Facility Change Packages or Olher Studies 
Analyses for San Onofre Nuclear Generating Sialiorii Units 1 ,2 & 3 " 

* Soulfiern California Edison Co 6^/{>Z/25 Bpp 29566 278-29566 285 

-8504010146 Rev 6 to “Review S Approval of Contractor, Engineering- Const & Supplier 
Documents for Mall,Eqii-ipmeni & Sves Purchased by Soulhern California Edison for 
San Onpfre Nuclear Generating Slalrons Units 1,2 & 3 “ 

* Soulhern Calitorriia Edison Co 65/01/22 Opp 29566 286-20566 293 

8504010010 Forwards handouts used in 850315 prescntatoin to NRC task force evafu 
aling effectiveness of LWR regufalory requirements in limilinig risk & NUS 850221 Hr 
Informing of symposium /workshop on NRC reporting requirements 
RAYHB Southern California Edison Co 85/03/10 MABTIN,JB Region 5, Office of 
Director 19pp 29570067 29570 085 

0504010232 Summary of 85030B maeling w/Core Prelection Calculator OversFghl Com 
milteo in DolhesdaMD 

ROOD.H LrcansirB Branch 3 85/03/19 Licensing Branch 3 13pp 29574 300 
29574 312 

0504040376 Notification ol 850329 meeting w/ Southern California Edison, Arkansas Nu- 
clear Power,LouiSiana Power & Light Co. Arizona Power & Light Co & C E jn 
0Glhesda,MO to discuss CPC improvemont program 

ROOO.H LreensEng Branch 3 85/03/22 KNIGHTON, GW Licensing Branch 3 3pp 
29619 292 29519 294 

0SO4O9O312 Forwards five replsjncludinp proprietary Rev 1 to 1679 400 001 00, “Eval- 
uation of Tube Wear in San Onefro Units 2 & 3 Steam Generator'' Proprietary rept 
wilhheld (ref 10CFR2 790) 

MEOFOHD.MO Soulhern California Edison Co 85/04/05 KNIGHTON.GW Licens- 
ing Branch 3 5pp 29709 270 29710 252 


0503199659 IE Info Notice 85 022, ' Limilorque Motor-Operated Valves Resulting From 
Incorrect Installation of Pimon Gear “ Sve list end 

JORDAN.E L Division of ErTiergency Preparedness & Engineonng Response (Post 
830103) G5/03/21 Consofidaied Edison Co of Now York, Inc lOOpp 29597 001 
29597 005 

0503210461 IE Info Notice 05-023, “Inadequate Surveillance & Posl-Mainl & Post-Mod 
Sys Testing “ Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
330103} 05/03/22 Consolidaleti Edison Co of New York, Inc 108pp 29656 001- 
29656 107 

8504040528 Ack receipt of 850301 tlr informing NRC of steps taken to correct violations 
noted in 850125 notice of violation 

SCARANO.R A Region 5, Office of Director 85/03/22 BASKIN, KP Soulhern Cali tor 
nia Edison Co I p 29569 035-29669 035 

8504110216 Towards Insp Repls 50 206/85 08,50 361/85 08 & 50-362/85 07 on 
850204-06,25-28 & 0301 No Violations noted 

KIRSCH.D F Region 5, Oftico of Director 05/03/22 BASKIN.K B Southern California 
Edison CO 1p 29777 192-29777 197 

-8504110222 Insp Repls 50-206/05-00.50-361/85-08 & 50-362/86 07 on 850204 
06,25 26 & 0301 No vrofalion or deviation noted Major areas 

inspected organi 7 atron,maint controls & followup of aclions on previous insp findings 
NARBUT.PP, JOHNSON.P Region 5, Office of Director 85/03/22 Spp 29777 193 
29777 197 

8503220444 IE Info Notice 65-024. “Failures of Protective Coalings In Pipes & HXs " 
SvG fist end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/03/26 Consolidated Edison Co of New York, Inc lOOpp 29596 154- 
29596 363 


•^8504090314 “-San Onofre Nuclear Generating Station - Unit 2, Steam Generator Tubing 
Wear “ 

* Southern California Edison Co 85/04/03 lapp 29709 276 29709 2B8 

.•8504090319 “Evaluation of Steam Generator Tube & Diagonal Spacer Strip Interaction 
& Wear, San Onofre Unit 2 '' 

* Combustion E rig ineerirg, Inc CEN 299(S) 85/03/31 123pp 29709 289 29710 050 

-8504090321 “San Onofre Nucfear Generating StAion - Unit 2, Melallurgicaf Defects tn 
Steam Generator Tubes “ 

* Soulhern California Edison Co 85/04/03 146pp 29710 051 29710 194 


8504020295 Forwards updated evaluation of pilot program for conducing annual team 
insps & heavily loading site w/rosidenl inspectors.per 850226 proNminary review ot 
pilot program Pilot program successful 

MARTfN.J B Region 5, Office of Director 05/03/28 TAYLOR.J Director’s Olfico, 
Office of fnspecUon and Enforcement 7pp. 29577 226 29577 238 


6504020341 Submits revised response to clarify info in 840730 re^onse lo IE bulletin 
84 02JtorT^8 1 & 4 re failures of QE Type HFA relays in Class IE safety sys No addI 
GE Type HFA re fays found at Unil 1 In safety-related sys 

NANOV.F R Soulhern California Edison Co 85/03/29 MARTIN, J.B Region 5, Otfree 
ol Director 3pp 29576 140 29578 142. 


-0504090324 “Evaluation of Tube Wear in San Onofre Units 2 & 3 Stoam Generators " 
DANFELT.EL O'Donnell & Associates, Inc 1679 400 002 00 65/03/28 58pp 
29710 195 29710 252 

8594160331 Forwards responses to questions re Proposed Change 130 & proposed 
Tech Spec Section 60, “Administrative Conlrofs “ Onsite & offsite orgamzalion chads 
levised 

MEDFORD, MO Sou Ihern California Edison Co 05/04/12 2WOLINSKI,JA Operating 
Reactors Branchs 170pp 29B15 304-29816 1 11 

8S94 120206 Generic Llr 65-06 to all PWR licensees & all applicants tor OLs re OA guid 
ance for ATWS equrpmcnl not safety related Sve list encf 

THOMPSON. H L Division of Licensing 85/04/16 Consolidated Edison Co of New 
York. Inc 22pp 29947 288 29947 309 

8504 2 S 9403 Noiication of 850418 meeting w/utifs & C-E irr Bethesda.MD to discuss 
CPC improvement program 

ROOD.H Licensing Branch 3 85/04/16 KNIGHTON.GW Licensing Branch 3 5pp 
30029 109 30029 113 

8604120031 Generic Llr 85-02 fo aPl PWR licensees & appli cants .hofders of CPs & Fort 
St Vrain re recommerdod actions stemming from NRC integrated program for resolu 
lion of unresolved safely issues re steam generator lube integrily Sve Ijsl end 
THOMPSON.HL Division of Licensing 65/04/17 Yankee Atomic Efeclric Co 127pp 
29353 071 29953 282 

0504230239 Applacatian to amend Licenses NPF' 10 & NPF-15.changing Tech Spec 
Soction 33 3 6 lo (ncorporale healed lunction ihermocoupJe sys in accident momtor- 
rng inslrumerlalioaper Generic Ltr 63 37 Fee paid 

MEDFORaMO Southern California Edison Co 85/04/19 KNIGHTON.GW Licens- 
ing Branch 3 Spp 29950 090-29950 104. 

-8504230244 Proposed changes to Tech Spec 3 33 6, incorporating healed junction 
Ihermocouple sys In accident monitoring sys 

* Southern California Edison Co 85/04/19 lOpp 29950005-29950 104 


650 3280037 IE Info Notica 05 025, “Co nsldo ration of Thermaf Conditions in Design 
Inslallaliopof Supports for Diesel Generator Exhaust Silencers “ Sve list end 
JORDAN.EL Division ot Emergency Preparedness & Engineering Response {Post 
830103) 65/04/ 02 Consolidated Edison Co of New Yo/k, Inc I07pp 29667 199- 
29667 305 

6503280045 fE Info Notice 85 026. "Vacuum Relief Sys for BWR Mark f & fl Contain 
ments " Sve fjsl end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/02 Consolidated Edison Co of New York, Ire 92pp 29667*107 
29667-198 

8504010039 IE Info Notice 85-027, “Noliftcalions to NRC Operations Clr & Reporting 
Events in LERs " Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Responso (Post 
830103) 05/04/03 Consolidated Edison Co, of New York. Inc 98pp 29690 255- 
29690 362 

8504240377 Provides add! info ra response lo fE Buflolln 02 02, "Degradation of 
Threaded Fasteners in RCPB ‘of PWR Plants " Util considers compliance w/JE Bufletm 
82 02 demonstrated 

MEDFORD, M O Soulhern California Edison Co 85/04/03 MARTIN.J 0 Region 5, 
Office of Director 3pp 29969.323-29969 325 

8504050042 SuppI 1 lo IE Info Notice 85-003, "Separalion of Primary Reactor Coolant 
Pump Shaft & Jmpelfer '' Sve list end 

JORDAN.EL. Division of Emargancy Preparedness & Engineering Response (Post 
830103) 65/04/09 Consolidated Edison Co of New York, (nc 101pp 29791 025- 
29791:126 

6804050047 IE Info Notice &5 028. “ Partial Loss of AC Power & Diesel Generator Deg 
radation" Sve list oriel 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/09 Consofidatod Edison Co of Naw Voik, Inc fo9pp 29790 278 
29791 024 
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B504160463 Forwards Insp Repts 50 206/05-12.50-361/85 09 & 50 362/05 08 on 
850225-0305 Unresolved Hems may result in enforcement action 
PARTLOW.JG Division of Inspection Programs (Post 850212) 85/04/10 

BASKIN.K P Southern California Edison Co 2pp 29036 292-29836 310 

--B504160469 Insps Repts 50 206/05 12,50 361/05 09 & 50 362/05 08 on 850225 
0305 Potential violations noted failure to perform surveillance on Unit 2 auxiliary feed 
water sys & batteries & failure to dofermine as-found condition for leak rate lest 
CALLAN.l J . SULLIVAN D J , MCNEIL.S A Diroclof’s Office. Office of Inspection and 
Enforcement 85/04/05 17pp 29036 294-29036 310 

8504090419 IE Info Notice 85 029. "Use of Unqualified Sources in Well Logging Appli 
cations " Sve list end 

PARTLOW.JG Division of Inspection Programs (Post 850212) 85/04/12 Consolidat 
ed Edison Co of New York, Inc 66pp 29832 001 29832 023 

8504170240 IE Info Notico 85 030, ‘Microbiologically Induced Corrosion Conlainment 
Sve Water Sys " Sve list end 

JOFDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/19 Consolidated Edison Co of Now York, Inc t09pp 29966 258- 
29966 363 

8504190055 IE Info Notice 85 032, "Recent Engine Failures of Emergency Diosal Gen- 
erators " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc 109pp 20988 239- 
299B0 347 

8504190060 IE Info Notice 85 033, "Undersized Nozzle To Shell Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Coda " Sve list 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/22 Consolidated Edison Co of Now York, Inc 108pp 29909 001- 
299B9 107 

8504220347 IE Info Nolico 84 84, Rev 1, "Dofidencios in Ferro Resonant Transformers " 
Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 86/04/24 Consolidated Edison Co of New York, Inc lIGpp 30027 067- 
30027 104 


R. Periodic operating reports & related correspondence 

8504120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re 
source Mol Forwards listed documents Documents also available in PDR 
FELTON.J M Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Pittman, 
Polls & Trowbridge 2pp 30300 003 30303129 

-8504120359 Forwards updated const status repts as of 021201 Info for Inclusion in 
NUREG 0030 

DECKMAN.BA Southern California Edison Co 02/12/03 HARTFIELD.RA Informa- 
tion Systems Branch. 3pp 30318 257-30310 259 

8504180600 Monthly operating repts lor Feb 1905 W/aS0314 Ur 
MAISEL.RJ, HAYNES.JG Southern Calilornia Edison Co 85/02/28 lipp 
29911.050 29911 069 

8504050249 Forwards "Repl on ECCS Outages for 1904," par Section UK 3 17 of 
NUREG-0660 & NUREG 0737 vol of FSAR Based on repf, changes in maint programs 
or Tech Specs re ECCS unwarranted 

MEDFORD.MO Southern California Edison Co 05/04/01 KNIGHTON.G.W Licens- 
ing Branch 3 75pp 29662 017*29662 091 

0504280137 Forwards monthly auxiliary foadwator sys outage ropt for 850216 
0315 Ropt fists components involved, cause of outage & duration & correctivo actions 
taken to return equipment to oporablo status 

MEDFORD.MO Southern California Edison Co 05/04/24 KNIQHTON.GW Licons 
ing B/anch 3 3pp 30025 169-30025 171 


5. Reportable occurrences, LERs & related correspondence 

0604160294 Part 21 repl re discrepant mail furnished by Bonney Forgo Purchasers of 
discrepant mall rnformed via end llrs Evaluation will bo performoef & possible dovi 
allon from NRC requirements provided 

PETEflS.P E McJunkln Corp 04/03/27 JORDAN.E L Division of Enfiorgoncy Pre 
paredness & Engineering Response (Post 830103) Opp 29808 348 29B08'356 

0SO4O5O1B1 LER 85 006-00 on 0501 13, toxic gas isolation sys Tram A actuated Caused 
by hydrocarbon analyzer flamoout, which caused instrument failure actuation 
sfgnal Dirty filters replaced & Tram A tested & restored 

HAYNES, JO Southern California Edison Co 05/02/00 2pp, 29675030-29675 031, 

6504000466 Followup RO ro lire doors found Inoperable during Feb 1985 routine 
surveillance Caused by Inoperable latching & cloauro mechanism failures & doors 
blocked open for const & maint Next rept to be submitted by 850422 
HAYNES.JG Southern California Edison Co 85/03/18 MARTIN, J B Region 5, Offtco 
of Director 5pp 29677 003*29677 007 

6594110500 LER 63-026/01 X*1 on 630404,containmenl isolation valve declared 
inoparable.due to mid-position indication on both open & closed signals Caused by 
faulty magnet reed switch assembly Assembly replaced W/850318 Itr 
HAYNES.JG Southorn California Edison Co 05^3/1Q MARTIN, JB Region 5, Office 
ofDirecfor 2pp 29780175-29780176 

6504040218 LER 85 021 00 on 850219.fuol handling isolation sys Trains "A" & "B" ac- 
tuated due to Increased radioactivo gaseous activity in fuel handling bldg Caused by 
open vent valve Procedure revised to require open vent tagging W/B50319 Mr 
1-fAyNES.JG, Southern California Edison Co 85/03/19 2pp. 29660125*29660 126 

6504060307 Confirms prompt notification & 14-day followup ropt for occurrence re Fjeg 
Guido 1 76 Cable separation deficiency caused by initial inslalJallon of nonsafety-relat- 
ed cable Deficiency corrected on 85021 1 

HAYNES.J G Southern California Edison Co 85/03/21 MARTIN. J B Region 5. Office 
of Director 2pp. 29606 030-29666 039 


8504170601 LER 83-149/03L 0 on 850305.two 125 volt batteries initially lasted on 
820206 & 0702 determined not load tested within test interval prior to Dec 
1983 Caused by personnel error Mgt controls improved W/850402 Itr 
HAYNES.JG Southern California Edison Co 05/04/02 3pp 29843 338 29043 340 

0504200339 LER 84 044 01 on 840a03.toxic gas isolation sys Tram A initiated due to 
high butane (hydrocarbons) Caused by fumes from use of cleaning solvent on control 
room HVAC damper Cleaning solvenis replaced w/mifd detergent W/85040B Itr 
HAYNES.JG Southern California Edison Co 85/04/00 2pp 30033 059 30033 060 

8504180367 Part 21 rept re Clow Williams Hagar check valve used in starling air sys on 
TOI diesel engines Initially reported on 850312 TOI wifi furnish replacement Duo chek 
II valves mfg by TRW Mission of Houston, TX & info upon request 
BOYER.R E Transamerica Delaval, Inc 85/04/10 Director’s Office. Office of Inspec- 
tion and Enforcement 3pp 29016 166-29816 16B 

0504290351 LER 05 012-00 on 8503)9.tire watch in electrical cable tunnel for inoper- 
able (ire suppression sys evacuated due to smell of ammonia gas Caused by exhaust 
fan drawing steam & ammonia into tunnel Cable tunnel ventilated W/850415 Itr 
HAYNES.JG Southern California Edison Co 85/04/15 3pp 30053 056-30053 056 
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F. Socurlly, medical, emergency & firo protection plane 


8S04040528 Ack receipt of 050301 Hr informing NRC of steps taken to correct violations 
noted In 060125 notice of violation 

SCARANO.R A Region 5, Office of Director 85/03/22 BASKIN.K P Southern Califor- 
nia Edison Co ip 29669 035-20669 035 

0504020295 Forwards updated evaluation of pilot program (or conducting annual team 
insps & heavily loading site w/resldonl inspectors, per 850226 preliminary review of 
pilot program Pilot program successful 

MARTfN.J B Region 5, Office of Director 85/03/28 TAYLOR. J. Director's Office. 
Offico of fnspoctlon and Enforcement 7pp 29577 226 29577 238 

8504080035 Revised emergency plan implementing procedures, including updated 
index, Rev 3 to S012a-Vfll 40 1 re operational support dr & S0123-Vill 0 301 .Tempo 
rary Chango Notice 1*1 ro offsite/onsite communications chock W/fl50402 Hr 
FIROVED.J, CROY.PA Southorn California Edison Co 85/04/02 MARTIN.JB 
Region 5, Office of Director 175pp 29679 009-29679 186 

8604050209 Comments on Generic Ltr 85 01, "Fire Protection Policy Steering Commit 
too Rept" Revised Interprolaiions of App R requirements, proposed enforcement 
action guidance & proposed fire protection license condition end 
MEDFORD.M 0 Southern California Edison Co 85/04/03 Record Services Branch 
(Document Control Desk) 12pp 20665 238-20665 249 

050416D492 Forwards format of magnetic tape files lhat contain final meteorological 
data for 1004, per NRC 850305 telcon.Roturn of tapes after completion of study re 
quested 

HAYNES.J G Soulhern California Edison Co 85/04/04, YUHAS.G Region 5, OMico 
of Director 2pp 29859 135 29059 136 

8504160196 Advises of current status of detailed conlrol room design review supple 
mental rept & updates proposed submittal date from 850531 1o 1031 Delay due to 
participation In C E Owners Group generic effort 

MEDFORD.MO Southorn Californfa Edison Co 05/04/12 KNIQHTON.GW Licens- 
ing Branch 3 2pp 20814 139 20814 140 

8504260080 Ack receipt of 850410 Rev 4 to physlcaf security plan Rev may have policy 
implications which require Headquarters action, per 850418 telconRev submitted 1o 
NRR for action 

SCHUSTER.M D Region 5. Office of Director 85/04/19 HAYNES.JG Soulhern Cali- 
fornia Edison Co 3pp 30024 208 30024 290 

8504300386 Fonvards "Update Repl on Offsite Medical Sves Aspocis of Offsite Radio 
logical Emergency Response Plans & Preparedness Measures - San Onofre Nuclear 
Goneraling slation," per 850405 memo Stale & focal plans meet NUREG 0654/ 
FEMA REP-1. 

KRIMM.R.W. Federal Emergency Management Agency 85/04/22 JORDAN.E L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103) 14pp, 
30064.007*30064 020, 

8504300319 Advises that 850114 Rev 1 to emergency plan compatible w/provislons of 
10CFR50 47, App E to 10CFR50 & criteria of Rev 1 to NUREG 0654 
FIS) r.R F Region 6, Office of Director 85/04/23 BASKIN.K B Soulhern California 
Edison Go Ip 30058 110 3005B.1 10 

6504290379 Answer supporting licensee 850329 motion that medical aves for members 
of public who may be exposed to radiation provided by existing emergency 
plans Gertificato of Sve end 

CHANDLER, LJ Hearings Division 725 85/04/26. Commissioners 28pp 

30051,036-30051 063 


Q, Adjudicatory correspondence 


8504040340 Molion for order confirming continued authority to operate facllillos pending 
NRC determination of proper scope & Interprotalion of 10CFR50 47(b)(12) ro medical 
SVC9 fopubllc & implementation of interpretation Proof of Sve end 
PIQOTT.D R Soulhern California Edison Co PIGOTT.D R San Diego Gos & Efeclric 
Co, PIGOTT.D R. Anaheim, CA /f205 371 85/03/29 Commissioners 1,315pp 
29614.139*29618,013 

8504050207 Forwards applicant motion per 10CFR50 47(c} re arrangements lor medical 
svcB & exhibits W/o end Related correspondence 

PIGOTT.D R Orrick, Herrington & Sutcliffe. ^206 384. 85/03/29 Docketing & Serv- 
ices Branch Ip 29665 250 29665 250 
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QS 04050205 Order inviting mtervenors & NRC to consider desirabilily of ASLB cerliftca- 
Iton re response to Commission quoslions on applicant 850329 motion re arrange 
merts for mecjrcal svcs at facilities Served on 850404 

KELLEYJ L Atomic Safety and Licensing Board Panel #285 378 85/04/03 NRC - 
No Dotaited Affiliation Given 2pp 29665 26 1 -29 &65 252 

8S04 120466 Rasponso lo 850403 order re 850329 motion As resuti of GUARD va NRC 
decision remanding case to NFtC.molian properly addresses full Commission Proof of 
^vc enci 

CASEY, SB Southern California Edison Co CASEY, S B Orrick. Herrington & Sutcliffe 
#285 508.85/04/09 6pp 29792 029-29792 033 

8504160296 Response opposing applicant motion re arrangements for medical 
svcs Motion cfeficienl in complying w/procedures in 10CFR2 749 & mall submitted w/ 
0 motion to amend record Pjoof of Svc end Refalod correspondence 
MCCLUNG.CE. Flemming. Anderson, McClung S Finch #285 647 85/04/11 Com 
missioners Bpp 29B14005-29B14.012 

8504240354 Confirms 850416 lolcon- belvireGn LJ Chandler & BH Vogler w/ WL Cfe 
ments granling request for ex tension until 850426 to respond lo emergency planning 
Issues Ralaled correspondence 

VOGLER.BH Hearing Branch 2 #205 666 85/04/22 CHILK.SJ Office of Ihe Sec- 
retary of the Commission ?pp 29967 303-29967 304 

0504290379 Answer supporting licensee 850329 motion that medical svcs for members 
of public who may be exposed to radiation provided by eKisling emergency 
plans Certificate of Svc end 

CHANDLER, L J Hearings Division VOGLER,B H Heanng Branch 2 #285 725 85/ 
04/26 Com m 6s s loner 3 26pp. 30051.038-30051 063 


K. Utility Final Safely Anatysla Report (FSAR) & amends 

8504240407 Forwards revised master content pages to be inserted in Rev 1 lo updated 
FSAR transmitted on 850215 . 

MEDfORD^MO. Southern California Edison Co 85/04/16 KNIGHTON, GW Licens- 
ing Branch 3 lOpp 2996 9 334-29969 343 

-8504240412 Revised master content pages to Rev 1 to updated FSAR 
^ Southern California Edison Co 65/02/26 9pp 29969 335-29969 343 


F. OperaUng license stage documenls 4i correspondence 

8504120162 Responds to FOIA request for Caseload Forecast Panel files In Ofc of Re- 
source WqI Forwards listed documents Documents also available in POR 
f ELTON, JM Division of Rules and Records 84/06/08 KILLEFER.C Shaw, Pittman, 
Potts & Trowbridge. 2pp 30300.003-30303 129 

-8504160217 “Bachtel Deslgn,BnginBefing & Procurement Mgl & Status” Related info 
end 

MARTI N,D F. Bechte! Corp 78/1 1 /29 225pp 30337.313 3033B 098 

8504030308 Forwards Amends 32 & 21 to Licenses NPF-IO & NPF-15, respectively & 
safety evaluation Amends modify Tech ^ecs to accommodate core protection cafeu 
later software changes implemented for Cycle 2 operatic r> 

KNIGHTON, GW Licensing Branch 3 85/03/01 BASKIN, K P Southern California 
Edison Co HOLCOMBE, DC San Drego Gas & Electric Co 4pp 29626001- 
29626 137 

-8504030312 Amends 32 & 21 to Licenses NPF 10 & NPF-15, respectively, modifying 
Tech Specs lo accommodate core protection calculator software changes implement- 
ed for cycle 2 & allowing control olement assembly misalignment. 

KNIGHTON.G W. Licensing Branch 3. 85/03/01 11 Bpp 29626 005 29626 109 

-850 4 93 03 14 Safety evalualion supporting Amends 32 & 21 to Licenses NPF-10 & 
NPF-15,respactively- 

• NRC - No Detailed Atriliation Given 85/03/01. 26pp. 29626 110 29626,134 

-8504050316 Nollce of denial of amende lo Licenses NPF-10 & NPF- 16 A opport unity 
for hearing re proposed Tech Spec change lo lower min allowable value of azimuthal 
tilt allowance lo rellect reduced COLSS tilt estimate. 

KNIGHTON.G W. Licensing Branch 3. 85/03/01. 3pp 29626 135-29626:137. 

8564010159 Forwards procedures in response to 841128 request for addi info.inctuding 
Rev 0 to Spec SOI 23 791 01, ‘'Engineering Design & Contractor Interface Require 
rrtenls " 

NUNN.DE Southern California Edison Co 85/03/13 MARTiN.JB Region 5, Office 
of Director 2pp 29566 242-295B6 203 

-8504010141 Rev 0 lo "Engineering Design & Contractor fnlorface Requiremenla.” 
RICHTER.HL Southern California Edison Co 85/02/21 34pp 29566 244-29566.277. 

-8B040 10143 Rev 0 to "fnlerface Procedure for Engineering Svcs Cortlractors Prepar- 
ing Design Change Package s,PfOposecf Facility Cnange Packages or Other Studies 
Analyses for San Onofre Nuclear Generating Station Units 1,2 & 3 " 

• Soulhern California Edison Co, 65/02/26 app. 29566 276-29566*285. 

-'8504010146 Rev 6 to "Review 8 Approval of Conlracicr, Engineering- CorfSl & Supplier 
Documents for Mall, Equipment & Svcs Purchased by Soulhern California Edison for 
San Onofre Nuclear Generaling Stations Units 1,2 A3" 

• Soulhern California Edison Co 85/01/22 app 29566 2ed«29 568 293 

0504010010 Forwards handouts used in 950316 presentation to NRC task force evalu 
aing effectiveness of LWR regulatGry requirements in llmiling risk & NUS 0SQ221 Ur 
informing of symposium/workshop on NRC reporting requirements 
RAY.H B. Soulhern California Edison Co 85/03/19 MARTIN.J B. Region 5, Office of 
Direclor 19pp 29570.067-29570 085. 

0504010232 Summary of B50306 meeting w/Core Protection Calculator Oversight Com- 
mittee in Belhesda,MO. 

nOOD.H Licensm^ Branch 3. 65/03/19 Licensing Branch 9, 13pp 29574 300- 
29574 312. 

0504040576 Notifioatlon of 8503 29 meeling w/Southern California Edisof>, Arkansas Nu- 
clear Power, Louisiana Power A Lfghl Co,Affzofia Power & Light Co A C-E In 
Beihesda.MD lo discuss CPC improvemenl program, 

ROOD,H Llc 0 n. 8 ing Branch 3, 95/03/22. KNIGHTON,G.W. Licensing Branch 3. 3pp 
29619.292-29619.294. 


8504080312 Forwards five repts, including proprietary Rev 1 lo 1679 400-001 00, "Eval 
ualtoni of Tube Wear in San Onofre iTnits 2 & 3 Steam Generator " Proprietary repi 
withheld (ref 10CFn2 790) 

MEDFORO.M O Soulhern California Edison Go 85/04/05 KNIGHTON.G W Licens- 
ing Branch 3 Bpp 29709 270-29710 252 

.*8504090324 ‘‘Evaluation of Tube Wear in San Onofre Units 2 & 3 Steam Generators " 
DANFELT,EL O’Donnell & Associates, Inc 1679-400 002 00 85/03/28. 5Bpp 
29710 10S 29710 252 

8504160331 Forwards responses lo questions re Proposed Change 130 & proposed 
Tech Spec Section 6 0, “Administrative Controls " Onsite & offsite organization charts 
revised 

MEDFORO.MO Soulhern California Edison Co 85/04/12 ZWOLINSKI.J A Operaiinq 
Read ors Branch 5 170pp 29615 304*29616 111 

850412020B Generic Ltr 85 06 to all PWR licensees & all applicants for OLs ro QA guid- 
ance lor ATWS equipment not safety-relaled Svc list end 

THOMPSON.HL Division of Licensing 65/04/16 Consolidated Edison Co of New 
YorkJnc 22pp 29947*288-29947 309 

8504260403 Notiftcatlon of 850418 meeting w/utils & C E in Beihesda.MD to discuss 
CPC improvement program 

ROOD.H Licensir^g Branch 3 85/04/16 KNIGHTON.G W Licensing Branch 3 6pp 
30029109-30029*113 

8604120031 Generic Ltr 85 32 to all PWR licensees & ^plicants, holders of CPs & Fort 
St Vrain re recommended actions stemming from NRC integrated program for resolu- 
lion of unresolved safety Issues re steam generalor tube Integrity Svc list end 
THOMPSON.HL Division of Licensing 85/04/17 Yankee Atomic Electric Co. 127pp 
29953 071-29953 262 

6504230239 Application to amend Licenses NPF-10 & NPF- 15, changing Tech Spec 
Section 3 3 3 6 to incorporate healed [unction thermocouple sys In accident monitor 
ing Instrumentation, per Generic ltr 03-37 Fee paid. 

MEDFORO.MO Southern California Edison Co 85/04/10 KNIGHTON.G W Licens 
ing Branch 3. Bpp 29950 090 29950 104 

-8504230244 Proposed changes to Tech Spec 3 3 3 6, m corporal ing healed Junclion 
thermocouple sys in accident monitoring sys 

♦ Soulhern California Edison Co 85/04/19 lOpp 20950 095 29950 104 


Q. Inspection reporte, IE Bulletins & correspondence 

B50424O53O Forwards printout of open Items to be provided to util during next inspen 
850415 List lo be placed in POH.per Region V Instruction 404 
NAHBUT.PP Region 5, Office of Director 64/04/10 KIRSCH.O Region 5. Office of 
Director 78pp 20988 027-29988.102 

8504120162 Responds to FOIA request for Caseload Forecast Panel files in Ofc el Ro 
source Mgt Forwards fisted documents Documents also available In PDR 
FELTON,3 m. Division of Rules and Records 84/06/06 KILLEFER.C Shaw. Pdtman, 
Potts a Trowbridge 2pp 30300 003-30303*120 

8503190659 IE Info Notice 85 022, "Ltmitorque Motor-Operated Valves Resulting From 
Incormcl Installation of Pinion Gear “ Svc fist end 

JORDAN, EL Division of Emergency Proparodnoss & Engineering Response (Post 
830103) 85/03/21. Consolidated Edison Co of Now York, Inc lOBpp 29597001- 
29597 005 

6503210461 IE Info Notice 85-023, "Inadequate Surveillance & PoslMalnt & Post Mod 
Sys Testing " Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineoring Response IPost 
830103) 85/03/22. Consolidated Edison Co of New York, he lOBpp 29656001- 
29656 107 

6504040528 Ack receipt of 650301 Ilf Informing NRC of steps taken to correct vfolaiions 
noted In 850125 notice of violation 

SCARANO.R A Region 5, Office of Director. 05/03/22. BASKIN, K P Southern Catilor- 
nia Edison Co. Ip 29669 035 29069.035 

8504000405 Summarizes results of special Insp of steam generator lubes at facility Insp 
verified that conditions 5n affected areas consistent w/850l27 insp of Unit 2 All defoc 
live tubes plugged 

HAYNES/q Southern California Edison Co 65/03/22. MARTIN.J 8 Region 5. Ollica 
of Director 2pp. 29665 145-29665 146. 

0604110216 Forwards Jnsp Repts 50-206/65 00,50-361/85 08 & 60-362/05-07 on 
860204-06,25 28 & 0301, No violations noted 

KIRSCH.O F. Region 5, Otfice of Director 85/03/22. BASKIN.K.B Southern California 
Edison Co. Ip. 29777.192-29777 197 

-8504110222 Insp Repts 50-206/85 08.50-361/05 08 & 60-362/85 07 on 650204 
0&>25 28 & 0301 .No violation or deviation noted Major areas 

inspected.organizallon,maint controls & followup of actions on previous (nsp findings 
NAHBUT.PP. JOHNSON, P Region 6, Office of Director 85/03/22. 5pp 29777,193 
29777.197, 

8503220444 IE Info Notice 86-024, "Failures of Protective Coalings In Pipes & HXs " 
Svc list and. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
8301 03). 85/03/26. Consolidated Edison Co. of New York, Inc 108pp. 29596 154- 
29506*363 

6504020295 Forwards updated evaluation of pilot program for conducting annual team 
Insps & heavily foadir^g site w/rosjdent ln8pectors,per 850226 preliminary review of 
pitot program Pilot program successful, 

MARTirCJB. Region E, Office of Director 85/03/28. TAYLOR.J Director’s Office, 
Office of (nspectlDn and Enforcement. 7pp 29577.226 29577,238, 

6504020341 Submits revised response to clarlify Info in 640730 response to IE Bullehn 
04-O2Jtem9 1 & 4 re failures of QE Type HFA relays In Class It safely sya.No addi 
GE Type HFA relays found at Unit 1 in safety relaleo sys. 

NANOY.F R. Southern California Edison Co 85/03/29 MARTIN,J S. Region 5, Office 
of Director 3pp, 29576.140*20578.142 
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8503280037 IE Info Notice 85-025. "Consideration of Tliormal Conditions in Design & 
Inslalfation of Supports for Diesel Generator Exhaust Silencers ” Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/02 Consolldaled Edison Co of New York, fnc 107pp 29667 199- 
29667 305 

8503200045 IE Info Notice 65 026. "Vacuum Relief Sys for BWfl Mark 1 & II Contain- 
ments " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Posi 
830103) B5/04/02 Consolidated Edison Co of New York, Inc 92pp 29667 107- 
29667 198 

8504810039 IE Info Notice 85 027. ' ‘Notifications to NRC Operations Clr & Reporting 
Events in LERs *’ Svc list end 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of New York. Inc DQpp 29690 255- 
29690 362, 

0S 04240377 Provides addl info re response to IE Bulletin 82 02. “Degradation of 
Threaded Fasteners fn RCPB of PWR Plants " Util considers compliance w/IE Sulletln 
82 02 demonstrated 

MED FORD, MO Southern California Edison Co 85/04/03 MARTIN.J B Region 5, 
Office of Director 3pp 29969 323 29969 325 

8504050042 SuppI 1 to IE Info Notice Q5-003, "Separation of Primary Reactor Coolant 
Pump Shaft & Impeller “ Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolldaled Edison Co of New York, Inc fOIpp 29791025 
29791 126 

0504050047 IE Info Notice 65 028, "Partial Loss of AC Power & Diesel Generator Deg- 
radation '■ Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/09 Consolidated Edison Co of New York, Inc f09pp 29790 278* 
29791 024 

5504180463 Fonvards Insp Repts 50 206/85 12,50 361/85-09 & 50*362/85-00 on 
850225 6305 Unresolved items may result in enforcement action 
FARTLOW,JG Division of Inspection Programs (Post 850212) 85/04/10 

BASK IN, K P Southern California Edison Co 2pp 29836 292 29836 310 

-8504160469 Insps Repta 50*206/05 12,50-361/05 09 & 50 362/85 08 on 050226 
03 05, Potential violations noted failure to perform survoillanco on Unit 2 auxiliary feed 
water sys A batteries & failure to determine as-found condition for leak rate test 
OALLAN.L J , SULUVAN.D.J , MCNEIL, S A Director's Office, Office of Inspection and 
Enforcemeni 85/04/05 17pp 29836 294*29836 310 


5. Reportable occurrences, LERs & related correspondence 

8504160294 Part 21 ropt re discrepant matl furnished by Bonnoy Forge Purchasers of 
discrepant matl informed via end llrs Evaluation will be performed & possible devi- 
ation rrom NRC requirements provided 

PETERS, P E McJunkin Corp Q4/03/27 JORDAN.E L Division of Emernoncy Pre- 
paredness & Engfnaoring Response (Post 830103) 8pp 29808 346 29808 355 

6504090456 Followup RO ro lire doors found inoperable during Fob 19B5 routine 
surveillance Caused by inoperable latching & closure mochanism failures & doors 
btockod open for const & maint Noxl rept to be submitted by 650422 
HAYNES, JG Southern California Edison Co 85/03/18 MARTtN.J B Region 5, Offico 
ofOiractOr 5pp 29677 003*26 677 007 

8504110520 LER 83 006/01E*1 on 830301 .emergency chiller E-33B associated w/ 
CREACUS Tram 0 failed to start & declared inoperable Caused by failed lemp 
sensor Mod installed to jumper sensor & design documents revised W/650319 Ur 
HAYNES,J G Southern California Edison Co 85/03/19 MARTIN.J 0 Region 5. Offico 
of Director Spp 29780 339 29780 341 

8504110121 LER 84-043 00 on 6411 26, auxiliary foodwater sys discharge pipe vonling 
missed in Nov & Dec 1984, Caused by error in incorporating procedure 
change Roquiroment added to appropriate procedures W/850401 Ur 
HAYNES.J G Sou thorn California Edison Co 85/04/01 3pp 29777 271*29777 273 

8504180391 PNO V-85 020 on 850408,unll tripped due 1o generator trip on fow seal oil 
pressure Caused by failed filling on pressure regulator sor>slng lino Hydrogen fire oc- 
curred Sensing line boing repaired 

NARBUT.P, JOHNSON.P Region 5, Office of Director 85/04/09 Ip 29050 357* 
2966B 357 

6504240078 LER 85-003 OO.on 850312,watar found in resistance tamp detector 3TE* 
01 12*1. Caused by small leak In thermowell Deloctor removed from Ihermowoll & In 
stalled In spare ihermowelLThermowell plugged & seal welded W/850409 Ur 
HAYNES.J Q Southern California Edison Co 05/04/09 3pp 29976066-29976070 

8504160367 Part 21 rept ro Clow Willlams-Hagar check valve used in starting air sys on 
TDI diesal engines Initially reported on 85031 2 TDI will furnish replacement Duochek 
II valves mfg by TRW Mission of Houston.TX & Info upon request 
BOYER, R E Transamorica Delaval, Inc 05/04/10 Diroctor's Offico, Offico of Inspec- 
tion and Enforcemont. 3pp 29816 166 29B16 16B 

8504230062 LER 8 5 006-00 on 850313,8afety injection sys automatically actuated at 
RCS pressure of 330 psfa Caused by unexpected change In position of steam bypass 
valve Design change to provide demand/ectuai position implemonted W/05041 1 Ur 
HAYNES,*rQ Southern California Edison Co 85/04/11, 4pp 28966 012-29966015 


85040904 1S IE Info Notice 85 029, "Use of Unqualified Sources in Well Logging Appli- 


cations “ Svc list end 

PART LOW, J G Division of Inapeclion Programs (Post 850212) 
ed Edison Co of New York, Jnc 66pp 29832 001*29832 023 


85/04/12 Consolldat* 


8504290472 LER 85-007-0O.on 85031 7, safety injection lank valves pressure tested in 
closed position w/RCS at 351 F.Causod by personnel error Briefings will omphasize 
necoasily of monitoring A confrolfing RCS lemp W/85041 6 Ur 
HAYNES, JG. Southern California Edison Co 85/04/16 3pp 30053 316 30053 316 


8504170240 (E Info Notice 85 030, "Microblologically Induced Corrosion Gontainmonl 
Svc Wafer Sys " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Ennlneonng Response (Post 
830103) 85/04/19 Consolidated Edison Co of Now York, tnc T09pp 29966 250* 
29966363 


6504300106 LER 85 008 00 on 85031 0.reactor tripped due to high steam generator 
level when main feed rogulalinn valve FV-1111 failed 60% open Caused by corrosive 
capscrew which aliowetf dofacnmenl of feedback mechanism from valve W/0504 18 
Mr 

HAYNES.J Q Southern California Edison Co 85/04/10 app 30069 314*30069 316 


8594190055 IE Info Notice 85 032, "Recent Engine Failures of Emergency Diesel Gen- 
erators Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, fnc. f09pp 29988*239* 
29988 347 

B504190060 IE Info Notice 85*033, "Undersized Nozzlo-To Shell Welded Joints in Tanks 
A HXs Constructed Under Rules of ASMS Boiler & Pressure Vessel Code" Svo list 
end 

JORDAN.E L Division of Emergency Preparedness & Englnooring Response (Post 
830103) 85/04/22 Consolidated Edison Co. of Now York, Inc, fOQpp 29909 001- 
299B9 107. 

8504220347 IE Info Notice 84-84, Rev 1, "Ooftdendos in Ferro-Resonant Transformera.’' 
Svc list end. 

JORDAN.E L Division of Emergency Preparedness & Enginoerinn Response (Post 
830103) B5/04/24 Consolidated Eaison Co of New York, Inc. ft8pp 30027 067* 
30027 184 


R. Periodic operating reports & related correspondence 


DOCKET 60*384 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 2 


F. 8ecurlty» medical, emergency & lire protection plana 

6504090088 Forwards public version of updated Attachments A & 8 to Procedure FNP- 
0 EIP 8 re on-call acnedule for plant personnel for 1985 & nuclear generalor person- 
nel for First Quarter 1986 W/860401 rotoase memo 

HUDSPETH, J B Alabama Power Co 06/03/10 MCKNIQHT.J Record Services 
Branch (Oocumenl Control Desk). 2pp. 29750,010*29750 017 

-.8504090167 Public version of revlsod Atlachmenls A & B lo Procedure FNP-O-EIP 6 re 
on call schedule Tor plant personnel for 1965 & on call schedule for nuclear genera 
tion personnel for Firat Quart ar 1985. 

* Alabama Power Co 85/02/26. 4pp. 2 9750'0 1 4-29750.0 17 

8504030196 Revised general ofc emergency implemeniing procedures. Including Rev 2 
to GO EIP-11© re relocation of emergency operations facility functions to allernale fa- 
cility & Rev 0 (0 GO EIP-131 re emergency equipment W/8 50328 Mr 
MUDD.C.H, Alabama Power Co. 85/03/26 18pp 29667:068 20587:105 


8504120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source Mgt.Forwards listed documenls Documents also available in PDR 
FELTON. J M Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Pittman, 
Potts a Trowbridge 2pp 30300.003*30303*129 


8604030259 Rev 10 to Procedure GO EIP-1 11, "Corporate Aclivation & Notification Pro 
cedures " W/e50326 Itr. 

MCGOWAN, J.W.. DODD.R, MUDD,(?.H Alabama Power Co. 85/03/26 45pp 
20587 267*20587 31 1 


••8504120359 Forwards updated const status repts as of 821201 Info for inclusion In 
NUREG0030 , 

BECKMAN, BA Southern California Edison Co 02/12/03 HARTFJEID.R.A. Informa- 
tion Systems Branch 3pp 30318 257 30318*259 

85041886QO Monthly operating rents for Feb 1985.W/850314 Ur 
MAISEL.RJ., HAYNES.J G Southern California Edison Co 85/02/28 11pp. 

29911.059*29911069 

8504050249 Forwards “Rept on ECCS OutMes for 1984," per Section UK 3 17 of 
NUREG 0660 & NUREG-0737 vol of FSAR.Based on rept, changes in maint programs 
or Tech Specs re ECCS unwarranted. , 

MEDFORD, MO. Southern California Edison Co 85/04/01 KNIGHTON, G.W Licens- 
ing Branch 3 75pp 29662 017*20662 091 


8504150486 Notifies that Boise Interagency Fire Cache members wlli need escorted 
access on 860325 for Site evaluation re establishment of emergency VHF radio sya at 
facility 

VERFiELLLDM Region 2, Office of Director 85/03/27. MCDONALD.R P Alabama 
Power Co 2pp. 2981 1 :036*29 81 1 :037 

8504150032 Forwards Insp Ropis 50 348/85*13 & 60'364/a5*13 on 850304-08 No via* 
lalion or deviation noted. 

VERRELLI.D.M Region 2, Offico of Director 85/03/28 MCDONALD.R P Alabama 
Power Co 2pp 29809.202-29 809*2 10 

--6504150036 Insp Repts 60-348/85*13 & 60*364/85*13 on 050304-08 No violaliof^ or 
deviation noted Major areas Inspacledomergancy preparedness 
MARSTON.R.R. Region 2. Office of Director. 85/03/26 7pp 29809 204*29809 210. 


8504260137 Forwards monthly auxiliary feedwater sys outage rapt for 8B0216* 
03l5.Rept lists components Involved, cause of outage & duration & corrective actions 
taken to return equipment lo operable status ^ , 

MEDFORD, M.0 Vuthern California Edison Co. 85/04/24, KNIGHTON.G.W. Licens- 
ing Branch 3 3pp 30025 169-30025*171 


8504110164 Ack receipt of BS01 16 Rev 9 to physical security plan Portions ol changes 
Inconsistent w/10GFR60.54(p) or require add! clarification per encLEncl withheld (ref 
10CFR73,21). 

WALKER.n D Region 2. Office of OIreclor. 85/04/04 CLAYTON.F.L Alabama Power 
Co 3pp 29766 073 20766 075. 
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BS04 150353 FoA^ards response to NflC 050207 & 0330 “Interim Reg Guide 1 97 
ReptJM Fa/le/ Units l S 2“ Revised pages for Variables 19/32 & 19/33 for Unit 2 
also enci 

MCDONALD, RP Alabama Power Co 85/04/10 VARGA.SA Office of Nuclear Reac* 
tor Regulai'On, Director 13pp 29806 07 1 -29006 0B3 

8504230365 Revised Emergency Plan Implementing Procedures GOEIP*120, “Ref 
Guidance for Recovery Manager & GOEIP-134, "Corporate Emergency Plan Train* 
mg " W/850417ltr 

MCGOWAN.JK, MUDD,CH Alabama Power Co 85/04/17 31pp 29953 030* 
23953 060 

8504300374 Rev 3 to GO EIP-101. "Nuclear Generation Dept Corporate Emergency Or- 
gantzation " VV/B50425 Itr 

^ Alabama Power Co 85/04/25 19pp 30063 125 30063 143 


8504170023 Forwards fnsp Repis 50 348/B5 09 & 50 364/85*09 on 850131*0201 & 
0213*15.No violations or deviations Identified 

VERRELLI.D M Region 2, Office of Director 86/03/08 MCDONALD.R P Alabama 
Power Co 2pp 29640 252*29840 259 

.*8504170027 Insp RoptS 50 348/85 09 & 50*364/85-09 on 850131 0201 & 0213*15 Wo 
violations or deviations noted Major areas Inspected survoillanco & insp program for 
snubbers & followup on failed tendon anchor heads 

LENAHANJJ, JAPE.F Region 2, Office of Director 85/03/05 Opp 20840,254- 
29840 250 

6504 150706 Fonwards Insp RepI 50*364/85-12 on 050226*28 No violation or dovlalion 
noted 

VERRELU.DM Region 2, Office of Director 85/03/13 MCDONALD.R P Alabama 
Power Co 2pp 29809 305-29809’311 


J Insurance & Indemnity Information 

8504040308 Forwards Endorsement 63 to NELIA Policy NF-238 
DUCKJ R Marsh & McLennan. Inc 85/03/27 SALT2MAN,J Assistant Director for 
State & Licensee Relations 2pp 29607 320 29607 321 

P Operating license stage documents & correspondence 

8504120182 Responds to FOIA request lor Caseload Forecast Panel fifes In Ofc of Re- 
source Mgl Forwards listed documents Documents also available in PDR 
FELTON JM Division of Rules and Records 84/06/06 KILLEFER.C Shaw. Pittman 
Polls a Trowbridge 2pp 30300 003 30303 129 

-8504150160 Forwards updated const status rept Jnfo for inclusion in NUREQ 0030 W/ 
0 end 

THRASH, H 0 Afabama Power Co 79/08/07 LOVELACE.W H NflC • No Detailed Af- 
fjfiaiion Given Ip 30325 144-30325 144 

8504150725 Forwards updated Region It organization chart.reffecling recent personnel 
changes 

yVALKER.RD Region 2. Office of Director 85/03/13 MCDONALD.R P Alabama 
Power Co Ip 29B10 0I3 29B10 024 

8504100151 Advises of completion of review of 850220 schedule for reactor vessel 
level sys compfelion.per NUREG 0737 Item M F 2 Proposed schedule to complete 
needed installations during refueling outages acceptable 

WINAS.Q C Assistant Director for Operating Reactors 85/03/21. MCDONALD.R P 
Alabama Power Co 3pp 29764 361*29764 363 

« approval ol revised core daaiage procedufftper 
II B 3. PoslAccidenl Sampling Sys" Remaining open cnierion 

MCOONAianP Alabama 

8504090468 Notification of 850404 meeting w/ulil in Selhesda.MO to discuss util con 
in%?face^^ request for info on Genenc Lfr 83*28, flem 2 2 2 re vendor 

8504160204 Requests assistance m conducting licensing action reviews of enct util 
TJwnwpinKpm^ should bo used as guidance in determining acceptance crileria, 
SSr“r298°2T5r29» WALKER.RO Raglan 2. OH, Co 0 ) 

* uf "> Selhe 9 da,MO »e Generic 

ta!iOTera:l * NUTAC program Allendance hat & rotaled docuraen- 

?fpM0b55 3?6 Operating Reactors Sranch 1 

**anc 0 (or’A™S*mi,l',lL=ri“ll‘’ * “II applicants lor OLa ra QA guld 

TKiliQc'JSrtJi Svc list end ^ 

™rt“noX consolidated Ed»on CO of Now 

licensees & applicants.holdefs of CPs & Fort 
^ s emmlpg from NRC integrated program for resolu* 
THnMpSnw^m Steam generator lube inlegnty Svc llsl end 

299^53 07°29953 26 T°'’'’ ^'"'’^'^^ 8J/04/17 YanKee Atorrilc Electric Co 192pp 

650131 ! 1 f re containment vent & purge operation Meelino re- 

*“gK Dir^^X'’T9r2^32®29%r,3r‘'*’® * 

' Js”" « '0^ “'•HI l"<o «> Geoeric LH 


Q. Inspection reports. IE Ruiletlns & correspondence 

'toKS ™,'a7 ®2 on 660114.18 No vto- 

pS&'fpp 2®Slll29&^,“'®°^^^ «COONALD,nP Alabama 

"‘ZIJi?^n?2,iL'lft,'l''’'* 50-348/65 02 & 60.364/65 02 on 850l,4-18No violaUon or 
ts SSfo b”/' 2. OHice of Director 85/02/ 


-8604150710 Insp Rept 50 364/05*12 on 850226 28 No violation or deviallon 
noted Major areas Inspected repair of containment bldg post-tonsioning sys 
LENAHAN.JJ. JAPE.F Region 2. Office of Director 05/03/12 5pp 29809 307- 
29809 31 1 

8504160174 AcK receipt of 850304 Itr informing NRC of steps taken to corrocl violations 
noted in Insp Repts 50*348/85 04 & 50*3e4/06 04 

VERRELU.DM Region 2, Office of Director 85/03/18 MCDONALD.R P Alabama 
Power Co Ip 29020 191*29820 193 

NRC 85021 1 fir re violations noted fn Insp Repts 50 340/05 
04 & 50 364/85 04 Corrective actions fuel insp procedures revised to provide for uso 
of underwater video cameras & recorders 

MCDONALD,R P, Afabama Power Co. 85/03/04 VERRELU.DM Region 2, Office of 
Director 2pp 29820 192-29020 193 u , w m 

0504160222 Forwards Insp Repts 50*348/05*16 & 50-364/05*16 on 050301 05 No vio- 
lations or deviations noted 

VERRELLI.pM Region 2. Office of Director, 05/03/20 MCDONALD.R P Alabama 
Power Co 2pp 29820,223-29020 230 

-8504160231 fnsp Repts 60*348/85*16 & 50 304/06*16 on 050301 05.No violations or 
deviations noted Major areas inspected Unit 2 containment fntegralod leak rato 
tfdiVerificalion tost & results & local leak rale programs 

^^^225^29820 230^^**^'^ Director 85/03/18 6pp 

“Limilorquo Motor-Operated Valves Heaulling From 
Incorrect Instalialion of Pinion Gear " Svc list end 

Preparedness & Engineering Response (Post 
Consofidated Edison Co of New York, Inc. foopp 20597 001* 

ctiwU# vQOi 

meeting onsite lo discuss board assessment for 
Proposed mealing agenda end 

cS!^4pp MCDONALD.R P Alabama Powof 

-8504150830 Notification of 850411 significant licensee meeting w/util at faclllly to dis- 
cuss SALP Board assessment ' 

20^64^’ of Director 05/03/21 Region 2. Office of Director 1p 29811 154* 

^^SylTeslllg “ slo Il8?encl^^ “Inadequate Surveillance & Posl-MainI & PosI Mod 

flqninm AA^;n?i^o Pf^Pa^ednsss & Engineering Response (PosI 
20666^107^^^^^^^^' Edison Co, of Now York, fnc. 100pp. 29056 001* 

^^Svc hsfencf Protective Coatings in Pipes & HXs," 

S0-3«'85.13 4 50 364/86.13 on 860304.08 No vto. 
pfwg"^,''&p,2W2o|l2S%% MCDONALD, RP. Atabama 

" 60*340/85*13 & 50 364/05*13 on 850304 OO.No vioiatlon or 

®'atioV“ldenlllter'‘'* ®® ®«‘''85-’‘' P" 850305 12 No vtolations or dotA. 

Power^(^^''2pp,2WS0i2?L'^^^^^^^^ MCDONALD.R P. Atabama 

iSool’ ”8® °" DIrootOf. 85/03/25 6pp 29821086- 

f®"®' Sy» Bwn Mark , S I, Contain- 
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^50401 0039 IE Info Nolico 85 027, " Notifications to NRC Operations Ctr & Reporting DOCKET 50-366 EDWIN I HATCH NUCLEAR PLANT, UNIT 2 

Events in LERs ” Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 

8301Q3) 85/04/03 Consolidated Edison Co of New York, Inc 98pp 29690 256 A. ApplIoatlor^/conBlruclion stage cfocuments & correspondence 


8604120059 Acf< receipt of 050320 Ur informing NRC of steps taken to correct viofalions 
noted in Insp Repls 50-348/B5 00 & 50-364/85 08 Disagreement vir/four items of vio- 
falion interpreted as denial Denial under review 

WALKER, R D Region 2 , Office of Director 85/04/04 MCDONALD,R P Alabama 
Power Co 3pp 29789 006 29789 008 

8504950042 SuppI 1 to IE Info Notice 65-003, “Separation of Primary Reactor Coolant 
Pump Shalt & Impeller ” Svc list end 

JORDAN, EL Division of Emergency Preparedness & Enameorlng Response (Post 
830103), B5/04/09 Consolidated Edison Co of New York, Inc lOIpp 29791 025- 
29791 126 

8504050047 IE Info Notice 85 028, “Partial Loss of AC Power & Diesel Generator Deg 
radalion “ Svc list end 

JORDAN, EL Division of Emergency Preparedness & EnginGoring Response (Post 
030103) 85/04/09 Consolidated Edison Co of New York, Inc I09pp 29790 276 
29791-024 


8504090419 IE Info Notice 85 029, “Use of Unquellfiod Sources In Well Logging Appli- 
cations “ Svc list end 

PARTLOWJG Division of Inspection Programs (Post 650212) 85/04/12 Consolidat- 
ed Edison Co of New York, Inc C6pp 29032 OOt -20832,023 


8504170240 IE Info Notice 85 030, “Microbiologicalfy Induced Corrosion Conlalnmonl 
Svc Water Sys " Svc list enci 

JORDAN, E L Division of Emergency Preparedness & Englnoering Response (Post 
830103) 85/04/19 Consolidated Edison Co of Now York, Inc f09pp 29966 258- 
29968363 


0504190065 IE Info Notice 85 032, “Recent Engine Failures of Emergency DieseJ Gen 
erators '' Svc list end , , 

JORDAN,EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/22, Consolidated Edison Co of New York, Inc T09pp 299D8 239 
20988 347 


0504190060 IE Info Notice 85 033, “Undersized Nozzio To Shell Welded Joints In Tanks 
HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code’' Svc list 
end 

JORDAN, El Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/22 Consolldaled Edison Co of Now York, Inc lOOpp 29989 001- 
29989107, 


8504120182 Responds to FOJA request for Caseload Forecaat Panel files in Ofc of Re 
source Mat Forwards listed documents Documents also available m POR 
FELTON, JM Division ol Rules and Records B4/06/OB KILLEFER.C Shaw. Pittman, 
Potts & Trowbridge 2pp 30300 003-30303 129- 

-8504120370 Repls on 770620-30 visit to plant site for evaluation of const & pre opera 
tional test progress Related Info enci 

LOVELAGE.WH NRC No Detailed Affiliation Gwen 77/08/15 MCDONALD, WG 
NRC • No Oelailod Affiliation Given 26pp 30301 103-30301'128 


F SecurltVi medical, emergency & fire protection plana 


8604160678 Notifies that Boise Interagoncy Fire Cache members will need escorted 
access on 850322 for site evaluation re establishment of emergency VHF radio sys at 
facility 

BROWNLEE.VL Region 2, OHtce of Director 85/03/07 KELLY, RJ Georgia Power 
Co Ip 29Q10 171-29810 171 

8504160430 Forwards Insp Repts 5O321/BS04 & 50 366/85-04 on 650129 0222 No 
violation or deviation noted 

BROWNLEE.VL Region 2, Office of Director 85/03/07 KELLY.R J Georgia Power 
Co ip 29021 180 29821 192 

-8504160440 Insp Repls 60 321/65-04 & 50 366/85 04 on 850129 0222 No violation 
or deviation noted Major areas inspected Tech Spec compliance.operalor 
performance, ovoralt plant operations, QA pracllcos & alto security procedures 
HOLMES RAY.P Region 2. Office of Director 85/03/06 4pp 26621 109-29021 192 

8504010184 Submits requests for schedular retiet (or implementation of NUREG 
0737.Supp) 1 requirements per Qonoric Llr 62-33 Time extension to meet require 
monts ol NRC 040221 confirmatory order until 861 231 requested Supporting info end 
GUCWA.LT Georgia Power Co 05/03/22 STOLZ,J F Operating Reactors Branch 4 
8pp 20569 195 20569.203 

0604180381 Notlflos of provision for reasonable Ilexibilily in 20 minute frequency of 
roving fire watch for plant areas not in full compliance w/App R & 10CFR50 40 Target 
time of loss than 20 minutes establishod 

GUCWA.LT Georgia Power Co 05/04/04 STOLZJ F Opo/aiing Reactors Branch 4 
2pp 2965B 343 29066 344 


8504220347 IE Info Notice B4-64,R6V 1, "Deficionclos In Ferro Resonant Transformers" 
Svc list end. 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/24 Consolidated Edison Co of Now York, Inc ilOpp 30027 097- 
30027 184 


R. Periodfe operating reports & related correspondence 

8604090516 “Annual Environ Operating Rept.Part B RadlologicaLPeriod Ending 
811231 ■' W/620401 llr 

CLAYTON.FL Alabama Power Co 81/12/31 04pp 20717 274 29717.337 

8604100236 "Annual Environ Operalion Rept.Part B Radiological, 1982 " W/830226 Hr 
CLAYTON, F,L Alabama Power Co 82/12/31 44pp 29769 144-20769 186 

85040905Q5 Provides status ropt on efforts to rosolvo questionable data In draft semian 
nual radioactive effluent release rept Generation of revised 1983 rept initiated Rapt 
will be submitted by B40430 

CLAYTON, F.L Alabama Power Co 84/03/14. O’REILLY.JP Region 2. Office of Di- 
rector. 1 p 29717 024-29717 024 


8504120044 Rev 5 to Emergency Procedure HNP 6126, "Victoreen 'Vamp’ Area Moni- 
tor Model COOD/Oporallon & Cahbr “ W/060400 Ur 

NiX.H . SORRELL, E C Georgia Power Co 85/04/08 8pp 29766 342 29786 349 

6504100387 Confirms that suitable isolation for SPDS/ernergertcy response facility data 
sys provided, per SER open Horn Devices used to provided electrical isolation from 
safety sys instrumontation & control circuits listed 

GUCWA.LT Georgia Power Co. 05/04/09 STOLZ.JF Operating Reactors Branch 4 
IDpp 29050.346 29D59 362 

8504160009 Requests fee for 850322 application for schedufar relief for omorgoncy op 
orating procoduro training & control room dosign roviow 

DIGGS, RM License Foe Management Branch 85/04/12 BECKHAM, JT. Georgia 
Power Co Ip 29938 221-20930-221 

8504300442 Requests extension ur^til 681130 to Implemontateon schedule for outage- 
related fira proteoilon mods, per 10CrR50,App R requiromonts List of oulege-relatod 
Items to annunciator room & reactor & control bldg end 

QUCWA.L T. Georgia Power Co 85/04/16 STOLZJ F Operating Reactors Branch 4 
7pp 30065-346-30065 361. 


8594100463 Forwards “Semiannual Radioactive Effluent Release Ropt, Jul Dec 1963" 
& revised effluent rept for Jan June 1963, 

CLAYTON.F L Alabama Power Co 84/04/26 O'REILLY, J.P. Region 2, Office of Di- 
rector. Ip 29754 141-29754 357 


8504200413 Revised Emergency Procedures HNP-8109 re Continuous Air Monitors 
Models AM-3D & AM-33-1 .HNP-6 122 re Radiation Monitor Model RM-te & HNP 8140 
re Rascal Portable Rate Meter-Sea I or/ Model PRS 1 operation & calibr W/65l>423 llr 
SORRELL.E.C. Georgia Power Co 85/04/23. 30pp 30050.245 30050 274. 


•0504100468 "Semiannual Radioactive Effluonl Release Rept,Juf Doc 1903 " 
^ Florida Power & Light Co 63/12/31 116pp 29754.142-29754-267 


-8504100477 Revised "Semiannual Radioaclive Effluent Release Ropt, Jan June 
1983 " 

» Florida Power & Light Co 83/06/30 lOOpp 29754:250 29754 357. 


8504290431 Rev 6 to Emergency Plan fmpfomontlng Procedure HNP-6020, “Release 
Surveys for Trash & Malls Leaving Operating Bldgs.^' W/B50423 Hr. 

SORRELL.EC Georgia Power Co 85/04/23 Opp 30050-343-30060-350. 


R General correspondence 


8504180512 Monthly operating rept for Feb 1965 W/050311 llr, 

WOODARD.JD, MCDONALD.RP Alabama Power Co. B5/02/28 6pp 29916 157- 
29915.161. 


8, Reportable occurrences, LERs A related correspondence 


8504010168 Submits organizfitionat changes which will require changes to Tach 
SpecsJitle & position of deputy general manager - QA created Request for amend to 
Tech Specs.rafleoling change, will be submitted In near future, 

GUCWA,LT Georgia Power Co 86/03/22 STOLZ.J F, Operating Reactors Branch 4 
1p 20569,210 29569 210. 


8504050303 LER 85 007-00 on $50301, while reviewing limiting condition for operation 
forms during shift turnover, fire watch requirements for inoperable fire barrier incorrect- 
ly determined Caused by poraonnol error W/050327 (Ir 

WOODARD.J D , MCDONALD, R.P Alabama Power Co 65/03/27 2pp. 29667 306- 
29667-307. 


V. Operator Examinations 

8504190423 Forwards estimated schedules for operator licensing & requaiificatlon 
exams for remainder of FY65 & FY86 FY88, per NRC 8501 29 request & Generic Ur 
85 04, 

WCDONALD,R P. Alabama Power Co 85/04/16. VARGA,S.A Office of Nuclear Reac- 
tor Regulation, Director 3pp 29910-151-29910:153 


L Financial Information 


8504250219 Forwards annual financial repls for 1904 for Georgia Power Co & & :uthern 

COt 

GUCWA.LT Georgia Power Co. 85/04/16. DENTON.H.R Office of Nuclear Reactor 
Regulation. Director ip 90021-001-30021*1 11, 

-8604250230 "1964 Annual flepl " 

SCHERER.R-W., MILLER, J.H Georgia Power Co 84/12/31 SOpp 30021 002- 
30021 051. 

-8504250235 "1064 Annual Repl" 

ADDISON.E.L Southern Co, 04/12/31. 60pp 30021 052-30021-111. 
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J. Insurance & Indemnity Information 

B504840207 Forwards Endo/semenl 94 to NELIA Policy NF-215 
DUCK,J FI Marsh S McLennan. Inc 85/03/27 SALTZMAN.J Assistant Director for 
State & Licensee Relations 2pp 29612162 29612 163 


P. Operating license stage documents & correspondenco 

6504190002 Partial response to 640116 request tor INPO & NRC documenls re INPO 
role in S procedures for reporting into to NRC App G M documenls in PDR Identifted 
documents parlially & completely withheld (ref FOIA Exomplions4 & 5) 

DIRCKS.WJ Office of the Executive Director for Operations 84707/31 TOTTEN.M 
Public Citizen Litigation Group tOOpp 30073 004-30074 228 

-8202160174 Trip repl of 81 1026-1 105 site evaluation w /INPO 
PARTLOW.JG Program Appraisal Branch 81/12/10 MOSELEY, NC Division of Pro- 
gram Development & Appraisal 5pp 30079 293-30079 301 

8504180106 Forwards updated Region II organization chari.rellecting recent personnel 
changes 

WALKER, R D Region 2, OMico of Diroclor 85703713 KELLY, RJ Georgia Power Co 
ip 29816 095-29016 106 

8504040029 Forwards Amends 108 & 45 to Licenses DPR-57 & NPF 5. respoctively & 
safety evaluation Amends revise Tech Specs to be consistonl w/guidelines in Generic 
Ur Q3 36 re NUREG 0737, Items II G 3 & il F 1 

RIVENBARK.GW Operating Reactors Branch 4 85/03/18 BECKHAM.JT Georgia 
Power Co 3pp 29619 199-29619 228 

-6504040033 Amends 108 & 45 to Lrcensos DPR 57 & NPF*5,fespecUvely, revising 
Tech Specs lo he consistent w/guidelines m Generic Ltr 03-36 re NUREG-0737, Items 
II B 3,11 F 1 1.11 F 1 2. II FJ 3 & II F 1 4 

STOLZ.JF Operaling Reactors Branch 4 85/03/18 23pp 29619 202-20619 224 

- 8504040037 Safety evaluation supporting Amends 108 & 45 to licenses DPR-57 & 
NPF- 5, respectively 

* OflEce of Nuclear Reactor Regulation, Director 85/03/18 4pp 29619 225- 
29619 228 

6504020214 Requests expedited relief from current 850331 equipment qualification 
deadline for facilily drywell & oxygen analyzers unlit 651130 duo to recent change in 
schedule for upcoming refueling outage 

QUCWA.lt Georsia Power Co B5/03/27 STOLZ.J F Operating Reactors Branch 4 
2pp 29582 334-29582 335 

6504100141 Responds to 850301 request Icr extension of schedule for environ qualifi- 
cation of plant H202 analyzer sys.per 10CFR50 4'9{q),to 651130 Request granted 
DENTON.H R Office of f4uctaar Reactor Regulation, Director 85/03/27 
BECKHAM.J T Georgia Power Co 3pp 29774 347-29774 349 

6504150708 Forwards request for addi enfo re adequacy of slruclures, 
piping, supporls.equipmert & cable trays to resist OBEInfo requested within 30 days 
STOL2,JF Operating Reactors Branch 4 85/04/02 BECKHAM.J T Georgia Power 
Co tipp 29811 168 29811 198 

6504160143 Forwards request for addI info re Generic Ltr 63 26 Info re Items 
2 1.2 2.3 1 3 & 3 2 3 duo within 60 days Item 4 53 response required within 00 days or 
within 90 days of NRC evaluation of BWR Gamers Group response ^EDG 30044) 
STOL2.JF Operating Reactors Branch 4 85/04704 BECKHAM.J T Georgia Power 
Co 6pp 29636 102-29036 107. 

SS0418Q076 Requests addI info re drywell temp equipment qualification 
profiCos Licensee proposal to lake credit for diywofl sprays as early as 10 minulos fol 
lowina transient onset unacceptable Info requested within 30 days of Ur receipt 
STOLZiJ F Operating Reactors Branch 4 85/04704 BECHKHAM.JT Georgia Power 
Go 6pp 29919 302 29919 307. 

6504160373 Confirms that surface exam of two feedwater nozzles scheduled during up 
coming mamt/refu&ling outage, per NUREG 0619 Justification lor reducing number ol 
feedwater nozzles based on sparger configuration 

GUCWA.L T Georgia Power Co 05/04/04 STOLZ.J F Operating Reactors Branch 4 
4pp 29853 225-29853 228 

8S04 180427 Requests relcef from requirements of iWV-3427<b> of ASME Code SecHon 
XI re future testing of 16 MSIYs Jtil proposes that valves bo tested each refueling 
oulage using parameters per Tech Specs 

QUCWA.LT Georgia Power Co 65/04/04 STOLZ.J F Operating Roaclors Branch 4 
2pp 2985B 306 29953 307 

6504160337 Forwards application fee.per NRC eSCJZl Ur, to cevor 850301 request for 
extension of 10CFR504e oquipmonl qualificalion deadline for drywelf hydrogen & 
oxygorr analyzers currently mslalled at facility 

GUCWA.L T Georgia Power Co 65/04/09 STOLZ.J F Operating Reactors Branch 4 
Ip 29816 114 29616114 

6504250297 Forwards SER re recombiner capability requiremenls.per Generic Ltr B4- 
09 Requesi for oxempiron from hydrogen recombiner requirement of 10CFR50 44(3Hii) 
accep table 

STOLZ.J F Operating Reactors Branch 4 85/04709 BECKHAM.J T, Georgia Power 
Co 2pp 30026 351-30026 359 

-8504250301 SER ro recombiner capability requiremanls.per Generic Ltr 04 09 Exemp- 
tion request granted 

* NRC - No Defal led Affiliation Given 65/04/09 7pp 30026 353-30026 350 

8504128206 Generic Ltr 65 06 to all PWR licensees & all applicants for OLs re QA gufd 
ance (or ATWS equrpmenl not safety related Sve list enci 

THOMPSON.H L Division of Licensing 65/04/16 Consolidated Edison Co of Now 
York, Inc Z2pp 29947 288-29947 309 

8504248100 Summary of 850403 meeting w7u1il & Bechtel in Bothesda,MD re util near- 
term plans in licensing activities Fifteen month operating cycle will be utilized for Unli 
2 upon restart from 8-wk refueling outage 

RIvENBARK.GW Operating Reactors Branch 4, 86/04717. Operating Reactors 
Branch 4 lipp 29966198 29985 200 


Q Inspection reports, IE Bulletins 4 correspondence 

8504190002 Partial response to 840116 request for INPO & NRC documents re INPO 
rote in & procedures for reporling info to NRC App G-M documents in PDR Identified 
documents partially & completoly withheld (ref FOIA Exemptions 4 & 5) 

DIRCKS.WJ Office of the Executive Director for Operations 84/07/31 TOTTEN, M 
Public Citizen Litigation Group lOOpp 30073 004-30074 228 

-820216D1B7 Fonvards trip rept of J Partlow accompaniment w/INPO during 811026 
1105 plant evaluation Efforts should be made to define how Insp program can be 
modilied through utilization of INPO findings & actions 

MOSELEY.NC Division of Program Development & Appraisal 81/12/1 1 
DEYOUNG, RC Director's Office, Office of Inspection and Enforcement ip 
30079 292 30070 301 

8504150819 Forwards Insp Ropis 50-321/85 06 & 50 366/85-06 on 050211-15 No vio 
lations or deviations noted 

BROWNLEE, VL Region 2, Office of Director 05/03/07 KELLY, RJ Georgia Power 
Co 2pp 29811 143 29811 148 

-6504150636 Insp Repts 50 321/85 06 & 50 366/85 06 on 850211-15 No violations or 
deviations noted Major areas inspected preventive & corrective maint 
NEJFELT.GM, JAPE.F Region 2, Office of Director 85/03/05 4pp 29811 145 
29811 148 

8504160438 Fonvards Insp Repts 50-321/85 04 & 50 366/85 04 on 850129 0222 No 
violation or deviation noted 

BROWNLEE. V L Region 2. Office of Director 85/03/07 KELLY, R J Georgia Power 
Co Ip 29821 188 29821 192, 

-6504160440 Insp Ropis 50-321/65 04 & 50 366/85 04 on 850129 0222 No violation 
or deviation noted Major areas inspected Tech Spec compltance.operator 
performance. overall plant operations, QA practices & site socurily procedures 
HOLMES RAY.P, PANCIERA.VW Region 2, Office of Director 85/03/06 4pp 
29821 189-29821 192 

8504170004 Fonvards Insp Repts 50 321/84-50 & 50 366/84-50 on 041 113-16 No viO 
lations or deviations noted 

BROWNLEE.VL Region 2. Office of Director 85/03/07 KELLY.RJ Georgia Power 
Co 2pp 29840 229 29840 230 

-6504170007 Insp repts 50 321/84 60 & 60 366784 50 on 841113 16 No violalions or 
deviations noted Major areas inspected organization & mQt.oxternal exposure.opon 
items & relnsp of post accident sampling sys 

PEERY.WW , JENKINS.G R Region 2. Office of Director 85/02/22 8pp 29040 231 
26840 236 

8503190669 IE Info Notice 85-022, “Limitorqua Motor Operated Valves Resulting From 
Incorrect Installation of Pinion Gear'* Sve list end 

JORDAN.EL Division of Emergency Proparodness & Engineering Response (Post 
830103) 85/03/21 Consolidated Edison Co. of Now York, Inc lOOpp 29597 001 
29597 005 

8504160670 Ack receipt of 850208 revised response to IE DulloHn 04 02 ro UFA 
relays Request to replace remainmo 147 deenergized relays or colls during respective 
refueling outages In 1986 granted visual Insps should conlinuo as scheduled 
WALKGR.R D Region 2, Office of Director 85/03/21 KELLY.R J Georgia Power Co 
Ip 29009 362 29609 362 

8503210461 IE Info Notice 85 023, "Inadequate Surveillance & Post Maint & Post Mod 
Sys Testing " Sve fisl end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/03/22 Consolidated Edison Co of Now York, Inc i08pp 29656 001* 
29656 107. 

6504010170 Remits foe for 830018 inservlce insp programs, per NRC 850110 request 
GUCWA.L T Georgia Power Co 85/03/22 DfGGS.R M License Foe Managemoni 
Branch Ip 29569155-29569,155 

B503220444 IE Info Notice 85 024, "Failures of Protective Coatings in Pipes & HXs" 
Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/26 Consolidated Edison Co of New York, Inc 108pp 29506 154- 
20596 363 

65040200S5 Responds to NRC 850225 Hr re violations noted in Insp Repts 50 321/85 
02 & 50 366/85 02 Corrective actions automatic depressurization sys roslored to 
normal alignment & functionally tested per Procedure HNP-1-3901 
GUCWA,L T Georgia Power Co 85/03/27 GRACE, J N Region 2, Office of DIrodor 
7pp 29579 321-29570 327. 

8504170105 Ack receipt of 85031 1 ltr informing NRC of steps taken to correct violaliona 
noted In Insp Repts 50 321/84-48 8 50-360/84 48 

WALKER, RO Region 2, Office of Director 05/03/20. KELLY.RJ Georgia Power Co 
Ip 29840014 29040 029 

-B504170118 Responds to NRC 850208 Ur re violations noted fn Insp Ropis 60 321/84 
48 S 50 366/84-48 Corrective actions responsiblo Individual iasued ltr of reprimand & 
personnel Inslrucled on importance of acquiring proper clearances. 

GUCWA.L T Georgia Power Co 85/03/11 GRACt.J N. Region 2, Office of Dircclor 
4pp 29840 015-29840 018 

-B5041 70124 Forwards nolico ol violation omitted from 050131 Hr transmitting Insp 
Rents 50-321/84-48 & 50 366/84 48 

W/iLKER.R D Region 2, Office of Director 85/02/00 KELLY.R J Georgia Power Co 
Ip 29840 010-29840 021 

-8504170127 Notice of violation from insp on 841 121-1220 
* Region 2, Office of Dtreclor 85702/08 2pp, 29840 020-29840 021 

-8504170135 Forwards Insp Repts 50 321/84-48 & 50 366/84-40 on 841121-1220 & 
notice of violation W7o notice of violation 

OLSHINSKI.JA Region 2, Office of Director 05/01/31 KELLY.RJ Georgia Power 
Co 2pp 2D840 022-29040 029 
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--8S04170145 Ifisp Repts 60-321/84-4B S 60 368/84-48 on 8414211220 
VioJalionsnated (ailure lo maintain work control to determine drywall Jloor dram leak- 
Qfi & to submit LER within required time 

HOLMES R AY, P. RANGIER A, V W Region 2. OMice of Director 85701/26 6pp 
298-10 024*298^0 029 

8S03200037 IE Info Notice 85 025. “Consideration of Thermal Conditions in Design S 
Installation of Supports for Diesel Generator Exhaust Silencers Svc list end 
JORDAN.EL Division of Emergency Preparedness & Engineoring Response (Post 
830103) 65/04/02 Consolidated Edison Co of New York, Inc 107pp 29667 199- 
29667 305 

6503260045 IE Info Notice 85 026, “Vacuum Relief Sys for BWR Mark f & It Contain 
rrents ” Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Hosponso (Post 
B30103) 85/04/02 Consolidated Edisor^ Co of New York, Inc 92pp 29667 107 
29667 196 

8504D10039 IE Info Notice 65 027, “Notifications to NRC Operations Ctr & Reporting 
Events in LERs “ Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of New York, Inc Sapp 29690 255 
29660 362 

6504170209 Forwards Insp Repts 50*321/05 05 & 50*366/85 05 on 050211 13 Two po- 
tenltal enforcement findings identified 

ZECH.G G Vendor Program Branch 05/04/05 KELLY.R J Georgia Power Co 3pp 
29904 256 29904 267 

-0504170229 Insp Ropts 50 321/05 05 & 50*366/85 06 on 050211-13 Entorcemenl 
findungs noted incorrect diesel generator standby mode valve lineup & improper con 
trol of documents re diesel generator 

TRDTTIER.EH, CONWAY, JT Director’s Office, Office of Inapection and Enforce- 
ment 2ECH,GG Vendor Program Branch 85/03/15 9pp 29904 259*29904 287 

05 04 050042 SuppI 1 to IE info Notice 05 003, “Separation of Primary Reactor Coolant 
Pump Shaft & Impeller “ Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of Now York, Inc lOIpp 29791025 
29791 126 

0504050047 IE Info Notice 65 026, “Partial Loss of AC Power & DIase! Generator Deg- 
radation “ Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engmcering Response (Post 
630103) 85/04/09 Consolidated Edison Co of New York, Inc fOOpp 29790 278 
29791 024 

8594090419 IE Info Noltco 65 029, “Use of Unqualified Sources in Well Logging Appli- 
cations” Svc list end 

PARTLOW.JQ Division of inspection Programs (Post 060212) 65/04/12 Consolidat- 
ed Edison Co of New York, Inc 66pp 29632 001-29832 023 

8504300418 Responds lo allegations ro lack of euthorlzod nuclear Inspector for all weld 
repair activities Authorized nuclear inspector used on case by case basis depending 
upon nature of ropalr/replacemonl NRC concurrence requested 
QUCWA.LT Georgia Power Co 85/04/16 STOLZ.JF Operating Reactors Branch 4 
2pp. 30064 080 30064 081 

8504170240 IE Info Notice 85 030, “Microbiologically Induced Corrosion Containment 
Svc Water Sys.” Svc list end 

JORDAN.EL Division of Emergency Preparedness & Ennlneoring Response (Post 
830103) 85/04/19. Consolidated Edison Co of New York, Inc lOOpp 20966 258- 
29966363 

0504190055 IE Info Notice 85 032, “Recent Engine Failures of Emergency Diesel Gen 
erators “ Svc list end. 

JOROAN,E.L. Division of Emergency Preparedness & Engineering Response (Posl 
830103) 86/04/22 Consolidated Edison Co of New York, Inc fo9pp 20988 230- 
29986 347 

8504190060 IE Info Notice 05 033, "Undersized Nozzlo-To-Shell Welded Joints In Tanks 
& HXs Constructed Under Rules of ASME Boiler & Prossuro Vessel Code “ Svo fist 
end 

JORDAN.E.L Division of Emergency Preparedness & Engfr^aorinn Response (Posl 
830103) 85/04/22 Consolidated Edison Co. of New York, Inc i06pp 29989 001- 
29969:107 

8504220347 IE Info Notice 84 84,R0V 1, “Deficiencies in Ferro Resonant Transformere " 
Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103} 05/04/24 Consolidaled Edison Co of Now York, Inc fiflpp 30027,067* 
30027 184 


R, Periodic operating reports & related correspondence 

8504100433 Forwards ‘’Semiannual Rept for Plant Radioactive Effluenl R0l0ases,Jul 
Doc 1983 “ 

NiX.HC Georgia Power Co 85/02/24 O'REILLY.JP Region 2, Office of Director ip 
29760157-29760 201. 

* 6S94 100442 Forwards ‘’Semiannual Rept for Plant Radloactlvo Effluenl Releases, Jul- 
Dec 1983“ 

NIX,HC Georgia Power Co. 05/02/24 Director's Office, Office of Inspection and En- 
forcement. ip 29760 158*29760 201 

-8504100450 “Semiannual Rept for Plant Radioactive Effluent Releases, JuhDec 
19B3 “ 

' Georgia Power Co 83/12/31 43pp 29760 159*29760'201. 

8504090524 Forwards revised Pages 31 & 33 to “Semiannual Radioactive Effluent Re 
lease Repl.Jul-Oec 1963." Error found in tritium values for fourth quarter 
NIX,H.C Georgia Power Co 84/03/16 O’REILLY, J P Region 2, Office of Director Ip 
29762 145 29762.148 

..$504090525 Fonvards revised Pages 31 & 33 to “Semiannual Radioaclivo Effluent Re- 
lease RepLJul Dec 1983 “ Error found in tritium values for fourth quarter. 

NfX.HC Georgia Power Co 84/03/15. Director's Office, Office of Inspection and En- 
forcement Ip 29762-146-29762148. 


-8504100191 Revised Pages 31 & 33 to “Semiannuol Radroaclive Effiuer>l Release 
Rept.Jul Doc 19B3 ’’ 

* Georgia Power Co 63/12/31 2pp 29762 147*29762 148 

8504060305 Forwards "Semiannual Rept lor Plant Radioactive Effluent Releasosjan- 
June 1934 ’’ 

NlX.HC Georgia Power Co 64/06/24 O'REILLY.JP Region 2, Olfice o! Director Ip 
29666 237-29686 328 

-8504080309 Forwards “Semiannual Rept for Plant Radioactive Effluenl Releases.Jan 
June 1934 “ 

NiX.HC Georgia Power Co 84/08/24 Diroclor's Office, Office of Inspection and En 
forcement Ip 29668 288-29603326 

-8504060313 “Somtannual Ropi for Plant Radioactkve Effluenl Roieasos. Jan June 
19B4 “ 

* Georgia Power Co 84/06/30 43pp 29688 289-29688 326 

8604100333 Forwards revised Pages 31-33 lo “Effluent & Waste Disposal Semiannual 
Rept, 1034 " Rev corrects error in t- 133 values for first quarter 
NIX,HC Georgia Power Co 04/09/14 O’REILLY.JP Roglon 2, Oflice of Director Ip 
29750 242-29750 246 

-8604100348 Forwards revised Pages 31 33 lo “Effluenl & Waste Disposal Semiannual 
Rept, 1904 “ Rev corrects orror In I 131 values for first quarter 
NDt.HC Georgia Power Co 04/09/14 Director's Office, Office of Inspeclion and En 
forcement Ip 29753 243 29758 246 

-8604100385 Revised Pages 31-33 lo “Effluent & Waste Disposal Semiannual 
Repl.1904 “ 

* Georgia Power Co 84/06/30 3pp 29750 244-29758 246 

6504030127 “El Hatch Nuclear Prant,Ar>nual Environ Surveillance Rept CYa4.’' W/ 
850330 Ur 

NIX.HC. Georgia Power Co 84/12/31 142pp 29500 133-29590 274 

8504160391 "Serrilannual Rept, Plant Radioactive Effluent Roloases.Jul Dec 1984“ W/ 
850220 Ills 

NlX.H.C Georgia Power Co 04/12/31 GRACE, J N Region 2, Olfice ol Oiroclor 
4Bpp 20821 263-20821 297 

8504180820 Monthly operating ropts for Feb 1965 W/050307 Ur 
BOONE.S , NlX.H C Georgia Power Co 05/02/28 12pp 29919*136 2Q912 146 

8504220320 Monthly operating repts lor Mar 1905 W/050403 itr 
QRIFFIN.D, NIX.HC Georgia Power Co 05/03/31 14pp 29939 250 2D939 263 


S. Reportable occurrences, LERs & related cotrespondence 

8504080107 LER 85 007-01 on D50210 A 24,fGaclor water cleanup inboard isolation 
valve 9G31-F001 Isolated as result of false trip signal Caused by bad connection 
where trip card 2Q31-N661A plugged Into connoctor,W/O5O320 Ur 
TIPPS.SB. NlX.H C, Georgia Power Co 85/03/26 3pp 20667 325 29667 327 

0504080583 LER 04 033-02 on 840930,1020,1117 & 1230, reactor scrams eccurrod & 
not fully documented Scram Transient Response Procedure HNP 426 revised lo 
ensure that doficlencios written when unplanned scrams occur W/C50329 Ur 
TIPPS.S 0., NlX.H.C Georgia Power Co 05/03/20 5pp 29687 07 1.29607.075 

8504110711 Advises that LERs Numbers 60 321/1004-028 & 50.366/ 196 4 034 nol 
used In 1084 

NIX,H.C Georgia Power Co, 85/04/03 Record Servicos Branch (Document Control 
Desk) Ip. 20777 361-20777 361 

8504240644 LER 84-030-02 on 641115,20 & 850313,dotormlnod that listed funclional 
lesis of plant equipment not performed per Tech Specs Caused by personnel 
error Procedures will bo revised W/050412 Hr. 

TIPPS.S B„ NIX.HC Georgia Power Co 05/04/12 6pp 29977.333 29977 337 

8604300132 LER 65 009 00 on 850310, RCIC steam supply primary conlainmenl inboard 
Isolation valve 2E61-F007 inadvertently closed Causeu by personnel error I sofa lion 
logic reset & valve relumed lo open position W/650410 Ur. 

TIPPS.S B„ NIX.HC Georgia Power Co 05/04/16 3pp 30070 038-30070 040 


V. Operator Examinations 

8504120392 Confirms 041224 Ur re a dm Ini si ration of requalificatlon exam on 
65031 l.Lfst of selected licensed operator examinees & alternates encl.W/o end 
0ROWNLEE.VL. Region 2, Office of Director 05/03/11 KELLY.R J Goorgia Power 
Co Ip 29809.266 29800.280. 

8504160094 Confirmation of Action Ltr 05-01 re 050311 lelcon ccncerning results ol 
certification that p6rsor>ne) successfully ccmpleled accol orated roqualification training 
program for licensed operators Ulil commilmonls listed 

GRACE, J.N, Region 2, Office of Director 05/03/15 KELLY, RJ Georgia Power Co 
Spp. 29816*190 29818.104, 


DOCKET 50*368 ARKANSAS NUCLEAR ONE, UNIT 2 


A. AppllcaMon/construotlon stage documenta & correspondence 

8504120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc o) Re 
source Mat Forwards listed documents Dacumenls also available In PDR 
FELTON, JM. Division of Rules and Records. 84/06/06 KILLEFER.C Shaw, PiUman, 
Polls & Trowbridge, 2pp. 30300 003-30303.129. 

-8504120267 Discusses update Info re const & tosling status ol facility, Listing of out- 
standing items & status enclAddl Items may be iaenllfied during insp.Ulil projects 
780424 as fuel load date Region IV projects 780601 Related info end 
SNIEZEK,J,H Division ol Reader Operations Inspections 78/03/07 VASSALLO,OB 
Aeslslant Director for Light Water Reactors 36pp. 39315 1 09*30315,234 
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F Securlly, nnodicflf, emergency & fire protection plans 

8504190002 Parlfaf response to 840116 requesi tor INPO & NRC documeols ro INFO 
/ole in & procedures lor reporting info to NRC App G M documents in FOR Identified 
docunnents partially & comptelcly withheld (ref FOIA Exemptions 4 & 5) 

DIRCKSiWJ Office of Ihs Executive Director for Operations 84/07/31 TOTTEN, M 
Public Citizen Litigation Group lOOpp 30073 004-30074 228 

‘*8504190122 Forwards recent INPO review of ernergericy preparedness program W/o 
encl 

RUETER,D A ArKarsas Power & Light Co 02/05/04 COLLINS.JT Region 4, Office 
of Director 1 p 30076 :73-30076 273 

9504030491 Confirms 650318 22 site visit to install IAEA surveillance camera in con 
tainment & to remove seals placed on several strategic localions around reactor 
vessel in Jan 1984 

iMILLERJR Operating Reactors Branch 3 85/03/15 GRIFFIN, JM Arkansas Power 
&Llgh1Co 2pp 29606 360 29606 361 

9S0430030B Rev 0 to Emergency Plan Implementing Procedure 1905 004, "Emergency 
Operalrons Facility Radiofogicai Protection 

LEVINE JM Arkansas Power & Light Co 85/03/26 19pp 30057 305 30057 322 

8504080399 Rev 4 to Emergency Plan Implementing Procedure EPJP 1904 02, ‘ Offsite 
Doso Prcjeclions - Pocket Computer Method " 

LEVINE.J M Arkansas Power & Light Co 65/03/30 /pp 29665 147 29685 163 

B5041 10402 Summary of 850227 meeting w/util in Belhesda.MD re emergency operat 
ing procedures Viowgraphs end 

LEE.R S Operating Heaclors Branch 3 85/04/01 MILLER, J R Operaling Reactors 
Branchs 17pp 29790 137-29790 152 

8504060363 Summarizes 850321 meeting w/ulil in ArjmglonJX to review plan for staff- 
ing emergency response facility in even! of accident per NUREG-0737,Suppl 1 View 
graphs end 

MARTIN.R D Region 4, Office of Director 85/04/02 GRIFFIN.J M Arkansas Power 
& Light Co 16pp 20665 067 29605 082 

8564170235 Rev 1 id Emergency Plan Implemerlation Procedure 1903 13, ' Wotificalion 
of Lillie Rock Corp Olficiar” 

LEVINE,J M Arkansas Power & Light Co 85/04/09 1 ipp 29827 108 2982? 110 

8504180491 Forwards Insp Repls 50*313/85-02 & 50 368/85 02 on 850204-08 & no 
tices of violation & deviation 

HUNTERiO R Region 4, Office of Director 65/04/15 GRIFFINJM Arkansas Power 
Sl Light Co 2pp 29859 178-29859 190 

-8S04 180404 Notice of violation from insp on 650204-08 

* Region 4. Office of Director 85/04/15 Ip 29859 180 29059 180 

-8504180488 Notice of deviation from insp on 8S0204 08 

* Region 4, Office of Director 85/04/15 Ip 29859 181 29859181 

-8504180505 Insp Repls 50-313/65*02 & 50 368/85 02 on 850204 08 Violation 
noted failure to roviow & approve OAP-13 prior to imptementalion & use Deviation 
noted incomplete corrective action 

HACKNEY.C A Region 4. Office of Director 85/04/15 9pp 29869 182 29059 190 

8504220058 Rev 9 to Emergency Plan implementing Procedure 1903 30 re evacuation 
LEVINE, J M Arkansas Power & Light Co 65/04/16 13pp 29929 167 29929 179 

8504250413 Notifies of IAEA insp begmnirg on 850412 to verify physical Inventory of 
nuclear mall & place seals on reactor vessel 

MILLERJR Oneraling Reactors Branch 3 85/04/16 GRIFFIN.J M Arkansas Power 
& Light Co ip 30022 363-30022 363 

65042S0370 Informs lhal Region IV emergency response team will participate in 
850424-25 annual exerciSG Participation limited to partial siaffing of Regional Incidonl 
Response Ctr & communication w/util counterparts 

HUNTER, DR Region 4, Office of Director 65/04/19 GRIFFIN.J M Arkansas Power 
& Light Co 2pp 29985110-29985111 

8504250365 Informs that faciidy selected for emergency response facilities appraisal per 
Supp1 1 to NUREG 0737 Appraisal wjfl be conducted during wk of 850520 25 
HUNTEH.D R Region 4, Office of Director 05/04/22 GRfFFIN.J M Arkansas Power 
& Light Co 2pp 299B5 113-29965 114 


I. Financial (nforination 

8604110133 "1904 Annual Rept ’• W/050402 I6r 
MAULDEN.J L Arkansas Power & Light Co 84/12/31 DENTON, H R Office of Nuefe 
ar Reactor Reg ulalion. Director 4lpp 29765 022-29765 062 


P. Operating license slage documente & correspondence 

8504120182 Responds lo FOIA request for Casefoad Forecast Panel files in Ofc of Re- 
source Mgt Forwards listed documents Documents also availabte in PDR 
FELTON .J M Division of Rules and Records 84/06/06 KILLEFER.C Shaw. Pittman, 
Potts & Trowbridge 2pp 30300 003-30303 129 

0504030485 Forwards Amends 96 & 64 to Licenses DPR 51 & NPF-6. respectively & 
safety evaluation Amends revise Tech Specs to require koys to keyoporafed hands- 
witches for conlainment purge valves be removed when valves required to be closed 
LEE.fl S Operaling Readers Branch 3 VISSING,G S Operating Reactors Branch 4 
85/03/ia GRIFFIN.J M Arkansas Power & Light Co 2pp 29608 210-29606233 

-8504030490 Amends 96 & 64 to Licenses DPR-51 & NPF 6,fespectlvQiy. revising Tech 
Specs to requiire keys lo key-oporated handswitches for containment purge valves be 
removed when purge valves required to be closed 

STOLZ,JF Operating Reactors Branch 4 85/03/18 9pp 29606 212 29606 220 

—8504030493 Safety evaluation supporting Amends 96 & 64 to Licenses DPR-51 & 
NPF-6, respectively 

‘ Office of Nuclear Reactor Regulalton, D«rector 85/03/18 2pp 29606 221- 
29605 233 


8504010232 Summary of 850308 meeting w/Gore Protection Calculator Oversight Com 
miltee in Deihesda.MD 

ROOD.N Liconbing Branch 3 05/03/19 Liconsing Branch 3 13pp 29574 300 
29574 312 

B504020318 Applicahon for amend to License NPF-6,d0leling App B in entirety Foo 
paid 

CAMPBELL.! G Arkansas Power & Light Co 85/03/24 MILLER, JR Operating Re 
actors Branch 3 7pp 29577 357 20677 363 

8504020193 Advises that util will pursue delation of Tech Spec 22 2 & Tablo 2 2-2 via 
C E Owners Group Coro protection calculators Typo I addressable constants unduly 
subj lo reguiatory scrutiny beyond that of conventional analog protection sys 
ENOS,J T Arkansas Power & Light Co 05/03/28 MILLER, J R Operaling Reactors 
Branchs 3pp 29580 356 29500 358 

8504100370 Forwards proprietary & nonpropnetary C-E repls re core protection calcula* 
tor methodology changes for Cycle 5, In support of 8S0120 Tech Spec 
change Affidavit end Proprietary repls withheld (ref 10CFR2 790) 

CAMPBELL,! G Arkansas Power 8 Light Co 85/03/29 MILLER, JR Operating Re- 
actors Branch 3 7pp 29721 128*29721 134 

“8504100378 Nonpropnetary "Typical Data Base Constants for Arkansas Nucloar One 
Unit 27’ 

• Combustion Engineering, Inc A*CE-R*92 85/03/31 Bpp 29721 135-29721 142 

-B5041003B9 Nonpropnetary Rev 0 to "Arkansas Nuclear One • Unit 2 Core Proloclion 
Calculator Sys Phase I Design Qualification Test Rent " 

• Combustion Enginoering. Inc CBN 298(A) NP FtOO 85/03/31 2app 29721 143 
29721 171 

“8504100394 Nonproprialary Rev 0 lo "Arkansas Nuclear One • Unit 2 Core Protection 
Cafculator & Control Element Assembly Calculator Data Base Listing " 

‘ Combustion Engineering. Inc CEN 296{A)-NP ROD 05/03/31 67pp 29721 172* 
29721 240 

“8504100400 Nonpropnetary Rev 1 lo "Core Protection Calculalor/Conlrof Elemonl As- 
sembly Calculalor Sys Phaso It Software Verification Tost Rept " 

• Combustion Engineering, Inc CEN 162{A)-NP R01 85/03/31 25pp 29721 241- 
29721 266 

6504110433 Ack roceipl of draft util 850321 Hr re CPC methodology changes for Cycle 
5, for discussion W/o end 

VISSfNG.G S Operating Reactors Branch 4 85/04/02 Operating Reactors Branch 4 
Ip 29790115*29790 115 

8504120009 Advises that end draft util 650321 l(r forwarding G E documentation for use 
in conjuction w/Cycle 5 CPC software update received via NRC/Div of Licensing IBM 
5520 sys for discussion purposes 

VISSING.GS Operating Reactors Branch 4 85/04/02 Operating Reactors Branch 4 
2pp 29795.130-29795 133 

“8504120016 Draft Hr forwarding listed C-E documentation for use In conjunclion w/ 
Cycle 5 CPC software update, par 841109 description of software update & In support 
of 850128 Tech Spec change request W/o ends 

ENOS.J T Arkansas Power & Light Co 85/03/21 MILLER, J R Oporaling Reactors 
Branch 3 2pp 29795 132-29795 133. 

8504120206 Generic Ltr 85 06 lo all PWR licensees & aif applicants for OLs re OA guid- 
ance for ATWS equipment not safety-related Sve list end 

THOMPSON, H L Division of Licensing 85/04/16 Consolidated Edison Co oil Now 
York, tne 22pp 29947 208-29947 300 

8504120031 Generic Ltr BS 02 to ail PWR licensees & ^pllcanls,holdQrs of CPs & Fort 
St Vraln re recommended actions stemming from NRC mtogratod program for re solu- 
tion of unresolved safety issues re steam generator tube Integrity Sve list end 
THOMPSON, HL Division of Licensing 85/04/17 Yankee Atomic Electric Co 127pp 
29953 071-29953 262 

8504300460 Informs that evaluation of 840316 Tech Spec submittal, consisting of two 
separate Issues upon which 650227 request for add) fees basod.m correct Both Gen or 
ic Ltrs 03 37 & 82-16 address NUREG 0737 items 

ENOSJT Arkansas Power & Light Co 85/04/17, DIGGS, R M License Feo Manago- 
ment Branch Ip 30064.043 30064 043 


Q. Inspection reports, IE Bulletins & correspondence 


8504030491 Confirms 050318 22 site visit to Install IAEA surveillance camera in con 
tainment & to remove seals placed on several strategic locations around reactor 
vessel in Jan 1 084 

MILLER, JR Operating Reactors Branch 3 85/03/15 GRIFFIN.J M Arkansas Power 
& Lighl Co 2pp 29606>360*29806'361 

8503190659 IE Info Notice 85 022, "Limitorque Motor Operated Valves Resulting From 
Incorrect Installation of Pinion Goar '* Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/03/21 Consolidated Edison Co of New York, Inc lOOpp 29597 001 
29597 005 


8503210461 IE Info Notice 85-023, "Inadequate Surveillance & Post Mainl & Post-Mod 
Sys Testing " Sve fisl end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/22 Consoiidated Edison Co of New York. Inc 108pp 29656 001 
29656 107 


8503220444 IE info Nolice 85-024, "Faitures of Protective Coatings In Pipes & HXs " 
Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/03/26 Consolidated Edison Co of New York, Inc 108pp 29B96 1 54- 
29596363 
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8504150694 Fowards QA Program Insp Repis 93900001 /B4-01 & 909OO2B6/G4 01 Re- 
i;uesls evaluation ol findings ro quality & acceptability ol product or svc provided by 
vendors W/o ends 

HUNIER.DR Region 4. Office of Director 85/04/01 GUIFFIN J M Arkansas Power 
& Light Co 2pp 29809 291*29809 292 

8503280037 fE fnfo Notice B5 025, “Consideration of Thermal Conditions in Design & 
Installation of Supports for Diesel Generator Exhaust Silencers” Svc list end 
JORDAN. EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/04/02 Consolidated Edison Co of New York, Inc 107pp 29667 190 
29667 305 

8503280045 IE Info Notice B5 026, “Vacuum Relief Sys for BWR Mark I & II Contain 
manls " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engmooring Response (Post 
030103) 05/04/02 Consolidated Edison Co of New York, Inc 92pp 29667 107- 
29667 190 

0504220023 Forwards Insp Repts 50 313/85 03 & 50-368/05 03 on 850204-06 & 0305 
OB No violation or deviation noted 

HUNTER, D n Region 4. Office of Director 85/04/02 GRIFFIN, j M Arkansas Power 
& Light Co 2pp 29939 157 29939 169 

..8594220027 Insp Repts 50 313/QS 03 & 50 368/85 03 on 850204-06 & 0305 OB No 
violation or deviation noted Major areas Inspected radiological environ monitoring 

B rogram.including organization & rngt controLtraining & qualifications 
IIC>IOLAS,J B , MURRAY.B. MARTIN.LE Region 4, Office Of Direclor 85/04/02 
lipp 29939 159 29939 169 

8504010039 IE Info Nolice 85 027, "Notifications to NRC Operations Ctr & Reporting 
Events In LERs “ Svc list end. 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of New York. Inc, 90pp 20690 265- 
29690 362 

as840S9042 SuppI 1 lo IE Info Notice 85-003, "Separation of Primary Reactor Coolant 
Pump Shaft & rmpeller ” Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engmeerino Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc foipp 29791025- 
29791 126 

9504050047 IE Info Nolico 85 028, “Parlial Loss of AC Power & Olosel Generator Deg 
radallon ” Svc list end 

JORDAN.E L Division of Emergency Preparedness & Enginoeririg Rebponso (Post 
830103) 85/04/09 Consolidated Edison Co of Now York, Inc f09pp 29790 278- 
29791 024 

8504090419 IE Info Nolico 85-029, "Use of Unqualified Sources m Well Logging Appli- 
cations Svc list end 

PARTLOW.JG Division of Inspection Programs (Post 850212) 05/04/12 Consolidat- 
ed Edison Co of Now York, Inc 66pp 29832 001-29832 023 

0504180491 Forwards Insp Ropts 50-313/85 02 & 50 368/05 02 on D502D4 00 & no 
tices of violation & deviation 

HUNTER.DR Region 4, Office of Director 85/04/16 GRIFFIN.J M Arkansas Power 
& Light Co 2pp 29859 178-29859 190 

..0504160494 Notice of violation from Insp on 850204 08 
' Region 4, Office of Director 85/04/15 1p 29659 100 29859 180 

> 6504190496 Notice of deviation from insp on 850204 08 
* Raglon 4, Office of Direclor 85/04/15 1p 29859 181-29859 181 

-8504180505 Insp flopls 50 313/85-02 & 60 368/85 02 on 050204-08 Violation 
noted failure lo review & approve QAP-13 prior lo implomenialion & uso Deviation 
noted Incomplete corrective action 

HACKNEY.CA. BAIRD.J B , MARTIN, LE Region 4, Office ol Dirocter 85/04/16 
9pp. 20859 182-20859 190 

0504260413 Notifies of IAEA insp beginning on 850412 lo verify physical Inventory of 
nuclear mall & place seals on reactor vessel 

MILLER.JR Operating Reactors Branch 3 65/04/16 GRIFFIN.J M Arkansas Power 
& Light Co Ip 30022 363 30022 363 

8504300265 Advises that adequato shoulder gap fuel assembly dosuro measurements 
will be available for Cycle 5 operation Rept summarizing insp results will bo submitted 
45 days after end of outage 

ENOS.JT Arkansas Power 01 Light Co, 05/04/17 MILLER, J.R Operating Reactors 
Branch 3 Ip 30057 071-30057-071 

B594170240 IE Info Notice 85 030, "Microbiologlcally Induced Corrosion Containment 
Svc Water Sys " Svc list end 

JORDAN.E L Division of Emergency Preparedness a Engineering Response (Post 
830103) 85/04/19 Consolidated Edison Co of Now York, Inc 109pp, 29906 258- 
29966 363 

0604190055 IE Info Notice 85 032, “Recent Engine Failures of Emergency Diesel Gon- 
erafors.’' Svc list end. 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc 109pp. 29988 239- 
29988 347 

0504190060 IE Info Notice 85 033, "Undersized Nozzlo-To-Shell Welded Joints In Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code " Svc list 
end 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 86/04/22 Consolidated Edison Go ol New York, Inc T08pp 29989.001- 
29989-107. 

8504220347 IE Info Notice 84-04, Rev 1, "Deficiencies In Ferro Resonant Transformers “ 
Svo list end 

JORDAN.E.L Division of Emergency Preparednesb & Engineering Response (Post 
830103). 85/04/24 Consolidated Edison Co of New York, Inc f18pp 30027:067- 
30027:104 


R PorJQdlc operating reports & related correspondence 

8504180472 Monthly operating rept for Feb 1985 W/e50315 Itr 
BRAMLETT.LS ENOS.JT Arkansas Powp/ & Light Co 85/02/28 BASSETT.H S 
Office of Rosourco Managomont, Director 6pp 29914 305 29914 310 


S, Reportable occurrences, LERs & related correspondence 

8504050328 LER 85 006 00 on 850221, fire door to HPSi pump room found 
open Causod by lack of proper lire door labeling Efforts being expedited to complete 
firo door laboling program W/850322 Hr 

ROGERS.P C . ENOSJT Arkansas Power & Light Go 85/03/22 2pp 29667 339 
29667 J40 

8504230284 LER 05 007-00 on 650311, fire door surveillance revealed that Fire Door 
448 did not meet msp criteria Caused by loose or missing screws in 
hinges Surveillance continuing Hingos repaired W/050409 Itr 
ROGERS.P C, ENOS.JT Arkansas Power S Light Co 85/04/09 2pp 29966 110 
29966 111 


DOCKET 50-369 WILLIAM B MCOUIRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & firo protection plana 

8804 170001 Forwards Insp Rept 50 3 6 9/05-1 1 on 050226-28 & nolice of violation 
WALKER.R D Ronion 2, Office of Direclor 86/03/12 TUCKER.H B Duke Power Co 
2pp 29840 221-29040 228 

-0604170002 Notice of violation from insp on D 50226 20 

* Region 2, Office of Dirodor 85/03/12 fp 29840 223 29B40 223 

-6504 170003 Insp Rept 50 369/05-11 on 650226-28 ViolQl ion nofod failure to follow 
Operollng Procedure OP/0/D/6200/32,rosulling in rctoase of radioaclive spent resin 
GLOERSEN.W B , MONTGOMERY, D M Rogion 2, Office of Direclor 65/03/00 5pp 
29040 224-29040 220 

0504150739 Advises that Rov M lo emergency ijian consistent w/provisions ol 
lOCrnso 47(b) & accopiablo 

BROWNLEE, VL Region 2. Offico of DiroUor 85/03/19 TUCKER.H B Duke Power 
Co Ip 29009 333-29009 333 

8504060243 Application for amontls lo Ltconsos NPF-9 & NPF-1 7, changing Tech Spec 
3 7 10 1 to Iroal Fire Suppression Pump C as primary pump & disallow oxlenrfed 
inoperability Fee paid 

TUCKER.H B Duke Power Co 85/04/01 DENTON.fiR Office of Nuclear Reader 
Rogulalior^, Director ADENSAM.EG liconsing Brand W 3pp 29662 1 0 3 29662-110 

-0604050247 Proposed changes lo Tech Spec 3 7 10 1, treating Tiro Suppression Pump 
C as primary pump & disallowing oxionded Inoporabilily 

* Duke Pewor Co 05/04/01 6pp 29662 106 29602 110 

0504100301 Forwards Rev 4 to safeguards contingency plan Rov withhold {ref 
10GFR73 21) 

TUCKER.H B Duke Power Co 85/04/04 GRACE JN Region 2. Offico of Director 
2pp 29007 04 4 29687 045 


J. Insurance & indemnity Information 

8504100330 Forwards Endorsoments 17 & 37 to NELIA Policies NF 201 & NF252,ro* 
spoetively & Endorsomonts 11 & 19 to MAELU Policies MF-112 & MF-lOOjaspocliVQ- 

fx 

HOQQE.S D Marsh & McLennan, Inc 05/04/01 DINITZJ Assistant Director for Stale 
& LIconsoo Relalions 6pp 29720 225-29728 229 


P. Operating license stage documents & correspondence 

8504120162 Responds lo FOIA request for Caseload Fo/ocasl Panel (ties in Ofc of Re- 
source Mat Forwards fiBted documents Documents also available In PDR 
FELTON, J M Division of Rules and Records 04/06/06 KILLEFER.C Shaw, Pillfnan, 
PoWa & Trowbridge 2pp 30300.003 30303 1 29 

-7809190100 Informs ol Inlon/onor RLloy's intent to visit sub] lacllily to allond NRC 
meeting w/Duke Pwr on 780026 ro fuel load forecast & plant conslr 
BIRKEL,R A Light Water Reactors Branch 2 70/09/12 BAER.RL Liglit Water Reac- 
tors Branch 2 Ip 30337 28 1 30337,201 

“8604160207 Suggests Fuel Load Forecast Pone! mool w/utll on 70O82B at aito to 
obtain Info re completion of const & preoporalional testing Ton tativa agenda & related 
documentation onct 

BAER.R L Light Water Reactors Branch 2 78/00/30 PARKER.WO Duko Power Co 
30pp 30337 202-30337 311. 

8410110536 Forwards Amends 35 & 16 lo Licenses NPF-9 NPF-17, rospeclively & 
safety evaluation Amends change Tech Spocs lo permit expansion of spent fuel pool 
sforage capacity 

ADENSAM.E,G. Licensing Branch A 84/09/24 TUCKER.H.B Duka Power Co. 2pn 
20944 312-28044 337 

—84 1011 0540 Amend 35 & 16 lo Liconsos NPF 9 & NPF-17,roapectiv©ly* changing Tech 
Specs to permit expansion of spent fuel pool sloraQe capacity 
ADENSAM.E.G Licensing Branch 4 64/09/24 lOpp 2^44 314 26944-323 

-8410110544 Safety evaluation supporting Amends 35 & 16 to Licenses NPF-9 & NPF- 
17,rosp0Ctiveiy, 

* Office of Nuclear Reactor Rogulalion, Olreclor, 04/09/24, 14pp 28944 324- 
26044 337 



182 DOCKETED ITEMS 


“0408290044 flevJSGd ' Evaluation of Spent Fuel Racks Structural Analysis. McGuire 
Nuclear Slfltion Umls 1 & 2." technical evaluation repl 

HERRICK^R C Franklin Institute/ Franklin Research Center NflC 03 81-130 TER- 
C5506 527 ROt 84/08/10 KtM.SB NRC - No Detailed Affiliation Given 34pp 
29563 247-29563 280 

S504160715 Fon^ards updated Region II organization cliart 
WALKER, R D Region 2, Olfica of Director 85/03/13 TUCKER.H6 Duke Power Co 
Ip 29810 001-29810 012 

B504020371 Forwards Amends 42 & 23 to Licenses NPF-& & NPF-17. respectively & 
safety evaluation Amends change Tech Specs to retfect transition to use of optimized 
fuel assemblies 

ADENSAM.EG Licensing Branch 4 85/03/22 TUCKER, H0 Duke Power Co 2pp 
295B6 321-29587 019 

“8504020374 Amends 42 & 23 to Licenses NPF 9 & NPF-17, respectively, changing 
Tech Specs to reflect transition to use of optimized fuel assamb-lies 
ADENSAM.EG Licensing Branch 4 85/03/22 54pp 295B6 323-29587 013 

“0504020377 SER supporting Amends 42 & 23 to Licenses NPF-9 & NPF-17, respec 
lively 

' Office of Nuclear Reaclof Regulation, Director 85/03/22 6pp 29587 014 
29587 019 

8504020184 Forwards Rev 12 to "Analysis of Hydrogen Conirol Measures at McGuire 
Nuclear Station/' in response to NRC 841003 questions & License Condition 14 uridor 
license NPF 35 for Catawba Unit 1 

TUCKER, HB Duke Power Co 85/03/29 DENTON, HR Offrce of Nuclear Reactor 
Regulation, Director ADENSAM.EG Licensing Branch 4 18pp 29580 283- 
29560 300 

B504050243 Application for amends to Licenses NPE-Q- & NPF-17,changing Tech Spec 
3 7 10,1 to- treat Fire Suppression Pump C as pnmary pump •& disallow extended 
inoperability Fee paid 

TUCKER.HB Duke Power Co 85/04/01 OENTON.HR Office of Nuclear Reactor 
Regulation. Director ADE-NSAM.EG Licensing Branch 4 3pp 29662 103-29662 110. 

"0504050247 Proposed changes to Tech Spec 3 7 10 1, treating Fire Suppression Pump 
C as primary pump & diealfowirg extended inoperability 

* Duke Power Co 65/04/01 5pp 29662 106 29662 110 

8504090300 Application for amend to Licenses NPF-9 a NPF-1 7, clarifying Tech Spec 
surveillance requirements for rod position indication in- Modes 3,4 a 5, to allow closing 
of reactor trip sys breakers Fee paid 

TUCKER.HB Duke Power Co 85/04/02 DENTON.HR Office of Nuclear Reactor 
Regulation, Director ADENSAM.EG Licensing Branch 4 3pp 29699 301 29699 306 

-8504090304 Proposed Tech Specs, clarifying surveillance requiromenfs for rod position 
Indication in Modes 3,4 a 5, to allow closing of reactor trip sys breakers 

* Duke Power Co 65/04/02 3pp 29699 304-29699 306 

8504000263 Application for amends to Licenses NPF-9 & NPF-17, incorporaling Into 
Unit 2 license authority to receive, possess a store irradiated Oconee fuel assemblies 
under same conditions as pre-sently authorized by Unit 1 Foe paid 
TUCKEfl.H B Duke Power Co 85/04/03 OENTON.H R Office of Nuclear Reactor 
Regulation, Director ADENSAM.EG Licensing Branch 4 3pp 29676 013-29676 021 

"0504000268 Proposed Tech Specs re possession & storage of irradiated Oconee fuel 
assemblies conlainingSNM. 

* Duke Power Co 65/04/03 €pp 29678 016 29678 021 

8504090178 Forwards WCAP-10766, "Analysis of Capsule U From Duke Power Co 
McGuire Unit 1 Reactor Vessel Radiation Surveillance Program,” per App H to 
10CFR50 Based on rept.rev to Tech Specs may be necessary NRC will bo advised if 
rev needed 

TUCKER, H B Duke Power Co 85/04/05 OENTON.H R Office of Nuclear Reactor 
Regulation, Director ADENSAM.EG Licensing Branch 4 2pp. 29710 253-29710 340 

..0504090187 "Analysis of Capsule U From Duke Power Co McGuire Unit 1 Reactor 
Vessel Radiation Surveillance Program ” 

MEYER.TA, YANICHKO.SE, CONGEDO.TV Wostmghouso Electric Corp WCAP- 
10786 85/02/28 Capp, 29710 255-29710 340 

0504090310 Application for amend to Licenses NPF-9 & NPF-1 7, revising Tech Spec 
365 1 to incorporate results of Westing house reanalysis of containment pressure 
calculation Fee paid 

TUCKER.HB Duke Power Co 85/04/05 DENTON.HR Office of Nuclear Reactor 
Regulalioft, Director ADENSAM>EG Licensing Branch 4 3pp 29699*267-29699 279, 

"0504090313 Proposed Tech Spec 3 6 6 1, incorporating Westinghouse reanatysls of 
containment pressure calculalion 
•Duke Power Co B5/04/O5 lOpp 29699,270-29609 279 

8504170245 Revised application for amend to Licenses NPF'9 & NPF-17, proposing 
Tech Specs to address standby shutdown sys 

TUCKEfl.H S Duke Power Co 85/04/09 DENTON.HR Office of Nuclear Reactor 
Regulation, Director ADENSAM.EG Licensing Branch 4 2pp 29827119 2 9827 1 26 

"8504170249 Proposed Tech Specs addressing standby shutdown sys 

* Duke Power Co 85/04/09 6pp 29827121-29827126, 

8504100289 Applicabon for amend to Licenses NPF'9 & NPF-1 7,am8nding Tech Specs 
to alleviate possibility of unnecessary 100% testing ot snubber popufatlons during 
future refueling outages Fee paid 

TUCKER,HB Duke Power Co 85/04/09 DENTON.HR Office of Nuclear Reactor 
Regulation, Director ADENSAM.EG Licensing Branch 4 3pp 29854 064-29854 112 

"8504180295 Proposed Tech Spec.alleviabng possibility of unnecessary 100% testing 
of snubber populations during refueling outages 

* Duke Power Co 85/04/09 26pp. 29854 007 29054 112 

8504120206 Generic Lir 85 06 to all PWR licensees & all applicants for OLs re OA guid- 
ance forATWS equipment not safety related Svc fist end 

THOMPSON. H L Division of Licensing 85/04/16 Consolidated Edison Co of New 
York, Inc 22pp. 29947 288-29947 309 


0504120031 Generic Hr 85 02 to all PWR licensees & applicants, holders of CPs & Fori 
St Vrain ro recommended actions stemming from NRC integrated program for resolir- 
lion of unresolved safety issues re steam generator lube inlognly Svc list end 
THOMPSON.H L Division of Licensing 05/04/17 Yankee Alomrc Electric Co 127pp 
29953 071-29953 262 


0 Inepectlon reports, IE Bulletins & correspondence 

6504160144 Ack receipt of 850213 Itr informing NRC of stops taken to correct violations 
noted in Insp ReptS 50 369/64-35 & 50 370/84 33 

BROWNLEE,V L Region 2. Office of Director 85/03/07 TUCKER. H B Duko Power 
Co Ip 29820 152-29820166 

"0504160151 Responds to NRC 850114 Mr re violations noted in Insp Repts 50 369/84 
35 & 50 370/84-33 Corrective actions station memo issued requiring whenevor Valve 
SA-4& fails liming test standby shutdown sys inoperability must be logged 
TUCKER.HB Duko Power Co 85/02/13 GRACE.,! N Region 2. Office of Di/ecCor 
2pp 29820 153-29820 154 

"8504160159 Forwards Insp Hepts 50 369/84 35 & 50-370/84-33 on 841020 1 120 & 
notice of deviation 

BROWNLEE.VL Region 2. Office Of Director 85/01/14 TUCKER.HB Duko Power 
Co 2pp 29620 155-29820 166 

--05O4 160162 Notice of deviation from fnsp on 841020-1120 

* Region 2, Office of Director 85/01/14 ip 29020.157-29820 167 

"8504160172 fnsp Repts 50 369/84-35 & 50-370/84 33 on 841020-1120 Vtolallon 
noted failure to abide by commitments made during 040015 enforcement conferenca 
re standby shutdown sys cporability 

ORDERS, W, PIERSON.R, DANCE.H Region 2, Office of Director 85/01/00 gpp 
29820 158 29820 166 

8504120232 Foiwards Insp Repts 50-369/05-05 & 50-370/85 05 on 85021 1-16 8k notice 
of violation, 

BROWNLEE.VL Region 2. Office of Director 85/03/12 TUCKER.HB Duko Power 
Co 2pp 29807 228-29807 236 

"8604120234 NotEce of violation from Insp on 8S021 1-15 

* Region 2, Office of Director 85/03/12 Ip 29807 230-29807 230 

"0504120240 Insp Repts 50-369/86-05 & 50-370/85 05 on 850211-15 Violation 
noted failure to remove combustible agents from control access area 
ECONOMOS.N , COLEY.J L , BLAKE. J J Region 2. Office of Director 85/03/08 Bpp 
29807 231-29807 236 

B6041700'01 Forwards Insp Repl 50-369/85-11 on 850226 28 & notice of violation 
WALKER, R D Region 2. Office of Director 85/03/12 TUCKER.H B Duko Power Co 
2pp 29640 221-29840 228 

"6504170002 Notice of violation from insp on 050226-28 

* Region 2, Office of Director, 85/03/12 Ip 29640 223 20840 223 

"8504170003 fnsp Rept 50 369/85-11 on 050226 28 Violation noted failiire to follow 
Operating Procedure OP/O/B/6200/32,ro5uj1ing In release of radioactive spent resin 
GlOER^EN.W B . MONTGOMERY, D.M Region 2. Office of Director 85/03/08 5pp 
29840 224-29840,220 

6503190659 IE Info Notice 85 022, "LImItorque Motor-Operated Valves Resulting From 
Incorrect fnstalfalion of Pinion Gear,” Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Rosponsa (Post 
830103) 85/03/21 Consolidated Edison Co of New York, Inc 108pp 29597 00) 
29597 005 

8503210461 IE Info Notice 85 023, “fnadequale Surveillance & Post-Mjinl & Post Mod 
Sys Testing ” Svo list end 

JOROAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/22 Consolidated Edison Co of New York, Inc 108pp 2905GOO1- 
29656 107 

8504160321 Clarifies 841231 response 1o IE Bulletin 84-03 re emergency operating pro 
codures In event of decreasing levels rn either refueling cavity or spent fuel pool Item 
re ^ent fuel pool applies only to McGuire 

TUCKER.HB Duke Power Co. 86/03/22 GRACE, J N Region 2. Office of Director 
ip 29620 290-29820 290 

8503220444 IE fnfo Notice 85 024, ‘‘Failures of Prolectlvo Coalings In Pipes & HXs" 
Svc list end 

JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/26 Consolidated Edison Co of New York, fnc fOOpp 29596 164- 
29606 363 

6504170324 Forwards Exam Rept 50 369/OL-85-01 of exam administered on 
850312 Exam results & written exam questions & answer Key also end 
BROWN LEE, V L Region 2, Office of Director 85/03/29 TUCKER.H B Duke Power 
Co 2pp 29839 165-29639 220 

"8504170333 Exam Rept 50-369/01-85-01 on 860312 Exam results two canididatos 
passed Category 1 wdllen reexams. 

DOUG LAS, VV Q , VVILSORO.A. Region 2, Office of Director, 85/03/19, 34pp 
29839 187-29839 220. 

6503280037 IE Info Notice 85 025, "Consideration of Thermal Conditions in Design & 
Installation of Supports for Diesel Generator Exhaust Silencers " Svc list end 
JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of Now York, Inc 107pp 2966 7.1 B9* 
29667.305 

0503280045 IE Info Nollce 85-026, "Vacuum Relief Sys for BWR Mark I & II Contain- 
ments " Svc fist end 

JORDAN, EL Divisfon of Emergency Preparedness & Engineering Response (Post 
830103), 85/04/02 Consolidated Edison Co of New York, Inc 92pp 29667 107- 
29667’ 198 
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8504010039 IE Info NoliCQ B5 027, "Nolifications to NRC Operations Clr & Reporting 
Events in LERs" Svc list end 

JORDAN*EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of New York, Inc 98pp 29090 255 
29690 362 

8504050042 SuppI 1 to IE Info Notice 05 003, "Separalion ol Primary Reactor Coolant 
Pump Shaft & Impeller ” Svc list end 

JORDAN.E L Division of Emergency Preparedness & EnginGenng Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc lOlpp 29791 025 
29791 126 

8504050047 IE Info Notice 85 020. '‘Partial Loss of AC Power & Diesel Generator Dog 
radalion '* Svc list end « , r. • 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York. Inc 109pp 29790 278 
29791 D24 

95Q41705S0 Forwards Insp Repta 50-369/85 OB & 60-370/65 08 on 850128 0206 Ap 

?ARTLOWj'q"^ ^Division of Inspeclion Programs (Post 650212) 85/04/10 

TUCKER,H B Duke Power Co 3pp 29909 228-29909 243 

-8504170586 Insp Repls 50 369/85 08 & 60-370/05 08 on 850128 0206 Apparent yio 
lations noted failure to perform proper battery surveillance & discharge tests & failure 
to imptomenl battery operational procedures . » 

DYER.JE. SMITHJD Operating Reactor Program Branch HARMON,PE Director s 
OffDce, Office of Inspection and Enforcemonl 05/04/05 13pp 29909 231-29909 243 

6504090419 IE Info Notice 85 029, “Use of Unqualified Sources in Well Logging Appti 

PARTLOWJ^G^Ssion of Inspection Programs (Post 860212) 85/04/12 Consolidal 
ed Edison Co of New York, Inc 66pp 29832 001-29832 023 

8504170240 IE Info Notice 85 030, “MIcrobioIogically Induced Corrosion Containment 
Svc Water Sys " Svc list end „ _ , * 

JORDAN.EL Division of Emergency Preparedness & 

830103) 85/04/19 Consolidated Edison Co of Now York, Jnc 109pp 29966 25Q 
29966 363 

8504190055 IE Info Notice 85-032, “Recent Engine Failures of Emergency Diesol Gen- 
erators “ Svc list end _ _ zn » 

JORDAN,E L Division of Emergency Preparedness a Engineering Response (Post 
830103) 86/04/22 Conaolidaled Edison Co of New York, Inc 109pp 29988 239 
29988 347 

8504190080 16 Info Notice 85 033, “Undersized Nozzle-To Shell Welded Joints In Tariks 
a HXa Constructed Under Rules of ASME Boiler a Pressure Vessel Code" Svc list 

JORDAN.EL Division of Emergency Proparodness a Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc 108pp 29969 001 
29969 107 

8504220347 IE Info Notice 84-04, Rov t, “Doliciendoa In Ferro Resonant Trortsformors " 
Svc hst end ^ 

JORDAN.E.L Division of Emergency Preparedness a Engineering Response (Post 
630103) 85/04/24 Consolidated Edison Co of Now York, Inc IIOpp 30027 067- 
30027 184 


R. Pertodic operating reports & related correspondence 


S Reportable occurrences, LERa & related correspondence 

8504160090 RO design change planned to delete one mechanical snubber m mam 
feedwater sys Rev to Tech Specs to reflect mod will be submitted w/next license 
amend request 

TUCKER, H B Duke Power Co 04/01/05 O REILLY, J P Region 2, OMrco of Director 
Ip 29818 178-29818170 

8B02090015 Responds to FOIA request for 14 calegoriss of records wrUten during or 
since 1983 re reportable events Forwards Apps A a B documents Documents also 
available in PDR App C documents withheld (rel FO)A Exempiton 5) 

FELTON.J M Division of Rules and Records 84/07/03 TOTTEN,M Public Citizen 
Litigation Group 1 0pp 28823 004 28826 334 

-8305110121 Informs that LERs from 820609 to 830131 adequately described ovonls & 
are acceptable No noticeable trends or patterns idontilied which licensee had not al 
ready tried to resolve 

SEYFRIT,K V Reactor Operations Analysis Branch 03/05/03 LEWIS, R C Division of 
Project & Resident Programs 2pp 20823 193-26823 194 

8504020016 Forwards AEOD technical review rept, “Comparative Analysis ol Recent 
Feodlme Water Hammer Events at Maine Yankee, Calvert Cliffs, Salem.McGuiro & 
Palisades " IE into notice on procedures suggested 

IPPOLITOJA Director’s Office 85/03/10 VOLLMER.R H Director’s Office, Office of 
Inspection and Enforcement 2pp 29585 264-29585 273 

-8504020025 “Comparaltvo Analysis oJ Recent Feodlino Water Hammer Events at 
Maine Yankee, Calvert Cliffs, Salem, McGuire & Palisades " 

• Director’s Office 85/03/18 8pp 29585 266 29505 273 

8504040462 LER 04 018 01 on 840604, Tram 8 chiller of control area ventilation sys 
tripped duo to tow oil level & declared Inoperable Caused by unusual svc 
conditions Five gallons of oil added & chiller restarted W/850322 Itr 
N ARDOCl.PB, TUCKER, H 8 Duke Power Co 05/03/22 5pp 29657 353 20657 357 

8504160402 Confirms 050326 enforcement conference at Region II ofc to discuss mop 
erabllily of control area vontilafion sys chiller al McGuire & radioactive shipment event 
al Oconee, per VL Brownlee 850228 lelcon Proposed maoling agenda end 
GRACE, J N Region 2, Office of Director 85/03/22 TUCKER.H B Duke Power Co 
2pp 29B21 251-29621 '252 

8504080439 lER 65 009 00 on 65021 9,Q8tmated 1 cubic ft ol contaminated spent resin 
foloased from vent Resin discovered on 850220 on roof of auxlllaty bldg & other 



V. Operator Examinations 


8504170324 Forwards Exam Rept 50 369/OLa5 0t ol exam administered on 
050312 Exam results & written exam questions & answer key also end 
BROWNLEE.V L Region 2, OMice of Director 85/03/29 TUCKER.H G Duke Power 
Co 2pp 20039 185-20839 220 


■0504170333 Exam Rept 50 369/OL 05 01 on 850312 Exam rosuHstwo candidates 
passed Category 1 wntton rooxams 

DOUGLAS.WG, WILSON, B A Region 2. Office ol Director 65/03/19 34pp 
20830 187 29839 220. 


8504100554 Annual non radio log leal environ oporatina rept for 1981 
PAHKER.WO Duke Power Co 82/04/19 O’REILlY.J P Region 2, Office of Director 
65 pp 29762 053-29762 117 


8504090521 Forwards corrected 
Program Rept for 1981,” revisin 
TUCKER.H 8 Duke Power Co 
Ip 29716 060-29716 083 

-8604000522 Corrected Tables 1,2 & 4 to "Environ Radiological Monitoring Program 
Repl for 1981 ” 

* [Duke Power Co, 81/12/31 3pp 29716 061-29716 063 


Tables 1,2 & 4 to "Environ Radiological Monitoring 
g descriptions of TLD Locations 173 162 
82/09/03 O'REILLY.JP Region 2, Office of Director 


8504100227 “Environ Radiological Monitoring Program, Annual Operating Rept.Jan-Dec 


1902 " W/830420 Hr 

TUCKER.H B. Duke Power Co 02/12/31 O'REILLY.J P Region 2, Otfice of Director 
20pp 2975B 356 29759 012 


8504090519 Forwards “Semiannual Radioactive Effluent Release Ropt, Jart-June 1963“ 
a description ol 830303 event Involving ventilation unit condensate drain tank com 

?UCil<E^n!!yB^^Ouke^^ 83/09/20 O'REILLY.JP Region 2, Office ol Director 

2pp 29716064-29716 079 


-0504090520 “Semiannual Radioaclivo Effluent Release Rept,Jan-Juno 1983 “ 
• Duke Power Co. 83/06/30 14pp 29716.066 29716 079 


8604 100201 “Environ Radiological Monitoring Program, Annual Operating Repl, Jon-Dee 

TUCJKER^KB^D^ukeVower Co 83/12/31. 0’REILLY,J P Region 2, Office of Director, 
31pp 29759 013-29759 043 

0504250025 Forwards monthly operating repts for Mar 1985 & revised repls for Jan & 

TUCKEFfH.a Duke Power Co 85/04/16 Director’s Office. Office of Inspection and 
Enforcement Ip 30020-183 30020 198 
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F. Security, medical, emergency & fire protection plans 


0504160739 Advises that Rov 14 to emorgoncy plan conslslont w/ provisions of 
10CFR60 47(b) & acceptable 

BROWNLEE.V L Region 2, Office of Director. 05/03/19 TUCKER.H B. Duke Power 
Co Ip 29609 333 29809 333 

8504050243 Application for amends to Licenses NPF-9 & NPF 17,changlng Tech Spec 
3 7 101 to tfoat Fire Suppression Pump C as primary pump & disallow oxtondod 

TuSKERliyiT^Duke^Powor Co 85/04/01 DENTON, H.R Office of Nuclear Reactor 
Regulalion, Director 3pp 29662103*29662.110 


-8604050247 Proposed changes to Tech Spec 3 7 10 1, treating FIro Suppression Pump 
C as primary pump S disallowing exlendod Inoporabilily. 

*Ouko Power Co 85/04/01 5pp 2g662-1O6-29602'11O 


8504190301 Forwards Rev A to safeguards contingency plan Rov withheld (rel 
10CFR73.21) 

TUCKER.H.B, Duke Power Co 85/04/04 QRACE.J N Region 2, Office of Director. 
2pp 29887-O44-29087 045 


J, Insurance & Indemnity Information 

8504100330 Forwards Endorsements 17 & 37 to NELIA Policies NF 2S1 & NF-252,fo 
spectlvely & Endorsements 11 & 19 to MAELU Policies MF-112 & MF- 108, respective 

Kogqe.S D. Marsh & McLennan, Inc 85/04/01. DINITZ.I Assistant Director for State 
& Licensee Relations, 6pp 29720’226-29728,220 


p. Operating license stage documents & correspondence 


-8604250031 Revised monthly operating repls lorfe? J985 
REAVIS.J.A Duke Power Co. 85/02/28 2pp 30020 ' 1 95 30020.196 

-8604260042 Revised monIhJy operating repts 
REAVIS.J.A, Duke Power Co 85/01/31 2pp 30020 197-30020.198 


8504120182 Responds lo FOIA request for Caseload Forecast Panel files in Ofc of Re 
source Mat Forwards listed documents Documents also available In PDR. 

NlTON,J M Division of Rules and Records. 84/06/06 KILLEFER.C Shaw, Pittman, 
Potts & Trowbridge 2pp. 30300 003-30303T29 
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-7309190100 Informs of Iniervenof Riloy’s inteni to vjsit subj facility to attend NRC 
meeting w/OuHe Pwr on 780926 re fuel load forecast & plant constr 
BlRKEL.fl A Light Water Reactors Branch 2 7B/09/12 BAER.R L Light Water Reac- 
tors Branch 2 Ip 30337 261 30337 281 

-8504160207 Suggests Fuel Load Forecast Panel meol w/ulil on 780626 at site to 
obiam info re completion of consi & preoperational testing Tentative agenda & related 
documentation enct 

BAER.R L Light Water Reactors Branch 2 78/08/30 PARKER, WO Duke Power Co 
30pp 30337 282 30337 311 

8410110536 Forwards Amends 35 & 16 to Licenses NPF-9 & NPF 17, fespecKvely & 
sateW evaluation Amends change Tech Specs 1o permit expansion o1 spent fuel pool 
storage capacity ^ ^ „ 

ADENSAM.EG Ucensmg Branch 4 64/09/24 TUCKER.H0 Duke Power Co 2pp 
26944 312 26944 337 

-B410110540 Amend 35 & 16 to Licenses NPF*9 & NPF*17.respec1ively. changing Tech 
Specs to permit expansion of spent fuel pool storage capacity 
ADENSAM.EG Licensing Branch 4 64/09/24 lOpp 26944 314-26944 323 

-8410110544 Safety evaluation supporting Amends 35 & 16 to Licenses NPF 9 & MPF- 
17/aspectively 

* Office of Nuclear Reactor Regulation, Director 64/09/24 14pp 26944 324 
26914 337 

-8408290044 Revised “Evaluation of Spent Fuel Racks Structural Analysis, McGuire 
Nuclear Station Units 1 & 2," technical evaluation rept 

HERRICK^RC Franklin Inslilute/Franklm Research Center NRC 03 81-130 TER- 
05506-527 ROl 84/08/10 KIM, SB NRC - No Oetaifed Affiliation Gtven 34pp 
29563 247 29563 280 


8504150715 Forwards updated Region II organization chart 
WALKER.fl D Region 2, Office of Director 85/03/13 TUCKER, H B Duke Power Co 
tp 29910001 29610 012 

8604020371 Forwards Amends 42 & 23 to Licenses NPF-9 & NPF 17. respectively & 
safety evaluation Amends change Tech Specs lo reflect transition to use of oplimized 
fuel assemblies 

ADENSAM.EG Licensing Branch 4 85/03/22 TUCKER, HB Duke Power Co 2pp 
29506 321 29587 019 


-8504020374 Amends 42 & 23 to licenses NPF 9 & NPF 17.respecUvety, changing 
Tech Specs to reflect transition to use of opltmized fuel assemblees 
ADENSAM.EG Licensing Branch 4 85/03/22 S4pp 29586 323 29587 013 

-0504020377 SER supporting Amends 42 & 23 lo Licenses NPF-9 & NPF-17, respec- 
tive]/ 

* Office of Nuclear Reactor Regulation. Director 65/03/22 6pp 29587 014- 
29587 019 


8504020164 Forwards Rev 12 to "Analysis of Hydrogen Control Measures at McGuire 
Nuclear Stalion," m response to NRC 841003 questions & License Condition 14 under 
License NPF-35 for Catawba Umt 1 

TUCKER.HB Duke Power Co 85/03/29 DENTON, HR Office of Nuclear Reader 
Regulation, Director ADENSAM.EG Licensing Branch 4 I8pp 29580 283 
29500 300 


8504160289 Appticalion for amond to Licenses NPF-9 & NPF 17 ainondinp Tech Specs 
to alleviate possibility of unnecessary IOO^a testing of snubber populations during 

?llrK»«D“u“^e“po^oTSo‘'85/04/09 DENJON.H R 0«,.o 0. Nuclom 
flegulalion, Director ADENSAM.EG Licensing Branch 4 3pp 29B54 084 29851 112 


-8604180295 Proposed Tech Spoc.allavialing possibility 
of snubber populations during refueling outages 
* Duke Power Co 85/04/09 26pp 29854 087 29654 1 


of urnccossary 100*o tesliTg 
12 


8504120206 Ganenc Hr 85 06 lo all PWR licensees & all applicants for OLs ro QA g.uid 
ance for ATWS eqiapmenl not safety-rotated Sve list end 

THOMPSON, HL Division of Licensing 05/04/16 Consolidated Edison Co of New 
York. Inc 22pp 29947 288 29947 309 


6504120031 Generic Ltr 85-02 to all PWR licen&oos & applicants, holders of CPs & Fort 
Si Wain re recommended actions stemming from NRC intograied program for rosoiu 
tion of unresolved safety issues re steam generator lube integrity Sve iist one! 
THOMPSON.HL Division of Licensing 85/04/17 Yankeo Atomic Electric Co 127|]p 
29953 071 29953 262 


Q, Inspection reports, fE Bulletins & correspondence 


8504160144 Ack roceipt of 850213 Hr informing NRC of stops taken to correct violations 
noted in Insp Repls 50-369/84-35 & 50-370/84 33 

BROWNLEb.V L Region 2, Office of Director 65/03/07 TUCKER, H B Duko Power 
Co Ip 29820 162-29820.166 


•8504160161 Responds lo NRC 850114 ltr re violations noted In Insp Repls 50 369/84- 
35 & 50-370/84-33 Corrective adions station memo issued roquiring whonevor Vah/o 
SA-4e falls timing test standby shutdown sys inoperability must bo logged 
TUCKER.HB Duke Power Co. 85/02/13 GRACE.J N Region 2, Office of Diredor 
2pp. 29820 153 29620*154 


■8504180159 Forwards Insp Repls 50-369/84-35 & 50 370/04-33 on 841020 1120 & 
notice of dovtatlon 

DROWNLEE.VL Region 2, Office of Director 85/01/14 TUCKER, H B Duke Power 
Co 2pp 20820165-29820166 


•8604160162 Notice of deviation from insp on 841020-1 120 
• Region 2. Office of Director 85/01/14 Ip 29820167-29020 157. 

■8504160172 insp Repls 50-369/84-35 & 50-370/84-33 on 041020 1120 Violation 
noted failure lo abide by commiimonls made durir^g 040615 enforcement conforonce 
re standby shutdown sys operability 

ORDERS.W, PIERSON.R, DANCE, H, Region 2. Office of Diredor 05/01/09 9pp 
29820 158-29820.166 


8504120232 Forwards fnsp Repls 50 369/85 05 Si 50 370/85 05 on 05021 1-15 & notice 
of violation. 

BROWNLEE, VL Region 2. Office of Dfredor 86/03/12 TUCKER.HB Duke Power 
Co 2pp 20807 228-29807 236 

-6504120234 Notice of violation from insp on 85021 1-15 
* Region 2, Office of Diredor. 85/03/12 Ip 29807 230-20007 230 


0504050243 Application (of amends lo Licenses NPF-9 & NPF 17, changing Tech Spec 
3 7 to I to Ireat Fire Suppression Pump C as primary pump & disallow extended 
inoperability Fee paid 

TUCKER.HB Duke Power Co 86/04/01 DENTON, HR Office of Nuclear Reactor 
Regulation, Director ADENSAM.EG Licensing Branch 4 3pp 29662 103-29662 J 10 

“8504050247 Proposed changes to Tech Spec 3 7 10 l.lreatirtg Fire Suppression Pump 
C as pnmary pump & disallowing extended inoperabifily 

• Duke Power Co 85/04/01 5pp 29662 106 2S662 110 

8504090300 Application for amend to Licenses NPF-9 & NPF-17, clarifying Tech Spec 
surveillance requirements for rod position indication In Modes 3,4 •& 5, to allow closing 
of reactor trip sys breakers Fee paid 

TUCKER.H a Duke Power Co 85/04/02 DENTON.H R Office of Nuclear Reactor 
Regulation, Director ADENSAM.EG Licensing Branch 4 3pp 29699 301-29699 306 

-8504090304 Proposed Tech Specs.cfanfying surveillance requiremonls for rod position 
indicatton in Modes 3,4 & 5, to allow closing of reactor (rip sys breakers 

* Duke Power C?o 85/04/02 3pp 29699 304-29699 306 

0504080283 Application for amends to Licenses NPF 9 & NPF-17, incorporating into 
Unit 2 license authonty to recews, possess & store Irradiated Oconee fuel assemblies 
under same conditions as presently authorized by Unit 1 Fee paid 
TUCKER.H B Duka Power Co, 65/04/03 DENTON.H R Office of Nuclear Reacto-r 
Regulation, Director ADENSAM.EG Licensing Branch 4. 3pp 29678 013-29878 021 

-8504080268 Proposed Tech Specs re possession & storage of irradiated Oconee fuel 
assemblies containing SNM 

» Duke Power Co 65/04/03 6pp 29678 016-29678 021 

B504090310 Appficalion for amend to Licenses NPF-9 & NPF-17, revising Tech Spec 
3 6 51 lo incorporate results of Weslinghouse reanalysis of conlaminent pressure 
calculator) Feejjaid 

TUCKER>HB Duke Power Co 85/04/05 DEN TON, H R Office of Nuclear Reactor 
Regulation, Director ADENSAM.EG Licensing Branch 4 3pp 29699 267*29699 279 

"8504080313 Proposed Tech Spec 3 65 1, incorporating Westlnghouse reanalysis of 
conlainment pressure calculalion 
‘Duke Power Co 85/04/05 lOpp 29699 270 29699 279 


"8504120240 Insp Repts 50-369/65 05 & 50-370/85-05 on 050211 15 Violation 
noted failure to remove combustible agents from control ticcess area 
ECONOMOS.N . COLEY, J L . BLAKE, J J Region 2. Office of Dlroclor 85/03/08 6pp 
29807 231-29807*236 

8503190659 IE info Notice 85-022, “Lfmilorquo Motor Operafed Valves Resulting From 
Incorrect (nstallatlon of Pinion Goar.** Sve list end 

JORDAN, EX Division of Emergency Preparodness & Englnooring Response (Posl 
830103), 85/03/21. Consolidated Edison Co of New York, fnc f08pp 29597 001- 
29597 006 

8503210461 IE Info Notice 85-023, "fnadequate Surveillance & Post Maml & Post Mod 
Sys Teslim.” Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response <Post 
830103) 86/03/22 Consolidated Edison Co of Now York, Inc f08pp 29656 001- 
29656 107. 


8504160274 Forwards Insp Rept 60.370/85-12 on 850304-07 No violations or cJovl- 
atlons Identified 

BROWNLEE, V L. Region 2, Office of Director 85/03/22. TUCKER.H B Duke Power 
Co Ip. 29820 291-29820 296 

-6504160283 fnsp Rept 50 370/85-12 on 850304 07 No viofatlons or devlallons 
identilied, Major areas Jnspecl0d*}icense0 acllon on previous inspector followup ilom*! 
& functional testing of mechanical snubbers 

ECONOMOS.N, SLAKE.J J Region 2. Office of Director 85/03/20 5pp 29820 292- 
29820 296 


8504160321 Clarifies 841231 response lo (E Bulletin 64-03 re emergency operating pro- 
cedures In event of decreasing levels In either refueling cavily or spent fuel pool Itom 
re spent fuel pool applies only to McGuire 

TUCKER,Ha Duke Power Co 85/03/22 GRACE, JN Region 2, Office of Diredor- 
Ip 29820*290-29820 290 


8503220444 fE info Notice 65-024, "Failures of Protective Coatings in Pipes & HXs " 
Sve fist encL 


JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Posl 
830103) 85/03/26, Consolidated Edison Co of New York, Inc t08pp 29596 154 
29596 363 


8504170245 Revised application for amend to Licenses NPF-9 & NPF-t7, proposing 
Tech Specs to address standby shutdown sys 

TUCKER.H 8 Duke Power Co 85/04/09 DENTON, H R Office of Nuclear Reactor 
flegulafion. Diredor ADENSAM.EG Licensing Branch 4 2pp 29827119-29827.126 

-0504170249 Proposed Tech Specs addressing standby shutdown sys 
• Duke Power Co 85/04/09. 6pp 29827*121-29827.126 


8504160101 Forwards fnsp Rept 50-370/65 07 or* 850207-11 & 24-28 & notice of devi 
alion 

BROWN LEE.V Region 2. Office of Director 85/03/27 TUCKER.H B. Duka Power Co 
2pp 29818*207-29818 217 

-8504160112 Notice of deviation from Insp on 850207-11 & 24-28. 

• Region 2, Office of Director 85/03/27- Ip 20818 209 29818 209 
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^6504160121 Insp Rept 50*370/05 07 on 850207-11 & 24 28 Dtiviation nolad failure lo 
provide procedures for core unloading & reloading & annunciator or computer alarm to 
□rescribe operator actions, per 841121 response to IE Bulletin B4*03 
MATHIS.JL. JAPE.F Region 2. Office of Director 05/03/22 Opp 29B18 210- 
28816 217 

8503260037 IE Info Notice 85 025, '‘Consideration of Thermal Condilions in Design & 
Inslallation of Supports for Diesel Generator Exhaust Silencers " Svc list end 
JORDAN.E L Division of Emergency Preparedness £« Engineering Response (Post 
630103). 05/04/02 Consolidated Edison Co of New York. Inc 107pp 29667 199 
2966? 305 

B so 3 280045 IE Info Notice 65 026. “Vacuum Relief Sys for BWR Mark I & II Contain- 
ments " Svc list end 

JORDAN.E L Division ol Emergency Preparedness Engineering Response /Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc 92pp 29667 107- 
26667,198 

8604010039 IE Info Notice 65-027. "Notilicalions to NRC Operations Ctr & Reporting 
Events in LERs " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103} 85/04/03 Consolidated Edison Co of New York, tnc 90pp 29690 255* 
29690 362 

66040SD042 SuppI 1 to IE Info Notice 85 003, "Separation of Primary Reactor Coolant 
Pump Shaft & Impeller " Svc list end 

JORDAN.E L Division of Emergency Preparedness & EnginGorlng Response (Post 
630103) 85/04/09 Consolidated Edison Co of New YorK, Inc foipp 29791 025* 
29791 126. 

8504050047 IE Info Notice 85*028, "Partial Loss of AC Power & Diesel Generator Deg 
fadadon " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Englneenrtg Response (Post 
8301031 85/04/09 Consolidated Edison Co of Now York, Inc I09pp, 29790 270 
29791:024 

8504170580 Forwards Insp Repts 50 369/85 08 & 50*370/85 08 on 850128*0206 Ap* 
pafont violations noted, 

PARTLOW.JQ Division of Inspection Programs (Post 850212). 85/04/10 
TUCKER.H B. Duke Power Co 3pp 29909 228-29909 243 

-8504170586 Insp Repts 50-360/85 08 & 50-370/85*08 on 650128*0206 Apparent vio* 
latlons noted failure to perform proper battery surveillance & discharge tests & failure 
(o impfement battery operational procedures 

DYE R, J E, SMITH, J D Operating Reactor Program Branch HARMON, PE Director’s 
Office, Office of Inspection and Enforcement, 65/04/05 13pp. 29909 231-29000 243 

8504090419 IE (nfo Notice 85 029. "Use of Unqualified Sources in Well Logging Appll 
cations " Svc list end 

PARTLOW.J,Q. Division of Inspection Programs (Post 850212) BS/04/12 Consotidat* 
ed Edison Co of New York, Inc 66pp 20632 001-29832 023 

8504170240 IE Info Notice 65 030. " Mfc rob io logically Induced Corrosion Containment 
Svc Water Sys." Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103} 85/04/19 Consolidated Edison Co of New York, Inc 109pp. 29066'2S0* 
29066 363. 

6504 1900 56 IE Info Notice 85 032, "Recent Engine Failures of Emergency Diesel Gen 
erators Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103} 85/04/22 Consolidated Edison Co of New York, Inc 109pp. 290D8‘239- 
29983.347 

8604199060 IE Info Notice 85 033, "Undersized Nozzle-To Shell Welded Joints In Tanks 
& HXe Constructed Under Rules of ASME Boiler & Pressure Vessel Code” Svc list 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 66/04/22 Consolidated Edison Co of New YorK, Inc f08pp 29909 001- 
29969.107 

8504220347 IE Info Notice 84 04,R6v 1, "Deficiandes In Ferro-Resonant Transformers" 
Svc list end, 

JORDAN, E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/04/24 Consolidated Edison Co of New York, Inc 11 8pp. 30027:067- 
30027.104 


R. Periodic operating reports & related correspondence 


6504100201 "Environ Radiological Monitoring Program, Annual Operating Rept.Jan Dec 
1983 " W/840425 Hr 

TUCKER.H B Duke Power Co 83/12/31 O'REILLY, JP Region 2. Office of Director 
31pp 29759 013-29759 043 

8504120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re 
source Met Forwards fisted documonts Documents also available in PDR 
FELTON, J M Division of Rules and Records 84/06/06 KILLEFER.C Shaw. Pittman, 
Polls & Trowbridge 2pp 30300 003 30303 129 

--8604160249 Forwards updated const status repts as ol 821231 Info lor inclusion in 
NUREQ 0030 Fuel load target date for Catawba Unit 1 May 1984 
TUCKER.H B Duke Power Co 03/02/03 Information Systems Branch lipp 

30325 231*30325 241 r 

-8604160357 Forwards updated const status repts as of 820930 for inclusion m 
NUREQ*0030 

TUCKER.H 8 Duke Power Co 82/10/29 Information Systems Branch 3pp 

30325 304*30325 306 

-8504160459 Forwards updated const status rents (or McGuire Unit 2, Catawba Units 1 
& 2 & Cherokee Unit 1 as of 830331, per NUREQ 0030 Rent last update for McGuire 
Unit 2 due Io rocelpt of OL on 030303 Cherokee Unit 1 canceled on 830429 
TUCKER.H 8 Duke Power Co 83/05/12 Intormation Systems Branch Opp 

30326 057*30326 085 ^ 

8604260025 Forwards monthly operating repts for Mar 1 965 S revised ropts for Jan & 
Fob 1965 

TUCKER.H B Duko Power Co 05/04/15 Director’s Office, Office of Inspection and 
Enforcemoni ip 30020 183*30020198 

-8504260028 Monthly operating repts (or Mar 1985 
REAVIS.JA Duke Power Co 85/03/31 lipp 30020184*30020 104 

-8604260031 Revised monthly operating repts lor Feb 1905. 

REAVIS, J A Duke Power Co. 85/02/20 2pp 30020 105*30020196. 

-0504250042 Revised monthly operating repts lor Jan 1905 
REAVIS, J A Duka Power Co 85/01/31 2pp 30020197*30020 108 


S. Reportable occurrences, LERs & related correspondence 

8604180090 RO design change planned to delete one mechanical snubber in main 
feedwater sys Rev to Tech Specs to reflect mod will be submitted w/next license 
amend request. 

TUCKER.H B Duke Power Co 84/01/05 O'REILLY, J P Region 2, Office of Director 
Ip 29618,170*29810-178 

8502090016 Responds to FOIA request for 14 categories of records written during or 
since 1983 ro reportable evenls Fonvards Apps A & B documents Documonls also 
available In PDR App C documents withhold (ref FOIA Exemplion 5) 

FELTON, J M Division of Rules and Records 04/07/03 TOnEN.W Public Citizen 
Litigation Group 18pp, 26823 004*20626 334 

-8305110121 Informs that LERs from 820609 to 830131 adequately described events & 
are acceptable No noticeable trends or patterns lder^tliiod which licensee had not al 
read)/ tried to resolve 

SEYFRIT.K V Reactor Operations Analysis Branch 83/05/03 LEWIS.R C. Division of 
Project & Resident Programs. 2pp 20823.193-20023 104 

8604080090 LER 85 002 OO'on 850117 & lO.personnol removed two snubbers w/o ob 
taining clearance from shift supervisor Error dolormined on 050125 Caused by admin 
ialratlve deficiency due (o inadequate training W/850314 tfr 
QEWEHfl.S,, TUCKER.H.e. Duke power Co. 85/02/25 5pp 29607 340*29087 353 

8504050313 LER 85 004 OO'on 050204, small hole discovered In metal plate covering 
lire barrier penetration in floor of control room Cause unknown Fire watch 
established, pending repair of hole, W/8SD30/ Itr 

QEWEHR.S.. TUCKER.H B. Duke Power Co. 05/03/07 4pp 29668.010 20660 013 

8504020016 Forwards AEOD technical review ropt, "Comparative Analysis of Recent 
Feedline Water Hammer Evenls at Maine Yankee, Calvert Cliffs, Salem.McGuire & 
Palisades." IE Info notice on procedures suggested 

IPPOMTO.T A, Director’s Office 05/03/10. VOLLMER.R H. Director's Office. Office ol 
Inspection and Enforcement. 2pp. 26585.264-20585.273 


8504100554 Annual nonradioloafcal environ operating rept for 1981 
PARK ER.W.O, Duke Power Co 82/04/19 O'REILLY.JP Region 2, Office of Director 
66pp. 29762:053*29762 117. 


-8504020026 "Comparative Analysis of Recent Feodline Water Hammer Evenls at 
Maine Yankee, Calvert Cliffs, Salem, McGuire & Palisades " 

* Director’s Office. 05/03/10 0pp 29506 266 29585'273 


8604090621 Forwards corrected Tables 1,2 & 4 to "Environ Radiological Monitoring 
Program Rept for 1981," revising descriptions of TLD Locations 173-182. 

TUCKER.H B. Duke Power Co. 02/O9/()3. O'REILLY, J.p, Region 2. Office of Director. 
Ip. 29716 060 29716 063. 

-8504090522 Corrected Tables 1,2 & 4 to "Environ Radiological Monitoring Program 
Rapt for 1981." 

* Duke Power Co 81/12/31. 3pp 29718.061 -29716 063. 

6504100227 "Environ Radiological Monitoring Prog ram, Annua I Operating Bept,Jan*DdO 
1962" W/830420 Hr. 

TUCKER, H.B Duke Power Co. 02/12/31. 0’REILLY.J.P. Region 2, Office ol Director. 
20pp. 29758 356*29756:012 

8604090519 Forwards "Semiannual Radioactive Effluent Release Rept, Jan*June 1983" 
& description of 830303 event involving ventilation unit condensate drain tank com- 
posiia sampler inoperability. 

TUCKER.H B. Duka Power Co. 03/09/20. 0’REILLY.J.P, Region 2, Office of Director. 
2pp. 29716 064-29716:079 

-5504090620 "Semiannual Radioactive Effluent Release RepLJan'June 1963." 

’ Duke Power Co. 83/06/30. 14pp 29716.066 29716,079. 


8504160402 Confirms 850326 enforcement conference at Region fl ofc to discuss inop- 
erability of control area vontilallon sys chiller at McGuire 8 radioaclive shipment event 
at Oconee, per VL Brownlee 850226 lolcon Proposed meeting agenda end 
GRACE, J N Region 2, Office of Director. 65/03/22 TUCKER.H B, Duko Power Co 
2pp 29821:261 -29821 -262 

0504080101 LER 85-006 OO.on 66O219,valv0 2SA-1 disassembled (or malnt creating 

B " ■ ) (low path between Inside conlainment & interior doghouse Caused by admin- 
error Core alteralions secured.W/850326 Itr 
GEWEHR,S., TUCKER.H B, Duke Power Co. 05/03/25 6pp 29687.339 20687.344 


DOCKET 60-373 USALLE COUNTY STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8504120182 Responds to FOIA requost for Caseload Forecast Panel files In Ofo of Re- 
source Mgt Forwards listed documents Documents also available In PDR 
FELTON, J.M. Division of Rules and Records. 84/06/06 KILLEFER.C. Shaw, Pittman. 
Potts & Trowbridge. 2pp. 30300,003-30303:129 
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•-790S240$94 Summary of 730402-04 siie vjsil lo evaluate lire proleclron program list 
of areas of concerns end 

GIARDfNA.a J Auxiliary Systems Branch 73/05/01 BENAROYA.V Auxiliary Svslema 
Branch 7pp 30333 216 30333 222 

0504260072 Forwards public version of generating stations omergency plan telephone 
directory 

LICARI.K Commonwealth Edison Co 85/03/31 Record Services Branch (Document 
Conlrol Desk^ 1p 30037 208 30037 263 

“0504260083 Public version of generating stations emergency pfan telephone 
directory W/a 504 19 release memo 

* Commonwealth Edison Co 85/02/11 57pp 30Q37 209 30037 263 

8504110437 Forwards d/alt SER ro procedures generation package for emergency op- 
era Irngproceduros, submit ted on 840926 Response to open items requested to Jacili- 
late NRC reviow & util 850930 schedule (or Impfamenlalion of procedures 
SCHWENCER.A Licensing Branch 2 05/04/01 FARRAR, DL Com monwealih Edison 
Co 14pp 29790 101 29790 1 14 

8504 120 169 Revised emergency plan implementing procedure^consiating of Index & Rev 
3 to LZP-1 370-2 re personnor injuries 

* Commonweallh Edison Co 85/04/01 17pp 29786 171-29786 187. 

8504190436 Revised emergency implemonting procdures.lncludlng Rev 2 to LZP 1200 3 
re classification of Iodine release, Rev 5 to LZP-1210 1 re hazardous mail incidents 
reporting & LZP Index 

* Commonwealth Edison Co 85/04/04 9pp 29918 224 29910 232 

8504150362 Forwards Safeguards Insp Rcpts 50 373/85-08 & 50-374/65 03 on 
850210-0325 No noncomplianco noted Concern re written guidance provided by secu- 
rity contractor In ref to repohing possible vfolallons noted 

HIND.JA Region 3, Office of Director 85/04/09 REED.C Commonweallh Edison 
Co 2pp 29806 045 29806948 

-8594150388 Safeguards Insp Repls 50-373/85 08 8 50-374/85-08 on 650219 
0325 No noncompllance noted Major areas inspected security plan Implementing 
procedurcs,mgt effectiveness & security organization.Detalls withhold (ref 
10CFR73 21) 

PIRTLE^QL, KNIC6LEY,JR, CREED, J R Region 3, Office of Director. 85/04/09 
2pp 29806 047-29006,048 

B5041B0072 Informs of licensee Intent to Imptemani fire damper surveillance program 
submitted by 640821 Itr Periodic operability fests/lnsp of fire dampers wiFI be conduct- 
ed per schedule indicated fn 840B21 Itr 

MARSHALL, 3 G Commonwealth Edison Co 65/04/09 OENTON,H R Office of Nu 
clear Reactor Regulation, Director 2pp 29858035 29658 036 

8504290231 Forwards '’NUREG 0737,Suppf 1, Del ailed Control Room Design Review 
Program Plan Sup pi 3 " Enel rent oontains names & qualifjcatlons of persons compris- 
ing design reviow team per 830913 commilmeni 

MARSHALL.JG Commonweallh Edison Co. 85/04/15 DENTON,HR Office of Nu- 
clear Reactor Regulation, Director tp 30046 119 30046 130 

•-fl5042-90238 "NUREG 0737,Suppl 1, Detailed Control Room Design Review Program 
PlanSuppl3*’ 

HOWARD.R E Commonwealth Edison Co 85/04/09 19pp 30046 1 20-30046 136. 

8504300324 Forwards "Exerdsa Repl.LaSa1le Nuclear Power Station, Joint Exercise 
(Partial Participation}" for exercise on 641010 11 State of JL correclive actions also 
end Corrective actions for Grundy & LaSalle Counties provided 
KRIMM.RW. Federal Emergency Management Agency, 65/04/16 'JOROAN,EL Oivi 
Sion of Emergency Preparedness & Engineering Response (Post 030103) 18pp 
30066 081-3 0066 137 

-6504300331 "Exercise Rept,LaSa1le Nuclear Power Station, Joint Exorcise, (Partial Par- 
llcjpnllon) " 

* Fedoral Emergency Management Agency. 84/11/28 39pp 30068*099-30086 137 

8504290392 AppiLcalion for amends to Licenses NPF 11 & NPF-10,r0vising Tech Specs 
re max critical power ratio, rod position Indication ays aurvoillanco,RCfC & control room 
emergency make up train heaters 

MARSHALL, JG Commonwealth Edison Co 05/04/17. DENTON, H R Office of Nu- 
clear Reactor Rogulalion, Director. 2pp 30051 127-30051 231 

- 8504290395 Proposed Tech Specs re max critical powor ratio, rod position indication 
sys survoillarce.RCIC pump room Isolation & control room omergency makeup train 
heat era 

’ Commonwealth Edison Co 05/04/17 104pp 30051.f29 30061 231. 

850429 0022 Application for amend to Licenses NPF- 11 8 NPF-18,changlng Tech Specs 
lo add suppression pool water monitoring inslrumenfatJon to remote shutdown moni 
tormg spec Fee end 

MAHSHALL.JG Commonweallh Edison Co, 85/04/18. DENTON, H.R Offico of Nu 
clear Reactor Regulalfon, Director. 2pp 30046 166-30045*165 

-8504290026 Proposed Tech Spec 3/4. 3. 7 4 adding suppression pool water lovol & 
water temp lo remote shutdown monitoring insfrumenlatlon 
' Commonwealth Edison Co 85/04/18 8pp 30045 158‘30045 166 


J Insurance & indemnity Information 

8504040112 Forwards Endorsement 14 lo NEMA Policy NF-277.Endor8ement8 164,165 
& 168 lo NELIA Policy NF-4 3, Endorse meats 140 & 141 to MAELU Policy MF-22,En 
dorsement 34 to NELIA Policy NF-253 & Endorsement 85 to NELIA Policy NF-107 
OSTER.J Commonwealth Edison Co 85/03/27 SALTZMAN,J. Asslslanl Director for 
States Licensee RoFatlons 13pp, 29611*281-26611*294 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8504090183 Forwards Rev 1 to updated FSAR Chapter 7 re inslrumentatlon & controls 
reorganized End will bo used (o perform tOCPR50,50 reviews 
FARRAR, DL Commonwealth Edison Co, 85/03/27, DENTON, H.R. Office of Nuclear 
Reactor Regulation-, Director 2pp 29735 227-29739 192 


-850499D169 Rev 1 to updated FSAR for LaSalle County Station, Units 1 & 2 
DIEDERICH.GJ Commonweallh Edison Co 85/03/28 1i,404pp 29735 229 

29730 192 


P. Operating license stage documents & correspondence 

8664190312 Forwards revs to pump & valve Insen/ice testing plans, reflecling roller re 
quests from certain ASME Section XI Code requirements 

MARSHALL, JG Commonweallh Edison Co 84/04/09 DENTON, H R Offree of Nu- 
clear Reactor Regulation, Director 40pp 29087 001-29887 040 

8504120182 Responds to FOJA request for Caseload Forecast Panel files m Ofc of Re- 
source Mgl Forwards listed documents Documents also available m PDR 
FELTOHJM Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Pittman, 
Potts d Trowbridge 2pp 30300 003 30303 129 

-0504150403 Summary of 780717 meeting w/ulils ro status of pro operational lesllng & 
Mark II conlainmont fix Meeting agenda & revised agenda onci 
BERKOW.HN Division of Project Management 78/07/18 LOVELACE, B NRC No 
Detailed Affiliation Given 13pp 30333 223-30333 235 

“8504160093 Submits IE & NRH daily staff notes for 820312 Ati const & testing for La 
Salle Unit 1 completed 

DIRCKS.WJ Office of the Executive Director for Operations 02/03/15 PALLADINO 
Commissioners Ip 30333 245 30333 245 

“8504160242 '‘Unit 1 Slalus.La Salle County Station, Slat ion Const" Rotated info end 

• Commonwealth Edison Co 80/03/27 430pp 30339 214-30340 143 

8504010183 Ack receipt of 850313 Rev 33 (o QA Topical Ropl CE-1-A Review will re 
quire more than 60 days 

SPESSARD.R L Region 3, Office of Director 85/03/26 REED,C Commonwealth 
Edison Co 2pp 29569 069 29569 070 

8504080163 Discusses util 041204 response lo Generic Llr 84-23 re improvements in 
BWR water level instrumentation to satisfy requiremanls of NUREG 0737, Item 
II F 2 Upon compiGtIon of mods listed license conditions will be satisfied 
SCHWENCER,A Licensing Branch 2 65/03/26 FARRAR, D L Commonwealth Edison 
Co 4pp 29711 330 29711 333 

8504060222 Responds to 050326 request for clarification of utl! commitments made in 
support of 850-106 request for extension of schedular requirements of 
10CFR50 49(g) U-lil will shut down Unit 2 to install components prior to 851 130 
REEO,C. Commonwealth Edison Co 85/03/27. DENTON, H R Oflice of Nuclear Re 
acto-r Regufalion, Director 2pp 29662 130 29662 131, 

0504116036 Grants 860222 & 0305 requests for extension of deadline until 851130 for 
final environ qualification of electrical equipment per tOCFR50 49 & License Conclillon 
2 C (1 1)(a) Ulil 850108 & 0222 submitlafa supporting request accoptabte 
DENTON, HR Office of Nuclear Reactor ReguJation, Director 85/03/29 

FARRAR, DL Commonwoallh Edison Co Opp 29769 2B7 29769 292 

0504180053 Application for amend to Licenses NPF-t1 & NPr-ia, changing Tech Spec 
Table 3 6 3-1 ro primary containment isolation valves Fee paid 
MARSHALL.JG Commonwealth Edison Co 85/04/01 DENTON.HR Office of Nu- 
clear Reactor Regulation, Director 2pp 20658 273-29858 282 

•-0504180057 Proposed Tech Specs revising Table 3 6 3-1 ro primary conlainmonl Isola- 
tion valves 

• Commonweallh Edison Co 85/04/01 8pp 2905B 275-28858.282 

0604190323 Summary of 860205 mooting w/uld & Sargent & Lundy ro unbraced lengih 
& slenderness ratio List of attendees, agenda & viawgraphs end 
BOURNfA.A LIconsing Branch 2 85/04/00 Licensing Branch 2 66pp 29038 224- 
29938 209. 

0504240435 Summary of 850304 meeling w/ulil & BNWL ro review of regulaloiry ro- 
quiremonls (NUR£G-oa85, Issue 3>,pef NRC 050117 Hr 

BEVAN.R B Operalmg Reactors Branch 2 05/04/09 Operating Reactors Branch 2 
4pp 29966 124-29088.127 

0504230100 Forwards revised pages to Rov 34 lo CE-1-A "QA Program for Nuclear 
Geroralmg Stations'* Revs reflect reorganization changes 

ALEXANDER, GL Commonwealth Edison Co 85/04/10 KEPPLER.JG Regtoifi 3, 
Olfice of Director. Spp 29946 306-29949 030 

”8604230207 Revised pages to Rov 34 lo "QA Program for Nuclear Generating Sta- 
tions " 

• Commonwealth Edison Co, 05/04/10 79pp 29948 313 29949 030 

9604120200 Generic Llr 85 06 to all PWR licensees & all applicants for OLe re QA guid- 
ance for ATWS equipment not safoly-refated Sve list end 

THOMPSON,H,L Division of Licensing. 85/04/16 Consolidated Edison Co of Now 
York, Inc 22pp 29047 268 29947 309 

8604290392 Application for amends to Licenses NPF-11 & NPF-18.revlslng Tech Specs 
re max orillcal power ralio.rod position indication ays survell lance, RCIC & control room 
emergency make-up train heaters 

MAHSHALL,JG Commonweallh Edison Co 65/04/17 DENTON,HR Office of Nu- 
clear Reaclor Regulation, Director 2pp 30051 127-30051 231. 

—0504290395 Proposed Tech Specs re max critical power ratio, rod position indication 
sys survalllance,nCIC pump room Isolation & control room emergency make up train 
healers 

• Commonwealth Edison Co 05/04/17 104pp 30051 129 30051 231 

8604290022 Application for amend lo Licenses NPF-11 & NPF-1 8, changing Tech Specs 
lo add suppression pool water monitoring instrumentation to remote shutdown moni- 
toring spec.Fee end 

MARSH ALL. J.G Commonwealth Edison Co 85/04/16, DENTON, H.R. Offico of Nu 
clear Reactor Regulation, Oirector 2pp 30045.166-30045 165 

-6504290026 Proposed Tech Spec 3/4 37 4 adding suppression pool water level & 
water temp to remote shutdown monitoring Inslrumonlalton 

• Commonwealth Edison Co. 85/04/18 8pp. 30046,158-30046 165, 
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O. Inspection reports, IE Bulletins & correspondence 

0SO41 80327 Lists actions &/or documentation necessary to close out IE Bulletin B1-01, 
-'Surveiltance of Mechanical Snubbers,” for listed facilities prior to finalizing closeout 
re pi 

JORDAN, E L Division of Emeraency Preparedness & Engineering Response (Post 
830103) 85/02/11 STAROSTtCKI.R Region 1 . Office of Director 4pp 29914 165- 
29&U 168 

B504100645 Forwards Insp Repis 50 373/05 07 & 50 374/85 07 on 850214 0311 No 
noncompliancenoted 

SHAFER.W D Region 3, Office of Director 85/03/18 REED.C Commonwealth 
Edison Co 2pp 29764 01 1-297G4 026 

-8504100671 Insp Repts 50-373/85 07 & 50 374/85 07 on 850214-0311 No noncom 
pliarhce or deviation noted Major areas inspected operational safety.unit 
tnps.confirmalofy action Ur, surveillance, maint & LER followups 
CHRISSOTIMOS.N Regjon 3. Office of Director 85/03/18 l4pp 29764 013- 
29764 026 

8503190659 IE Info Notice 85 022, “Limitorque Motor Operated Valves Resulting From 
Incorrect Installation of Pinion Gear ” Sve list end 

J0RDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 86/03/21 Consolidated Edison Co of Now York, Inc 108pp 29597 081- 
29597 005 

6504020282 Responds to NRC 850221 Mr re violalions noted In Insp Repts 50-373/85- 
03 & 50 374/85-03 Corrective actions errata to 1983 annual environ monitoring rept 
will bo Issued to include distances & direction to sampling locations 
FARRAR, DL Commonwealth Edison Co 85/03/21 KSppleR,J,G Region 3, Office 
of Direclor. 5pp 29S81 355-29501 359 

6503210461 IE Info Notice 85 023, "Inadequate Surveillance & Post-Malnt & Post-Mod 
Sys Tesllno.” Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (PosI 
830103} 65/03/22. Consolidated Edison Co of New York, Inc lOOpp 20656 001 
29656 107 

6S03220444 IE Info Notice 85 024, ‘’Failures of Protective Coatings in Pipes S HXs” 
Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/03/26 Consolidated Edison Co. of New York, Inc fOOpp 29596 154- 
20596 363 

8584150164 Responds to NRC 850226 Mr re violations noted In Insp Repts 50 373/64- 
33 & 50 374/84-40 Corrective actions final review of Nov 1984 RCIC mod & drawing 
changes completed on 850218 & review of outstanding procedures conducted 
FARRAR.DL Commonwealth Edison Co. 85/03/27 KtPPLER.JG Region 3, Office 
of Director. 5pp 29799 135-29799:139 

8504050241 Informs that items of noncompliance contained in Insp Repts 50-373/83 44 

6 50-374/83-48 represent valid regulatory & lechnicol Issues based on results of 
84032B meeting & 840614 Mr 

SPESSARD.RL Region 3, Office of Director 85/03/29 REEO.C Commonwealth 
Edison Co, Ip 29662'099-29662 099 

&504060367 Forwards revised Pages 7 & 8 to Insp Repts 50-373/85 07 A 50-374/85- 

07 Changes reflect correct yr in open item numbers In section on confirmatory action 
Itre 

SHAFER.W D Region 3, Office of Director 05/04/01 REED.C. Commonwoatlh 
Edison Co Ip 29676 345-29676 348 

-8504080402 Revised Pages 7 & B to Insp Repts 60-370/85-07 & 50-374/85 07 ro unit 
trips & confirmatory action Mrs 

• Region 3, Office of Director 85/04/01 3pp 29676-346-29676 348 

8503280037 IE Info Notice 05-025, "Consideration of Thermal Conditions In Design & 
(nstallalion of Supports for Diesel Generator Exhaust Silencers ” Sve hat end 
JORDAN.EL Division of Emergency Preparedness tk Engineering Rosponse (Post 
830103). 85/04/02 Consolidated Edison Co of New York, Inc 107pp. 29667 199- 
28667,305 

8603280045 IE Info Nolico 65 026. "Vacuum Relief Sya for BWR Mark I & M Contain- 
menfs." Sve hst &ncl 

JORDAN.E L Division of Emergency Proparodnoss & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Go of New York, Inc 92pp. 29667 107- 
29687 198 

8504910039 IE Info Notice 85-027, ’’Notifications to NRC Operations Clr & Reporting 
Events /n lERs *’ Sve hsf end. 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630 103) 85/04/03. Consolidated Edison Co of New York, Ino 90pp 29690.265- 
29690362. 

8504230029 Forwards Mgt Meeting Repts 50 010/85 05.50-237/85-12, 50 249/05- 
1 1.60-254/85-08,50-265/85 09,50-295/86-14, 50-304/85-14,50.373/85-10,60-374/05- 
10 a 50-454/85-13 on 850307.No noncompllance noled 

NORELIUS.C.E. Region 3, Office of Director 86/04/03 REED.C Commonwealth 
Edison Co 2pp 29966.063 29966.068 

--8S04230040 Mgt Meeting Repts 50 01 0/85-05, 50-237/86-1 2.60-249/85-11, 50-254/ 
B5 08,50 265/05.09.60.295/8fe.1 4,50 304/86 14. 60 373/05-10,60-374/85-10 & 60- 
454/85-13 on 850307 No noncompllance noted 

lANDSMAN.R B Region 9. Office of Director 85/04/03 4pp 29966.065-29960,068 

6504050042 SuppI 1 to IE Info Notice 05-003, "Separation of Primary Reactor Coolant 
Pump Shall & Impeller " Sve list end, 

JORDAN, E L. Division of Emergency Preparedness a Engineering Response (Post 
630103). 85/04/09. Consolidated Edison Co. of New York, Inc. 101 pp 29791026- 
29791-126. 

6504050047 IE fnfo Notice 05 028, ’’Partial Loss of AC Power a Diesel Generator Deg- 
radation." Svcilstencl. 

JOROAN.E L, Division of Emergency Preparedness a Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc. f09pp. 29790:278- 
29791 024. 


8504150362 Forwards Safeguards insp Repis 50 373/85 OB & 50 374/85 06 on 
850219 0325 No noncompllance noted Concern re written guidance provided by secu 
rity contractor in ref to reporting possible violations noted 

HIND.J A Region 3, OMice of Director 85/04/09 REED.C Commonwealth Edison 
Co 2pp 29806 045 29806 04 G 

“0604160368 Safeguards Insp Ropts 50 373/85 08 & 50 374/85 08 on 850219 
0325 No noncompllance noted Major areas inspected security plan implemenling 
procedures.mgl effectiveness & security organization Details withheld (ref 
10CFH73 21) 

PIRTLE.G L , KNICELEY.J R , CREED.J R Region 3, Office of Director 85/04/09 
2pp 29806 047-29006 048 

8504180072 Informs of licensee inlonl to implement fire damper surveillance program 
submitted by 840821 Itr Periodic operability lesls/msp of fire dampers will be conduct 
ed per schedule indicated to 840021 itr 

MARSH ALL, J G Commonwaallh Edison Co 85/04/09 DENTON, H R Office of Nu- 
clear Reactor flegufation, Director 2pp 29858 035 29858 036 

8504090419 IE Info Notice 85 029, ‘Use of Unqualified Sources in Well Logging Appli 
cations ’* Sve list one) 

PARTLOW.J G Division of Inspection Programs (Post 050212) 65/04/12 Consolidat 
ed Edison Co of Now York, Inc 6Gpp 29832 001 29832 023 

8504230308 Forwards Safety Insp Repts 50 373/65 09 & 50 374/05 09 on 850311- 
0408 & notice of violation 

SHAFER.W D Roqion 3, Office of Director 85/04/17 REED.C Commonwealth 
Edison Co 2pp 29948 194*29940 210 

“8504230307 Notice of violation from insp on 85031 1-0408 
SHAFER.W 0 Region 3, OMice of Director 85/04/17 2pp 29948 196 29948 197 

“8504230309 Insp Repts 50 373/85 09 & 50 374/05 09 on 850311-0408 Noncompll 
anco noled, failure to adhere 1o procedure while performing surveillance on RHR sys 
Integrity monitor switch 

CHRISSOTIMOS.N Region 3. Office of Direclor 65/04/17 I3pp 29948 198 
29948 210 

8504170240 IE Info Notice 85 030, "Micfohlologically Induced Corrosion Containment 
Sve Water Sys ’’ Sve list onci 

JORDAN.E I Division of Emorgoncy Preparedness & Engineering Response (Post 
830103) 05/04/19 Consolidated Edison Co of Now York, Inc 109pp 29966 258 
29066 363 

6504260203 Responds to nolico of violation & proposed Imposition of civil penalty Iden 
tified In Insp Repts 50 373/04-20 & 50-374/84 36 Corrective action administrative pro 
cedures implomonted to properly cfoso access doors 

REED.C CommonwoaMh Edison Co 05/04/19 TAYLOR. J M Diroclor's Olfico, Office 
of inspoetton and Enforcement lOpp 29985 140 29905 149 

8504190055 IE Info Notice 85 032. "Recent Engine Failures of Emergency Diesel Gen- 
erators " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Rosponso (Post 
830103) 05/04/22. Consolidated Edison Co of New York, Inc I09pp 29908 239- 
29980 347 

8604190080 IE Info Notico 85 033, "Underalzod Nozzle To Shell Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Coda " Sve list 
end 

JORDAN.E L Division of Emergency Proparednoss & Engineering Response (Post 
830103) 85/04/22 Consolidotod Edison Co, of New York, Inc lOOpp 29909 001- 
29980,107 

8504220347 IE Info Notico 04 84,Rov 1, "Defictoncfos In Ferro-Rosonanl Transformofs ” 
Sve list end 

JORDAN, E.L. Division of Emergency Preparednew & Engineoring Rosponso (Post 
830103) 85/04/24 Consolidated Edison Co of Now York, Inc IIBpp 30027 067- 
30027-104. 


R. Periodic oporallng reports & related correspondence 

6604120182 Responds to FOIA roquost for Caseload Forecast Panel files In Ofc of Ro 
source Mgt Forwards listed documents Documents also available In POR. 

FELTON,J M. Division ol Rules and Records 04/06/06 KILLEFER.C Shaw. Pittman, 
Potts & Trowbridge 2pp 30300 003 30303 120 

“8504160390 Forwards updated const status repts for LaSalle Units 1 & 2, Byron Units 

1 & 2 & Breldwood Units 1 & 2 as of 820930 (or inclusion In NUREG 0030 
PETERSON, EM CommonwealMi Edison Co. 82/10/27 HARTFIELD.RA Information 
Systems Branch. 9pp 30325 338 30325 346 

“8504160063 Forwards updated const status rept for Unit 1 as of 800201 . Correction of 
discrepancies In 800108 root also end Info (or inclusion in NUREQ 0030, Fuel load 
date changed from June 1080 to Sept 1080 Unit 2 schedule under review. 

SMITH.DH Commonwealth Edison Co. 80/03/13 LOVELACE, WH NRC - No De 
tailed Atiillalion Given 2pp 30333 236-30333 237 

“8504160078 Forwards updated const status repts for LaSalle Units 1 & 2 & Byron 
Units 1 & 2 as of 791231 for inclusion in NUREG-0030 Status of Braidwood Units 1 & 

2 remains unchanged 

SMITH.DH Commonwealth Edison Co. 80/01/08, LOVELACE, WH NRC - No De- 
tailed Alftllalion Given, 7pp 30333,238 30333 244 

8504160271 Forwards "Radwasto & Environ Monitoring Annual Rr»Dl,1984," submilled 
as Part 3 to facility operating repi 

DJEDERICHpGJ Commonwealth Edison Co 05/03/15 KEPPLER.J.Q Region 3, 
Office of Director. Ip 29809 OOt -29809 1 13 

“8604150276 "Radwaste & Environ Monitoring Annual Rep!,1964 " 

♦ Commonwealth Edison Co 84/12/31 1 1 2pp, 29809 002-29809:1 13 

8S041 90611 Monthly operating rept for Mar 1905,W/850410 Mr. 

ROHRER.RJ, OIEDERICH.G.J Commonwealth Edison Co. 85/03/31. 30pp 
20923; 196-29923:226 
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S« Repo/tabla occunDnces, LERs & related correspondence 

050401 02 Z8 LER 85-015*00 on 8502 17, vacuum breaker C openicd & closed Caused by 
differerJial pressure Procedures revised W/'850306 Itr 

WITTENBURG.K C , DIEDEHJCHGJ Commonwealth Edison Co 05/03/06 3pp 
29574 057 29574 059 

8504090409 LER 04 091*01 on 041220, Train B ammonia*chlofine alarm for control 
room B ventilation/auxdiary electric equipment room ventilation received, causing ESF 
acluation Caused by broken chemcasselt© tape Tape replaced W/Q50306 Itr 
MASTERSON,V . DJEDERICH.GJ Commonwealth Edison Co 85/03/06 4pp 
29716 244 29716 247 

8504020445 LER 05-021*00 on 850220, high radiatioD area gate unsecured & 
unattended Caused by contractors leaving area for lunch break w/o securing 
gate individuals involved counseled Co workers counseled W/e 50308 Jlr 
ALDRICHiLR, DIEDERICH.GJ Commonwealth Edrson Co 05/03/08 3pp 

29504 131-29584 133 

6504150274 Forwards repi of actions taken & results achieved, in response to NRC 
850220 conlrrmatory action Itr Commilmerst fullilloid 

MARSHALL, JG Commonwealth Edison Co B5/03/06 KEPPLER,JG Region 3. 
Office ol Director 34pp 29799 229*29799 262 

6504010238 LER 05-022 00 cn 850223^RCIC received Oiv 1 & 2 isolalion signals on 
high RCtC steam line flow Caused by reroaso of steam at reactor pressure into RCIC 
steam tine from piping between RCIC in- & outboard isolation valves W/05032 1 Itr 
ROHRER.flJ, blEDERICHGJ Commonwealih Edison Co 85/03/21, 4pp 

29574 062-29574 065 

6504030164 LER 85-023 00 on 650223, door to high radiation area discovered unse 
cured S unattended Caused by mechanrcal latluro of door latching mechanism Door 
latch adjusted & lock checked for proper functioning W/650321 Itr 
HUERTA PAVIA.E , DIEDERICH.QJ Commonweallh Edison Co 35/03/21 3pp 
29593 031*29593 033 

8504150742 LER 65 009 01 on 650122, no assigned calibr or functional lest procedure 
lor cahor RHR shutdown cooling suction pressure switch Caused by improper identili* 
calion on Tech Spec surveillance malrix Procedure drafted W/0 50321 Ur. 

KIIKA.JC, PIEDEflICHG J Commonwealth Edison Co, 85/03/21 4pp 29B09 328 
29609 331 

S504090499 LER 05 024 00 on 850303, reactor scram occurred, resulting from turbine 
control valve fast closure Caused by offsite fault on 345 kv transmission line 
Q101 Unos 0101 & 0104 irvspected W/a50325 Ut 

ULLFICH.J , DIEDERICH.QJ Commonwealth Edison Co 85/03/26 3pp 29716 248* 
29716 250 

8504220271 LER 85 028 00 ort 0503 1 3, shutdown cooling header pressure switch not 
lealed within allowable time limils Caused by error in Idenlifying proper switch to meet 
Tech Spec requirements Now requirements added to program W/850329 Itr 
KLIKA.JC. DIEDERICH.QJ- Comm onweallh Edison Co 85/03/29 4pp 29939 333 
29939 336 

6504220445 LER 85 027*00 on 6503 13, gate which secures radwasto filter aisle high ra 
diallon area found unsecured A unattended Caused by radwaste foreman feaving 
gate open Radwaste foreman counseled.W/8&0401 Hr 

ALDflICH.LR, DIEDERICH.QJ Commonwealth Edison Co 85/04/01 3pp 
29941020 29941 022 

6S04230036 NPDES noncompliance roiificatiorioni 8503l4,frcQ residual chlorine con 
centration greater than 2 ppm measured every day during wK of 850311 Caused by 
insufficient contact lime between sewage plant effluent & cniorine disinfectant 
DIEDERICH.QJ Commonwealth Edison Co 85/04/09, KEPPLER.J Q Region 3, 
Office ol Oirector. 3pp 29950 209*2995021 1 

8 S 043002 12 LER 05 029 OOon 8 50321, scram occurred when instrumeni 1B21-N03BA 
Level 3 automatic depressurization sys conlirmalory level switch mcorreictly valved 
into SVC Caused Iw personnel error .Training Initiated W/a504 17 Itr 
DUS, R S, DIEDERICH.QJ Commonwealth Edison Co 85/04/17 Spp. 30069 214* 
30069 218 


DOCKET 50*374 LASALLE COUNTY STATION, UNIT 2 


A. Appricatlon/cofielrucllon atage documenta & correspondence 

8504150403 Summary of 780717 meeling w/utils ro status of preoperalfonal testing & 
Mark II cor>lainmenl fjx Meeting agenda & revised agenda enci, 

BERKO W,H N Division of Project Wanagomenl 78/07/18 LOVELACE.B NRC - Mo 
Dst&iTed AlWiaVon Gwen 13pp 30333 223-30333235 


F, Socurfty, medical, emergency & fire protection plans 

8504120182 Responds to FOIA request for Caseload Forecast Panel fifes In Ofc of R© 
source Met Forwards listed documents Documents also available In PDR 
F ELTON. J W Division of Rules and Records 64/06/06 KHLEFER.C Shaw, Pittman, 
Polls & Trowbridge 2pp 30300 003 30303 129 

-7905240894 Summary of 790402 04 site visit to evaluate fire protection program List 
of areas ol concerns end 

GIARDINA,RJ Auxilra 7 Systems Branch 79/05/01, QENAROYA.V Auxiliary Systems 
Branch 7pp 30333 216*30333,222 

8504260072 Forwards public version of generating stalfons emergency plan telephone 
directory 

LICAflf.K Commonwealth Edison Co 85/03/31 Record Services Branch (Document 
Control Desk) Ip 30037 208 30037 263 

-8504260003 Pubfic version of generating stations emergency pfan telephone 
directory W/85 04 19 release memo 

* Commonwealth Edison Co 05/02/11 67pp 30037 209 30037 263 


8504 110437 Forwards draft SER re procedures generation package for emergency op> 
eraling procedures, submitted on 840926 Response to open Horns requested lo lacifi 
tato tvlRC review & util 650930 schedule for implementation of procedures 
SCHWENCER.A Licensing Branch 2 85/04/01 FARRAR, D L Commonwealth Edison 
Co 14pp 29790 101 29790 114 

8504120169 Revised emergency plan impfamenting procedure, consisting of index & Rev 
3 to L2P-1370 2 re personnel injuries 

* Commonwealth Edison Co 85/04/01 I7pp 29786 171-29786 187 

0504190436 Revised emergency implementing proedures, including Rev 2 lo LZP'1200 3 
re classificalion of iodine reloase.Rev 5 lo lZP-1210 1 re hazardous mall incidents 
reporting & LZP index 

* Commonweallh Edison Co 85/04/04 9pp 29918 224 29918 232 

8504150362 Forwards Safeguards Insp Repts 50*373/85 08 & 50 374/B5 08 on 
850219 0325 No noncomplianco noted Concern re written guidance provided by secu 
rity contractor in ref to reporting possible violations noted 

HINO.JA Region 3. Office of Director 85/04/09 REED.C Commonwealth Edison 
Co 2pp 29806 0 45 29806 048 

•*8504150368 Safeguards fnsp Repts 50-373/05 08 & 50-374/85 08 on 050210 
0325 No noncomplianco noted Major areas inspected security pfan implemonling 
procedures, mgt effectiveness & securily organization Details withheld (ref 
10CFR73 21) 

PIFTLE.GL Region 3, Office of Director 85/04/09 2pp 29806 047 29806 048 

8504180072 Informs of licensee intent to Implement firo damper sun/eijlance program 
submitted by 640821 Itr Periodic operability tests/insp of fire dampers wiN be conduct 
ed per schedule indicated in 840821 Hr 

MARSHALL.JG Commonwealth Edison Co 85/04/09 DENTON, H R Office of Nu 
clear Reactor Regulation, Diroctor 2pp 29858 035 29858 036 

8504290231 Forwards ‘'NUREQ 0737,Suppl 1, Detailed Control Room Design Review 
Program Plan SuppI 3 " End repl contains names & Qualifications of persons compns 
ino design review team per 830913 commilmenl 

MARSHAmJG Commonweallh Edison Co 85/04/15 DENTON, H R Office of Nu 
clear Reactor Regulation, Director Ip 30046 119-30046 138 

-8504290236 '*NUR£G 0737, SuppI 1. Detailed Control Room Design Review Program 
Pfan SuppI 3 " 

HOWARD.R E Commonwealth Edison Co, 85/04/09 19pp 30046 120 30046 130 

8504300324 Forwards "Exercise Rept.LaSallo Nuclear Power Slalion, Joint Exercise 
(Partial Partici patron)" for exercise on 841010 11 State of IL corrective actions also 
end Corrective actions for Qrundy ■& LaSalle Countros provided 
KRfMM.R W Fedoraf Emergency Management Agency 05/04/15 JORDAN, EL Divr 
slon of Emergency Preparedness & Engineering Response (Posi 830103) 18pp 
30066081-30066 137 

-8504300331 "Exercise Repl, LaSalle Nuclear Power Slalion, Joint Exercise, (ParlidlPar* 
ticipatron) " 

* Federal Emergency Management Agency 84/11/26 39pp 30066 099 30066 137 

8504290392 Applicalron for amends to Licenses NPF-11 & NPF-IG.fovisirig Tech Specs 
re max critical power ratro.rod position indication sys surveillance, RCIC & control room 
emergency make up tram healers 

MARSHALL.JG Commonwealth Edison Co 05/04/17 DENTON.HR Office of Nu 
clear Reaclor Regulation, Director 2pp 30051- 127*30051 231 

**6504290995 Proposed Tech Specs re max critical power ratio, rod position indecaliorn 
sys sufveiJIanco.RCiC pump room isolation & control room emergency make up train 
hea tdrs 

* Commonwealth Edison Co 85/04/17 104pp 30051 120*30051 231 

0504290022 Application for amend to Licenses NPF-11 & NPF*1G,changing Tech Specs 
to add suppression poo) water monitoring inslrumonlalion to romole shutdown mom 
toring spec Foe end 

MARSHALL.JG Commonweatlh Edison Co 05/04/18 DENTON.HR Office of Nu 
clear Reactor Regulation, Direclor 2pp 30045 156 30045 165 

-6504290026 Proposed Tech Spec 3/4 3 7 4 adding suppression pool water level & 
water temp to remote shutdown monitoring ins trumenl alio n 

* Commonwealth Edison Co 85/04/18 8pp 30045 150*30045 165 


K* Utility Final Safety Analysis Report (FSAR) & amends 


8504090183 Forwards Rev 1 to updated FSAR Chapter 7 re fnslrumonlatfoh & conirols 
reorganized Enel will bo used lo perform 10CFR50 59 reviews 
FARRAR.D L Commonwealth Edison Co 85/03/27 DENTON.H R Office of Nuclear 
Reaclor Regulation, Director 2pp 2D735 227*29739 192 

-8504090169 Rev 1 to updated FSAR for LaSalle County Station, Units 1 & 2. 
OIEOEHICH.GJ Commonwealth Edison Co 85/03/28 1,404pp 29735 229 

29739 192 


P Operating license stage documents & correspondence 


8S04190312 Forwards revs to pump & valve inservice testing plans, reflecting relief re- 
quests from certain ASME Section XI Code requirements 

MARSHALL,J G Commonwealth Edison Co 84/04/09 DENTON.H R Office of Nu- 
clear Reactor Regulation, Director. 40pp 2Q6B7 001-29887,040 

8504120182 Responds lo FOIA request for Caseload Forecast Panel files in Ofc ol Re- 
sourc© Mgt Forwards listed documents Documents also available m PDR 
FELTON.JM Div/sion of Rules and Records 04/06/06 KILLEFER.C Shaw. Pitl man. 
Potts S Trowbridge 2pp 30300 003-30303 129 

**8504160242 "Unit 1 Status, La Salle County SlalioniSlalion Const." Related Info end 
^ Commonwealth Edison Co 80/03/27 430pp 30339 214*30340 143 
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85l>4010183 Ack fGceipl ol 0503 13 Rev 33 to QA Topical Rept CE‘1 A Review will re 
liire more than 60 days 

PESSARD.R L Region 3. Office of Director 65/03/26 REED.C Commonwealth 
Fdtson Co 2pp 29569 069 29569 070 

8504-080163 Discusses util 841204 response to Generic ttr 04 23 re improvements m 
&WH water level instrumentation to satisfy requirements of NUREG 0737.1lem 
II F 2 Upon comptetion of mods fisted license conditions will bo satisfied 
SCHWcNCER.A Licensing Branch 2 B5/03/26 FARRAH.D L Commonwealth Edison 
Co 4pp 29711 330-29711 333 

85Q4050222 Responds to B50325 request for clarification of util commitments mado in 
Support of 850108 request for extension of schedular requirements of 
10CFR50 49(g) Util will shut down Unit 2 to install components prior to 851 130 
REED.C Common wealth Edison Co 85/03/27 DENTON.H R Office of Nuclear Re- 
actor Regulation, Director 2pp 29662 130 29662 131 

6504080036 Forwards Amend 8 to License NPF-IB & safety evaluation Amend extends 
schedular requirements of License Condition 2C (5) for replacemenf/mod & lest com* 
plelion for specific equipment suhi to environ qualification rule until 851130 
SCHWENCER.A Licensing Branch 2 B5/03/28 FARRAR, 0 L Commonwealth Edison 
Co 4pp 29712 344-29712 352 

-8504080039 Amend B to License NPF-lS.extending schedular requirements of License 
Condition 2C{6) for replacement/ mod & test completion for specific equipment subj 
to environ qualificalion rule until 651130 

DENTON.H R Office of Nuclear Reactor Regulation, Director B5/03/28 2pp 
29712 348 29712 349 

-85B4060D42 Safety evaluation supporting Amend B to License NPF-1& 

* Office of Nuclear Reactor Regulation, Director 85/03/20 3pp 29712 350- 
29712 352 

8604100063 Applicattoh for amend to Licenses NPF-11 & NPF-10, changing Tech Spec 
Table 3 6 3 1 re primary containment Isolation valves Fee paid 
MARSHALL, JQ Commonweallh Edison Co 05/04/01 DENTON.H R Office of Nu- 
clear Reactor Regulation, Director 2pp 29858 273-29056 282 

-8504160067 Proposed Tech Specs revising Table 3 6 3 1 ro primary conlainmonf isola- 
lion valves 

* Commonweallh Edison Co 05/04/01 8pp 29B5B275 29850 202 

8504190323 Summary ol 850205 meeting w/ulil & Sargent & Lundy ro unbraced fenglh 
& slenderness ratio List of attendees, agenda & viewgraphs end 
BOURNIA.A Licensing Branch 2 05/04/09 Licensing Branch 2 66pp 29930 224- 
29938 289 

8504240435 Summary of B50304 meoling w/utfl & BNWL ro review ol regutatory re 
guiremenls (NUREG 0885, Issue 3), per NRC 0501 17 Itr 

BEVAN.R B Operating Readers Branch 2 05/04/09 Operating Roaclors Branch 2 
4pp 29988 124-29988 127 

8504230160 Forwards revised pages to Rev 34 to CE-I-A "QA Program for Nuclear 
Gen eraling Stations ” Revs reflect reorganization changes 

ALEXANDER.G L Commonweallh Edison Co 85/04/10 KEPPLERJG Region 3. 
Office of Director 5pp 29940 300-29949 030 

-8504230207 Revised pages to Rov 34 to "QA Program for Nuclear Gonerating Sta- 
tions " 

* Commonweallh Edison Co 05/04/10 79pp 20948 313-29949 030 

6S04290333 Forwards final startup lest rept re lost condition open vessel, Hoatup 
1,2, 3, 4.5, 6 & warranty run Rept submitted late due to admmlslraUve orror.per 850415 
telcori w/T Tongue 

MARSHALL.JG Commonweallh Edison Co 85/04/15 KEPPLER.J G Region 3* 
Olfice of Director. Ip 30052 260 30052 349 

-8604290334 Startup tost rept 

* Commonwealth Edison Co 85/04/16 09pp 30052 261-30052*349 

8564120206 Generic Ltr 05 06 to all PWR licensees & all applicants for OLs ro QA guid- 
ance for ATWS equipment not safely related Sve list end 

THOMPSON.HL Division of Liconsino 05/04/16 Consolidated Edison Co, of Now 
York, Inc 22pp 29947 208 29947 309 

8504290392 Application for amends to Licenses NPF-11 & NPF-IO.revisIng Tech Specs 
re max critical power ratio.rod position indication sys surveillanco.ROIC & control room 
emergency make-up tram heaters 

MARSHALUJG. Commonwealth Edison Co 05/04/17 DENTON.H R, Office of Nu 
clear Reactor Regulation, Director 2pp 30051 127 30051 231 

-8504290396 Proposed Tech Specs re max critical power ratio, rod position Indlcalion 
sys surveillance, RCIC pump room Isolation & control room emorgency make up train 
heaters 

* Commonwealth Edison Co 05/04/17. 104pp 30051 129 30051*231 

8504290022 Application for amend lo Licenses NPF-11 & NPF-10, changing Tech Specs 
10 add suppression pool water monitoring instrumentation to remote shutdown moni- 
toring spec Fee end 

MARSHALUJG Commonwealth Edison Co 85/04/18 DENTON.H R Office ol Nu 
dear Reactor Regulation, Director 2pp. 30045*156-30045 165 

-8504290026 Proposed Tech Spec 3/4 3 7 4 adding suppression pool water level & 
water temp lo remote shutdown monitoring {nsirumentalton 
‘ Commonweallh Edison Co 86/04/10 Opp, 30046 150-30045 165 


Q. Inspection reports, IE Bulletins & correspondence 

8504100645 Forwards Insp Repls 50 373/05 07 & 50-374/85 07 on 850214 0311.Mo 
non compliance noted 

SHAFER.WD Region 3, Office of Director, 85/03/18 REED.C Commonwealth 
Edison Co 2pp 29764*011-29764*026 

-8504100671 Insp Repls 50 373/85 07 & 50 374/85 07 on 850214-0311 No noncom- 
pliance or deviation noted Major areas inspected, operational safely, unit 
tups, confirmatory action Ur. surveillance.maint & LEfl followups 
CHHISSOTIMO^N Region 3, Office of Director 85/03/18 14pp 29764 013- 
29764.026 


8503190659 l£ Info Notice fl5 022. "Limitorque Motor Operated Valves Resulting From 
Incorrect Installatcon of Pinion Gear ’’ Sve list end 

JORDAN ,E L Division of Emergency Preparedness & Engineering Response (Posl 
830t03) 85/03/21 Consolidated Edison Co of New York, Inc lOOpp 29597 001- 
29597 005 

8504020202 Responds to NRC 05Oi221 Ur re violallions noted in Insp Repls 50-373/65- 
03 & 50-374/85 03 Corrective actions errata lo 1983 annual environ monitoring rept 
will bo issued to include distances & direction to sampling locations 
FARRAR.OL Commonwealth Edison Co 85/03/21 KEPPLER.J G Region 3, Oflico 
of Director 5pp 29581 355 29581 359 

85032104G1 IE Info Notice 65 023, Inadequate Surveillance & Post Maml 8 Post Mod 
Sys Testing " Sve list oncl 

JORDAN, EL Division of Emergency PreparednobS & Engmeennq Response (Post 
030103) 65/03/22 Consolidated Edison Co of New York. Inc lOQpp 29556 001 
29656 107 

0503220444 IE Info Notice 85 024, ' Failures ol Protective Coalings in Pipes & H>^s" 
Sve list end 

JORDAN.EL Division of Emergency Proparodness &. Enqjnoeiing Response (Post 
030103) 65/03/26 Consolidated Edison Co of New York, Inc 108pp 29596 154 
29596 363 

0504150184 Responds to NRC 650226 ltr re violations noted in Insp Repts 50 373/04 
33 & 50'374/04-40 Corrective actions final review of Nov 1964 RCIC mod & drawing 
changes comploled on 050218 & review of oulslandiing procedures conducted 
FAFRAR.D L Commonwealth Edison Co 85/03/27 KEPPLER.J G Region 3, Office 
of Director 5pp 29790 135-29799 139 

8504050241 Informs that iloms of noncompliance conlainerl in Insp Repls 60 373/83 44 

6 50-374/83 40 represent valid regulatory & technical issues based on results of 
040320 meolmg & 040614 Itr 

SPESSARD.R L Region 3. Office of Director 85/03/29 REED.C Commonwealth 
Edison Co Ip 20682 099-29662 090 

8504080397 Forwards revised Pages 7 a 0 lo Insp Repls 50-373/85 07 & 50 374/85- 

07 Changes reflect corrccl yr in open item numbers m section on conlirmaloiy acton 
Itrs 

SHAFER.WD Region 3, Offico of DireclOT 05/04/01 REED.C Commonweallh 
Edison Co Ip 29676 345-29676 346 

-86040604 02 Revised Pages 7 a 0 to Insp Repls 50-373/85 07 8 50 374/85 07 ro unil 
trips & canfirmaloty action Itrs 

' Region 3, Offico of Director 85/04/01 3pp 29676 346 29676 348 

0603280037 IE Info Nolico 85 025. Consiclcralion of Thermal Condilions in Design & 
Inslallatcon of Supports lor Oiosel Goncraior Exhaust Silencers’' Sve list end 
JORDAN.E L Division of Emorgoncy Preparedness & Engmeering Response (Posl 
030103) 85/04/02 Consolidated Edison Co ol Now York, inc 107pp 29667 199- 
29607 305 

8503280045 IE tnfo Notice 05 02G, "Vacuum RgIigI Sys for BWR Mark I & II Contain- 
ments " Sve list oncl 

JORDAN.E L Djvislon of Emergency Proparodnoss A Engineering Response (Post 
830103) 85/04/02 Consolldalcd Edison Co of New York, Inc 92pp 20667 107 
29667 1 98 

050401Q039 IE fnlo Notico 68 027, '’Notificalions lo NRC Operations Cir & Reporting 
Events in UERs Sve lisl oncl 

JORDAN.E L Division of Emergency Proparednoss A Engineering Response (Posl 
630103) 85/04/03 Consolidated Edison Co of Now York, Inc Q8pp 29590 255 
29690 362 

B504230029 Forwards Mgl Mooltmj Ropls 60 010/85 05.50 237/85-12, 50 249/65 
11,50 264/85 00,50 265/05 09.50-295/86 14. 50 304/05-14,50 373/05-10,50 374/65 
10 & 50 454/85-13 on 050307 No noncompliance noted 

NORELlUa.CE Region 3, Offico of Director 85/04/03 REEO.C Commonwealth 
Edison Co 2pp 29966 063 P99G6 060 

-8604230040 Mgl Mooting Repls 60 010/65 05.60 237/05-12,50 249/05 11, £0 254/ 
85 08,50 266/65 09,50 295/05 14,60 304/B5 14. 60-373/65 10.60 374/85-10 & 50 
454/65-13 on 850307 No noncompflance noted 

LANDSMAN, RB Region 3, Offico of Dirocfor 65/04/03 4pp 29066 065 29966 060 

6604050042 Suppl 1 to IE Info Notice G5 003, ' 'Separation of Primary Reactor Coolant 
Pump Shaft & Impeller ” Sve list end 

JORDAN.E L Division of Emorgoncy Preparedness & Engineering Responso (Post 
830103) 85/04/09 Consolldatod Edison Co of New York, Inc. 101 pp 29791*025- 
29791.126, 

8504050047 IE Info Notice 85 028, "Pafllal Loss of AC Power & Diesel Generator Deg 
radallon " Sve list end 

JORDAN.E, L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co, of Now York, Inc f09pp. 29790 278- 
29791 024. 

6504 1603 62 Fonivards Safeguards Insp Repls 50-373/85 08 & 50 374/85 06 on 
650219-0325 No noncompliance noted Concern re written guidance provided by secu 
rity conlf actor In ref to reporiing possible violations noted 

HIND, J A Region 3, Office of Director, 05/04/09 REED.C Commonwealth Edison 
Co 2pp 29806 045-29606 040 

-8604150368 Safeguards tnsp Repts uO-373/85-03 & 50 374/85 00 on 850219- 
0325 No noncomptianco noted Major areas inapoclod security plan implementing 
procedure^mgl effectiveness & security organization Delalls withheld (raf 
10CFR73 21) 

PIRTLE.G.l, KNJCELEY.JR, CREED.J R Region 3, Office of Director 65/04/09 
2pp 29806 0^17-29806 048 

S504 160072 Informs of licensee intenl to Impfement fire damper surveillance program 
submitted by 840821 Itr Periodic operability lests/insp of lire dampers will be conduct- 
ed per schedule indicated in 840B21 Itr 

MARSHALLJG. Commonweallh Edison Co 85/04/09 DENTON.H R Office Of Nu- 
clear Reaefor Regulation, Director 2pp 29858 035*29858 030 
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fi5<l4090419 IE Info Nolico 65 029, ‘*Uso of UnquaUfJOd Sourcos in Well Loggmg Appli- 
cations ” Svc list end 

PARTiOW.J G Divjsion of Inspection Programs (Post 850212) 86y04/12 Consolidal 
eti Edison Co o1 New Vor3<, Inc 6Bpp 29832 001 29832 023 


8S041 60271 Forwards "Radwasle & Environ Monilonng Annual Rept,1984;' submitted 
as Part 3 to facility opera ti rig repi 

OIEDERICH.G J Commonwealtih Edison Co 85/03/15 KEPPLER.J G Region 3 
Oificeof Director Ip 29B09 001 -29809 113 


8604230306 Forsvarda Safety Jnsp Ropts 50 373/05 09 & 50 374/85-09 on 050311 
0400 A notice of violation 

SHAFERpWD Region 3, Olfice of Director 85/04/17 REED,.C CommonweaUb 
Edison Co 2pp P994B 194 29948 210 

-8S04230307 Notice of violation from insp on 050311-0403 
SHAFER,WD Region 3, Office of Diroclor 85/04/17 2pp 29948 1 96-29948 197 

'*0504230309 Insp Repls 50 373/05 09 & 50 374/05 09 on 850311-0408 Noncompll 
ancQ noted failure lo adhere to procedure while performing survoillance on RHR sys 
jntegrity monitor switch 

CHRISSOTtWOS,N Region 3, Office of Director 86/04/17 13pp 29948190- 
29918210 

B 504 170240 IE fnfo Notice 85 030, "Microbiologically Induced Corrosiorr Conininment 
Svc Water Sys " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engines ring Response (Post 
030103) 86/04/19 Consolidated Edison Co of New York, Inc 109pp 29906 258- 
290b6 3&3 

8504250203 Responds lo notice of violation & proposed imposition of civil penalty iden- 
hfiod in Insp Repis 50 373/84 28 & 50 374/84-36 Corrective action administrative pro- 
cedures implemoated to property close access doors, 

REED.C Comrnartwealthi Edison Co 85/04/19 TAYLOR.J M Oireclor’s Offtco, Office 
of Inspection and Enforcement lOpp 29985 MO 29905 1 49 

6504190055 IE Into Notice 85 032, "Hecont Engine Failures of Emergency Diesel Gen- 
erators” Svc fisl end 

JORDAN, E L Division of Emornency Preparedness A Engineering Response (Post 
&30103) 05/04/22 Consolidated Edison Co, of New York, Inc, f09pp 29088.239- 
29900 347 

85O419DOB0 IE Info Notice 85 033^ "Undersized Nozzlo-To Shell Welded Joints in Tanks 
& HXs Constructed Under Rules of ASMG Boiler & Pressure Vessel Code ” Svc list 
end 

JORDAN, E L Division of Emergency Preparedness & Englnoerlng Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, fnc lO&pp 29980 001- 
29989 107 

8504220347 IE Info Notice 84 84, Rev 1, ■’Doficioncias In Fer/o Resonant Transformers ” 
Svc list onci 

JORDAN, E L Division of Emergoncy Preparedness A EnQinoormg Response (Post 
830103) 85/04/24 Consolidated Edison Co o1 New York. Inc flOpp, 30027 067- 
30027 184 


R. Periodic operating reports A rolaled correapondence 


-8504158276 "Rodwasto A Environ Monitoring Annual Rept,1984 " 

* Commonwealth Edison Co 84/12/31. 112pp 29809 002-29809 113 


S. Reportable occurrences, LERa A related correspondence 


8604050314 LER 65 009 00 on 850301, reactor water cleanup sys isolated on high dif- 
forontial flow Caused by pressure Iranstent created by opening vessel head vent 
valves High differential flow isolation signal reset W/850308 Ur 
flEIS,J B , OIEDERICH,GJ Commonwealth Edison Co 85/03/08 5pp 29668 005- 


8504110147 LER 84-084-01 on a41214,sotpoinl for trip of 2E31-Ne02B module actuated 
outsidG allowable tolerance Cause unknown Spare module calibr A installed Output of 
module stable during bench testing W/B5O3O0 Ur 

WITTENBURG,KC , DIEDERICH.G J Commonwealth Edison Co 85/03/08 Gpp 
29777 207-29777 289 


8604160274 Forwards rept of actions taken A results achieved, in response lo NRC 
850220 confirmatory action Itr Commitment fulfilled 



8504050324 LER 65 01 1-00 on 850226, two reactor well dram valves failed local leak 
rata lest Cause unknown.Required testing A necessary repairs will be completed prior 
to restarting unLI W/050326 Itr 

WATFORD.PS, OIEDERJCH.GJ Commonwealth Edison Co 85/03/26 3dp 
20667 341-29667-343 


850'4230036 NPOES noncohnplfance notification, on 85031 4, free residual chlorine con- 
centration greater than 2 ppm measured every day during wk of 650311 Caused by 
insufficient contact time between sewage plant effluent A ctilorine disinfeclanl 
DIEDERICH.G J Commonwealth Edison Co 85/04/09 KEPPLER,JQ Repion 3 
Olfice of Ofrector 3pp 20950 200-29950 211 - 
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A. Applfcallon/constructloti stage documents A correspondence 

6504120182 Responds lo FOlA request for Caseload Forecast Panel files in Ofc of Re 
source Mgl Forwards listed documents Documents also available in PDR 
FELTON.IM Division of Rules and Records 84/05/06 KILLEFER.C Shaw, Piltman, 
Folia A Trowbridge 2pp 30300 003-30303 129 


8504120102 Responds lo FOIA request for Caseload Rorocasl Panel files In Ofc of Re- 
source Mgl Forwards listed documonts Documonis also avniiabte In PDR, 

FELTON. J M Division of Rules and Records 84/08/06 KILLErER.C Shaw, PiUman, 
Polls A Trowbridge 2pp 30300 003 30303,129 

-eSO 4 120226 Forwards updated consl status ropts as of 831231 for LaSalle Unit 
2,BrYon Umis 1 A 2 A Braidwood Units 1 A 2,info for inclusion In NUREG 0830, 
PETERSON.E M Commonweal Ih Edison Co 04/01/30 HARTFIELO.R A. Information 
Systems Branch 5pp 303)0 170 30310 174 

-85-04120340 Fon^ards updated const status ropts ea of 640419 for LaSalla Unit 
2,Brypn Units 1 A 2 A Qraidwood Units 1 A 2,1 nfo for inclusion in NUREG 0030 
PETERSON.E M Commonwealth Edison Co 84/04/19 HARTFIELD.R A. Office of 
Resource Management, Director 1 ipp 30318 220-30318 230, 

- B5041 20424 Forwards updated const status repls as of 030630 for LaSalla Unit 
2, Byron Units 1 & 2 A Draldwood Units ) A 2 Info for Inclusion \n NUREG 0030 Rofat- 
ed documenlalion also end 

PETERSON.E M Commonwealth Edison Co 83/07/26 HARTFIELO,RA Information 
Sysiems Branch 300pp 30316 201-30319 130 


•0504150088 Confirms 810121 tetcon re electrical Installation rales Refinements to 
8101 16 calculations end Related documentation re consl schedule end 
STAMPLEV,RK Ebasco Services, Inc (subs of Enaerch Corp) 81/01/21 
iOVELACE,W NRG • No Detailed Affiliation Given I.OOOpp 30308 315 30310 228 


E. NRC Safety Evaluation Report (SER), suppls A correspondence 

8604020395 Forwards proposed agenda for 8PDS on&ite audit, per SSER 10 Date for 
audit requosled within 30 days 

KNIGHTON.G.W Licensing Branch 3 85/03/19 LEDDICK,R S Louisiana Power & 
Light Co Spp 29608 204-?9586 200 

8604020260 Discusses confirmalory evaluations of paint coating fragments on safely In- 
jection sys sump A postulated particle size failure characteristics of paint coalings, per 
SSER 10 Responses in 850117 A 0227 Hrs adequate 

COOK.KW Louisiana Power A Light Co 85/03/29. KNIGHTON.QW Licensing 
Branch 3 2pp 296B3 081-29583 082 


- 0504150046 Forwards updated const status repls as of D30930 (or LaSalle Unit 
2,Bryipn Units 1 A 2 & Braidwoad Units 1 & 2 Info for inclusion in NUREG 0030 
PETERSON.E M Commonwealth Edison Co 83/10/27 HARTFIELD.R A. Information 
Systems Branch Opp 30318 04 2*303 16 050 

-8694150204 Forwards updated consl status repls as of 62)231 for LaSolle Unit 
2. Byron Units 1 A 2 A Braidwood Unlls 1 & 2 Info for Inclusion In NUREG 0030 
PETERSON.E M Commonwealth Edison Co 83/01/26 HAnTFIELO.n,A Information 
Systems Branch 1 ipp 30325 109 30325 199 

■ 8504160390 Forwards updated const status repls for LaSalle Units 1 A 2, Byron Units 

1 A 2 A Braidwood Unlls 1 A 2 as of 620930 (or Inclusion In NUREG 0030 
PETERSON.E M Ccmmonweallh Edison Co, 82/10/27 HARTFIELD.R A lr>lormallon 
Sysiems Brandi gpp 30325 33a 30325 346 

-8504150463 Forwards updated const status repts for laSallo Unit 2, Byron Units 1 A 2 
A Braidwood Units 1 A 2 as of 030331, for inclusion In NUREG 0030, 

PETERSON, E.iM Commonweallh Edison Co. 83/04/27 HARTFIELD.R A Information 
Systems Branch 9pp 30326069 30326077 

-8604160083 Forwards updated const status root for Unit 1 as of 800201. Correction of 
discrepancies in 800106 repi also oncI Info for Inclusion in NUREQ-0030 Fuel load 
dale changed from June 1980 to Sept 10BO Unit 2 schedule under review, 

SMITH.DH Commonwealth Edison Co. 60/03/13 LOVELACE, WH NRC - No De 
lailGd AfMratlon Giver> 2pp 30333 236 30333 237. 

•8604160078 Forwards updated const status repts for LaSallo Units 1 A 2 A Byron 
Units 1 A 2 as of 791231 for Inclusion In NUREG>0030.S1alus of Braidwood Units 1 A 

2 remains unchanged 

SMITH.D H Commonwealth Edison Co 60/01/08 LOVELACE, W.H NRC - No De 
tailed Affilialson Given 7pp 30333 230 30333 244 


8604100219 informs Of inlont lo apply previously approved QA program lo Iranyjorl A 

! iackaginq of radwaslo matia per 10CFR71 101 Program accepted via SSER 6 
NURGQ-t)7e7).Chapter 17. 

:OOK,K W. Louisiana Power A Light Co 85/04/01 Office of Nuclear Material Safety 
A Safaguards.Diroclor. 2pp 29720 360-29729 351 


F. Security, medical, emergency A fire protection plans 

0504160326 Advises that ulil will post security guards at Doors D128 A D194 until ro- 
placement of security lock cores completed.per IE Circular 77-04 Complelion anticipat- 
ed by Fate Nov w/o adversely Impacling full load schedule, per 10CFR73 2 
COOK,K.W, Arkansas Power A Lighl Co 84/11/13 COLLINS.J.T Region 4, Office of 
Director 3pp. 29006 20 1 -29006 2()3, 

0504020395 Forwards proposed agenda for SPDS onsite audit, per SSER 10 Dale for 
audit requoated within 30 days 

KNIGHTON.QW Licensinn Branch 3 85/03/19 LEDDICK.R.S Louisiana Power A 
Lighl Co Spp 29586 204-^9586 288 

0504050378 Informs of 850603-06 preimptementalion audit of detailed control room 
•design program plan submitted on 840926 In accordance w/SuppI 1 to NU REG- 
0737 Listea audit arrangements requested Tentative audit agenda one). 
KNIGHTON.G.W, Licensing Branch 3 85/03/22 LEDDICK.R S Louisiana Power A 
Light Co 5pp, 29671:330-29671 334 

0504160460 Advises that backup emergency operations facility will be 
relocatod.offeclive S50404.Map of new location end 

COOK.K W Louisiana Power A Lighl Co. 65/03/28 MARTIN.R D Region 4, Olfice of 
Director. 3pp 29821 118-29821 118, 
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8504160305 Ack receipt o( 8501 1 1 Itr informing NRC of steps taken to coirect vtoJations 
noted in fnsp Rept 50 3B2/84-10 Corrective actions will be reviewed during future 
insp 

JOHNSON.EH Region 4, Office of Director B5/03/29 LEDOICK.RS Louisiana 
Power & Light Co 2pp 29820 280-29820 285 

-8504160312 Forwards supplemental response to NRC 840405 fir re violations noted in 
Emergency Preparedness Insp Rept 50-382/04-10 Corrective actions, unannounced 
accountability & station evacuation drill conducted on 841214 
COOK.K W Louisiana Power & Light Co. 05/01/1 1 MARTIN.R D Region 4. Office of 
Director 4pp 29820 2d2-29820’285 

6504050248 Discusses schedule for NRC SPDS onsite audit Prior to fourth PMC CPU 
operability on 950630.SPDS available only In Modes 3 6 on operator demand SPDS 
audit on B50730 31 proposed 

COOK.K W Louisiana Power & Light Co 85/04/03 KNIGHTON.GW Licensing 
Branchs Ip 29662 095-29602 095 

8504080214 Revised emergency plan Implementing procedures, Including Rev 5 to EP-1- 
O01 re recognition & classification of emergency condition & Rev 5 to EP-2-060 re 
radiological nefd monitoring W/fl50403 Itr 

COOK.K W Louisiana Power & Light Co 86/04/03 MARTIN.R D. Region 4, Office of 
Director 278pp 29705 157 29706 074 

8504090317 Forwards Insp Rept 50-382/85-09 on 850220 No violation or deviation 
noted 

CROSSMAN, W A Region 4, Office of Director 85/04/03 LEDDICK.RS Louisiana 
Power & Light Co 2pp 29699’ 174 29899 176 

-8504090322 Insp Rept 50 382/85 09 on 850220 No violation or deviation noted Major 
areas inspected'mgt policies & practices re fitness for duty program, Details withhold 
(ref 10CFR73 21) 

KELLY.J A . EVERETT.R J , CROSSMAN, W Region 4. Office of Director 85/03/28 
1p 29699 176-29699 176 

8504100274 Forwards Rev 8 to emergency plan, per 10CFR50 64(q) Summary of 
changes In Rev 8 also end 

LEODICK.R S Louisiana Power & Light Co 05/04/04 MARTIN.R D Region 4, Office 
ofOircclor 5pp 29727 057-29728 223 

-8504100281 Rev 8 to emergency plan 
* Louisiana Power & Light Co 85/04/04 522pp 29727 082*29728 223. 

8504110185 Forwards addendum to interim finding on offsite radiological emergency re 
sponsB plans resolving all NUREG-0654 FEMA REP-1, Rev 1 planning elements re off 
site radiological emergency planning 

KRIMM.R W Federal Emergency Management Agency. 85/04/09 JORDAN, E.L Divi- 
sion of Emergency Preparedness & tnginoaring Response (Post 630103) 3pp. 
29766040 29766 042 

B5841603Q0 Ack receipt of 850220 Itr updating 831228 response to NRC 830527 Itr re 
Insp Rept 50*302/83 08 

JOHNSON.EH Region 4, Office of Director 05/04/11. LEODICK.RS Louisiana 
Power & Light Co. 2pp 29816.169-2901 6' 172. 

-*8504160368 Clarifies 831228 response to violation noted In Emergency Preparedness 
Appraisal Rept 50-302/83 08 Emergency methods will be transmitted to all areas 
within plant 

COOKtK W Louisiana Power & Light Co, 85/02/20 MARTIN, R.D. Region 4, Office of 
Director 2pp 29816'171*29816 172 

8504230349 Revised emergency plan implementing procedures, including Rev 5 to Pro- 
cedure EP-1-001, "Recognition & Classification of Emergency Condition" & Rov 5 to 
Procedure EP-3-030, '‘Emergency Program Review, Updating & Mod." W/050419 Hr 
COOKpK.W Louisiana Power & Light Co 85/04/10 MARTIN.R.D. Region 4, Office of 
Director 126pp 29951 001-29951:123 

8504300332 Advises that 840404 revs & changes to emergency plan consistent w/pro- 
visions of 10GFR50 54(g) & acceptable. Section 62 1 2 of plan should be revised to 
reflect wording of 10CFR50 72 ro notification of NRC in emergency. 

JOHNSON,EH Region 4, Office of Director 85/04/25 LEDDICK.RS Louisiana 
Power & Light Co 2pp 30063 272*30063 273 

8504300328 Forwards Vols 1 & 2 to "Deleilod Control Room Design Review Final Sum- 
mary Rept Program Implementation,” per Supp1 1 to NuREG 0737 requirements. 
COOK.K.W Louisiana Power & Light Co. 05/04/30. KNIGHTON, Q.W. Licensing 
Branchs 1p 30060:031-30061.249 

*•8604300330 Vole 1 & 2 to "Detailed Control Room Design Review Final Summary 
Rept Program Implemenlalion " 

Louisiana Power & Light Co 85/04/30 576pp 30060 032-30061:249. 


Q, Adjudicatory correspondence 


8504050261 Decision ALAB-003 denying Joint Intervanora motion to reopen record for 
hearing on concrete basemat underlying facility. No ground exists for reopening 
record Joint Inlervonore support flimsy Served on B 60 404. 

SHOEMAKER.C.J. Atomic Safely and Uconslng Appeal Panel. jjf285 972 06/04/04, 
2lpp 29661:355-29662 013 

6504160116 Motion for extension of time until 850422 to (lie response to ASLAB 
650322 Order ALAB 801 Drafting of necessary staff affidavits requires more 
lime Applicant & Joint fnlervenors have no objections CertificatG of Svo end 
TURK.SE. Hearing Branch 3 #285 537 85/04/09, Atomic Safely and Lfcensing 
Appeal Panel 5pp 2g813‘116-29613’iig 


8504120382 Order granting extension of time to file comments requested by ALAB* 
801. NRC comments to be received by CO B. on BB0422. Comments of Joint (nterve- 
nois should be received by C O.B on 850B06.Sorved on 860410. 

TOMPKINS, BA. Atomic Safety and Licensing Appeal Panel. #285 481. 85/04/10. 
Commissioners. Ip. 29792148-29792.148 


8604120429 Supplementary comments attesting to validity of stalements of fact In 
SSER 9 & clarifying & explaining current oosilion on rosolution of Allegation A-48 Util 
can safely operate & manage facility Certificate of Svc end. 

WASSERMAN.A D Louisiana Power & Light Co. WASSERMAN.A 0. Shaw. Pjtiman, 
Potts & Trowbridge. #285 492. 85/04/10. 15pp 29791.1 27-29791 '238. 


8504220252 Discusses applicant 841130 answer to Joint Inlorvenors 841108 molion to 
reopen record Applicant 850131 "Prelicensing issues Final Rept" & task force rept 
end for ASLB.per NRC suggoslion Svc list also end 

CHURCHILL, 8 W Shaw. Pillman, Potts & Tfowbrsdao CHURCHILL, BW Louisiana 
Power & Light Co #285 620 85/04/18 KOHLCN JOHNSON,WR. WILBER.H A 
Atomic Safety and Licensing Appeal Panel 5pp, 29930 285-29930 289 

8504250254 Response to ASLAB 850322 memorandum & order (ALAB 801) forwarding 
affidavits in support or danial of Joint Intorvenors 641108 motion to reopen proceed 
Ing on QA a mgt integrity Issues & validating SSER 9 statements of lad 
TURK.SE, Hoarmg Branch 3 #285 664 85/04/22 Alornic Safely and Licensing 
Appeal Panel ip 29083 066 29983 201 

-8S0 4250266 Affidavit of JJ Harrison ro questions raised by ASUAB memorandum & 
order (ALAB-8015 & SSER-Q 

HARRISON.JJ Region 3, Office of Director 65/04/22 5app 29983 070 29983 127 

-8504250284 Affidavit of DM Crutchfield re validity of statements contained In SSER 9 
CRUTCHFIELD.D Assistant Diroclor lor Safaly Assessment -65/04/22 lipp 
20983 126 29983 138 

-8504250315 Affidavit of RP Mullikin re Hem B(4) (const appraisal team findings) con 
tainod In Joint Intervonors 641100 motion to reopen proceeding 
MULLIKIN.RP Region 5, Office of Direclor 85/04/22 2pp 29083139 29963147, 

-8604260336 Affidavit of GL Constable ro Hems A(1)(b) re const QA staffing levels 6 
B(S) re oporalions staffing contained in Joint Intervonors 841108 motion to reopen 

g rocoediim Cortllicato of Svc end 

0NSTABLE,G L Region 4, Offlco of Director. 85/04/22 54pp 29983,140 
29083 201 

8604300430 Notifies that on 0404 18, util filed supp) lo response (o AUAB-801 which in- 
cluded two large reptsJoir^t Intorvenors believe filing unauthorized & request addi 2 
wke to raspond lo repts II considered by AS LAD 

BERNABEI.L Government Accountability Project #205 756 65/04/26 KOHL.C N , 
JOHNSON.Wft, WILBER, H.A Atomic Safety and Licensing Appeal Panel 3pp 
30065.342*30065 344, 


J. Insurance & indemnity InformnUon 

6504020042 Advises ol issuance of full power License NPF 30 Document re anlllrust 
conditions & Amend 3 io Indemnity Agreement 0-92 one) License NPF 38 supersedes 
License NPF-26 issued on 641218 

THOMPSON,H.L DMaion of Licensing 05/03/16 LEDDICK.RS Louisiana Power A 
Light Co. 5pp 29585 204 205Q5 246 

-8504020061 Notice of environ assessment & finding of no significant impact re Issu- 
ance of License NPF-36 Amend 3 to Incfomnlty Agreement B-92 end 
NOVAK J.M. Assistant Director for Uconslng 05/03/05 5pp 20506 242-20565:246 

6604030328 Forwards necessary documentation to satisfy notification of present proper- 
ty Insurance coverago for fadlUy 

COOK.K W Louisiana Power & Liglit Co 65/04/01 KNIGHTON.Q.W Licensing 
Branch 3 6pp 20591 10 6 20601 1 1 1 


M. Antitrust correspondence 

8604020042 Advises of issuance of full power License NPF 38,Oocumont ro antitrust 
conditions & Amend 3 to Indemnity Agreement B 92 end Licenso NPF-36 supersedes 
License NPF-26 issued on 841218 

THOMPSON.H L Division of licensing. 65/03/10. LEDOICK.R S Louisiana Power & 
Light Co 6pp 29585 204-29585 240. 


P. Operating ilcetiss stage documents & correspondence 

8604160203 Verifies lhat design, const A to sting ossontlaily comploied. Unit ready to 
load fuel List of iteme lhat will bo complotod during low power testing & prior to ex- 
ceeding 5% power enef. 

CAIN.JM Louisiana Power A Light Co. 04/12/05 MARTIN.R D Region 4, Office of 
Direclor. 3pp 2G8O5.17S*20QO5‘177. 

8504020042 Advlsos of fsauanco of full power Licenso NPF-30 Decumont ro anlilrust 
conditions A Amend 3 lo Indemnity Agreemoni B-92 end. Licenso NPF-3B supersedes 
License NPF-26 Issued on 041218 

THOMPSON.H L Dtvislon of Licensing 85/03/16 LEDDICK.R.S. Louisiana Power & 
Light Co. Spp 295&5;204-29565;24B. 

-8504020045 License NPF-38 for Waterford Unit 3 
OENTON.H.R. Office of Nuclear Reactor Rogulalion. Director 85/03/16 1 1pp. 
20685 209-29586-210 

-8S04020047 “Environ Prolactfon Plan (Nomadlological)." 

♦ NRC - No Oalalled Affiliation Given. 86/03/31 . lOpp 29505.220-20505.238. 

-8604020048 Notice of Issuance of Licenso NPF-3e. 

KNIGHTON, GW Licensing Branch 3. 85/03/16 3pp, 29566 239-29505 241. 

-6604020051 Notice of onvlron assessment & finding of no sigrtiiicant Impact ro issu 
ance ol License NPF-3B Amend 3 lo fndemnily Agraomont 0-02 end 
NOVAK,T,M Assistant Director for Licensing 06/03/05 5pp. 29585, 24 2 >2958 5 246. 

060401 023:^ Bumnnarj^of 850308 meeting w/Core Proloction Caicglaior Oversight Com* 

ROOD.H Licensing Branch 3 85/03/19 Licensing Branch 3. 13pp 29574.300 
29574:312. 

8504040376 Notification of 850329 mealing w/Soulherr California Edison, Arkansas Nu 
clear Power, Louisiana Power A Light Co, Arizona Power A Light Co A O-E in 
Qethesda.MD to discuss CPC Improvement program 

ROOD.H Licensing Branch 3 05/03/22, KNIGHTON, GW. Licensing Branch 3. 3pp. 
29610 292-29819,294 
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fiSOiiO^OISO Siaf) fequifGmanls memo re CommmsiOD 850316 discussion /posable vote 
on fulJ power OL for fecifity 

HOYLE.JC 0/ficG of the Secretary of ihe CommigsJon 85/03/25, DfRCKS.WJ 
Office of the HxecuUve Director for Operations Ip 29619 1^7'29B10 147 

8504108219 Informs of intent to dpply previously approved QA program to tran^ort & 
packaging of radwaste malls per tOCFR7lJ01 Program accepted via SSER 6 
fNUREG 07&7).Chapter 17 

COOK.K W Louisiana Power & Light Co 85/04/01 Office cf NucJear Material Safely 
8 Safeguards, Director 2pp 29720 350'20729 351 

8504120206 Generic Hr 65-06 to sJI PWR licensees & all applicants for OLs re QA guid- 
ance for ATWS equipment not safety related Svc fist end 

THOMPSON, HI Division of Licensing 85/04/16 Consofidoted Edison Co of New 
York, fnc 22pp 29947 288 29947 309 

8504250403 Nolification of 8504 18 meeting w/utils & C-E in 8ethesda,MP to discuss 
CPC improvement program. 

ROOD,H Licensing Branch 3 85/84/16 KNIGHTON.G W Licensing Branch 3 5pp 
30029 189 30029 tl3 

8504120031 Generic Ltr 85 02 to all PWR licensees & applicanis.holders of CPs & Fort 
SI Vrain re recommended actions stemming from NRC Integrated program for resolu- 
tfon of unresolved safety issues re steam pe no ralor lube integrity Svc list end 
THOMPSON.H L Division of Licensing 85/04/17 Yankee Atomic Eloct/rc Co ia7pp. 
29953 071-29953 262 


O Inspeclfon re porta, IE fiufrellns & correspondence 

65041SQ145 Responds to IH Bulletin 84-03 re evalualfon of potoniial for & conse- 
quences of refue ting cavity water seat failure Failure ol roJueling cavity water seal 
cannot occur at plant because of different seal design Seats nonlntlatable. 

COOK.K W Loursiana Power & Light Co 84/10/31, COLLINS.J.T Regron 4, Office of 
Director 5pp 29500004 29C 08 ODB 

85041 SO 3 26 Advises that titif will post security guards at Doors 0128 & Otd4 until re- 
placement of security fock cores compfeled.par IE Circular 77-84 Completion anticipat- 
ed by late Nov w/o adversely rmpacting full load schedule, per 10CFR73.2. 

COOK.KW Arkansas Power & Light Co 84/11/13 COLUNS.J.T Region 4,OIttceot 
Director 3pp 29606 201-29806 203 

8504180342 Forwards ‘'Preservice Insp Repl" for 631115 841217 Visual fnsp program 
addresses oxempfions applied during ^election of exam items & Includes roller re- 
quests & list of all corrpo Rents & piping supports irtcluded In visual exarn scope 
COOK.KW. Louisians Power & Light Co 85/03/13 KNIGHTON, GW Licensing 
Branch 3 ip 29892 335 29892335 

-8504100362 "Preseivlce Insp Rept" for 631115 841217 Visual Insp program address- 
es exemptions applied during selection of exam items 8 includes relier requests & 
complete list of all components & piping supports fnduded Ia exam scope, 
PRASANKUWAFt.P, MARTIN.Wfl Louisiana Power & Light Co 85/03/12 2,656pp 
29892 336-20900.111 

0503190659 IE Info Notice 85 822, "Lfmltorque Motor-Operated Valves Resulting From 
fncorrcct lnstallal!or>of Pinion Gear" Svc list end 

JORDAN, El Division of Emergency Preparedness & Enginoering Response fpost 
8301031 85/03/21 Consolidated Edison Co of New York, Iac f08pp. 20597,001- 
29597 005 

8503210461 IE Info Noltce 85 023, ‘'Inadequate Surveillance & Post MainI &. Post Mod 
Sys Testify ■■ Svc fist end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/03/22 Consolidated Edison Co of Now York, Inc l06pp 29656 001- 
29656:107 

8504050128 Fo/wards fnsp Rept 58 362/85 06 on 850220-22 No viofallon or deviation 
noted 

JOHNSON,EH Region 4. Office of Director 85/03/22. LEDDICK.HS. Louisiana 
Power & Light Co. 2pp 29675 154-29676:162 

-8504050134 fnsp Repi 50-362/85 06 on 650220-22 No violation or deviation 
noted Major areas inspected previously identified open Uems & radwaste startup 
activi1Ios.rnc[udmg mat controls. air cleaning sy5.Tech 5pecs & waste sve. 

BAEfl.RE. MURRAY.B, CROSSMAN.W.A, Region 4, Oflfco of Director 05/03/21 
7pp 29675 156 29676,162. 

B50 40 10853 Forwards hsp Rept 50-362/84 46 on 841101-850131 No violation or devi 
ation noted, 

JOHNSON.EH, Region 4. Office of Director, 85/83/25, LEDDICK^R.S Louisiana 
Power & LlgM Co 2pp 29571,22d.29571'23&. 

"05O4O1{>O$8 Insp Rept 50 362/04-48 on 841101 850131 No violations -or devialions 
noted Major areas inspected operational readiness meeting, witness of fuel 
loading, startup test procedure review & followup on previous NRCinsp findings, 
CONSTABLE. G L , f LIPPO.T A » JONES.W B, fiegion 4, Office of Director. 85/03/20. 
8pp 29571 230 29571.235 

3503220444 IE fnfo Notice 85 024, "Failures of Protective Coatings in Pipes & HXs" 
Svc Ifsl eacf 

JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 65/03/26, Consolidated Edison Co. ol New York, Inc. 108pp. 29596 1 54- 
29596:363, 

6584020286 Forwards Insp Rept 50-382/86-10 on 650311. No viofallons or deviations 
(denlifiacf 

JOHNSON.EH Region 4. Office Of Director 85/03/27. LEDDICK,RS Louisiana 
Power & Ught Co 2pp 29581:f37-29581:141 

-0504020208 fnsp Rept 50-382/85*10 on 860311, No violation or deviation noted Major 
areas rnspeclodllcansee actions to resolve previously Identified findings re post acci 
dent samplingsys & selected NUREG-8737 requlremenls 

NICHOLAS.JB, MURRAY.B , CROSSMAN, W A. Region 4, Oifice of DfrectOf. 86/03/ 
26 3pp 29501:139-29581:141 


8504020236 Forwards QA Program Insp Rept 99900505/84-02 Rept identifies concerns 
found during insp of Ebasco Svcsjnc activities Evafuation re product or vendor svc 
quality & acceplabllily requested W/o encf 

JOHNSON.EH Region 4, Office of Director 65/03/29 LEDDlCK.RS Louisiana 
Power & Ughl Co 2pp 29503 052-29563 053 

8504160305 Ack receipt of 650111 ltr informing NRO of steps taken to correcl violalim 
noted in Insp Rept 50 302/84-10 Corrective actions will be reviewed during futurs 
insp 

JOHNSON.EH Region 4, Office of Director 85/03/29 LEDDlCK.RS Louisiana 
Power & Light Co 2pp. 29820 280 29820 285 

-0504160312 Forwards supplemental response lo NRC Q40405 ltr re viototlons noted m 
Emergency Preparedness fnsp Rept 50-362/84-10 Corrective actions unannounced 
accountability & station evacuation drill conducted on 641214 
COOK.KW Louisiana Power & Light Co 85/01/11 MARTIN.R D Region 4, Office ol 
Director 4pp 29820 262-29820 285 

8S032B0037 IE Info Notice 65 025, "Consideration of Thermal Conditions in Design & 
fnslallatlon of Supports for Djesel Generalor Exhaust Silencers " Svc list onci 
JORDAN, EL Division of Emergency Preparedness & Engineering Response tPosI 
830103) 85/04/02 Consofidated Edison Co of New York, fnc 107pp 29667 195- 
29667 305. 

850328004$ IE fnfo Notice 85 026. "Vacuum Relief Sys for 8WR Mark 1 & II Contain 
ments." Svc list end 

JOflOAN.E L, Division of Emergency Preparedness & Engineering Response (Foil 
830103), 85/04/02 Consolidated Edison Co of New York, fnc 92pp 29667 107 
29 667- 198 

8504010039 IE fnfo Notice 85 027, "NobfIcalions to NRC Operations Ctr 8 Repelling 
Events In LERs " Svc list enc). 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103), 86/04/03. Consolidated Edison Co of New York, fnc 96pp 29690255 
29690362 

8504090317 Forwards Insp Rept 50*382/85 09 on 850220 No violation or dovtation 
noted 

CROSSMAN, W A Region 4, Office of Director 85/04/03 LEODiCK.R S. Louisiana 
Power & Light Co 2pp 29699 174-29600 176 

-8504090322 fnsp Rept 50-382/85 09 on 650220 No violation or deviation noted Major 
areas inspected mgt policies & practices re fitness for duty program Details withheld 
(ref 10CFR7321J 

KELLY.J A . EVERETT.R J , CROSSMAN, W Region 4, Office of Director 85/03/28 
Ip. 29699176-29698:176 

8604160602 Forwards insp Rept 50 382/85-08 on 650304-08 No violalfon or deviation 
noted. 

JOHNSON.EH. Region 4, Office of Director 85/04/04 LEDDlCK.RS Louisiana 
Power&UghlCo 2pp 29911.070-29911 078 

-B504 180605 fnsp Rept 50-382/85-08 On 850304 08 No violation or devialion 
noted Major areas inspected.radlologlcal environ monitoring prog ram .including organi- 
zation 8 mgt controls, training & qualifications, audits & QA program 
WISE.R., MURRAY.B , CFOSSMAN.W A Region 4. Office Of Director 85/04/03 7pp 
29911.072-29911 078, 

6504060042 Suppi 1 to IE Info Notice 85-003, "Separation of Primary Reactor Coolant 
Pump Shaft & impelfer." Svc Jfst end 

JORDAN, E.L Divisbn of Emergency Preparedness & Engineering Response (Post 
830103). 85/04/00 Consolidated Edison Co of Now York, Inc foipp 29791,025 
29791:126 

6504050047 IE Info Notice 85-020, "Partial Loss of AC Power & Diesel Generalor Deg 
radatlon " Svc Mat end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103). 85/04/09 Consolidated Edison Co of New York. Inc. f09pp. 29790 276 
29791*024. 

8504160360 Ack receipt of 850220 fir updating 831226 response to NRC 830527 ltr re 
Insp Rept 50-382/83 08 

JOHNSON, E,H Region 4, Office of Director 85/04/11. LEDDICK.R.S Louisiana 
Power & Light Co. 2pp. 29816*169-29816.172. 

-6504160368 ClarUles 831228 response to violation noted in Emergency Preparedness 
Appraisal Rept 50-382/83 08 Emergency methods will be transmitted to all areas 
within plant 

COOK.KW Louisiana Power & Ught Co 85/02/20 MARTIN.R D Region 4. Office ol 
Director, 2pp. 29818.1 71 -29816.172 

8504090410 IE Info Notice 85-029, '‘Use of Unqualified Sources in Well Logging Appli 
cations." Svc list end 

PARTLOWJ.Q. Division of Inspection Programs (Post 850212) 86/04/12. Consolidat- 
ed Edison Co, oi New YOfk, Ino 66pp, 29832001-29632023 

8504170240 IE Info Notice 85 030, "Micro bio logically Induced Corrosion Contafnmort 
Svc Wale/ Sys " Svc list enc). 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
8301D3), 85/04/19 Consolidated Edison Co. oi New York, Inc Tospp 29966253- 
26966 383. 

8504250367 Forwards Insp Rept 50-382/85-12 on 850327-29 No violations or devi- 
atione noted 

JOHNSON.E.H Region 4, Office of Difeclor. 85/04/19 LEDDlCK.RS Louisiana 
Power & Light Co. 2pp. 29985^04-29985.109. 

-8504250371 Insp Rept 50 382/85-12 On 850327-29 No violation or deviation 
noted Major areas [nspected.radiologlcal shielding survey program during reactor 
power ascension testing, 

CHANEY.HD, MURRAY.B, CROSSMAN.W.A. Region 4, Office of Director 65/04/ 
18. 4pp 29985’ 106-29985. 109. 
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3504190055 IE Info Notice 05 032, “Recenl Engmo Failures of Emergency Diosol Gen 
erators Svc list end 

JORDAN, E L Division of Emergency Preparedness & Eriaineenng Response {Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc 109pp 29968 239 
29388 347 

8504190060 IE Info Notice 65 033, “Undersized Nozzle To Sholl Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code*' Svc list 
end 

JORDAN, E I Division of Emergency Preparedness & Engineering Response (Post 
Q3D103) 65/04/22 Consolidated Edison Co of New York, Inc Tospp 29989 001 • 
29989 107 

8504250254 Response to ASLAB 850322 memorandum & order {ALAS 801) forwarding 
affidavits in support of denial of Joint Intervenors 641108 motion to reopen proceed- 
ing on QA & mgt inlearity issues & validating SSER 9 statements of fact 
TURK,SE Hearing Branch 3 //286 564 65/04/22 Atomic Safely and Licensing 
Appeal Panel tp 29983 066-29903 201 

'-650426Q336 Affidavit of GL Constable re Items A(1)(b} re const QA staffing lovels & 
0(5) re operations slaffing contained in Joint Intervenors 841108 motion to reopen 
proceeding Certificate of Svc end 

CONSTABLE.Q L Region 4, Office of Director 85/04/22 54pp 29963 140- 
29983 201 

8604250374 Forwards Insp Repl 50 302/85 07 on 650212-15 & 0225 0301 No viola 
tie ns noted 

JOHNSON.EH Region 4, Office of Director 05/04/22 LEDDICK.RS Louisiana 
Power & Light Co 2pp 29985 050-29965 066 

- e5042&0377 Insp Rapt 50 362/65 07 on 850212-15 & 0225-0301 No viofalion or devi- 
ation noted Major areas inspected actions re emergency load testing using maK & mtn 
bus voltages & max 8 min toad conditions during voltage variation 
JOHNSON.AR, CROSSMAN.WA Region 4, Office of Director OB/04/16 7pp 
29985 060 29985 066 

8504220347 IE Info Notice 84 84.Rov 1, “Doficienctes m Ferro Resonant Transformers " 
Svc list end 

JORDAN, EL Division of Emergency Preparedness & Enginoonng Response (Post 
B30103) 85/04/24 Consolidated Edison Co of New York, Inc t16pp 30027 067- 
30027 184 


8504260063 LER 85 007 00 on 8503i4,madvGrlenl actuation of reactor prelection sys 
occurred during reactor shutdown Caused hy ofeclrical noise in core protection calcu 
lator Channels C & 0 Further investigation underway W/fl504 1 1 Itr 
HAVES.OD, COOK.KW Louisiana Power & Light Co 85/04/11 4pp 30020 140- 
30020 143 

8504260343 LER 85 008 00 on 050317 & 19, reactor trip occurred Caused by high water 
level in steam generators Emergency operating or ocedu res, emergency enlry proce- 
dure & uncomplicated reactor Irip recovery performed W/650416 Hr 
HAYES,OD. COOK,KW Louisiana Power & Light Co 85/04/16 4ipp 30033 054- 
30033 0S7 

Q6042901S8 lER 86 009 00 on 850320, cantainmenl airlock door seal leakage lest not 
performed within lime frame specified by Tech Specs Cause not stated Surveillance 
performed Containment entry times posted W/6504 19 Hr 

HAYES.OD. COOK.KW Louisiana Power & Light Co 65/04/19 4pp 30054 186- 
30054 1 89 


V Operator Examinations 

8504290273 Responds to Generic Ltr 85 04 re estimate of need for operator licensing 
exams for Feb Sept 1985 & FY1 906-88 Exam schedule end 

COOK.K W Louisiana Power & Ligtn Co 85/04/25 BECKHAM, D Operator Licensing 
Branch 3pp 30046 304-30046 306 


DOCKET 50-383 WATERFORD GENERATING STATION, UNIT 4 


R. Poriocilo operating roporls & related correspondence 

6504120182 Responds to FOIA request for Caseload Forecast Panel files In Ole ol Re- 
source Mgt Forwards listed documents Documonts also available in PDR 
FELTON ,J M Division of Rules and Records 84/OG/OG KILLEFER C Shaw, Pi it man, 
Potts & Trowbridge 2pp 30300 063 30303 129 


DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


R. Periodic operating reports related correspondence 


E NRC Safely Evaluatfon Report (SER), auppis & correBpondenco 


8504120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re 
sourca Mgt Forwards listed documents Documonts also avadablo in POR 
FELTON,J M Division of Rules and Records 64/06/06 KILLEFER.C Shaw, Pittman, 
Potts & Trowbridge 2pp 30300 003 30303 129 

. 85O4TSO209 Forwards updated const status ropt as of 830930 Info for inclusion in 
NUREG 0030 

COOK.KW Louisiana Power & Light Co 63/10/20 Information Systems Branch, 4pp 
30310 127-30316 130 

- 6S0415O225 Forwards updated const status rept as ol 631231 Info lor inctusion in 
NUREG 0030 

COOK.KW Louisiana Power & Light Co 84/01/25 Information Systems Branch 4pp 
30318 136*30318 139 

-8504160297 Forwards updated const status rept as of 820930 Info lor Inclusion In 
NUREG 0030. 

MAURIN.LV Louisiana Power & Light Co 82/09/30 Information Systems Branch, 
4pp. 30325 245 30326 248 

-8504160300 Forwards updated const status rept as of 821231 Info for inclusion in 
NUREG 0030 

MAURI N,L.V Louisiana Power & Light Co 83/02/07 Information Syalemg Branch 
4pp 30325 249-30325 252 

-8504150305 Forwards updated const status ropt as of 830830 Info for inclusion In 
NUBEG 0030 

DRUMMONO.FJ Louisiana Power & Light Co 83/07/25, Information Systems 
Branch 4pp 30326 263-30326’266 

-3504160414 Fonvards updated const status rept as of 630331 for incluelon in NUREG 
OOOO^or RA Hartfleld 61 1030 request 

MAURIN.LV Louisiana Power & Light Co 83/04/22 information Systems Branch 
Bpp 30325 356 30326 363. 

0504110085 "Personnel Monitoring Rept 1964 " W/B50403 Hr 
COOK,KW Louisiana Power & Light Co 64/12/31 2pp 20776.362-29776 363 

8504230106 Monthly Operating rept for Mar 1965 W/850415 Itr 
MILLER.G, COOK.KW Louisiana powor & Light Co 85/03/31, BARHY.L,W. Office 
of Resource Management, Director 11pp. 29966 001 -299{56.011 


8504230110 Forwards SGR re validity of chugging loads.per former Bochlol omployoo 
Jul 1904 allogalion Review of olJcgation did not uncover any safety margin 
degradation Mods not required 

SCRWENCER.A Liconsfng Branch 2 85/04/11 CURTIS.NW Pennsylvania Power & 
Light Co. 3pp 20073 013*20973 019 

-8B04230116 Safely evafuation on followup allegalion re chugging loads at fndlitv.per 
SSER a (NUREG 0776) 

‘ NRC * No Detailed Affiliation Given 65/04/ 1 1 4pp 29973 01 6 29973 019 


F. Security, medical, emergency & fire protection plane 

0504050023 Forwards Insp Repls 60 387/84 37 & 50*388/64 40 on 041113 16 No vio 
lation noted 

MARTIN.TT. Region 1, Office of Director 05/03/12 KENYON.DD Pennsylvania 
Power & Light Co 3pp. 20675 050 29675 056 

-0604060036 Insp Ropla 50*307/84 37 & 60 368/04 40 on 641113*16 No violation 
noted.Mdjor areas inspectedomorgency detection & classilication, protective action 
d 0 cisionmaklng,noliflcallonli communication & provlously Identified Lloms 
COHENJ, WotTNEaS. HARPSTER.TL, Region f. Office of Director 65/03/06 
4pp 20675 053*29675 056 

8504030037 Forwards Change U to physical socurily plan End withhold (rof 
1 0()Ffl2 .700). 

KENYON.BD Pennsylvania Powor & Light Co 86/03/15 MURLEYJ E Region 1, 
Office of Dfroclor Ip. 29587.316 28587 316 

8B04020349 Forwards (nsp Rept 50-387/65 02 on 680111*16 Response 1o unresolved 
issues re configuration control probfems In wiring diagrams for internal cahinol termi- 
nations requested within 30 days 

KISTER,H,8 Region I. Office of Director 66/03/27. KGNYON.B D Pennsylvania 
Power & Light Co 2pp 29578*149-20570 1 67 

”6504020362 Insp Rept 50-367/85 02 on 0501 11*16 No noncompfianco noted Major 
areas Inspected design packages for eight mods to be installed al first refueling 
outago.Unresolved issue ro wiring configuration probfoms found 
KELLY, E., STROSNIDER.J Region 1, Office of Director 05/03/27 7pp 29576.151- 
29578.167 


S. Reportable occurrences, LERs & related correspondence 

8504050008 NPOES noncompliance notification on 8503 13, oil & grease concentration at 
Outfall 003 was 27 mg/I.excQedIrig permit limitation of 20 mg/i Caused by buildup ol 
malls In discharge from oil/water separator 

BARKHURST.R P Louisiana Power & Light Co. 85/03/19 KNUDSON.M.O Environ 
menial Protection Agency 2pp 29675 040 29675 041. 

8504020463 LER*85‘006 00 on 850220, while performing matrix test on Channel 
D, operations personnel failed to reset Initiation relays for containment spray actualion 
signal, Reactor coolant pump seal degradation discovered W/650320 Hr. 

HAYES.OD, COOK.KW Louisiana Power & Light Co. 85/03/20 6pp. 29594:162* 
29584 158. 

8504090095 Interim Defeclency Rept 160 re failure to maintain adequate document con* 
IroS of vendor manuals Initially reported on 840918 Addi time to evaluate safety signifi- 
cance required Submittal of written rept rescheduled for 850430. 

COOK.K W Louisiana Power & Light Co 85/03/25 MARTIN, R D Region 4, Office of 
Director 2pp. 29720 171-29720*172 


8504110323 Submits actions taken in respor^se to findings resulting from NRC review of 
lire prolaclion program & lire hazards analysis during wk of 850318 Conirol room 
panels will be reanalyzed.Summary of analysis will be submitted by 850624 
CURTIS, N.W. Pennsylvania Power & Light Co 85/04/00 SCHWENCER.A, Licenfibna 
Branch 2 3pp 29766353*29765 355 

8804190694 Notifies that Hazleton & DH Wagner will require unescortod access to pro- 
tected & vital areas during upcoming visits 

SCHWENCEfl.A, Licensing Branch 2. 85/04/08 KENYON.B D Pennsylvania Power & 
Light Cq Ip 2993d’0e9-29936 066 

8504180372 Notification of 850418 meeting w/ulil In Bethesda,MD to discuss implemen- 
tation of facility lire protection program 

CAMPAGNONE.M Ucensing Branch 2 85/04/12 SCHWENCER,A Licensing Branch 
2. 7pp, 29920*240-29920.246 “ 


BS04290490 Summary of 850318*21 
supporling documentation for fire i 
C/fMPAGfeNE,MJ. Licensing e( 
30055 071 -30055*075 


meetings w/util & Bechtel at site w NRR audit of 
prolaclion program L(9l of meellng alien does end 
franch 2 05/04/22 Licensing Branch 2 5pp 
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8504300+96 FoRvards Safogifards Insp Repis 50 387/85 06 & 50 388/85 00 on 
0502113 22 No violation noted 

MARTIN, TT Rogiori Office of Director 65/04/24 KENYON.B D Pennsylvania 
Power S LigOl Co 2pp 30063 215 30063 222 

-fl50-430Q500 Physical Security Repts 50 367/85 08 & 50 388/85 08 on 850219 22 No 
noncomplianCG noted Major areas inspoctcd security plan & implomenting 
procedures, mgt effectiveness, socurity organization & security program audit 
DUNLAP, JM , KEIMIG.RR Region 1, Office of Director 65/04/16 6pp 30063 217 
30063 222 


H. General correspondence 

8504250563 Requests that AJ Pietfofitia bo added to iacilily sve list 
CURT:1S,NW Ponnsylvama Power & Light Co 85/04715 SCHWENCER.A Licensing 
Branch 2 1p 29988 35B 29980 358 


P Operating license stage documents & correspondence 

8504120162 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re 
source Mot Forwards listed documents Documents also available in PDR 
FELTON, J W Division of Rules and Records B4/06/06 XILLEFEn,C Shaw. Ptllman, 
Potts & Trowbridge 2pp 30300 003-30303 129 

-8504150139 Provides daily staff notes for 780913 Meelingi held w/Nudear Fuel Sves 
ro inventory differences at Ervvin.TN facility Operating engineers went on 
strike, stopping work at site NRC 810812 press release end 

* Olfice of the Executive Director lor Operations 76/09/ 14 HENDRIE* GILINSKY, 
KENNEDY Co mmissroners 2pp 30321 137 30321 138 

850+080112 Grants utjl DSOISO request for extension ol deadline until 851130 for final 
qualification ol electrical equipment WJlhir\ scope of 10CFR50 49 & License Condition 
2 C {1fl)(c) 

DENTONhH R Office of Nuclear Reactor Regufation, Director 65/03/28 
CURTIS.NW Pennsylvania Power & Light Co 6pp 29712 059 29712 064 

85 04 160243 Forwards addl info in support of proposed Amend 43 to Licsnse NPF-t4 re 
surveillance testing of batleriea & diesel generators, per NRC request 
CURTIS.N W Pennsylvania Power & Liqhl Co 85/04/04 SCHWENCER.A Licensing 
Branch 2 4pp 29814 200-20014 203 

8504160352 Provides into supportino deletion ol Tech Spec 48 1 1 2d 12 Verification 
that diese! generator air receivers nave capacity to proouco live starts of diesel gen 
orators unnecessary 

CURTIS, N W Pennsylvania Power & Light Co 85/04/04 SCHWENCER,A Licensing 
Branch 2 2pp 29815 279-29815 280 

8504120095 Application lor proposed Amends 67 & 20 to Liconses NPF-14 & NPF 
22,rdspoctiVQlY, re vising Tech Specs to allow refueling operations to take place w/o 
using fuel loading chambers Justification tor proposecT amends end Fee paid 
KENYON.B D Pennsylvania Power & Light Co 85/04/09 SCHWENCER,A licensing 
Branch 2 6pp 29783199-29783 214 

“B504120{t9'8 Proposed Tech Specs. allowing refueling operations to loKo place w/o 
using fuel loading chambers 

* Pennsylvania Power & Lrghl Co 85/01/09 lOpp 29783 205-29783 214 

8504170453 Requests addl leo for rovrow of 841216 application for withdrawal of 
640604 application for Tech Spec changes re feedwater bypass leakage limits Fees 
for 840504 application wiH be retained per lOCFRlTO 12 

DIQQS.R M License Fee Management Branch 85/04/10 CURTIS.NW Pennsylvania 
Power & Light Co Ip 29908051-29906 051 

8504180543 Forwards application for proposed Amends 66 8 19 to Licenses NPF-14 & 
NPF 2 2, respectively Amends chango Tech Spocs to support aperatlon w/one recircu 
lation loop out of sve Fee paid 

CURTIS.NW Pennsylvania Power & Light Co 85/04/11 SCHWENCER.A Licensing 
Branch 2 4pp 29911 169-29911 231 

-6504 180546 Application for proposed Amends 66 & 10 to Licenses NPF-14 & NPF 
22, respecltvoly, changing Tech Specs to support operation w/one recirculation loop 

out ol SVC 

CURTIS.NW PornsyJvania Power & Light Co 85/04/11 7pp 29911 173 29911 179 

-0504180556 Proposed Tech Spec changes ro single loop oporalion requirement 

* Pennsylvania Power & Light Co 85/04/11 52pp 29911 180-29911 231 

6504198533 Nolities that no mods necessary in response to Generic Llr 84-23 re mslru 
mentation for detection of inadequate core cooling.per 850207 
submittal Req^jirements of NU REG-07 37, Horn Jl F 2 satisfied 
SCHWENCER.A Licensing Branch 2 65/04/11 CURTIS.NW Ponnsyfvonia Power & 
Light Co 5pp 29937 343-29937 347 

8504170008 Endorses BWR Owners Group response provided vra NEOC-30044, in re- 
sponse to 850319 request for addl Info re Generic itr 63-23, Item 4 5 3. 

OJRTIS.N W Pennsylvania Power & Lighl Co. 65/04/12 SCHWENCER.A Licensing 
Branch 2 1p. 29B27 326 29827 326 

8504Z50499 Forwards Amend 36 to Lccense NPF-14 & safety evaluation Amend up 
dales Tech Specs to provide consistency between Unit t & Unit 2 Tech Specs & 
changos required isolation times on containment puree valves 
SCHWENCER.A Licensing Branch 2 85/04/12 CURTIS.NW Pennsylvania Power 8 
light Co 4pp 30021.112-30021 313 

-8504250504 Amend 38 to License NPF- 14, updating Tech Specs to provide consisten 
cy between Unit 1 & Unit 2 Tech Specs, changing required Isolation times on contain 
meat purge valves & removing 50% bfockmg requirement 
SCHWENCER.A Licensing Branch 2 85/04/12 179pp 30021 116-30021302 

- 850+250510 Salety evalualton sujyaorting Amend 36 to License NPF-14. 

* Office ol Nuclear Reactor Regulation, Director 85/04/12. lipp 30021303 
30021 313 

8504120206 Generic Llr 85-06 to all PWR licensees & all applicants lor OLs re QA guid 
anco for ATWS equipment not safety related Sve list one! 

THOMPSON.HL Division of Licensing 65/04/16 Consolidated Edison Go of Now 
York, Inc 22pp 29947 288-29947 309 


D504260237 Forwards Amend 37 to License NPr-t4 & sufoty evaluation Amend de 
lelcB License Concfition 2 C (101(e) due to nonapplicabilily 

SCHWENCER.A Lncensing Branch 2 85/04/19 CURrib.NW Pennsylvania Powers 
Light Co 3pp 30037 337-30037 345 

- 0504ZC0247 Amend 37 to License NPF-14, deleting lirense Condition 2C(ia)(e) ro 
NUREG 0003 on scram discharge piping sys for BWRs w/Mark 1 & 2 conlainmeni 
designs due to nonapplicability 

THOMPSON, H L Division of Licensing 85/04/19 tp 30037 340 30037 340 

-8504280248 Safety ovdlualion supporting Amend 37 to License NPF 14 

* OPfiCQ of Nuclear Reactor Regulation, Director 85/04/19 4pp 30037 341 
30037 345 

8504300006 Forwards Amend 40 to License NPF-14 & safely evaluation Amend 
changes Tech Spec Tables 3 3.7 5 1 & 4 3 7 5-1 to add ex core noulron flux monitor 
mg inslfumentatfon & Table 3 6 3-1 to add excess flow check vafve 
SCHWENCER.A Licensing Branch 2 05/04/23 CURTIS, N W Pennsylvania Power & 
Light Co 4pp 30072 345 30072 360 

-0504300007 Amend 40 to License NPF 14, adding ex core neulron flux monitoring in 
strumentatron to Tech Spec Tables 3 3 7 5-1 & 4 3 7 5-1 & excess How check valve to 
Tech Spec Table 3 6 3-1 

SCHWENCER.A Licensing Branch 2 85/04/23 9pp 30072 349 30072 357 

“8S0430000C Safely evaluation supporting Amend 40 to Licenso NPF-14 

* NRC • No Dotailed Affiliation Given 85/04/23 2pp 30072 350 30072 360 

8504300010 Forwards Amend 41 to License NPF-14 & safely evaluation Amend 
changes Tech Spocs necessary to support mods required to comply w/Licanse Con 
dition 2C n7)(b)(2) Listed change re surveillance interval for float switches domed 
SCHWENCER.A Licensing Branch 2 85/04/23 CURTIS, N W Pennsylvania Power & 
Light Co 4pp 30072 324-300/2 344 

-8504300013 Amend 41 to License NPF-14.chang(ng Tech Specs to support mods ro 
quired to comply w/Liconso Condition 2 C (17){bj(?) re scram discharge vol inslrumon 
talion 

SCHWENCER.A Ltcensing Branch 2 85/04/23 14pp 30072 328-30072 341 

-8504 300016 Safely ovalualion supporlmg Amend 41 to License NPF-14 

* NRC No Dotailed Aflilialron Given 85/04/23 2pp 30072 342 30072 344 

8504300041 Forwards Amend 38 to License NPF-14 & safety evaluation Amend revises 
Tech Specs to change setpoint for MSIV closure on reactor vessel water low level 
from Level 2 to Love! 1 

SCHWENCER.A Licensing Branch 2 05/04/23 CURTIS.N W Pennsylvania Power & 
Light Co 5pp 30072 255 30072 276 

-8504300046 Amend 30 to License NPF-14, revising Tech Specs to change solpoinl for 
MSIV closure on reactor vessel water tow level from Level 2 to Level 1 
SCHWENCER.A Licensing Branch 2 05/04/23 ISpp 30072 260-30072 274 

-8504300049 Safety evafualion supporting Amend 38 to Licenso NPF-14 

* NRC No Oelailcd Affiliation Given 85/04/23 2pp 30072 275 30072 276 

8504308055 Forwards Amend 39 & 10 to Licenses NPF-14 & NPF 22. respoclvely & 
safely evaluation Amends revise Tech Specs to add addl rod block monitor setpoint of 
lOS'to.chango labels on listed figures & add Figure 3 2 3-1 b 

SCHWENCER.A Lfeenstng Branch 2 85/04/23 CURTIS.NW Pennsylvania Power A 
Light Co 4pp 30072 220 30072 254 

• 8504300060 Amends 39 & 10 to Licenses NPF-14 & NPF-22,respecliVGly, changing 
Tech Specs to add addJ rod btock monitor setpoint of 108%, change labels on listed 
(tguroa.add Flguro 3 2 3 1b & update Figure 3 2 3-f 

SCHWENCER.A Lfcer^slng Branch 2 05/04/23 28pp 30072 224-30072 249 

-8504300062 Safety evatuaUon supporting Amends 39 & 10 to Licenses NPr-14 & 
NPF-2 2, respectively 

* NRC No Detailed Affiliation Given G5/04/23 4pp 30072 250 30072 254 

8504200373 Requests that 850409 applicalion for Amend 67 to Licenso NPF 14 be 
processed as emergency change Refueling operations w/o using fuel loading cham 
hors requested Chango rcquirecT to permit refueling on schedule 
CURTIS.NW Pennsylvania Power & Light Co 05/04/25 SCHWENCER.A Licensing 
Branch 2 2pp 30048 321-30048 322 


0. Inspection reports, IE Bulletins & correspondence 

86041 2CHD2 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re 
sourco Mgt Forwards listed documents Documents also available In PDR 
rCLTON.J M Division of Rules and Records 04/06/06 KILLEFER.C Shaw, Pittman, 
Potts & Trowbridge 2pp 30300 003 30303 129 

-8504150166 Summarizes Fuel Load Panel 780504 8 05 meetings w/uti! & Bechtel & 
site trip ro const status Rotated documents onci 

MINER.S NRC - No Detailed Affiliation Gwen 78/00/22 NRC - No Dotailod Alfillalion 
Given gOOpp 30321 141-30322 329 

8504050023 Forwards fnsp Ropts 50-387/84-37 & 50 308/84-48 on 841113 16 No vlo- 
latiorv noted 

MARTIN.! T Region 1. Office of Director 85/03/12 KENYON.B D Pennsylvania 
Power & lighl Co 3pp. 29676 050 29675 056 

-8504050036 Insp Repis 50 387/84-37 & 50-308/84 48 on 041113-16 No violation 
noletl Major areas Inspected emergency detection & classification, proto dive action 
decisionmnking.nolification & communication & previously identified items 
COHEN.I, WOLTNER.E, HARPSTER.TL Region 1, Office of Director 85/03/06 
4pp 29675 053-29676 056, 

6S03190659 IE Info Notice 85 022, 'Ximitorquo Motor Operated Valves Resulting From 
Incorrect InslafJalion of Pinion Goar ’’ Sve fist end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/03/21 Consolidated Edison Co of New York. Inc 108pp 29597 001- 
29597 005 
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86&3210461 IE Info Notice B5 023 Inadequalo Sutvufllance & Post Maint & Post Mod 
Sys Teslinj ’ Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response {Post 
mo\03) 85/03/22 Consolidated Edison Co of New York, Inc lOSpp 29656 001 < 
20656 107 

8503220444 IE Info Notice 85 024. Failures of Protective Coatings in Pipes & HXs ” 
Svc list end 

JORDAN. EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/03/26 Consolidated Edison Co of New York, Inc fOSpp 29596 154 
20596 363 


6S04020349 Forwards Insp Rept 50 387/85 02 on 850111-16 Rosponse to unresolved 
issues re configuration control problems in wiring diagrams for internal cabinet termi- 
nations requested witbm 30 days 

KISTEH.HB Region 1. Office of Director 85/03/27 KENYON.B D Pennsylvania 
Power & Light Co 2pp 29576 149 29578 167 

-8504020352 Insp Rept 50-387/85 02 on 6501 11-16 No noncompllance noted Major 
areas Inspected design packages for eight mods to be installed at first rofuofing 
ocJtaQO Unresolved issue re wiring configuration problems found 
KELLY. £. STROSNIDER.J Region 1. Office of Director 85/03/27 7pp 29578 151- 
29578 157 

8504120025 Responds to NRC 850227 Ilf re vioJations noted in fnsp Repts 50 387/84* 
3B & 50 388/84*47 Corrective actions storage racks for compressed gas bottles fabri- 
cated & inslatied in designated locations for transient storages & staginn 
KENYON.B D Pennsylvania Power & Light Co 05/03/27 KISTtH.H B Region 1, 
Office of Director 3pp 297G4 299 29784 301 

8503280037 IE Info Notice 05 025, ’’Consideration of Thermal Conditions in Dosign & 
Inslallabon of Supports for Diesel Generator Exhaust Silencers '* Svc list encf 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc 107pp 29067 109 
29667 305 

6503200045 IE Info Notice 05 026, “Vacuum Relief Sys for BWR Mark I & 11 Contain 
ments '* Svc libi enci, 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (PosI 
830103) 85/04/02 Consolldaled Edison Co, of New York, Inc 02pp 29687 107- 
29667196 

8504080431 Forwards Insp Repts 50 387/85-07 & 50 388/85 07 on 850217-22 & notice 
of violation 

MARTIN.TT Region 1, Office of Director 05/04/02 KENYON.B D Pennsylvania 
Power & Light Co 2pp 29685 029 29685 048 

-8504080432 Notice of violation from insp on 850217*22 
* Region 1, Office of Director 85/04/02 Ip 29685 031-29685 031, 

-8504080434 Insp Repts 50-307/85 07 & 50 388/85 07 on 850217-22 Violation 
ooted failure to adhere to radiation protection procedures (or all operations involving 
personnel radiation exposure 

NIMiTZ.RL, HENDRICKS.L, PASCIAK.W J Region 1, Office of Director 05/03/27 
17pp 29665 032*29685 048 

0504010039 IE Info Notice 05 027, “Notifications to NRC Operations Cir & Reporting 
Events in LERs “ Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/03 Consolldaled Edison Co of New York, Inc 98pp 20690 255 
29690 362 

B504050042 SuppI 1 to IE Info Notice 85 003, ''Soparafion of Primary Reactor Coolant 
Pump Shaft & ImpoJier " Svc list end 

JORDAN ,E.L Division of Emergency Preparedness & Englnoonng Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc fOIpp 29791 025* 
23791 126. 

8504050047 IE Info Notice 85*028, “Partial Loss of AC Power & Diesel Generator Dog 
radaiion “ Svc list end 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/04/09 Consolidated Edison Co of New York, Inc lOOpp 29790'27D 
29791 024 


6504180490 Forwards Insp Rept 50 307/85 05 on 850211-15 No vlofalfon noted 
EBNETER.SO Region 1, Office of Director 85/04/11 KENYON, B.D Pennsylvania 
Power & Ligm Co 2pp 29859 257-29059 264 


-8504100495 Insp Rept 50*3B7/85*05 on 85021 1-15 No violation noted. Major areas 
inspected review of snubber Tech Specs, survolllance maint & test 
procedures, inservice testing & QA/QC interface 

GREGG, HI.. RAVAUJH., DURR.J P Region 1, Office of Director 85/04/10 6pp 
20059 259 29859 264 


B 5040904 19 IE Info Notice 85*020, “Use of Unqualified Sources in Well Logging Appli* 


cal Iona “ Svc list end 

PARTLOWiJ.Q Division of Inspection Programs (Post 050212), 06/04/12 Consolldat* 
Gd Edison Co of New York, Inc, 66pp 29032'00^29832*023 


8504190065 IE Info Nolico 85 032, 'Recent Engine Failures of Emergency Diesel Gen 
orators “ Svc list encI 

JORDAN.E L Division of Emergency Preparedness & Engineering Responso (Post 
830103) 85/04/22 Cof>solJdaled Edison Co of Now York. Inc 109pp 29988 239 

29988 347 

QS04 190-060 IE Info NoIicg 85 033, ‘ Undersi-zed No72fe-TQ Shell Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code ' ’ Svc list 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/22 Consolidated Edison Co of New York, Inc fOOpp 29930 001* 

29989 107 

8504220347 IE Info Notice 84 e4,Rev 1. “Deficiencies In Ferro-Resoniant Transformers “ 
Svc tist end 

JORDAN.E C Division of Emergency Preparedness & Engineering Rosponse (Post 
030103) 65/04/24 Consolidated Edison Co of New York, Inc IIBpp 30027067* 
30027 104 

8504300496 Forwards Safeguards fnsp Repts 50 387/85 08 & 60 388/85 08 on 
850219 22 No violation noted 

MARTIN.TT Region 1, Office of Director 85/04/24 KENYON.B D PernsySvania 
Power & Ligfil Co 2pp 30063 216 30063 222 

-0504300500 Physical Socurdy Repts 50 307/85 03 & 50*388/65 08 on 050219-22 No 
noncompllance noted Major areas inspected socuMy plan & implementing 
proceduros.mgt offoctlvensss. security organization & security prograrn audii 
OUNLAP.JM, KEIMIG.RR Region 1, Office of Diroclor 85/04/16 6pp 3D063 217- 
30063 222 


R. Periodic operating reports & related correspondence 

8604120162 Responds to FOIA request for Case load Forecast Panel filos in Ofc of Re- 
source Mat Forwards listed documents Documents also available In PDR 
FELTON, JM Division of Rules and Records 84/06/08 KILLEFER.C Shaw, Pittman, 
Potts S Trowbridge 2pp 30300,003*30303 1 29 

-860412039S Forwards updated const status repts as of 820930 Info for inclusion in 
NUREQ 0030 Unit 1 has loaded fuel & In operations slarliip mode 
CURTIS, N Vi/ Pennsylvania Power 01 Light Co 82/11/16 HARTFiELD,R A Informa- 
tion Systems Branch, 5pp 30318 276 30318 200 

-8504160146 Provides const stalus update ropl as of 790122 No milestone aclivtUes 
started or conaploted during Jan 1079 

BARBERICH.W.E Pennsylvania Power & Light Co 79/02/05 CARLSON, RT, Region 
1, Office of Diroclor 2pp 30321*139 30321 140 

86042S0564 Annual personnel exposure root for CY04 W/850327 Ur 
KENYON.B O Pennsylvania Power & Light Co 04/1i2/31 MURLEY.TE Region 1, 
Office of Director 2pp 20089 165 29989 186 

0504160071 Monthly operating repts for Feb 1965 W/650314 Ur 
KUC2YNSKI,L A , KENYON.B D Pennsylvania Power A Light Co 65/02/28 
GEEBE.MR Office of Resource Management, DErector Opp 29915 353*299f5 361 

8504000551 Forwards “NPDES Dischargo Monitoring Rept for Feb 1965“ Data a/or 
violations for permitted outfalls listed Util Initialed prevantivo maint program to correct 
doftclencles 

FIELDS.JS Pennsylvania Power A Light Co 06/03/26 KOVAl.P Ponnsylvania, 
Commonwealth of. 2pp. 29ea7*099-296D7 1 15, 

-8504000556 "NPDES Discharge Monitoring Ropl lor Fob 1065 ’’ 

• Pennsylvania Power & Light Co 85/02/28 1 6pp. 29667 101 20687 116 


S» Reportable occurrences, LERs 6 related correspondenco 

0504250557 Special rept on 050125,dieael generator B trfppod,iniliatlng connecting rod 
high temp ale7m.Cause not found Work authorization Initfatod to replace vent valve, 
KeiSEn,H,W Pennsylvania Power & Light Co. 65/02/25. MUnLEY,TE Region 1. 
Offlco of Director. 2pp. 2096 B 361 26088^82 

8503290300 RO 850228 on 850126.clie3e> general er tripped three timea Caused by 
sluggish governor rosponse Design reviow of diesel gonerator governor oil cooler 
water supply Initiated 

KEISER.HW Pennsylvania Power & Light Co 85/02/20 MURLEYJE Region 1, 
Office of Director, 2pp. 295 6 5*092-29565 093 

0604120132 Special ropl on e50226.die8o1 gonoralor G tripped twice Caused by disorl 
onted voni valve oil aeflectlon shield on bearing 6.Shleld bent to imp/ovo orienlalion & 
relnaiolled. Replacement vent valve Installed on 850301 

KEISER.HVi/ Pennsylvania Power & Lfghl Co 85/03/26. MURLEY.T.E Region 1, 
Office of Director. 2pp 20006.086-28808,087. 

8504020126 PNO-I a5*019Aon 85031 9, visual crack-like fndications existed (n core spray 
Junction Boxes 0 & 0 Cause undetermlned.Bleck will be cut out & replaced 
STROSNIDER.J, DURR.J Region 1, Office of Diroclor. 05/03/27: Ip 29570,320* 
29570*320 


8504190366 Forwards Insp Repts 50 387/05 09 & 50*388/85*09 on 850209 0322.No 
violation noted ^ ^ , 

KfST£R,H.B Region 1, Office of Director. 05/04/16 KENYON, B.D. Pennsylvania 
Power & Light Co 2pp. 29918 019 2991 0*048 


-0604190360 Insp Repts 50-387/85 09 & 50 388/06-09 on 860209 0322 No violation 
or devialion noled.Major areas inspected ESF sys waikdown, surveillance, Hceoaee 
Bvenls.Unll 1 refueling outage.Unll 2 reactor scram & confirmatory action Mr 
JACOBS.RH, PLISCO.LR, JOHNSON, T P Region 1, Offlco of Director. 85/04/15. 
26pp. 29916 021-29918*048 


0504110570 LER 85*008 00‘on B50302,standby gas treatment sys & conlrol room emer- 
gency outside air supply sys actuated .Caused by electricians working on mod lo reac 
tor proteollon sys B altornato power source tfan9fcirmer.W/050326 \\r 
KUeZYNSKI.i A,. KEISER.HW. Pennsylvania Power & Light Co. 65/03/29 3pp 
29781 227-29781.229 

05O417OS4O Notification of 650408 meeting w/ulll in Luzerne Counly.PA to review sets* 
mic block cracking repair. 

CAMPAGNONE.M. Licensing Branch 2. 05/O4/OB SCHWENCER.A Ucensing Branch 
2.4pp 29905:181-29905:184. 


8504170240 IE Info Notice 65*030, “Micfobiologlcally Induced Corrosion Confalnment 
Svc Water Sys," Svc list end, 

JORDAN.E L Division of Emergency Preparednesa & Engineering Response (Post 
830103). 86/04/19. Consolidated Edison Co, of New York, Inc I09pp 29986.25B* 
29966.363, 


6504190522 LER 65*009 OO.on 650310,11 & 28, Inadvertent ESF actuations 
occurred.Caused by welding In vicinity of detectors,! reducing noise in 

Instrumentatlon.Radiation loop reset & toated W/8S040d Mr 

GANDENBERGER.O., KEISER.H.W. Pennsylvania Power & Light Co. 65/04/00 3pp, 
29922.061-29922.003. 
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8504220038 Nf^DES noncompirance notilrcation on 050307, inadequalely treated sewage 
discovGfed discl)afgetj lo waters Caused by blocked waste transfer Irne & pomp failure 
wilhin surge lank 

FIELDS, JS Pennsylvania Power & Light Co 85/04/11 HODICK.HG Pennsylvania 
Commonweallh of 3pp P9939 139 ?9g39 1 1 1 

050-4250551 LER 86 010 00 on B50313, (funny cavity draining process, lefuel floor high 
exhaust radiation monitor Channel A tripped Caused by shine associated w/Powering 
reactor cavity water level Caution added to precede res W/ 850 11 2 Itr 
KUeZYNSKI.L A , KEISER.HW Pennsylvania Power & LigtU Co 85/04/12 2pp 
29089 106 29989 197 

8504290226 Summary of 850409 moeimg w/ulil at silo re recenlly discovered cracks in 
steam dryer support bracket AddI info requested re invesligalion of cause of 
cracking Meeting altondoes list end 

WAGNFRD Licensing Branch 2 85/04/22 Licensing Branch 2 12pp 30055334 
30055 345 


X. Onsite Storage of Low Level Waste 


8109210343 Forwards application seeking authorization to store low level radwasto in 
onsAle holding tacitity 

CURTIS, NW Pennsylvania Power & Light Co Bl/08/05 Office ol Nuclear Material 
Safety & Safeguards, Director 2pp 29753 165 29754 013 

*-8504090006 “Safely Analysis lor Operation of Onsite Low Level Radwasto Holding Fa- 
cility (Interim Slorage) at Siisquehanna Steam Cleclric Station " 

♦ Pennsylvania Power A Lighi Co 81/08/31 32 pp 29763 186 20763 21 7 

-0110160469 Application for matl/byproducl license authorizing slorage onsite ol few 
level radwaste rn low (ovel radwasto holding facility 

CURTIS.NW Pennsylvania Power & Light Co 81/08/05 5pp 29753 218 29753 223. 

-0504090090 “Environ Assessment of Operalion of Onsite Low Level Radwasto Hold- 
ing Facility (Interim Storage) at Susquehanna Sleam Electric Slation," final root 
MURTHY.KS. HAWIEY.KA, KENNEDY.W E Baltelfe Memorial Institute, Pacific 
Northwest Laboratories 61/07/31 150pp 29753 224-29754 013 


DOCKET 50-308 SUSQUniANNA STEAM ELECTRIC STATfOW, UNIT 2 


E HRC Safety Evaluation Report (SER). suppis & correspondence 

SSO^^SDIIO Forwards SER re validity of chugging faads,per fomner Bechto! employeo 
Jul 1984 allegation Review of allegation did not uncover any safely margin 
degradation Mods not required 

SCHWENCER.A Licensing Branch 2 85/04/11 CURTIS, fJ-W Pennsylvania Power S 
Light Co 3pp 29973 013-29973 019 

-85042301 1G Safely ovaTualion on followup allegation re chugging loads at facility.per 
SSER3(NUnEG 0776) 

• NRC No DetailGd Affiliation Given 85/04/11 4pp 29973 016 29073 010 


F. Security, medical, emergency & fire protecilon plans 

8504050023 Forwards Insp Repls 50-307/84 37 & 50 38B/84 40 on 641 1 13 16 No vio- 
lation no led 

MARTIN,! T Region 1. Office of Director 85/03/12 KENYON, B D Pennsylvania 
Power & Light Co 3pp 29675 050 29675 056 

-0604050035 Insp Repls 60*307/84 3/ & 50 303/84 48 on 041113 16No violation 
noted Major areas inspected emergency detection & classification, protective actron 
decisionmaking nolilication & communication 8 previously idonlified items 
COHEN, I Region 1, Off ICQ of Director 85/03/06 4pp 20675 053 29675 056 

0504030037 Forwards Change U lo physical socunty plan End withheld (rol 
10CFR2 790) 

KENYON.BD Pennsylvania Power & Light Co 85/03/15 WURLEY,T£ Region 1. 
Office of Director ip 29S87 316 295B7 316 

8504110323 Submits actions token in response lo findings rbsulltng from NRC revrew of 
fire proiection program & fire hazards analysis during wk of 8503ia,Controf room 
panels will be reanalyzed Bummary of analysis will bo submitted by 650624 
CURTIS.NW Pennsylvania Power & light Co 85/04/00 SCHWCNCER,A Licensing 
Branch 2 3pp, 29765 353 29765 355 

0504190594 Notifies that Hazfefon & OH Wagner will require unescorted access lo pro- 
tected & vital areas during upcoming visits 

SCHWENCER,A Licensing Branch 2 86/04/08 KENYON.B D Pennsylvania Power & 
Light Co Ip 29938 069-29936 069 

6504180372 Notilicafion of 650418 meeting w/util in Bolhesda.MD to cfiscuas Impfemen- 
taliion of facility fire protection program 

CAMPAGNONE.M Licensing Branch 2 05/04/12 SCHWENCER,A Licensing Branch 
2 7pp 29920 240 29920 246 

6504290490 Summary of 850310 21 maetings w/util & Bechtel at silo ire NRR audit of 
supporting documentallon for fire protection prog ram. List of meeting altondoes end, 
CAMPAGNONE.M J Licensing Branch 2 05/04/22 Licensing Branch 2 5pp, 
30055 071 30055075 

8504300496 Foiwartfs Safeguards Insp Repta 50 387/86 00 & 50 388/85 00 on 
850219-22 No violation noted 

MARTIN.TT. Region 1. Office of Direcfor 85/04/24 KENYON.B D Pennsylvania 
Power & Lighf Co 2pp 30063 215 30063 222 

-8604300500 Physical Security Repts 50'367/85.0B & 60 308/56 08 on 650219 22 No 
noncompllance noted Major areas inspected security plan & implementing 
procedur05,mgt effectiveness, security organizafton & security program audit 
DUNLAP, JM Region t. Office of Director 85/04/16 6pp 30063 217 30063 222 


fi General correspondence 

8504250583 Requests that AJ Pielrofitta be added to facility sve list 
CURTIS.NW Pennsylvania Power a Light Co 85/04/15 SCHWENCER.A Licensing 
era nch 2 tp 2998B 358 29908'35B 


P Operating llcenae stage documents & correspondence 

0504120102 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source Mgl Forwards listed documents Docomonls also available m PDR 
FELTON, J M Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Pittman. 
Potts 8c Trowbridge 2pp 30300 003-30303 129 

-0504150139 Provides daily staff notes for 700913 Meeting held w/Nuciear Fuel Sves 
re inventory differences at Erwrn.TN facility Operating engineers went on 
slrike.slopping work at site NRC 810812 press release end 

* Office of the Executive Director for Operations 78/09/14 HENDRIE, GILINSKY, 
KENNEDY Commissioners 2pp 30321 137-30321 138 

0504080519 Forwards Amend 9 to License NPF-22 & safely evaluation Amend 
changes Lrcsnscs Condition 2 C (7) by extending deadline lo 851 130 for environ qualifi- 
cation of certain eledncal equipment important to safely 

SCHWENCER.A Licensing todi 2 85/03/28 GURHS.NW Pennsylvania Power A 
Light Co 6pp 29716 344-29715 354 

-0504000522 Amend 9 to License NPF-22,chonging License Condition 2C(7) by ex- 
tending deadline to 651130 for environ qualification of certain electrical equipment im- 
portanl to safely 

DENTON.HR Office of Nuefear Rea( 3 lor Regulation, Direcfor 85/03/28 3pp 
29715 349-29715 351 

-8504000525 Safely evaluation supporting Amend 9 to License NPF'22 

* NRC * No Detailed Affiliation Given 85/03/20 3pp 20715 352-29715 354 

8504120895 Application for proposed Amends 67 & 20 lo Licenses NPF-14 & NPF- 
22, resnectively.revising Tech specs to allow refueling operations to take place w/o 
using fuel loading chaiTbers Juslificafion for proposed amends end Fee paid 
KEmON.8 0 Pennsylvania Power & Light Co 85/04/09 SCHWENCER.A Licensing 
Branch 2 6pp 29709 199 29783 214 

—8504120090 ProposecT Tech Specs, allowing refueling operations to take place w/o 
using fuel loading chambers 

* Pennsylvania Power & Light Co 65/04/09 10pp 29783 205-29783 214 

8504170453 Requests addi foo for review of 841218 application for withdrawal ol 
040504 appUcalion for Tech Spec changes re feodwater bypass leakage limits Fees 
for 840504 application will be rotarned per 10CFR170 12 

DIGGS.RM License Fee Management Branch 05/04/10 CURTIS.NW Pennsylvania 
Power & Light Co Ip 29906 051-29906 051 

6504160543 Forwards application for proposed Amends 66 & 19 to Licenses NPF-14 & 
NPF-22.respec lively Amends change Tech Specs to support operation w/ono recircu- 
lation loop oul of SVC Fee paid 

CURTIS.NW Pennsylvania Power & Light Co 85/04/11 SCHWENCER.A Licensing 
Branch2 4pp 29311 169-29911 231. 

-8504100546 Application for proposed Amends 66 & 19 to Licenses NPF-14 & NPF- 
22, respectively .changing Tech Specs lo support operation w/one rccirculaiion loop 
oul of SVC 

CURTIS.NW Pennsylvania Power & Light Co 85/04/11 7pp 29911 173-29911 179 

-8504160560 Proposed Tech Spec changes re stnglo loop operation requirement 

* Ponnsylvania Power A Light Co 85/04/11 62pp 29011 180 29911 231 

0504190533 Notifies that no mods necessary in response lo Generic Ltr 84-23 re instru- 
menlairon for detection of inadequate core cooling, per 850207 

submittal flequtrements of NUREG 0737, Horn II F 2 satisfied 
SCHWENCER.A Licensing Branch 2 85/04/11 CURTIS.NW Pennsylvama Power & 
Uflhl Co 5pp 29937 343 20937 347 

8504170008 Endorses BWR Owners Group rosponso provided via NEDC 30044, in re- 
sponse to 050319 request for addi info re Generic Ltr 83-28, Item 4 5 3 
CURTIS.NW. Pennsylvania Powers Light Co 65/04/12 SCHWENCER.A Licensing 
Branch 2 Ip 29827 326 29827 326 

6504120206 Generic Llf 05 06 to all PWR licensees & all applicants for OLs re QA guid- 
ance for ATWS equipment nol safely-related Sve list enci 

THOMPSON. H L Division of Licensing 85/04/16 Consolidated Edison Co Of Now 
York, Inc 22pp. 29947 280 29947 309 

6584300055 Forwards Amend 39 & 10 to Licenses NPF 14 & NPF-22, respectively & 
safely evaluation Amends revise Tech Specs to add addi rod block monitor setpoint of 
100%, change labels on listed figures & add Figure 3 2 3-1 b 

SCHWENCER,A Licensing Branch 2 05/04/23 CURTIS, N W Pennsylvania Power A 
Light Co 4pp. 30072 220 30072 254 

-8504300060 Amends 39 & to to Licenses NPF-14 & NPF-22.respecflvely, changing 
Tech Specs to add addi rod block monitor selpofni of 108%, change Jabefs on listed 
figures,add Figure 3 2 3-1b & update Figure 3 2 3-1 

SCHWENCEM Licensing Branch 2 85/04/23 28pp 30072 224-30072 249 

-.6504300062 Bafety evaluation supporting Amends 39 & 10 to Licenses NPF-t4 & 
NPF-22, respectively 

* NRC - No Detailed Affiliation Given 85/04/23 4pp 30072 260-30072 254 


O. inapectfon reports, IE Bulletins & correspondence 

8504120162 Responds ID FOIA request for Caseload Forecast Panel files In Ofc of Re 
source Mgl Forwards listed documents Documents also available fn PDR 
FELTON.JM Division of Rules and Records 04/06/06 KILLEFER.C Shaw, Pill man, 
Potts A Trowbridge 2pp 30300 003-30303 129 
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-8504150168 Summarizes Fuel Load Panel 780504 & 05 meelings w/ulil & Bechtol & 
sile trip re const status Related documents end 

MINER.S NRC * No Detailed AfMiation Given 78/0G/22 NRC No Detailed Affiliation 
Given OOOpp 30321 141-30322 329 

8504050023 Forwards fnsp Repts 50 387/84 37 & 50-388/84-48 on 041 113-16 No vio 
fall on noted 

MARTIN,! T Region 1. Office of Director 85/03/12 KENYON.0 D Pennsylvania 
Power & Light Co 3pp 29675 050-29675 056 

-8504050035 Insp Repts 50 387/84-37 & 50 380/64 48 on 041113 16 No violation 
noted Ma|Of areas inspected emergency detoction & classification, protective action 
decisionmaking, notification & communication & previousty identified items 
COHEN, I, WOLTNER.E, HARPSTERJL Region 1, Office of Director 05/03/06 
4pp 29675 053-29675 056 

8503190659 IE Info Notice 85 022, "Limitorque Motor Operated Valves Resulting From 
Incorrect Inslallalion of Pinion Gear " Svc list end 

JORDAN. E L Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/03/21 Consolidated Edison Co of Now York, Inc lOOpp 29597 001- 
29597 005 

8503210461 IE Info Notice 85 023 "Inadequate Surveillance & Posl-Maint 8 Post Mod 
Sys Teslinp " Svc list end 

JORDAN. EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/03/22 Consolidated Edison Co of Now York, Inc lOBpp 29656 001- 
29656 107 

8503220444 IE Info Notice 85 024, "Failures of Protective Coatings in Pipes & HXs ” 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/03/26 Consolidated Edison Co of New York, Inc 1C8pp 29506 154 
29596 363 

8504020298 Forwards Insp Ropt 50 3D8/G5 03 on 050124-30 No violation noted 
EBNETER.S D Region 1, Office of Director 05/03/26 KENYON, B D Pennsylvania 
Power & Light Co 2pp 29577 217-29577 225 

-8504020301 Insp Repl 50 388/85 03 on 850124-30 No violation rioted Major areas 
inspectod startup tost program during Tost Condition TC 6 including test rosuMs & load 
reject from high power 

FLOREK.O, BETTENHAUSEN.L Region 1, Offico ol Director 85/03/23 7pp 
20577 219-29577 225 

B504120025 Responds to NRC 850227 Itr re violations noted in Insp Repts 50 387/84- 
36 & 50 388/84-47 Corrective aclions storage racks for compressed gas hollies fabri- 
cated & installed in designated locations for transient storage & staging 
KENYON.BD Pennsylvania Power & Light Co 05/03/27 KISTER.H 0 Region 1, 
Office of Director 3pp 29784 299-29784 301 

8503260037 IE Info Notice 85 025, "Consideraiion of Thermal CondHions in Design 8 
Inslalfatlon of Supports for Dlesol Generator Exhaust Silencers " Svc fist ond 
JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 86/04/02 Consolidated Edison Co of Now York, Inc 107pp 29667 199- 
29667 305 

0603280045 IE Info Nolice 85 026. "Vacuum Relief Sys for DWR Mark I & II Contain- 
menls " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consotidatcd Edison Co of Now York, fnc 92pp 20667 107- 
29667 196 

0504060431 Forwards Insp Repts 50-387/85 07 & 60 388/85 07 on 850217-22 & notice 
of violation 

MARTINJT Region 1. Offico of Director 05/04/02 KENYON.BD Pennsylvania 
Power & Light Co 2pp 29685 029 20685 048 

-8504080434 Insp Ropls 50-387/85 07 & 50-308/85 07 on 850217-22 Violation 
noted failure to adhere to radiation protection procedures for all operations involving 
personnel radiation exposure 

NIMITZ.RL, HENDHICKS.L, PASCIAK.WJ Region 1 , Offico of Director 85/03/27 
17pp 29605 032-29685 040 

8504010039 IE Info Nolice 05 027, "Notifications to NRC Operations Ctr & Reporting 
Events In LERs " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Eoginooring Rosponso (Post 
830103) 05/04/03 Consolidated Edison Co of Now York, Inc 9Bpp 29690 255- 
29690 362. 

B504050042 SuppI 1 to IE Info Nolico 65 003, ‘'Soparallon of Primary Reactor Coolan.1 
Pump Shaft & Impeller " Svc list end 

JORDAN, E L Division of Emergency Proparodnoss & Enginoormg Response (Post 
830103). 85/04/09 Consolidated Edison Co of New York, Inc lOIpp 29791025 
29791 126 

8504050047 IE Info Notice 85-028. “Partial Loss of AC Power & Diesel Generator Deg- 
radation ” Svc fisl end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/09 Consolidated Edison Co of New York, Inc 109pp 29790 270- 
29791 024 

8504090419 IE Info Notice 85 029, "Use of Unqualifiod Sources In Well Logging Appli 
cations " Svc list end 

PARTLOW.J G Division of Inspection Programs (Post 050212) 86/04/12 Consotidat- 
ed Edison Co of New York, Inc 66pp 29832:001-29832 023 

8504190386 Forwards Insp Repts 50 387/05-00 & 50 388/85 09 on 050209 0322 No 
violation noted 

KISTER.H B Region 1, Offico of Director 86/04/16 KENYON, B.D Pennsylvania 
Power & Light Co 2pp 29918 019-29918 048 

-8504190300 Insp Repls 50 307/85 09 a 50-388/85 09 On 050209-0322 No violation 
or devialion noted Major areas inspeclod'ESF sys walkdown.survdllanco, licenses 
evenls.Unit 1 refueling oulago.Unlt 2 reactor scram & confirmatory action )lr 
JACOBS,RH, PLISCO.LR, JOHNSON.! P Region 1, Office of Diroctor 85/04/15 
26pp. 29918 021-29910 048 


8504170240 IE Info Notice 85 030, " Micro bioPogrcalty Induced Corrosion Contammonl 
Svc Water Sys " Svc list one! 

JORDAN.E L Division of Emergency Proparodnoss & Engmoering Response (Post 
830103) 05/04/19 ConsofidalQci Edison Co of Now York, Inc lODpp 29966 258 
29966 363 

Q6041D0055 IE Info Nolico 85 032, “Rocenl Engine Failures of Emergency Diesel Qen 
orators " Svc list end 

JORDAN.EL Division of Emergency Proparodnoss & Engineering Response (Post 
830103) 85/04/22 Consolidatod Edison Co of Now York, Inc 109pp 29988 239 
29988 347 

6S041900GO IE Info Notice 85 033, “UndorsiZGd Nozzle To-Shel! Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME BoJer & Pressure Vessel Code" Svc lisl 
end 

JORDAN.E L Division of Emergency Preparedness & Enuinooring Response (Posi 
830103) 06/04/22 Consofidatecl Edison Co of Now York, Inc 108pp 299B9 001 
29909 1 07 

85042203 47 IE Info Notice 84 G4,Rov 1, "Deficiencies in Ferro Resonant Transformers " 
Svc list end 

JORDAN.E L Division of Emergency Proparodnoss & Engineering Response (Post 
830103) 85/04/24 Consokdalod Edison Co of New York, Inc llBpp 30027 067 
30027 184 

8504300496 Forwards Safeguards Insp Repls 50 307/05 00 & 50 308/05-08 on 
850219-22 No violation noted 

MARTINJT Region 1. Offico of Oiroclor 85/04/24 KENYON.BD Pennsylvania 
Power a Light Co 2pp 30063 215 30063 222 

-0504300500 Physical Socurily Ropls 50 387/85 08 & 5O-30O/B5-OB on 850210 22 No 
noncomplinnco noted Major areas inapoclod security plan & implementing 
procedures, mgt offeclivonoss, socurily organization & securily program audit 
bUNlAP.J M , KEIMIG.Ftft Region f, Offico of Director 05/04/16 6pp 30063 217- 
30063 222 


R Periodic operating reports & related correspondence 

0504120102 Responds lo FOIA request for Caseload Forocasi PaneJ files in Ofc of Re- 
source Mgl Forwards listed documenls Documents also avallahlo In PDR 
FELTON ,J M Division of Rules anti Rocords 04/06/06 KILLEFER.C Shaw, Pillman, 
Potts & Trowbridgo 2pp 30300 003 30303 120 

-0604120270 Forwards updated const Blalus repl as of 040331 Info for inclusion in 
NUREG -0030 Const comploled & fuol loading commenced 

CURTfS.NW Ponnsylvama Powor & leght Co 84/04/06 MARTriELD,RA Olfico of 
Rosourco Management, Diroctor 3pp 303 IB 107 30318 169 

-0504120395 Forwards updated const slotus roots as of 020930 Into for inclusion in 
NUREG -0030 Unit 1 hoe loaded fuol & In operations startup mode 
CURTIS.NW Pennsylvania Power & Light Co 82/11/16 HARTFIELD.RA Informa- 
tion Systems Branch 5pp 30318 276-303 18 280 

-0504150146 Provides canal slalus upriolo ropt as ol 700122 No mifostono activities 
started or comploled during Jan 1079 

BARGERICH.WE Pennsylvania Powor & Light Co 79/02/05 CARLSON.RJ Roglon 
1. Offico of Diroctor 2pp v30321 139 30321 140 

--0504150166 Forwards updated const slalus ropt as of 62123t Info for inclusion in 
NUREG 0030 

CURTIS.NW. Ponnsylvonln Powor & Light Co 63/02/24 HARTFIELD.RA Inforrra 
lion Sy atoms Branch 3pp 30325 160-30325 152 

-0504150167 Forwards updated const status repls as of 030930 Info for inclusion in 
NUREG 0030, 

CURTIS.NW Ponnsylvama Powor & Ufglil Co 03/11/14 HARTFIELD.RA Informa 
lion Systems Branch 3pp 80310 000-30318 100 

-8504150220 Forwards updated const status ropt as of 831231 Info for inclusion in 
NUREG -0030, 

CURTfS.N.W Pennsylvania Powor & Light Co 84/02/14, HARTFIELD.RA Informa 
lion Systems Branch 3pp 30310 140-30310 142 

-6604150423 Forwards updated const status ropt as of 830331 for Inclusion In NUREG 
0030 

CURTIS.NW Ponnsylvania Powor & Ltght Co 03/04/22 HARTFIELD.RA Informa 
lion Sys toms Branch 3pp 30326 006-30326 008 

0604260564 Annual porsonno) oxposuro /opt fo/ CYa4 W/fl50327 !1r 
KENYON.BD Pennsylvania Powor & Llnhl Co 04/12/31 MURLEV.TE. Ropion I. 
Offico of Director 2pp 20900 105 29909 106 

8604100071 Monthly operating repts for Fob 1905W/050314 Itr 
KUeZYNSKI.L A . KENYON.BD. Pennsylvania Power & Light Co 05/02/28 
BEEBE, M R Office of Resource Managomeni, Diroctor 9pp 29915 353 29016 351 

S6040D0551 Forwards "NPOES Discharge Monitoring Repl for Feb 1985 " Data S/or 
viofalions for permitted outfalls listed Util milialod preventive maml program to correct 
cJoriclonci os 

FIELDS, J S Pennsylvania Power & Llnhl Co 85/03/20 KOVAL.P Pennsylvania, 
Commonwoallh of 2pp 29687.099 296S7 115 

”8504009655 “NPOES Discharge Monllonng Ropt for Feb 1085" 

* Pennsylvania Power & Light Co, 85/02/20 I5pp 29007 tOl 29687 115 


S. Reportable occurrences^ LERs & related correspondence 

9504030209 LER 05 010 00 on 850223, ESF aclualion occurred Caused by tripped reac 
ta^r^groleclion sys power supply breaker Breaker reset A affecled sys rosloredW/ 

GANDENBERGER.D, KEISER.HW Pennsylvania Power & Light Co, 85/03/25 3pp 
29592 0 8 5 29592,087 ^ 
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8504170467 Forwards AEOD Engineermg Evafualion Repl AEOD/e504 ro loss or actu 
ation of Scifely^rolated equipment duo to removal of fuses or ope/iing of circuit break' 
prs during m - ni Suiigests issuj'’te of info noti».e re ov-ent 

IPPOUTO.T ^ Director's Office 85/03/29 JOHDAN.E L Division of Emergency Pro 
paredness A Engineering Response (Post 830103) Ip 29906 012 29906 022 

-8504170474 Forwards AEOD engineering evaluation repl re loss/actualion of safely- 
related equipment due to removal of fuses or circuit breakers during mainl of plant 
mods Suggests culmination of practice when possible 

ASHE.F Reactor Operations Analysis Branch 85/03/29 SEYFRtT.K V Reactor Op* 
era lions Analysis Branch Ip 29906 813*29906 022 

“8504170409 “Loss or Actuation ol Vanous Safety-Related Equipment Due to Removal 
□f Fuses or Opening of Circuit Breakers/* engineering evaluation rept 
• Director’s Office 85/03/29 9pp 29906 014 29906822 


-8504150378 Chapter 2 to St Lucie updated FSAR, '*S)1e Characteristics “ 

* Florida Power & Light Co 05/04/08 6l5pp 29061 206 29863 100 

-8504150302 Chapter 3 to St Lucie updated FSAR, “Design of Structures Compononla 
& Sys'* 

* Ffonda Power & Light Co 85/04/08 1.400pp 29665 349 29669 308 

--85O41SO306 Chapter 4 to St Lucie updated FSAR, “Reactor" 

* Florida Power & Light Co 85/04/08 SeSpp 29869 309 29870 313 

“8504160391 Chapter 5 to St Lucie updated FSAR, “RCS & Connected Sys " 

* Florida Power & Light Co 85/04/08 334pp 29870 314-29871 287 

“8504150393 Chapter 6 to St Lucie updated FSAR, “ESFs 

* Ffonda Power & Light Co 86/04/08 759pp 29871 288 29873 326 


5504090089 LER 64-023*01 on a4t20B.fire watch required for two Independent work 
acitvities Caused by fire watch fog not referencing aclrvitioa Add! guidolmes for track- 
ing fire prole c lion aclivilies A separate log developed W/85Q404 Ur 
BAILEYS.TP, KEISER.HW P^snnsyJvanla Power & Light Co 85/04/04. 2pp 
29700 145-29700 146 

5504170540 Kolcfjcalion of 85040B meeting w/irtil in Luzerne County, PA to review sels 
mic block cracking repair. 

CAMPAGNONE.M Licensing Branch 2 85/04/08 SCHWENCER.A Licensing Branch 
2 4pp 29905 181-29005.184. 

8504190190 LER 85-01 1-00 on 850310, damper in standby gas treatment sys Train A 
malfunctioned Caused by damaged damper actuator Actuator replaced & damper op 
oration verified to be correct on 850312 W/e50409 Hr 

KUCZYNSKI.LA, KEISER.H.W. Pennsylvania Power & Light Co 05/04/09 3pp 
29023 001-29923 003 

8504220038 NPOES noncompliance notification on 850307, inadequately treated sewage 
discovered discharged lo waters Caused by blocked waste transfer (me & pump failure 
within surge tank 

FIELDS.JS Pennsylvania Power & Light Co 85/04/It. HODICK.HG Pennsylvania. 
Commonwealih of Opp SD93S f 39-29939 141 

8504250343 LER 85 012 00 on 850316, power supply 10- slandby gas treatment sys ex- 
haust vent process radiation monitor momentarily shortened when component re- 
moved during calibr Caused by malfunctioning dampers W/B50415 Hr 
KUCZYNSKI.LA, KEISER.HW. Per>nsylvania Power & Light Co 05/04/15 3pp 
30019 183 30019165 
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E. NRC Safely Evalualfon Report <SER), supple A correspondence 

8504090191 Responds to Generic Ltr 64-24 re environ qualification documentation 
revorificationOualification documentation available for ail equipment idenlified in 
10CFH5049 lists SSEH 4 (NLIREQ-0843) demonstrated compliance W/10CFRS0 49. 
WILLIAM S.J W Florida Power A Light Co. 85/04/02. THOMPSON.H.L Division of Li- 
censing 3pp 29700.251-29700 253 


P. Security, medical, emergency A fire protection plans 


“6604150396 Chapter 7 to St Lucie updated FSAR, “Instrumentation & Control” 

* Florida Power & Light Co 85/04/08 403pp 29873 327 29875 009 

“8504150399 Chapter 8 to St Lucie updated FSAR, "Electric Power ” 

* Florida Power & Light Co 85/04/08 183pp 29875 010-29875 192 

“6604160404 Chapter 9 lo St Lucie updated FSAR. “Auxiliary Sys “ 

* Florida Power & Light Co 85/04/08 SOOpp 29875 193-29876 333 

“6604160410 Chapter/ App 9 5A lo St Lucie updated FSAR, “Fire Proteclion Program 
Rmjl " 

* Florida Power & Light Co 85/04/08 347pp 29876 334-29877 320 


-8504160413 Chapter 10 to St Lucie updated FSAR, "Steam & Power Conversion 
Sys " 

• Florida Power & Light Co 85/04/08 286pp 29877 321-29878 246 


“8604160415 Chapter 1 1 to SI Lucie updated FSAR, "Radwaste Mgl “ 
* Florida Power & Light Co 85/04/08 200pp 29878 247-29879 079 


“8504150420 Chapter 12 to St Lucie updated FSAR, “Radiation Protection” 

• Florida Power & UghtCo 85/04/08 222pp 29879 080-29879.301 

“8504160421 Chapter 13 lo St Lucie updated FSAR, “Conduct of Operations 

• Florida Power a Light Co B5/O4/0S 15pp 29879 302-29879 316 

“8504160424 Chapter 14 to Si Lucie updated FSAR, “Initial Test Program " 

• Florida Power & Light Co. 85/04/08 5pp. 29879,317-29879 321 


“8604150427 Chapter 15 to SI Lucie updated FSAR, “Accident Analysis “ 
‘ Florida Power & Light Co 86/04/08 1.453pp 29879 325 29803 337 


• 8604150430 Chapter 16 to St Lucte updated FSAR, “Tech Specs ” 

* Florida Power & Light Co 85/04/08 3pp 29879 322-29B79 324 

“8504150433 Chapter 17 to St Lucie updated FSAR, “QA” 

* Florida Power A Light Co. 85/04/08 lipp 29883 338 29883 350 


'6504150610 Chapter/ App 2 5A, Section 3 to St Lucie updated FSAR, "Intermediato 
Zone (60 160 

• Florida Poviref A Light Co 85/04/08 986pp 29863 101-29865 348 


8504110313 Forwards comments in response to NRC 650228 comments on Rev 2 to 
safeguards contingency pian.Commonts withheld fref 10CFR73.21). 

WILLIAMS.JW Ffonda Power A Light Co 85/04/03 GRACE, JN Region 2, Office of 
Director Ip 29766. t35-29766;1 35 

8504120264 Submils lest Info re TEC Model 159 Isolator module omitted from 850114 
submittal concernlna DBE testing ol fsolallon devices used in 5PDS Inlogrity of isola- 
fion boundary woufd be maintained if max credible fault occurred. 

WILLIAMS, J.W Florida Power A Light Co 85/04/09 THOMPSON ,H L. DMsIon of Li- 
censing 2pp 29784 211-29784 212 

8504190300 Forwards revised “Procedures Generation Package” A listing of all loca- 
tions of items identified fn draft SER,p0r NRC 84 121 B ltr. 

WILLIAMS. J.W Florida Power A Light Co 85/04/12 MILLEH.J R. Operating Reactors 
Branch 3 1p. 29886 199-29886 257. 

“8504190313 "Procedures Qonerallon Package,Sl Lucia PJan1,Uf>il 1 & Unit 2” 

" Ffonda Power & Lighi Co 85/04/12. 20pp. 29886 200-29086 257. 

“6504190317 Rev 2 lo Procedure 01 5-PR/PSL-2, “Wrilors Guide for Emergency Oper- 
ating Procedures ** 

SAGER, D A. Florida Power & Light Co 85/03/25 37pp 2&8B6 220-29886 257 

8604230432 Advises lhat 850403 rev to safeguards conllngancy plan consistent w/pro 
visions of 1 0CFR5O 54 (p) A acceptable 

WALKER, RD Region 2, Office oJ Director. 85/04/16. WILLIAMS.JW. Florida Power 
A Light Co 3pp 29950314 29950>316. 


P. Operating license stage documents A correspondence 

8504120182 Responds to FOiA request for Caseload Forecast Panel files in Ofc of Re 
source Mgt Forwards listed documenIs.Documents also available in PDR 
F£LTON,JM Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Pittman, 
Polls A Trowbridge 2pp 30300 003-30303:129 

“6206110346 Fonvards utii 820504 Hr transmitting Info re SER open items which wjli 
not be completed by core load Supplemental SER input requested by 820625 
TEDESCO.R L Assistant Director for Licensing 62/06/02. SPEIS.T.P Assistant Direc- 
tor for Reactor Safely. Ip 30303.130-30303*130 

“8211040074 Summary of 021001 meeting vr/util fn BBlhesda,MD re const completion 
date Besedi on present estimated core load dale, OL should be issued in mid Dec 
NERSES, V. Licensing Branch 3 82/10/13 Licensing Branch 3 3pp. 30303 131- 
30303 133 

“0S0415D014 Notification of 820930 mooting w/utll in Bethesda.MD re const completion 
date 

NERSES.V, Licensing Branch 3. 82/09/27 KERRIGAN, J Licensing Branch 3. Ip 
30303 127-30303 127. 

“8504160045 Forwards documents borrowed previous Friday Related documents end 
BRACH.B Director's Office, Office of Inspection and Enforcement 84/02/08 
LOVELACE.B Office of Resource Management, Director 1,300pp. 30303 13fl- 
30305-201 


J. Insurance A Indemnity information 

8504049241 Forwards Endorsement 60 lo NELIA Policy NF-227. 

DUCK, JR Marsh A McLennan, Ino 85/03/27. SALTZMAN,J. Assistant Director for 
Slate A Licensee Relallons 2pp 2960B 354-29608 355. 


Kh Ullllly Final Safely Analysis Report (FSAR) A amenda 

8504160367 Forwards updated FSAR for St Lucie, Unil 2. 

WILLIAMS, J W. Florida Power A Light Co. 85/04/03. DENTON.H.n. Office of Nuclear 
RaactorRegula1lon,Olrector, 2pp 29660.001-29863*350. 

“6504150371 Updated FSAR for SI Lucfe.Unit 2, 

^ Florida Power & Light Co, 85/04/08, 5,004pp. 20860.003-29873.326 

“6504150375 Chapter 1 to S1 Luple updated FSAR, "Introduction A General Desorfptfon 
of Plant Site Characlensiics.” 

• Florida Power & Light Co 85/04/08. 233pp. 29860.333-29861.205. 


8504160201 Fonvards updated Region II organization charUeffectlng recent personnel 
changes. 

WALKER.RO. Region 2. Office ol Director 85/03/13 WILLIAMS.JW Florida Power 
A UghtCo, Ip 29816 119 29818 130 

8504020455 Forwards Amend 10 to License NPF-16 A safety evalualfon Amend revises 
Tech Specs to change valve tag numbers in Tables 3 6-1 A 3 6-2 for one valve in 
continuous containment purge sys A two valves in station air sys. 

SELLS,OE Operating Reactors Branch 3 85/03/15 WILLIAMS.JW Florida Power A 
Light Co. 2pp 29586 1 71-29586 1 85 

"8504020457 Amend 10 to License NPF-16, revising Tech Specs to change valve tag 
numbers fn Tables 3 6 1 A 3.6 2 for one valve in continuous containment purge sys A 
two valves in station air sys 

MILLER, J R Operating Reactors Branch 3 85/03/15 11pp, 29566.173-29586 163 

"8504020459 Safety evalualfon supporting Amend 10 to License NPF-16. 

* Office of Nuclear Reactor Regulation, Director. 86/03/15 2pp, 29S86:1i64- 
29586:185. 
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8504050100 Summary of 650307 meeling w/ulil in Miami, FL re review of regulatory 
requiromentSipe; NRC 850104 Itr Meofing agenda & attendees fist end 
MCDONALD, DG Operating Reactors Branch 1 85/03/18 Operating Reactors 

Branch 1 9pp 29674 132-29674 140 

85040-90101 Responds to Generic Ltr 64 24 re environ qualification documentation 
raverificalion Qualification documentation available for all equipment identified in 
10CFR50 49 lists SSER 4 (NURFG 0843) demonstraleif co/npltance W/10CFR50 49 
WfLLIAMS.J W Florida Power & Light Co 85/04/02 THOMPSON.H L Division of Li 
censing 3pp 20700 251-29700 253 

8504170560 Forwards safety evaluation re NUREG0612 concerning control of heavy 
loads Review based on response to 801222 generic Hr Guidelines in NUREG 0612 
salistred Phase I acceptable 

MILLEPJ R Operating Reactors Branchs 85/04/02 WILLIAMS, JW Florida Power 
& Lighi Co 29pp 29907 308 29907 309 

”8504170562 Safety evaluation ro NUREG 061 2.concernmg control of heavy 
loads Review based on response to 801222 generic Ur Guidelines in NUREG 0612 
satisfied Phase I acceptable 

* Office of Nuclear Reactor Regulation, Director. 85/04/02 ip 29907 300 29907 309 

”8503270133 Rev 1 to "Control of Heavy Loads at Nucloar Power Plants, St Lucie 
Pfant»Unit 2 (Phase I) " 

SHABER.C R EGaG, fnc FIN A 6457 EGG HS 6263 ROI 85/03/31 NRC No De* 
lailed AUiiialion Given 27pp 29907 310 29907 336 

8504150365 Forwards list of plant changes/mods includod in FSAR update, per 
10CFH60 59 through 841006 Safety evaluations available onsite for review 
WILLIAMS, JW Florida Power & Light Co 85/04/08 DENTON.H R Office of Nucloar 
Reactor Regufalion, Director 3pp 28806 042-29806 044 

8584170206 Revised application for amend to License NPF-16.niodifyinn Tech Spec 
Page 3/4 6-l4 to clarify Tech Spec 3 6 1 7 & Survoillanco Requirement 4 6 1 7 2 ro 8 
inch conlammenl purge supply & exhaust valve, per NRC suggestion 
WIILIAMS.J W Florida Power & Light Co 85/04/ 12 THOMPSON, H L Division ol Li 
censing Ip 29827 299 29827 300 

”6504170211 Proposed Tech Spec Page 3/4 6 14, modifying Tech Spec 36 1 7 & Sur- 
veiliancy Requirement 4 6 1 7 2 re 8 Inch containment purge supply & exhaust Isola- 
tion valve 

‘ Florida Power & Light Co 85/04/12 Ip 29827 300-29827 300 

6504120206 Generic Lir 85 06 to all PWR licensees & all appllcanls for OLs re QA guid 
anco for ATWS equipment not safety related Svc list onci 

THOMPSON.HL Division of Licensing 85/04/16 Consolidated Edison Co of Now 
York, Inc 22pp 29947 288 29947 309 

as 04 120031 Generic Ltr 85 02 to all PWR licensees & applicants, holders of CPs & Fort 
SI Vrain re recommended aclions stemming from NRC integrated program for resolu- 
tion of unresolved safely issues ro steam generator lube integrity Svc Ifsl end 
THOMPSON.HL Division of Licensing 85/04/17 Yankeo Atomic Eloctfic Co 127pp 
29953 071 29953 262 

8504230332 Advises that unmodified Batch B assomblleb will not be used beyond Cycle 
2 operation.in response to NRC 050305 Ur AddI shoulder gap moasuromenls unnoc 
65S3 rv 

WILLIAMS, JW Florida Power & Light Co 85/04/10 MILLER.JR Oporalmg Reactors 
Branch 3 Ip 29951 323-29951 323 

6564260218 Forwards "Sea Turtle Intake Entropmont Studios,” per Section 4 2 2 of App 
B to environ protection plan Netting technique will be continued, per 840411 recom- 
mendations from meeting w/Natl Marine Fisheries Svc 

WILLIAMS.J W Florida Power & Light Co 85/04/18 MILLER, J R Operating Reactors 
Branch 3 1p 30023 091-30023 259 

”6504260221 "Sea Turtle Intake Entrapment Studies " 

WIiCOX.JR Florida Power & Light Co 85/04/09 175pp 30023 092-30023 269 


O, Inspection reports, IE Bulletins & corraspondence 

8503190659 IE Info Notice 85 022, “Ltmilorque Motor-Oporalod Valves Resulting From 
Incorrect Inslallalron of Pinion Gear " Svc Nst end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
630103), 85/03/21 Consolidated Edison Co of Now York, Inc lOGpp 29597 001- 
29597 005 

8503210401 IE Info NoUce 85 023, “Inaclequato Surveillance & Post-Malnl & Post-Mod 
Sys Testing ” Svc list end 

JORDAN.EL Division of Emergency Preparedness S Enomearmg Rosponso (Post 
830103) 85/03/22 Consolidated Edison Co of New York, Inc lOOpp 29656 001- 
29656 107 

8503229444 IE Info Notice 85 024, "Failuroa of Protective Coalings In Piipos & HXs " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Enginoering Response (Post 
830103) 85/03/26 Consolidated Edison Co of New York, Inc lOBpp 20596 154- 
29596 303 

8504150215 Confirms 850315 tclcon re 050320 enforcement conference at Region if 
ofc to discuss containment spray sys & component cooling water sys Issues 
GRACE,JN Region 2, Office of Director 85/03/27 WILLIAMS.J W Florida Power & 
Light Co 2pp 29809 284-29009 205 

6503260037 IE Info Notice B5 025, "Consideration of Thermal Conditions in Design & 
fnslallalion of Supports for Diesel Generator Exhaust Silencers " Svc list end 
JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/02 Consolidated Edison Co of New York, Inc f07pp 29667 199 
29667 305 

8603260045 IE Info Notice 05 026, "Vacuum Relief Sys for 8WR Mark I & fl Conlain- 
ments ” Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc 92pp 29667*107- 
29667 198 


8504010039 !E Into Notice 85-027. Notificatiorss to NRC Operations Ctr & Reporting 
Events in LERs " Svc list end 

JORDAN,E L Division of Emergency Preparedness & Enginaonng Hosponse (Post 
830103) 05/04/03 Consolidated Edison Co of Now York, Inc Oflpp 29690 255 
29690 362 

0504090097 Requests approval io update requirements for sys pressure test to facility 
ASME Code.Sodion xl atidondn of 1980 1981 edit Ion to provide more dofiniitivo 
info Extension of Util 1 10 yr insp date to 070530 requested 

WILLIAMS.J W Florida Power & Light Co 05/04/05 THOMPSON.HL Division of Li 
censing ip 29700 132-29700 132 

8504050042 SuppI 1 to IE Info Notice 05 003. "Separation of Primary Reactor Cooloni 
Pump Shaft & Impeller " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/O-4/09 Consolidated Edison Co of New York, Inc lOIpp 29791 025- 
20791 126 

0604050047 IE Info Notice 85-028, “Parhal ! oss of AC Power A Diesel Generator Deg- 
radation " Svc list end 

JORDAN.E L Division of Emorgency Preparedness S Englnoermg Response (Post 
S30103) 85/04/00 Consolidated Edison Co of Now York, Inc 100pp 20790 270- 
29791 024 

8504090419 IE Info Notice 85 029. "Use of Unqualified Sources in Woll Logfirng Appli- 
cations ’’ Svc list end 

PARTLOW,J G Division of inspection Programs (Posl 860212) 85/04/12 Consolidat- 
ed Edison Co of Now York, Inc 66pp 29832 001 29032 023 

6504170240 IE Info Notice 85-030. "MJcrobiologicalCy Induced Corrosion Containmoni 
Svc Water Sys ” Svc list end 

JORDAN.E L Division ol Emergency Proparetlnnss & Englnoormg Rosponso (Post 
830103) 85/04/10 Consolidated Edison Co of New York, Inc 109pp 29966 250- 
29966 363 

0504190055 IE Info Notice 85 032, "Hoceni Engrno Failuroa of Emerqoncy DiosqI Gen- 
orators ’’ Svc list end 

JORDAN.E L Oivlsien of Emergency Propnrodnoss & Enpinoermg Rosponso (Post 
030103) 85/04/22 Consolidated Edison Co of Now York, fnc, fOOpp 20080 239 
29900 347 

0604190060 IE Info Nolico 85-033, "Untforsizod NozzfoTo Shell Welded Jofnts In Tanks 
& HXa Constructed Under Rules of ASME Qoilor & Prossuro Vessel Code " Svc Int 
end 

JORDAN.E L Division of Emorgoncy Proparodnoss & Eogineorrna Rosponso (Posl 
830103) 85/04/22 Consolidated Edison Co of Now York. Inc fOflpp 29909 001- 
29980 107 

8604220347 IE Info Nolico 84 04.Rov 1, "Ooficienrros In Forro-Ro sonant Tronslormors " 
Svc list end 

JORDAN.EL Division of Em-orgoncy Proparodnoss & Engineering Response (Post 
030103) 85/04/24 Consolidated Edison Co of Now York, Inc FlOpp 39027 067- 
30027 184 


n. Periodic operating reports & related correspondonco 

8504090517 "Somiannual Radioaclivo Eflluonl Roleaso nupt,B3060?-30" W/030B29 Ilf 
UHRIG.RE Florida Power & Light Co 03/06/30 OnElLlY.JP Region 2, Offico of 
Director 13pp 29717 338-29717 350 

0504000501 "1983 Annual Radiological Environ Opernlincj " W/840430 ltr 
WILLIAMS, JW, Florida Powor Alight Co 83/12/31. O'REILLY, J P Ragion 2, Ofileo 
of Director 117pp 20716 251-29717 004 

6504100287 "Somiannual Radioactive Cfffuonl Roloaso Rop1,Jul-Doc 1983*’ W/B40301 
Itr 

WILLIAMS.J W Florida Powor A light Co 03/12/31 O'REILLY.J P Rogion 2, Offico 
of Difoclor 73pp 29750,251-29759 323 

8504120182 Rosponds to FOIA request for Casoloarf Forocasl PanoJ files in Ofc of Ro 
source Mol Forwards listed documonis Documonls also ovailablo In PDR 
FELTON, JM Division of Rulfls and Rocorda 04/06/06 KILIEFER.C Shaw. Pit iman, 
Potts A Trowbridge 2pp 30300 003 30303 1 29 

”8604120386 Forwards updatod const slntus ropi as of 820930 Info for inclusion in 
NUREG-0030 

UHRIG.RE Florida Power & light Co 92/10/27 HARTDELD.RA information Sys 
lems Branch 2pp, 30310 274-30310 275 

”8504150016 Forwards consl/atJrt up progrosa ropl update for Fob 1982 
UHRIG^RE Florida Powers Light Co. 02/03/16 EIsENHUT,DG Division of LIcons 
mg 2pp 30303:128-30303 129, 

”8504160426 Forwards updatod const status ropl as of 030331 for inclusion In NUREG 
0030. 

UHRIG.RE Florida Power a I Ight Co 83/05/03 HARTFIELD.n A Information Sys- 
tems Branch 2pp 30326 009-30326 010 

8504100607 Monthly oporaling repls for Fob 1095 W/0503ie ltr 
QRANT.N.W Florida Power a Light Co. 05/02/20 IBpp 2991 1 106 20011122 


S. Reporlable occurrences, LERs A related correspondence 

8504020131 PNO II 85-032 on 860323, slight increase in radioactCvily dolectocJ In sec- 
ondary aloam generator water Plant will shut down for 2 wks lo plug lube leaks In 
stoam generator 

JENISON,K, ELROD.S Region 2, Offico of Dkroctor 95/03/28 Ip 2 D 57 8 326- 
29578 326 

6504230343 PNO-II-6S 930 on 85041 7,lurbino tripped at 100% power, resulting in lllhng 
of main steam safety relief vafvos A dumping steam inventory to atmosphoro Caused 
by defective efoclronic circuit card In electro hydraulic control sys 
JENISON,K, ELROD.S Region 2, Office or Director. 05/04/18 2pp 29051350- 
29951 361. 
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DOCKET 50 aoo WATTS BAR NUCtEAR PLANT, UNIT 1 


A, Appllcatlon/conslructfon stag& documents & correspondence 

8403120300 Summary o1 040210 meohng w/util m Bothesda^MD re welding codes List 
of attendees end 

KENYOKTJ Licensing Branch 4 84/03/01 Licensing Branch 4 3pp 30032 012- 
30032 014 

0504120182 ftesponds to FOIA request for Caseload Forecast Panel files In Ofc ot Ro- 
source Mat Forwards listed documents Documents afso available in PDR 
FELTON, JM Division of Rules and Records B4/QS/0B KILLEFER,C Shaw. Pill-man^ 
Pods & Trowbridge 2pp 30300 003-30303 129 

8S0415D081 Forwards updated Region II organization char1.reflecirrtg recent personnel 
changes 

WALKER, RD Region 2, Office of Director B5/03/I3 PARRIS, RG Tennessee Valley 
Authouty 2pp 29809 234-28609 246 

8504150495 Ack receipt of 850220 Itr re plant siatua for fuel loading Review of Itr & 
facility insp to confirm readiness for licensing idcnlified issues requinng resoTution prior 
to Issuance of low power OL 

GRACEJN Region 2. Office of Director 65/03/18 PARRIS,HG Tennessee Valley 
Authority 3pp 29810 321 29810 323 

B504010166 Forwards rev lo LM Wills 840124 response to NLIREG-0737,llQm IIF,! ro 
request for exemption to ms tall high range noble gas monitors on auxiliary btdg vent 
MCCLOUD.de Tennessee Valla y Authority 05/03/28 ADENSAW.E Licensing 

Branch 4 2pp 29569 208-29569 209 

6504010021 Forwards response to concerns noted In 850315 Itr ro initial lest 
program Several responses require FSAR revsFSAR will be formally updated In 
Amend 56 

MCCLOUaOE Tennessee Valley Authority 05/03/27 ADENSAM.E Licensing 

Branch 4 24pp 29571 198-20571 221 

8504010175 Forwards "Walts Bar Nuclear Plant InservJce Test Preoram for Pumps & 
Valves” Document constitutes rev to 811030 summary & rellecls EG&G 
commonts W/43 oversize drawings Aperture cards available In PDR 
MCCLOUD.DE Tennessee Valley Authority 85/03/27 ADENSAM.E Licensing 

Branch 4 2pp 29574 202-29574 263 

-8504010178 "Watts Bar Nuclear Pianil Inservico Test Program for Pumps & Valvaa" 

* Tennessee Valley Aulhorlty 65/02/28 61pp 29S74 204-29574 283 

S504020S60 Forwards updated status of efforts to comply equipment quail fj cation re* 
quiremenls of NUREG 0588, per 850325 meeting w/NRc 

MCCLOUD.de Tennessee Valley Authority 85/03/27 DENTON.HR. Office of Nu- 
clear Reactor Regulalron, Director 3pp 29581 237 29581 289 

8504030277 Discusses Black & Voatch (B&V) indopandent review of auxiPiary Joodwater 
sys^as presented to NRC on 840409 Q&V should document conclusions re compll 
ance of sys w/ licensing commitments described in FSAR 

NOVAK, iW Assistant Director for Licensing 85/03/27 PARRIS, HG Tennessee 
Valley Authority 2pp 29711 287-29711 288 

8504010161 Forwards figures inadvertently omitted from offsite doso calculation manual 
& rev to Pages 2 & 3 of Table 3 1 One oversize map end Aperture card available In 
PDR 

MCCLOUD, DE Tennessee Valley Authority 85/03/28 ADENSAM.E Licensing 
Branch 4 6pp 29567 026-29567 931 . 

8504020323 Summanzos 850325 meeting w/H Parris in Weshlngton.OC re whether or 
not NRR aware of employao concern on issue ro AWS weld program when util dis- 
cussed sub; w/NRR In 1 984, NRR made awaro of concerns on 840210 
DARLING,/ P* Tonnesseo Valley Authority 86/03/28 DENTON,H R Oflice of Nuefoar 
Reactor Regulation, Director, 4pp 2957B 028-29578043. 

8504080164 Requests responses to listed questions re use of General Const Spec G 
29o as applied lo AWS Welding Code D1-1,por 840210 meeling 
NOVAK, TM Assistant Diroclor for Licensing 65/03/28, PARRIS, HG. Tennessee 
Valley Author I ly 2pp 29711 328 29711,329 

8504050210 Forwards status list of addJ equipment quolificatlon actions that must be 
completed to satisfy 10CFR60 49 & delailod update to aid In review, per NUREG 0583 
DOMER.J A Tennessee Valley Authority 85/04/03 ADENSAM.E Licensing Branch 
4 SOpp 29665 208-29665 237 

8504090297 Certifies that auxiliary feedwater sys designiod & const ructod per FSAR fi 
censir^g commitmenls.ln response to 850327 requosi Black & Voatch documentation 
in NRG possession should be sufficient to resolve issue 

DOMER.J A Tennessee Valley Authority 85/04/04 NOVAK,T M Assislanl Director 
for Liconsing 2pp 29699,245-29699 246 

8504090049 Sub mils results of add I calculations re min subatmospheric pressure Inside 
containment folfowng degraded core event w/hydrogen combu8tlon,por 860329 
lefcon 

SHELL, R H Tennessee Valley Authority 65/04/05 ADENSAM.E Llconafng Branch 4 
2pp 29699 351-29699 35? 

8S04160444 Forwards response lo NRC 850328 & 0401 questions re environ quafifica 
lion of equipment subj to main steam line break outside conlalrtmenlper 850402 
tele on 

DOMER,JA Tennessee Valley Authoniy 85/04/05, ADENSAM.E Licensing Branch 
4 5pp 29815 003 298 t5 0D7 

8504 110 168 Forwards addi Info re Tech Spec power sys issues, per 850402 meeting w/ 
NRC Info on remaining issues will bo forwarded in near future 
SHELL, R H Tennessee Vaifey Authority 85/04/09 ADENSAM.E. Licensing Branch 4 
2&PP 29766 076 29766 104, 

8504120084 Forwards description of eight significant Hems lo be corrected by fuel 
load, along w/clanfication ol each Item, per 810113 Itr providing results of preliminary 
design review of control room Eight Items complole for Unit 1. 

SHaLR.H Tennessee Valley Authoniy, 85/04/09. ADENSAM.E Licensing Branch 4 
4pp 29766 327-29786 330 


8504170281 Forwards response to TM Novak 850326 Itr re employee concerns over 
adequacy of general Const Spec G-29C applied to AWS D 1-1 Individual remains con- 
cerned that AWS D t-1 not being mol 

SHELL, R H Tennessee Valley Authority 85/04/09 ADENSAM.E Licensing Branch 4 
3pp 29827 173 29627 175 

8504170015 Submits list of limit switches replaced w/quallfied switches, per 840314 
tefcon Revised equipment qualification sheets for listed switches will be provided by 
Inilral cnlicality.parulil commltnnent 

HUFHAM.JW Tonnessoe Valley Authority 85/04/11 ADENSAM.E Licensing Branch 
4 2pp. 29827,181-29827 182 

8504 180289 Forwards rev log supplementing 650327 Iransmittal of inservico testing pro- 

g am summa^ for pumps i valves 

OMER.JA Tennessee Valley Authority 66/04/12 ADENSAM.E G Licensing Branch 
4 gpp 20813 243 29813 261 

8504170403 Fonvards FSAR rev confirming that safety analysis limit for reactor coolant 
ump undervoltaga Is 68% of bus voltage Rev will be Incorporated into Amend 56 to 
SAR 

DOWER, J A Tonnesseo Valley Authoniy 85/04/12 ADENSAM.E Licensing Branch 
4 4pp 29827 357-29827 360 

8SQ4300271 Suppis 650404 Itr ro Black & Veatch evaluation of auxiliary feedwater sys 
In response to G503D7 request Add! Black & Veatch documentation unnecessary 
based on rept conclusions & 850404 Itr 

DOMER.J A Tonnessoo Valley Aulhonly 85/04/12 NOVAK, T M Licensing Branch 4 
2pp 30058 13 7 30058 138 

8S0430D687 Forwards notice of environ assessment & finding of no significant impact ro 
841203 & 860216 requests for exemptions from certain requirements for airiocK leak- 
age tests & criticality monitor installatlDn 

ADENSAM.E G Licensing Branch 4 85/04/15 PARRIS, HG Tennessee Valley Au- 
thority. 2pp 30072 1 12-30072* 1 17 

-8504300510 Notice of environ assessment & finding of no slgniticanl impact re ro- 
ouasta for exemptions from App J to 10CFR50 requirements for airlock leakage tests 
« criticatily monibr Installation 

NOVAK.T.M Assistant Director for Licensing 85/04/12 4pp 30072114 30072117 

8504120206 Generic Ltr 65 06 to all PWR licensees & all applicants for OLs re OA guid 
ance for ATWS equlpmeni not safoty-related Sve list end 

THOMPSON.H L Division of Licensing 85/04/16 Consolidated Edison Co of New 
York, Inc 22pp 29947 28B 29947*309 

8504190395 Forwards Tech Spec changes re diesel generator fuel oil sampling 
sys Changes rellect decision mado at utll/NRC B40410 meeting Proposed FSAR revs 
also end Revs will be incorporated into future FSAR amend 

SHELL.R.H Tonnesseo Valiey Authority 85/04/16 ADENSAM.E Licensing Branch 4 
lOpp 29919 084-29919 093 

8504120031 Generic Ltr 85-02 to all PWR licensees & applicants.holders of CPs & Fort 
St Vrain re recommended actions stemming from NRC integrated program for resolu- 
tion of unresolved safety issues re steam generator tube integrity Sve list end 
THOMPSON.H.L Division of LicerkSing 85/04/17 Yankee Atomic Electric Co 127pp 
29953 071-29953 282 

8504230174 Advises that info re revised containment analysis on main steam line break 
accidents will be submitted on 850531 Info will address effect of drop sizes for free 
fall drains. 

SHELL, R H. Tonnessoe Valley Aulhordy 85/04/17 ADENSAM.E Licensing Branch 4 
2pp 29950 061 29950 062 

8504230370 Submits addI info domonslralmg Morrison Knudsen Co diesef engines sal 
Isfactoiy start in 40 F ambient environ Criteria for jacket water & lubricniing oil warm 
fng also sati ailed Tech Spec rev requested 

SHELL, R H Tenr^essee Valley Authority 85/04/17 ADENSAM.E Licensing Branch 4 
5pp, 29953 061 28953 065 

8504230416 Documents 650417 telcon & suppis 850405 submittal re min subatmos- 
pheric pressure Inside contain menit after degraded core event w/hydrogen 
combustion Allowable external pressure for Sve Levels C & D noted 
SHELL, R H Te-nr^essee Valley Authority 85/04/17 ADENSAM.E Licensing Branch 4. 
Ip 20950352-29950 352 

8504230493 Forwards proposed Tech Specs addressing components assumed to bo 
deonerglzod directly or indirectly by ESF actuation sys signal or administratively deen- 
ergized during normal operation Revised FSAR pages also end 
SHELL, R H Tenrsessee Valley Authoniy 85/04/17. ADENSAM.E Licensing Branch 4 
3pp 29952 077-29952 083 

—8504230501 Proposed Tech Specs re submerged component circuit protection 
‘ Tennessee Valley Authority 85/04/17 4pp. 29952 OBO-29952 083 

8504230508 Forwards revised FSAR Section 8 2 1 clarifying position on testing of trans 
fere to alternate power supplies or) 6 9 kV shutdown boards Change will be incorporat 
ed Info future FSAR amond 

SHELL.RH Tennessee Valley Authority 86/04/17 ADENSAM.E Licensing Branch 4 
4pp 29952,073-29952,076 

8504240098 Informs thal qualtlied electrical equipment desenbed fn Items B 1 & B 2 of 
End 2 to 660403 Hr will be installed before fuel loading Written confirmation will be 
provided upon completion of work 

SHELL.RH Tennessee Valley Authority 85/04/17 ADENSAM.E Licensing Branch 4 
Ip 26963.152-29969.152. 

8504240392 Responds lo 650402 request for add) Info re licensee response to Generic 
Ur 83-28 Info will be provided by dates specified In 850402 Hr 
SHELL, RH Tennessee Valley Authority 85/04/18. ADENSAM.E Licensing Branch 4. 
Ip 29969 344 20969 344 

8504230192 Forwards additions to draft Tech Spec Table 3 6 2. "Containment Isolalion 
Valves” tisling all containment Isolation valves identified in FSAR, per 850410 meet- 
ing, 

SHELL.R.H Tennessee Valley AulhOfity 85/04/19, ADENSAM.E Licensing Branch 4 
13pp. 29946 285-29948 307 
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0604230413 Forwards rev to final draft Tech Spec Page 1 5 & Figure 5 1 1 clarifying 
definition of site boundary for purposes of dose calculatlon.per 650418 telcon 
SHELL, n H Tonnessoe Valley Authority 85/04/19 ADENSAM.E Licensing Branch 4 
3pp 29951 230-29951 232 

8504230417 Forwards rev to FSAR Page 6 5-1, correcting discrepancy between FSAR 
Section 6 & Sections 9 & 15 re classnication of reactor bldg purge ventilation sys as 
ESF sys Change will be incorporated in FSAR Amend 56 

SHELL, R H Tennessee Valley Authority 85/04/19 ADENSAM,E Licensing Branch 4 
2pp 29951 228 29951 229 

0504300363 Forwards Weslinghouse 850410 Itr re centrifugal charging pump mlniflow 
analysis & proposed license condition for analysis of uncontrolled rod cluster control 
assembly, per utif 850409 Hr re Tech Spec certification 

DOWER, J A Tennessee Valley Authority 85/04/24 ADENSAM.E Licensing Branch 
4, 6pp 30064 048 30064 053 


E. NRC Safety Evaluation Report (SER), auppla & correspondence 

06040 S0283 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
WATTS BAR NUCLEAR PLANT,UNITS 1 AND 2 Docket Nos 50-390 And 50 391 
(Tennessee Valley Authority) 

^ Division of Licensing NUREG 0847 S04 85/03/31 45pp Available at NRC $4 00 
29673 100 29673 227 

6504230324 Fonwards response to SER Open Items 14A & 14B ro Initial test program & 
proposed rev to Startup Test SU 4 3, "RCCA or Bank Worth Measurement of R>wer,’' 
of Table 14 2-2A of FSAR FSAR rev will be fncorporaled into next amend, 
WCCLOUD.OE Tennessee Valley Authority 85/04/15 ADENSAM.E Licensing 
Branch 4 21 pp 29951 352-29952 010 

06042400B4 Forwards Morrison Knudsen Co, Inc 850417 itr providing verification that 
diesel goneralor auxiliary sys meets requirements of ANSI 031 1 1nfo should resolve 
SER Outstanding Item 13 

SHELL.RH Tennessee Valloy Authority 85/04/18 ADENSAM.E Licensing Branch 4 
3pp 29969.109 29969 111 


F. Security, medical, emergency & fire protection plana 

8504160727 Notifies of 050312,14,18 & 20 site evaluation w/Bolse interagency Fire 
Cache for establishment of emergency VHP radio sys Radio sya.If tnstaHed.will bo 
used as support & backup communication means In emergency situations 
VERRELLI.DM. Region 2, Office of Director 85/03/07 PARRIS, HC Tennessee 
Valley Authority 2pp 29809 359 2D809 360 

8504160025 Forwards Insp Repis 50 390/85 09 & 50-301/85 00 on 050219 22 No vio- 
lation or deviation noted 

VERRELLI.DM Region 2. Office of Director 05/03/11 PARRIS, HG Tennessee 
Valloy Authority 2pp 29809 101-29609 201 

-6604150028 Insp Repts 50-390/85 09 & 50 391/85 09 on 850219-22 No violation or 
deviation noted Major areas inspected fire protoction/preventlon.eloctrical & followup 
on previously idenimed inspector items. 

HUNT.M D. MILLER.WH , CONLON.TE Region 2, Office of Director 85/03/07 0pp. 
29009193-29809 201 

0504010210 Summary of 850307 mooling w/ulll re fire protection concerns & need to 
have T cold indication in auxiliary confrol room List of meeting attendees encf 
KENYON.T J Licensing Branch 4 05/03/19 Licensing Branch 4 3pp 20574 322- 
20574 324 


6504090284 Forwards response to NRC concorn re fire prolecifon at facility Reduction 
of transformer loads to maintain room temp clanked 

SHELL.RH Tennessee Valley Authority 86/04/05 ADENSAM.E Licensing Branch 4 
2pp 29699 092-29699 093 

8604170370 Inlorms that prompt notification sys operational effective 850321 .per 
050418 Itr Fixed siren component inslollod in 1983 & activated on monthly basis from 
Tennessee emorgency mgt agency emergency operations cir since Sept 1SB4 
MCCLOUD.D E. Tenneaseo Valley Authority 85/04/10 ADENSAM.E Licensing 

Branch 4 Ip 29827 255 29827 255 

6604190049 Forwards 850305.12,19 4 26 PHYSI'14 surveillance mslruclion test results 
on FPS-2 sys & approved part orders as listed in Rev 12, Section 16 of 850323 physi 
cal security plan Plan & test results withheld (ref 10CFR73 21) 

MCCLOUD.D E Tennessee Valloy Authority 85/04/15 ADENSAM.E Licensing 

Branch 4 Ip 29097 046-29887 046 

8504190410 Forwards Insp Rept 50 390/85-34 on 850402 05 No violations or devi 
ations noted 

VERRELLI.DM Region 2. Office of Director 85/04/16 PARRIS.H G Tennessee 
Valley Authority 2pp 29918 204-29918 206 

-8S04190417 Insp Repl 50 390/85 34 on 850402 05 No noncompliance noted Major 
areas Inspected resolution of Unresolved Issue 85 17 01 & pro OL insp of access 
conirofs Details withheld (ref 10CFR2 790 & 73 21) 

TOBIN.WJ, MCGUIRE.DR Region 2. Office of Director 05/04/11 1p 29918 206- 
29918 206 

8504230296 Forwards response to questions raised during 960410 & 11 conversations 
w/NRC ro fire protection program Second concorn wm be incorporated Into fuluro 
FSAR amend 

MCCLOUD.D E Tenneaseo Valloy Authority 05/04/15 ADENSAM.E Licensing 
Branch 4. 4pp. 29940'21 3 20948 21 6 

8504190369 Forwards response lo 050328 raquosl for Info re compliance w/NUREG- 
0737,llem If.F.I & Rev 2 to Reg Guide 1 07 Proposed FSAR revs will be Included In 
Amend 60 W/10 oversize drawings Aperture cards available in PDR 
SHELL.RH Tennessee Valloy Authority 85/04/16 ADENSAM.E Licer^slna Branch 4 
20pp 29007-207-29007 306. 

0604300003 Summary of 850327 mooling w/TVA ro use of Ruskin fire dampers List of 
attendees & TVA presentation end 

KENYON.T.J Licensing Branch 4 85/04/18 Licensing Branch 4 13pp 30092 226 
30092.238 


J. Insurance & indemnity Information 

8504040282 Forwards Endorsement 20 lo NELIA Policy NF 266 
DUCK.J R Marsh & McLennan, Inc. 05/03/27 SALTZMAN.J. Assistant Director for 
Stato & Licensee Relations 2pp 29B12 182 29612 183 


K. Utillly Final Safety Analyele Report (FSAR) & amends 

6604150488 Forwards affidavit certifying that Amend 55 to FSAR sent to listed Individ 
uals on 050404. 

DOMER,J.A Tennessee Valley Authority 85/04/04 ADENSAM.E Licensing Branch 
4 2pp 29011 ’034-29011 035 


8SQ4160036 Forwards Insp Rents 50-390/85 16 & 60 391/05-15 on 650225 0301 No 
violations or deviations noted Emergoncy properedness deficiency previously Identified 
not corrected Correclive actions should be submitted within 30 days 
WALKER, R 0 Region 2, Office of Director. 05/03/19 PARRIS.H (a Tennosseo Volley 
Authority 3pp. 29010 312-29818 326 

-8604160051 Insp Repts 50 390/85-16 & 50-391 /GB-1 5 on 850225 0301.No Violations 
or deviations noted Major areas Inspected, emergency preparedness.llcensoe re- 
sponses & corrective actions ro deficiencies previously idenllfiod 
KREH,JL. CLINE, WE Region 2, Office of Director. 85/03/16 11pp 29818 315- 
29818.325, 

8504160043 Forwards Insp Repts 50 390/65-16 & 60-391/05-15 on 850225 0301 ro 
second followup Insp of facility emergency preparedness Implementation 
appraisal Two deficiencies outstanding. 

COLLINS, DM Region 2, Office of Director. 86/03/21. MATTHEWS.D.B Emergency 
Preparedness Branch 1p. 29818 080-29810 094 


P. Operating license stage documents & correspondence 

8504110196 Forwards proposed Tech Spec & FSAR revs addressing qua 1 1 lie at ions of 
plant operatfona review committee members & eslabllahmonl of approved list of des- 
Ignaleo nucleqr safely reviewers FSAR changes wil) bo end in next amend 
SHELL.R H Tennossae Valley Authority. 66/04/09 ADENSAM,E Licensing Branch 4 
lapp, 29766 012-29766020 


Q. Inspection reports, IE Bulletins & correspondence 

8504160408 Forwards Insp Rept 60-390/85-11 on 050211-16 No vioialions or devi 
ations identified. 

VERRELLI.DM Region 2, Office of Director 85/03/07 PARRIS.H.G. Tennessee 
Vaffey Aulhorlty, 2pp 29821 -237-29821 ‘250 


6504010108 Forwards revised central emergency control clr implementing 

! > roc edu res. In eluding Rev 15 to DNPEC - IP 2. "Oporetiona Duty Specialist, Procedure 
or Notlllcation of Unusual Event W/8S0326 Itr 

HUFHAM.J W Tennessee Valley Authority. 05/03/26. lOpp. 20569.344-29669 363 

8504010192 Fonvards response to Question 420 01 ro isolation devices for SPDS.per 
840914 Ilf to HQ Parris re human factors engineering info for SPDS W/one oversize 
drawing Aperture card available in PDR. 

MCCLOUD.D E Tennessee Valley Authority 85/03/27 ADENSAM.E Licensing 
Branch 4. 32pp 29574.169-29574.201. 

8604010167 Forwards responses to questions raised during 850321 telcon re previous 
submittals delineating fire protection program Revised schedule for submittal of Info 
re T cold indication in auxiliary control room end. 

MCCLOUD.D E. Tennessee Valley Authority 85/03/28 ADENSAM.E, Licensing 
Branch 4, 63pp. 29569:211-29569-293. 


-8604180410 Insp Rept 50-390/05 11 on 86021 1-16 No violations or deviations 
noted Major areas In8pected.de8lgn changes & mods program, test & experiments pro 
gram & licensee actions on previously Identified Insp findings 
SMITH, C.F,. UPRIQHT.C, Region 2, Office of Director. 05/03/06 12pp 29621 230 
29821 250. 

8604160416 Forwards Insp Rept 60 390/05 14 on 850219-22.No viofalions or devi- 
ations identified 

VERRELLI.D.M. Region 2, Office of Director. 85/03/08 PARRIS.H.G. Tennessee 
Valley Authority 2pp 29821:220-29021 236 

-8604160423 Insp Repl 50 390/65-14 on 850219 22 No violations or deviations 
Identified Major areas inspected: Inspector identified items In startup test program 
BURNETT.PT,, JAPE.F. Region 2, Office of Director 85/03/05 Gpp 29621.231- 
20821.236 


8504160469 Poniards Insp Rept 50-390/86-20 on 650226-0301. No violation or devi- 
ation noted 

VERRELLI.DM. Region 2. Office of Director. 86/03/26 PARRIS.H G Tennessee 
Valley Aulhonty. 2pp, 29021:119.29821:135 


860416002S Forwards Insp Repts 50-390/85 09 & 50-391/85 09 on 050219-22 No vio 
latlon or deviation noted, 

VERRELLI.D.M, Region 2. Ofjice of Director 05/03/11 PARRIS.H.G Tennessee 
Valley Authority. 2pp, 29809.191*29809 201, 


•8504160496 Insp Rept 50 390/65-20 on 850225-0301. No violation or deviation 
rotoef Major areas inspected -radiation protection, (ncluding organization & mgt.lraining 
& qualifications, external exposure controt & personal dosimetry 
HOSEY.C M , COOPER, W.f., JENKINS.Q.R. Region 2, Office of Director. 85/03/26 
15pp 2982M21-29021.135 


-8804150028 Insp Repis 50-390/85-09 & 50-391/85 09 on 860219 22 No violation or 
deviation noted Major areas inspecled.fire protection/prevention, electrical & followup 
on previously fdentmed Inspector Items 

HUi4T,M.D„ MILLER, W H., CONLON,T E Region 2, Office of Director 05/03/07 9pp 
29809.193-29009.201. 
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8504160686 Forwards Insp Repls 50 390/85^10 S 50 391/85 10 on 850204- 15 No V )0 
la lion or deviation fooled 

VERRELLI.DM Region 2. Office ol Director 85/03/11 PARfltS.HQ Tennessee 
Valley Authority 2pp 29810182-29810 191 

-8S04150693 Insp Repts 50-390/65 10 & 50-391/85 10 on B 5 0204- 15 No violation or 
dawalon noted Major areas inspected review oi pieoperalional test losulls, previous 
enforcement iterr^s & inspector followup items 

SCHNEBLI.G A, THOMAS, M . WHITENER.KW Region 2, Office of Director 66/03/ 
07 Bpp 29810 184-29810 191 

8S0416D066 Forwards fnsp Repls 50-350/65 12 & 50-391/85-12 on 650220-22 No vio- 
lation or deviation noted 

VERRELtl.DM Region 2, Office of Director 85/03/11 PARRIS.HG Tennessee 
Valley Authority 2pp 29916 027-29916 037 

--65041B0069 Insp Repls 50-390/85 12 & 50-391/65-12 on 850220 22 No violation or 
deviation noted Major areas inspected QC & confirmatory measuremenls.mcludpng 
review of lab QC pro-gram & review of procedures & instructions 
KUZO.GB, MONTGOMERY,OM Region 2. Office ol Director 85/03/07 9pp 
29916029 29916037 

8504160426 Forwards Insp Repls 50 390/85-13 8 50 391/85-13 on 050204 08 No vio 
laUon noted 

VERRELLI.DM Region 2. Office of Oircctof 85/03/12 PARRIS.HG Tennessee 
Valley Authority 3pp 29821 217 29821 <228 

“8504160432 Insp Repls 50-390/85-13 & 50-391/85 13 on 650204 OS No violation or 
deviation noted Major areas inspected, qualification of mgt parse nnel,malnt 
aclcvities. plant Iramtng A closeoul of open items 

MCCOY.FR, CHRISTENSEN.H, LOVELESS.DP. Region 2. Office of Director 85/ 
03/07 9pp 29021 220 29821 228 

8504160130 Forwards Insp Rept 50-390/85-15 on 650219-22 Mo violations or devi- 
ations noted 

VERRELLI.DM Region 2. Office of Director 85/03/13 PARRIS.HG Tennessee 
Valfay Authority 2pp 29820 132 29620 136 

“8604160139 fnsp Rept 50 390/6S-15 on 850219-22 No violations or deviations 
noted Major areas Inspected previous enforcement items & inspector foliowup Items 
WODENOS.LP, JULIAn.CA Region 2. Office of Oiroclor, 85/03/12 6pp 29820 134- 
29820 136 

8504150495 Ack receipt of 650220 Ur re plant status for fuel loading Review of Itr & 
facility insp to confirm readiness for licensing idenlified issues requiring (esofullon prior 
to issuance of low power OL 

GRACE, JN Region 2, Office of Director 85/03/18 PARRIS.HG Tennessee Valley 
Authority, 3pp 29810321-29610 323 

8504160354 Forwards Insp Repls 50 390/65-16 & 50-391/85*16 on 850226 0301 & 
nollce of violation 

WALKER, R D Region 2. Office of Direclor 85/03/16 PAflRIS.H Q. Tennessee Vatley 
Authority 2pp 29620 304 29820 313 

-8604160372 Notice of violation from insp on 850226 0301 
* Region 2. Office of Director 85/03/18 2pp 29B20 306-29820 307 

“8804160370 Insp Repts 50 390/65-18 A 50-391/85-16 on 050226 8301 Violation 
noted Pipe Support 47A496 5 14 improperly designed & failure to promptly correct 
Conduit Support CS R1-1497 

Llli.W.C, 0LAKE.JJ Region 2, Office of Director 85/03/13 6pp 29620308- 
29820 313 

8504160036 Forwards Insp Repts 50-390/85-16 & 50 301/65 15 on 850225-0301 No 
viorations or dewatrons noted Emergency preparedness deficiency previously identified 
not corrected Corrective actions should be submitted within 30 days 
WALKEfl.R 0 Region 2. Office of Director 65/03/19. PARRIS, H G Tonnesse© Valley 
Authority. 3pp 29618 312-29816 325 

“8504100051 Insp Repls 50 390/85 16 & 60-391/85 15 on 850225-0301 No violations 
or deviations noted Major areas inspected emergency prepare dnose.licensee re- 
sponses & corrective actions re deficiencies previou^y identified 
KRE.H.J L , CLINE, W E Region 2, Office of Director. 85/03/15 llpp 29619 315- 
29810 325 


“6504160115 Insp Repts 50-390/85-24 & 50 391/85 19 on 050304 08 No violation or 
deviation noled Major areas Inspected licensee identified items 
GIBBOMS.TD, CONLON.T E Region 2. Office of Direclor 85/03/27 4pp 
29818 225 29818 228 

0504160459 Forwards Insp Rept 50-390/85 20 on 850225 0301 No violation or devi- 
ation noted 

VERRELLI.DM. Region 2, Office of Director 85/03/28 PARRIS.HG Tennessee 
Valley Authority 2pp 2902V1 19-29821 135 

“8504160496 Insp Rept 50-390/85 20 on 850225 0301 No violation or deviation 
noted Major areas inspected radiation protection, including organization & mgt, training 
8 qualilicallons, external exposure control & personal dosimetry 
HOSEY.CM., COOPER.wf, JENKINS, G R Region 2, Office of Director 05/03/26 
15pp 29821 121-29821,135 

0504120201 Forwards fnsp Ropts 50 390/85 08 & 50 391/65 08 on C50121-0228 No 
violalfons or deviations noted 

VERRELLf.O M Region 2, Office of Director 85/03/29 PARRIS, H Q Tennoasea 
Valley Authority 2pp 29797 327 29797 359 

“8504120200 Insp Repts 50-390/85 08 & 50 391/85 06 on 850121 0228 No violations 
or deviations noted Mafor areas inspected ficensee action on previous onforcomont 
malters.TMl actions items & closeout of IE bullefins 

SHYMLOCK.MB., HOLUND.W E . CALDWELL.C W Region 2, Office of Direclor 85/ 
03/26 31pp 29797 320 29797-359 

8503200037 IE Info Notice 05 025, "Consider all on of Thermal Conditions In Design & 
Installation of Supports lor Diesel Generator Exhaust Silencers ” Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engine erir^g Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc I07pp 29667 199- 
29667.305 

06O320OO4S IE Info Notice 85 026, "Vacuum Relief Sys for BWR Mark I & )l Conlaln- 
ments " Sve list end 

JOROAN.EL Division of Emergency Preparedness & Engineering Response (Poali 
830103). 85/04/02 Consolldalod Edison Co of Now York, Inc 92pp 29667 107- 
29667 198 

0504010039 16 Info Notice 85 027. "Nofifications lo NRC Operations Clr & Reporting 
Events in LERs " Sve list end 

JORDAN, E.L Division ol Emergency Preparedness & Engineering Response (Post 
030103). 85/04/03 Consolidated Edison Co of New York, Inc 98pp. 29690 255- 
29690 362 

0504050042 Sgpp) 1 lo IE fnfo Notice 85 003, "Separation of Primary Reactor Coolant 
Pump Shaft & Impeller." Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09. Consolidated Edison Co of Now York, Inc 101 pp 20791 025- 
29791 126. 

8504050047 IE Info Nobc© 85 028, "Partial Loss of AC Power & Diesel Generator Deg- 
radation." Sve fist end 

JORDAN, E.L. Division ol Emergency Preparedness & Engineering Response (Post 
030103} 85/04/09 Consolidated Edison Co of New York, Inc fOQpp 29790 278- 
29791 024 

6604090419 IE Info Notice 85 029, "Use of Unqualified Sources in Well Logging Appli- 
cations." SvG list and 

PARTLOW.J Q. Division of Inspection Programs (Post 850212) 85/04/12 Consolidat 
ed Edison Co ol New York, Inc 66pp 29632.001 -29832 023 

0604190410 Forwards Insp Repl 50 390/85 34 on 850402 05.No violations or devi 
atlons noted. 

VERRELU.O.M Region 2. Office of Director 85/04/15 PARRIS.HG Tennessee 
Valley Authority. 2pp 29918 204-2091 8'206 

“8504190417 Insp Repl 50-390/85-34 on 850402*05 No noncompliance noted Major 
areas inspected resolution of Unresolved Issue 85-17 01 & preOL Insp of access 
contfols.Oelails wlthhel d (ref 1 0CFR2 790 & 73 2 1 ) 

TOBIN.WJ, MCQUIRE.DR Region 2, Office of Director 05/04/11 Ip 20918 206 
20918‘2O6 ' 


6503190059 IE Info Notice 85 022, "Limitorque Motor-Operated Valves Resulting From 
Incorrect Installation of Pinion Gear " Sve fist end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) B5/03/21 Consolidated Edison Co of New York, Inc lOapp 29597 001- 
29597,005 


8504170240 IE fnfo Notice 85 030, "Microbiologically Induced Corrosion Conlainmeni 
Sve Water Sys " Sve list end 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Posf 
830103) 85/04/19. Consolidated Edison Co, of New York, Inc f09op 29966 2S0 
29966 363. ^ 


S504180043 Forwards fnsp Repls 50 390/85 10 A 50-391/65-15 on 850225- 0301 re 
second followup insp of facility emergency preparedness Implemenlalion 
appraisal Two dehcienaes out standing 

COLLINS.DM Region 2, Office of Director 85/03/21 MATTHEWS.D.0. Emergency 
Preparedness Branch Ip 29618080 29818 094. 


850419D055 IE Info Nolico 85-032, "Recent Engine Failures of Emergency Dieso} Gen 
erators " Sve fist end 

JORDAN.El Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/04/22 Consolidated Edison Co of Now York, Inc 109pp 29980 239 

OQDQD 


8503210461 IE fnfo Notice 85 023, "Inadequate Surveillance & Post-Maint & Post-Mod 
Sys Testing " Sve list encL 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/03/22 (JonsoJidated Edison Co of New York, Inc f08pp 20656,001- 


8503220444 IE Info Notice 85 024, "Failures of Protective Coatings In Pipes & HXa " 
Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/03/26 Consolldalod Edison Co of New York, Inc 100pp. 29596 154- 
29596 363 


0504150696 Confirms 850405 lelcon re 050405 mgt meeting at ubi corporate ofes lo 
review results of SALP assessment for Mar-Dec 1984 Proposed meeting agenda end 
GflACE.JN Region 2, Office of Director 05/03/27. PARRFS,HG. Tennessee Valley 
Authonty. 4pp 29809 287-29609 290 


6504190080 IE Info Notice 85-033, "Undersized Nozzle To-Sholl Weldotf Joints in Tanks 
8 HXa Conslruded Under Rules of ASME Boiler & Pressure Vessel Code " Sve list 
end. 

JOROAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/04/22 Consolidated Edison Co of New York, Inc IOBdo 29989 00 1- 
29989:107 


8S0422Q347 )E Info Notice 84-84, Rev 1, "Deficiencies In Ferro Resonant Transformers " 
Sve list end 


JOROAN.EL Division ot Emergency Preparedness & Engineering Response (Poet 
830103) 85/04/24. Consolidated Edison Co ol New York, Inc 1 1 Bpp 30027 067- 
30027:184. 


R. Periodic operaling reporla & related correspondence 


8504160107 Forwards fnsp Repls 50 390/05-24 & 50-391/85-19 on 850304-08 No vio- 
lation or deviation noled 

VERRELLI.DM Region 2. Office of Director 85/03/20 PARRIS.HG Tennessee 
Valley Authonly 2pp 29618 223 29818 226 


6504 120 182 Responds to FOIA request for Caseload Forecast Panel filas In Ofc of Re- 
source Mgt Forwards listed documents Documenls also available in PDR 

S'^^oe/oe KILLEFER.C Shaw, Pillman, 
Polls & Trowbridge 2pp 30300 003-30303 129 
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'*•8504120257 Forwards updated const status repts as of 831231 for Watts Bar Units 1 
& 2 & Bellefonte Units 1 & 2 Ir^fo for inclusion in NUREG-0300 June 1984 & Dec 1965 
fuel load dates for Watts Bar Units 1 & 2.resp0Ct(volv 

MILLS, LM Tennessee Valley Authority 84/01/24 Information Systems Branch 9pp 
30318 175 3D31B 183 

•'8504120268 Forwards updated const status repts as of 840331 for Watts Bar Units 1 
& 2 & Bellefonte Units 1 & 2 Info for inclusion in NUREG-0030 
MILLS.LM Tennessee Valley Authority 84/04/25 Information Systems Branch Opp 
30318 195-30318 203 

—0504160008 “Walts Bar Nuclear Plant Weekly Progress Rept & Analysis 700406*12’' 
' Tennessee Valley Authority 79/04/12 140pp 30302 004*30302 163 

- 8504150009 "Const Progress, Jan 1983 ” 

WADEWITZ.G Tennessee Valley Authority 03/01/31 200pp 30302 164*30302 280 
-8504150011 “Const Progress. Feb 1983 " 

WADEWIT2.G Tennessee Valley Authority 83/02/20 310pp 30302 289-30303 126 

-8504150030 Forwards updated cor>st status repts as of 830630 for Watts Bar Units 1 
& 2 & Bellefonte Units 1 & 2 Info for Inclusion in NUREG-0030 
MILLS.LM Tennessee Volley Authority 83/07/20 Information Systems Branch 5pp 
30318 029 30318 033 


8504150422 Final Deliciency Ropts NCR W-210 P & NCR W-220 P re failure of electro 
thermal links failing to close Inilialty reported on 84 121 7 Surveillance Insirumeninlion 
L60t revised to add resistanco check 

HUFHAM,JW Tennessee Valley Authority 85/03/15 GRACEJ N Region 2, Offtco of 
Director 3pp 29610 355 29010 357 

8504150428 Final deficiency repl for Unjt 1 & first inlerim deficiency rept for Unit 2 re 
overslressed RHR sump suction piping Initially reported on 850129 Mechanical piping 
drawings revised Next rept by 860618 

htUFHAM.JW Tennessee Valley Authority Q5/03/1B GRACE, J N Region 2. Otfice of 
Director 4pp 20810 358-29819 361 

0504150434 Pari 21 & revised final Deficiency Repl NCR W 174-P re failure of anliro 
versing ralchel pins on Slemens-Allis ERCW pump shaft Initially reported on 
840530 AnlifGverse mechanisms modified 

HUFHAM.JW Tennessee Valley Authority 85/03/19 GRACE.J N Ragion 2, Office of 
DireclOf 2pp 20Q11 001-29811 002 

8504160585 Supplemental final deficiency rept for Unit t & first interim rept for Unit 2 re 
relief valve thrust forces Commitment dato of 850314 for completion of corrective 
action lor Unit 1 revised to 850329 

HUFHAM.JW Tennessee Valley Authority 85/03/19 GRACE.J N Region 2, Office of 
Director Ip 29820 052-29820 052 


■6504160216 Forwards updated const status repts as of 830930 for Watts Bar Units 1 
& 2 & Bollefohle Units 1 & 2 Info for inclusion in NUREG 0030 
MILLS,L M Tennessee Valley Authority 83/10/21 Information Systems Branch. 5pp 
30310 131*30318 135 

•6504160234 Forwards updated const status repts as of 821231 for Watts Bar Unils 1 
a 2 & Bellefonte Units 1 & 2 Info for inclusion in NUREG 0030 
MILLS.LM Tennessee Valley Authority 83/01/21 Information Systems Branch 
16pp 30325 214-30325 229 

■6504160400 Forwards updated const status repts for Watts Bar Units 1 & 2 & Belle- 
fonte Units 1 a 2 as of 820930 for Inclusion in NUREG 0030 New method of calculat* 
ing percent complete will be implemented by next reporting period 
MILLS.LM Tennessee Vaiiey Authority 82/10/15 Information Systems Branch 5pp 
30326 347*30325 351 

•6504160466 Forwards updated const status repts for Watts Bar & Bellefonte Nuclear 
Plants as of 830331, for inclusion in NUREG*0030 

MILLS.L M Tennessee Valley Authority 83/04/21 Information Systems Branch 5pp 
30326 078 30326 082 


S, Reportable occurrencesi LER& & related correspondence 


0504180309 Second interim deficiency rept ro relief valve thrust forces assumed 
negllnible Initially roporlod on 841030 Eight piping supports requiring redesign 
Idenlifled Invest^ation continuing Next rept by 850206 

HUFHAM.JW Tennessee Valley Authority 85/01/07 O'REILLY.JP Region 2, Office 
of Director 2pp 29013 356 29913 357 

8504160142 Final deficiency rept ro unqualified fire protection equipment for emergency 
gas (reatment sys & auxiliary bldg gas treatment sys filler housing Initlalfy reported on 
B50125 Spray nozzles w/175 F rating replaced 

HUFHAM.J W Tennessee Valley Auftiority. 85/02/25 GRACE.J N Region 2. Office of 
Director 3pp 29809 259 29809 261 

8504160149 Final Deficiency Rept NCR NEB 0501 re Incorrect spec of radiation level 
used on auxiliary bldg gas treatment sys environ drawings Initially reported on 
850123 Analysis of Integrated accident doso performed 

HUFHAM.J W Tennessee Valley Authority 86/02/25 GRACE.J N Region 2. Office of 
Director 2pp 29009.262-29809 263 


6604150407 Final deficiency rept ro incorrect DBA rosponse spectra for steel contain* 
menl vessels Initially reported on 841128 Design based on conservative 
analyses Item not reportable under 10CFR50 55(e) 

HUFHAM.JW Tennessee Valley Authority 85/03/04 GRACE.J N Region 2, Office of 
Director 2pp 29010 329 29810 330. 

6604160412 Supplemental final doficfoncy rept for Unit 1 & fourth fntorlm doflcloncy repl 
for Unit 2 re lack of seals for listed Class IE electrical devices Intliaffy reported on 
B40229 Final rept for Unit 2 expected by 660131 

HUFHAM.J W Tennessee Valley Authority. 65/03/04 GRACE, J N Region 2, Office of 
Director 3pp 29810.350 29810 352 


8604160049 Second supplemental final deficiency rept ro containment penetration 
protection Initially reported on 811207 Completion date for Unit 2 rescheduled to 
051230 

HUFHAM.JW Tennessee Valley Authority 85/03/04 GRACE, J.N Region 2, Office of 
Director Ip 20916’O26 29916:026 

6S04 180081 Revised final deliciency rept re reactor coolant pump (RCP) oil collection 
sys (ailing to meet App R roquiremonis. Intially reported on 841029 Drain lines for 
RCP oil mlp collection pans will bo rerouted 

HUFHAM.J.W Tennessee Valley Authority 65/03/04 GRACE.J N. Region 2, Office of 
Direclor 3pp 29918 038 29916'040 

SS04 160064 Part 21 & supplemental final Deficiency Rept NCR W*206 P re corrosion on 
Weatinghouso reactor pressure vessel flange & head 0 ring grooves Initially reported 
on 041120 Corrosion removed by hand griding Clad scalding surface repaired 
HUFHAM,J W Tennessee Valley Authority 86/03/05 GRACE.J N Region 2, Office of 
Direclor 2pp. 29018 356-29818 359 


0504160113 Part 21 & suppl to third Interim deficiency rept re Increased environ temps 
in main steam valve rooms Initially reported on 840522 Engineering Change Notice 
5401 issued for insulation of electrical conduit 

HUFHAM,J W Tennessee Valley Authority 85/03/07. GRACE, J.N. Region 2, Office of 
Director Ip 29821 016*29821 016 

0604120231 Final deficiency rept re design errors on Drawing 47W491-8, Initlalfy report- 
ed on 850220 Engineering Change Notice 6488 issued to add hangers to eliminate 
condition by 860315 Engineering Procedure 3 10 revised 

HUFHAM.J, W Tennessee Valley Authority B6/03/11 GRACE.J N, Region 2, Office of 
Dfrector 2pp. 29807.226*29607 227 


8504110223 Rovised final deficiency rept re control room prossurizalicn boundary loss 
through floor 6» equipment drains Initially reported on 831121 Drains redesigned & 
seismic supports provided to maintain pressure boundary & water seals 
HUFHAM.JW Tannossee Valley Authority 85/03/20 GRACE.J N Rogion 2. Ollica of 
Direclo-f 3pp 29777-205*20777 207 

8504160549 Final deficiency rept re failure to document design basis changes for liro 
dampers Initially reported on 860304 Design basis changod horn requiremonl to close 
under airflow conditions to roqulremont to close w/o airflow 

HUFHAM.JW Tennessee Valley Aulhonly 65/03/21 GRACE.J N Region 2, Office of 
Director 2pp 29010 214-29010 216 

0504170176 Final doflcloncy rept ro senos-mounlod smoko dampers not meoling doatgn 
requirements Initially reported on 850304 Dampers must be convorlod from smoko to 
flro dampers lo moot 3 h compartmenlalion requirement 

HUFHAM,J W Tennessoo Valley Authority. 65/03/21 GRACE, J.N Region 2, Office of 
Director 2pp 29039.003 26030 084 

B504170642 Final deficiency rept re lack of flexibility on inslrumont lino 
connections fnIHally roporlea on 850221 Fiold mods complciod Design procedures 
amended to prevent recurrence 

HUFHAM.J VV Tennessee Valley Aulhonly 05/03/21 GRACE.J N Region 2, Office o1 
Director 2pp 29042 351-20042 352 

6504260015 Final deficiency ropt ro lack of redundant tripping dovicos for valves in con- 
trol power circuits Initially reported on 650405 Utti will provido redundant tripping de- 
vices for affect ad circuits 

HUFHAM.J.W Tonnossoe Volley Authority 05/04/1 1 GRACE.J N Region 2, Office of 
Director 2pp, 30032 357-30032.359 

8504290480 Part 21 & second rovised final deflctoncy ropt ro WosImnhousQ RGB instru- 
menlalton not meoling roquiroments Inlilaily roporlod on 620400 Now iransmilters in* 
stellod, Qualtficdllon repts will bo sent before Unit f cnticality 
HUFHAM,J W. Tennessee Vailoy Authority 85/04/12 GRACE.J N Region 2, Olfico of 
Director. 2pp. 30053 326 30063:327 


T, Hearing transcripts on non-anlllrust matters 

6504250376 Sanitized version of Iranscrlpt of 850412 mooting w/iitil in Bethosda.MD Pp 
1-104.Supporiino documentation oncf 

* Office of Nuefoar Reactor Rogulallon, Diroclor 05/04/12 133pp 30028 222- 
30026 356. 


V. Operalor Examlnallons 

8504300291 Forwards four revisad resumes for senior ronctor operators available to 
satisfy Llcenso Condition 26, which requires one person on each shift have commercial 
PWR startup experlence.por 850416 requost 

OOMER,JA Tennessee ValCoy Aulhonly. 05/04/23. ADENSAM.E Lreensing Branch 
4. Opp. 30057-296-30057 303. 


DOCKET 60*391 WATTS BAR NUCLEAR PLANT, UNIT 2 


A. Appllcatlon/consIrucUon stage documents & correspondertco 

0403120300 Summary of 840210 meeting w/ulif in Bolhosda.MD re welding codes List 

KENYON.T.J, Licensing Branch 4 84/03/01. Licensing Branch 4 3pp 30032 012- 
30032 014 

8504120182 Responds to FOIA requesl for Caseload Forecast Fanel files in Ofc of Re 
source Mgl Forwards listed documents Documents also available in PDR 
FELTON, J.M Division of Rules and Records 84/06/08 KILLEFER.C Shaw, FiHman, 
Potts & Trowbridge. 2pp 30300 003*30303 129 

06O41SOO81 Forwards updated Region fj organization chart, reflecting rocont personnel 
cHqfiq&s 

WALKER.R D Region 2. Office of Director 05/03/13 PARRIS.H G Tennossoo Valley 
Authority. 2pp 20809 234-29809.246. 

6604010166 Forwards rev lo LM Mills 840124 responso to NUREG 0737, Item tl F 1 ro 
requesl tor exemption to Install high range noble gas monitors on auxiliary bldg vent 
MgCLOUD.DE Tertnesseo Valley Aulhonly 85/03/28 ADENSAM.E Uconsing 
Branch 4 2pp. 20569 208*29569'209 
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6504010021 Fouvards response to concerns noled in 050315 Hr re initial lest 
program Several responses require FSAR revsFSAR wiW be lormaliy updated in 
Amend 56 

MCCLOUD, DEI Tennessee Valley Aulhonly 85^03/27 ADENSAME bcensrng 

Branch 4 24pp 29571 193 29571 221 

8504010175 Forwards "Walts Bar Nuclear Plant Insennce Tesi Program lor pLf7>ps & 
Valves" Document constitutes rev to 311030 summary £ rellecls EG&G 
comments \V/43 oversiie drawings Aperlure cards available in PDR 
MCCLOUD, DE Tennessee Valley Aulhonly e5y03/27 AOENSAM,E Licensing 

Branch 4 2pp 29574 202 29574 263 

6504010161 Forwards figirres inadverlorliy omitlod 4rom ollsite dose calculation manual 
& rev lo Pages 2 A 3 o1 Table 3 1 One oversize map onef Aperlure card available in 
pon 

MCCLOUD, OE Tennessee Valley Aulhonly 85/03/28 ADENSAM.E Licensing 

Branch 4 6pp 29567 026 29567031 

0504020323 Summaries 850325 mealing w/H Parris m Washington, DC re whether or 
not NRR aware ot employee concern on issue re AWS weld program when util dis 
cussed sub) w/NRR in 1934 NRR made aware of concerns on B40210 
DARLING, JP Tenr^essee Valley Authority 85/03/28 DENTON, HR Ollice of Nuclear 
Reactor Regulation, Director 4pp 29578 028-29576 043 

6504080164 Re guests responses lo tisted questions re use ol General Const Spec G 
29c as applied lo AWS Welding Code D1 1.per 6*10210 moetmo 
NOVAK JM Assistant Director for licensir^g 85/03/28 PARRIS, HG Tennesseo 
Valfey Authority 2pp 2D711 328 29711 329 

6584050210 Forwards status list of addl equipment qualification actions lhal must be 
comprolcd to satisfy 10CFR5049 & detailed update to aid in review, per NUREG-05B& 
DOMER.JA Tennessee Valfey Authority 85/04/03 ADENSAM,E licensing Branch 
4 30pp 29665 208-29665 237 

6S04090297 Certifies lhal auxiliary feedwater sys designed & constfucted per FSAR N 
censing commitments. in response to 850327 request Bfack & Veatch documentalion 
in NRu possession should be sufficient to resolve issue 

DOMER,J A Tennessee Valley Authority 85/04/04 NOVAK ,T W Assi slant Director 
for Licensing 2pp 296S9 245-20699 246 

8504090049 Submits results of addl calculations re min subatmospheric pressure in side 
conlainmervt following degraded core event w/ hydrogen combustion.per B50329 
tefcon 

SHELL,RH Tennessee Valley Aumonly 05/04/05 ADENSAM.E Ucersing Branch 4 
2pp 29699 35^29699 352 

6584160444 Forwards response to NRC 660326 & 0101 questions re environ qualilica 
lion of equipment subj to mam steam line break outside confammonl.per B50402 
lei con 

DOMERJ A Tennessee Valley AulhorHy 65/04/05 AOENSAM.E licensing Branch 
4 6pp 2981 5 003-29815 007 

8504120064 Forwards description of eight significant items to ho corrected by fuel 
load.along w/clarification of each item, per 810113 Hr providing results of preliminary 
design roviaw ol control room Eight items complete for Unit 1 
SHEIl.R H Tennessee Valley Authority 05/04/09 ADENSAW.E Licensing Branch 4 
4pp 29786 327-29766 330 

6504170261 Forwards response to TM Novak 850326 Itr re omployee concerns over 
adequacy of general Const Spec G 29C applied to AWS D 1-1 Individual remains con- 
cerned lhal AWS D 1-1 not being met 

SHELL, RH Tennessee Valley Authority 85/04/09 ADENSAM.E Licensing Branch 4 
3pp 29B27 173-29827 175 

8504170015 Submits list of limit switches replaced w/qualihed switches, per 040314 
telcon Revised equipment qualification sheets for listed switches will be provided by 
inihal critically, per util commitment 

HUFHAM.JW Tennessee Valley Authority 65/01/11 ADENSAM.E Licensing Branch 
4 2pp 29827 101 29827 182 

6504 16 9289 Forwards rev lag supplementing 650327 IransnniUal of inservico lasting pro 

g ram summary for pumps & valves 

OWER.JA Tennessee ValJey Aulh only 85/04/12 ADENSAM.E G Licensing Branch 
4 9pp 29813 243 29013 251 

6504170403 Forwards FSAR rev confirming that safely analysis limit for reactor coolant 
pum^ undervollaga ^s 60% ot bus vollage Rev will ba incorporaled into Amend 56 lo 

DOMER.JA Tennessee Valfey Aulhonly 85/04/12 ADENSAM.E Licensmg Branch 
4 4pp 29827 357 29827 360 

8S€ 43 99271 Supp^s 850104 iLr re Black & Veatch evaluation of auxiliary feedwater sys 
rr> response lo 850307 requeslAddl Black & Veatch documontalion unnecessary 
based on rep t conefusrons ■& 860404 Ur 

DOMERrJA Tennessee Valley Aulhonly 05/04/12 NOVAK, T M Licensing Branch 4 
2pp 30058 137-30058138 

8504120206 Generic Llr B5-06 lo all ?W8 licensees A all applicants for OLs raOA guid 
ance for ATWS equipment not safely related Sve lisl end 

THOMPSON.HL Division of Licensing 85/04/16 ConsolidaleJ Edison Co, of New 
York. Inc 22pp 29947 288-29947309 

6504120031 Goreric Llr 85-02 to all PWB ticensees & ^plicantSpholders of CPs & Fori 
SI Vraln ra recommended actions stemming from NRC Integrated program for resolu- 
tion of unresolved safety issues re steam generator tube integnty Sve fisl end 
THOMPSON, H I Division of Licensing 85/04/17 Yankee Atomic Electric Co I27pp 
29953071-29953 262 

6504230174 Advises lhal mto re revised con lam men I analysis on main steam line break 
acctdenls will be submitted on 850531 Info will address eflocl of drop sizes for free- 
fall drafns 

SHELL.RH Tennessee Valley Aulhonly 85/04/17 ADENSAM.E. Licensing Branch 4 
2pp 29950061 29950062 

6504230370 Submits addl info demonslraling Morrison Knudsen Co diesol engines sat- 
isfactory start m 40 F ambient environ Criteria for jacket water &. lubricating oil warm- 
ing also sail sired Tech Spec rev requested 

SHELL, RH Tennessee Valley Aulhonly 85/04/17 ADENSAM.E Licensing Branch 4 
5pp 29953061 29953 065 


8504230416 Documents 850417 telcon & suppis 050405 submilial ro mm subalmos 
pheric pressure inside contamiment after degraded core event w/hydrogen 
comhuslion Allowable oxlernal pressure for Sve Levels C & D noled 
SHELLRH Tennessee Valley AulhorHy 85/04/17 ADENSAM.E Licensing Branch 4 
1p 29950 352-29960 352 

8604230500 Forwards revised FSAR Section Q 2 1 clarifying posHion on tosling of Irans 
fers to allernatfl power supplies on 6 9 kV shutdown boards Change will he meorperat 
ed info future FSAR amend 

SHELUR H Tennessee Valley Aulhonly S5/04/17 ADENSAM.E Licensing Branch 4 
4pp 29952 073-29952 076 

8SO424OOS0 Informs lhal qualified electrical equipment described in Items B 1 & B 2 of 
End 2 lo 850403 llr will bo installed bafore fuol loading Wrillen confirmation will be 
provided upon completion of work 

SHELL, R H Tennessee Valley Authority 05/04/17 ADENSAM.E Licensing Branch 4 
ip 29969 152-20969152 

as 04240392 Responds to 650402 request for addl info re Itcensoo response to Generic 
Ltr 83 28 Pnfo will be provided by dalos specif lod in D50402 llr 
SHELL.RH Terressee Valley Authority 85/04/10 ADENSAM.E Licensing Branch 4 
1p 29969 344 29969 344 

8604230192 Forwards additions to draft Tech Spec Table 3 6 2. "Ccntammenl Isolation 
Valves,’' lislmg all contain me n1 isolation valves icfenlified in FSAR.per 850410 meet- 
ing 

SHELL.RH Ternesseo Valley Authority 05/04/19 ADENSAM.E Licensing Branch 4 
13pp 29048 295 29946 307 

85 042304 13 Forwards rev to final draft Tech Spec Pago 1-5 & Figure 5 1 1 clarifying 
definition of site boundary for purposes of dose calculation, per 650418 telcon 
SHELL.RH Tenaosso© Valley Authority 85/04/19 ADENSAM.E Licensing Branch 4 
3pp 29951 230 25951 232 

8S04230417 Forwards rev to FSAR Page 6 5-1, correcting discrepancy between FSAR 
SocUon 6 & Sections 9 & 15 ro classilicahon of reactor bldg purge vonlilalion sys as 
ESF sys Change will be Incorporated In FSAR Amend 56 

SHELL.RH Ton nessoo Valley Aulhonly 85/04/19 ADENSAM.E Licensing Branch 4 
2pp 29551 220 29051 229 

8504300363 Forwards Westmghouso 050419 llr ro cenlrifugal charging pump mimilow 
analysis & proposed license condilton for analysis of uncontrolled rod cluster control 
assembly, par util 850409 Hr re TechSpoc certiucalion 

DOMER.JA Ton nesseo Valley Authority 85/04/24 ADENSAM.E Licensing Branch 
4. 6pp 30064 040 30064 053 


E, NRC Safety Evaluation Report (SER>. supple & correspondenco 

8504050203 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
WATTS BAH NUCLEAR PLANT, UNITS 1 AND 2 Docket Nos 50 390 And 50 391 
(Tennessee Valfey Abthori.ty) 

* DiVkSion ol Licertsing NUREG-0847 S04 85/03/31 45pp Available at NRC S4 00 
20673 100-29673 227 

8504230324 Forwards response to SER Open Items 14A & 14B ro Inilial tost program & 
proposed rev to Startup Tesi SU 4 3. "RCCA or Bank Worth Measurement of Power.'’ 
of Tablo 14 2-2 A of FSAR FSAR rev will b a Incorporated Into next amend 
MCCLOUD, DE Temesse© Valley Authority 05/04/15 ADENSAM.E Licensing 
Branch 4 21pp 29951 352 28952 010 

8504240084 Forwards Morrison Knudsen Co. Inc 650417 llr providing verification lhal 
diesel generator auxiliary sys meels requirements of ANSI B31 1 1nfo should resolve 
SER Oulslandirg Item 13 

SHELL.RH Tennessee Valfey Authority 85/04/10 ADENSAM.E Licensing Branch 4 
3pp 29969 109-29969 lit 


F. Security, medical, emergency A fire protection plans 

0504160727 NoiifiBs of 850312.14,10 & 20 site evalualion w/Boise Inleragency Fire 
Cache for establishment of emergency VHP radio sys Radio sys, if in stalled, will be 
used as support & backup communication means in emergency situations 
VERRELLI.DM Region 2, Office of Director 85/03/07 PARRIS.H C Tennessee 
Valfey Authority 2pp 29809 359-29009 360. 

8504160025 Forwards Insp Repts 50 390/85-09 & 50 391/85 09 on 850219 22 No vjo 
fall on or deviation noted 

VERRELLI.DM Region 2, Office ol Director 85/03/11 PARRIS.H G Tennessee 
Valley Aulhonly 2pp 29809 191-29009 201 

-8504150020 Insp Repts 50-390/86 09 & 50-361/85 09 on 850219-22 No violation or 
devralion noted Major areas inspected fire pro ted ion /prevent ion, electrical & followup 
on previously idenlifiad inspector items 

HUNT.MD Region 2, Office of Diroctor 85/03/07 9pp 29809 193-29809 201 

0504010210 Summary of 650307 moeling w/uli) re fire proteclion concerns & need lo 
have T cold indioelion in auxiliary control room List of meeling attondaes end 
KENYON.TJ Licensing Branch A 85/03/19, Licensing Branch 4 3pp 29574 322- 
29574 324 

B5041GD036 Forwards Insp Repts 5()-390/85 16 & 50-391/85-15 on 850225-0301 No 
viofatfonsor devialeons noted Emergency preparedness deficiency previously identified 
not correcled Corrective aclfons should be submilled within 30 days 
WALKER, R O Region 2, Office of Director 85/03/19 PARRIS.H G, Tennessee Valley 
Authority 3pp 29818 312 29818 325 

-0504160951 Insp Repis 50-390/85 16 A 50-391/65-15 on 650225 0301 No violations 
Of devialions noled Major areas inspected emergency preparedn 0 ss,ltcens 0 e re- 
sponses A corrective aclions re doliclencios previously Identified 
KREH.J L Region 2. Office of Direclor 85/03/15, lipp 29018 316- 298ie>325 
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8504160043 Forwards Insp Repis 50 390/85-16 & 50-391/85 IS on 850225 0301 to 
second followup insp of facility emergency preparedness impfemenlalion 
appraisal Two deficiencies outstanding 

COLLIMS.DM Region 2, Office of Director 05/03/21 MATTHEWS.DB Emergency 
Preparedness Branch Ip 29818 080 29018 094 

8504010198 Forwards revised central emergency control clr implementing 
procedures.includmg Rev 15 to DNPEC ♦ fP-2. “Operations Duty Specialist, Procedure 
for Notification of Unusual Event ” W/850326 Itr 

HUFHAMJW Tennessee Valley Authority B6/03/26 18pp 29569 344-29569 363 

8504010192 Forwards response to Question 420 01 re isolation devices for SPDS.per 
840914 Itr lo HG Pams re human factors engineering info for SPDSW/one ovorsrze 
drawing Aperture card available in PDR 

MCCLOUD, D B Tennessee Valley Authority 85/03/27 ADENSAM.E Licensing 

Branch 4 32pp 29574 169 29574 201 

85Q4010167 Forwards responses lo questions raised during 850321 lelcon re previous 
submittals delineating fire protection program Revised schedule for submittal of info 
re T cold Indication in auxiliary control room end 

MCCLOUD.de Tennessee Valley Authority 06/03/28 ADENSAM.E Licensing 

Branch 4 03pp 20569 211-29569 293 

8504090284 Forwards response lo NRC concern re fire protection at ladlily Reduction 
of transformer loads to maintain room temp clarified 

SHELL.R H Tennessee Valley Authority 85/04/05 ADENSAM.E Licensing Branch 4 
2pp 29699 092-29699 093 

8504170370 Informs that prompt notification sys operational offeclivo 850321. per 
850418 Hr Fixed siren component Installed in 1983 & activated on monthly basis from 
Tennessee emergency mgt agency emergency operations ctr since Sept 1904 
MCCLOUD.de Tennessee Valley Aulhority 85/04/10 ADENSAM.E Licensing 

Branch 4 Ip 29827 255-29027 255 

8504190049 Forwards 850306,12,19 & 26 PHYSI-t4 surveillance instruction lest results 
on FPS-2 sys & approved part orders as fisted in Rev 12, Section 16 of 850323 physi- 
cal security plan Plan & tost results withheld (ref 10CFR73 21) 

MCCLOUD,OE Tennesbee Valley Authority 85/04/15 ADENSAM.E Licensing 

Branch 4 Ip 29887 046 20B07 046 

8504230298 Forwards response lo quoslions raised during 850410 & 11 conversations 
w/NRC re fire protection program Second concern wilT be incorporated Into future 
FSAR amend 

MCCLOUD, DE Tennessee Valley Authority 85/04/15 ADENSAM.E Licensing 

Branch 4 4pp 29048 213-29940 216 

8504190369 Forwards response to 850328 request for info re compliance w/NUREG- 
073 7, Hem II F 1 & Rev 2 to Reg Guido 1 97 Proposed FSAR revs will bo Included In 
Amend 56 W/10 oversize drawings Aperlure cards available in PDR 
SHELL,RH Tennessee Valloy Aulhority 86/04/16 ADENSAM.E Licensing Branch 4 
20pp 20887 287-29007 306 

8584300003 Summary of 860327 meollng w/TVA re use of Ruskin firo dampers List of 
attendees & TVA preaenialion onct 

KENYON.TJ Licensing Branch 4 85/04/18 Licensing Branch 4. 13pp 30092 226 
30092 238 


J. Insitrcnce & Indemnity Information 

8S04040262 Forwards Endorsement 29 lo NELIA Policy NF-256 
DUCK.J R Marsh & McLennan, Inc 85/03/27 SALT2MAN,J Assistant Director for 
State & Licensee Relations 2pp 29612 182 29612 183 


8504180066 Forwards Insp Repis 50 300/85-12 & 50 391/85-12 on 850220 22 No vio 
lalion or deviation noted 

VERRELLI.DM Region 2, Office of Director 05/03/11 PARR IS, H G Tennessee 
Valley Authority 2pp 29916 027-29916 037 

-0504100069 Insp Repis 50 390/85 12 & 50-391/86-12 on 850220-22 No Violation or 
dovralion noted Major areas inspected QC £ confirmatory measurements, including 
review of lab QC proqram & review of procedures & msUuclioriB 
KUZO.GB, MONT(30MERY.QM Region 2. Office of Director 85/03/07 9pp 
29916 029 29916 037 

8604160426 Forwards Insp Ropls 50 390/85-13 & 50 391/85 13 on 850204-08 No vio 
lation noted 

VERRELLI.DM Region 2, Olfico of Director 85/03/12 PARR IS. HG Tennessee 
Valley Authority dpp 29821 217-20621 220 

“8504160432 Insp Repis 60-300/85 13 & 50-391/85 13 on 850204-08 No violation or 
deviation noted Major areas inspected qualification of rngt parsonnol.mamt 
activities, plant training & closeout of open items 

MCCOY.FR. CHRISTENSEN, H , LOVE LESS, 0 P Region 2, Office of Director 85/ 
03/07 9pp 29821 220 29821 226 

8604180384 Forwards Insp Repis 50 390/85 10 & 50 391/85 16 on 860228 0301 & 
notice of violation 

WALKER, R D Rogfon 2. Otflco of Director 05/03/10 PARRIS.H G Tennessee Valley 
Authority 2pp 29620 304 20020 313 

-8504160378 Insp Reals 50 390/05-18 & 50 391/85 16 on 850226 0301 Violalion 
noted Pipe Support 47A496-5-14 Improperly designed & failure to promptly correct 
Conduit Support CS‘R1-1497 

LIU.WC, 0LAKE,JJ Region 2, Office of Director 85/03/13 6pp 29020 308- 
29820 313 

0504100036 Forwards Insp Ropta 50 390/85-16 & 60 391/85 15 on 850225 0301 No 
violations or deviations noted Emergoncy preparedness deliclercy previously idenlifiecf 
not corrected Corrocllvo actions should be submitted within 30 days 
WALKER, RO Region 2, Office of Director 05/03/10 PARRtS.HG Tonnoasee Valley 
Authority dpp 2B8 18 312-20810 326 

-8504160051 Insp Replg 50 390/05 16 & 50-39 1/05 15 on Q50225 0301 No violations 
or deviations noted Major areas Inspacted emergency proparodnessjlcensoe re 
sponses & corrective actions ro dellciencios previously identified 
KREH.JL. CLINE, WE Region 2, Office of Director 85/03/15 lipp 29818 315 
29818 325, 

8603100659 IE Info Notice 06 022. 'llmilorque Motor Operated Valves Resulting From 
fncorrect Installation of Pinion Gear " Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineoring Response (Post 
830103) 85/03/21 Consolidalad Edison Co of Now York, Inc tOBpp 29597 001- 
29597 005 

8504160043 Forwards Insp Repis 60 300/05-16 & 50 391/85 16 on 850225- 0301 re 
second followup Insp of facility emergency prepare dnoss implemontation 
appraisal Two deficlonclos outstanding 

COLLI NS, DM Region 2, Office of Dlroclor, 85/03/21 MATTHEWS.DB, Emergency 
Preparedness Branch 1p 20018 080-29818,094 

8503210461 IE lr>fo Notice 85 023. "(nadequato Survelllanco & Post Maint & Post Mod 
Sys Tostii^ " Sve fist end 

JOROAN,bL Division of Emergency Preparedness & Englnearing Responso (Post 
030103) G5/03/22 Consolldatod Edison Co of Now York. Inc lOGpp 29556001 
29656,107 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8604160406 Forwards affidavit certifying Ihal Amend 55 to FSAR sent to listed Individ 
uals on 050404. 

OOMER.JA TonnosseG Valley Authority 85/04/04 ADENSAM.E, Licensing Branch 
4 2pp, 29811 034-29811-035 


P. Operating license stage documents & correspondence 


8503220444 IE Info Notice 05 024, “Failures of Protective Coalings in Pipes & HXs " 
Sve II si end, 

JORDAN.EL Division of Emeffloncy Preparedness & EnomoGring Response (Post 
630103) 85/03/26 Consolidated Edison Co of Now York, Ino fODpp 29596 164 
29596 363 

8504150606 Conf trims 85 0405 telco n ro 650405 mgt meeting at util corporate ofes to 
review results of SALP assesamont for Mar- Doc 1984. Proposed meelinig agenda end 
GRACE, JN Region 2. Office of Dlroclor. 65/03/27 PARRIS.H G Tonnessaa Valloy 
Authority 4pp 29a09’287'29609.200 


6504110196 Forwards proposed Tech Spec & FSAR revs addressing qualifications of 
plant operations review committee members & establishment of approved list of des- 
igns tea nuclear safety reviewers FSAR changes will be enct In next amend 
OHELL.R H Tennessee Valley Authority 85/04/09. ADENSAM.E Licensing Branch 4 
lapp 29766 012 20766 029 


0. Inapsdtion reports, IE Bulletins & correspondence 

6504160025 Forwards Insp Repis 50 390/05-09 & 50-391/05-09 on 850219-22 No vio- 
lation or deviation noted 

VERRELLI.DM Region 2. Office of Director 85/03/11 PARRtS.HG Tennessee 
Valley Authority 2pp 29809-191-29809 201 

«05O415OO2B Insp Ropls 50-390/85 09 & 50 381/85 09 on 850219 22 No violation or 
deviation noted Major areas Inspecled-fire protection/prevenlfon.eleclrlcaf & followup 
on previously Identified inspector items 

HUNT.M D , MILLER.W H , CONLON.T E. Region 2, Office of Director 85/03/07 0pp 
29300:193 29809 201 


8504160640 Forwards Insp Repl 50-391/85-21 on 85031 1*15,No violations or devi 
ationa noted 

VERHELLI.D.M Region 2. Office of Director, 85/03/28 PARRtS.HG Tennessao 
Vatfey Authority 2pp. 29810 230 20810,234. 

-8604160849 Insp Repl 50-391/05 21 on a5031MSNe violations or dovlalions 
noted Major areas Inspected overall preopo rational last program, 

VANDYNE.KW, JAPE.F. Region 2, Office of Director. 85/03/26, 3pp 29810 232- 
29810 234 

8604160107 Forwards Insp Rapls 50-390/85-24 & 60-391 /OS-1 9 on 850304 08 No via 
tation or deviation noted 

VERRELLI.DM Region 2. Office of Director. 05/03/28 PARRIS.H G Tennessee 
Valley Authority 2pp 29018 223-20818 220 

-850416011S Insp Repis 60 390/BS24 & 50.30t/fi5'19 on 050304 08 No violation or 
deviation noted Major areas inspected licensee identifiod Items 
GIBBONS JD.. CONLON.T E. Region 2, Office of Director 85/03/27 4pp 
29810 225-29016 226 


8504150686 Forwards Insp Repts 50-390/85 10 & 50 391/85-10 on 850204- 15 No vio- 
lation or deviation noted 

VERRELLI.DM Region 2, Office of Director 85/03/11 PARRIS, H,G Tennessee 
Valley Aulhority 2pp 29810 182-29810191, 


8604120201 Forwards Insp Repts 50 390/85-08 & 50-391/85-08 on 850121-0228 No 
violations or deviations noted 

VERRELLI.DM Region 2, Office of Director 85/03/20, PARRIS.H G Tennessee 
Valley Authority 2pp 29707 327-29797 359. 


--8S04160693 Insp Repts 50-390/05-10 & 50-391/06-10 on 850204-15 No violation or 
deviation noted Major areas inspected.reviaw of preoperational test results, previous 
enforcement items & inspector followup Items 

^CHNESLI.G.A, THOMAS.M., WHITENER.K.W Region 2, Office of Director 86/03/ 
07 app 20010184-20810,191. 


“8B04 120208 Insp Rapls 50-390/85-08 & 60 391/65 06 on a50121-0220.No violations 
or deviations noted Major areas inspected licensee action on previous enforcement 
matters.TMl actions items 81 closeout of iE buHolins, 

SHYMLOCK.M B,, HOLLAND, W,Em CALDWELL.CW Region 2, Office of Director 86/ 
03/28 31 pp, 29797 329-29797:369 
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8503280037 IE Info Notice 8S 025, “Consideralton ol Thermal Conditions in Design & 
Installalion of Supports for Diesel Generator Exhaust Silencers ” Svc Pist end 
JORDAN, EL Division of Emergency Preparedness & Engineerina Response (Post 
830103) 85/04/02 Corisoltdaled Edison Co of New Vork, tnc I07pp 29667 19& 
29667 305 

8503280045 IE Info Notice 85 026, "Vacuum Relief Sys fof BWR Mark I & It Con tarn 
ments " Svc hst end 

JORDAN, E L Division of Emergency Preparedness S Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc 92pp 296 67 107- 
29667198 

8504010039 IE Info Notice 85 027, '■NolificaHons to NRC Operations Clr & Reporting 
Events in LERs ’’ Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering- Response (Post 
830103) 85/04/03 Consolidated Edison Co of New York, Inc 9Bpp 29690 255 
29690362 

8504050042 SuppI 1 to IE Info Notice 85-003, "Separation of Primary Reactor Coolant 
Pump Shafi & Impeller ” Svc list encf 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc foipp 29791025 
29791 126 

8504050047 IE Info Notice 85 028, "Parlial Loss of AC Pov^er & Diesel Generator Deg 
radalicn " Svc list end 

JORDAN, EL Djvisloa of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc fOSpp 29790 278 
29791 024 

8504090419 IE Info Notice 85-029, "Dae of Unqualified Sources in Well Logging Appli 
cations" Svc fist end 

PARTLOWJG Division of Inspection Programs (Post 850212) 85/04/12 Consolidai 
ed Edison Co, of New York, Inc 66pp 29832 001-29832 023 

8504170240 IE Info Notice 85 039, "Microbiologlcally Induced Corrosion Containmeal 
Svc Water Sys " Svc lisl end 

JORDAN.EL Djvisfon of Emergency Preparedness & Engineenng Response (Post 
830103) 85/04/19 Consolidated Edison Co of New York, Inc i09pp 29966.25B 
29966 363 

8504190055 IE Info Notice 95 032, "Recent Engine Failures of Emargoncy Diesel Gen- 
erators ” Svc list end, 

JORDAN,EL DJvisPon of Emergency Preparedness & Engineenng Response (Post 
830103) 85/04/22. Consolidated Edison Co of New York, Inc 109pp 29968*239- 
29986 347 

S5041900S0 IE Info Notice 85 033, "Undersized Nozzle-To Shell Welded Joints In Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code" Svc list 
end 

JOHDAN,EL Division of Emergency Preparedness & Engineering Response (Post 
B30103) 85/04/22 Consolidated Edison Co of New York, Inc fOSpp 29989 001- 
29989 107 

6504220347 IE Info Notice 84 84, Rev 1. "DefLcienciesin Ferio-Resonant Transformers" 
Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineenng Response (Post 
830103) 85/04/24 Consolidated Edison Co of New York. Inc. Hflpp. 30027 067- 
30027 184 


R. Periodic operating reports & related correspondence 

850'41 20162 Responds to FOIA request for Caseload Forecast Panel files In Ofc of Re- 
source Mgl Forwards listed documents Documents also available In PDR 
F ELTON. J.M DrvJSlon of Rules and Records 04/06/06 KtLLEFER.C Shaw. PiUmar>, 
Potts 8 Trowbridge 2pp 30300 003 30303 129 

--8504120267 Forwards updated const status repls as of 831231 for Walts Bar Units 1 
& 2 & Bellefonte Units 1 6 2 Info for inclusion In NUREG 0300, Juno 1984 & Dec 1085 
fuel load dates for Watts Bar Units 1 & 2,fespectiv0ly 

MILLS.LM Tennessee Valley Authority 84/01/24, fnformalio-n Syslems Branch. 9pp 
3031 B 175 30318 183 

>>0504120286 Forwards updated const status repts as of 940331 for Watts Bar Units 1 
& 2 & Bellefonte Units 1 & 2 Info for inclusion in NUREG 0-030. 

MILLS, LM Tennessee Valley Authority 84/04/25 (nformalion Syslems Branch 9pp 
30318195 30318 203 

-0504150006 "Walts Bar Nuclear Plant Weekly Progress Repl & Analysis 790406-12 " 
♦ Tennessee Valley Authority 79/04/12 140pp 30302 084 30302:163. 

-85041601)09 "Const Progress, Jan 1983 " 

WADEWITZ,G Tennessee Valley Authority. 83/01/31 200pp. 30302164-30302 288 
-8504160011 "Const Progress, Feb 1983 " 

WADEWITZ.G Tennessee Valley Authority 83/02/28. 31 Opp 30302 289 30303 126 

-8504160030 Forwards updated const status repts as of 830630 for Watts Bar Units 1 
& 2 & Sellefonte Units 1 & 2 Info lor inclusion In NUREG-OOaO 
MILLS.LM Tennessee Valley Authority 63/07/20, Information Systems Branch 5pp 
30318029 30318 033 

-8504150216 Forwards updated const status repts as of 830930 for Walts Bar Units 1 
& 2 & Beltefonla Units 1 & 2 fnfo for inclusion In NU REG-0030, 

MILLS.LM Tennessee Valley Authority 83/10/21, Information Syslems Branch, 6pp 
30318 131-30318.135 

-8504150234 Forwards updated const status repts as of 821231 for Walts Bar Units 1 
& 2 & Ballefor)t0 Units 1 & 2 Info lor Inclusion in NUREG 0030 
MILLS,LM Tennessee Valley Authority 83/01/21. Information Gystems Branch 
16pp 30326214-30325,229 

-6504150400 Forwards updated const status repts for Walts Bar Units 1 & 2 & Belle- 
fonle Units 1 2 as of 820930 for fnclusfon in NU REG-0030 New melhod of calculat- 

ing percent complete will be implemented by next raporllng period 
MILLS.LM Tennessee Valley Aulhofity 82/10/15. Inlofmaiion Systems Branch 6pp 
30325347-30326^351, 


■85041504B6 Forwards updated const status repts for Watts Bar & Bellefonte Nuclear 
Plants as of 830331 .for inclusion in NUREG 0030 

MILLS.LM Tennessee Valley Authority 83/04/21 Jnformalion Syslems Branch 5pp 
30326 078 30326 082 


S Reportable occurrences, LERa & rotated correspondence 

8504150142 Final deficiency rapt re unqualifred fire protection equipment for emergency 
gas trealment sys & auxiliary bldg gas trealmenl sys filter housing Initially reported on 
850125 Spray nozzles w/175 F rating replaced 

HUFHAM.J W Tennessee Valley Authority 85/02/26 GRACE.J N Region 2. Oflice of 
Director 3pp 29809 259 29809 261 

85041 S0149 Final Deficiency Repl NCR NEB 8501 re Incorrect spec of radiation level 
used on auxiliary bldg gas Irealmant ays environ drawings Initially reported on 
650123 Analysis of Integrated accident dose performed 

HUFHAM.J W Tennessee Valley Authority 85/02/25 QRACEJ N Region 2, Office of 
Director 2pp 29609 262 29809 263 

8504t 50407 Final deficiency repl re incorrect DBA response spectra for steel contain 
menl vessels Initially reported on 841128 Design based on conservative 
analyses Item not reportable under 10CFRS0 55(0) 

HUrtfAM.JW Tennessee Valley Authority 85/03/04 GRACE.J N Region 2, Office of 
Director 2pp 29010 329-298110 330 

8504150412 Supplemental final deficiency rept for Unit 1 & fourth Interim deficior^cy repl 
for Unit 2 re lack of seals for listed Class 1E electrical devices Initially reported on 
84G229 Final rept for Unit 2 expected by B60131 

HUFHAM.J W, Tennessee Valley Authority 85/03/04 GRACE.J N Region 2, Office of 
Director 3pp 29810*350 20810 352 

6504180049 Socond supplemental final deficiency repl re containment penetration 
profoclion fnilially reported on 811207 Complelion dale for Unit 2 resenedufed to 
851230 

HUFHAM.J W Ton nesses Valley Authority- 85/03/04 GRACE.J N Region 2, Office -of 
Director Ip 29916 026 29916 026 

6504180061 Revised final deficiency rept re reactor coolant pump (RCP) oil collection 
sys failing to meet App R requirements Intially reported on 841029 Oram linos for 
RCP oil drip collecllon pans will be rerouted 

HUFHAM.J W Tennessee Valley Authority 85/03/04 GRACE.J.N Region 2. Office of 
Director 3pp 29916 038-29916 040 

8604160113 Part 21 & suppI to third interim deficiency repl re increased environ temps 
in mam steam valve rooms Initially reported on 840522 Engineering Change Notice 
5401 issued for Insulation of electrical conduit 

HUFHAM,JW Tennessee Valley Authority 85/03/07 GRACE.J N Region 2, Office of 
Director tp 29821 016 29821 016 

8504120231 Final doliclency repl re design errors on Drawing 47W491-0 Imllalty report- 
ed on 850220 Engineering Change Notice 5488 issued to add hangers to eliminate 
condlUon by 850315 Engineering Procedure 3 10 revised 

HUFHAM.J W Tennessee Valley Authority 85/03/11. GRACE.J N Region 2. Office of 
Director 2pp 29807 226-29007 227 

85041160422 Final Deficiency Repts NCR W-210-P & NCR W-220 P re failure of electro 
thermal links failing to close Initially reported on 841217 Surveillance Instrumentation 
L&01 revised to add resistance check 

HUFHAM.J W Tennessee Valley Authority 85/03/15 GRACE.J N Region 2, Office of 
Director 3pp 29810 355-29B10 357 

8504150420 Final deficiency rept for Unit 1 & first Interim deficiency rept for Unit 2 ro 
overslressed RHR sump suction piping. Initially reported on 0501 20, Mechanical piping 
drawings levisod Next rapt by 6S0618 

HUFHAM.J W Tennessee Valley Authority 85/03/18 GRACE.J N Region 2, Office of 
Director. 4pp 29810 358-29810 361 

8504150418 Final deficiency rept re possible overstress of hydrogen colloctor 
piping Initially reported on 850214 Piping will be relocated by 850408 to eliminate pc 
tentlal for contact w/ico condenser support beam 

HUFHAM.J.W Tennessee Valley Aulhorily 85/03/19 GRACE.J.N Region 2, Office of 
Director 2pp 29810 353-29810 354 

6504160434 Pari 21 &. revised final Deficiency Repl NCR W-174-P re failure ol antire- 
verslng ratchel pins on Siemens-Allls ERCW pump ahafllnitially reported on 
840530 Anlireverse mechanisms modified 

HUFHAM.J W Tennessee Valley Authority 85/03/19 GRACE.J N. Region 2. Office of 
Director 2pp 20811 001-29811 002 

850416D56S Supplemental final deficiency rept lor Unit 1 & first interim rept for Unit 2 re 
relief valve thrusl forces Commitment date of 850314 for completion of corrective 
action for Unit 1 revised lo 850329 

HUFHAM.J W Tennessee Valley Aulhorily 85/03/19 GRACE.J N. Region 2. Office of 
Direclor Ip 29820 052-29820 052 

6504110223 Revised final deficiency rept re control room pressurization boundary loss 
through floor S equipment drains Ini lially reported on 831121 Drains redesigned & 
seismic supports provided to maintain pressure boundary & water seals 
HUFHAMJ W, Tennessee Valley Authority. B5/03/20 GRACE.J.N Region 2, Office of 
Director 3pp 29777 205-29777*207 

8504160549 Final deficiency rept re failure to document design basis changes for fire 
dampers InitiaNy reported on 850304, Design basis changed ifom requirement to close 
under airflow conditions to requirement to close w/o airflow 

HUFHAM.J.W, Tennessee Vaitey Authority. 85/03/21 GRACE.J N Region 2. Office of 
Dfreclor 2pp 29819,214-29819 216 

6504170176 Final deficiency rept re series-mounted smoke dampers not meeting design 
requirements Initially reported on 850304 Dampers must be converted from smoke to 
fire dampers to meet 3 h compartmenlalion requirement. 

HUFHAM.J.W Tennessee Valley Authonly 85/03/21 GRACE.J N Region 2. Office of 
Direclor 2pp, 29839.083-29839 084 
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8504170642 Final deliciancy repl re lack of ffoxibifily on msirumenf fine 
connecKons Inittally reported on 850221 Field mods compfeled Design procedures 
amended lo prevenl recurrence 

HUFHAM.JW Tennessee Valley AuthorUy 85/03/21 GRACE.J N Rogion 2. Office of 
Director 2pp 29842 351*29842 352 

8504250532 Fourth interim deficiency rept re failure to account for thick walled instru 
fneni piping In qualification of process piping InHialfy reported on 811009 Unaccept- 
able piping will be modified Next rept will be submitted by 851101 
HUFHAMJ W Tennessee Valley Authority 85/04/10 GRACE.J N Region 2. Office of 
Director 2pp 29989 217-29989 218 

8504260015 Final deficiency rept re lack of redundant tripping devices for valves in con- 
trol power circuits Initially reported on 8504O5.UtiJ will provide redundant tripping de- 
vices for affected circuits 

HUFHAM.JW Tennessee Vafloy Authority 85/04/11 GRACE.J N Region 2, Office of 
Director 2pp 30032 357-30032 359, 

8S0 4260036 Fifth interim deficiency rept re inaccurate results from computer program 
"ANCHORS” Initially reported on 830329 Anchor load revs pending Next rept expect- 
ed by 851220 K a 

HUFHAM.JW Tennessee Valley Authority 85/04/11 GRACE.J N Region 2, Office of 
Director. 2pp 30033 360 30033 361 

8504290480 Part 21 & second revised final deficiency rept re Weslinghouse RCS instru 
mentation not meeting requirements Initially reported on 820409 New transmitters In- 
stalled Qualification repts will be sent before Unit 1 criticality 
HUFHAM.J W Tennessee Valley Authority 85/04/12 GRACE.J N Region 2. Office of 
Director 2pp 30053 326-30053 327 


T. Hearing transcripts on non-antitrust matters 

8504250370 Sanitized version of Iranscnpt of 050412 mooting w/ulil In Belhosda.MD Pp 
1-104 Supporting documenlation one) 

• Office of Nuclear Reactor Regulation. Director 85/04/12 133pp 30020 222- 
30028 358 


V. Operator Examinations 

0584300291 Forwards four rovisod resumes for senior reactor operators available to 
salisfy License Condition 26, which requires one person on each shift have commercial 
PWR startup exporience.per 850415 request 

DOMER.J A Tennessee Valley Authority 85/04/23 ADENSAM.E Licensing Branch 
4 8pp 30057 296 30057 303 


8504100122 Con^fErms 850603 07 as dates for conducting special insps to evaluate com- 
w/R5CFR50,App fl requirements & associated fire protection- features, per 
850315 lolcon Info on piping & instrumentabon flow diagrams reciuestod 
WALKER^RO Region 2. Office of Director 85/03/21 DIXON, OW South Carolina 
Electric 8i Gas Co 2pp 298 IS 234 2D818 235 

Fqrw^ds Jnsp Rept 50-395/85-08 on 650201-0301 i notice of violation 
VERRELU AM Rogion 2, Office of Director. 85/03/22 DfXON.OW South Carolina 
Electric & Gas Co 2pp 298D7 244 29807 257. 


-6504120247 Notice of violation from Inspon 860201-0301 
• Region 2, Office of Director 85/03/22 2pp 29807 246 29807 247 

-8604120252 Insp Rept 50-306/85 06 on 850201-0301 Violalion noted failure to follow 
grocedures for equipment removed from sve & failure to promptly repl degraded fire 

’ CANTRELUF S Rogion 2, Office of Director 85/03/22 lOpp 29807 248 

0M(Y7 OK’l 


8604160132 Ack receipt of 850301 Ur informing NRC of steps taken to correct violations 
noted in Insp Rept 50-395/84-37 

VERRELU.DM Region 2, Office of Director 85/03/22 OIXON.OW Soulh Carolina 
Electric & Gas Co Ip 29820 139-26820 144 


-6S04 160146 Responds to NRC Hr re violations noted in Insp Rept 50-395/84-37 Cor- 
rective actions Itr issued on 041130 emphasizing importance of mainlaining inlegrilv of 
fire doors & Surveillance Test Procedure 1 30.001 revised 

DIXON, 0,W Soulh Carolina Electric & Gas Co. 85/03/01 GRACE.J N Region 2, 
Offico of Director 5pp 29820 140-29020 144 

8504260033 Revised emergency plan procedures. Including updated Index. Rev 12 to 
EPP-002 re communications & nollffcalions.Rev 8 to EPP-005 re offsite dose calcuJa- 
tions & Rev 4 to EPP-009 re onsite medical W/850-108 Itr 

OIXON.OW. South Carolina Etectric & Gas Co. 05/04/08 GRACE.J N Region 2. 
Office of Director 135pp 29085 253-2D9B6 026 


8504220189 Forwards "Control Room Design Review Pronram Plan Repl” & “Summary 
Repl on Rev 3 lo Reg Guide 1 97," in response lo Genoric Lir 82-33.Suppl 1 to 
Emergency Response Capability, " Sections 5^6 
DIXON, OW. Soulh Carolina Etectric & Gas Co 65/0-1/15 OENTON.HR Office ot 
Nuclear Reactor Regulation, Director 2pp 29929 001 29929 110. 


-8604220104 "Control Room Design Review Program Plan Ropl for VC Summer Nude 
ar Station." 

* Soulh Carolina Eleclric & Gas Co 85/04/16 66pp 29929 003 29929 058 
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Q. Inspection reports. IE Bulletins & correspondence 

8604200486 Forwards insp Repl 50 394/05 01 on 850204 00 No violation noted 
WENSLAWSKI.F A Region 5, Office of Director 65/04/04 LANDRETH.J R California 
Polytechnic State Univ , San Luis Obispo, CA 2pp 30053 332-30053,338 

* 6504290489 Insp Rept 50-304/85 01 on 050204 06 No violation or deviation 
noted Major areas inspected roloaso criteria estabiishod in NRR 011006 dismantling & 
disposal plan & 810908 amend Plan requirements satisfied 

GARCIA, t M , CILLIS.M , YUHAS.G P. Region 5, Offico of Diroctor 85/04/03 6pp 
30053 334-30053 338 


-85042201©8 "Summary Repl on Rog Guide 1 97, Rev 3. Post- Accident Monitoring Sys" 
* Soulh Carolina Efoolric & Gas Co 85/04/15 52pp 29029 059 20929 110 

8604290256 Forwards Wosling house proprietary & nonpropriolary Rev 0 to Suppis 2 NP 
& 2 lo WCAP-10170, "Westinnhouso Technical Support Complex Design A V & V 
Pfocoss for per NRC 841004 request for addl Info re SPDS 
OIXON.OW South Carolina Electric & Gas Co 86/04/IQ DENTON, HR Oflico of 
Nuclear Reactor Rogulalion, Diroctor 17pp 30046 323-30047 074 

-0504290277 Roquosla propriotary Rov 0 lo SuppI 2 NP lo WCAP-t0170, "Westing 
bouse Technical Support Complex Design & V & V Pfocoss tor VC Summer Nuclear 
Station," bo withheld {ref 10CFR2 700} 

WIESEMANN.R A Woalinghouso Eleclric Corp. 85/04/02 DENTON.H R. Office of 
Nucloor Reactor Regulation, Director 0pp. 30046 340 30046 345, 


W. Decommissioning Stage Documents & Correspondence 

35O420O4B5 Forwards Insp Rept 50 394/05-01 on 850204-08 No violation notod 
WENSLAWSKI.F A Region 5, Office of Director 85/04/04 LANDRETH.J.R. California 
PoiytQChnic State Univ , San Luis Obispo, CA 2pp 30063 332-30053 338 

-6504290489 Insp Rept 60*394/85 01 on 650204-08, No violalion or deviation 
noted Major areas inspected re I do so criteria estabiishod In NRR 811006 dismantling & 
disposal plan A 810908 amend Plan requirements satisfied 

GARCIA, E M , CILLIS.M , YUHAS.G P, Rogion 5, Office of Director. 05/04/03 5pp, 
30053 334-30053-330 


DOCKET 50-395 VIRGIL C, SUMMER NUCLEAR STATION, UNIT 1 


-8504200263 Nonproprietaiy Rov 0 lo SuppI 2-NP to "Westinnhouso Technical Support 
Complex Design A V A V Procoas for VC Summer Nuclear Station " 

BRElDE.fl J. WQslInghouflo Electric Corp. WCAP-10170 S02-NP RO 64/12/28 92pp, 
30046 346-30047 074 


J, Inauranoe A Indemnity Information 

8504100330 Forwards Endorsemenls 17 A 37 lo NELIA Poficies NF 281 A NF 252,r0- 
spectivofy A Endorsemenls 1 1 A 19 to MAELU Policiea MF-112 A MF-10Q, respective- 
ly 

HOGGE.S.D. Marsh A McLennan, I no 85/04/01 DINITZ.I. Assistant Director for Stale 
A Lfconsoe Relations 6pp. 2£)728"a25-2972& 229. 


F, Security, medical, emorgenoy A fire protection plans 

0504150688 Advises that Rev 4 to corporate emergency mgt plan consistent w/provl- 
8 Iona of 10CFR50 47(b) A acceptable 

VERRELLI.DM Region 2. Office of Director 85/03/08. DIXON.OW, South Carolina 
Electric A Gas Co Ip 29610 192-29810 192 


P. Operating license stage documenta A corresj>ondence 

8504120182 Responds lo FOIA request for Caseload Forecast Pano) files in Ofc of Re . 
source Mgl.Forwarda listed documenla.Documenla also available In PDR 
FELTON.J M Division of Rules and Records. 84/06/06 KILLEFER.C. Shaw. Pittman. 
Polls A Trowbridge 2pp. 30300:003 30303 1 29 


8504160697 Forwards Insp Rept 50 395/85 09 on 85021 9-22 No violations or devi 
alfons noted 

VERRELLI.DM Region 2, Office of Director 85/03/13 OIXON.OW. South Carolina 
Efeciric A Gas Co 2pp 29809 316-29809,321 


0504100074 Fonwards updated Region II organization charls.re fleeting recent personnel 
chanqos * ' 

WALKER,R.D Region 2, Office of Director 85/03/13. DIXON.O.W Soulh Carolina 
Electric A Oas Co. Ip. 29816 149 20818:160. 


•8504160704 Insp Rept 50-395/85 09 on 850219-22 No violalion or deviation 
noted Major areas Inspocted-operational safety verification, Independent fnsp, followup 
on inspector Identified items A IE Bulletins 83-03,79 18,81 01, 

BURRIS, S.P, JAPE.F. Region 2, Office of Director 05/03/11 4pp 29809 318- 
29809-321 


0504060130 Requests discontinuation of micro seismic monitoring network on basis that 
min requirements of OL Condition 2.C{24) re seismic monlloring program 
satisfied Response requested by Sept 1 985 Fee paid, 

DIXON, O.W South Carolina Eleclrlo A Gas Co 85/03/20. DENTON.H R, Office of 
Nuclear Reactor Regulation, Director. 3pp 29666.339-29666-341, 


8S04160293 Forwards Insp Repl 50-395/86 00 on 850211-16 No violations or davi- 
alions IdoniifiGd 

VERRELLI.DM Region 2. Office of Director 05/03/18 DIXON.OW Soulh Carolina 
Electric A Gas Co 2pp 29B20 297-29820'303 

-8504160303 Insp Rept 50-395/85 06 on 850211-15 No violations or deviations 
idem if led, Major areas inspected emergency preparedness 

MAftSTON.R R , CLINE.W E Region 2, Office of Director. 85/03/01. Spp 29820-299. 
29820-303 


0604090400 Forwards Amend 38 lo License NPF-12 A safely evaluation Amend modi- 
fies Tech Specs lo add new spec re requirements for clrcuH breakers for non Class 
IE cable. 

AOENSAM.E.G Licensing Branch 4 85/04/01. DIXON.O.W Soulh Carolina Electric A 
Gas Co 2pp. 29744 318-20744:330 

—8604090402 Amend 38 to License NPF-12, adding new Tech Specs re requirements 
for circuit breakers for non Clasa 1 E cable 

ADENSAM.E G Licensing Branch 4 05/04/01 8pp, 29744 321-20744 328 
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-85040D04fi5 SafGly evalualton supporting Amend 3B to Liconso WPF-12 

* Office of Nudear Reactor Regulation, Diroclor 85/04/01 2pp 29744 329 
29744 330 

8504170^36 Forwards Amend 39 to License NPF-12 & safety evalualion Amend modi- 
fies Tech Specs, adding nole to Table 333 to state that purge exhaust monitor not 
required when purge exhaust closed 

AOENSAM.E Q Licensing Branch 4 B5/04/OT DIXON, OW. South Carolina Electric & 
Gas Co 2pp 29905 247 29905 256 

“8504170639 Amend 39 to Ltcense NPF-1 2, modifying Tech Spec Table 3 3-3 to state 
that purge exhaust monitor not required whan purge exhaust closed 
ADEN SAM, EG Licensing Branch 4 B5/04/01 5pp 29905 249-20905 253 

“8504170541 Safety evafualion supporting Amend 39 1o License NPF-12 

* Office €f Nuclear Reactor Regulation, Director B5/04/01 3pp 29905 254- 
29g0S'2S6 

0504930410 Requests relief from ASME Code, Section XI hydrostatic testing require- 
ments for feedwater sys Relief required to support mod to rotate feedwater reverse 
flush valves Fee paid 

DIXOROW South Carolina Elsctnc & Gas Co 85/04/03 DENTON, HR Office of 
Nuclear Reactor Regutalion, Director 4pp 29B85 114-296B5 117 

8504128073 Clarilres uUl interpretation of Tech Spec Subsecllon 6 2 2fd re overlfme 
limitations for personnel performing safety retaled functions Overtime considered on 
individual basis except during extended shutdown periods 

DIXON, OW Soulh Carolina Efeclnc & Gas Co 85/04/04 DENTON, HR Office of 
Nuclear Reactor Regulation. Director 2pp 29786 335-29786 336 

8604 160 586 Summary of 850329 meeting w/uthi at site re proposed Tech Spec 
changes, re cent operating events, mg I philosophy & tour 

HOPKINS.J B Licensing Branch A 85/04/08 licensing Branch 4 18pp 29836 165- 
29836 182 

B504160017 Applrcation for amend to License NPF-I2,fevjsing Tech Spec 3/4 B 1, "AC 
Sources," to modify testing schedule for diesel generators by determining fast 100 
valid tests on per diesel generator basrs 

DIXON.OW Soulh Carolina Eleclric A Gas Co 65/04/09 DENTON, H R Office of 
Nuefear Reactor ReguleUon, Director 3pp 29798 223 29798 228 

”9504160020 Proposed Tech Spec Table 4 8 1, "Diesel Generator Test Schedule " 

* Soulh Carolina Electric & Gas Co 85/04/09. 3pp 29798 226-29798 228 

8S04150SB& Application for amend lo License NPF-12, deleting Tech Spec 3/4 5 4, 
"Boron Iniection Sys," modifying Bases Section B3/4 5 6, "Refireling Water Slorago 
Tank" & incorporalinq necessary changes to index Pee paid 
DIXON.OW Soulh Carofina Electric & Gas Co 85/04/09 DENTON, HR. Office of 
Nuclear Reactor Regulation, Director 2pp 29799 266 29799 277 

”8604160296 Proposed Tech Specs deleting Section 3/4 5.4, "Boron fnjectron Sys," 
modifying Bases Section B3/4 6 5, "Refueling Water Storage Tank" & incorporatfng 
necessary changes to index 

* South Carolina Electric & Gas Co 65/04/09 lOpp 29799’268-29799 277 

8S04150323 Application for amend to License NPF 12, revising Tech Spec 3/4 13, 
"Moveable Conirol Assemblies," to permit 72 h for performance of diagnostic proce- 
dures lo determine source of inoperability of control rods Feo paid. 

DIXON.OW South Carolina Efocirfc & Gas Co 05/04/09 DENTON.HR Office of 
Nuclear Reaclor Regulation, Director 0pp 29B0 5 287-29805 303 

”8604 150 329 Proposed Tech Spec 3/4 13. "Moveable Control Assemblies," revising 
time to determine source of control rod inoperability 
' South Carolina Electric & Gas Co 85/04/09 9pp 29805 295 29805303 

8 5041 20206 Generic tir 85-06 to all PWR licensees & alf applicants tor OLa ro OA guid- 
ance for ATWS equipment not safely relaled Sve list encl 

THOMPSON.HL Division of Licensing 85/04/16 Consolidated Edison Co. of New 
York, Inc 22pp 29947 388 29047 309 

8504120031 Generic Ltr 85 02 la all FWR licensees & appIrcan1s,hofders of CPs & Fort 
St Vrain re recommended acllons stemming from NBC integrated program for resolu 
tion of unresolved safety issues re steam generator tube Integrity Sve list end 
THOMPSON, HL Division of Licensing 66/04/17 Yankee Atomic Electric Co 127pp 
29953071-28953 282 


Q, rnspecllon reports, IE Bulfetlns & correspondence 

8604160327 Lists adrons 8i/or documentalion necessary to close out IE Bulletin 61-01, 
"Surveillance of Mechanical Snubbers," for listed facilities prior to fjnalj 2 ing closeout 
r^t 

JOR0AN,E L Division of Emergency Freparedneas & Engineering Response (Post 
630103) 85/02/11 STAROSTECKI.R. Region 1, Office of Director, 4pp 2 9 914' 165- 
29914 168 

8504150539 Forwards Insp Rept 50-395/85 07 on 850211-15 No violations or devi- 
ations noted 

VERRELLI.DW Region 2, Office of Director 85/03/13 OIXON,OW Soulh Carolina 
Electric A Gas Co 2pp 29811 064-29311 079 

“8504150550 Insp Repl 50 395/85 07 on 85021 1-15 No violalrons or deviations 
noted Major areas inspected plant training program assessment 
FALCONEfl.D. CHRISTENSEN,C , POERTNER,K Reglor^ 2, Office of Director 86/ 
03/11. I4pp 29011 066 29811.079 

0504158697 Forwards fnsp Rep I 50-395/65-09 on 85021 e-22,No violations or devi- 
ations noted 

VERRELLLO M Region 2, Office of Director 85/03/13 DIXON.OW. South Carolina 
ElecUic & Gas Co. 2pp 2B809 316-29809 321, 

“8504150704 Insp Ropl 50-395/85-09 on 050219-22 No violation or deviation 
noted Major areas inspected operalf anal safety venficallon, independent insp.followup 
on inspector identtlled items & IE Bulletins 83-03,70- IB, 81 -01 
BURRIS. S.P. JAPE.F, Region 2, Office of Director. 85/03/11 4pp 29809 318 
29809 321 


8504160293 Forwards Insp Rept 60 395/05-06 on 050211-15 No violations or devi- 
ations identified . 

VERRELLI.DM Region 2, Office of Oirecior 05/03/18 DIXON.OW South Carolina 
Elscific & Gas Co 2pp 2 9020 297-29820 303 

”8504180303 Insp Rapt 50 395/85 06 on 85021 1-15 No violations or deviations 
identified Major areas inspected emergency preparedness 

MARSTON.R R , CLINE.WE Region 2, Office of Director 85/03/01 5pp 29020 299- 
29820 303 

8503190659 lE Info Nalice 85 022, "Limitorque Motor-Operated Valves Resulting From 
Incorrect Installation of Pinion Gear " Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Respor^se (Post 
830103) 86/03/21 Consolidated Edison Co of New York, fnc 108pp 29-597 001 
29507 005 

8504160052 Informs that testing of Check Valves XVC-3119A & XVC 31199 on 041208 
completed, per IE Bulletin 83-03 Valves acceptable 

DIXON.OW South Carolina Efectric & Gas Co 85/03/21 GRACE.J N Regior^ 2, 
Office of Director Ip 29818 356 29018 356 

8504160122 Confirms 850603 07 as dates for conducting special fnsps to evaluate com 
pliance w/10CFR50,App R requirements & associated fire proleclion features, per 
850315 telcon fnfo on piping & Instrumentation flow diagrams requested 
WALKER.R D Region 2. Office of Director 05/03/21 OIXON.O W South Carolina 
Electric & Gas Co 2pp 29818 234 29818 235 

8503210461 l£ fnfo Notice 85 023, "Inadequate Surveillance & Post-Maint & Pest Mod 
Sys Testing " Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Posl 
830103) 05/03/22 Consolidated Edison Co of New York, Inc fOBpp 29656 001 
29656 107. 

8604120243 Forwards Insp Rept 50 395/85 08 on 050201*0301 & notice of violation 
VERRELLI.DM Region 2, Office of Director 85/03/22 DIXON.OW Soulh Carolina 
Efeciric & Gas Co 2pp 29807 244 29807 257 

“B5041 20247 Notice of violation from Insp on 850201 0301 
* Region 2, Office of Director 85/03/22 2pp 29007 246-29807 247 

”8604120252 Insp Rept 60-395/85 08 on 850201-0301 VIoIalion noted failure to follow 
rocedures for equipment removed from sve & failure to promptly rept degraded fire 
arriej 

HEHUCW , CANTREtL.F S Region 2, Office of Director 85/03/22 lOpp 29B07 248* 
29B07 257 

8504160132 Ack receipl of 850301 ltr Informing NRC of slops taken to correct violations 
noted in Insp Rept 50-395/84 37 

VERRELLI.D M, Region 2. Office of Director 85/03/22 DIXON.O W Soulh Carolina 
Electric & Gas Co tp 29820 139-29820 144 

“8504160146 Responds to NRC fir re violations noted In Insp Rept 50-395/84-37 Cof 
rective actions fir Issued on 841130 emphasizing importance of maintaining Integrity of 
fire doors & Surveillance Test Procedure 130 001 revised 

DIXON.OW South Carolina Electric & Gas Co 85/03/01 GRACE.J N Region 2, 
Office of Director 6pp 29820 140 29820 144 

6S04020247 Retracts 840501 relief request for valves from inservico map 
program Valves being tested In accordance w/current Inservice Insp program & con- 
tinue to meet acceptance criteria 

DIXON.OW South Carolina Electric & Gas Co. 05/03/25 DENTON.HR Office of 
Nuclear Reactor Regulation, Director 1 p 29583 075-29583 075 

8503220444 IE Info Notice 85 024. "Failures of Protective Coalings in Pipes & HXs " 
Sve Hsi end 

JORDAN.El Dcvlsion of Emergency Preparedness & Engineering Response (Post 
030103) 05/03/26 Consolidated Edison Co of New York, fnc fO0pp 29596 154- 
29596 363 

6503280037 IE Info Notice 85 025, "Consideration of Thermal Conditions in Design & 
Installation of Supports for Diesel Generator Exhaust Silencers " Sve list end 
JORDAN.E I Division of Emergency Preparedness S Engineering Response (Post 
830103) 05/04/02 Consolidated Edison Co of New York. Inc 107pp 20667 199- 
20667 305 

8503280045 IE Info Notice 85-026. "Vacuum Relief Sys for BWR Mark I & II Conlaln- 
menls " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103), 85/04/02 Consolidated Edison Co of New York. Inc 92pp 29667 107- 
29687 198 

0504010039 IE Info Notice 85 027, "Notifications to NRC Operations Ctr & Reporting 
Events in LCRs " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of New York, Inc 98pp 29690‘255- 
29690 362. 

8504050042 SuppI 1 to IE Info Notice 6S-O03, "Separation of Primary Reactor Coolant 
Pump Shaft $l Impeller " Sve fist end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/09, Consolidated Edison Co of New York, Inc 101 pp 29791 025* 
29791 126 

8504050047 IE Into Notice 86 028, "Parlial Loss of AC Power & Diesel Generator Deg- 
radation " Sve list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/09 Consolidated Edison Co of New York, Inc 109pp 29790 270- 
29791.024 

8504090410 IE Info Notice 86 029. "Use of Unqualified Sources in Well Logging Appli- 
cations " Sve list end. 

PARTLOW.JQ Division of Inspection Programs (Post 850212) 85/04/12 Consolidat- 
ed Edison Co of New York, Inc 66pp 29832 001 29832 023 
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8S04170240 IE Info Nottco 85 030. ’‘Microbiofogically Induc&d Corrosion Containmenl 
Svc Water Syi ” Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineennc) Rosponse (Post 
B30103) 05/04/19 ConsoJidated Edison Co of New York, Inc 109pp 29966 258 
29966 363 

8504100055 IE Info Notice 86 032, ‘'Recent Engine Failures of Emergoncy Diesel Gen- 
erators " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/22 Consolidated Edison Co of New York, Inc 109pp 29988 239- 
29938 347 


DOCKET 50-396 UNIV. OF VIRGINIA CAVALIER REACTOR 


F Security, medJeaL emergency & lire protection plans 

8504000284 Nolifies of reactor salsly commiltee 850327 approval of emergency ptan 
implementing procoduros Practice anils anticipated in near futirro Preceduros sent to 
NRC under separate cover 

MUIDER.RU Virginia, Univ of, Charfoltosvifle, VA 85/03/29 THOMAS, CO Stand 
ardizalion S Special Projects Branch Ip 29682 04B-296B2 04B 


0504190060 IE Info Notice 05 033. 'Undersized Nozzle To Shell Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code " Svc list 
end 

JORDAN,EL Division of Emergency Preparedness & Enginooring Response (Posl 
830103) 85/04/22 Consoiidaled Edison Co of New York, Inc 108pp 29989 001 
29900 107 

8504220347 IE Info Nonce 84-04, Rev 1, "Deficiencies in Ferro Resonant Transformers” 
Svc list oncl ^ 

JORDAN, E L Divislor^ of Emergency Preparedness & Engineering Rosponse (Post 
830103) 85/04/24 Consolidated Edison Co of New York. Inc liapp 30027 067- 
30027,184 


R. Periodic operating reports & related correspondence 


8504090339 "Semiannual Effluent & Waste Disposal RQpl,Jan June 1983” W/B30024 

SxON,OW South Carolina Efedric & Gas Co 03/06/30 0'nEILLY,J.P Region 2, 
Office of Director 13pp 29717 351-29717 363 

8504040455 "Radiological Environ Monitoring Repl,1983 ” W/040501 Ilf 
GOWDY.G M , BAEHR.W R , DIXON.O W South Carolina Electrrc & Gas Co 83/12/ 
31. O'REILLY .J P Region 2, Office of Director 73pp 29670 340-29671 053 

8504100527 "Semiannual Effluent & Waste Disposal Repl,Ju}-Oec 1983, VC Summer 
Nuclear Station ” W/040220 Itr . w . , 

DIXON.O W South Carolina Elocirfc & Gas Co 03/12/31 O REILLY, JP Region 2, 
Office of Director 70pp 29761 277-20761 346 


8504090503 rorv/ards "Semiannual Effluent & Waste Disposal Rep1,Jan-Juno 1984 " 
Rep1 withheld (ref 10CFR2 790) 

DIXON.O W Soulh Carolina Electric & Gas Co 04/08/20 O'REILLY, J P Region 2, 
Olllce of Director Ip 29760 001 20760 001 


8604220209 Monthly operating rept for Feb 1985,W/850312 Itr 
LOIGNON.GA, DIXON.O W South Carolina Electric & Gas Co 65/02/28 
BARRY, L W Office of Resource Managemonl, Director 6pp 29939 303-29939 307 


85042B0310 Forwards "Environ Monitoring Ropt.Jan 1903 - Doc 1904 " 

DiXON.OW Soulh Carolina Electric & Gas Co 85/04/22 DENTON, HR Office of 
Nuclear Reactor Regulation. Director Ip 20079 001-29980 000 


-0504250314 "Environ Monitoring Rept, Jan 1983 • Dec 1984 " 
• Dames & Moore 85/04/30 439pp 29979 002-29900 080 


S. Reportable occurrences, LERs & rolalod correspondence 

8504010243 LER 05-002 00 on 050221, failure to perform Tech Spec Surveillanco Re 
quirement 4 11212 within 24 h of plant 850210 startup idonllfiod Caused by failure to 
obtain A analyze grab sample of main plant vent W/850320 Ur 
KOON.AR, DIXON.OW South Carolina Electric & Gas Co 86/03/20 2pp 

29574 066 29574 067 

8504040130 LER 85 003 00 on 850228,during reactor startup/oactor trip occurred on 
high flux positive rale trip Caused by operator failure to adhere to proceduroa Operator 
counseled Procedures revised W/8503 27 Ur 

KOON.AR, DIXON.OW South Carolina Electric A Gas Co 65/03/27 4pp 

29670 1 06 29670 109 

0594290511 LER 85 005-00.on 85031 7, reactor trip occurred from 100% power duo to 
lo lo level in steam genorafor A Caused by burned contact in MSIV tost swiich MSIV 
switch replaced & all MSI Vs loslefJ.W/060416 Mr 

K00N,AR. DIXON.OW. South Carolina Efectric & Gas Co 05/04/16, 3pp. 

30054 001-30054 003 


DOCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT 2 


A Appllcatlon/constructlon stage documenta & correspondence 

DS04120182 Responds to FOIA request for Caseload Forecast Panel files m Ofc of Re 
source Mgl Forwards fisted documents Documenls also available m PDR 
FELTONJ M Division of Rules and Records 84/06/08 KILLEFER.C Shaw, Pittman. 
Potts A Trowbridge 2pp 30300 003 30303 129 

0504220184 "Evaluafton of Generation Availability Data Sys (GAPS) vs NPBDS ” 
DEAN.WH Washmglon Public Power Supply Syatom 81/06/30 21 pp 30079 336- 
30079 356 


E. NRC Safety Evaluation Report CSER), suppis & correspondence 

8504180453 informs of review of changes & tests or oxperimenis conducted during ref- 
orencod poriod that may impact FSAR.per SER No unroporled changes or repts moot 
P Jotmson suggested criteria 

SORENSEN, (a C Washington Public Pewor Supply System 05/03/29 MARTIN, J 6 
Rogfon 5. Office of Director 2pp 29856 106-29056 197 


F. Security, medical, emergency & fire prolecifon plans 


8604100619 Torwords Insp Rept 50 397/85 05 on 850204 08 & nolico of violalion 
KfRSCH.OF Regions. OMico oJ Director 65/03/10 SORENSEN, QC Washington 
Public Power Supply System 2pp 20701,347-20761 358 

-8504100623 Notico of violation from insp on 050204 09 
YOUNG, T Region 5, Office of Dirocfor 85/03/19 2pp 29761 349-29761 350 


-0504100633 Insp Ropf 60 307/05 05 on 050204 OD Violation noted two plant fire bri 
gade members bad not attended any required drills in 1064 & Improper storage of 
flammablo or combustibfo mails 

QUALLS.PM, YOUNG, T, JOHNSON.P H Roglon 5, OJfIce of Direclor 85/03/07 
Opp 20761 351-29761 350 

8504080141 Forwards Rev 5 to safeguards conllngoncy plan Rov reflects oalablishment 
& maim of LIE A response plaaRov withhold (roi 10CFR73 21 > 

SORENSEN.GC Washington Public Power Supply System 05/03/27 
SCHUSTER, M D Rogion 5, Office of Director 2pp 29679 276-29679 277 


0504110179 Forwards Rov 9 to physical security plan Change revises scliaduling of so 
cunly orientation training to corfo^ond w/rofroshor training for rad f o logics l/g on oral 
employ 00 Rev withhold (ref 10CFR73 21) 

SORENSEN.GC. Washington Public Power Supply System 05/03/2/ 
SCHUSTER, M D. Rogion 6. Office o1 Director 2pp 29760 030-29766 031 


0504020295 Forwards updated evaluation of pilot program for conducting annual team 
Insps & hoovily loading silo w/realdent inspectors, per 650226 preliminary review of 
pllol program Pilot program auccossfui 

MARilNJ 0 Region 6, Office of Director 05/03/20 TAYLOR, J Director's Olfico, 
Office of Inspection and Enforcement 7pp 20577 226 29577 238 

8504190383 Advises that 050327 Rev 0 to physical security plan consistent w/provi 
Siena of 10CFR60 64(p) & acceptable 

SCHUSTER, MD Rogion 5, Office of Director 85/04/16 SORENSEN.GC Washing- 
ton Pubtic Power Supply System 2pp 2DO1O.940-2O91O 047, 


8504260801 Advises that 850327 Rev 5 to safeguards conlingency plan consislont w/ 
pTOvtsions of 1CCFR56 54(p> & aocoptaWo 

SCHUSTER, MO Rogion 5. Offico of Director 85/04/10. SORENSEN.GC Washing- 
ton Public Power Supply System. 2pp 30026 082-3002B 0B3. 


S50429O13S LER 85 007-00 on 850321, dolormlnod scaffolding installed for preventive 
mainl on overhead cranes could havo adverse impact on oporabllMy of onsito ac 
sources Caused by personnel error Personnel counseled W/050419 Mr 
KOON.AR, DIXON.OW Soulh Carolina Electric & Gas Co 85/04/19 4pp. 
30053 306-30053 309 


8B04300204 LER 85 004-00 on 850322.noncompllancG w/Reg Gulda 1 108 require- 
monts re diesel generator lesling IdonttfiBci Caused by test frequency based on per 
diosol generator unit basis Procedure revs Inilialod W/B50419 Mr 
KOON.AR, DIXON.O.W. South Carolina Electric & Gas Co 85/04/19 5pp 
30069 205 30QQ9 2Q9> 


V. Operator Examinations 


8504158539 Forwards Insp Rept 50-395/85-07 on 05021 1-1 5 No violations or devl 

VERRELLLDM Region 2, Offico of Director 85/03/13 DIXON.OW. South Carolina 
Electric & Gas Co 2pp 29011.064-20811 070 


-8504150560 Insp Rept 50-395/85 07 on 850211-15 No violations or deviations 
noted Malor areas inspocled.plant training program assessment .... oc/ 

FALCONER, D . CHRISTENSEN.C , POERTNEB.K Region 2, Office of Director 85/ 
03/11 14pp 29811 066 29811 079 


H. General correspondence 

6604010022 Advises of personnel changes offectivo 850415 Prof qualifications for listed 
individuals available fn FSAR Apps 13 lA & 13 18 

SORENSEN.GC Washington Public Power Supply System 85/03/26 DENTON.H R 
Offico o1 Nuclear Reactor Regulallon, Director 2pp 20571 169-2957V160 

6604300407 Forwards marked-up revisod std courtesy copy distribufion lists for Liconso 
NPF-21. 

SORENSEN.GC. Washington Public Power Supply System 05/04/23 
SCHWENCEfl.A. Licensing Branch 2 3pp. 30063‘193-30063*1D6 

6504300361 Advises of personnel change^er util 850326 ItrJW Baker prof qualifies 
tlons will be Included In Chapter 3 of FSAR update 

SORENSEN*GC Washington Public Power Supply Syato/n 85/04/24 DENTON, H R 
Office of Nuclear Reactor Regulation. Director Ip. 3'0064 076-30064 076 


J, Insurance & indemnity Information 

8604030003 Advises of property & DabllJty insurance cove rago, per lOCFR50.54(w)(4) 
SORENSEN.G C Wasnlnglon Public Power Supply System 85/03/28 
SCHWENCER.A Licensing aranch 2 1p 29508 354-29508 354 
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0400046 5 Safety ovalualion supporting Amend 38 to License NPF-12 
20744 330^ Nuclear Reactor Regulation. Dtredor 85/04/01 2pp 29744 329 

® Amend 39 to Uconse NPF 12 & safely Gvalualior> Amend nnodh 

Spocs.ad ding note to Table 3 3-3 to state that purge eictiausl monitor not 
exhaust closed 

AUtNSAM.EG Licensing Branch 4 85/04/01 DtXON.OW South Carolina Electric & 
Gas Co 2pp 20905 247-20905 256 

-0604 170539 Amend 39 to License NPF l2,modifying Tech Spec Tabis 3 3-3 to state 
manitor not required when purge exhaust oJosed 
AUbNSAW.E G Liconsing Branch 4 85/04/01 5pp 29905 249 2990S 253 

-6004170541 Safety evaluation supporting Amend 39 to License NPF42 
aoSiocR® Nuclear Reactor Rogulation. Director 85/04/01 3pp 29905 254- 


B5040B0410 Requests relief from ASiME CodOiSection XI hydroslatJC testing require 
monis for feedwater sys Relief required to support mod to rotate feedwater reverse 
flush valves Fee paid 

DIXON, OW South Carolina Efeciric & Gas Co 85/04/03 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 4pp 29685 114 29685 117 

8504120073 Clarihos uUI interpretation of Tech Spec Subsection 622 fd re overtime 
irnitaiions for personnel performing safety-related fursctions Overtime considered on 
Indivicfual basis oxcopi during extended shutdown periods 

DIXON, OW. South Carolina Eiocirre & Gas Co 85/04/04 DENTON, HR Office ol 
Nuclear Reactor Regulation. Director. 2pp 297B6 335-29786 336 

8504160508 Summary of 850329 meeting vv/ulil at site re proposed Tech Spec 
clwrges, recent operating events. mgl philosophy & tour 

HOPKINS.J D Licensing Branch 4 85/04/08, Licensing Branch 4 f8pp 20836 165 
29B36 182 

8504150017 Application for amend to Lfeense NPF-12, revising Tech Spec 3/4 8 1, "AC 
Sources," lo modify testing schedule for diesel generators by determining last 100 
valid tests on per diesel generator basis 

DIXON, OW Soulh Carolina Electric & Gas Co 85/04/09 DENTON,HR Office el 
Nuclear Reactor Rooutation. Director 3pp 29708 223-29798 228 

'■8604160020 Proposed Tech Spec Table 4 Q 1, "Diesel Genoralor Test Schedule 
‘ South Carolina Electric & Gag Co 85/04/00 3pp 29798 226-29798 228 

8504150286 Application for amend lo License NPF- 12, deleting Tech Spec 3/4 5 4, 
"0oror^ Injoclfon Sys," modifying Bases Section B3/4 5 5, ‘ Rotuoling Water Storage 
Tank" & Incorporating necessary changes lo Index Fee paid 
DIXON, OW South Carolina Bectfic & Gas Co 85/04/09 DEN TON, H R Office of 
Nuclear Reactor Regulatior>, Director 2pp 29709 266 29799 277 

..8504160296 Proposed Tech Specs deleting Section 3/4 5 4, "Boron fnieclton Sys," 
modilying Bases Section B3/4 5 5, “Refueling Water Storage Tank" & incorporating 
necessary changes lo Index 

^ South Carolina Electric & Gas Co 85/04/09 lOpp 29799 268 29799 277 

8604150323 Application for amend to License NPF 12, revising Tech Spec 3/4.13, 
"Moveable Control Assomblios," to permit 72 h for performance ol diagnoslic proce- 
dures to determine source of Inopombility of control rods Fee paid 
DIXON, OW Soulh Carolina Electric & Gas Co 85/04/09 DENTON.H R Office of 
Nuclear Reactor Regulaticn, Director Spp 29805 287 29805 303 

-8S0416032'9 Proposed Tech Spec 3/4 1 3, "Moveable Control Assemblies," revising 
time to dotermine source of control rod inoperability 
* South Carolina Electric A Gas Co 85/04/00 0pp 29a05'295 29805 303 

8604120206 Gonoric Ltr 85'06 to ell FWR licensees & elf applicants for OLs re OA guid- 
ance for ATWS equipment not safety refalod Sve list end 

THOMPSON, H L Division of Licensing 85/04/16 Consofidaled Edison Co of New 
York. Inc 22pp 29947 288 29947 300 

8504120031 Generic Hr 65 02 to all PWR licensees & ^plccants.hofders of CPs & Fort 
St Vrain re recommended actions stemming from NRC integrated program for resolu- 
tion of unresolved safety Issues fo sloam generator tuba integnly 5vc list end 
THOMPSON, H L Division, ol Licensing, 85/04/17 Yankee Atomic Electric Co 127pp 
29963 071-29953 262 


B504160293 Forwards Jnsp Repi 50-395/85-06 on 86021 1-15 No violations or devi- 
ations Identified 

VERRELLI.DM Region 2. Office of Director 85/03/18 DIXON.OW South Carolina 
Electric & Gas Co 2pp 29820 297-29820 303 

-8504160303 Insp Repi 50-395/65 06 on 850211-15 No violations or deviations 
identlfiGd Major areas inspected emergency preparedness 

MARSTON.R R , CLINE,W E Region 2, Oflice of Director 85/03/01 Spp 29820 299- 
29820 303 

8503160659 IE Info Notice 85 022, "Limitorque Motor-Operated Valves Resulting Fromi 
Incorrect Installation of Pinion Gear " Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/21 Consolidated Edison Co of New York, Inc 108pp 29597 001- 
20597 005 

8504160052 informs that testing of Check Valves XVC 31 19A & XVC-31 19B on 841208 
com Dieted, per IE Bulletin 83 03 Valves acceptable 

DIXON.OW South Carohrta Electric & Gas Co 85/03/21 GRACE.J N Region 2, 
Office of Director Ip 29818 356 29018 356 

8504160122 Confirms G50603 07 as dates for conducting special insps lo evaluate com 
pliance w/10CFH50,App R roquiremenls & associated fire protection features.per 
850315 telcon Info on piping & inslrumonlalion flow diagrams requested 
WALKER.RD Region 2, Office of Director 85/03/21 DIXON.OW Soulh Carolina 
Electric & Gas Co 2pp 29818 234-29810 235 

6503210461 IE info Notice 85 023, "Inadequate Surveillance & Post Maint & Post-Mod 
Sys Testing " Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (.Post 
830103) 85/03/22 Consolidated Edison Co of New York, Inc fOBpp 29656 OOt 
29656 107 

8504120243 Forwards Insp Rept 50 395/85 08 on 850201-0301 & notice of violation 
VERRELLI.DM Region 2, Office of Director 85/03/22 DIXON.OW South Carolina 
Electric & Gas Co 2pp 29807 244-29807 257 

-6504120247 Notice of violation from insp on 850201-0301 
* Region 2. Olficeof Oireclor 85/03/22 2pp 29007 246 29807 247 

-6504120252 Insp Rapt 50-395/85 06 on 850201 0301 Violalion noted failure to follow 
rocodures for equipmenl removed from sve & failure to promptly rept degraded fire 
arrier. 

HEHL,CW,CANTRELL,FS Region 2, Office of Director 85/03/22 lOpp 29807 246 
29807 257 

8504160132 Ack receipt of 850301 ltr informing NRC of steps taken lo correct violations 
noted In Insp Repi 50-395/64 37 

VERRELLI.DM. Region 2, Office of Director 85/03/22 DIXON.OW South Carolina 
Electric & Gas Co Ip 29820139 29920144 

-8S0416O146 Responds lo NRC ltr re violations noted in Insp Rept 50-3 95/8 4-3 7. Cor- 
rective actions ltr Issued on 041 130 emphasizing Importance of maintaining Inlognly of 
fire doors & Surveillance Test Procedure 130 001 revised 

DIXON.OW South Carolina Electric & Gas Co 85/03/01 GRACE.J N Region 2. 
Office of Director Spp 29820 140 29820 144 

B504020247 Retracts 840501 relief request for valves from Inservice insp 
program Valves being tested in accordance w/current inservice insp program & con 
tinue to meet accoptance criteria 

D)XON,OW South Carolina Efeciric & Gas Co 85/03/25 DENTON, HR Office ol 
Nuclear Reactor Regulation, Director Ip 29583 075 29583 075 

8503220444 IE Info Notice 85 024, "Failures of Protective Coalings in Pipes & HXs." 
Sve list end 

JORDAN.EL Division of Emergency Preparedness & Enginearing Response (Post 
830103), 85/03/26 Consolidated Edison Co of New York, Inc t08pp 29596 154 
29596 303 

6503200037 IE fnfo Notice 65 025, "Consideration of Thermal Conditions In Design & 
Installation of Supports for Diesel Generator Exhaust Silencers " Sve list end 
JDRDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/04/02 Consolidated Edison Co of New York, Inc 107pp 29667 1 90 
29667 305 


Q, Inspection reports, IE Gullollns & correspondence 

6504180327 Lists acllons &/or dociimontatJon necessary to close out IE Bulletin B1-01, 
"Surveillance of Mechanical Snubbers," for listod facilities prior to Imalizing closeout 
root 

JORDAN.EL Division of Emergency Prepared ness & Engineering Response (Post 
630103) 85/02/11 STAROSTcCKl.FI Region 1. Office ol Director 4pp 29914.165- 
29914 168 

8604150539 Forwards Inap Rept 50 395/85 07 on 850211 15 No violations or devi- 
ations noted ^ _ 

VERRELLI.DM Rooion 2, Office of Diractor 05/03/13 DJXON,OW Soulh Carolina 
Baclric & Gas Co 2pp 2901 f 064-2001 1 079 

-8504150550 Insp Rept 60 395/85 07 on 850211 16 No violations or deviations 
noted Major areas Insp acted plant Iramlng program assessment 
FALCONER, D, CHRISTENSEN.C, POERTNER,K Region 2, Office of Director 85/ 
03/11. 14pp. 29811 058^29B11 079 

0604160697 Forwards Insp Rept 60-395/05-09 on 85021 9-22.No viola lions or devi 

VB?ReTli!dM Region 2. Office of Director 85/03/13 DIXON.OW. South Carolina 
Efoctrtc & Gas Co. 2pp 29809 316 29809 321 

-8504160704 Insp Repi 50-395/85-09 on 850219 22 No Violation or deviation 
noted Major areas inspectedoporatlonal safety veriffcation.fndopenrdonl insp.followup 
■on Inspector idenlified Items & IE Bulielins 83 03,79 18,81 01, 

BURR&.SP, JAPE,F Region 2, Office of Direclor 65/03/11 4pp 29009316 
29509321 


8503280045 IE Info Notice 85 026. "Vacuum Relief Sys for BWR Mark I & II Contain 
mania " Sve list end 

JORDAN.EL Division of Emergency Preparedness S Engineering Response (Post 
830103) 85/04/02. Consolidated Edison Co of New York. Inc 92pp 29667 107- 
29667.198 

8504010039 IE Info Notice 85-027, "Notif/calrons to NRC Operations Clr & Reporting 
Events in LERs " Sve list encf 

JORDAN.EL DwSion of Emergency Preparedness & Engineering Response (Post 
8301(13) 85/04/03 Consolidated Edison Co of New York, Inc 98pp 29690 255 
29690 362 


6504050042 SvppI 1 to IE Info Notice 85 003, "Separation of Primary Reactor Coofanl 
Pump Shaft & Impeller " Sve list end. 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consotidated Edison Co of New York, Inc lOIpp 29791 025 
29791 126 

8504050047 IE Info Notice 85 028. "Partial Loss ol AC Power & Diesel Generator Deg 
radatlon " Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co. of New York. Inc. 109pp 29790 276- 
29791 024 


8504090419 IE Into Notice 85 029, "Use of Unqualified Sources In Wef) Logging Appli 
cations " Sve list end 

PARTLOW,J Q Division of Inspeclion Programs (Post 850212) 85/04/12 Consol idal 
ed Edison Co of New York. Inc 66pp 29832 001-29832 023 
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3504170240 IE Info Nol<ce 85 030, ‘'Microbfologically Induced Corfosion Coniatnment 
Svc Wafer Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/19 Consolidated Edison Co of New York, Inc lOQpp 29966 258 
29966 363 


8504100'055 IE Info Notice 85 032, ‘’Recent Engine Failures of Emergency Dresel Gen 
eralore “ Svc lisl end 

JORDAN, E L Division of Emergoncy Preparedness & Engineering Response (Post 
830103] 85/04/22 Consolidated Edison Co of Now York, fnc 109pp 29989 239 
29988 347 


8504190030 IE Info Noiice 85 033, ‘ Undersized Nozzle To Shell Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code " Svc list 
end 

JORDAN.E L Division of Emergency Preparedness S Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co ol New York, Inc lOOpp 29989 001 
29989 107 


0SO422O347 IE Info Nolico 84 84,Rgv 1. "Oeficiencios in Ferro^Resonant Transformers*’ 
Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Rosponso (Post 
830103). 85/04/24 Consolidated Edison Co of New York, Inc I18pp 30027 067- 
30027 184 


R Perfodlc operating reports & related corrospondonoe 


8504090339 "Semiannual Effluent & Waste Disposal Ropt.Jar^-Juno 1983." W/030824 
Itr 

DIXON.OW, South Carolina Electric & Gas Co 83/06/30 O’REILLY, JP Region 2 , 
Office of Difficlor 13pp 29717 351-29717.303 

8504040455 "Radiologicaf Environ Monitoring RepM9a3 ’’ W/040501 Itr 
GOWDY.G M , BAEHR.W R , DIXON.OW Soulh Carolina Electric & Gas Co 83/12/ 
31 O’REILLY, J P Region 2. Olfico of Director 73pp 29670 340 29671 053 

8504100527 "Semiannual Effluent & Waste Disposal Rept,Jul Doc 1983, VC Summer 
Nuclear Station " W/840229 Itr 

DIXON.OW South Carolina Electric & Gas Co 03/12/31 O’REfLLY.JP Region 2, 
Office of Director 70pp 29761 277-29761 346 

8504990603 Forwards "Somlannual Effluent & Waste Disposal Rept.Jan June 1984 " 
Repl withheld (ref 10CFfl2 790) 

DIXON.OW Soulh Carolina Electric 8 Gas Co 04/08/29 O'REILLY.JP Region 2, 
Office of Director Ip 29760 001-29760 001 

8$()4220209 Monthly oporalinn rept for Feb 1965 W/850312 Itr 
LOIGNON.GA, DIXON.OW South Carolina Efoclrlc & Gas Co 05/02/20 
BARRY,L W Office of Resource Management, Director 6pp 29939 309*29939 307 

8504250310 Forwards "Environ Monitoring Ropl.Jan 1983 - Dec 1984 " 

DIXON, O W Soulh Carolina Electric & Gas Co 05/04/22 DENTON.H R Office of 
Nuclear Reactor Regulation, Director 1p 29979 001*20980 OOD 

•*8504250314 "Environ Monitoring Rept, Jan 1983 - Doc 1984 " 

’ Dames 8 Mooro 85/04/30 43gpp 29979 002-29960 080 


8. Reportable occurrences, LERs & related correspondence 


86(h4010243 LER 05*002*00ori 850221 .failure to porforni Tech Spec Surveillance Re- 
quirement 4 11212 within 24 h of plant 850218 startup Identified Caused by failure to 
obtain & analyze grab sample of main plant vent W/850320 Hr 
KOON.A R , DIXON, O W South Carolina Electric & Gas Co 85/03/20 2pp 

29574 066-29574 067 

6604040130 LER 85 003-00'on 850228,durlng reactor startup, reactor (rip occurred on 
high flux positive rale trip Caused by operator failure to adhere to procedures Operator 
counseled Procedures revised W/850327 Hr 

KClON,A.R, DIXON.OW South Carolina Electric & Gas Co 05/03/27 4pp 

29670106 29670 109 

•8504290511 LER 85 005 00 on 850317, reactor trip occurred from 100% power due to 
lo to level in steam generator A Caused by burned contact In MSIV tost switch MSIV 
switch replaced & all MSIVs tested W/850416 Itr 

KOON.AR, DIXON.OW Soulh Carolina Electric & Gas Co 85/04/16, 3pp 

00054 001-30054 003. 
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F Security, medfcal, emergency ft ffre protection plane 

8504060284 Notifies -of reactor safely comm i1 tee 850327 approval of emergency plan 
inmiemonting procedures Practice anils anlrcipateri in near future Procedures sent to 
NRC under soparato cover 

MULDER, RU Virginia. Univ of, Charlottesville. VA 85/03/29 THOMAS.CO Stand 
ardizaUon & Special Prolects Branch ip 20632 04B 29802 04B 


DOCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT 2 


A Appllcatlon/co net ruction stage documonte & correspondence 

0504120182 Responds to FOIA request for Caseload Forecasi Panel files in Ofc of Re- 
source Mgl Forwards listed documentsOocumenls also available in PDR 
FELTON.JM Division of Rules and Records 04/06/06 KFLLEFER.C Shaw, Pittman, 
Potts & Trowbridge 2pp 30300 003 30303 120 

8504220184 "Evaluation of Generation Availability Data Sys (GADS) vs NPRDS” 
DEAN.WH Washington Public Power Supply Syslom 81/06/30 21pp. 30079 336- 


E NRC Safety Evaluation Report (SEP), supple & correspondence 

8604180453 informs of review of changes & tests or exporlmonls conducted during rof- 
erenced period that may impact FSAR.per SER No unreportod changes or ropls meet 
P Johnson suggestod criteria 

SORENSEN.GC Washington Public Power Supply Syslom 85/03/20 MARTIN, JB 
Region 5, Office of Director 2pp 29856 196-29850 197 


F. Security, medical, emergency & fire protection plane 

8504100619 Foiwarcls Insp Repl 50 397/05 05 on 850204 08 & noltce of violation 
KIRSCH.DF Regions, Office ol Dfroclor 85/03/tO SORENSEN.G.C Washinglon 
Public Power Supply System 2pp 29761 347-29761 358 

-8504100623 Notice of violation from insp on G50204 OB 
YOUNG.T Region 6, Office of Director 85/03/10 2pp 29761 340-20761 350 

-8604100033 Insp Ropl 50'397/85 05 on 850204 OB Violallon noted two plant fi/o hrl- 
ade members had not allondod any required drills in 1984 & Improper storage of 
ammablo or combustible malls 
QUALLS,PM, YOUNG, T. JOHNSON, PH Ronton 5, Ofitco of Director, 85/03/07 
8pp 29761 351-29761 35B 

8504060141 Forwards Rov 5 to safeguards conlmgoncy plan, Rev rellecis establishment 
& maint of LLEA rosponso plan Rov withhold (ref I0CFR73 21) 

SORENSEN.Q C Waahinglon Public Power Supply System 85/03/27 

SCHUSTER.M D Region 5, Offico ol Director 2pp 20079 276-20679 277 

0604110179 Forwards Rov 0 lo physical security plan Change revises scheduling of so- 
curily orientation training to correspond w/rofresher irainlng for radpolooical /genera I 
empfoyoo Rov withhold f of 10CFR73 21) 

SORENSEN^GC Washinolon Public Power Supply Syslom 65/03/27 

SCHUSTER.M D Roglon 5, Office of Director 2pp 29766 030*29766 031 

8504020295 Forwards updated ovaluatron of pilot program for conducting annual team 
Insps a heavily loading silo w/ro8idonl inspocfors.per 850226 preliminary review oJ 
pilot program Pilot program successful 

MARTINiJB Region 5. Offico of Director 05/03/20. TAYLOR.J Director’s Office, 
Offico of Inspection and Enforcomanl 7pp 29577 226-20577 238 

8604190303 Advises that 050327 Rov 0 lo physicol secunly plan consistent w/provi- 
glons of 10CFR60 54 (p) & acceptable 

SCHUSTER.M 0 Region 5. Offico of Director 85/04/15, SORENSEN.Q C. Washing- 
ton Public Power Supply Syslem 2pp 20910.046*20919 047 

8504260031 Advisos that 850327 Rov S to sofoguarda conlinnency plan consistent w/ 
provisions of 10GFR50 54(p} & acceptable 

SCHUSTER.M 0 Region 5. Offico of Director. 85/04/10 SORENSEN.GC. Washing- 
ton Public Power Supply System. 2pp. 30025 002-30026,063 


8684290135 LER 85 007-00 on 85032 l.dclorminod scaffolding lr»8talled for preventive 
jrnafnt on overhead cranes could have adverse impact on operability of onsite ac 
sources Caused by personnel error Personnel counseled W/850410 Hr 
KOON.AR, DIXON.OW South Carolina Eleolflc & Gas Co 05/04/19 4pp 

30053.306.30053‘309 

8 $04399204 LER 85 004 00 00 850322, noncompliance w/Reo Guido 1,108 require- 
ments re diesel generator testing Identified Caused by teat frequency based on per 
diesol generator unit basis Procedure revs Initiated W/B50419 Hr 
KOON.AR, DIXON, O.W. Soulh Carolina Electric & Gas Co 85/04/19 5pp. 

30069 205 30069 209 


V. Operator Examinations 

6504150530 Forwards Insp Rept 50 395/85-07 on 650211-15 No violations or devi- 
ations noted 

VERRELLI.D.M Region 2, Office of Director. 85/03/13 DIXON.OW Soulh Carolina 
Elociric & Gas Co 2pp. 29811:064*29811 079 

-BS04150S50 Insp Rept 50 395/85-07 on 850211-15No violations or deviations 
noted Major areas Inspectediplanl training program assessment 
FALCONER.O, CHRISTENSEN.C,, POERTNER.K. Region 2, Office of Director. 85/ 
03/11 14pp 29811 066*29811 079. 


H. General correspondence 

8604010022 Acfvises Of personnel changes effeclivo e50416.Prof qua IJf leal Ions for listed 
Individuals available in FSAR Apps 13 1A & 13 IB. 

SORENSEN.G C Washington Public Power Supply Syalom 85/03/28 DENTON.H R, 
Office of Nuclear Reactor Regulation, Director 2pp 29571.150-20671:160 

6604300407 Forwards marked up revised sld courtesy copy distribution lists for License 
NPF-21. 

SORENSEN.GC Washington Public Power Supply Syslom 85/04/23 
SCHWeNCER,A Licensing Brandi 2. 3pp 30063 193-30063:195 

8604300381 Advises of personnel changomof util 050326 Hr JW Baker prof qualiHca 
Hons will bo fncludcd in Chapter 3 of FSAR update 

SORENSEN.GC Washinglon Public Power Supply Syslem 85/04/24 DENTON.H R 
Office oJ Nuclear Reactor Regulation, Director Ip. 30064.076-30064 076 


J. Insurance & Indemnity Information 

0604030003 Advises ol property & liability insurance coverage, per 10CFR50 
SORENSEN.GC Waahinglon Public Power Supply System 
SCHWENCER.A Licensing Branch 2 Ip 29580 354-2958a'3 54. 
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8504240420 Forwards Endorsennent 20 to NELIA Policy NF 270 & Endorsomenl 12 to 
MAELU Policy MF 110 

ASH0URN.DJ Wa/sh & McLennan. Inc a5y04/l5 SALTZMAN.J Assislanl Diractor 
for State & Licensee Relations 3pp 29069 319'299&9i321 


P, Operating license stage documents & correspondence 

8504160220 Informs that quality verification ofe terminated & staft reassigned.based on 
connplelion & review of quality ventication program repts 

SORENSEN.GC Washington Public Power Supply System 84/01/03 MARTIN.JB 
Region 6, Office of Director Tp 2S800042 29000 042 

8504220217 Expresses apprecialiorv for RT Dodds.GP Yuhas S AD Toth efforts m timely 
issuance of OL to avoid delay of fuel load 

SORENSEN.GC Washington Public Power Supniv System B4/02/O7 MARTIN^JG 
Region 6, Office of Director Ip 29929 360 25929 360 

6604120162 Responds to FOIA request for Case bad Forecast Panel fifes in Ofc of Re- 
source Mot Forwards listed documents Documents also available In PDR 
FELTON.JM Division of flubs and Records* 84/06/06 KltLEFEH.C Shaw. Pittman. 
Polls & Trowbridge 2pp 303GO 003*30303 129 

*■6504150076 "Level I Mgl fnfo Rept " 

* Washington Public Power Supply System 80/01/31 62pp 30306100-30308 236 

**8504150622 Summary of Caseload Forecast Panel 030712-14 meeUng & site visit re 
projected fuel load date Related documents end 

AULuCK,R Licensing Branch 2 83/09/26 Licensing Branch 2 2,600pp 30332 046* 
30333 215 

BS04190002 Partial response to 840116 request for INPO & NRC documents ro INPO 
role in & procedures for reporling info to NRC App G-M documents in PDR Identified 
documenis pariially & completely withheld (ref FO)A Exemptions 4 & 5) 

DIflCKS.WJ Offico of the Executive Director for Operations 84/07/31. TOTTEN, M 
Public Citizen Litigation Group lOOpp 30073 004 30074 228 

6504040160 Notification of 840416 & 17 meetings w/util & EG6G m Bethesda,MD to 
discuss preparation of pumps & valves inservlce testing & SER Agendo end 
BRADFUTCJO Licensing Branch 2 55/03/21 SCHWENCER.A Licensing Branch 2. 
12pp 29619.135-29619 146 

850401 01 59 Submits clarification of 650205 response to Generic Ltr 64*24, Paragraph b 
concerning justification for interim operation of equipment environ qualification pro- 
ram 

ORENSEN.GC Washinglon Public Power Supply System 85/03/26 
SCJHWENCER,A Licensing Branch 2 Ip 29570 003*29570003 

8504090386 Forwards Amend 0 to Llcenso NPF-21 & safety evaluation Amend revises 
License Condilicn 2C(28) to extend deadline to 851130 for environ qualification of 
certain electrical equipment important (a safety 

SCHWENCER.A Licensing Branch 2 65/03/28 SORENSEN.GC Washington Pubke 
Power Supply Syalem 4pp 29748 023 29746 032 

-8504090392 Amend 8 to License NPF 21, revising License Condition 2 0(26) to extend 
deadline to 851130 for environ qualificalion of certain eteciricat equipment important 
to safety 

DENTON, HR Office of Nuclear Reactor Regulation, Director 65/03/28 3pp 
2974B 027-29748 029 

-8504090395 Safely evaluation supporting Amend 8 to License NPF 21 

* Office of Nudoar Reactor Regulation, Director 85/03/26 3pp 29746 030- 
2974B 032 

8504050203 Advises that util completed environ qualification of electrical equipment sat- 
isfying License Condition 28 Program (or continuing equipment qualification (Islod 
SORENSEN.GC Washinglon Public Power Supply System 85/03/29 

SCHWENCER.A Licensing Branch 2 3pp 29665 253 29665 255. 

6504110535 Responds to 840802 request for confirmation of CRGR reviewr Position ro 
Instrument setpoint melhodotogy unchanged Altornative plant-spoclflc plan for an- 
swering concerns requested 4 wks after ltr receipt 

SCHWENCER.A. Licensing Branch 2 85/04/02 SORENSEN.GC Washington Public 
Power Supply System 4pp 29769 222-29769 225 

8504170164 Confirms that scheduled testing of UHS spray ponds has begun, satisfying 
License Condition 2C |6),per 0 Myers 850103 fir 

SORENSEN.GC Washinglon Public Power Supply System, 85/04/11* 

SCHWENCER.A Lie onsing Branch 2 Ip 29827 307-23827 307 

8504180570 Requests foe for 650117 application to amend License NPF-21. Increasing 
allowable usage factor from 01 to 0 4 for certain portions of reaclor feodwafor piping 
DIGGS, RM Licen.se Fee Managomenl Branch 85/04/12 SORENSEN.GC Washing- 
ton Public Power Supply System Ip 29916 356*29916 356 

8504 120266 Generic Ltr 85 06 to all PWR licensees & all applicants for OIs re QA guld 
ance for ATWS equipment rot safely related Sve tisl encl 

THOMPSON, H.L Division of Licensing 65/04/16 ConsolJdatod Edison Co of New 
York, Inc 22pp 29947 208-29347 309 

8504300425 Application for amend to License NPF-21,changing Tech Spec SurveilJanco 
Requirement 48 1 7 to provido wntten description of location of thermocouples used 
to determine drywell average air lamp Foe paid 

SORENSEN.GC Washington Public Power Supply System 86/04/19 
SCHWENCERpA Licensing Branch 2 3pp 30066 001-30066 004 

-850431)0427 Proposed Tech Spec changes. Id provide wntteni descriphonof location of 
thermocouples used to determine dryweli average air temp In lieu of specific eleva- 
tion s/azimuths 

* Washington Public Power Supply System, 85/04/19 Ip 30066:004-30060.004, 


0 InspecKon reports, IE Bulletins & correap on dance 

8504120182 Responds to FOIA request for Caseload Forecast Panel files In Ole of Re- 
source Mgl Forwards listed documenis Documents also aveslabb In PDR 
FELTON, JM Division of Rules and Records 04/06/06 KfLLEFEfl.C Shaw, Pittman, 
Polls & Trowbridge 2pp 30300 003-30 3 93’ 129 


-850415D080 Provides daily staff notes for 790629 Reinspection found improper inataf- 
lalion of concrol© anchors at WPPS 2 Fatal const accident occurred at Indian Point 
2 Shoroham fuel load date slipped five months to Nov 1980 

GOSSICK.LV Office of the Executive Director (or Operations 79/07/02 HENDRIE 
Commissioners Ip 30320*120-30320 120 

6504230247 Provides clarification that fuel pool cooling pumps consist of Quality Class 
I, Seismic I motor driving Ouality Class II pumps being upgraded to Seismic Class I, In 
response In IE Bulletin 84-03 8 per 841 130 ltr 

SORENSEN.GC Washington Public Power Supply System 65/02/19 MARTIN, J B 
Region 6, Offico of Director Ip 29949 230-29949 230 

8504100619 Forwards fnsp Repl 50-397/05 05 on 850204-08 & notice of violation 
KIRSCH.DF Region 5. Office of Director 65/03/19 SORENSEN.GC Washington 
Public Power Supply System 2pp 29761 347-29761 358 

-8504100623 Notice of violation from insp on 050204*08 
YOUNG, T Region 5, Office of Director 85/03/19 2pp 29761 349-29761 350 

“8504100633 Insp Rapt 50-397/85-05 on 650204-08 Violation noted two plant fire bn- 
gade members had not attended any required drills in 1984 & improper storago of 
rlammabte or combuslible malls 

QUALLS.PM, YOUNGJ, JOHNSON, P H Region 5. Office of Director 05/03/07 
8pp 29761 351-29761 358. 

8503 190859 IE Info Notice 85 022, "Limitorqua Motor-Operated Valves Resulting From 
Incorrect Installation of Pinion Gear " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Posl 
030103) 85/03/21 Consolidated Edison Co of New York, Inc 108pp 29597.001- 
29597 005 

8S032 10461 IE Info Notice 85 023, "Inadequate Surveillance & Post-Mainl & Post-Mod 
Sys Testing ’’ Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/03/22 Consolidated Edison Co of New York, Inc. i08pp 29656.001* 
29656 107 

8504110056 Forwards (nsp Repl 50-397/85*08 on 850202-0301 No violation noted 
KIRSCH.DF Region 5, Offico of Director 85/03/22. SORENSEN.GC. Washington 
Public Power Supply System 1p 29777.035*29777 041 

-8504110062 Insp Repl 50 397/85-00 on 850202-0301 No violation or doviallon 
noted Major areas Inspected control room ope ration s.ESF statu s.surve I Dance & malnl 
prograrrs.LERs, special Insp topics & licensee action of previous insp 
TOTH, A D , WAITE.fl S . JOHNSON.P H Region 5. Office of Director 85/03/22 6 pp. 
29777.036 29777 041 

8503220444 IE Info Notice 65 024, "Failures of Protective Coatings in Pipes & HXs '' 
Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Posl 
030103) 05/03/26 Consolidated Edison Co of New York, Inc fO0pp 29596 154- 
20596 363 

8504020295 Forwards updated evaluation of pilot program for conducting annual team 
insps & heavily loading site w/resident Insp eel ors.per 85D226 preliminary review of 
pilot program Pilot program successful 

MART IN, J B Region 5. Office of Director 85/03/28 TAYLOR, J. Director’s Offico. 
Office of (nspeclion and Enforcemonl 7pp. 20577 226-29577 230 

8503260037 IE fnfo Notice 85 025, "Consideration of Thermal Conditions in Design- 5i 
Inslallalton of Supports for Diesel Generator Exhaust Silencers " Sve list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Posl 
830103) 85/04/02 Consolidated Edison Co of New York, Inc 107pp. 29667.199- 
29667 305 

8503280045 IE Into Notfco 85 026, "Vacuum Relief Sys for BWR Mark I & II Conlain- 
menls " Sve list end 

JORDAN.E I Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/02 Consolidated Edison Co of New York. Inc 92pp 29607 107- 
29667 196 

8504010039 IE Info Nolice 85 027, "Notifications to NRC Operalions Ctr & Reporting 
Events in LERs " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Posl 
830103) 05/04/03 Consolidated Edison Co. of New York, Inc 98pp 29690 255- 
29690 362 

8504050042 SuppI 1 to IE fnfo Notice 05-003, "Separation of Primary Reactor Coolanl 
Pump Shaft & Impeller ” Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Poal 
830103) 85/04/09 Consolldaled Edison Co. of Now York, Inc tOIpp 29791 025- 
29791.126 

8604050047 tE Info Nolice 85-028, "Partial Loss of AC Power & Diesel Generator Deg- 
radation " Sve lisl end. 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Posl 
830103) 85/04/09 Consolldaled Edison Co of New York, Inc. 109pp 29790 270- 
29791 024 

8504090419 IE Info Notice 85 029, "Use of Unqualified Sources in Well Logging Appll- 
calions " Sve list end. 

PARTLOW.JQ Division of fnspeclion Programs (Posl 850212), 85/04/12 Consolidat- 
ed Edison Co o1 New York, Inc 66pp 29832 001-20832 023 

8504170240 IE Info Notice 85 030, "Microbiologically Induced Corrosion Containmanl 
Sve Water Sys ” Sve list and, 

JORDAN.E C Division of Emergency Preparedness & Engineering Response (Posl 
830103) 05/04/19 Consolldaled Edison Co of New York, Inc i09pp 29966 258- 
29966 363 

6504190055 IE fnfo Notice 85 032, "Recent Engine Failures of Emergency Diesel Gen- 
erators '* Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co, of New York, Inc f09pp 29988 239- 
29980 347 
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8504190060 IE Info Nolico 65 033, “Undersized Nozzle-To Shell Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code ” Svc list 
encl 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/22 Consolidated Edison Co of Now York, fnc f08pp 299S9 001- 
29989 107 


6504220347 IE Info Notice 84 84, Rev 1, “’Deficiencies in Ferro Resonant Transfer nners ” 
Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Raaponso (Posi 
830103) 85/04/24 Consolidated Edison Co of New York, Inc ilBpp 30027 067- 
30027 1B4 


R. Periodic operating reports & related correspondence 


DOCKET 60-400 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 1 


A, App II cation/const ruction stage documents & correspondence 

8504120182 Responds to FOIA requost for Caseload Forecast Pare! fifes in Ofc of Ro^ 
source Met Forwards listed documents Documents also available in PDR 
FELTON.JM Division of Rufos and Records 04/06/06 KfLLEFER.C Shaw, Pittman, 
Potts & Trowbridge 2pp 30300 003 30303 129 

6504030329 Advises that G41C03 clarification of QA program require men Is for measur- 
ing & lest cquipmoni & installed process (nstrurnontalion constitutes reduction of com- 
mitments Clarification should be submitted 1o appropriate region 
VASSALLO.DB Operating Reactors Branch 2 85/03/11 UTLEY.EE Caro fin a Power 
& Light Co 4pp 29606 161-29606 164 


8504120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source Mgl Forwards listed documents Documents also available In PDR 
FELTONJM Division of Rules and Records 84/06/06 KILLEFER.C Shaw. Pdtman, 
Polls & Trowbridge 2pp 30300 003 30303 129 


••B50412040B Forwards updated const status repls os of 820930 Info for Inclusion lr» 
NUREG-0030 

BOUCHEY.GD Washinglon Public Power Supply System 02/10/25 

HARTFIELD.RA Information Systems Branch 5pp 30310 266-30318 290 

•^6504150062 Forwards updaled const status ropis as of 630630 Info for Inclusion In 
NUREG-0030 

BOUCHEV.G D Washington Public Power Supply System 03/07/25 

HARTFIELD.R A Information Systems Branch Bpp 30308 307-30306 3141 

8504 10 0582 "Hanford 2, Progress Repl 80 for Mar 1078 ’’ 

• Burns & Roe Co 78/03/31 IIOpp 30308 237-30308 306 


6SQ4160185 Forwards updated Rogion II orgaiizolioni chart, roflecling recent personnel 
changes 

WALKER, R D Region 2, Office of Director 65/03/13 UTLEY,E E Carolina Power & 
Light Co Ip 29016 107-29818 113 


8504060370 Forwards request for addi info re Generic Ltr 83 28 Response requostod 
within 60 days for Horns 2 1,2 2 1,2 2 2.3 13 & 3 2 3 & 90 days for Hems 4 5 2 & 4 5 3 
KNfGHTON.QW Licensing Branch 3 85/03/25 UTLEY.EE Carolina Power & Light 
Co 6pp 29671.344-29671 349 ^ 


8504170725 Forwards ASLB 050220 partial initial decision on ei^viron m a Iters re appli*^ 
cation for OL FES Iransmitted to EPA on 831 ItO 

KNIGHTOM.GW. Liconsinn Branch 3 05/04/03 HIRSCH.A Er^vironmenlal Protedion 
Agency 8pp 20909 151) 29900^227 


85041 10BB2 Roquosla addI Info lo complole roview of 840831 offsilo dosecalculalional 
monual.mcludino liquid selpoinl for monitoring normal svc water 
KNIGHTON.G W Licensing Branch 3 85/04/04 UTLEY, E E Carolina Power & Light 
Co 4pp 29700 103*29789 196 


8504100511 Monthly Operating repl for Feb 1985 W/850306 Hr 
HUTCHISON.L B , MARTIN, J D Washinglon Public Power Supply System 05/02/20. 
4pp 29915153 29915 156 

8504180528 "Annual Environ Operating Rept,1983 " 

MARTIN.JD Washington Public Power Supply Syslom 65/03/26 MARTfN.J B 
Region 5, Office of Director Ip 29911 165 20911 155 


S. Reportable occurrences, LERs & related correspondence 


6504030194 Forwards romittanco of application loo for 850220 LER oxempllon 
re quest, per 850313 requosl 

SORENSEN.G C Washinglon Public Power Supply System 85/03/25 DIGGS, R M 
License Fee Management Branch Ip, 20507.007-29587.087 

6504110485 LER 85 022 00 on 850307, two HPCS Iniliallon status lamps damagod 
during process of replacing namepfalo tags on control room panel P 625 HPCS sys 
automatic Initiation logic rendered inoperable white bulbs replaced W/G 50328 Hr. 
KOENIGS.RL, MARTIN.JD Washington Public Power Supply System 85/03/28 
4pp 29780 366-29780 359 

8564110490 LER 85 020 00 on 850227, four excess flow check valve bypasses found 
partially opened while performing field meesuremenis requfrod to gonerate design 
change package Probably caused by personnel error W/Q50320 Hr 
KOENIGS.RL, MARTINJ.D Washinglon Public Power Supply System 85/03/20. 
4 pp 29780 360 29780 363 

8504110566 LER 65 021 00 on 8 5030 7, re actor recirculation flow controt valve B hydrau- 
lic power unit (HY-HP 3B) tripped off & valves HY V-17B,18B,198.20B.33B,34B,35B & 
360 closed (nvesllgalions yielded no apparent cause W/660328 ltr 
KOENIGS.RL, MARTIN.JD Washington Public Power Supply System 85/03/28 
3pp 29781 212 29781 214 

9504030263 Part 21 rept re soflos of cracked wolds discovered In generators Wofds oc- 
curred In conical baffle section of coil guards All units will be Inspected Affoefed plants 
listed 

0ORMAN.JG Louis Allis Co 86/03/29 TAYLOR. J M Director’s Office, Office of In- 
spection and Enforcemenl 4pp 29587 312-29507 315 

0504250166 LER 85-023/00 on 850316,four cables In violation of eleclrical soparallon 
criteria found Caused by plant design ftems placod on fire watch tour & maint work 
request Issued to remove Infractions w/o design implicalions W/850416 tlr, 

KOENIGS, R.L, POWERS, C M. Washington Public Power Supply System 85/04/16 
4pp 30019 319 30019 322 

0504309459 Part 21 repl forwarding Rev 1 lo insp procedurs for investigating emerflon* 
cy diosel generators lor fractured wolds on air dGflec1ors,Rev will be forwarded to 
each facility 

LEUSINK.HH Louis Allis Co, 85/04/23. TAYLOR, JM Director’s Office. Office of In- 
spactlon and Enforcement 3pp. 30063 260 30063 262 


V. Operator Examinations 


6504150251 Advises that util will initiate training of operators on simulator starting fn late 
Feb Deficiencies In hardware & software undergoing correction on priority 
basis Simulator deemed best training Schedule provided 

SORENSEN, G.C Washington Public Power Supply System 04/02/27. BISHOP.T.W. 
Region 5, Office of Director, 2pp 29799 05B-29799 059. 

8504180636 Requests fee for 840516 application transmitting licensed operator requalf- 
frcalion program description 

DIGGS, R.R License Fee Managamenl Branch 85/04/12, SORENSEN, G.C. Washing 
ton Public Power Supply System Ip 29920 295-29920.295 


6504120206 Genoric Ur 65 06 to olJ PWR Ifconsoos & all applicants for OLs ro QA guid- 
ance for ATWS equipment not safely rolaled Svc list enci 

THOMPSON, HL, Division of Licensing 65/04/16 Consolidated Edison Co of Now 
York, Inc 22pp 29947 20B-2BC47 309 

8504120031 Generic Llr 05 02 lo all PWR llcer^soos & a poll cants, holders of CPs & Fort 
St Vrain re recommended acllons slommlrg from NRC Inlogmlod program for rosolu 
don of unresolved safely Issues ro sloam generator tube Intenrity Svc list end 
THOMPSON.HL Division of Licensing 85/04/17 Yankee Atomic Electric Co 127 dd 
20953 071 29953 202 

8504230425 Forwards rovisod Pago 2 to 850114 submillal re ohmlralion of postulated 
pipe breaks fn RCS primary loop 

ZtMMERMAN.S R Carolina Power & Light Co 65/04/19 DENTON, H R Olfice of Nu- 
clear Reactor Regulation. Director 2pp 29950 320-299S9 330 


E. NRC Safety Evaluation Report (8ER), auppis & corroBpondenco 

8504020276 Submits addi info ro Phase 1 of NUREG-0612. "Conlrol of Heavy Loads at 
Nuclear Power Plants." por SER Confirmatory Item 21 Safe load paths for tieavy load 
handlinq svs discussed 

ZIMMERMAN, 8, R Carolina Power & tight Co 05/03/20 DENTON.H R Office of Nu- 
clear Reactor Regulation. Oiredor 14pp 20561 173 29581 '260 

-8604020277 Rov 1 to Vol 4 of Malnl Wgt Manual MMM 020, "Operation, Tosllng, Maint 
& Insp of Cranes & Mall Handling Equipmoni " 

‘ Carolina Power & Light Co 04/12/04 63pp 20581 •187-20381 -249 

-8604020276 Rdv 0 to Vol 4 of Mnint Mgl Manual MMM 021, "Marking, 
IdontiflGallon.Procuremont & Record Mot of Hoisting Equipment & Rigging " 

• Carolina Power &Ugh1 Co 04/11/30. Ilpp 29501 260-20581.260 

8604120159 FOAvar-ds addi Info re SER open ilems on insfrumonl air flys,lnlernally gen- 
erated missiles & fire protect! on, in response to NRC 850321 request & 85 0322 moot- 
ing 

ZIMMER M AN ,S,R. Carofina Power & Light Co 85/04/05 DENTOMH R Office of Nu- 
clear Reactor Rogulalion, Director. 22pp 29706 191-29786.212, 

8504160347 Forwards "Control Room Design Review Summary Ropl for Shear on Harris 
Nuclear Power Pianl.Unit 1," in response lo SER (N UR EG- 1030) Open Item 14. Rept 
Incfutles plans for human factors review of SPD5 

CUTTER, A.B. Carolina Power & Light Co 65/04/09. DENTON.H R. Office of Nuclear 
Reactor Rogulalion, DfreclOA 2pp 20616 265 20017 276 

8604300397 Forwards revised Page 21 lo 040906 funclional capability repl ro funcllonal 
capabllfly of Class 1 piping, per request, Tfilck pipe in auxiliary piping sys wilhin ac- 
ceptable limits SER Open Item 3 can be closed 

ZIMMER MAN.S R Carolina Power & Light Co. 06/04/22. DENTON.H.fl, Office of Nu- 
efoar Reactor Regulation. Director 2pp 30065:36130065.362 


F. Securfty, medical, emergency & ffre protacllon pFans 

8604260086 Forwards public version of Rev 3 lo corporate omarQ^ency plan A revised 
emergency plan implementation procedures, Including Rev 4 to CEPIP-1 re corporate 
emergency plan nollffcalfon.JM Felton 650410 memo and 

WATSON.RA CaroIJna Power & Light Co. 85/02/08 DENTON. H.R Office of Nuclear 
Reactor Rogulalion. Olrector. 6pp 30037.001-30037 207. 

-8604260092 Public version of Rev 3 lo corporate emergency pFan 
BLACK, R.Q., FURR.BJ, DAVIS.JM Carolina Power Light Co 84/10/31 37pp 
30037:004 30037.030 

-8804260104 Publfo version of emergency plan implemenlalion procedures, inefudinq 
Rev 4 lo CEPIP-1 re corpoiale emergency plan notification & Rev 3 to CEPIP-2 re 
emergency re^onse team transportation 

BLACK.RG, FURH,BJ. Carolina Power & Light Co 64/10/31 leopp 30037 040- 
30037:207 



212 DOCKETED iTEMS 


50 400/85 04 on 650120 0220 & noJice of wolalion 
° 85/03/12 UTiEy.EE CfiJOlina Power & 

LigtilCo 2pp 29Q20 022-29020 034. 

•‘^504160579 Insp flept 50 400/85-04 on 850120 0220 Violation noted inadequate insp 
for eFeclncal separation & inadequate elecirjcal dosJgn 

MAXWELUG F . PREVATTE.R L , FRED RICKS ON, P Region 2. Olfico of Director 85/ 
03/06 9pp 29820 026-29820 034 


85041&04-6& Ack receipt of 850301 Ur re emergency exercise scheduled for May 
1985 No quealrons offered Comments will be provided followjrig ovafualion of final 
scenario & conlroller messages 

VERRELLI,D M Region 2. Office of Director 65/03/27 UTLEY.E E Carohna Powers 
UgW Co 1j> 29821 094-29821 094 

85041 2 01 S9 Forwards add I info rc SER open items on instrument arr sys .internally gen- 
erated missiles & Hre p/alectjon.tn response to NRC 850321 request 8 850322 meet 
ino 

ZIMMERMANS n Carolina Power & Light Co 65/04/05 DENTOM.Hfl Office of Mu 
clear Reactor Regulation, Director 22pp 21)786 191-29766 212 


0504180636 Joint motion to issue memorandum & order authorizing tape recorded 
depositions Cerlihcato of Svc end 

O'NEfLL.JH Carolina Power & Light Co, O'NEfLLJH Shaw, Pittman, Polls &. Trow 
badge. GUILD, H Eddleman, W ^286 596 85/04/15 Atomic Safety and Licensing 
Board Panol Bpp 29909 248-29909 255 

8504170761 Memorandum & order aulhonzing tape recorded depositions of EE 
Ulley,MA Me Duffle, HR Banks, JM John9or>,A Fuller & RE Lumsden for purpose of dis 
covery on Edieman Contention 41G Sensed on 050417 

KELLY.JL, BRIGHT.GO, CARPENTER,J H Atomic Safety and Licensing Board 
Panel ^f2B6 567. 85/04/16 UTLEY,E E . MCDUFFIE.MA, BANKS.H R Carolina 
Power & Light Co 4pp 29838 188 29838 191 

8504220162 Fonvards emorgoncy planning zone map & evacuation route chart to be 
distributed to persons wilnfn plumo exposure pathway Info should be inserted as 
Pages 6-1 1 of public Info brochure provided on 840709, Related correspondence 
HOLLAR, DG Carolina Power & Light Co #285 609 85/04/16 KELLEY.J L , 
BRIGHT.GO, CARPENTER JH Atomic Safety and Licensing Board Panel Bpp 
29925.001-29925 008 


8604180347 Forwards "Control Room Design Review Summary Repl for ShearoA Harris 
NucTear Power Plant, Unit 1." in response to SER CNUREG 1038) Open Hem 14 Repl 
includes plans for human factors review el SPDS 

CUTTER, A B Caro!ln-a Power & Light Co 85/04/09 DENTON, H H Office of Nuclear 
Reactor Regulairon. Director 2pp 29816 265 29817 276 

-0504160363 "Conirol Room Design Review Summary Rept for Shearon Harris Nuclear 
Power Plant .Unit 1 ’’ 

^ Carolina Power & Light Co 85/03/31 370pp 29816 267-29817 276 

0504300201 Foiwards "Alternative Shutdown in Event of Fire Necessitating Conirol 
Room Evacuation" in response to Auxiliary Sys Branch request for add! Info ro util 
050405 fire protection submittal 

ZIMMERMANS R Carolma Power & Light Co. 85/04/19 DENTONH R Office of Nu 
clear Reactor Regulation, Director 37pp 30057 083-30857 119 


Q. Adludicatory correspondence 


8504220223 Requests that AS18 defer summary deposition ruling on EPJ-2 pending 
submittal of amended affidavit from Slate of NC explaining policy decision re pickup 
roulos for areas of Hards plume emergency planning zone Svc list end 
HtDGWAY.D A Shaw. Pittman, Polls & Trowbridge RIDQWAY.D A Carolma Power & 
Light Co RIDGWAY.DA North Carolina Municipal Power Agencies #285 613 86/ 
04/18 KELLEY.JL., BRIGHTGO, CAnPENT^,J H Atomfe Safety and Licensing 
Board Pane) 4pp 29930 210-29930 221 

8504260061 Memorandum & order ruling on remaining summary dispositfon 
motions Motions on cont-enllons listed or anted, including Eddleman Contention 30 re 
quantities of Kl & Eddleman Contention 21 da re implementing procedures 
KELLEY,J L , CARPEWTER.J L , BRIGHT.GO Atomic Safety and Licensing Board 
Pane) #285 695. 85/04/24 Carolina Power & Light Co lOpp 30026-116 30025 125 

8604260070 Order designafing J Sharp as independent operator of audio equipment, to 
record deposit ions, administer oaths & serve as officer Served on 650425 
KELLEY, JL Atomic Safety and Licensing Board Panel #205 706 85/04/24 
SHAHP.J AffiHalion Not Assigned Ip 3002^107-30025 107 


8504036189 Notifies that review of applicant 850322 supplemental affidavii of EH Harris 
re motions for summary disposition of EPJ 4(a),lb) & (c) completed FEMA determined 
that NRC/FEMA responses not affected fay affidavit 

MOORE, J.E. Hearing Branch 1 #285 346 85/03/26 KELIEY.J L , CAHPENTER.J H , 
BRIGHT.G O Afomic Safely and Licensing Board Panel Ip 29587 340-29587 340 

8504040324 Forwards draft order authorizing depositions of applicant employees by 
tape recorder In response to ASLB 850321 order appearing on transcript Page 
7,513 Related correspondence 

BARTH ,C A Hearing Branch 1, #285 363 85/04/01 GUILO.R Afhlialion Not As- 
signed 4pp 29608 212-29608 215. 

8604050187 Nolifios of lack of agreemenl w/NRC re staff responses to 860204 
inlerrogalorios Mobon fried to compel less scanty response Related correspondence 
EDDLEMAN, W Eddleman. W #285 373 85/04/01 KELLEY.Ji Atomic Safely and LI 
censing Board Panel Ip. 29666 188 29666 180 

0504090111 Motion for extension of time until 850409 to Mo brrets on environ matters 
due to miscalculation of deadline for filing Counsel for applicant & staff have no ob ec- 
flons Granted fay CJ Shoemaker on 650405 

RUNKLE.J. Joint Intervenors - Sliearon Harris EDDLEMANW Eddleman. W #265 
417 85/04/04 Atomic Safety and Licensing Appeal Panel tp. 29700 106 29700 106 

0504090185 Motion for extension of time until 850409 to file briefs on environ matters 
due to miscalculation of deadline for filing Counsel for applicant 8 staff have no objoc- 
lions Certificate of Svc end 

RUNKLE,J Joint Inlervenors - Shearon Hams. EODLEMAN.W Eddleman, W #265 
436. 85/04/04 Atomic Safely and Licensing Appeal Panel 3pp 29700 254- 
29700 256 

8504090104 Order deferring consideration of any future action on Eddleman 650301 
mollon to compel cortain discovery by staff & staff response to 850321 inlerrogatones 
until after Ofc of Invesllga lions compfetes investigation Served on 650405 
KELLEY.JL. Alombc Safety and Licensing Board Panel #285 414 65/04/05 Eddie 
man, W 2pp 29700110-29700 111 


6504290001 Forwards Tl Hawkins affidavit omitted from NRC/FEMA response to appli 
cant motion for summary disposition of EPJ Contention 4(d) Rolalocf corrospondenco 
MOORE, JE. Hearing Branch 1, #285 700 8 5/04/24 KELLY.J L . CARPENTER.J H , 
BRIGHT, G O Alomfc Safely and Licensing Board Panel Ip 30045 340 30045 352 

-8504290902 Affidavit of Tl Hawkins re support of applicant motion for summary dispo 
sitfon of Conte niton EPJ'4{d) Related correspondence 

HAWKINS,TJ Federal Emergency Management Agency 85/02/01 4pp 30045 349 
30045 352 

B504290032 NRC Interrogatories 57-82 re Contention WB 3 Svc list end Related corra 
spondence 

BARTH.CA Hearing Branch 1 #205 709 85/04/24 Conservation Council of North 
Carolina 6pp 3004^1 70-30045 176 

8504290244 Forwards supplemental atlidavit of JF Myers re recent change to provisions 
for official transportation assistance for persons in emergency planning zone Related 
correspondence 

RIDGWAY.DA Shaw, Pittman, Potts & Trowbridge RIDGWAY.DA Carolina Power & 
Lighl Co #205 718. 85/04/26 KELLEY. J L , BRIGHT.G O.. CARPENTER.J H Atomic 
Safety and Licensing Board Panel 2pp 30046 078-30046 068 

-8504290249 Affidavit of JF Myers describing recant change to provisions for official 
Iransportalion asslsfance for persons in emergency planning zone needing assistance 
in event of plant emergency Related correspondence 
MYERS.JF North Carolina, Stale of 85/04/25 9pp 30046 080-30046 008 

0504290227 Errata correcting ASLB 860424 memorandum & order on summary disposi- 
tion motions Served on 650426 

KELLEY, J L Afomic Safety and Licensing Board Panel #285 728, 85/04/26 Carolina 
Power & Light Co, 2pp 30046-169 30046.170. 


J. fnaurance & Indemnity Information 


6504090279 Motion for summary disposition of Eddleman Conlention 213 re exclusion 
of Hams Lake in boater notification plan No genuine issue of mall fact exists & appli 
cams entitled lo favorable decision. 

RIDGWAY.DA Carolina Power & L^ght Co RIDGWAY.DA North Carolina Municipal 
Power Agencies RIOGWAY.DA Shaw, Pillman, Polls & Trowbrrdge #285 434. 85/ 
04/05, Atomfe Safely and Licensing Board Panel 7pp 29702 346-29703 176 

• 8504090291 Supplamanlal slatemanl of mail facts as lo which there is no genuine 
issue re Eddleman Contention 213 

RIDGWAY.DA Carolina Power & Lighl Co RIDGWAY.DA North Carolina Municipal 
Power Agencies RIDQWAY.O.A ^aw, Pittman, Potts & Trowbridge 85/04/06 
Atomic Safety and Licensing Board Panel 3pp, 29702 353 29702355 

-8504090294 Supplemenlat affidavit of RG Black on Eddleman Conte nlion 213 Provi- 
sion>$ for alert & notification of persons on Hams Lake obviate measures suggested 
by contention 

BUCK,RG Carolina Power & Light Co 85/04/05 6pp 29702356 29702361 

-8594090299 Supplemenlat affidavit of MR Basslounl on Eddleman Contention 
213.ReQt of proposed siren conffguration & one oversize map end Aperture card 
available in FDR 

BASSIOUNI.M R Carolma Power & Light Co BASSIOUNI.M R. Acoustic Technology, 
Inc 05/04/05 175pp 29702 362-29703176 

8504180257 Appeal from 850220 partial initial decision re environ 
contentions Opportunity for oral argument In support of appeals per 10CFn2 763 
requested Certificate of Svc end 

RUNKLE,J Conservation Council ol North Carolina, EDDLEMAN, W. Eddleman, W, 
#285 530 65/04/09 Atomic Safely and Licensing Appeal Panel 38pp, 29813 055- 
29813,092 


6504240130 Forwards Endorsement 7 to NELIA Policy NF-288 
BARHAM.CD Carolina Power & Light Co 85/04/00 SALTZMANJ Assistant Director 
for Slate & Licensoo Relations 2pp 26968 1 54-29968 155 


Q, Inspection reports, IE Butleline & correspondence 

8504160441 Forwards Insp Rept 50-40D/B5-06 on 050205 08 No violation or deviation 
noted. 

VERflELLI,D,M Region 2, Office of Director 85/03/06, LITLEY,E E Carolina Power & 
Lighl Co. Ip 20821:171-29621-176 

--85 041 60 443 fnsp flept 50 400/85-06 on 650205 08 No viofation or davration 
noted Major areas inspecled.safefy-relafed pipe support 8 restraint sys, housekeeping 
& storage 

ANG.WP, BLAKE, JJ Region 2, Office of Director 65/03/01 5pp, 29821 172- 
29B21 176 

8504160570 Forwards Insp Repl 50-400/85-04 on 050120 0220 & notice of violation 
WALKER,RD, Region 2, Office of Director. 85/03/12 UTLEY, E,E. Carolina Power & 
Light Co 2pp 29820 022-29820034 

-8504160573 Nolic© of violation from insp on 860120-0220, 

• Region 2, Office of Director 85/03/12 2pp 29820 024-20020 025 

-8504160679 Insp Rept 50-400/85 04 on 850120-0220,Violalion noted inadequate insp 
for electrical separafion & Inadequate eloclncal design 

MAXWELL,GF. PREVATTE.R L. FREDRICKSON.P Region 2. Office of Director 85/ 
03/06 9pp 29820 026-29020 034 
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B50a 190659 IE Info Notice 85 022, ‘ Limitorque Motor-Operated Valves Resulting from 
fncorrect Inslallalion ol Pinion Gear ” Svc list and 

JORDAN. E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/21 Consolidated Edison Co of New York, Inc lOOpp 29597 001 
29597 005 

6503210461 IE info Notice 85 023, "Inadequate Surveillance & Post Maint & Post-Mod 
Sys Testing " Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/22 Consolidated Edison Co of New York, Inc lOflpp 29656 001 
29656 107 


R. Periodic operating reports & related correspondenco 

8504120102 Responds to FOIA requB::it for Caseload Forecast Panel files m Ofc of Re 
source Mat Forwards listed documents Documenis also available in PDR 
FELTON.JM Division of Rules and Records 84/06/06 KILLEFER.C Shaw. Pittman, 
Potts & Trowbridge 2pp 30300 003-30303 129 

-0504120330 Forwards updated cortsl status rept as ol 840331 
ZIMMERMAN.SR Carolina Power & Light Co 04/04/20 HARTFIELD.RA Inlorma 
tion Systems Branch 3pp 30318 207-3031B 209 


8504160477 Ack receipt of 850306 & Itrs informing NHC of steps taken to correct viola 
ions noted in fnsp Rept 50-400/84-49 

VERRELLI.D M Region 2, Office of Director 85/03/22 UTLEY.E E Carolina Power & 
Light Co 1p 29821 042-29821 062 


•8604120412 Forwards updated const status repts as of 830630 Info for mdusion m 
NUREG-0030 

ZIMMERMAN.SR Carolina Power & Light Co 83/07/29 HARTFIELD.RA Informa 
tiem Systems Branch 5pp 30310 002-30318 006 


-8504160495 Responds to NRC 850207 ftr re violations noted in Insp Rept 50-400/84- 
49 Corrective actions electrical const insp personnel retrained in requirements for cor 
red usage of subordinate nonconformance documents 

PARSONS.R.M Carolina Power & Light Co 85/03/07 GRACE, J N Region 2, Office 
of Director 3pp 29821 043-29021 045 

-8504160500 Responds to NRC 850207 Ur re violations noted in Insp Rept 50-400/84- 
49 Corrective actions startup QA surveillance repts w/open concerns reviowed for up- 
grading to nonconformance repts 

PARSONS.RM Carolina Power & Light Co 05/03/06 GRACE, JN Region 2, Office 
of Director 2pp 29821 046-29821 047 

-8504160503 Forwards Insp Rept 50-400/84 49 on 841220-850120 & notice of viola- 
tion 

VERRELLI.DM Region 2. Office of Director 85/02/07 UTLEY.E E Carolina Power & 
Light Co 2pp 29821.048-29821 062 

-8504160507 Notice of violation from insp on 841220-850120 
* Region 2, Office of Director 05/02/07 2pp 29821 060-29021 051 


-0604150106 Forwards updated const status repts as of B30030 Info for inclusion in 
NUREG-0030 

ZIMMERMAN.SR Carolina Power S Light Co 83/i0/2t HARTFIELD.RA Informa 
tion Systems Branch 5pp 30318 064-30318 068 

-6504150219 Forwards updated const status repts as of 821231 Info for inclusion in 
NUREG'0030 

ZIMMERMAN.SR Carolina Power & Light Co 83/01/27 HARTFIELD.RA Informa 
tion Systems Brancii Spp 30325 203 30325 207 

-0504150247 Forwards updated const status rept as of 831231 Unit 2 canceled on 
831221 

ZIMMERMAN.SR Carolina Power & Light Co 84/01/23 HARTFIELD.RA Informa- 
tion Systems Branch 5pp 30318 158 30318 162 

-8504150370 Forwards updated const status repts as ol 820930 for inclusion in 
NUREG-0030 

ZIMMERMAN.SR Carolina Power & Light Co 82/10/20 HARTFIELD.RA Informa 
tion Systems Brancti 7pp 30326 312-30325 316 


-6504160611 Insp Rept 50 400/84-49 on 841220 850120 Violations idenlifred.fallure to 
document nonconforming conditions per procedural requirements 
MAXWELL, G F,. PREVATTE.R L , FFEDRICKSON.P Rogion 2, Office of Director 85/ 
02/06 11pp 29821 052-29821 062 

B503220444 IE Info Notice 85 024, "Failures of Protective Coatings In Pipes & HXs" 
Svc list end 

JORDAN, EL Division of Emergency Proparodnoss & Engineering Response (Post 
830103) 86/03/26 Consolidated Edison Co of New York, Inc 108pp 29506154 
29596 363 

8503280037 IE Info Notice 85 025, “Consideration of Thermal Conditions in Design & 
Installation of Supports for Diesel Generator Exhaust Silencers " Svc iist end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of Now York, )nc 107pp 29667 199- 
29667 305 

8503260045 IE Info Notice 05 026, "Vacuum Relief Sys for BWR Mark I & It Contain 
ments " Svc list onci 

JOnOAN,EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc 92pp 29667 107- 
29667 198 


8504010039 IE Info Notice 85 027, "Notifications to NRC Operations Ctr & Reporting 
Events in LERa " Svc list end 

JORDAN, EX Division of Emergency Preparedness & Engineering Response (Post 
B30103) 85/04/03 Consolidated Edison Co of Now York, Inc 90pp 29690 255- 
29690 362 


8564050042 Suppl 1 to IE Info Notice 85 003, "Separation of Primary Reactor Coolant 
Pump Shaft & Impeller " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Rosponae (Post 
830103). 85/04/09 Consolidated Edison Co ol Now York, Inc lOIpp 29791 02fa- 
20791,126 


8504060047 IE Info Notice 05 028, "Partial Loss of AC Power & Oiosel Generator Dog 
radatlon ” Svc list end. 

JORDAN,E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc lOOpp 20790 278- 
29791-024, 


0504090419 IE Info Notice 85 029, "Use of Unqualified Sources in Well Logging Appli- 
cations " Svc list end 

PARTLOW.JG Division of Inspection Programs (Post 050212), 65/04/12 Consolidat- 
ed Edison Co of New York, Inc 68pp 29032 001-29832.023 

0504170240 IE Info Notice 05 030, "MIcrobiologically Induced Corrosion Containment 
Svc Water Sys " Svc list end 

JOROAN,E.L. Division of Emergency Preparedness & Engineering Rosponse (Post 
839103). 85/04/19 Consolidaled Edison Co ol Now York, Inc f09pp 20966,250- 
29966:363 

8504190055 IE Info Notice 65-032, "Recent Engine Failures of Emergency Dieso) Gen 
orators." Svc list end 

JORDAN, E.L Division of Emergency Preparedness & Engineonng Responso (Post 
839103) 05/04/22 Consolidated Edison Co of New York, Inc. 109pp, 29988-239 
29988.347 

5504190060 IE Info Notice 85 033, "Undersized Nozzle-To-Shell Welded Joints in Tanks 
A HXs Consiructed Under Rules ol ASME Boiler & Pressure Vessel Coda" Svo list 
encl. 

JORDAN, E L, Division of Emergency Preparedness & Engineering Response (Post 
839103) 85/04/22. Consolidated Edison Co of New York, Inc, 108pp 29989.001- 
29989-107. 


5504220347 IE Info Notice 84-84, Rev 1, "Deficiencies In Ferro Resonant Transformers 


Svc list end, 

JORDAN,E.L Division ol Emergency Preparedness & Engineering 
830103). 85/04/24 Consolidated Edison Co of New York, Inc. T 
30027104. 


Responso (Post 
18pp 30027.067- 


•8504160465 Forwards updated const status repts as of 830331 (or Inclusion in 
NUREQ-0030 

ZIMMERMAN.SR Carolina Power & llghi Co 63/05/04 HARTFIELD.RA Informa 
tion Systems Branch Spp 30326 046 30326 050 


S. Reportable occurrencea, LERs & related correspondence 

8504170067 Part 21 & third Interim dolicioncy ropt.ltem 190 re Wostinghouso 7 5 kvA 
inverter capacitor terminal ions Initially reported on 841024 Proposed redesign to pro 
dude pull test not accepted by Wostinghouso Next rept by 050419 
PARSONS.RM Carolina Power & Light Co 85/03/14 GRACE.J N Rogion 2. Office 
of Director 4pp 20839.359 29830 362 

8604160566 Part 21 & final deficiency repl.ltcm 206 ro incorrect capscrew length for 
TDI emorgency diosol generator engine Initially roporled on 050219 Capscrew re 
placed w/fongor ones 

PARSONS.RM Carolina Power & Light Co 85/03/10 GRACES N Region 2. Office 
ofDlrcclor 4pp 20019 217 20819 220 

0504160563 Ihlorim dofidoncy rept, Item 297 ro dofoclivo cable sizing. Initially reported 
on 850219 Adminlalrallvo action taken to closely monitor & control cable size 
dosign Pinal ropt will bo submitted by 850430 

PARSONS.RM Carolina Power & Light Co 85/03/21. GRACE, J N Region 2. Office 
ofDiroclor 4pp 20019 222-20819 225. 

0504390209 Final dofidoncy ropt.ltem 160 ro shop wolds on seismic restraint structures 
supplied by Pittsburgh Bridge & Iron IndusIriosJniliolly reported on 840306 Condition 
not reportable per 10CFR50 55{o) 

PARSONS.RM. Carofina Power & Light Co 85/03/22 GRACE, J N Region 2, Olfice 
of Director. 4pp 30069-210 30069 213 

8504120197 Forwards "Review of Emergency Diosol Generator Rockor Arm Cap 
screws," technical evaluation root 

LAITY, W/W Batlollo Memorial Jnstilule, Pacific Northwest Laboratories FIN B-2952 
05/04/04 BERLINQER.C Division of Licensing Ip 20786 217-29788 233 

-8604120228 "RovJgw of Emergency Diesel Generator Rocker Arm Copscrews/' tech 
nical evaluation rept. 

LAITY, WW fiallelto Memorial Instituta, Pacific Northwest Laboratories FIN 0 2952 
PNL-52CI0 15 85/03/31 Division of Licensing iSpp, 29786 210 29786 233 

8504120227 Foiwards "Review of Engine Base & Soaring Cops for TDI DSR-48 Diosel 
Engines," technical evolunllon ropt 

LAlTY.VV.W. Ballelle Momoriaf Inslltulo, Pacific Norlhwast Laboratories FIN B-2903 
05/04/04. BERLIN GER.C Division of Licensing Ip 29700 035-20788 362 

-6604120277 "Review ol Engino Base & Boaring Caps for TDI DSR 48 Diesel En- 
gines." (echnical evaluation rapt 

LAITY.WW. Battelle Memorial InslitiJto, Pacific Northwest Laboratories FIN B-2952 
PNL-5200-11 85/03/31 BERLINGEn.CH. NRC - No Detailed Affiliation Given 17pp 
29788 336-29700 352 

B504120200 Foiwards PNL-5200 21i "Review of Emergency Diesel Generator Air Start 
Valvo Capscjews," tochnical evaluation rept for TOI Diesel Engine Preject. 

LAITY.WW Ballalfo Memorial Institute, Pacific Northwoat Laboratories FIN B 2963 
85/04/04 BERLINQER.C. Division Of Licensing Ip 29707 098-20787 114 

-8504120296 "Review of Emergency Diesel Generator Air Start Valve Capscrews," 
technical evaluation ropt 

* Battelto Memorial Institute, Pacific Northwesl Laboratories. FfN 0-2962 PNL-5200 
21.85/03/31 Divfsion Of Lfcenslng 16pp 29787 099-20707114. 

8504120314 Forwards PNL-5200-12, "Review of Engine Base & Bearing Caps for TDI 
DSRV-12,DSRV-16 & DSRV.20 Diesel Engines " 

LAITY, W.W Ballelle Memoriaf Instllule, Pacific Northwest Laboratories FIN B-2063 
05/04/04 BERLINQER.C Division of Ucensmg Ip. 29767 001-297B7 017 
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Revtaw of Engme Base & Bearmg Caps fer TOI DSRV-12. DSRV 16 & 
DSRV20 DjgsgI Engines ” 

LAfTY.WW Baltelfo Meimortal institute, Pacdic Northwest Laboratories FIN B-2963 
PNL*5200-12 85/03/26 DiviStOiv ol Lrcorsing Hpp 29787 002^29787 017 

B504-2S0522 Pari 21 & seventh interim doftciency rept.llem 101 ro Koppors Co.Inc de- 
lectivB isoprene governor drive cwpling rn TOt emergency diesel engine gear 
case Irutialiy reported on 020909 Final ropt will bo submitted by 850812 
PARSONS.n M Carolina Power & Light Co 85/0-1/10 GnACE,J N Region 2. OltFce 
of Director 4pp 299S9 226 299B9 22S 

8504250515 Part 21 & second interim deficiency rept.Ltem 183 re Westinghoese compo- 
nenl cooling water sys overpressurizalion Initially reported on 850813 Correclcvo 
action being investigated Final repi will be submitted by 851031 
PARSONS.RM Carolina Power & LIghI Co 85/04/n GRACES N Region 2. Office 
of Director 4pp 29989 230^25989 233 

8504260173 Final Deficiency A Pari 21 Rept NRC'05-0055 ro Got Id, Inc binding inter' 
locks v/hich prevent low speed operation of fan coolers Initjally reported on 
850122 Veridor reworked interlock actuators to improved design developed by Gould 
PARSONS.RM Carolina Power A Light Co 85/04/12 GRACE.JN Region 2, Office 
of Director 3pp 30032360*30032 362 


DOCKET SH 401 SHEAROW HARRIS NUCLEAR POWER PLANT, UNIT 2 


A, AppHcallon/ construct Ion stage documents & correspondence 

8504120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re 
source Met Forwards listed documenits Documents also available in PDR 
FELTON, Jm Division of Rules and Records 64706/0$ KILLEFEH.C Shaw, Pdtman, 
Polls & Trowbridge 2pp 30300 003 30303 129 

850417036D Discusses cost analysis for OL application rovtewOfc of Resource Mgl no 
titled to bill util for listed amount W/o stated end 

MILLER, WO License Fee Management Branch 85/04/-09 UTLEY’.E E Carolina 
Power A Light Co Ip 2990$ 1 73-29906 »73 


G Adjudicatory correspond a nee 

8504030189 Nolilies that review of applicant 850322 supplemental affidavit of EH Harris 
re molions for summary disposition of EPJ 4(aMb) A (c) completed FEMA determined 
that NRC/FEMA responses not affected by affidavit 

MOORE,J E Hearing Branch 1 j^S05 346 05703/28 KELL6Y.J L . CARPENTER.J H , 
BRIGHTGO Atomic Safely and Ucensmg Board Panel 1p 29587 340 29587 340 

8504040324 Forwards draft order authorizing depositions of applicant employees by 
tape recorder m respor^so to ASIB QS0321 order appearing on transcript Page 
7.,513 Rotated correspondence 

BARTH.CA Heanng Branch 1 #265 353 85/04/Ot GUILD, R Affiliation Not As- 
signed 4pp 29600 212-20608 215 

8504090104 Order deferring consideration ot any future acion on Eddie man 850301 
motion to compel certain discovery by staff A staff response to 65Q321 interrogatories 
until altar Ofc of Investigations completes invesUgalion Served on 650405 
KELLEY, J L Atomic Safety and Licensing Boaref Panel #285 414 85/04/05 Eddio 
man, W 2pp 29700 1 10 29700 11 1 

8604290001 Forwards Tl Hawkins affidavit omitted from NRC/FEMA response to appll 
cant motion for summary disposition of EPJ Contention 4jd) Related correspondence 
MQORE.JE Hearing Branch 1 #285 708 85/04/24 KELLY.J L . CARPENTER.J H . 
BRIGHT, GO AlomIcSatetyard Licensing Board Panel Ip 30045 346 30045352 

6504290032 NRG Interrogatories 57-82 re Contention WB 3Svc list er^cl Related corre 
spondance, 

BARTH.CA Hearing Branch 1 #265 709 85/04/24 Conservation Council of North 
Caroiina 6pp 30045 170 3004S 175 


R, Periodic oporatlng reports A related correspondence 

8504120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source Mgt Forwards listed documents Documents also available in PDR 
FELTON, 3 W Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Piltman, 
PoUsAT/owbfidga 2pp 30300003 30303.129. 

•-8594120412 Forwards updated const status reals as of 830630 Info for inclusion in 
NUREG 0030 

ZIWWERMAM.SR Carolina Power A Light Co 63/07/29 HARTFIELD.RA Informa- 
tion Systems Branch 5pp 30318002-30316 006 

••8504160186 Forwards updated const status repts as of 830930 Info for inclusion In 
NUREG-0030 

ZIMMERMAN, SR Carolina Power A Light Co 63/10/21 HARTFIELD.RA Informa 
lion Systems Branch 5pp 30316 064 30316 068 

- 0594150219 Forwards updated const status rep Is as of 621231 Inlo for Incfuslon In 
NUREG OffSO 

ZIMMERMAN.S,R Carolina Power A Liohl Co 83/01/27 HARTFIELD.RA Informa- 
tion Systems Branch 5pp 30325 203-30325 207, 

-8594159370 Forwards updated const status repts as of 620930 for inclusion in 
NUREQ0030 

ZIMMERMAN, SR Carolina Power A Light Co 82710/20 HARTFIELD.RA Informa- 
tion Systems Branch 7pp 30325 312-30325 318 

-8504150455 Forwards updated const status repis as of 830331 for Inclusion fn 
NUREG 0030 

ZIMMERMAN, SR Carolina Power A Light Co 63/05/04 HARTFIELO.RA Informa 
(ion Syslems Branch 6pp 30326 046-30326 050 


S. Reportafalo occurrences, LERe & related correspondence 

B504 120197 Forwards "Review of Emergency Diesel Generator Rockor Arm Cap- 
screws," tochnicai evaluation rept 

LAITY.WW Batlelle Memorial Inslilule, Pacific Northwest Laboralorias FIN B 2952 
85/04704 BEHUNGER.C Division of Licen-sing Ip 29786 217-29786 233 

-8504120228 "Review of Emergency Diesel Generator Rocker Arm Capscrews." tech- 
nical ovaTualion rept 

LAtTV.WW Baltelle Memorial Insiftule, Pacific Northwest Laboratories FIN B-2952 
PNL'5200 15 85/03731 Division of Licensing 16pp 29786 218 29766 233 

8504 120 227 Forwards “Review of Engine Base S Bearing Caps for TDI DSH 48 Diesel 
Engines," technical evafuaUon repi 

LAITY.WW Battelfe Memorial institute, Paciltc Northwest Laboratories FIN B 2963 
85/04704 BERLINGER.C Division of Licensing 1p 29788 335 29708 352 

“8504120277 "Review of Engine Base A Bearing Caps for TOI DSR-48 Diesel En- 
gines," technical evaluation rept 

LAITY.WW Battelle Memorial Institute, Pacific Northwest Laboratories FfN B 2952 
PNL-5200 11 65/03731 BERLINGER.C H NRC - No Detailed Affiliation Given 17pp 
29708 330-29766 352 

0504120290 Forwards PNL-6200-21, "Review of Emergency Dieso! Generator Air Start 
Valve Capscrews." lechnical evalualioir rept for TOI Diesel Engine Project 
LAITY.W W Batlelle Memorial Instilute, Pacific Northwest Laboratories FIN S 2963 
85/04/04 BERLINGER.C Division of Licensing 1p 29787 098 29787 114 

•8S04120296 "Review of Emergency Diesel Generator Air Start Valve Capscrews,'* 
technical evaluation repi 

• Battelle Merrodal Institute, Pacific Northwest Laboratories FIN B-2952 PNL-5200- 
21 85/03/51 Division of Licensing 16pp 29767 099 29707 114 

6504120314 Forwards PNL-520O-12, "Review oJ Engine Base & Bearing Caps for TDI 
OSRV-12,OSRV-16 & DSRV-20 Dieso! Engines " 

LAITY.WW Baltelle Memor/al Institute, Pacific Northwest Laboratories FIN 8-2963 
85/04/04 BERLINGER.C Division of Licensing. 1p 29707 001-29787 017 

-8504120317 "Review of Engine Base & Bearing Caps for TDI DSRV-12, DSRV-16 & 
OSRV-20 Diesel Engines " 

LAITY, W.W Batlelle Memorial Instilute, Pacific Northwest Laboratories FIN B-2963 
PNL-5200 12 65/03/26 Division of Licensing 14pp 20787 002 29767 017 


DOCKET 50-404 NORTH ANNA POWER STATION, UNIT 3 


A. Appllcatl on/co nat ruction stage documents & correspondence 

8504120162 Responds to FOIA request for Caseload Forecast Panel fifes in Ofc of Re 
source Mat Forwards listed documenis Documents also available in PDR 
FELTON, JM Division of Rules and Records 04/06/06 KILLEFER.C Shaw, Piltman, 
Potts & Trowbridge 2pp. 30300 003-30303 1 29 


n. Periodic operating reports & related correspondence 

8504120162 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re 
source Mat Forwards hated documenis Documenis also available in PDR 
FELTON, JM Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Piltman, 
Potts & Trowbridge 2pp 30300 003-30303 129 

-0604160333 Forwards updated const status rept as of 821029 Info for inclusion in 
NUREG 0030 

MOORE, FK Virginia Power (Virginia Electric & Power Co) 82/10/27 
HARTFIELD.RA Information Systems Branch 3pp 30325 289 30325 291 


DOCKET 50-407 UNIV. OF UTAH RESEARCH REACTOR 


E. NRC Safely Evaluation Report (SER). euppls & correspondence 

8504090013 SAFETY EVALUATION REPORT RELATED TO THE RENEWAL OF THE 
OPERATING LICENSE FOR THE TRIGA TRAINING AND RESEARCH REACTOR AT 
THE UNIVERSITY OF UTAH Docket No SO-407 (University of Ulah) 

* Division of Licensing NUREG-109$ 85/03/31 70pp Available at NRC S4 50 
29754 045 29754,122. 

8604250308 Foiwards Amend 5, renewing License R-126 for 20 yrs from date of 
Issuance Notice of renewal .notice of finding of no significant environ Impact, environ 
assess mont & SER (NUflEG-1096) also encl 

THOMPSON.H L Division of Licensing 05/04/17 BROPHY.J.J. Ulah, Unlv of, Sail 
Lake City, UT 3pp, 30027 275-30028 042 

“6504250400 Environ assessment supporting proposed renewal of License R 126 for 
20 yrs from date of Issuance 

• NRC - No Detailed Affiliation Given 85/03727, B2pp 30027 323 30028 042 


P, Operating ffeenae stage documents & correspondence 

8504250388 Forwards Amend 5, renewing LJeense R-126 for 20 yrs from date of 
issuance Notice of renewahnotice of finding of no significant environ impact. environ 
assessment & SER (NUREG 1096) also encl 

THOMPSON.H.L Division of Licensing 85/04/17. BROPHYJJ. Ulah, Univ of, Salt 
Lake City, UT 3pp 30027.276 3D028 042 

-8504250389 Amend 5, renewing LIcen&e R-126 for 20 yrs from date of issuance 
THOMPSON, HL Division of Licensing 05/04/17. 40pp 30027.278 30027,317, 

-8504250393 Notice o1 fmding oi no significant environ impact re proposed Amend 5, re- 
newing License R-126 

THOMPSON.HL Division of Licensing 85/04/09 3pp 30027 318 30027>320 
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'8504260396 Notico of fssuancG of Amond 5, renewing License R-126 for 20 yrs 
THOMAS, CO Slandardizalion & Spactal Projects Branch 85/04/17 2pp 30027 321- 
30D27 322 

'8564260400 Environ assossment supporting proposed fene/ral of License R 1 26 for 
20 yrs from date of issuance 

* NRC - No Delaifed Affiliation Given 85/03/27 82pp 30027 323-30028 042 


DOCKET 50*409 LA CROSSE BOILING WATER REACTOR 


F. Security, medical, emergency & fire protection plana 

8504030042 Forwards response to NRC 0501 15 Itr re provisional OL DPR-45 concern 
ing compensatory measures End withhold (ref 10CFR73 21) 

UNDEfl.F Dairyfand Power Cooperative 85/02/28 AXELSON,WL Regions, Office 
ofOireclor Ip 29507 31 9-29507 319 

6504166299 Forwards FEMA 650325 Itr & State of MN schedule of corrective actions 
as result of 840319 exercise Schedule acceptable 

PAPEHIELLO,CJ. Region 3, Office of Director 85/04/11 UNDER, FW Dairyland 
Power Cooperative Ip 29814 013 29814 018 

6 5041 90306 Forwards revised safety evaluation re util 840209,1025 & 1231 submittals 
of airborne dose calculations for control room & technical support ctr during radio logi 
cal emergency, per NUREG 0737, Item III D 3 4 Doses acceptable 
ZWOLINSKI,J.A. Operating Reactors Branch 5 85/04/12 LINDER, F Dalryland Power 
Cooperative 4pp 29919 070-29919 073 

6504230391 Submits add) Info re Generic Ltr 82-33, SuppI 1 to NUREG 0737, “Require 
menta for Emergency Response Capability" & Mem I D 1 concerning dalailod conlrol 
room design review, m response to 850221 request 

LINDER,F. Dalryland Power Cooperative 85/04/12. ZWOUNSKf.J A Operating Reac- 
tors Branch 6 3pp 29951 127-29951.129 

6504230305 Rev 6 to “Emergency Plan for LAC8WR ” W/850417 Itr 
LINDEn*F Dalryland Power Cooperative 05/04/17 57pp 29948 103 29048160 

6504300310 Discusses reasons for selecting new location In containment bldg person 
ne1 airlock br installing disable switches (or manual depressurization sys.Switchos in 
stalled during refueling outage per 10CFR50,App R 

LINDER^F Dalryland Power Cooperative 06/04/22 ZWOLINSKU Operating Reac- 
tors Branch 5 2pp 30058 124-30050 125 

6504290315 Ack receipt of 850412 Itr re proposed scope & objectives of LAC0WR 
850625 emergency exercise Scope & objeclives adequate When scenario 
race wed, comments will be provided lo R Marose via telcon 

PAPERIELLO.CJ. Region 3, Office of Director 85/04/23 LINDER, FW Dalryland 
Power Cooperative ip 30046 252-30046 252 

6504300147 Revised emergency plan procedures, IncludirigRov 18 lo EPP-2 re organ I- 
2allon & operations during emergencies & Rev 4 lo 6 re sample collection & 
analysis during emergencies W/850425 Mr 

LINDER, FL Dalryland Power Cooperative 85/04/26 106pp 30057 179-30057 274 


L Ffnanolal Information 

6504160405 Forwards financial statements & auditor rapt for 1903 & 04 Annual Repl 
for 1664 will be forwarded upon completion 

MUELLER.n.C Dalryland Power Cooperative 65/04/12 Oflico of Nuclear Roaclor 
Regulation, Diroclor. ISpp 29020 060-29020 074 


P, Operating license stage documents & correspondence 

6604696120 Forwards "Study of Tornado Wind Forces on LAGBWR & GENOA 3 Chim- 
neys;' per NUREG 0827, SEP Topic III 2, in response to 850326 request 
LINDER,F Dalryland Power Cooperativo. 05/04/01 ZWOLINSKI.J Operating Roac- 
tors Branch 6. Ip 29701-076 29701-120 

-6564090127 “Study of Tornado Wind Forces on LACBWR & QENOA-3 Chimneys;' 

• Black AVeatch 84/06/01 44pp 29701 077-29701 120 

6504120064 Requests change of commitment date for mod to Panotrallon M-1D at 1986 
refueling outage, sub| lo reanalyais of costs Upgrada of enliro lino penetration prob- 
ably necessary. Valves locked per 630216 commitment 

LINDER, F. Dalryland Power Cooperativo 85/04/08 ZWOLINSKI.J Operating Roac* 
lots Branch 6 2pp 29786 339-29786-340 

8504260324 Forwards corrected Pago 5-2 of radiological effluent Tech Specs, per 
841018 Amend 36 to License OPR-45 Tech Spec 6.1 6 inadvertently deleted 
ZWOUNSKI,J.A Operating Reactors Branch 5 85/04/11. LINDER, F Dairyfand Power 
Cooperative 2pp 30019.355 30019 357. 

-8504260332 Errata lo Amend 36 lo License DPR 45, adding Tech Spec Page 6 2 ro 
Seclfon 5 1 6 on channel check, leal & calibr & containment testing 

• NRC . No Detailed Affiliation Given 85/04/11. Ip 30019,367-30019 357. 

65041 20206 Generic Ltr 85 06 to all PWR licensees & all appllcanls for OLs re QA guid- 
ance for ATWS equipmenl not safety related, Sve list end, 

THOMPSON, H L Division of Licensing 85/04/16 Consolidated Edison Co of Now 
York, fnc. 22pp 29947.280 29947:309 

6604260001 Forwards NRR safely evatualion re environ qualification of eleclncal equip 
ment importanl to safety per 10CFR50.49 Proposed reaofullons for deliclencios noted 
In NRC 621221 & 0625 safety evaluations addressed 

ZWOLINSKI,J A, Operating Reactors Branch 6. 85/04/18 LINDER, F, Dairyfand Power 
Cooperative. 3pp 29068 028-29986 045 

-8S042S0002 Safety evaluation finding electrical environ qualification program In conpll 
ance w/10CFR 50.4 9, Proposed resolutions for deficiencies noted In NRC 821221 
safely evaluation A 820621 lechnlcal evaluation rept acceplable 

• Orlco of Nuclear Reactor Regulation, Director. 85/04/18 14pp. 29986.031- 
29986 045. 


8504260055 Forwards SER re resolution of integrated plant safely assessment repl 
(NUREG-OQ27|, Section 4 10, “Turban© Missiles" Programs A 830929,840404 & 0607 
lustiticabons or turbine overfeed operations acceptable 

ZWOLINSKI.J A Oj3efallng Reactors Branch 5 05/04/19 LINDERiF Dairyla rid Power 
Cooporaliv© 8pp 30025 126-30025 133 

-8504260062 S£FI supporting util resolution of integrated plant safety assossmont repl 
fNUREG-OB27),Sectfon 4 10. “Tuibino Missiles” 

* Operating Reactors Branch 5 85/04/19 6pp 30025 128 30025 133 

8604300312 Forwards Amend 40 to License OPR-45 & safely evaluation Amend 
changes Toch Spocs ra acceptance criteria (or Type B & Type C leak testing A impla 
ments more conservative method of back correcting Type A loak lest results 
ZWOLINSKU A Operating Reactors Branch 5 85/04/23 LINDER,F DairyJand Power 
Cooperative 3pp 30058 111-30058123 

"6504300320 Amend 40 lo Liconso DPR'45,chang1ng Tech Specs re acceptance crite 
ria for Typo B & Type C leak testing A implementirg more consorvativo method o1 
back correcting Type A loak tost roaulls 

ZWOLINSKI.J A Oporaling Reactors Branch 5 85/04/23 6pp 300S8 114-30058 1 19 

"6504300323 Safely evaluation supporting Amend 40,to license DPR-45 

* Oflrce of Nuclear Reactor Regulalion, Direclor 86/0-4/23 4pp 30058 120 
3D05B 123 

8504260081 Forwards safety ovaluatlon of ulil 830031,1219 A 650122 responses to 
Section 4 26 of integral od plant saiety assessment repl (NUREG 0627) Mods sulfi 
clem to resolve issue ro dc power sya bus voltage monitoring A annunciation 
ZWOLINSKU A Ope ra ling Roactors Branch 5 85/04/24 LINDER, F Dalryland Power 
Cooperativo 3pp 30026.157-30025 165 

-6504260085 Safety evaluation supporting implomenlation of baltery lestmg.lnsp & sur- 
veillance w/ proposed mods re genorator plant dc bus (o assure automalic starting of 
©meraoncy ac power in event oigonerator plant battery failure 

* NRC - No Dolallod Affillallon Given 66/04/24 6pp 30025.160 30025 165 

0684300471 Accepts revised commitment date of 1966 refueling outage to verify con 
formanco to NUHEG-O027,ltem 4 21 3 2, "Porolralton M 19 - Offgas Vent from Shut- 
down Condenser” 

ZWOLINSKI.J A, Oporakng Reactors Branch 5 86/04/28 LINDER, F Dalryland Power 
Cooperativo 2pp 30063-224 -300G3 225 


O Inspection reports, IE Bulletins A correspondence 


8S04120182 Responds to FOIA roquost for Casofoad Forecast Panel files in Ofc of Re 
source Mgt Forwards listed documents Documents also available in PDR 
F ELTON. Dwislon of Rules and Records B4/06/06 KILLEFER.C Shaw. Pitlman, 
Polls a Trowbridge 2pp. 30300 003 30303 1 29 

-8504120393 Provides dally staff notes for 610925 Nollcos of violation issued to ulils 
for fniluro to notify NRC by 61 0701 of inability lo comploto impfemenlalion of prompt 
public notihcatlan sys 

DIRCKS.WJ Office of Iho ExocuUvo Diroclor for Operations 61/09/28 PALLADINO 
Commissioners Ip 30301,253-30301.253 

8504160327 Lists actions A/or documentation necessary to close out IE Bulletin B1-01. 
“Surveillance of Mechanical Snubbers,'* for listed facilMloa prior to finalizing ctosoout 
root 

JORDAN.E.t Oivisfon of Emomency Proparodnoss A Engineering Hosponso (Post 
630103). 05/02/11 STAROSTECKI.R Region 1, Office of Director. 4pp 29914 185- 
20914-160. 

6503190850 IE Info Notico 85 022, “Umitorqus Motor Operated Valves Resulting From 
Incorrect Jnsfallalion of Pinion Qoar." Sve list end. 

JORDAN,E,L Division of Emorgoncy Preparodness A Enginoering Response (Post 
830103) 05/03/21 Consolidated Edison Co. of Now York, Inc fOSpp 29597 001- 
29597.005. 

8803210401 IE Info Nolfco 85-023, "Inadoquale Surveillance & Post Mnint A Post-Mod 
Sys Toslirifl," Sve list end 

Jordan, EL Division of Emorgoncy Preparedness A Englnoodnp Response (Post 
630103), 85/03/22 Consolidated Edison Co of Now York, Inc fOOpp 29656 001- 
29656 107 

8503220444 IE Info Notice 85 624, “Failures of Protectivo Coatings in Pipes A MXs '* 
Sve list end 

JORDAN,E,L. Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/03/28 Consolidated Edison Co. of Naw York, Inc. t08pp. 29596 154- 
29596 363. 

8503280037 IE info Notice 85 025, "Considaratfon of Thermal Conditions in Design A 
Installation of Supports for Diesel Generator Exhaust Silencers,'' Sve list end 
JORDAN, E L Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc fD7pp, 29667:199 
29687,305 

8503280045 IE Info Notice 86 026. "Vacuum Relief Sys for 8WR Mark I A It Contain 
merits;' Sve list end 

JORDAN.EL Division of Emergency Preparedness A Enginaering Response (Post 
830103). 85/04/02 Consolidated Edison Co of Now York, tnc 02pp 29667 107- 
29667-f98 

8504010039 IE Info Notice 65-027, “Notificallons to NRC Operations Cir A Reporting 
Evenis in LERs *' Sve list end 

JORDAN.E.L Division of Emergency Proparednasa A Engineering Response (Post 
830103). 85/04/03. Consolidated Edison Co of New York, Inc 08pp 29690 255 
20690-362. 

6504060042 Sgpp1 1 to IE Info Notice 65 003, “Separation of Primary Reactor Coolant 
Pump Shaft A Impeller ” Sve list end 

JORDAN.EL Division of Emergency Preparedness A Engineering Response (Post 
830103). 85/04/00 Consolidated Edison Co. of New Yo/k, Inc 101pp. 29791,025 
26791-126. 
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8504050047 !E Info Nofica 85 026, "Pariral Loss of AC Power 6 Diesel Generator Deg 
fadaliori *’ Svc fisl end 

JORDAN, EL Divisron ol Emergency Preparedness & Engineering Response (Post 
630103) 85/04/09 Consolidated Edison Co of New York. Inc 109pp 29790 278- 
29791 024 

8504090419 IE Info NotJC© 85 029, “Use of Unqualified Sources In Well Logging Appli 
cations “ Svc list end 

PARTLOWiJG Division of Inspection Programs [Post 850212) 85/04/12 Consolida! 
od Edison Co of New York. Inc QQpp 29832 001 29832 023 

8504190455 Forwards Insp Hept 50 409/85 05 on 850325 29 No violation noted 

PAPERIELLO.CJ Region 3. Office of Director 85/04/15 LINDER.FW. Oairyland 
Power Cocperative 2pp 29918 050 23918 062 

-8504190458 fnsp Repl 50 409/85 05 on 850325-29 No Violation or deviation 
noted Major areas inspected rad ration protection program, including organization & mgt 
controls, A LAS A program, internal & external exposure controls & posting & control 
PAUL.R A , MILLER, D E , GREGER.L R Region 3. Office of Director, 85/04/15 t tpp 
29918 052-23918 082 

8504300004 Forwards Safety Insp Rept 50 409/85 06 on 850327-29 No noncompliance 
noted 

REYES.L Region 3, Office of Director 65/04/17 LINDER.FW Dairyland Power Co 
operative 2pp 30068 339-30068 344 

-3504300 OOS (nsp Rept 50-409/85-06 on 650327 29 No noncompliance or deviatron 
noted Major areas inspected refueling preparations & refueling activities 
MILBROT.WE. GULDEMOND.W Region 3, Office of Diroclor 85/04/17 4pp 
30068 341 3006B344 

8504230197 Ack receipt of 850404 Hr Informing NRC of steps taken lo correct violations 
noted in Insp Rept SO 409/85 03 

REYES, LA Region 3, Office of Director 85/04/10 UNDER.FW Dairyland Power 
Cooperative Ip 2394 B 292 29948 294 

-9604230200 Responds to NRC 650316 (tr re v/ofalions noted In Insp Rept 50 409/85 
03 Corrective actions safety review committee meeting minutes reviewed 
LINDER.F Dalryfand Power Cooperative 85/04/04 KEPPi ER.J.G Region 3, Office 
of Director 2pp 29943 293 29948 294 

8504170240 IE Info Notice 85 030, ''Microbiofoglcafly Induced Corrosion Containment 
Svc Water Sys " Svc list end 

JORDAN, E L Division of Emergency Preparodness A Engineering Response (Post 
830103) 65/04/19 Consolidated Edison Co of New York, Inc f09pp 29966 25B- 
29966 363 

8504190065 IE Info Notice 85'032, “ Recent Engine Failures of Emergency Diesel Gen- 
erators" Svc list end 

JORDAN,EL Division ol Emergency Preparedness & Engineering Response <Post 
830103) 85/04/22 Consolfdaled Edison Co of Now York. Inc fOQpp 2Q9S8 239- 
29988347 

8504190060 IE Info Notice 85 033, “Undersized Nozzle To She It Welded Joints in Tanks 
& HXs Consiruclod Under Rules of ASME Boiler A Pressure Vessel Code” Svc fist 
■end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response {Post 
830103) 85/04/22 Consolidated Edison Co ol New York, fnc f08pp 29989 001- 
29989 187 

8504220347 IE Info Notice 84 84,Rev 1, "Deficiencies In Ferro Resonant Tran storm ers ” 
Svc fist onci 

JORDAN, EL Division of Emergency Preparedness & Engineering Responso IPosl 
030103) 85/04/24 Consolidated Edison Co of Nov/ York, tnc ttepp. 30027 067- 
30027 184 


n. Periodic operating repo/ta & related correspondence 

8 5041 BOS 14 MonthN operaling rept for Feb 1905 W/a50307 Itr 
GOODMAN, IS.. LINDER.F- Dairyland Power Cooperativo 85/02/28 7pp 29916 167- 
29915173 

8504150309 Forwards revised Pages 6 8 to "Radioactive Effluent & Radiological Envi 
ron Monitoring Repl, 1984," due (o computational errata discovered during tecfintcal 
reviews of data tables 

LINDER,F, Dairyland Power Cooperative 85/03/20, KEPPLER.JG Region 3, Office 
of Director, tp 29809 186 2 9809' 190 

-8504150312 Revised Pages 5 8 to "Radioactive Effluent Radiological Environ Monstor- 
ing Rept, 1984 " 

LINOER,F Dairyland Power (Doope/alive, 84/12/31 5pp 29809 1 87-29009,190, 


S. Reportable occurrences, LERs & related correspondence 

8504180052 LER 85 001-00 on 6503 12, containment bldg aft exhaust gas & delayed ac- 
tivity monitors C7-l,C7-2 & C0 1 failed high Caused by pin falling from Instrument 
drawer during reinstalfation Pm replaced W/850404 Hr 

GOODMAN.LS. LINDER, F DafryJand Power Cooperative 85/04/04 2pp, 29916:156 
29 9161 58, 

85>04 190463 LER 85 002-00 on 850314 & IB.containmonl bldg ventilation valves closed 
on high elr exhaust delayed particulate activity signal Caused by mall in upper reactor 
cavity drain line Dram (me flushed W/8504O9 Itf 

G^(gDMAN,l S , LINDER, F, Dalryfand Power Cooperallve. 85/04/09- 3pp 29922 319- 

8604290153 Special Repl on 85O499,fir0 suppression water flow path lo yard hydrants 
removed from svc for cleaning & flushing nigh pressure svc water piping Provisions 
taken to provide backup fire suppression capaDlllty, 

LI)^Efl,F Dairyland Power Cooperative. 85/04/10, KePPlER,JG Region 3, Office 
ofDireclor 2pp, 30053.31 2-30053 '31 3 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


A. Applfcalton/ construction stage documents & correspondence 

8604120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc ol Ro 
source Mgt Forwards listed documents Documents also availablo in PDR 
FELTONJm Division of Rules and Records 84/06/06 KILLEFER.C Shaw. Pittman, 
Potts & Trowbridge 2pp 30300 003-30303 129 

-8302029182 Requests scheduling of Caseload Forecast Panel site visit tor Feb 1983 
EISENHULD.G Division of Licensing 83/01/27 BASSETT, H S Division of Automat 
ed Informalton Services Ip 30337 279 30337 279 

-8305050270 Notification of 830420 mgt mectfng w/utif to discuss results of caseload 
forecast panel 630222-24 site visit 

SCHWENCER,A Licensing Brar^ch 2 83/04/25 PURPLE, R Division of Licensing 
SCROGGINS, R Division of Automated Information Services NOVAK, T Assistant Di 
rector for Licensir>g Ip 30337 280 30337 280 

8504300435 Forwards 840718 LOCA & seismic analysis rept for containment purge iso 
latlon valves Valve onenlation/travel limit recommendations will bo implemented 
beforo fuel load Nuclear seismic analysis rept & seismic function test plan end 
MANGAN.CV Niagara Mohawk Power Corp 85/01/25 SCHWENuER.A Licensing 
Branch 2 2pp 30064 082-30065 090 

-0504300439 Addendum 1 to Seismic Functional Test 19157ST-01, "Seismic Qualltrca 
tion Procedure for Pnoumallcalty Operated Valves " 

^ Posi-Soal Valves International f9t57ST 01 ADD 01 83/07/10 11pp 30064 084- 
30064 090 

- 8504300440 "Seismic Functional Test Record" 

“ Posi-Seal Valves International 19157ST-01 83/07/00 4pp 30064 091-30064 094 

-8504300443 “Nuclear Seismic Analysis " 

• Posi-Seal Valves fnternationaL 19157SQ 01 83/02/16 65pp 30064 095 30064 161 

-8504300446 "lOCA & Seismic Analysis" 

* PosI Seal Valves Inlornalional 33375SL001 84/07/18 3D0pp 30064 102- 

30065097 

8504010111 Defers requiremenl to conduct Independent third party appraisal of facility 
& corporate ofc for 1-yr period, based on Independent appraisals & review of effectivo 
ness of current mgLpof Enforcement Action 83-137 

MURLEY.TE Region 1. Office of Director 85/03/15 DONLON.W Niagara Mohawk 
Power Corp 2pp 29573 340-29573 341 

8504010044 Forwards response lo 050129 request for addi info re NUREG 0737, Item 
II K3 28,concern)ng aulomatlc depressurization sys valves Info submitted will bo incor 
porated into Amend 19 to FSAR 

MANGAN.CV. Niagara Mohawk Power Corp 85/03/26 SCHWENCER.A Licensing 
Branch 2 7pp 29371 275-29571 281 

8504060171 Approves application for authorization to utilize alternate to requirements ol 
10CFn50 53a(cH1) Use of MSIV 7 A acceptable as currently fabricated & 
Instaflod Actions to bring MSJV into total compliance w/ASME Code fisted 
DENTON, H R Office of Nuclear Reactor Roguldlior^, Director 85/03/27 

HOOTEN.S Q Niagara Mohawk Power Corp epp. 29712 012-29712 017 

8504020008 Forwards addI info re purge & vent valves, per 830329 request 
MANGAN.CV Niagara Mohawk Power Corp 85/03/29 SCHWENCER.A Licensing 
Branch 2. 3pp 29678 256-29578 258 

8504120362 Forwards approved ASME Code Case N-413, "Min Size of Fillet Wolds for 
Lmoar Type Supports.Section IH.Oiv I, Subsection NF," per 850225 roquoslCase Code 
N 413 may be used at facility for Jinear typa supports w/slaled llmitallons 
SCHWENCER.A Licensing Branch 2 05/O4^2 HOOTEN.BG Niagara Mohawk 
Power Corp 4pp 29795 039-29795 042 

8504090149 Forwards "Program for Completion of Engineering Assuranco In-Ooplh 
Technical Audits, Nine Mile Point 2 Project & overall audit plan Tor RCIC sys 8^ associ 
aled stfuclur-es.in response to questions from 850227 & 0315 meetings 
MANGAN.CV Niagara Mohawk Power Corp 05/04/03 SCHWENCER,A Licensing 
Branch 2 3pp 29701 143-29701 181 

-6504090155 Procedure EA 106, "Program for Completion of Er^glneoring Assuranco 
In Depth Technical Audils.NIne Mile Point 2 Project ’’ 

• Niagara Mohawk Power Corp. 85/04/03 20pp 29701.146-29701 1GB 

-8504090159 "Overall Audit Plan.QA Auditing Dn Audit of As Constructed Condition of 
RCIC Sys & Associated Structures " 

* Niagara Mohawk Power Corp 85/03/19. 15pp 29701.167-29701 181. 

650411 Q143 Forwards addi info re design basis for roof snow loadlng,in response to 
660129 request Responses 2 & 3 will be Included In FSAR Amend 19 
MANGAN.CV Niagara Mohawk Power Corp. 85/04/04 SCHWENCER.A Uconsinn 
Branch 2. 8pp 29766 065 29766 072 

6S04170S0B Discusses NRC review of deviations from BWR/5 STS submitted on 
841 120 Submittal should be revised to justify deviations based on FSAR,SER or as 
built plant Proposed Tech Spec review schedule end 

SCHWENCER.A Licensing Branch 2 85/04/05 HOOTEN.BG Niagara Mohawk 
Power Corp. 5pp 29905 303-29905 307. 

8504120180 Forwards addi Into re manual fnlKation of reactor core Isolation sys for 
facility info will be Incorporated fnlo FSAR Amend 20 

MANGAN.CV Niagara Mohawk Power Corp 85/04/08. SCHWENCER.A Llcenslnn 
Branch 2 2pp 29784 277-29784' 278, 

8504150150 Clanfies 850225 Hr re classification of refueling platform Comparison of QA 
Category I requirements & OA activities actually employed on refuetinn platform pro- 
videtffn end Table 1 

MANGAN,C.V Niagara Mohawk Power Corp. 85/04/10 SCHWENCER.A, Licensing 
Branch 2 3pp 20800 089 29800 011 
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0504180062 Forwards package of updalecj seismic hydrodynamic qualificalton masler 
list & response spectra Equipment qualification audit re seismic & pump & valve oper* 
ability requested in May 1935 

MANGANIC V Niagara Mohawk Power Corp 85/04/12 SCHWENCER.A Licensing 
Branch 2 2pp 29645 016'29848 085 

8504120206 Generic Ltr 85 06 to all FWR licensees & all applicants for OLs re QA guid 
ance for ATWS equipment not safety related Svc list end 

THOMPSON.HL Division of Licensing 85/04/16 Consolidated Edison Co of Now 
York, Inc 22pp 29947 28B-29947 309 

8504290133 Forwards revised Vols 1-4 of ‘‘Environ Qualification Document " More than 
85% of required equipment qualified Equipment qualification audit in May 1905 re- 
quested 

LEMPQESJ E Niagara Mohawk Power Corp 85/04/22 SCHWENCER,A Licensing 
Branch 2 2pp 30040 001-30045 030 

“8504290195 Revised Vofs 1-4 of "Environ Qualification Document " 

* Niagara Mohawk Power Corp 85/04/30 1.82flpp 30040 003 30045 030 

8504300453 Forwards application for exemption from requirements of 10CFR50.App J 
for certain isolation valves on hydraulic control sys for reactor recirculation flow con 
trot valves 

WETTERHAHN.M J Connor & Wellerhahn 85/04/26 SCHWENCER,A Office of Nu 
clear Reactor Regulation. Director Ip 30065 103-30065 107 

-8504300455 Application for exemption from l0CFR50,App J requirements for certain 
isolaiion valves on hydraulic conirof sys for reactor recirculation flow conirol valves 
MANGAN.CV Niagara Mohawk Power Corp 85/04/24 4pp 30065 104-30085 107 


F. Security, medicalj emergency & fire protection plana 

8504290309 Advises that 650710 & 1 1 appropriate dates for preimptementation audit for 
SPDS requested in NRC 850321 ltr 

MANGAN.CV Niagara Mohawk Power Corp 85/04/24 SC) IWENCER,A. Licensing 
Branch 2 Ip 30046 265-30046 255 


M. Antitrust correspondence 

0504180509 Forwards updated Info ro antilrust review of OL application in accorifance 
w/Reg Guide 9 3, per NRC 850304 request 

MANGAN.CV Niagara Mohawk Power Corp 05/04/11 CLEARY, DP Site Analysis 
Branch 45pp 29859 191-29850 233 


0. Inspeclfon reports, IE Bulletins & correspondence 

8503190659 IE Info Notice 85-022, “Limitorquo Motor Operated Valves Rosulling From 
Incorrect Installation of Pinion Gear " Svc list end 

JORDAN.E L Division of Emergency Preparodness & Engineering Response (Post 
030103) 85/03/21 Consolidated Edison Co of New York, Inc tOOpp 29597 001. 
29597 005 

8503210401 IE Info Notice 05 023, "Inadequate Survoillnnco & Post-Malnl & Posl-Mod 
Sys Teslinp ’’ Svc list onci 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/03/22 Consolidated Edison Co of New York, Inc lOOpp 29658 001* 
29650.107 

8503220444 IE Info Notice 85 024, "Failures of Protective Coatings in Pipes & HXa" 
Svc list end 

JORDAN.E L Division of Emergoncy Preparedness & Enginooring Response (Post 
830103) 05/03/26 Consolidated Edison Co of Now York, Inc f08pp. 29598,164* 
29596 303 

8504170406 Notlficallon of Licensee Meeting 85 37 on 850412 w/ulil In King of 
PruBSla.PA to discuss SALP mgl 

LINVILLE,J Region 1, Office of Director 85/03/29 Region 1, Office of Director, 2pp, 
29906 090-29906 091 

8503280037 IE Info Notice 05 025, "Consideration of Thermal Conditions in Design & 
Inslalfatlon of Supports for Diesel Generator Exhaust Silencers " Svc list end 
JORDAN.EL Division of Emergency Preparedness & Enginooring Response (Post 
830103) 05/04/02 Consolidated Edison Co of Now York, Inc. 107pp 29607199 
29607 305 

8SO320OO45 IE Info Notice 85-026, "Vacuum Relief Sys for BWR Mark I & II Contain 
monte Svc list end 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
630103) 65/04/02 Consolidated Edison Co of New York, Inc 92pp. 29667*107* 
29667-190. 

0904010039 IE Info Notice 65 027, "Notifications to NRC Operallona Cir & Reporting 
Events In LERs " Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of New York, Inc 98pp 29690.256* 
29690 362 

S504QS0042 SuppI 1 to IE Info Notice 85-003, "Separation of Primary Reactor Coolant 
Pump Shaft 6 Impeller " Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co. of New York, Inc 101 pp 29791.025- 
29791:126 

8504050047 IE Info Notice 05 028, "Partial Loss of AC Power & Diesel Generator Deg 
radatlon " Svc list end 

JORDAN,£.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/04/09. Consolidated Edison Co of New York, Inc. 109pp 29790:278* 
29791-024, 

B5040S0419 IE Info Notice 85 029, "Use of Unqualified Sources In Well Logging Appll- 
callons." Svc list end 

PARTLOW,J Q Division of Inspection Programs (Post 850212). 85/04/12, Consolidat- 
ed Edison Co of New York. Inc, 66pp 29832 001-29832 023 


8504300196 Responds lo NRC B50314 Ur re vjolalrons & weaknesses noted lo Insp 
Repl 50 410/04*18 Corrective actions standing walor drained from HPCS diesel gen 
eralor cooling water HX & undersized fillet weld roinspectcd 

MANGAN.CV Niagara Mohawk Power Corp 85/04^5 STAROSTECKI.R Region 1. 
Ollico of Director I4pp 30057 158 30057 171 

8504190467 Forwards Insp R opt 50 410/85 04 on 050204 0316 No violation noted 
COLLINS.SJ Rogton 1, Office of Diredor 05/04/t6 HOOTEN.WG Niagara 
Mohawk Power Corp 2pp 209 17 032 299)7 043 

-8504190460 Insp Ropt 60 410/85 04 on B50204 0310 No violation or doviplion 
noted Major areas injected work activitlos, procedures & records re quality porform 
anca mgl program, ACRS.weld insp crilana & TSAR verdication 
GRAMM.R A, WHEELER.R M, UNVILLEJC Region 1. Olfico of Director 85/04/15 
lOpp 29917 034 29917 043 

8604190353 Forwards SALP Repl 50*410/85-99 for Del 1903 * Jan 1965 Moelmg 
scheduled for 850424 at Region I ofc to discuss assessment of SALP rept & util plans 
10 improve performance 

MURLEY.TE Region 1, Office of Direclor 85/04/17 HOOTEN.S G Niagara Mohawk 
Power Corp 2pp 20919 142 29919 1 91 

“6504190357 SALP Rapt 50 410/05*99 for Oct 1903 - Jan 1965 Util must imptemenl 
measures to offset high levels of personnel lurnovor Deficiencies detectod re primarily 
Glectncal equipment supplied by numoroub vendors 
* Region 1, Office of Director 85/04/17 40pp 29919 144-29919 191 

0604300929 Responds to NRC 050315 Hr re violations noied in Insp Repl 50 410/04- 
21 .Corrective actions OA category of reluellng equipment platform 
roevatuatodPiatforms should be QA Cnlogory I! seismic 

MANGAN.CV Niagara Mohawk Power Corp 65/04/17 STAROSTECKI.R Region 1, 
Olflceof Director 0pp 30063 274-30063’379 

8504170240 IE Info Nolico 85 030, "Mtcroblofogically Induced Corrosion Conlainmonl 
Svc Water Sys " Svc fist and 

JORDAN.E L Division of Emergency Preparedness & Enginooring Response (Posl 
830103), 05/04/19 Consolidated Edison Co of Now York, Inc lOQpp 20906 260- 
29966-363 

8604190066 IE Info Notice 05-032. '"Roconi Engine Failures oj Emorooncy DIosqI Gen- 
erators " Svc fist end 

JORDAN, E.L Division of Emergency PropaTodnoas & Enginooring RosponsQ (Post 
033103) 85/04/22 Consotidalod Edison Co of Now York, Inc lODpp 20080 239- 
29980 347. 

0504190000 IE Info Nolico 05 033, "UndcrslzocJ Nozzlo-To Shell Woldod Joinla In Tanks 
& HXs Constructod Under Rules of ASME Boiler & Pressure Vessel Code" Svc list 
end 

JORDAN.E L Division of Emergency Prepared ness & EnnI neoring Rosponso (Poal 
030103) 85/04/22 Consolidated Ediaoh Co of Now York, Inc fOBpp 29069,001- 
29900 107 

8S04220347 IE Info Nolico 04 04.Rov 1, "Doflcloncios in Forro Resonant Transformers " 
Svc list end 

JORDAN.EL Division of Emergency Preparodness & Enninoorlng Rosponso (Post 
830103) 05/04/24 Consolidated Edison Co of Now YofK, Inc 118pp 30D27 067 
30027 184 

8504300010 Forwards Insp Ropl 60 410/ Gb 02 on 050120 0201 No violation notod 
EBNETER.SD Region 1, Office of Director. 05/04/24. HOOTEN.DG . SEIBERT, CR 
Niagara Mohawk Power Corp 2pp 30058 107«3005n 205 

“8504300021 Insp Repl 50 410/85 02 on 850120 0201 No violation noted Major areas 
Inspected activities ro Reactor Controta.Inc & Johnson Controls, Inc saloly related 
welding operations 

REYNOLDS.S.D., DURR,J Region 1. Office of Diraclor 08/04/22. 7pp 300B8 109 
30056.205. 


R. Periodic operating reports A related corroBpondenco 

8804120182 Responds lo FOIA request for Caseload Forocasl Panol iilos In Ofc of Ro 
source Mgt.Forwaids listed documonls.Oocumonls also available in PDR 
FELTON. JM Division of Rules and Records 04/06/00 KIILEFER.C Sh aw, Pittman, 
Polls & Trowbridge, 2pp 30300 003-30303 120 

“9504120436 Forwards updated const status ropi as of 030630 fnfo for Inclusion fn 
Yellow Book Const 72.63% completed, 

RHODC.G K Niagara Mohawk Power Corp, 03 /OB/ 16. Information Syaloms Branch. 
3pp. 30310 018*30318 018 

“8604150130 Fonvards updated const status repl as of 030030 Info for inclusion In 
Yellow Book Const 78.82% completed. 

MANNO.SF Niagara Mohawk Power Corp. 03/11/14 Information Sysloms Branch 
3pp. 303 1 8.074*303 1 8 076 

“8504160182 Forwards updated const status ropls as ol 021231, fnfo for Inclusion fn 
Yellow Book.Const 60.09% complete 

MANNO.SF Niagara Mohawk Power Corp. 83/02/00. Information Sysloms Branch 
3pp 30326 171-30326.173. 

“8504150240 Forwards updated const status repl as of 631231 Info for inclusion in 
Yellow Book.Const 80% compfated. 

RHODE, G K, Niagara Mohawk Power Corp 84/02/15, Information Systems Branch. 
3pp. 303 1 a 1 49-3031 6.1 64. 

“85041S0338 Forwards updated const status rept ns of 020930 for Inclusion in Yollow 
Book Plant const 66.7% complete 

MANNO.S.F. Niagara Mohawk Power Corp. 02/11/16, Information Systems Branch 
4pp. 30325 292-30328:205 

“6504150449 Forwards updaled const status rept as of 830331 for inclusion in Yollow 
Book Total plant const 65 46% complele through Mar 1903 
MANNO.S.F. Niagara Mohawk Power Corp 83/05/13, Information Systems Branch 
3pp 30326-035-30326 037. 
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S. Roportable occurrancea, LERa & related correspondence 

8504020410 Amend to finaT doficloncy rept re HPCS dtessi generaior control panel 
wiring Similar prcbloins occurred w/panol ^2CES*IPN414 Both panels repaired 
MAt^AN.CV Niagara Mohawk Power Corp 85/02/12 STAROSTECKI.H Region 1. 
Ofhce of Djrector 1p 29584 210 29504 210 

8504020387 Final Deficiency Rept (55(e) 84 48) re scpardlron of Category I cable tn 
free air Inlrally reported on 841031 Elaclncal Installation Spec NMP2-E061A revised 
& cable inslallation prior to Sept 1984 rejnspected by field OC 
MANGAN.CV Niagara Mohawk Power Corp 85/02/21 STAROSTECKI.H Ragbon 1, 
Office of Daroctor 2pp 29584 1 74*29504 175 

8504020392 Final Deficiency Rept (55(6)-84*47) re HPCS sys bollery 
terminations Initially reported on 841022 Cable termination pole & cells w/damaged 
terminal post replaced 

MANGAN.CV Niagara Mohawk Power Corp 65/02/22 STAROSTECKI.H Region 1. 
Office of Director 2pp 29584 172*29504 173 

8604110212 Interim Deficiency Rept (55(e) 64*39) re duplicate radiographs for different 
welds, UUI Wilt provide addi Info resulting from sample Insp discussed In previous 
rept Final rept will be submitted by 650701 

MANGAN.CV Niagara Mohawk Power Corp 85/02/22 STAROSTECKI.R Region 1* 
Office of Director 1p 29777 185 29777 186 

B5O4O2D0D1 Final DeficEency Rapt (55(e} 85 81) re emergency diesel generator control 
panels wiring Initially reported on 850124 Subj deficiencies ider^tifled on Nonconfor* 
manca & Disposition Repts 8568,6569 8 9438 Rents closed 
MANGAN.CV Niagara Mohawk Power Corp 05/02/25 STAROSTECKI.R Region 1, 
Office of Director 2pp 29583 355 29583 356 

8504020002 Final Deficiency Rept C55(e) 64*54) re diesel generator voltage profile study 
for 600-volt Class IE sysinilially reported on 841121 Calculation mado to verify se* 
quential kVA loading Item nol reportable under 10CFR50 55 (b), 

MANGAN.CV Niagara Mohawk Power Corp 05/02/26 STAROSTECKI.R Region 1. 
Office of Director 2pp 29583 357*20503 356 

8503290008 Final Deficiency Rept (65(e) B4 22) re feedwater valves furnished by Velan 
Valve Corp Initially reported on 640613 Test coupon removed from vatve body & 
tested after required heal treatment 

MANGAN.CV Niagara Mohawk Power Corp 05/02/28, STAROSTECKI.R. Region 1, 
Office of Director 2pp. 29565 175 29565 176 

8504010217 Interim Deficiency Rept (55(e) 85*02) re Garbo Zinc 11 primer supplied by 
Carbollne Cofnitially reported on 8 50 130. Investigation incomplete Next ropt will be 
submitted by 650623 

MANGAN.CV Niagara Mohawk Power Corp 85/02/23 STAROSTECKI.R Region 1. 
Office of Director 2pp 29574 096 29574 097 

8504010233 Final Deficloncy Rept (S5(d)*65*03) re Category 1 motor operators Inside 
nonseismic struclure Initially reported on 650131 Housing will be provided to prevent 
damage to valve operators from failure ol non Category 1 structuros, 

MAN(5an,CV Niagara Mohawk Power Corp 85/03/04. STAROSTECKI.R Region 1. 
Office of Director 2pp 29574 060 29574 061 

8504020421 Doficiency rept re Magnetrol lovel awHohos Final rept will be submitted 
050520, per 0501 30 telcon Extension needed for GE to cornpifilQ analysis 
MANGAN.CV Niagara Mohawk Power Corp 05/03/05 STAROSTECKI.R Region 1, 
Office of Director Ip 29504 212 29584-212. 

8604020423 Final Deficiency Rept (65(e) 64*55) re undersized welds In multifunction 
support Initially reported cn 841203 Caused by welds being smaller then shown on 
drawings Five field welds reworked by adding addI weld mall 
MANGAN.CV Niagara Mohawk Power Corp 85/03/14 STAROSTECKI.R Region 1. 
Office of Director 2pp 29584 114*29504 115 

8504100736 Final Deficiency Rept {55(e}85 04) ro heat dissipation, in diesel generator 
control panels supplied by Cooper Energy Svcslniliafly reported on 65021 4.ranel 
doors modiflod to provide adequate venlilefion for hoat dissFpallon 
MANGAN.CV. Niagara Mohawk Power Corp 85/03/16 STAROSTECKI.R Region 1. 
Office of Director fpp 29763 321 29763 322 

8504119193 Final Deficiency Rept (55(e]*85*06) re incorrecl switches installod on PGCC 
pane! supplied by GE Initially reported on 050219 Switches replaced w/corroct switch- 
es 

MANGAN.CV Niagara Mohawk Power Corp. 85/03/21 STAROSTECKI.R Region 1, 
Office of Director 2pp 29777 173*29777 174. 

8504300077 Final Deficiency Rept (55(e) 65*07) re Inslallation of Anaconda Co flexible 
metal conduits initially reported on 850228 Elaclrlcal Inslallation Spec NMP2*E06tA 
revised to allow use of fower bend radii 

MANGAN.CV Niagara Mohawk Power Corp, 85/04/01 STAROSTECKI.R Region 1. 
Office of Director 2pp 30070 04 1 *30070 042 

8504290484 Interim Deficiency Rept (55(e) 85 09) re Issuance of trim design details by 
ITT Grin noil Engineenrg w/o approved design drawings Initially reported on 
850306 Investigallon conlinuing Final rept will be si^milled by 850927 
MANGAN.CV Niagara Mohawk Power Corp. 85/04/00 STAROSTECKI.R Region f, 
Office of Director fpp 30053 330 30053 331 


DOCKET 60*412 BEAVER VALLEY POWER STATION, UNIT 2 


A. Appllcation/oonstructfon stage documents A correspondence 

85041291 02 Responds to FOfA request for Caseload Forecast Panel tiles In Ole of Re- 
source MoLForwards listed documents Documents also available In PDR, 

FELT0N.JM Division of Rules and Records, B4/06/OB. KILLEF6R.C Shaw, PiKman, 
Polls & Trowbridge. 2pp 30300.(J03 *30303 129 

“8504120260 ''Fresenlation to NRC Caseload Forecast Panel," on 8301 26 
* Duqussne Ughl Co, 83/01/31 240pp. 30315 029*30315 198 

85O4D4O304 Notification of 850404 meeflng w/util in BelhesdaiMD to discuss appeal of 
requirements on slaam goneralor level channel Agenda end 
NERSES. V. Licensing Branch 3. 85/03/22. KNIGRTON^G.W. Uconsing Branch 3 6pp. 
29019 281*29619 285. 


8504040467 Notificalion of 850328 mooting w/util & S&W in BethoBda.MD to discuss 
appeal of requirements re PM P Agenda end 

NERSES.V Licensing Branch 3 85/03/22 KNIGHTON.G W Licensing Branch 3 5pp 
29657J 51-29657 155 

8604010180 Forwards evaluations from listed institutions to furlher subslanliate position 
re soil structure interactloni analysis Existing info provides complete record for salisfac* 
torily cfosing Issue Status on issue requested 

CAREY.JJ Duquesne Light Co 65/03/25 THOMPSON, H L Division of Licenslno 
KNIGHT.jp Division ol Engineering 17pp 29569 085*29569 101 

8504020016 Forwards revised Power Sys Branch mechanical responses previously sub 
milted informally & discussed In 850325 tolcon FSAR changes will be Incorporated in 
upcoming amend Discussion of lighting & communicalion included 
CAREyJj Duquasne Light Co 85/03/27 KNIGHTON.G W Licensing Branch 3 
25pp 29570,268 29578 292 

8604020121 Responds to NRC 0501 10 Ur re Generic Llr 04-08 requirement for addition 
of fourth steam generator water fevef to protection sys for steam generator high walor 
level OulPine for appeal mealing agenda development end 

CAREV.J J Duquesne Light Co 05/03/27 THOMPSON.H L Division of Licensing 
5pp 29578 308*29670 312 

B504170462 Summary of B41219 meoting w/util.Battelle & S&W in Bolhosda.MD.ro irl 
tiaf lest program 

SINGH, B K Licensing Branch 3 85/04/03 Licensing Branch 3 5pp 26906,052* 
29906 050 

8504170376 Discusses scheduled backfit appeal meeting re PMP Resolution of PMP 
issues appoors likely Soverel remaining issues apparonlTy being resolved w/o bacKfil 
fiopG&t ni^0lfnns 

THOMPSON.H L Division of Licensing 05/04/05 CAREY.JJ Duquesne Light Co 
3pp 2 9906 174-29906 1 76 

BS04160031 Provides addi info re fourth steam generator levol channel backlit 
Issue Protection provided for excess feedwater events adequate GNLR 04 08 appeal 
meoling should be rescheduled for 850509 or 10 

CAREY.JJ Duquesne Light Co 85/04/11 THOMPSON.H L Division of Licensing 
2pp 20014 209-29014 210 

6S04120206 Generic Llr 05*06 to all PWR licensees & all applicants for OLs ro QA guid- 
ance for ATWS equipment nol safely related Sve list end 

THOMPSON.H L Division of Licensing 65/04/16 Consolidaled Edison Co of Now 
York, Inc 22pp 29947.288 29947 309 

8504220131 Fonvards evaluation of safety related instrument sensing lines utilized a1 
facility.including consideration of guidance of Reg Guide 1 151 Position will be iiicor 
porated Into future FSAR amend (Jommenls requested by 850503 
CAREY.JJ Duquesne Light Co 05/04/16 KNIGHTON.G W Licensing Branch 3 4pp 
29928 195*26926 198 

8504120031 Generic Ltr 85-02 to all PWR licensees & app I lean la, ho I dors of CPs & For1 
Si Vrain re recommended actions stemming from NRC integrated program for roaolu- 
lion of unresolved safety issues re steam generator tube Integrity Sve list end 
THOMPSON.H L Division of Ucensing 86/04/17 Yankee Atomic Electric Co 127pp 
29953 071-29953-262 


D. NRC Oraft/FInal Environmental Statements, supple A correspondence 


8504180140 Ack receipt of 650214 comments on facility DE5 Info roquosCed In 850214 
llr already reviewed during const phaee of licensing process Info contains no out 
standing questions or comments & will not be included in FES 
KNIGHTON.G W Licensing Branch 3, 85/04/04 DIEBLER.D Harrisburg. PA 3pp 
29921:177-26921.179 

8504260213 Forwards comments received from federaf.state & local govt agoncies on 
OES.in response lo NRC request 

KNIGHTON.G W Licensing branch 3 85/04/11 CAREY.JJ Duquesne Lfg hi Co 3pp 
30029 320-30029.326 

-8504250222 Comments on DES Improved analytical work & updated Info Important to 

POMPONIO.J.R Environmental Protection Agency 05/03/11 KNIGHTON.G W. U* 
censing Branch 3 2pp 30029 329 30029 331 


E. NRC Safety Evafuatlon Report (SER), auppls & correspondence 


8504190255 Forwards responses to listed SER outstanding issues provided by Power 
Sya Branch Nolo indicating reissuance of forwarding ltr intended to include previously 
omitted ends 

WOOLEVER.EJ. Duquesne Light Co. 85/03/13 KNIGHTON.G W. Licensing Brand) 
3 12pp 29806 331.29886.342. 

8504020244 Forwards draft Tech Specs modeled after Unit 1 Tech Spec for pressure 
Isolation valves, In response to discussion at 850117 meeting on pressure Isolation 
valve leak, testing (drafi SER Open Hem 43). 

CAREY.JJ Duquesne Light Co. 85/03/27 KNIGHTON.G W Licensing Branch 3 epp 
29583 058-29563 065. 

850403020 0 Forwards proprietary & nonproprietary "Seismic Response Spectrum at Re 
aclor VeasoJ Supports/' per 8^28 telcon re draft SER Open Item 163 Request for 
withholding proprietary Info (ref 10CFR2.790) end 

CAREY.JJ. Duquesna Light Co 85/03/29, KNIGHTON, G,W Licensing Branch 3, Bpp 
29591:089 29591 105. 

-8504030203 Requests that proprietary "Seismic Response Spectrum at Reactor 
Vessel Supports^ be withheld (ref 10CFR2 790) 

WIESEMANN.RA WestinghouseEJeciric Corp 05/03/20 KNIGHTON.G W Licensing 
Branch 3. 9pp 20691 097-29591 '105 
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F, Security, medical, emergency & fire protection plans 

8504010106 Forwards RW Krimm 850206 & 00 memos re 841213 remedial exercises to 
demonstrate correction of Category A deliciancies in Hancock County ,WV Remedial 
exercises for Stale of PA underway Info from FEMA & Slate of PA end 
MARTIN,! T Region 1, Office of Director 85/03/25 CAREY, J J Duquesne Light Co 
2pp 29571 036 29571 045 

8504170432 Provides status of Category A doficienclos from 640627 full participation 
offsite radiological emergency preparedness exercise Ooficienctes adequately 
corrected PP Giordano B50301 memo & summary of deficiencies end 
KRIMM.RW Federal Emergency Management Agency 85/04/10 JORDAN,E L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103} 28pp 
29828 175-29&0 202 

8504300436 Discusses 850313 site visit to observe accessibility for fire fighting in cable 
spreading & tunnel rooms Accessibility demonstrated & results satisfactory Prof opin 
ions of HP Van Coll & CF Baidassarra end 

CAREY ,JJ Duquesne Light Co 85/04/25 KNIGHTON, GW Licensing Branch 3 7pp 
30065 352-30065 35B 


K. General correspondence 

6504010156 Requests that correspondence previously addressed to EJ Woolever bo 
addressed to JJ Carey RJ Washabaugh & HM Siegel should be deleted from distribu- 
tion fist & JJ Carey & RE Marlin should be added 

CAREY,JJ Duquesne Light Co 85/03/26 KNIQHTON,QW Llconslng Branch 3 2pp 
29570 004-29570 005 


I. Financial Information 

8604240075 Comments on 1904 financial info,par 841114 submittal Info satisfies ro- 
qulrement of 10CFR140 that each licensee maintain approved guarantee of payment 
of deferred premiums 

SAITZMANJ Assistant Director for Stale & Licensee Relations 84/12/04, 
HrCKEL,GF Duquesne Light Co Ip 29986 216 29986 216 

8504180516 Forwards 1984 annual repts for Cleveland Electric Illuminating Cojoledo 
Edison, Duquesne Light & Ohio Edison 

CAREY, JJ Duquesne Light Co 85/04/12 DENTON,H R Offico of Nuclear Reactor 
Regulation, Director 3pp 29854 143-29054 301 

-8504180518 “1004 Annual Ropl “ 

GINN.RM, MILLER.RA, WILUAMS.H L Cleveland Electric Illuminating Co 84/12/ 
31 44pp 29854 146 29054 189 

-8504180517 “Toledo Edison Co Annual Repl 1084 " 

WILLIAMS.JP. JOHNSON, W A Toledo Edison Co 84/12/31 24pp 29054 190 
29854 213 

-8504180518 “Annual Rept 1004 ’* 

ARTHUR, J M Duquosno Light Co 84/12/31 44pp 29854'214-29a54 257 
-8504180519 "Annual Rept 1904 ” 

ROGERS, JT, Ohio Edison Co * Pennsylvania Power Co 84/12/31 44pp 
29054 250 29054 301 

0504300409 Forwards Duquesne Light Co, Ohio Edison Co A Pennsylvania Power Co 
annual financial repts for 1984, 

CAREY ,J J Duquesne Light Co 65/04/23 VARGA, S A Assistant Director for Operat- 
ing Reactors Ip 30062.349-30083 103 


K. UtIFity Ffnaf Safety Analysis Report (FSAR) & amends 

8407050214 Forwards Amend 7 to FSAR for Beaver Valley Unit 2 Amend consists of 
responses to NRC requests for addi Info LIr acknowledging receipt also onci 
WOOLEVER.EJ Duquesne Light Co 04/07/02 DENTON, HR Office of Nuclear Re- 
actor Regulation, Director 6pp 25435 001-26437 125 

-6407050217 Amend 7 to FSAR for Beaver Valley Unit 2W/30 oversize 
figures Aperture cards available in PD R 
* Duquesne Light Co 84/07/31 850pp 26435 006-25437 125 


0. Inspection reports, IE Bulletins & correspondence 


6503190659 IE Info Notice 85-022, “Llmltorquo Motor-Operated Vatvos Resulting From 
Incorrect Installation of Pinion Gear,” Svc list oncI 

JORDAN.E L Division of Emergency Preparedness & Engir^eoring Response (Post 
830103). 05/03/21 Consolidated Edison Co of New York. Inc lOapp 29597.001- 
20597 005 


6503210461 IE Info Notice 85 023. "Inadequate Sun/elllance & Poat-Malnl & Post-Mod 
Sys Testing " Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 05/03/22 Consolidated Edison Co. of New York, Inc 108pp. 29656*001- 
29656:107 

8503220444 IE Info Notice 85 024, "Failures of Protective Coatings In Pfpos & HXs" 
Svc list end 

JORDAN,E.L. Division of Emergoncy Preparedness & Enginoering Response (Post 
830103), 85/03/26 Consolidated Edison Co. of New York, Inc. l08pp 29596:154- 
29596:363 

65032 S0037 IE Info Notice 86-025, "Consideration of Thermal Conditions In Design & 
Installation of Supports for Diesel Generator Exhaust Silencers " Svc list end. 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/04/02. Consolidated Edison Co. of New York, Inc, 107pp 29667.199- 
29667:305 


6503260045 IE Info Notice 85 026, "Vacuum Relief Sys for BWR Mark I & II Contain- 


mams ovt; ii»i . 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, (nc 92pp 29667.107- 
29667:198 


8504010039 IE info Notice 85-027, 'Nolilicaljons to NRC Operations Clr & Reporting 
Events in LERs ” Svc list end 

JORDAN.E L Division of Emergency Preparednoss & Ergineormg Response (Post 
830103) 85/04/03 Consolidated Edison Co of New York, Inc 98pp 29690 255 
29690 362 

8504050042 Suppi 1 to IE Info Notice 05 003, “Separation of Pnnnary Reactor Coolant 
Pump Shaft & Impeller " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/09 Consolidated Edison Co of Now York, Inc 101pp 29791 025 
29791 126 

85040S0047 IE Info Notice 85 020, "Partial Loss of AC Power & Diesel Gonorator Deg 
radalion * Svc list end 

JORDAN.E L Division of Emergoncy Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidalod Edison Co of New York, Inc lODpp 29790 278 
29791 024 

0504160316 Forwards (nsp Rept 50-412/86-05 on 850204-0301 & nolico of 
violation Plar^s to assure quality docisions & insps performed per approved QA pro 
gram shoufd bo addressed In response io violations 

WGNZINGER.EC Rogion 1. Office of Director 85/04/09 WOOLEVER.EJ Duquesne 
Light Co 3pp 29015 283-29015 303 

-8604160330 Notice of viotalion from insp on 850204 0301 
* Region 1, Office of Director 85/04/00 2pp 29015 206-29815 287 

-8504160336 Insp Repl 50 412/85 05 on 850204 0301 VioFation noted insps & disposi 
lions performed on Gtectrical panel wiring w/o applying established QA program & 
commitments to Reg Guido 1 75 & IEEE Std 3D4 for separation of wiring not met 
WALTON.G A , PRIVIDY.LJ, TRIPP, L E Region 1, Office of Director 85/04/00 
16pp 29015 288 29B 15 303 

8504090419 iE Info Nolico 85*029, "Use of Unqualified Sources in Well Logging Appli 
cations ” Svc list end 

PARTLOW,JQ Division of Inspection Programs (Post 050212) 05/04/12 Consolidal 
0 d Edison Co of New York, Inc 6Gpp 29032 001-20832 023 

8504170240 IE Info Nolico 05 030, "Microblologicnily Inducod Corrosion Containment 
Svc Water Sys " Svc list end 

JORDAN.E L Division of Emergency Preparednoss & Ennlnoering Response (Post 
030103) 85/04/19 Consolidated Edison Co of Now York, Inc 109pp 29960 258 
29966 363. 

6504100055 IE Info Notice 05 032. "Recent Engine Failures of Emergency Diesel Gen 
orators Svc fisl end 

JORDAN.E L Division of Emergency Preparednoss & Englneoring Response (Post 
830103) 05/04/22 Consolidated Edison Co of Now York. Inc fOOpp 29900 239 
20908 347. 

8504100060 IE Info Notice 85 033, "Undersized Nozzle To Shell Welded Joints In Tanks 
& HXs Constructed Under Rules oH ASME Boilor 8 Pressure Vessel Code " Svc list 
onci 

JORDAN, EL Division of Emergoncy Preparednoss & Engineering Response (Post 
030103). 05/04/22 Consolidated Edlbon Co of Now York, Inc 108pp 29989 001- 
20989 107 

8504300493 Forwards fnsp Rept 50 412/85 04 on 850120 0201 & notice of violation 
DURR.JP Rogion 1 . Offico of Olroclor 85/04/23 WOOLEVER.EJ Duquosno Light 
Co 2pp 30063 207-30063.300 

-0604300494 Notice of violation from Insp on 8501 28 0201 
^ Region 1, Offree of Director 05/04/23 2pp 30063 290 30063 300 

-6504300498 Insp Ropt 50 412/85 04 On 050120-0201 Violations noted failure to in- 
cludo separation as attribute check In Insp program & faifuro to include design criteria 
In design document 

PAOUNO.RJ. WOODARD.CH, ANOERSON.CJ Rogion 1. Office of Director 05/ 
04/10 8pp 30063 301 30063 308 

8504220347 JE Info Notice 84-84, Rev 1, "Doficienclos in Ferro-Rosonant Transformers" 
Svc list end. 

JORDAN.E L Division of Emergency Preparedr^ess & Englnooring Response (Post 
830103) 85/04/24 Consolidated Edison Co, of New York, Inc fl8pp 30027 087- 
30027 184 


R, Periodic operallng reporla & related correspondence 


6584120162 Responds to FOIA request for Caseload Forecast Pane! files (n Ofo of Re- 
source Mgt Forwards listed documonls Documents also aval labia in PDR 
FELTON.J M. Division of Rules and Records. 84/06/00. KILLEFER.C Shaw. Pittman, 
Potts & Trowbridge 2pp, 30300 003-30303 129 

-8504120276 Forwards updated const status rept as of Q31227 Commercial operation 
scheduled lor 860501 . 

aOHLKE,W.H, Stone & Webster Enginoering Corp 84/01/10. HARTFfElD.R A Infor- 
mation Systems Branch 3pp 30318 164-30318*1U6 

-8504120344 Forwards updated const status rept as of B40331 Const 77 5% 

completed On 040403 announced lhat commercial operation delayed until fate 1986 
BOHLKE.WH Stone ^ Webster Engineering Corp. 84/04/25 Information Systems 
Branch 5pp 30318 231-30318 235. 

-8504150037 Forwards updated const status rept as of 83O630.Const 67,8% 

completed Commercial operation planned for 060601 

BOHLKE.W.H Stona & Webster Engineering Corp 03/07/18. HARTFIELD.R A Infor- 
mation Systems Branch 5pp 3031 B 034 30318 0u8 

-6504150042 Forwards updated const status rept as of 830927 .Const 731% 

completed Commercial operation planned for 06O5Oi 

BOHLKE,WH, Stone & Webster Engineering Corp 83/10/12. HARTFIELD.R A Infor- 
mation Systems Branch 3pp. 30316,030 30318 041 
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■BS041S01S7 Forwards updated const status rept as of 621231 Commercial oparation 
scheduled tor 06D5O1 

BOHLKE.WH Slone & Webster Engineering Corp 03/01^20 HARTFJELD^RA Infor- 
mation Systems Branch 5pp 30325 139 30325 1-43 

•8504150*111 Forwards updated const status rept as of 820930.refleclin9 const 
progress of 60 \ % Commercial operation date of 660531 remains unchanged 
BOHLKE.WH Stone & Webster Engineering Co/p B2/10/28 HARTFIELO.RA \n\oi- 
mation Systems Branch 4pp 30325 352-30325 355 

■95041S0469 Forwards updated const status rept as of 630331 Rept reflects const 
progress of 62‘^'o All -indrcate cornmercial opefation date of 660501 
BOHLKE.W H Slone & Webster Engine ering Corp 83704/22 HAHTFIELD.R A Infer 
malion Systems Branch 2pp 30326 083 30326 084 


S Reportable occurrences, LERs & related correspondence 

8504 1502 IS Part 21 rept re mat! delivered to facility lacking chemical ovorcheck 
requirement Alfecled piping subassemblies idonliflod Proper evaluation & disposllion 
underway 

MUELLER.JA Power Piping Co (subs of Harlan Efectrio Co) 64/04/11 
FJORENTE,AJ Stone A Webster Engineering Corp App 29808 356-290D8 360 

-8584150222 Ack recoJpl of 640215 Ur ro Bonney Forge mails lacking chemical over 
check required by Seclion 11 of ASME Boiler & Pressure Vessel Code Vendor /espon 
Sibil ities under Part 21 reinlerated 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 84/03/16 Power Piping Co (subs of Harlan Electric Co) Ip 29808 360- 
29808 360 

8604120I0B Fma! Significant Deficiency Ropt 65 01 re madeqgalely torqued bolls for 
ePectncal support conneclions Initially reported on 850226 Appropriate torque require- 
ments lasued & Eloctrical Installation Spec 2QVS 931 modified 
CAREY, JJ Duquesne Light Co 86/03/25 MURLEY.TE Region 1. Office of Director 
4pp 29806 060 29008063 

0504120111 Final Significani Deficiency Hepl 85 02 re failed latch roller bearing In MSkV 
aclualor supplied by Crosby Valve & Gage Co Initial ly reported on 850227 Bearing to 
be replaced w//nodifjecl latching mechanism by 660101 

CAREY, JJ Duquesne Light Co 85/03/27 MURLEY.TE Region 1, Office of Oireclor 
t2pp 29008 064 29808 079 

8504230440 SuppI 9 to Pari 21 rept re emergency diosel generator thermostatic valve 
malfurclion fail safe to full cooling position fnhialty reported on 820525 Overrun as- 
sembires ulilizing cotton pirs to lock nut to stem Installed 

MORIARTY.JM Colt Industries, Inc 65/03/27 KEPPLER.JG Region 3, Office of Di- 
rector Ip 29950 248 29950 248 


DOCKET 50-413 CATAWBA NUCLEAR STATION, UNIT 1 


A. Appllcatlon/const ruction stage documents & correspondence 

6504129182 Responds to FOIA request for Caseload Forecast Panel fifes in Ofc of Re- 
source Mgt Forwards listed documents Documents also available In PDR 
FELTON, J W Division of Rules and Records 84/08/06 KILLEFER.C. Shaw, Pittman, 
Potts & Trowbridge 2pp 30300 003-30303 129 

-B6041 20444 Forwards updated const status repts as of 63D639lnfQi for Inclusion In 
NUREG 0030 

TUCKER.HB Duke Power Co 83/06/16 Information Systems Branch 6pp. 
30318 024-30310 028, 

-B504150605 Disagrees w/p/oposed Itr to util ro pfanLper 830804 discussion Craft of 
acceptable version end for consideration W/o onci 

HARTFIELO.RA Office of Resource Management, Director 63/08/04 
ADENSAM.E G Office of Nuclear Reactor Regulation, Director Ip 30323 282- 
30328 282 

- 8504150609 Informs of Caseload Forecast Panel findings from 830727-20 meetings a 
site visit re const comoletjon schedule May 1S84 estimated fuel toad dale 
optimistic Date will be used for planning purposes Related documenlatJon one) 
NOVAK.T M Assistant Director (or Licensing 83/08/04 TUCKER.HB Duke Power 
Co 99pp 30328 283-30320 019 

“B604 160616 Forwards background Info on plant for Commissionef Gsfinsky trip, In re 
sponse to request Info obtained from Inspectors, Region ll.Ofc of Public Affairs, Ofc of 
Inspector & Auditor, OELD & Mgt fnfo Branch 

TRlNER,EG Division of Budget & Analysis 83/09/16 SHOWMAN, S Commissioners 
7pp 30329020 30332045. 


E. NRC Safety Evafuatlon Report (SER), suppis A correspondence 

8504020188 Advises that add! justification re SSER 4 Section ECA 1 2, "LOCA Outside 
Contain mert," will be provided by 650430 due to broad scope of analysis 
TUCKEft.H B Duke Power Co, 85/03/2B, DENTON.H R Office of Nuclear Reactor 
Regulation, Director ADENSAM.E G, Licensing Branch 4 2pp 29580 332-2058-0 333 


F, Security, medical, emergency & fire protection plana 


05O4OBO6O1 Public version of revised emergency plan Implementing 
procedures.incfucfing RP/O/A/ 6000/02, “Notificalron or Unusual Event” & RP/O/A/ 
5000/03, "Alert ” W/860226 ftr 

BOLCH.M . LEROY.P., TUCKER.H 8 Duke Power Co 85/02/26, 200pp 29688.190- 
29699021 

8504160233 Ack recebl of 850214 Itf informing NRC of Steps taken to correct devi- 
ations itplod in (nsp Repts 50-413/84 102 & 50 414/84-47 

BROWNLEE,VL Region 2, Office of Director 85/03/07 TUCKER.HB Duke Power 
Co Ip. 29820240 26820 255 


-8504160284 Insp Repts 50 413/84-102 & 50 414/84 47 on 841126-1225 Devialien 
noted failure to perform corrective action commuted to in CDR 414/84 03 & failure to 
provide vent path on component cooling water surge tank 

VANDOOHN.PK. SKSNNER.P H , DANCE, HC Region 2, Office of Director 85/01/ 
15 9pp 29820 247 29020 255 

8504150749 Forwards Insp Repts 50 413/85 03 & 50 414/85 03 on 850218 21 No vao 
lation or deviation noted 

BROWNLEE.VL Region 2, Office of Director 85/03/12 TUCKER.HB Duke Power 
Co Ip 29816 267-29918 276 

“8504150768 Insp Repts 50 413/85 03 & 50 414/05 03 on 850218-21 No violation or 
deviation noted Major areas inspected emergency preparedness exercise 
CUNNfNGHAM,A L . CLINE, WE Region 2. Office of Director 85/03/08 9pp 
29818 268-29818 276 


8604246108 Rev 3 to Emergency Plan Implementing Procedure 0 P/0 /A/6 2 00/21. 
'’Operating Procedure for Post Acddenl Liquid Sampling Sys ” W/050417 Ur 
KOWALEWSKLM E . JACKSON, A P , TUCKER.H B Duke Power Co 85/04/17 36pp 
29968 1OO-2096B 135 


G Adjudfcatory corroapondence 


8504260068 Order requiring parlies to file supplemental memoranda on infervenor 
appeal re proposed transportation to & storage at Oconee & McGuire Necessity to 
treat junadiclional question in decision not yet determined Served on 850425 
SHOEMAKER, CJ Atomic Safety and Licensing Appeal Panel //205 705 85/04/25 
Office of the Executive Legal Director 4pp 30026 1 12-30025 115 


J, Insurance & Indemnity Information 

8504100330 Forwards Endorsements 17 & 37 to NELIA Policies NF-281 & NF 252 ,re 
specllvely & Endorsements H & 19 to WAELU Policies MF-112 & MF-100, respective 
V 

HOGGE.S D Marsh & McLennan. Inc 95/04/01 DINITZ.I Assistant Director for State 
& Licensee Relations 5pp 29728 225-29728 229 


P. Operating license slago documents & correspondence 


8504150715 Forwards updated Region II organization chart 
WALKER, R D Region 2, Office of Director 85/03/13 TUCKER.H B Duke Power Co 
Ip, 29610 001-20810 012 

6504020125 Advises that turbine test inp required per License Condition 13, anticipatory 
reactor tnp.TMl Item (IKS 10, successfully conducted on 850327, Reactor did not 
trip PORVs not challenged 

TUCKER.H B Duke Power Co 85/03/28 DENTON.H R Office of Nuclear Reactor 
Regulation, Director AOENSAM.E G Licensing Branch 4 Ip 29578 319 29578 319 

8604020184 Forwards Rev 12 to “Analysis of Hydrogen Conlrol Measures at McGuiro 
Nuclear Station,” in response lo NRC 84 1003 questions & License Condition 14 under 
license NPF-35 for Catawba Unit 1. 

TUCKEBkHB Duke Power Co 85/03/29 DENTON.H R Office of Nuclear Reactor 
Regulation, Director ADENSAM.E G Licensing Branch 4 IBpp 29580 283- 
29580 300 


8504980196 Rev 9 lo "Inservico Tosling Program for Pumps & Valves” W/850’329 Ur 
TUCKER.H B Duko Power Co 85/03/29 DENTON.H FT Office of Nuclear Reactor 
Rogulalton, Director ADENSAM.E G Licensing Branch 4 4pp 29679 246 29679 249 

8504040195 Forwards Rev 6 to response to NUREG 0586, incorporating final resolulion 
of all environ qualificalton audit items.updaled info for mam steam line break in dog- 
house & oquipmeni addition & deielfons Allachmenl 5 not revised 
TUCKER.HB Duke Power Co 85/04/01 DENTON.H R Office Of Nuclear Reactor 
Regulation, Director ADENSAM.E G Licensing Branch 4 266pp 2961 1 001- 

29611-268 

8604190299 Fomards rosuHs of tests & analysis of transformer tap settings in response 
lo Question 430 9 in 811104 request for Info prior to Initial full power reactor oper- 
ation 

TUCKER.HB Duke Power Co 85/04/11 DENTON.H F Office of Nuclear Reactor 
Regulation, Director ADENSAM.E G Licensing Branch 4 4pp 29887 047-29887 050 

8S04120206 Genenc Llr 85 06 to all PWR licensees & all applicants for OLs re QA guid- 
ance for ATWS equipment not safety-related Sve list end 

THOMPSON, H L Division of Licensing 85/04/16 Consolidated Edison Co of New 
York, Inc 22pp 29947 286-29947 309 

8504120031 Generic Ltr 85 02 to all PWR ficensees & appllcants.hofders of CPs & Fort 
St Vrain re recommended actions stemming from NRC integrated program for resolu- 
tion of unresolved safely issues re steam generator tube integrity Sve list end, 
THOMPSON, H L Division of Liconaing 85/04/17 Yankee Atomic Electric Co 127pp 
29953 071-29953 262 


8504250130 Grants 640501 request that ” Technical Bases for Eliminating Largo Primary 
Loop Pipe Rupture as Structural Design Basis for Catawba Units 1 & 2” be withhold 
<ref 10CFR2 790) Info contains trade secrets or proprietary commercial info 
ADENSAM.E G. Licensing Branch 4 85/04/18 TUCKER.HB Duke Power Co 4pp 
30030003-30030-086 


8504250390 Approves 631123 request that technical bases for eliminating large primary 
loop pipe ruptures as structural design basis for facility be withheld from public disclo- 
sure per 1 0uFR2 790 

ADENSAM.E G Licensing Branch 4 85/04/18 TUCKER.HB Duke Power Co 4pp 
30027 200 30027 203 
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Q Inspection reports, IE Bulletins & correspondence 

8504150223 Forwards fnsp Repls 50 413/84-106 & 50-41 4/84-4B orr 841226 850125 & 
notice of violation 

WALKER.n D Region 2, Office of Director G5/03/01 TUCKER.H B Duke Power Co 
2pp 29809 114-29609 139 

•*8604150230 Notice of violation from insp on 041226 850125 

* Region 2. Office of Director 05/03/01 ip 29809 116 29809 116 

-8504150256 Insp Repts 50-413/84-106 & 50 414/B4 48 on 841226 850125 Violation 
noted failure to meet Tech Spec requirements for ice condenser inlet doors prior to 
changing modes & failure to meet requirements for verification of operability 
SKINNER.PH , VANDOORN,P K, DANCE, H Region 2. Office of Director 85/03/01 
aSpp 29809 117 29009 139 

8504150576 Ack receipt of 850124 Ur informing NrC of steps taken to correct violations 
noted in Insp Repts 50 413/84-104 & 50-414/84 46 

WALKER, R D Region 2, Office of Director 85/03/07 TUCKER. H B Duke Power Co 
Ip 29611 126 29811 140 

-8504150582 Responds to NRC 841228 Ur re violations noted m Insp Repls 50 413/04- 
104 & 50 414/84-46 Corrective actions all teflon tape removed from containment & 
will be removed from auxiliary btdg by 850301 

TUCKER, H 0 Duke Power Co 85/01/24 O’REILLY, J P Region 2, Office of Director 
3pp 2981 1 127 29811 129 

-8504160592 Forwards Insp Repls 50-413/84 104 & 50 414/84 46 on 841026 1125 & 
notice of violation 

OLSHINSKLJA Region 2, Office of Director 84/12/28 TUCKER, H B Duke Power 
Co 2pp 29811 130-29811 140 

-8504150600 Notice of violation from insp on 041026-1125. 

* Region 2, Office of Director 84/12/20 2pp 29011 132-29811 133 

-8504160612 Insp Repts 50-413/84-104 & 50-414/04-46 on 841026 1125 Violation 
noted failure to control use of teflon tape. 

SKINNER.PH, VANDOORN.PK, DANCE.H C Region 2, Office of Director 84/12/ 
27 7pp 29811 134-29811 140 

6504160233 Ack receipt of 850214 Ur informing NRC of steps taken to correct dovi 
alions noted in Insp Repls 50 413/84-102 & 50-414/84 47 

BROWN LEE. VL Region 2, Office of Director 85/03/07 TUCKER.H B Duke Power 
Co Ip 29820 240 29820 255 

-B504160244 Responds to NRC 850115 Itr re deviations noted in Insp Repts 50 413/ 
84-102 & 50 414/84-47 Correcttvo actions component cooling surge tank vent valves 
opened & air supply tubing disconnected & capped on B41212 
TUCKER.H B Duko Power Co 65/02/14 GRACE, JN Region 2, Office of Director 
3pp 29820 241-29820 243 

-8604160257 Forwards Insp Repls 50-413/84-102 & 50 414/84-47 on 841126-1225 & 
nolice ol deviation 

BROWNLEE.VL Region 2. Office of Director 85/01/16 TUCKER.H B Duko Power 
Co 2pp 29820 244-29820 265 

-8504160270 Nolice of deviation from insp on 841126-1225 

* Region 2. Office of Director 85/01/15 Ip 2Q820 246 29020 246 

-B504160284 Insp Repls 50 413/84-102 & 50 414/04-47 on 841126-1225. Deviation 
noted failure to perform corrective action committed to In CDR 414/84 03 & (ailuro to 
provide vent path on component cooling wator surge tank 

VANDOORN.PK, SKINNER.PH, DANCE.H C Region 2. Oflice of Director 05/01/ 
IS 9pp 29B20 247-29820 255 

8504150749 Forwards Jnsp Repls 50-413/85 03 & 50 414/05 03 on 850218-21 No vio 
fallen or deviation noted 

BROWNLEE, V L Region 2, Office of Director 85/03/12 TUCKER.H 0 Duko Power 
Co Ip 29810 267-29018.276. 

-8504150760 Insp Repts 50-413/85 03 & 60-414/85 03 on 850218-21 No vlofatlon or 
deviation noted, Major areas inspected emergency preparednoss exorcise 
CUNNiNGHAM,A L , CLINE.WE. Region 2, Olfice of Diroctor, 05/03/00, 9pp. 
29810 268-29818 276 

6SO416O107 Forwards Insp Repls 50-413/05-06 & 50 414/85-07 on 050305-08 No vio- 
lations or deviations noted 

BROWNLEE.V L Region 2, Office of Director 05/03/20 TUCKER.H B Duko Power 
Co 1p 29820 200-29820.213 

-8504160209 Insp Repls 50 413/85-00 S 50 414/85-07 on 050305 08, No violations or 
deviations noted Major areas inspected pipe support beseplote designs w/concreto 
expansion anchors, per IE Bulletin 79-02 & seismic analysis par IE Bulletin 70-14 
ANQ.WP, BUKE.JJ Region 2. Office of Director. 86/03/19 5pp. 29820*209- 
29820 213 

0503190659 IE Info Nolice 05 022, "Limitorque Motor-Operated Valves ResuUing From 
Incorrect Installation of Pinion Gear." Svc list end, 

JORDAN, EL Division of Emergency Preparedness & Engineering Response fPosI 
830103) 85/03/21 Consolidated Edison Co of New York. Inc. 108pp 29597 001- 
29597,005 

0503210481 IE Info Notice 85-023, "Inadequate Surveillance & Post-Maint 8i Post-Mod 
Sys Testing " Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/03/22 Consolidated Edison Co of New York. Inc, lOBpp 29056,001- 
29656 107 

8504160321 Clarifies 841231 response to IE Bulletin 84 03 re emergency operaling pro- 
cedures In event of decreasing tevels in either refueling cavity or spent fuel pool Item 
re spent fuel pool applies only to McGuire. 

TUCKER.H B. Duke Power Co 85/03/22. GRACE.J N Region 2, Office of Director 
Ip. 29820 290 29820.290. 

8504180319 Forwards Insp Repls 60-413/85 05 & 60 414/85-05 on 050128-0225 & no- 
tices of violation & deviation. 

BROWNLEE.V L Region 2, Ollice of Director 85/03/26. TUCKER.H B Duke Power 
Co 2pp 29820 344-29020.357 


-0504160322 Notice of violation from insp on 850126 0225 

* Region 2. Office of Director 85/03/25 Ip 29820 346-29820 346 

-850416 0325 Notice of devralron from insp on 860126-0225 

* Region 2, Olfice of Diroctor 85/03/25 ip 29820 347-20820 347 

-8504160334 Insp Repts 50 413/85 05 & 50 414/85-05 on Q50126 0225 Violation 
noted failure to establish all necessary measures lo control lest A measuring equip 
mont 

VANDOORN.PK. SKINNER.PH, DANCE.H C Region 2, Office of Director 85/03/ 
22 lOpp 29020 348 29820 357 

8503220444 IE Info Notice 05 024, ‘Failures ol Protective Coatings in Pipes & HXs" 
Svc list GPCl 

JORDAN.E L Division of Emergency Preparedness &- Engineeiing Response (Post 
830103) 85/03/26 Consolidated Edison Co of New York Inc lOflpp 29596154 
29596 363 

Q504160446 Forwards Insp Repl 50 413/85 07 on 850304-08 No violation or deviation 
noted 

BROWNLEE.VL Region 2, Office of Director 85/03/28 TUCKER.H B Duke Powar 
Co 2pp 29821 177 29821 107 

-8504160449 Insp Ropt 50 41.3/BS07 on Q60304 98 No violalion or deviation 
noted Major areas inspected radiation protection program.in eluding instruments & 
aquipmont used for radiation protection of personnel, posting & labeling 
COLLINS.T R , JENKINS, G R Region 2, Oflic© of Director 85/03/25 9pp 29821 179 
29021 167 

0503280037 IE Info Notico 06 025, "Considaralion ol Thermal Conditions in Design & 
Installation of Supports for Diesel Gonemtor Exhaust Silencers " Svc list end 
JORDAN.E L Division of Emorgency Proparodnass & Er^gineering Responso (Post 
630103) 05/04/02 Cor^solidalod Edison Co of New York, Inc 107pp 29667 109 
2966/ 305 

8503280046 IE Info Notice 85 026, ^'Vacuum Roliof Sys for QWR Mark I & It Conlain 
monls " Svc list end 

JORDAN.E L Division ol Emergency Preparodnoss & Engineering Response (Post 
030103) 06/04/02 Consolidated Edison Co of Now York, Ino 92pp. 29867 107- 
29G67 198 

6504010039 )E Info Notico 05 027, ' Notifications to NRC Operations Clr & Reporting 
Events in LERs " Svc list oncl 

JORDAN.E L Division of Emorgoncy Preparedness & Engineering Response (Post 
830103) 05/04/03 Consolidalod Edison Co ol Now York, Inc Oflpp 20690 255 
29690 362 

8504 1704 30 Discusses area of concorn re oparaior roquaMicalion program Idonliiied in 
fnsp Ropts 50 269/84-25.50 270/84 24, 50 287/84 27,50 413/84-93 & 50 414/84 
42 Submittal of request for oxomplion from lecture roquiromont requeslod 
THOMPSON, HL Division of Licensing 85/04/04 TUCKER.H B Duko Power Co 
Spp 20906 078 29906 060 

8604060042 SuppI 1 to IE Info Nottco 85 003, ' Soparalion of Primary neaclor Coolant 
Pump Shaft & Impeller Svc list end 

JORDAN.E L Division of Emergency Preparednoss & Engineering Rosponsa (Post 
830103) 05/04/00 Consolidated Edison Co of Now York, Inc lOlpp 29791 025 
20791 126 

0504050047 IE Info Nollco 05 026, "Partial Loss of AC Power & Diesol Generator Oeg 
radatlon " Svc list end 

JORDAN.E L Division of Emorgoncy Preparedness & Ennlnoorinn Roaponso (Post 
830103) 05/04/00, Consolfdalod Edison Co ol Now York, Inc i09pp 20790 27B- 
29701 024 

8504090419 IE Info Notico 05 02D, "Uso el Unqualified Sources In Well Logging Appli- 
cations," Svc list oncl, 

PARTLOW.JQ Division of Inspoclion Pfogmins (Post 050212) 05/04/12 Consolidat- 
ed Edison Co of New York, Inc 66pp 20832 001-29Q32.023 

8504240173 Forwards request for roliof from Insorvico Inap roquifomenls of Socllon XI 
ol ASME Code for verifying containment Inlogrily 

TUCKER.H B Duko Power Co 05/04/10 DENTON, HR Office of Nuclear Reactor 
Regulation, Director ADENSAM.EQ Uconsing Branch 4 4pp 29968,067-29968 070. 

8504170240 IE Info Notice 85 030, "Microblologicnlly Induced Corrosion Cc n fain men t 
Svc Water Sys " Svc list oncf 

JORDAN.E L, Division of Emergency Preparedness & Enninocring Response [Posl 
830103). 66/04/19 Consolidated Edison Co of New York, Inc lOOpp 26068 258 
29066 363 

8504190066 IE Info Notico 05 032, ‘^Recent Engmo Failures of Emargancy Diesel Gen 
orators " Svc list oncl 

JORDAN.E L Division of Emergency Preparednoss & Englnoorlna Response (Post 
030103). 85/04/22 Consolidated Edison Co. of Now York, Inc fOBpp. 20988, 239- 

29988 347. 

650419QOBO IE Info Notico 86 033, "Undorslzod Nozzlo-To-Shell Wofded Joints in Tanks 
& HXs Constructed Under Rufoa of ASME Boiler & Pressure Vessel Code." Svc list 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
6301 0-31 85/04/22 Consolidated Eoison Co of Now York, fnc lOCpp 29989.001- 

29989 107 

0504250162 Forwards response to GAP 040927 request that NRC Issue $250,000 civil 
penally against util tor deliberate & persistent harassment of QC inspectors Request 
unwarranted, Marked-up SECY -78 308 end 

OWEN.WH Duke Power Co 85/04/22 TAYLOR.J N Director's Office, Office of In- 
spection and Enforcement AXELRAD.JA Enforcement Staff 35pp 29983 205- 
29983 242, 

8504220347 IE Info Nelica84 84,Rev 1, ’^Deficiencies in Ferro Resonant Transformors." 
Svc list encL 

JORDAN.E L Division of Emergoncy Preparedness & Englneorlng Response (Post 
090103) 85/04/24 Consolidated Edison Co of New York, Inc fl8pp 30027 067- 
3OO27'104. 
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R, Periodic operating re^orU & related correepandeiipe 

0504120182 Responds to FOiA request for Caseload Forecast Panel fifes in Ofc of Re- 
source Mol Forwards listed documents Documents also availabte in PDR 
FELTON.J W Dj vision of Rules and Records 84/06/06 KILLEFER^C Shaw, Pittman, 
Potts & Trowbridge 2pp 30300 003-30303 129 

* 8504150069 Forwards updated const status repts as of 830925, Into for inclusion in 
NURCG-0030 

TUCKER, H 8 Duko Powe/ Co 03/11/16 fnfofmation Systems Branch 5pp 
30316 054-30318 058 

'-6504-1 50178 Forwards epdatdd const status repia as of 831231 Info for Inclusion in 
NUREG 0030 

TUCKER, HG Duke Power Co 04/02/20 Information Systems Branch 6pp 

30318 106-30318 110 

•'8504150249 Forwards updated const status repts as of 821231 Info for inclusion in 
NUREG 0030 Fuel load target date for Calawba Unit 1 May 1984, 

TUCKER.HB Duke Power Co 83/02/03 Information Systems Branch Jlpp, 
30325 231-30325 241 

*'8504150357 Forwards updated const status rents as of B20930 for inclusion In 
NUREG 0030 

TUCKER, HB Duke Power Co 82/10/29 Information Systems Branch 3pp 

36325 364 36325 366 

-0504166459 Forwards updated const status repts tor McGuire Unit 2, Catawba Units 1 
& 2 & Chorokoo Unal 1 as of 930331, per NUREG'8030 BepI fast update for McGuire 
Unit 2 due to receipt o1 OL on B30303 Cherokee Unit 1 canceled on 030429 
TUCKER.HB Duke Power Co 83/05/12 Information Systems Branch, 9pp 

a 0326 057-30326 065 

8564250353 Monthly operating rept for Mar 1965,W/650415 Itr 
REAVIS,J A , TUCKER, H B Duke Power Co 85/03/31. 3pp 30019 040 30019042 

8564190173 "Mam Sleamline Break Inside Contammenl.'’ bimonihly status repl for Apr 
1D05W/e5O41Utf . . „ 

TUCKER.HB Duko Power Co 85/04/30. DENTON.HR. Office of Nuclear Reactor 
Regulation, Director ADENSAM.EG Licensing Branch 4 2pp 29888*105-29086106 


S. Reportable occurrences, LERs & related correspondence 

6604646459 LER 85-013-00 on 05O226,concfuils penelraling fire barriers w/un sealed 
ends for lifo protection discovered Caused by procedyrat deficiency & personnel 
error CP466 revised to Include sealing of conduit ends W/050322 Hr 
OUELLETTE.R W, TUCKER.HB Duke Power Co, 85/03/22. 6pp. 20657.336* 

29657.340 

B5040464S5 LER 85 614 06o/> 650222, stainless steel valves discovered installed w/ 
carbon steel filler mail Caused by const Isometrics Incorrectly specifying malls which 
fed to use of incorrect welding procedure W/ 850322 Itr 

OUELLETTE.R W , TUCKER.HB Duka Power Co. 65/03/22 4pp 29657356- 

29657.362 

8564110472 LER 65-015 OOon 850362,breakers not locked in off position on certain 
safety inleclion & auxiliary feedwater pump motors Caused by administrative deficien- 
cy & personnel error Procedure revised W/a50401 Hr 

OUELLETTE.R W, TUCKER.HB Duke Power Co 65/04/01 5pp 29760:110 

29760 114 

8504110264 Responds to BNWL inquiry re status of diesel engine wiring &. terminations 
per TO! Owners Group recommendations for Catawba Unit 1 & San Onofre Unit 1 TO I 
Svc Info Memo 361 implemented tor both units 

COBB.AP, SEGflEST.A M Duke Power Co 65/04/03. BERLINGER.CH Division of 
Licensing Ip 29768.302 29768'302. 

8504110743 LER a5 016-00.on 850362, while in Mode 1 at 30% power.lhree power 
range high overpower trip circuila cahbr to 109% power Caused by personnel 
error Circuits r0caiibr.W/85O4O3 ftr 

OUELLETTE.R W , TUCKER.HB Duke Power Co 85/04/03 5pp 29778 236- 

29770 240 

6504120197 Forwards "Review of Emergency Diesel Generator Rocker Arm Cap- 
screws," technical evafualion rent 

LAIT'/,W.W BalleKe Memorjaf Instdule, Pacific Northwesi Laboratories FIN 0-2952. 
85/04/04 BERLINGER.C Division of Licensing. Ip 29786^217-29786.233 

-9504120220 "’Review of Emergency Diesel Generator Rocker Arm Capscrews," tech- 
njcal evaliration rept 

LAITV'.W W. Baltelle Memorial Institute, Pacific Northwest Laboratories FIN B-2952, 
PNL'5200 15 85/03/31. Division of Licensing, 16pp. 29786 218 29786.233. 

8504120227 Forwards "'Review of Engine Base Bearing Caps for TOf OSR'48 Diesel 
Engines," technical ovaluallon repl 

lAlTYtW.W Batlelie Memorial fnstilule, Pacific Northwesi Laboratories. FfN 0-2963 
85/04/04 BERLINGER.C Division of Licensing Ip 29788 335-29788.352. 

-S504120277 "Review of Engine Base & Bearing Caps for TDJ DSR-48 Diesel En- 
gines technical ©valuation lept. 

LAJTY.WW Battelle Memorial Ipslilule, Pacific Northwesi Laboralorles. FIN B-2952 
PNL-52C0-11. 65/03/31 BERLINGER.C.H. NRC - No Detailed Affifiation Given 17pp. 
29788 336-29788 352 

8504120296 Forwards PNL-5200*2f, "Review cf Emergency Diesel Generator Air Star! 
ValVa Capscrews " lechnlcal evaluation r^i for TDI Diesel Engine Proiect. 

LAITY, W.W Battelle Memorfal Institute. Pacific Northwest Laboratories PIN 8^2963 
85/04/04 BeRLINGEft.C. Division of Licensing, tp 2978 7*O98'29707, 114. 

-0504126296 "Review of Emergency Diesel Generaior Air Start Valve Capscrews,” 

technical evaluation repl _ 

" Battelle Memorial Instilute, Pacific Northwest Laboratories. FIN B-29S2. PNL-5200- 
21. 85/03/31. Division of Licensing. 16pp 29767.099 29787'1 14 

0504120314 Forwards PNL-5200* 12, "Review of Engine Base ^ Bearing Caps for TDI 
DSRV-12.DSRV-16 DSRV-26 Diesel Ehflmes " 

LAITY, WW. Ballefi© Memorial hstituH Pacific Northwest laboratories. FIN B-2963 
65/04/64 BERLINQEaC. Division of Licensing 1p 29787:001 -29787.01 7. 


“6504120317 "fleview of Engine Base 6 Bearing Caps for TDJ DSRV-12, DSRV-16 A 
DSRV 20 Diesel Engines " 

LAITV.WW Battelle Memorial Instilute, Pacific Northwest Laboratorres FIN B-2963 
PNL-5200.112 65/03/26 Division of Licensing I4pp 29787’OO2-29707 017 

6504160009 LER 85 018 OOon 850307,Trair» A diesel generalor & turbine driven auxilia 
ry feedwater pump concurrenlly inoperable Caused by personnel error placing batter 
les on equalize charge Batteries returned to svc W/B50405 Hr 
OUELLETTE.R W. TUGKER,HB Duke Power Co 85/04/05 6pp 29818 173 

29816177 

8604160116 LER 65-019-00 On 860307, during performance of analog channel oper 
atlonal test, steam generator C level Channel 4 found inoperable Caused by personnel 
error Circuil card replaced W/850405 ftr 

OUELLETTE.R W . TUCKER.HB Duke Power Co 85/04/05 5pp 29818 229- 

29616 233. 

6504160125 LER 05-017-00 on 850306, during condensate sys realfgnmenl, turbine 
driven auxilpary feedwater pump aulomalicalTy started Causa undetermined Followup 
rept anticipated by 650501 VV/850405 Hr 

OUELLETTE.R W, TUCKER.HB Duke Power Co 85/04/05 4pp 29820 128 

29820 131 

6594290510 Special repl on 850314.valicf failure of diesel generator 1A occurred Caused 
by clogged a trainer on engine fuel supply piping Strainer swapped out & engine re- 
slarted 

TUCKER, H B Duke Power Co. 85/04/09 GRACE.J N Region 2, Office of Direclor 
2pp 30053 36 1'30053’362 

8604 160367 Part 21 rept re Clow William s-Haqar check valve used in starting air sys on 
TDJ diesel engines fnitially reported on 6503 12 TDI will furnish replacement Duo chek 
f) valves by TRW Mission of Houston, TX & Info upon request 
BOYER, Rb Transamonca Defaval, Inc 85/04/10 Director’s Office, Office of Inspec- 
tion and Enforcement 3pp 29816 166 29816 168 

8504250092 LER 05 021-00 on 8503 13, during performance of turbine driven auxiliary 
feedwater pump operability test, discovered CA pump 1 had failed 650309 oporabiliiy 
test Caused by personnel error.Test completed Vv/05041 2 Hr 
OtJELLenE,R.W . TUCKER.HB Duke Power Co 85/04/12 5pp 30020 101- 

30020:105 

0504250350 LER 85-020 OO.on 8503 14, reactor trip occurred due to power range high 
flux rate signal Caused by loose detector cable inside power range cabinels Work re- 
quest Initiated to repair loose cable W/650412 Itr 

OUELLETTE.R W . TUCKER, KB Duke Power Co 85/04/12 4pp 30019 046 

30019049. 

8504260370 LER 65 022 OOon 85031 4, diesel generator IB found inoperable.Caused by 
loss of dc conirol power due to two circuit breakers being open Bypass panel invalid 
Indications will be investigated & repaired W/850412 Hr 

OUELLETTE.R W. TUCKER.HB Duke Power Co 85/04/12 0pp 30054 356 

30054363 


T, Hearing Iranscrlpta on non-antltrust matters 

6504120102 Responds to FOIA request for Caseload Forecast Panel files In Ofc of Re- 
source Mgl Forwards listed documents Documents also available In PDR 
F ELTON, J.M Division of Rules and Records 04/06/06 KILLEFER.C Shaw, Pittman, 
Potls & Trowbridge 2pp. 30300 003-30303 129 

-8504150596 Testimony of WS Lee before Subcommittee on Energy, Conservation & 
Power of House CommiUoe on Energy & Commerce on 830608 supporting legislalion 
to extend NRC authority to Issue tempera^ OL for plant 

LEE.WS Duke Power Co, LEE,W^S Edison Electric Institute 83/06/08 99pp 
30326.183-30328 261 

65040500B9 Transcript of 650403 oral argument In Bethesda.MD Pp 1 96. 

* Atomic SaJely and Licensfng Appeal Panel 85/04/03. 100pp 29666 21 1-29666 310 


V* Operator Examinations 

0504170438 Discusses area of concern re operator requalificalion program identified 6n 
Insp Repts 50-289/84-25,60 270/84-24, 50-287/84-27,60-4 13/84-93 & 60-414/84- 
4Z Submilfai of request lor exemption Irom lecture requiramenl requested 
THOMPSOKHL Division of Licensing 85/04/04 TUCKER,H.B Duke Power Co 
3pp. 29906.078 29906080 


DOCKET 60-414 CATAWBA NUCLEAR STATION, UNIT 2 


A, Appllcation/consiructlon atage documents & correspondence 

6804120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re 
source Mat Forwards listed documents Documents also available in PDR 
FELTOKJM. Division of Rules and Records. 04/08/06, KILLEFER,C, Shaw, Pitlman, 
Potts & Trowbridge, 2pp 30300 003*30303.129 

“8604120444 Forwards updated const status repts as of 830630 Info for Inclusion In 
NUBEG 0030. 

TUCKER,HB. Duke Power Co 83/08/16 Information Systems Branch. 5pp 
30310 024-3031 0'O28 

“8504150605 Disagrees w/proposed Itr to uliP re plant, per 630604 discussion Draft of 
acceptable version end for consIderalion.W/o end 

HARTFIELO.R.A Office of Resource Management, Director. 83/08/04 
ADENSAM.E.Q, Office of Nuclear Reactor Regulation, Director Ip 30328 282- 
30328 282. 

“8504150609 Informs of Caseload Forecast Panel findings from 830727-28 meetings & 
site visit re const completion schedule May 1984 estimated fuel load dale 
opilmistic Dale w))) be used for planning purposes Related documentation end 
NOVAK, TM Asslslan! Direclor for Licensing. B3/08/04 TUCKER, H B, Duke Power 
Co 99pp 30328'263-30326,019. 
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“8504150815 Fomards background info on plant for CommigsaonGr QHinsky trip, In f6 
sponse to request Into obtainod from inspectors. Region ll,Ofc of Public Afiairs^Otc of 
Inspector & Auditor, OELD & Mgt Info Branch 

TfllNER.EG Division of Budget a Analysis 83/09/16 SHOWMAN.S Commissioners 
7pp 30329 020-30332 045 

85041 SD715 Forwards updated Region II organization chart 
WALKER, R D Region 2. Office of Director 05/03/13 TUCKER,H 0 Duke Power Co 
Ip 29010 001-29810 012 

8504020184 Forwards Rov 1 2 to "Analysis o1 Hydrogen Control Measures at McGuire 
rVuclear Station,” in response to NRC 841003 questions a License Condition 14 under 
License NPF-35 for Catawba Unit 1 

TUCKER, HB Duke Power Co 85/03/29 DENTON, HR Office of Nuclear Reactor 
Regulation, Director lOpp 29580 203 29500 300 

8504040195 Forwards Rev 6 to response to NUREG 0BD8,incorpofating final resolution 
of all environ qualification audit items, updated info tor main steam line break in dog 
house a equipment addition a deletions Attachment 5 not revised 
TUCKER, H 8 Duke Power Co 85/04/01 DENTON, HR Office of Nuclear Reactor 
Regulation, Director ADENSAM,EG Licensing Branch 4 268pp 29611001- 

29611 26B 


8504190299 Forwards results of tests 0 analysis of iransformer tap sotlings In response 
to Question 430 9 in 811104 request for Info prior to initial lull power reactor oper- 
ation 

TIICKER,HB Duke Power Co 85/04/11 DENTORHR Office of Nuclear Reactor 
Regulation, Director ADENSAM.E G Licensing Branch 4 4pp 29887.047-290a7’050 


8504120206 Generic Ltr 85 06 to all PWR licensees & ali applicants for OLs re QA Quid 
ance for ATWS equipment not safety related Svc list end 

THOMPSON, H L Division of Licensing 06/04/16 Consotidatcd Edison Co, of Nevr 
York. Inc 22pp 29 9 47 ‘28 6-2 9 94 7 309 


6504120031 Generic Llr 85 02 to all PWR licensees & Mpllcanis.hoiders of CPs & Fort 
SI Vrain re recommended actions stemming from NRC inlegraled prop ram for resolu- 
tion of unresolved safety issues re steam generator tube integrity Svc list end, 
THOMPSON.HL Division of Licensing 65/04/17 Yankee Atomic Efoc trie Co 127pp, 
29953 071-20953 262 


0504190326 Modifies 840511 response to Generic Ltr 84 04 Parlfaf exomption to GDC 4 
should he granted for first two cycles of operation Relief for postuJaied loop break 
effect on reactor cavity will bo pursued in GDC 4 rulemaking 

OWEN.WH Duke Power Co 85/04/17 DENTON, HR Office of Nuclear Roaclor 
Regulalion, Director ADENSAM.E G Licensing Branch 4 2pp. 29886 323-29066 324 


6504190483 Application to amend CPPR-117,rovi5ing Paragraphs 3 8^ 3 C re conditions 
specified in Seclions 50 54 & 50 50 concerning dynamic effects associated w/RCS 
main loop pipe breaks 

OWEN.WH Duke Power Co 05/04/17 DENTON, HR Office of Nuclear Reactor 
Rogulallon, Director ADENSAM.E Q Liconsmg Branch 4 3pp. 29917 044-20917,046 


6504250130 Grants 840501 request that "Technical Sasos for EHmlnaUng Largo Primary 
Loop Pipe Rupture as Slructural Design Basis for Catawba Units 1 & 2" be withhold 
fref 10CFn2.790) Info contains trade secrets or proprietary commorciol Info 
ADENSAM.E G Licensing Branch 4 65/04/18 TUCKER, H.B Duka Power Co 4pp 
30030 083 30030 086 


8504260390 Approves 831123 request that technical bases for eliminating largo primary 
loop pipe ruptures as structural design basis for facility be withhold from public dfacio 
sure per 10CFn2 790 ^ 

ADENSAM.E.Q Licensing Branch 4 85/04/18 TUCKER, H 0 Duke Power Co 4pp, 
30027 200 30027 203 


E. NRC Safety Evaluation Report (SER), suppla & correspondence 


8504020186 Advises that addi juslificalion re SSER 4 Section ECA-1.2, "LOCA Outside 
Containment,” will be provided by 8S0430 duo lo broad scope of analyais 
TUCKER, H B Duke Power Co. 85/03/28 DENTON, H R Office of Nuclear Roaclor 
Regulation, Difoclor, ADENSAM.E G Licensing Branch 4. 2pp. 295801332-29560 3 33. 


6504020081 Forwards exam lislinn for proservlce Insp plan (PSf),per Confirmatory flam 
11 of Section 524 to SERW/PSi program ossentially complete, no addl requosis for 
relief expected 

TUCKER, H B Duke Power Co 85/03/29 DENTON.H R Office of Nuclear Roaclor 
Regulation, Director AOENSAM,EQ Licensing Branch 4 200pp. 29579:001- 
20579 194. 


ravisod emergency plan Impismenling 
2, "Nolification of Unusual Event” & RP/O/A? 


f. Security, medical, emergoncy & fire protection plans 

8S€ 4080601 Public version of 
procedures.IncludIngRP/O/ A/5000/02, 

5000/03, "Alert " W/850226 ltr 
BOLCH.M. LEROY.P, TUCKER.H.B Duke Power Co 85/02/26 aoOpp. 29698 190- 
29609021. 

8504160293 Ack receipt of 050214 ltr Informing NRC of slops taken lo corroct dovl- 
alions noted in Insp Repts 50 413/84-102 & 50 414/84-47. . . „ rx * 

BROWNLEE, V.L Region 2, Office of Diroclof. 85/03/07 TUCKER.H B Duke Power 
Co Ip 29820-240-29820 255 

“8504160284 Insp Repts 50 413/84-102 & 50-414/84-47 on 841126 1225. Deviation 
noted failure lo perform corrective action committed to in CDR 414/84-03 6 failure to 

proviefo vent path on component cooling water surge tank. 

VANDOORN.P K Region 2. Office of Director. 85/01/16. 9pp. 29820.247-29620,255 

8504160749 Forwards Insp Repts 50 413/85 03 & 60-414/86 03 on 65021 8-21. No vio 
falion or deviation noted. ^ ^ ■ n 

B-ROWNLEE,VL Region 2, Office of Director 85/03/12. TUCKER.H.B, Duke Power 
Co. Ip 29818 267-29618 276 

.-8504150750 Insp Repts 50-413/85 03 & 50-414/05-03 on 850218-21 No violation or 
deviation noted Ma or areas inapocled emergoncy preparedness exercise, 
CUNNINGHAM, A L Region 2. Office of Director 85/03/08. 9pp 29618:268 
29818 276 


8504240108 Rov 3 to Emoigercy Plan Imptementing Pro ca dure OP/ 0/A/ 6200/21, 
■’Operating Procedure for Post-Accident Liquid Sampling Sys " W/850417 Ur 
KOWALEWSKI.M E . JACKSON.A P , TUCKER.H B DuU Power Co 85/04/1 7 3Bpp 
29968 100-2 9D68 135 


Q. Adjudicatory correspondence 

8504280066 Order requiring parties lo file supplemental memoranda on intorvonor 
appeal ro proposed iransporlation to & sloraoe at Oconee & McGuire Nocessily to 
treat luriscJictional question in decision not yet dele rsninod Served on 860425 
SHOEMAKERpC J Alomic Safely and Licensing Appeal Panef #285 705 85/04/25 
Office of the -Executive Legal Director 4pp 30025 1 12 30025 1 15 


J Insurance & Indemnity Intormalfon 

8504100330 Forwards Endorsements 17 & 37 lo NELIA Policies NF-281 & NF-262,ro- 
spoctivoly & Endorsements 11 & 10 to MAELU Policies MF 1 12 & MF 1 0a.rospoclive- 

ly 

HOGGE.SD Marsh A McLennan, fne B5/04/01 DINITZ.I Assistant Director for Slalo 
& Licensee Holations 5pp 2972B 225-20728 229 


M, Antitrust correapendenco 

6604230309 Forwards responses to questions in Reg Guide 9 3 for determination of any 
sfgnfficant changes thal have occurred subsequent to previous antitrust reviews .per D 
Cleary 850228 fir 

TUCKER.H B Duke Power Co. 85/04/19 DENTON.H R Office of Nuclear Reactor 
Regulalion, Diroclor ADENSAM.E G Licensing Branch 4 27pp 29948161- 
29948.160 


Q. Inapeclion reporla, IE Bullellne & correspondence 


6504160223 Forwards Insp Repls 50-413/04-106 & 50 414/84-48 on 041226-850125 & 
notice of violation 

WALKER.R D Roe Ion 2 . Ofllco ol Director 85/03/01 TUCKER, H B Duke Power Co 
2pp 29809 114-29009 139 


-8604160266 Insp Ropls SO 413/04-106 & 50 414/84 48 on 841226-850125 Violafion 
notod failure lo meet Tech Spec requiremanls for Ice condenser inlet doors prior to 
changing modes & failure to meet requiromenis for ve/ificalion of operability 
SKINNK1.PH, VANDOORN.P K . DANCE, H Region 2, OMice ol Drfoclor 85/03/01 
23pp 29009 117-29800.139 


8504160576 Ack rocofplof 850124 Hr informing NRC of slops taken to correct violations 
nolGd In Insp Repts 50-413/84-104 & 60 414/84 46 

WALKER, R.D Region 2, Office of Director 85/03/07 TUCKER.H Q Duke Power Co 
ip, 2 90 IV 128-290 11 140 

-.8504160502 Responds to NRC 841228 Ifr re violations noted in Insp Repts 50 413/84- 
104 & 50-414/84-48 Corrective actions all lolfon tape removed from conlalnmenl A 
will bo removed from auxiliaiy bldg by 650301 

TUCKER.H B. Duke Power Co 05/01/24 O'REILLY, J P Region 2, Olfico ol Director 
3pp 20011-127*29011:120 

--8504I60592 Foiwards Insp Ropls 50 413/04 104 & 50-414/84 46 on 841026 1125 & 
notice of violation 

OLSHIN9KI.J A. Region 2. Office of Diroclor 84/12/20 TUCKER.H B Duke Power 
Co. 2pp. 29011*130 2G811 140 


-0604 160800 Nollco of violation from Insp on 841026-1125 
* Region 2, Office of Director. 84/12/20 2pp 2981 1.132-29811 133 


-0604160812 Msp Ropls 50-413/04 104 & 50 414/64 46 on 841026 1125 Violation 
notodfailuro lo control uso of teflon tapo 

SKINNER.P.K, VANDOORN.P K. DANCE.HC. Region 2, Office of Diroclor. 64/12/ 
27 7pp. 2981 M34-29B1 1.140 


8604160233 Ack receipt of 666214 ltr informing NRC of slops taken to correct dovi 
alions noted In Insp Hopls 50 413/04-102 & 60 414/84-47. 

BROWNLEE, V.L Region 2, Office of Direcio/. 65/03/07, TUCKER.H S Duke Power 
Co Ip. 29820 240-29820265. 


-8504160244 Responds fo NRC 850116 ltr re deviations noted In insp Repts 60-413/ 
04-102 & 50-414/84-47 Corrocliva actions component cooling surge tank vonl valves 
opened 8 air supply tubing disconnected & capped on 841212 
TUCKER.H B. Duke Power Co. 85/02/14. GRACE.J.N. Region 2, Office of Director 
3pp. 20828:241-28820 243 

-8604160257 Forwards Insp Repts 50 413/84-102 & 50 414/84 47 on 841126-1225 A 
notice of dovlallon, 

BROWNLEE, V.L Region 2, Office of Direclor 85/01/15 TUCKER.H B. Duke Power 
Co 2pp. 29820.244-29829 255 


‘0604 1602 70 Notice of deviation from Insp on 841126-1225 
• Region 2, Office of Direclor. 85/01/15 Ip 29820 246 28820 248 


-6604160204 fnsp Repts 50 413/84-102 8 59 414/04-47 on 641126-1225 Deviation 
noted'falluro lo perform corrective aclfon committed to in CDR 414/84 03 & failure lo 
provide vent path on component cooling water surge tank 

VANDOORN.P K. SKINNER.PH, DANCE.H.C. Region 2, Office of Director. 85/01/ 
IB. 9pp 20920.247-20820 255 

8504160749 Forwards Insp Repts 60 413/85-03 & 50-414/85 03 on 859218-21 No vlo- 
lalfon or deviation noted, 

BROWNLEE, V.L. Region 2, Otlice of Director 65/93/12 TUCKER.H.B. Duke Power 
Co, Ip. 2 981 0*267-298 18.278 

-0604150760 Insp Repts 50 413/85 03 & 50-4l4/65‘03 on 850210-21. No violation or 
deviation noled.Maor areas Inspected; emergen^ preparedness exercise 
CtJNNINGHAM.A L. CLINE.WE Region 2 , Office of Diroclor. 85/93/08 9pp 
2DB16‘25d 29818.276. 
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6604160107 forwards Insp Ropts 50*413/65 00 & 50 414/05 07 on 8S0305-00 No vio 
I a lions or dovialions noted 

BROWNLEE, Vlu Rogion 2, OIlico o1 Director 65/03/20 TUCKER, HB Duke Power 
Co Ip 2^620 208 29020 213 


8504190055 tE fnlo Notice 65 032. “Recent Engine Faifures of Emergency Diesel Gen* 
orators “ Sue list end 

JORDAN.E L Division of Emergency Proparednoss & Engineering Response {Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc 109pp 29988 239 
29988 347 


*8504160209 Insp Roots 50 413/85 00 & 50 414/05-07 on 850305 08 No violatioriis Or 
dev lotion a noted Malor areas Inspoclodplpe support baseplate designs w/concrele 
expar^slon anchors.por IE Bulletin 79-02 a selsmfc anialysis per IE Bull o tin 79-14 
ANG.WP, BLAKE, JJ Region 2 , ONtco of Oiroclor 85/03/19 5pp 20020 209 
29820 213 


0503190659 IE Info- Notice 05-022, "Limitorquo Molor-Opo rated S/alvea Resulting Prom 
Incorrect Install alien of Pinion Goar " Sve list end 

JORDAN.E L. Dmsion of Emergency Preparedness & EngineofinQ Response (Posl 
830103) 85/03/21 Consolidated Edison Co of New YotR, Inc fOflpp 29597 001 
29507 005 

8503210451 IE Info Nollce G5 023, ‘Inadcquale Surveillance A, Post-Malnl & PostiMod 
Sys Testing ” Sve list one I 

JORDAN, E.L Division of Emorgoncy Preparedness & Engineering Response (Post 
830103) 85/03/22 Consolidated Edison Co of Now York, Inc lOOpp 29058001- 
2Q656 107 


8504160321 Clanfloa 641231 rosponso to IE Hullotin 84 03 ro emergency operallng pro 
coifuros In ovoni of decreasing levels In cither refueling cavity or spent fuel pool Hem 
ro spent fuel pool applies only to McGuire, 

TUCKER, HB Duko Power Co 05/03/22 GRACE, JN Region 2, Oflico of Director 
ip 29820 200 29020 299. 

0604150319 Forwards Insp Ropts 50-413/05 05 & 50 4 14/05 05 on 850126 0225 & no- 
tices o1 violation & dovralion , _ . „ 

BROWNLEE.V.L Region 2. Otllce of Director 85/03/25, TUCKER,HB Duko Power 
Co 2pp 29820 344 20320 357 

-6504100334 Insp Ropis 50-413/85 05 & 50 414/8505 on 6501260225 Violation 
nolod failure to establish all necessary measures to control test & measuring ©qubp 

VANDOORN.PK, SKINNER, PH , DANCE.HC Region 2. Office of Director. 65/03/ 
22 lOpp 29829340 20020 357 

0503220444 IE Info Notice 85-024, “Pailuros of Proloclivo Coalings In Pipes & HXs” 
Sve list end ^ . 

JORDAN.E L Division of Emorgoncy Preparedness A Enginoorlng Response (Post 
030103) 85/03/28 Consolldalod Edison Co. of New York, Inc, fOSpp 29596 1 54- 
20506 363. 


8604020001 Forwards exam listing for proservico Insp plan (PSI), per Confirmatory Item 
11 o1 Soclicn 5 2 4 to SEfl W/PSI program ossor^llally completo.no oddI requests for 
roiiol expected 

TUCKER, H.B, Duko Power Co 85/03/20 DENTON, HR Office of Nuclear Reactor 
Regulalion, Diroclor. ADENSAM.E G. Llconslng Drench 4 2aopp 29579 001- 
29570 194 


8504190060 IE Info Notice 05 033, “'Underaized Nozzle To Shell Welded Joints in Tanks 
& HXs Conslruclad Under Rules of ASME Boiler & Pressure Vessel Code " Sve list 
end 

JORDAN.E L Division ol Emergency Preparedness & Engineering Response {Post 
830103) 65/04/22 Consolidated Edison Go of New York, Inc I08pp 29989 001- 
20989 107 

8504260162 For^vard3 rosponse to GAP 040927 request that NRC issue $250,000 civil 
penalty against ulil for doliberale A persistent harassment of QC inspectors Request 
unwarranted Marked-up SECY-78-306 end 

OWEN.W H Duke Power Co 85/04/22 TAYLOR.J N Director’s Office, Office of In 
spcclion and Enforcemonl AXELRAD.J A Enforcement Staff 35pp 29983 205- 
20983 242 

B504220347 IE Info Notice 84-04, Rev 1, “Deficiencies in Ferro Resonant Transformers’* 
Sve list end 

JORDAN.E L Division o) Emergency Preparedness A Engineering Response fPosl 
830103) 85/04/24 Consolidated Edison Co of New York. Inc IIBpp 30027 067- 
30027 184 


R. Periodic operallng reports A related correspondence 

6S04120162 Responds to FOIA request lor Caseload Forecast Panel files in Ofc of Re- 
source Mgt Forwards listed documents Documents also available in PDR 
FEUTON.JM Division of Rulos and Records 84/06/06 KILLEFER.C Shaw, PiUman, 
Polls A Trowbridge 2pp 30300 003-30303 129 

-8504150009 Forwards updated const status rapls as of 830925 Info for inclusion fn 
NUREG 0030 

TUCKER, HB Duke Power Co G3/11/15 Information Systems Branch 5pp 

30318 054-30318 058 

-8604150170 Forwards updated const status repts as of 831231 Info for inclusion in 
NUREG 0030 ^ ^ ^ 

TUCKER.HB Duka Power Co 04/02/20 Informalion Systems Branch Spp 

30316 106-30318 110 

-8604150249 Forwards updated const status repts as of 821231 Info for inclusion in 
NUREG 0030 Fuel foad target dale for Catawba Unit 1 May 1984 
TUCKER, H.B Duka Power Co 83/02/03 Information Systems Branch 11pp 

30325 231-30325 241 

••8604160357 Forwards updated const status repts as of 820930 for inclusion In 
NUREG-003D „ nun 

TUCKER. H D Duke Power Co 82/10/20 Information Systems Branch 3pp 

30325 30-1-30326 306 


85032B0037 IE fnfo Notice 05*025, "Consider allon of Thermal Conditions In Design A 
InalqllalJon of Supports for Diesel Qonoralor Exhaust Silencers.” Sve list end. 
JORDAN.E L Division of Emergoncy Proparodness A Enginoormg Rosponse (Post 
030103) 05/04/02 Consolidated Edison Co of Now Yoik, Inc, 107pp 29607.109- 
29607 385 

8503280045 (E Info Notice 05-020. "Vacuum Roliof Sya for BWR Mark I A If Conlaln- 
monls " Sve list one? „ ^ , 

JORDAN.E L Division of Emergency Proparodioas A Engineering Response (Post 
030103) 05/04/02 ConBOlldatod Edison Co of Now York, Inc 92pp. 29667 107- 
20007 (OB 

8504010039 IE Info Nofico 05 027, "Notifications to NRC Operations Clr A Reporting 
Events in LERs ” Sve list end , ^ , n, . 

JORDAN, EL Division of Emergency Propareriness & Enginoorlng Response (Post 
030103). 05/04/03 Consolidated Edison Co of Now York, Inc 99pp. 20690 255- 
2QQ0O 362 

8504170430 Discusses aroa of c-oncern ro operator requallflcalton program icfenlified In 
Insp Ropis 60 * 260 / 8 4 -26,50-270/84-24, 60-207/04-27.50*413/84-93 A 50 414/84- 
42 Submittal of requosl for exemption from loclu/o roquiromont roquosiqd 
THOMPSON.H.L Division of Licensing 85/04/04 tUCKEH.H.b. Duka Power Co, 
3pp 29906070*20908.080 

8504050042 SuppI 1 lo IE Info Notice 65-003, "Soparalfon of Primary Reactor Coolant 
Pump Shaft A I mpeflor" Sve list end . , r, , 

JORDAN.E L Division of Emergency Propnrodnoss A Ennlnoerlng Reaponao -(Post 
830103) 85/04/09 Consolidfllod Edison Co oJ New York, Inc fOipp 29701.026 
29791.126 

8S0 4 050047 IE Info Notico 85‘O20. “Parllal Loss of AC Power A Diaaol Generator Dog 

radahon “ Svo li&t end ^ , r, 

JORDAN.E L Division of Emorgoncy Prof^rednoss & 

830103) 65/04/09. ConsolldalocI Edison Co ol Now York, Inc. fOOpp 29790 278- 
20791 024. 


>8594160459 Forwards updated const status ropis for McGuire Unit 2, Catawba Un^ls 1 
A2A CherokGO Unit 1 ns of 030331 .per NUREG 0030 Ropl Iasi update for McGuire 
Unit 2 due to receipt of OL on 830303 Cherokee Unit 1 canceled on 830429 
TUCKER, H.B Duko Power Co 83/05/12 Information Systems Branch 9pp 
30326.057 30326,065 


8604190173 “Mam Steamline Break Inside Containment," bimonthly status rept for Apr 

TUCK^EaMB^^Duke Power Co 85/04/30 DENTON.HR Office of Nuclear Reactor 
Regulation, Director, ADENSAM.E G Licensing Branch 4 2pp 29886105 29886 106 


S. Reportable occorrencoe, LERa A related correspondence 

8604110269 Supple 850201 detlciency repl re failure of fire valves A damper 
opera tors Falfure can only occur after valves or dampers sub] to hammering 
off eel Mods 10 dampers In progress Operators modified per 850201 fofponse 
TUCKER Ha Duke Power Co 85/03/01. GRACE.JN Region 2, Office of Director 
Ip 20776,267-29776 267 

6604180037 Supplemental Signllicanl Deficiency Repl SD 414/84*24 re oil conlarii I na- 
tion of NLNCX ND sys piping Nonconforming Item Rept 19085 resolved Piping hand 

cleaned & patch tests performed Caused by hurpan error , r,, , 

TUCKER.HB Duke Power Co 85/03/07 GRACE.JN Region 2, Office of Director 
2pp. 20015 362 20915 363 

8504170030 Interim Signlficanl Deflcfer\cy Repl 41^85-02 re defective safely injecliorj 
sys accumulator tanks Insp of accumulator tanks delayed until wk of 850325 Finat rept 

TUc]?ER.im 1?uk0 l^ower^ Co. 85/03/20 GRACE. J N Region 2, Oflice ol Director 
Ip, 29649,251 29040 251 

8604120197 Forward's ’'Review of Emergency Diesel Generator Rocker Arm Cap- 
screws,*' technical ©valuation rept « o nne/i 

LAITY WW Batlelle Memorial mstllute. Pacific Northwest Laboratories FIN 0-2052 
BFRLINGER.C Divlsior» o1 Licensing Ip 29786 217-29786 233 


8604090419 IE Ifllo Nohco 05 029, "Use of Untiualifiod Sources in Well Logging Appli- 

PAR'TLOW.llQ^DnJSon oi InspocUon Programa (Post 860212) 05/04/12 Consolidat- 
ed Edison Co ol New York, Inc 06pp. 29S32i00l <-29032.023, 

1504240173 Forwards roquosl for rollel from insorvico Insp roqulromenls of Soclion XI 

of ASME Coda for verifying conlalnmonl Into nrdy. , , 

TUCKEn,H B Duke Power Co 85/04/10 DENTON, H.R 

Regulation, DJraclor AOENSAM.E.Q. Licensing Branch 4. 4pp, 2098 &' 0 B 7 -20068 070, 

8504170240 IE fnfo Nolic© 65-030, ’’Microbiol ogically Induced Corrosion Conlalnmont 
Sve Water Sya ” Svo list end. . , ^ ^ 

JORDAN, EL DIvlaion of Emergency Proparodnoss & ^^nglrieerinp ftosponso ^ 
030103) 86/04/19. Consolidatod Edison Co. of New York, Inc, fOOpp. 29906,2-jB* 
29966363 


-8604120228 ’’Ravlow of Emergency Diesel Generator Rocker Arm Capscrews,” tech- 

LAITY W^VV^^Ballsfie Memorial Inslitute. Pacific Northwest Laboratories FIN B-2952 
PNL-feoO 15^/03/31 Division of LiconsIng 15pp 29786‘21B-29786 233. 

D 5041 202 27 Forwards “Review of Engine Base A Bearing Caps for TDI DSR 48 Diesel 

LAPrY°Wvi°^0aUelle^'l^^^ Pacific Northwest Laboratories. FIN B-2903 

BEBUMGERfe DiilsronotUcend 1p 2978B 335.2678B'352 

-8604120277 "Roviow of Engine Base A Bearing Caps for TDI DSR-48 Diesel En- 

Plwv’w W Pacilic Northwesi Laboratories Fir^i B 2982 

PNUMOb 11 85/03/31 BERLINGEB.aH NRC - No Detailed Afliliation Given 17pp. 
29788-336-29708 352 
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B504 120290 Forwards PNL-5200 21, “Review of Emergency Diesel Generator Air Start 
Valve Capscrews/' technical evaluation rept for TOI Diesel Engine Project 
LAITY, WW Battelle Memorial Institute, Pacific Nortftwest Laboratories FIN B 2963 
05/04/04 BERLINGER.C Division of Licensing ip 29787 098*29787 114 

-B504 120296 ‘Review of Emergency Diesel Generator Air Start Valve Capscrews,'' 
technical evaluation rept 

' Oaltelle Memorial Institute, Pacific Northwest Laboratories FIN B 2952 PNL-5200 
2t 05/03/31 Division of Licensing 16pp 29767 099 29787 114 

8504120314 Fonvards PNL 5200-12, “Review oi Engine Base & Bearing Caps for TOI 
DSnV-12,DSRV-16 & DSRV-20 Diesel Engines “ 

LAITY,W W Baltollo Memorial Institute, Pacific Northwest Laboratories FIN B 2963 
85/04/04 BERLINGER.C Division of Licensing Ip 29787 001*29787 017 

‘-6504120317 “Review of Engine Bose & Bearing Caps for TDI DSRV-12. DSRV-16 & 
DSRV*20 Diesel Engines “ 

LAITY, WW Battelle Memorial Institute, Pacific Northwest Laboratories FIN B-29B3 
PNL 5200 12 85/03/26 Division of Licensing 14pp 29787 002*29787 017 

0504 160367 Part 21 repl re Clow Williams Hagar check valve used in starting air sys on 
TDI diesel engines Initially reported on 850312101 will lurnish replacement Duo chek 
II valves mfg by TRW Mission of Houston, TX & into upon request 
BOYER, RE Transamerica Delavaf, Inc 85/04/10 Director’s Office, Office of Inspec- 
tion and Enforcement 3pp 29816 166 29816 168 

6504290185 PNO tl 85 040 on 850420,two mechanics sustained minor injuries which did 
not require hospitalization when vo1 control tank failed during hydrostatic tests Failure 
occurred during filling operations of tank 

DANCE,H, BffoWNlEE,V Region 2, Office of Director 65/04/22 Ip 30045 346 
30045 346 


I, Hearing transcripts on non-antltrust matters 

8504120162 Responds to FOIA request for Caseload Forecast Panel fifes In Ofc of Re 
source Mgt Forwards listed documents Documents also available in PDR 
FELTON.JM Division of Rules and Records 84/06/05 KILLEFER.C Shaw, Pittman, 
Potts & Trowbridge 2pp 30300 003*30303 129 

-6504160596 Tosllmony of WS Leo before Subcommittee on Energy, Conservation & 
Power of House Committee on Energy & Commerce on 830608 supporting legislation 
to extend NRC authority to Issue tompora^ OL for plant 

LEE.WS Duko Power Co LEE.WS Edison Electric InsliUito 83/06/08 99pp 
30328 183 30328 281 

8504050069 Transcript of 050403 oral argumonl In Belhesda.MD Pp 1*90 
• Atomic Safety and Licensing Appeal Panel 05/04/03 lOOpp 29666 211-29666 310 


V. Operator Examinations 

6504170430 Discusses area of concern re operator requolification program identified in 
Insp Ropts 50-269/64 25,50*270/84 24, 50-207/84 27,50 413/84-93 & 50 414/84* 
4? Submittal of request for exemption from lecture requlromont requested 
THOMPSON,H L Division of Licensing 85/04/04 TUCKERJH B Duko Powor Co 
3pp 29906 078-29006 080 


DOCKET 50*416 GRAND GULF NUCLEAR STATION^ UNIT 1 


A. Applicatlon/construotlon stage documents & correspondence 


8604120182 Responds to FOIA request for Caseload Forecast Panol lilos In Ofc of Re 
source Mgf Forwards listed documents Documents also available In PDR 
FELTON.J M Division of Rules and Records 84/06/06 KILLEFE:R,C Shaw, Pittman, 
Potts & Trowbridge 2pp 30300 003*30303.129 


.-6111300612 Advisos of casofoad forocasl panel visit cancellation per R Purple 811100 
request Util fuel load oslimalo has slipped from 811231 to Fob 1982 
SCIIWENCER.A Licensing Branch 2 81/11/10 TEDESCO.RL. Assistant Director for 
Licensing Ip 30313 038 30313 030 


F, Security, medical, emergency & fire protection plans 


6504150876 Notifies that Boise Interagency Fire Cache members will need escorted 
access during 850327 silo evaluation for establishment of omorgoncy VHF radio sys 
fit (ficiNtv 

BROWNLEE, VL Region 2, Office of Director 85/03/07 niCHARD,JB Mississippi 
Power & Lighl Co Ip 20810*170*29810 170 

8504150735 Revises items in 850225 llr re Insp of comptionco w/10CFR50,App R ro 
quiromonls & associated lire protoclion feature8,a8 listed Previously requested Items 
shou d bo provided by 060415 . , , , 

WALKER, RD Region 2, Office of Director 05/03/11 RICHARD.JB Mississippi 
Powor & Light Co 2pp 29009’336 20809 337 


8604150441 Forwards Insp Repts 60-416/85*04 & 50*417/85 01 on 060225-28 No vfo* 

BRCMNLEE^V L°^?og?on^2, Office of Director. 85/03/20 RICHARD,J B, Mississippi 
Power & Light Co 2pp 20011-166*29011 167. 


-8604160446 Insp Ropta 60 416/05 04 & 50 417/85 01 on 050226 28.No violations or 
deviations noted Major areas (nspeclod- emergency preparedness exercise 
CUNNINGHAM, A L., GOODEN.A , CLINE, W E. Region 2, Office of Director 85/03/17 
lOpp 29011 158*20011 167 


0504110019 Forwards Insp Ropl 50 416/85 07 on 050325 20. No violations or devi* 

BROWNLeIv L, Region 2, Office of Director. 06/04/04 RICHARD.J B Mississippi 
Power & Light Co 2pp. 29768 105*29768.197 


-6504110023 
inspected mgl 


Insp Rept 50-416/05 07 on 050325*20 No violations noted. Major areas 
it elfectivonoss in security program, records & ropls.testing & maim a 


physical barriers in vital areas Details wilfjieid J^CFR2.790 A 73,21). 

ENNIS, J D., MCQUIRE.D R Region 2, Office of Director 85/04/04 Ip 20700.107* 


29760 107 


8504220234 Forwards ‘Grand Gulf Nuclear Station Unit t Emergency Procedures Up 
grade Program, Procedures Genaration Package," per Generic Llr 82-33, Suppl 1 to 
NUREG 0737 ^ ^ , 

DALE.L F Mississippi Power & Light Co 85/04/ It DENTON, H R Office of Nuclear 
Reactor Regulation, Director 2pp 299 JO 044 29930 131 

-6504220237 ‘Grand Gulf Nuclear Station Unit 1 Emergency Procedures Upgrade 
Program, Procedures Genpration Package “ 

* Mississippi Power & Light Co 05/04/30 04pp 29930 046 29930 131 


J Insurance & Indemnity Information 

8504100229 Forwards summary of certificates of insurance tor Nuclear Mutual Ltd 
Policy C85 026,NELIA Policy NX0420,MAELU Policy NXTA1561 a Nuclear Eloclric fn 
surance Ltd Policy X84 047 , ^ ^ , 

DALE.LF Mississippi Power a Light Co 85/04/01 DENTON,H R Office of Nuclear 
Reactor Regulation, Director 7pp 29/20 049-29729 055 


P Operating license stage documents & correspondence 


8404020000 Summary of 840314 mooting w/util re Tech Spec change review lisl of 
attondeos a liconseo info ro potential Tech Spec changes end 
KINTNER.LL Licensing Branch 1 84/03/20 Licensing Branch 1 llOpp 20750 018 
29751 016 


'8311100009 Forwards comments on lislod Tech Specs transmitled w/831004 memo 
SHERON.BW Reactor Systems Branch 83/10/31 THOMAS, CO Standardization a 
Special Projects Branch 2pp 29751 017 29761 240 

•0311100408 Forwards commenls & recommendations for changes lo Toch Specs re- 
sulting Irom branch review W/excoplion ol Items Identified in end, Tech Specs 
acceptable Meeting w/licensee to obtain info ro rocommondafions necessary 
ROSA.R Inslrumentalion a Control Systems Branch 83/10/31 THOMAS.C Stand 
ardizalion & Special Projects Branch 3pp 29751 241 29751 274 


■8312230321 Reviews Toch Specs Pressure temp limit curves do not comply w/closure 
flange pressure temp safety margins Generic Itr will bo fonvarded to all iiconscos/ap 

f ltcanls re revised regulatory requirements 

IAW,BD Materials Engineering Branch 03/12/15 THOMAS.C O Slandardizallon a 
Special Projects Branch lipp 29751 275*29751 293 


-8404020094 Requests lhal NRC endorse util inlorprolalion of Toch Spec 3/4 3 6 re 
source range monitor interlock operability 

DALE.L F Mississippi Powor & Light Co 03/01/10 0’RE1LLY,JP Region 2. Office of 
Director 2pp 29761 294-29751 299 


•8311140486 Forwards Tech Spec ovaluallon lindings & proposed Toch Spec changes 
to lira deteclion Inslrumonlation & hose sections of fire protection cnleria Changes ac- 

B^NAROYA,V Chemical Enginoonng Branch 03/11/0/ THOMAS.C O Slandardiza 
lion & Special Projects Branch 7pp 29751 300 20751 312 


-8404020087 Forwards comments on second proof & review of Tech Specs 

LEWIS.R C Division of Project & Resident Programs 04/02/09 EISENHUT.D G Divi 
Sion of Licensing 13pp 29751 313 29752 063 


-8311150015 Forwards comments on review of 031004 Tech Specs Comments divided 
into typographical probfems.omissians & clarifications & suggested changes 
CONGEL.FJ Radiological Assessment Branch GAMMtLL.WP Mateoroloqy & Efflu- 
ent TroatmofU Branch 83/11/04 THOMAS.C O Standardization & Special Proiects 
Branch SCHWENCER.A Licensing Branch 2 5pp 29752 084 29752 134 


8504150707 Forwards updated Region fl organizalton charl ^ 

WALKER.RD Region 2, Office of Diroclor 05/03/13 RICHARD.J D Mississippi 
Power & light Co Ip 29809 293-29009 304 

8504150602 Clarifies response to 850220 llr confirming underslandinn that Region II did 
not need conlroilod copy of plant operational QA manual ConlrolTed dislnbulion will 
provide current doscriptton of lopical QA program „ 

UPRIGHT.CM Region 2. Office of Director 85/03/15 FEJTH.SM Mississippi Power 
& Lighl Co Ip 20G10 320 29810 320 

0604040321 Requests payment of foe for 050311 appficatlon for mods to alarlup test 
prooram AddI costs for review ol application will bo bilfed.per 10CFR170 12 & 170 21 
DIGGS, R M License Foe Management Branch 05/03/28 RICHARD.J B Mississippi 
Power & Light Co ip 29610 360 29819 360. 

8604050226 Nolilication of 050416 meeting w/ulil In Atfanla.GA to discuss status & 
schedule of licensing actions 

KINTNER.LL Licensing Branch 4 05/03/28 ADENSAM.EG Licensing Branch 4 
2pp 29673 362*29673 363 

0504040298 Forwards final response lo NRC 841212 request lor add! info re BWH 
Owners Groim repl.in rosponso to NUREG 0737 Jlom II D 1, "Analysis of Generic 
BWR Safely Relief Valve Operability " 

DALE.L F Mississippi Powor & Ligtit Co 85/03/29 DENTON.H R Office of Nuclear 
Reactor Regulation, Diroclor 15pp 29600 300*29608 314 

8504050212 Endorses Hydrogen Control Owners Group hydrogen control program plan 
transmitted in 041214,060214,19 & 20 Itrs Requests thal NhC continue lo review & 
support program for final resotullon of hydrogen control issue ^ 

OALE.L F Mississippi Power & Light Co 85/04/01 DENTON.H R Of lice of Nuclear 
Reactor Regulation, Director 2pp 29665 201*29865,202 


8504900482 Forwards Amend 2 lo License NPF 29 & safety evaluation Amend modi- 
fies Tech Specs lo Implement reorganization which mokes plant quality personnel 
more Independent of plant operations personnel 

ADENSAM.E 6. Licensing Branch 4 85/04/01 RICHARD.J B, Mississippi Power & 
Light Co 2pp 29744 244 29744 255. 


■8604090487 Amend 2 to License NPF-29, modifying Tech Spec lo implement reorgani- 
zation which mokes plant quality personnel more independent of plant operations per* 

A?)§SsAM,EQ Licensing Branch 4 05/04/01 7pp 29744 246-29744 252 
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■8504090493 Safely evaSualion supporting Amend 2 to license NPF-29 
* Ofijeo of Nuclear Reactor Regiilatior>, Director 85/04/01 3pp 29744 253' 
29744 255 


8604 ITWS Requests app3:ca1ion fee for review of 850228 Hr submitted, per License 
Condition 2 C 10(b], providing evaluation of flow induced vibration on MFCS sve water 
pump 

biGGS.RM License Fee Management Branch 85/04/10 RICHARD.JB Mississippi 
Power & Light Co. 1p 29906 010 2990 B 010 

6504240433 Forwards safdty evaluation re util 650311 proposed changes to implant 
safety relief valve tests Changes accepted 

NOVAK. T M Assistant Director for Licensing 05/04/11 RICHARD, JB Mississippi 
Power & Light Co. 2pp , 29988 126 29983 131 


"8504240449 Safety evaluation supporting revised implant safety relief valve test pro- 
gram 

^ NRC- No Detailed Affiliation Given 85/04/1 1 2pp 29988 130*29988 131 

8504180120 Forwards GE "Grand Gulf Plant-Unique Encroachments Final Test Rept,'" 
per 850307 commitment to perform addi tests w/facility specific encroachment 
dimensions Proprietary rept transmitted under separate cover 

DALe.LF. Mississippi Power & Light Co 85/04/15 DENTON, HR Office of Nuclear 
Reactor Regulalfon, Director 2pp 29858 048-29858 076 

"8504180127 "Grand Gulf Plant Unique Encroachments Final Test Rept.*' 

MINT2.S, KfNG.MN, TORBECK.J E General Efectnc Co MDE-190ie5 85/04/15 
26pp 29658050 29858 076 


65041 BO 365 Forwards proprietary version of "Grand Gulf Plant-Unique Encroachments 
Final Test Repl" Repl withheld fref 10CFR2 790) 

DAiE.L F. Mississippi Power & Light Co. 85/04/15 DENTON, HR Office of Nuclear 
Reactor HeguJali-on, Director. 4pp 29859 236-29859 239. 


"8504170D62 Insp Repta 50 416/85-05 8> 50 417/85 02 on 050225-28 No violations or 
deviations noted Major areas inspected Unit 2 installalion of pipe supports/rosiraints & 
insorvjce testing of purnps & valves, condenser failure & welding for Unit 1 
CROWLEY.B R . V(AS,S J , BLAKE, JJ Region 2, Office of Director 85/03/13 tOpp 
29842 214-29042 223 

6504150441 Forwards Insp Repts 50 416/85-04 & 50 417/65 01 on 850225 26 No vlo- 
lalrons or devialions noted 

BROWNLEE, V L Region 2, Office of Director 85/03/20 RICHARD, J B Mississippi 
Power A Light Co 2pp 29811 156 29811 167 

>-0504150445 Insp Repts SO 416/85*04 & 50-417/85 01 on 050225-26 No violations or 
deviations noted Major areas inspected emergency preparedness exercise 
CUNN INGHAM. A L, GOODEN.A, CLfNE.W E Region 2. Office of Director 85/03/17 
lOpp 29811 158-29811 167 

3503190650 IE Info Notice 05 022, "Limlltorque Motor-Operated Valves Resulting From 
Incorrect Installation of Pinion Goar " Sve list end 

jO RDAN.E L Division of Emorgency Preparedness & Engineering Response {Post 
830103) 85/03/21 Consolidated Edison Co of New York, Inc 108pp 29697 001- 
29597 005 

8603210481 IE lr>Jo Notice 85-023, "Inadequate Surveillance & Post-Maint & Post Mod 
Sys Testing " Sve list end 

JOROAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/22 Cor>solidaled Edison Co of New Yom, Inc 108pp 29656 001- 
29656 107, 

6603220444 IE Info Notice 85 024, "Fatlurea of Protoctivo Coalings in Pipes & HXs '* 
Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/03/26 Consolidated Edison Co of New York. Inc 108pp 29696 154- 
29596 363 


8504120206 Generic Ltr 85-06 to a?l PWR licensees & ell applicants for OLs ra OA Quid 
ance for ATWS equipment not safety related Sve list encL 

THOMPSON.HL Djvis^Qh Of Licensing 85/04/16 Consoficfated Edison Co of Mew 
York, Inc 22pp 29947 288-29047 309. 

8504230321 Appl'icafion for amend to iJeense iNPF-29Jncorpor3ling responsibilities of 
managef.nucrear human resources under manag^er of employment position & changing 
lltlo.thereby removing position from spec figure Fee paid, 

KINGSLEY,0 D Mississippi Power & Light Co 85/04/19. DENTON.H R Office of Nu- 
clear Reactor Reg ulatiO'n, Director 3pp 29953.001-29953 007. 

*•8504239327 Proposed Tech Spec incorporating responstbriites of manager, nuclear 
human resources under manager of employment position A changing lille, thereby re- 
moving position from spec figure, 

• Mississippi Power & Ught Co 85/04/19 4pp. 29953 004-29953 007 

8504240342 Forwards response to request for evalualfon of HECTR input & results for 
containmen! response for degraded core accidents End discusses differences In 
HECTR input as compared to Input used for comparable analyses w/CLASIX-3. 
DALE.LF. Mississippi Power & Light Co 85/04/19 DENTON, HR Office of Nuclear 
Reactor Regulation, Director 6pp 29967018 29967.023 

8S04300356 Requests mod to FSAR Chapter 14 re startup lest program, covedng 25B 
full reactor isofalion Changes will allow util lo take credit for recent lest data Bases & 
justification for request en-cL 

DALE.L F Mississippi Power & Light Co. 85/04/23 DENTON.H H Office of NueJoar 
Reactor Regulalion, Director 16pp 30064 058-30064 075 


Q. Inspect fon reports, IE Sulletlns & correspondence 

8504180327 Lists actions &/or documentation necessary to close out IE Bulletin 81 01, 
"Surveillance of Mechanical Snubbers," for listed facilities prior to finalizing closeout 
rept 

JORDAN, El. Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/02/11 STAPOSTECKI.R Region 1, Office of Director. 4pp 29014165 
29914,168. 

8504160434 Forwards Insp Rapt 50 416/85-03 on 850116 0215 & notice of violallon 
WALKER.ro Region 2, Office of Director 85/03/08. RICHARD.J B Mississippi 
Power & Light Co.lpp 29621.005-29821-015 

"8504160435 Notice of violation from insp on 650116 0215, 

* Region 2, Office of Direclor. 85/03/08. 1p 29521.007-29821.007. 

"8504160437 Insp Repl 50-416/85 03 on 850116-0215 Violallon noted failure lo per- 
form safety analysis for storage of nitrogen bolttes inside containment & impfemenla- 
tion of procedural changes w/o proper review & approval 

BUTCHER.RG, CALDWELL. J L , PANCIERA.VW Region 2, Office of Director. 85/ 
03/08 6pp. 29321 008 29021015 

8504150735 Revises items In 650225 ltr re insp of compliance w/10CFR50,App R re- 
quirements & associated fire prolecifon faafures^as listed Previously requested items 
should be provided by 85041 5. 

WALKER.RD Region 2, Office of Director. 85/03/11 RICHARD.JB Mississippi 
Power & Light Co 2pp, 29809 336-29809 337 

8504170618 Forwards Exam Repl SO’416/OL-64 01 of exam adminislered on 841218- 
21 

BROWNLEE.V.L Region 2, Office of Direclor, 85/03/15, RICHARD.JB. Mississippi 
Power & Light Co. 3pp 29844.001-29844 119. 

"8504170539 Exam Repl 50-416/01-34-01 on 641 2 16-21. Exam results seven candi- 
dates passed & two felled. 

MUNRO,J,F., WILSON.B A Region 2. Office of Direclor 85/03/03. t16pp 29844 004- 
29844-119 

8504170053 Forwards fnsp Repta 50 413/85 05 A 50-417/85-02 on 850226-28 No vio- 
lations or deviations noted 

BROWNLEE.V.L Region 2, Office of Direclor. 85/03/lB. RICHARD, J.0 Mississippi 
Power & Ught Go 2pp 29842 212-29842 223. 


8503200 037 IE Info Notice 85 025, "Consideration of Thermal Conditions in Design & 
Installalion of Supports for Dieael Generator Exhaust Silencers " Sve list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) B5/04/02 Consolidated Edison Co of New York, Inc f07pp 29667 199- 
29667,305 

8503280045 IE Info Notice 85 026, "Vacuum Relief Sys for BWR Mark 1 & II Contain- 
ments " Sve list end. 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 65/04/02 Consolidated Edison Co of New York, Inc 92pp 29667 107- 
29667:196 

8504010039 IE Info Nolice 85 027, "Notifications to NRC Operations Ctr & Reporting 
Evonts in LERs " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 05/04/03 Consolidated Edison Co of New York, Inc 98pp 29690 255- 
20690,302 

8504110019 Forwards fnsp Rept 50 416/05*07 on 650326 28 No violations or devi- 
ations noted 

BROWNLEE.VL Region 2, Office of Director 65/04/04 RICHARD.JB Mississippi 
Power & Light Co 2pp 29768 195 29768.197 

"8504110023 fnsp Rept 50-416/85-07 on 850325-20 No violations noted Major areas 
inspected mgt effectiveness m security program, records & repts.testing & maint &. 
physical barriers In vital areas Details withheld (ref 10CFR2.790 & 73,21). 

ENNIS.JD, MCGUIRE, DR Region 2, Office of Direclor 85/04/04 1p 29760 197- 
29768 197 

8504050042 SuppI 1 to IE Info Notice 85 003, "Separation of Primary Reactor Coolant 
Pump Shaft & Impeller " Sve list end 

J0RDAN,EL. Division of Emergency preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York. Inc foipp 29791 025 
2979M26 

6504060047 IE Info Notice 85-028, "Partial Loss of AC Power & Diesel Generator Deg 
radalton " Sve fist end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/09 ConsQlJdated Edison Co of New York, Inc 109pp 29790 270 
29791 024 

8504090419 IE fnfo Notice 85-029, "Use of Unqualified Sources in Well Logging Appli- 
catcons " Sve list and 

PARTLOW.JQ Division of Inspection Programs (Post 050212). 85/04/12 Consolidat- 
ed Edison Co of New York, Inc 66pp 29032 001-29032 023 

BS04170240 IE Info Notice 85-030, "Mfcrobiologically Induced Corrosion Containment 
Sve Water Sys ” Sve fist end. 

JOROAN.EL Djvisfon of Emergency Preparedness & Engineering Response (Post 
030103 J 65/04/19 Consolidated Edison Co of New York, Inc 109pp 29966.258- 
29966 363 

8504250350 Responds to notice of violation & proposed civil penalty per Enforcement 
Action 64-76 Corrective actions standardized definitions for instrumentation Initiation 
logic in use Further mitigation of proposed civjJ penalty requested 
KfNGSLEY.OD Mississippi Power & Light Co 85/04/19 TAYLOR, J M Director's 
Office, Office of Inspection and Enforcement 29pp 29985 029-29985*057. 

6504190055 IE )nf<r Notice 86 032, "Recent Engine Failures of Emergency Diesel Gen- 
erators ” Sve list end 

JOROAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc 109pp 29988*239- 
29688 347 

8504190080 IE Info Notice 85-033, "Undersized Nozzle-To-Shell Welded Joints fn Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code." Sve list 
end. 

JOROAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, fnc, 108pp 29969;00f- 
29980 107 
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G504220347 IE Info Nolice 84-04, Rev 1 ’-Doficienctes in Ferro -Resonant Transformers " 
Svc lisl end 

JORDAN, E I Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/04/24 Consolidated Edison Co of Now York, Inc t18pp 30027 067- 
30027 184 


ft Periodic operating reports & related correspondence 

8504250072 Monthly operating rept for Mar 1985 W/850415 Itr 
CESAREJG, DALE.LF Mississippi Power & Light Co 05/03/31 TAYLOR.JM Di- 
rector’s Office, Offico of Inspection and Enforcement 7pp 30020 065-30020 061 


S Reportable occurrences, LERs & related correspondence 

6504110889 Part 21 ropt forwarding Bechtel purchase order lest rept & correspondence 
re drop shipment of mall at facifilios lacking chemical overchock per Sect-Ion III of 
ASME Seller & Pressure Vessel Code 

GEORGE, E A Consolidated Pipe & Supply Co Q4/05/03 JORDAN, EL Division of 
Emergency Preparedness & Engineering Response (Post 830103) 7pp 29779 343- 
29779 351 

—8504110696 Roalfirms responsibilities under Part 21 to evaluate deviation re mails 
from Bonney Forge lacking chemical overcheck roquiromenl & notify NRC If noncom- 
pfiance w/regulakons found 

JORDAN, E L Division oJ Emergency Preparedness A Engineering Response (Post 
830103} 84/03/16 Consolidated Pipe & Supply Co Ip 29779 351-29779 351 

8504060049 Corrects 0SO312 Part 21 rept re potential problem w/check 
valve Mississippi Power & Light did not perform fow pressure injeclion Insp of valvo 
disk Valves si^pllod by Cloy Corps & William Gauge Co 

BOYER, R E Transamenca Delaval. Inc 05/03/14 Director’s Office, Office of Inspec- 
tion and Enforcement Ip 29679 350 20079 350 

8504040410 LER 05 010 OO.on 850223,Div 2 ESF actuation occurred after automatic In- 
vertor reset Caused by voltage Increase greater than anticipated while ad|us1ing 
charger Procedure revised W/050325 Hr 

BYRD,R. DALE.LF Mississippi Power & Light Co 85/03/25. 4pp 29870 201- 
29670 204 

8504050216 Submits info re elevated groundwater level recorded on 050220 for Dewa- 
tering Well 0 Elevation caused by equipmonl failure & above average 
precipitation Tables listing precipitation measurements & groundwater elevations end 
DALE.L F Mississippi Power Light Co 05/03/25 DENTON, H R Oflice of Nuclear 
Reactor Regulation, Director 5pp 20665 105 29665 109 

6504050310 LER 05 011-00 on Q50226,OA audit revealed two occasions where Halon 
tank prossuros incorrectly determined to bo within acceptance criteria during Halon 
tank pressure checks Caused by mechanic errors W/050326 Itr 
BYRO.R, DALE.LF, Mississippi Power & Light Co 05/03/26 4pp 29668 001- 
20668.004 

8504040260 Provides written verification that all WJ Wooley Co inflatable seal personnel 
air locks have solBmlcally nualifled pneumatic supply sysjn response to 041128 Ur 
Situation at Grand Gulf was isolated case 

GODFREY, DA Enerfnb 65/03/29 BAER,RL Engineerino & Generic Communica- 
tions Branch 2pp 29612 011-29612 016 

8504090099 LER 84 001-01 on 040103, DIv 2 power supply tripped Caused by battery 
charger equalizing potentiometer set higher than normal Design onhancoment sought 
to prevent inadvertent ESF initiations W/850329 Ur 

BYRaR. DALE.LF Mississippi Power & Light Co 86/03/29 4pp 29720 173- 
29720 170 

8504120197 Forwards ' ’Review of Emorgoncy Diesel Generator Rocker Arm Cap- 
screws,” technical evaluation rept 

LAITY.WW Battello Memorial institute, Pecilic Northwest Laboratories. FIN Q-2052 
05/04/04 BERUNQER.C Division of Licensing Ip 29766 217-29706 233 

-8504120228 ’’Review of Emorgoncy Diesel Generator Rocker Arm Capscrews," tech- 
nical evaluation ropt 

LAITY.W W Battelle Memorial (nstilulo. Pacific Northwest Laboratories FIN B-2952 
PNL-5200-1 5. 85/03/31 Division of Licensing 15pp 29706 210-29766 233 

8504120227 Forwards "Review of Engine Base & Bearing Caps for TDI DSR-48 Diesel 
Engines,” technical evaluation rept 

LAITY, W W Battello Memorial Instilulo, Pacific Northwest Laboratories FIN B 2903 
85/04/04 BERLINGER, a Division of Licensing Ip 20700 335 29760 352 

-8604120277 ’’Review Of Engine Base & Bearing Caps for TDI DSR-40 Diesel En- 
gines," technical evaluation rept 

WITY,WW, RICHMOND, WD Battelle Memorial Insliluto. Pacific Northwest Laborato- 
ries FINB-2052 PNL-5200.11 85/03/31 BERLINGER.CH NRC - No Detailed Affili- 
ation Given 17pp 29780:336 29700-352 

8604120290 Forwards PNL-5200-21, "Review of Emergency Diesel Generator Air Start 
Valve Capscrews,” technical ovaluaiior> ropt for TCI Diesel Engine Project, 

LAITY.W W Battello Memorial Institute. Pacific Northwosl Laboratories FIN B-2963. 
05/04/04 BERLINGER.C Division of Licensing. Ip 29787 098-2e7e7'1 14 

-8504120296 "Review of Emergency Oiosel Generator Air Start Valve Capscrows," 
technical evalualion rept 

* Battello Memorial Institute. Pacific Northwest Laboratories FIN 0-2052 PNL-520O- 
21 85/03/31 Division of Licensing 16pp 29767.099-29787 114 

8504120314 Forwards PNL-5200 12, "Roviow of Engine Base 8 Bearing Caps for TDI 
OSRV.12,DSRV-ie & DSRV-20 Diesel Engines ” 

LAITV.W.W. Batlalle Memorial Institute. Pacific Northwest Laboratories FIN 8-2952. 
85/04/04 BERUNQER.C Division of Licensing. Ip. 29767-001 -20707.01 7. 

-8504120317 "Review of Engine Base & Boaring Caps for TDI DSRV.12, DSRV-16 & 
DSRV-20 Diesel Engines " 

LAITY.WW , RICHMOND, WD Battelle Memorial InstUule, Pacific Northwest Laborato 
fles. FIN 6-2952. PNL-6200-12 85/03/26 Division of Licensing 14pp. 29787.002- 
29787 017, 


8504150603 LER 85 012 00 on 850306, spurious trip signal from RHH equipment room 
high diflerentral temp switch isolated shutdowni cooling valve E12 FOOd Cause unde- 
iGf mined Evaluation of temp instrumentation planned W/050405 Itr 
BYRD.R, DALE.LF Mississippi Power & Light Co 05/04/05 3pp 20011 043- 
29811 045 

B604 160367 Part 21 ropt re Clow Williams-Hagar chock valve used in starling air ays on 
TDI diGse! ongines Initially reported on 850312 701 will furnish replacomenl Duo chek 
11 valves mfg by TRW Mission of Houstof>JX & info upon request 
BOYER, R E Transamerlca Delaval. Inc 05/04/10 Direclor's Oflice, Offree of Inspec- 
tion and Enforcement 3pp 29816 16 6 29016 1 6B 

6504260380 Special Rept 85 005/0 on 850316, hoat detector TSNt43G failed lo initiate 
simulated carbon dioxide panel discharge Fire watch established Heat detector & relay 
to be replaced Detector retested 

DALE.LF Mississippi Power & Light Co 85/04/15 GRACE, JN Region 2, Offico ol 
Director 2pp 30033 010-30033 019 

8504180412 Forwards Rev 1 to "TDI Diesel Generator Design Review & Quality Rovali 
dation Rept " Review incomplete Completeness, applicabihty or recommendations not 
endorsed Discussion of recommendations will be submitted at later date 
DALE.LF Mississippi Power & Light Co 05/04/16 DENTON, HR Office of Nuclear 
ReaclOf Regulaiion. Director 4pp 29856 207 -29657 DOB 

-8604180418 Rev 1 to "TDI Diesel Generator Design Review & Quality Revalidalion 
Rept " 

* TDI (Transamenca Delaval. Inc) Owners Group 65/02/28 150pp 29856 211- 
29857,006 


U. Congresslonal/Executlve Correspendence 

6504100594 Advises that NRC lasuing notice of violation & proposed imposition of civil 
penalties lo util for violations involving mall false statemenis re Tech Specs, in re 
sponso to 650308 Itr 

PALLAOINO.NJ Commisaionors 85/03/22 MARKEY.E J House of Rop , Energy & 
Commerce Ip 29775 207-29775’210 

-0504100600 Requests to be informed of Commission decision on final enforcement 
action to licensee re apparent mall false statements by util about facllityjn response 
lo 850106 Itr. 

MARKEY.E.J House of Rep , Energy & Commerce 85/03/08 PALLAOINO.NJ Com 
missioners Ip 29775,218-26775 216 


V. Operator BxamfnatlonB 

B504 110352 Fomards estimates of facility operator licensing &. requalificallon exams for 
FY85 8B.per DQ Eisonhul 850129 request & Generic Ltr 85 04 Meaningful estimates 
not provided duo to fack of licensing for Unit 2. 

DALE.LF Mississippi Power 8 Uahl Co 65/03/07. BECKHAM.D H Division ol Li 
censing 5pp. 29768 136-20760 140 

8504170818 Forwards Exam Rept 50 416/OL 84-01 of exam administered on 841218- 
21 

BROWNLEE, VL Region 2. Oflice of Director 95/03/15 RICHARD.J0. Mississippi 
Power & Light Co, 3pp. 29844 001-20044 1 19 

-8504170839 Exam Rept 60 416/OL-84 01 on 641210 21 Exam results seven candi- 
dates passed & two failed. 

MUNffojF., WILSON, B A Region 2. Office of Director. 05/03/08 116pp 29844 004- 
29644 110 

8504160614 Qranta request for approval of resumption of licensed activities by WM 
Sholly, Approval based on WM Shelly current & satisfactory knowledge & understand 
Ing of facility operation 

BROWNLEE.V.L Region 2. Offico of Director 85/03/21 RICHARO.JB Mississippi 
Power & Light Co Ip 29611 142-2981 V142 


DOCKET 60-417 GRAND GULF NUCLEAR STATION^ UNIT 2 


A. Applloatlon/conatfuctlon stags documents A correspondence 

8404020000 Summary Of 840314 mooting w/uli) re Tech Spec change review. List of 
atlandeos & licensee Info re potential Tech Spec changes end. 

KINTNER,L.L Licensing Branch 1 84/03/20. Licensing Branch 1 IIOpp 29760 016- 
29751.016 

-8404020084 Requests that NRC endorse uli) Interprolation of Tech Spec 3/4 3 6 re 
source range monitor Interlock operobllUy 

DALE.LF. Mississippi Power & Light Co 63/01/10 O’REILLY, J P Region 2. Office of 
Director 2pp 29751:294-20761 289. 

0504120182 Responds to FOIA requesl for Casefoad Forecast Panel files In Ofc of Re- 
source Mat. Forwards listed documents Documents also available in POR 
FELTON. J M Division of Rules and Records. 84/06/06, KiLLEFER.C Shaw, Pittman, 
Polts & Trowbridge, 2pp 30300 0D3-3O3C}3'129 

-8111300512 Advises of caseload forecast pane! visit cencellatlon per R Purple 811109 
request, Util fuel load estimale has slipped from 811231 to Fab 1682 
SCHWENCER,A Licensing Branch 2 81/11/10 TEDESCO.R.L Assistant Director for 
Licensing. Ip, 30313008-30313 030. 

8604150707 Forwards updated Region I) organization chart 
WALKER.R.D Region 2, Offico of Director. 05/03/13, RICHARD. J B, Mississippi 
Power & light Co Ip, 20009:293-20009*304. 

8S04150S02 Clarifies response to 650220 Itr confirming understanding that Region II did 
not need controlled copy of plant operational QA manual Controlled diatributlor^ will 
provide ciirrent descnpllon of topical QA program, 

llPfllQHT.GM Region 2, Office of Director. 85/03/15. FEITH.S.M Mississippi Power 
& Light Co Ip 29810.320 29610,320. 
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850404029B Forwards frnal response lo NRC 841212 requesl for addi info re BWR 
Owners Group rept.in iespon.se to NUnEG-07J7.lteim 1(0 1, “Analysis of Generic 
BWR Safely Relief Valve Op era bifily ” 

DALE.L r Mississippi Power & Lighl Go 85/03/29 DENTON.H R Office of Nuclear 
Reacloi Regulation, Oirector 15pp 29608 300 29608 314 

B5<04050212 Endorses Hydroycn Conlrol Owners Group hydrogerr control program plan 
Iransmilted m 841214,850214,19 & 28 Itrs Requests that NRC conlinuo to review & 
support program for final resolution of hydrogen control issue 
DALE,L F Mississippi Power & Lighl Co 85/04/05 DENTON.H R Office of Nuclear 
Reactor Rogulalion. Director 2pp 22665 291 29665*202 

8504120206 Generic LIr 65 06 lo all PWR licensees & all applicants tor OLs re QA guid* 
anca for ATWS equipment not safoly-ralatod Sve list end 

THOMPSON, H L DivJsiorr of Licensing 85/94/16 Consolidated Edison Co of New 
yor>. Inc 22pp 20947 208 29947 309 

6504240342 Forwards response lo request for evaluation of HECTR Input & results tor 
cor^taiiiment responsa for degraded cere accldants End discusses differences in 
H6CTH input as compared lo input used for comparable analyses iAf/CLASIX*3 
DAtE,L F Mississippi Power S Light Co 85/04/19 DENTON.H R, Ofltco of Nuclear 
Reactor Rogulation, Oirector 6pp 29967 018 29067 023 


F, Securlly, madlcal. emergency 6 fire prolecUon plans 

8504160676 Notifies that 8 diso Interagency Firo Cache membe/s will need escoded 
access during 850327 site evatualion for establishment of emergency VHF radio sys 
at faciliiy 

BROWNLEE, V L Region 2, Oflice of Director 65/03/07. RICHARD.J B Mississippi 
Power & Light Co Ip 29Q10.170 29810 170 

8504150441 Forwards Insp Ropis 50^416/85.04 & 50 417/85 91 on 850225*28 No vio 
lalions or deviations noted 

BROWNLEE.VL Region 2, Office of Director 85/03/20 RICHARD,JB Mississippi 
Powers Light Co 2pp 29811*156-29811 167 

<<8504150445 Insp Repts 50 410/05 04 & 50 417/85 Ot on 650226 26 No violations or 
deviation a noled Wajor areas inspected emergency preparedness exercise 
CUNNINGHAM, A I Region 2, Oifico of Director 85/03/17. lOpp 29811158. 
29B11 167 


J. Insurance & Indemnity Information 

8504100229 Forwards summary ot certificates of insurance for Nuclear Mutual Ltd 
Policy Ca5 026,NELIA Policy NXa42D,MAELU Policy NXTA1561 8k Nuclear Electric Iri- 
suranca Ltd Policy XD4*047 

DALE.L F Mississippi Power & Light Co 85/04/01 DENTON.H R Office of Nuclear 
Reaclor Rogulalion, Director 7pp 29729 049-29729 055. 


Q, Inspection reperlSj !E Bulietlns & correspondence 

86Q4 170053 Forwards Insp Repts 50-416/85 05 & 50 417/85 02 on 850225-26 No vio- 
lations or deviations noted 

BROWNLEE.VL Region 2. Office of Director 85/03/18 RICHARD.J B Mississippi 
Power & Light Co 2pp 29842 212 29642 220 

-8694170062 Insp Repts 50 416/85 05 & 50 417/85 02 on 850225-28 No violations or 
deviations noted Major areas inspecled Unit 2 installation of pips supporls/restralnis & 
inservJco iesLing of pumps & valves, condenser failure & welding for Unil 1 
CnOWLEV.D R . VfAS.S J , BLAKE.J J Region 2, Of lice o1 Director 65/03/13 lOpp 
29842 2l4<2g842 223 

8504150441 Forwards Insp Repts 50 416/85 04 8 50 417/85-01 on 850225 28 No vfo* 
lalrona or deviations noted 

BROWNLEE.VL Region 2. OJfice oi Director 85/03/20 RICHARD.J B Mississippi 
Power & Light Co. 2pp 2981 1 166 29811 167 

“8504160445 Insp Repts 60 416/85 94 & 50417/85 01 on 850225 28 No violations or 
deviations noted Major areas inspected emergency preparedness exercise 
CliNNINGHAM.A L . GOODEN, A . CLINE.W E Region 2, Oflice ol Direclor 85/03/17 
lOpp 29811 168 29311*167. 

8593190659 )E Info Notice 85-022, "Limltorque Motor Operated Valves Resulting From 
Incorrect Inslallation of Pinion Gear." Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
8391931 85/03/21- Consolidated Edison Co of New York. Inc fCBpp 29597*001- 
29597 005 

8503210461 IE Info Notice 85-023, "Inadequate Surveillance & Post-Malnl & Post-Mod 
Sys Tesimg " Sve (isl end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
839103) 05/03/22 Consolidated Edison Co ot New York, Inc Toepp. 29656 001- 
29056 107 

0603220444 IE Info Notice 85 024, “Failures of Protective Coalings in Pipes & HXs." 
Sve list end 

JOHDAN.E L Division of Emergency Preparedness & Engineeimg Response (Post 
839103) 85/03/26. Consolidated Edison Co of New York, Inc lOBpp 29696154- 
29596363. 

8503260037 IE fnto Notice 85 025, ’‘Consideration of Thermal Conditions In Design <& 
Installation of Supports for Diesel Generator Exhaust Silencers " Sve fist end 
JORDAN.E L. Division of Emergency Preparedness A Engineedng Response (PosI 
839103) 05/04/02 Consolidated Edison Co. of New York, Jnc 107pp 29667199- 
29667.305 

0503200845 IE fnto Notice 85 026. "Vacuum Relief Sys for BWR Mark I & )l Contain- 
ments." Sve list encL 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
839193) B6/D4/02 Consolidated Edison Co. of New York. Inc 92pp 29667*107- 
29667:198 


8504010039 IE Info Notice 85 027. ‘ Notifications to NRC Operations Ctr & Roporlmg 
Events m LERs " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of New York. Inc 98pp 29690 255 
29690 362 

6504050042 Supp1 1 to IE Info Notice 85 003, “Separation ot Primary Reactor Coolant 
Pump Shall & Impeller " Sve list end 

JORDAN.E L Division ot Emergency Preparedness & Engineering Response (Posl 
830103) 85/04/09 Consolidated Edison Co of New York, Inc lOIpp 29791 025- 
29791 126 

8504050047 IE Info Notice 85 028, "Partial Loss of AC Power & Diesel Generator Deg- 
radation ’’ Sve list end 

JORDAN.E L Division ot Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc 109pp 29790 278* 
29791 024 

8504080419 IE Info Notice 85-029. "Use ot Unqualified Sources in Well Logging Appfi 
Gallons " Sve fisl end 

PARTLOW.JG Division of Inspection Programs (Posl 850212) 85/04/12 Consolidat- 
ed Edison Co ot Now York, Inc 66pp 29832 001-29832 023 

8504170240 IE Info Notice 85 030, "Microblologically Induced Corrosion Conlainmenl 
Sve Water Sys " Sve list end 

JORDAN, EL Division ol Emergency Preparedness & Engineering Respor^se (Posl 
830103) 85/04/19 Consolidated Edison Co of New York, Inc 109pp 29966 258- 
29966 363 

a50419'0OS5 IE Into Notice 85 032, "Recent Engine Failures of Emergency Diesel Gen- 
era tors " Sve list end 

JORDAN.E L Division ot Emergency Preparedness & Engineering Response (Post 
830103) 65/04/22 Consolidaletf Edison Co of New York, Inc 109pp 29966 239 
29966 347 

8504109060 IE Info Notice 85 033, "Undersized Nozzlo-To Shell Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code " Sve list 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Posl 
830103) 85/04/22 Consolidated Edison Co of Now York, Inc lOBpp 29989001- 
29989 107 

8504220347 IE Info Notice 04-84, Rev 1, "Deficiencies In Ferro-Resonant Transformers " 
Sve II si ef»cl 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Posl 
830103) 85/04/24 Consolidated Edison Co of New York. Inc 118pp 30027 067- 
30027.184 


S. Reportable occurrences, LERs & related correspondence 

8504110689 Part 21 rept forwarding Bechtel purchase order lest ropt & correspondence 
re drop shipment of mail at facTtities lacking chemical overcheck por Section III of 
ASME Boiler &. Pressure Vessel Code 

GEORGE, E A Consolidated Pipe & Supply Co 84/05/03 JORDAN.E L Division of 
Emergency Preparedness & Engineering Responso (Posl 830103) 7pp 29779 343- 

“6504110696 Reaffirms responsibilities under Part 21 to evaluate deviation re mails 
from Bonney Forge lacking chemical overcheck requirement & notify NRC if noncom- 
pliance w/regu?atio ns found 

JORDAN.E L Dwslon of Emergency Preparedness & Engineering Response (Posl 
030103) 84/03/16 Consolidated Pipe & Supply Co Ip 29779*351-20779 351. 

8504050216 Submits info re elevated groundwater level recorded on 850220 for Dewa- 
tering Well 8 Efevallon caused by equipment failure & above average 
precipitation Tables listing precipitation measurements & groundwater elevations end 
DALE.L F. Mississippi Power & Light Co 85/03/25 DENTON, H R Office of Nuclear 
Reactor Regulallon, Director 6pp 29665 185-29665 189 

8504 040280 Provides written verification that all WJ Wooley Co Inflatable seal personnel 
air locks have selsmically qualified pneumatic supply 5y5.in responsa to 841128 itr 
Situation at Grand Gull was isolated case 

GODFREY, DA Enertab 85/03/29 BAER.R L Engineering & Generic Communica 
lions Branch 2pp 29612 011-29612 016 

8504 120197 Foiwards "Review ot Emergency Diesel Generator Rocker Arm Cap- 
screws," technicat evaluation rept 

LAITY.WW Battel le Memorial rnsltlule. Pacific Northwest Laboratories FIN 0-2952 
85/04/04, BERLIN GER.C Division of Licensing. Ip 29706 217-29786 233 

“8504120228 ’’Review of Emergency Diesel Generator Rocker Arm Capscrews." tech 
meal evaluation rept 

LAITY.WW Baltelle Memorial Institute, Pacific Northwest Laboratories FIN B 2952 
PNL 5200-15 85/03/31 Division of Licensing 15pp 29786 218.29786*233 

8504120227 Forwards "Review ot Engine Base & Bearing Caps for TDl DSR-4a Diesel 
Engines." technical evaluation rept 

LAITY.WW Battel le Memorial Institute, Pacific Northwest Laboratories FIN 8-2963 
B5/04/04. BERUNGER.C Division of Licensing Ip 29708 335-29788 352 

“8504120277 "Review of Engine Base & Bearing Caps for TDi DSR.48 Diesel En 
gines," technical evaluation rept 

LAITY.WW Batlelle Memorial loatilute. Pacific Northwest Laboratonos FIN B-2952. 
PNL-5200 11 85/03/31, BERLINGER.C H. NRC • No Detailed Affiliation Gwen. 17pp 
29788 336 29788 352 

8504120290 Forwards PNL-5200-21, "Review of Emergency Diesel Generator Air Start 
Valve Capscrews,"" technical evaluation rept for TDI Diesel Engine Project 
LAtTY.WW Batlelle Memorial Institute, Pacilic Northwest LaDoratories FIN B-2963 
85/04/04 BERLINGER.C Division <>f Licensing Ip 29787 096-29787 114 

“8504120296 "Review ot Emergency Diesel Generator Air Start Valve Capscrews," 
technical evaluation rept 

* Battelle Memorial Institute. Pacific Northwest Laboratories FIN B-2952, FNL-5200 
21 85/03/31 Division of Licensing 16pp 29787 099 29787 114 
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6504120314 Forwards PNL 5200 12, "Review of Engine Base & Bearing Caps for TDI 
DSRV 12.DSnV-l6 & OSnv 20 Diesel Engines " 

LAITY, WW Battelle Memorial InsHtufe, Pacific Northwest Laboratories FIN B-2963 
05/04/04 BERLfNGER.C Division of Lfconsing 1p 29787 001 29787 017 

-8504120317 "Roview of Engine Base & Bearing Caps for TDI DSRV- 12. DSRV- 16 & 
DSRV 20 Diesel Engines " 

LAITY,WW Battelle Momonal Institute, Pacific Northwest Laboratories FIN B-2963 
PNL-5200 t2 85/03/26 Division of Licensing 14pp 29787 002-29787 017 

8604160367 Part 21 rept re Clow Wilfiams-Hagar check valve used m starling air sys on 
TDI diesel engines Iniliatly reported on 8S0312TDI will furnish ropIaceniGnt Duo chek 
II valves mfg by TRW Mission of Houston, TX & info upon request 
BOYER, R E Transamenca Oelaval. Inc 85/04/10 Director’s Office, Office of Inspec- 
tion and Enforcement 3pp 29816 166 29816 168 

8504250518 Interim Deficiency Ropt PRD 84/11 re potential for leaking tantalum ca- 
pacitors to causQ buildup on SA-t relay printed circuit board fnilially reported on 
04 1026 Deferral of next rept requested until resumption of const 
DALE.LF Mississippi Power & Light Co 85/04/12 GRACE,J N Region 2. Office of 
Director 2pp 29989 221-29989 222 


DOCKET 50-423 MILLSTONE NUCLEAR POVifER STATION, UNIT 3 


A Appllcatlon/constructlon stage documents & correspondence 

8504120182 Responds to FOIA request for Casoload Forecast Panel filos In Ofc of Re- 
source Mat Forwards listed documents Documents also available in PDR 
FELTON.JM Division of Rules and Records 84/06/06 KILLEFER.C Shaw. Pittman. 
Polls & Trowbridge 2pp 30300 003-30303 129 

-8207120196 Requests caseload forecast panel visit bo scheduled Util will be submit- 
ting OL application in Nov 1982 

EISENHUt.DG Division of Licensing G2/07/02 BASSETT.HS Division of Auto mat- 
od Information Services Ip 30336 026-30336 026 

-8504160163 “Prosentation to NRC Caseload Forecast Panel," on 020922 Related 
documentation one! 

" Northeast Nuclear Energy Co (subs of Northeast Utilities) 02/09/22 600pp 
30336 027-30337 072 

8504010220 Notification of 850326 meeting w/ulll In Bethesda.MD to discuss 
PORVs, block valves & associated power trains & how overpressure protection while 
operating at low temp will bo achieved 

DOOLITTLE.EL Ltconsing Branch 1 65/03/22 YOUNGBLOOD.B J Licensing 

Branch 1 3pp 29574 319*29574 321 

8504160358 Advises that final master equipment list transmitted to NRC project manag- 
er & BNL per NRC requosl during SCinT & Pump a Valve Operability Review Team 
850304-08 audits 

COUNSIL.WG Norlhoast Nuclear Energy Co (subs of Northeast Utilities) 
COUNSIL.WQ Northeast Utilities 85/04/03 YOUNGBLOOD.B J Licensing Branch t 
2pp 20006 053-29806 054 

8504160276 Forwards responso to NRC Question 271.1 ro operability of containment 
purge & vent valves (NUREG 07x17.l1om II E 4 2). per 650110 request for addi info 
COUNSIL.WQ , BISHOP. RW Norlhoast Nuclear Energy Co (subs of Norlhoasl Utili- 
ties) COUNSIL.WG Norihonsl Ullllltos 85/04/03 YOUNGBLOOD.B J Licensing 
Branch 1 5pp 29813 230 29613 234 

8S04120323 Notification of 850410 12 site meetings w/util in Waterford, CT to evaluate 
implementation of onsite power sys design as installoci 

DOOLITTLE.EL Llconalnn Branch 1 86/04/04 YOUNGBLOOD.B J LicGnsmg 

Branch 1 Opp 20705 065 29795 067 

8504160194 Notification of 050409 mooling w/ulil in Bothosda,MD to discuss status of 
Tech Spec review & schedule for review during remaining 7 months prior to proloctod 
liconso issuance In Nov 1985 

DOOLITTLE.EL Liconslnn Branch 1 85/04/00 YOUNGBLOOD.B J ticensing 

Branch 1 3pp 29832 361 20832 361 

0504180405 Forwards (Inal long-form fists of initial SORT & PVORT items audited during 
850304 09 

COUNSIL,WG Northeast Nuclear Energy Co (subs of Northeast Utililios) 
COUNSIL.WQ Northeast Ulililios 85/04/ 11 YOUNGBLOOD.B J Licensing Oranch 1 
6pp 20650 311-29058 316 

8504120206 Generic Llr 65 06 to all PWR ficonsees & all applicants for OLs ro QA guid- 
ance for ATWS equipment not safety rolatod Sve list end, 

THOMPSON, HL Division of Licensing 65/04/16 Consolldaled Edison Co of New 
York, Inc 22pp 29947.208 20947-309 

8504300263 Forwards revised response to NRC 641115 Itr re lilling devices not speclli 
cally designed per Q5041G mooting & NUREG*0812Open item fully resolved 
COUNSIL.WG . SEARS.CF Northeast Nuclear Energy Co (subs of Norlhoast Ulifi 
lies) COUNSIL.WG Northeast Utititlos 05/04/22 YOUNGBLOOD.B J Licensing 
Bronchi 3pp 30050 077-30056 070 


E. NRC Safety Evaluation Report (SER), supple & correspondence 

6504010013 Forwards response to SER {NUREG-1031) Confirmolory Item 16 re thor- 
mat hydraulic analysis to support N-1 foop operation Inlet flow dlslrlbulions for three & 
four loops in operation provided lor cornparlson 

COUNSIL.WG Northeast Nuclear Energy Co (subs of Norlhoast Utilities) 
COUNSIL.WG Northeast Utilities 85/03/22 YOUNGBLOOD.B J Licensing Branch 1 
5pp, 29571.102-29571.196 

8504090018 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
MILLSTONE NUCLEAR POWER STATION, UNIT 3.Dockot No 50 423 (Norlhoast Nu- 
clear Energy Company) 

* Division of Licensing NUREG-1031 SOI 05/03/31 76pp 29753.001-20753 096 


8504160310 Forwards revs to FSAR Sections 8 2 & 83 re offsite power sys & emergen- 
cy switchgear bus protection, respectively, closing SER (NUREG 103l).Confirfralory 
Items 44,45.46 & 50 per i Knox request 

COUNSIL.WG Northeast Nuclear Energy Co (subs of Northeast Ulililtes) 

COUNSIL.WG Northeast UtilJlies 85/04/01 YOUNGBLOOD.B J Licensing Branch 1 
18pp 29816 246-29816 263 

8604150397 Responds to SER (NUREG 1031).Open Hems 14 1,14 2 & 14 7 Status of 
listed fire prolectior) opor> items &. supportmg documentation end 
COUNSIL.WG Northeast Nuclear Energy Co (subs of Northeast Utilities) 

COUNSIL.WG Northeast Utilities 85/04/02 YOUNGBLOOD.B J Licensing Branch 1 
S3pp 29Q05 336-29806 027 

8504160253 Forwards response to Question 260 58 of SER Open Hem (19) ro Q li&Lper 
BJ Youngblood 04 12 19 roquost for addI info 

COUNSIL.W G . BISHOP, R W Northeast Nuclear Energy Co (subs of Northeast Ulili 
lies) COUNSIL.WG Northeast Utilities 85/04/03 YOUNGBLOOD.B J Licensing 
Branch 1 lipp 29813 284-29013 294 

8504180364 Forwards SSER 1 (NUREG 1031) W/o end 
YOUNGBLOOD.B J Licensing Branch t 85/04/11 COUNSIL.WG Northeast Nuclear 
Energy Co (subs of Northeast Ulililies) 3pp 29909 360-29B09 362 

8504230428 Discusses SER (NUREG-1031) Open Item 18 ro limiting overtime of li- 
cerrsed operators performing safety-related functions Limits delineated in policy state- 
ment conform to Generic Ltr 82 12 A apply to all personnel 
COUNSIL.WG Northeast Nuclear Energy Co (subs of Northeast Utilities) 
COUNSIL.WG Northeast Ulilities 85/04/15 YOUNGBLOOD.B J Licensing Branch 1 
2pp 29951 124-29951 125 

8604230315 Forwards response to SER (NUREG-1031) Confirmatory Item 27 re con 
tainmenl sump flow approach velocity Revs (o Section 6 2 of FSAR will bo Included In 
amend to FSAR 

COUNSIL.W G Northeast Nuclear Energy Co (subs of Northeast Utilities) 

COUNSIL.WG Northeast Utilities 05/04/16 YOUNG.BJ Licensing Branch 1 iZpp 
29951 216-29951 227 

8504300289 Forwards util rosponse to SER (NUREG-t03l) Open Item 10 re lustificalion 
for subcompartmont analysis of only upper reactor cavity.par NRC 840802 
request Info should close item 

COUNSIL.WG Northeast Nuclear Energy Co (subs of Northeast Utilllies) 

COUNSIL.WG Northeast Utllilios 85/04/19 YOUNGBLOOD.B J Licensing Branch t 
3pp 30058 134 30058 136 


F. Security, medical, emergency & fire protection plans 

BS04160397 Responds to SER (NUREG 1031),Opon items 14 1,14 2 & 14 7 Status of 
listed fire protection open items & supportmg documontatcon end 
COUNSIL.WG Northeast Nuclear Energy Co (subs of Northeast Ulililies) 
COUNSIL.WG Northeast Ulililies 85/04/02 YOUNGBLOOD.B J Licensing Branch 1 
53pp 2980S 336 29806 027 

6S04170544 Notification of 050416 mooting w/util in Bolhosda.MD (o discuss applicant 
responso to NRC quostions ro conformance to Reg Guido 1 97 on emergency re 
sponso capability 

DOOLITTLE.EL Licensing Branch 1 85/04/04 YOUNGBLOOD.B J Licensing 

Bronchi 3pp 29906 010-29905 012 

0604220073 Forwards emergency plan implemenling procoduroa & forms which have 
become effective since 050131 submittal 

COUNSIL.W Q , FEE.W F Connecltcut Yarkoo Atomic Power Co FEE.WF Northeast 
Nuclear Energy Co (subs of Northeast Utilities) G5/O4/0G MURLEY.T E Region 1. 
Office of Director 3pp 29925 010 29920 071 

-8504220087 Revised emergoncy plan implementing procodures, Including Rev 2 to 
EPiP 4001 ro direclor of station emergency operalione.Rev 2 to EPIP 4002 re manag 
Of of radiological consequence ossessmer^t & Rev 1 to EPIP 4003 
• Norlhoasl Ulililies 85/04/08 900pp 2902S 021-29928 071 


K General correspondence 

8504230326 Advises of changes to mgl strucluro associated w/WG Counsil leaving 
Northeast Ulits to assume positron w/onother util Effective 650501 ,JF Opeka will re- 
place WG Counsil 

COUNSIL,W.G ConnocliGul Yankee Atomic Power Co 85/04/17 MILLER, JR Oper- 
ating Reactors Branch 3 2pp 20951 306-20951 307 


I. Financial Informaifon 


6504080578 Responds to 850214 request for review of sys & certihcation that sys in 
furtherance of abalmg or controlling almosphoric pollution NRC satisfied that sys 
Bchioved purpose Certiiicate of pollulion control facilities end 
DENTON, H R Oflice of Nuclear Reader Regulation, Dirodor 05/03/27 
COUNSIL.WG Norlhoasl Nuclear Energy Co (subs of Norlhoasl Ulililies) 17pp 
29714,162-29714 178 

8504180425 Fonvards ‘‘Annual Rept for 1984 lor Conned rcul Light & Power Co," & 
"Annual Rept for 1984 for Western Massachusetts Electric Co" Annual ropt for 
Northeast Nuclear Energy Co will not be available until 850426 
BISHOP.RW Northeast Utilities Service Co (subs of Northeast Utilities) 
BISHOP.R.W Northeast Ulitilies 85/Q4/0B Office of Nuclear Reactor Regulation, Di- 
rector Ip 29850 011-29859 086 

-8504180431 "Annual Rept, 1084" 

* Connocticul Light & Power Co (subs of Norlhoasl Utilities) 84/12/31 39pp 
29859 012-29859051 

-8604180436 "Annual RepL1flB4 " 

‘ Western Massachusetls Electric Co (subs of Northeast Utilities) 84/12/31 35pp 
29859 052-29859 086 
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Q. In&pQCtlon rcportSj IE Bulletins & correspondence 

850319=0659 IE Inlo Notice B5 022. ‘Limiiorque Molor-Operated Valves Resulting From 
Incorrect (nsiallat^on ol Pinion Gear " Svc list end 

JORDAN.E L Division of Emergency Preparedness S Engineeri-ng Response (Post 
030103) 05/03/21 Consolidated Edison Co of New YorE, Inc 1t>8pp 29597 001- 
23597 005 

8503210^161 IE Inlo Nolice 65 023, "Inadequate Surveillance & PostMamt & Posl-Mod 
Sys Testing " Svc list end 

JORDAN. b L Division of Ernergency Preparedness & Engineering Response (Post 
630103) B5/03/82 Consolidated Edison Co of New YorE, Inc foapp 29656 001- 
29656 107 

6504050325 Forwards Insp Repts SO 845/B5 05,50 336/85 06 a 50 423/85 07 on 
B5021 1 -1 S No violation noted 

MARTIN,TT Region 1, Olf ice ol Director 65/03/22 COUNSIUWG Northeast Nucle- 
ar Energy Co (subs of Northeast Ulililies) 2pp 29667 331-29667 338 

■8504050336 Insp Repts 50-245/65-05,50 336/85-06 & 50 423/85 07 on 850211- 
15 No noncompliartce idGnlified Major areas inspected operational & preoperalional ra- 
diofogical environ montoring program 

STRUCKMEYER.R, SHANBAKY.M Region 1. Office of Director 85/03/20 6pp 
29667 333 29667 339 

8503220444 IE Info Notice 06 024, "Failures ol Protective Coalings in Pipes A HXs” 
Svc list and 

JORDAN.E L Division of Emergency Preparedness A Engineering Rosponse (Post 
830103) 85/03/26 Consolidated Edison Co ol Now York. Ire l08pp 29596154 
29596 363 

8503280037 IE Info Notice 65 026, "Consideralion ol Thermal Conditions m Design & 
InstalfQlion of Supports for Diesel Generator Exhaust Sifencers*' Svc list end 
JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New YorR, Inc 107pp 20667199 
20667,305 

8603283045 IE Inlo Notice 85 026, "Vacuum Relief Sys for BWR Mark I A II Coniem 
monts ’’ Svc list end 

JORDAN.E L Division ol Emergency Preparedness A Engineering Response (Posi 
830103) 85/04/02 Co rvsoli dated Edison Co of New YorR, fne 92pp 29667 107 
29667 196 

8504080054 Forwards Insp Re pi 50-423/85-08 on 050204-07 No violation noted 
EBNETER.SD Region 1. Office of Director 65/04/02 COUNS!L.WG Northeast Nu 
clear Energy Co (subs of Northeast Utifilios) 2pp 29679 341-29679 349 

»8S04080059 Insp Rapt 50-423/85-06 on 650204-07 No violation noted Major areas 
inspected activities per Irslallation ol safety related Instrumentation equipment 
FINKEUAE, ANDERSON, CJ Region 1, Office of Director. 85/03/06 7pp. 
29679 343 29679 349 

8604010039 IE Info Notice 65-027, "'Notifications to NRC Operations Clr A Reporting 
Events In LERs " Svc list end 

JORDAN.E L Division of Emergency Preparedness A Engineering Rosponse (Post 
830103) 85/04/03 Consolidated Edison Co of New York, (nc 68pp 29690 255- 
29690 362 

8504050042 SuppI 1 to IE Info Notice 85 003, "Separation of Primary Reaclor Coolant 
Pump Shaft A Impeller." Svc list end 

JORDAN.E L Division ol Emergency Preparedness A Engineering Rosponse (Post 
830103) 65/04/09 Consolidated Edison Co of New York, Inc 101 pp. 29791.025- 
29791 126 

8504050047 (E Info Notice 65 028. "Parilal Loss of AC Power A Diesel Generator Deg- 
radation " Svc fist enct 

JORDAN.E L, Division of Emergency Preparedr^oss A Engineering Response (Post 
830103) 65/04/09 Consolidated Edison Co ol New York, tnc 109pp 29790 278- 
29791 024 

0604090419 IE Info Notice 85 029, "Use ol Unqualified Sources in Well Logging Appli- 
cations " Svc list end 

PARTLOW.JG Division of Inspection Programs (Post 850212) 85/04/12 Consotidal- 
ed Edison Co of Now York, me 66pp 29832 001-29632023 

6504230410 Notifies that NRC Will perform independent varificalion insps on 850603-14 
at facility using NDE van A conlractor technicana under NRC direction Requests docu- 
mentation pacKages for selected welds by 850517. 

E8NETER.SD Region 1, Office of Director 85/04/16 COUNSIL.WQ Norlheaat Nir 
clear Energy Co, (subs of Northeast Utilities) 6pp 29951.147 29951:152 

8604170240 IE Inlo Notice 85 030, "Micro biologically Induced Corrosion Containment 
Svc Water Sys " Svc lisl end 

JORDAN.E L Division of Emargancy Praparodness A Enginoering Response (Post 
630103) 85/04/19 Consolidated Edison Co of New YotR, Inc fOOpp 29968258 
29966 363 

8504290414 Responds to NRC 65D32Q Itr re violations noted In (nsp Repl 50 423/84- 
23 Corrective actions Electrical Inslatlation Spec Procedure E 350 .Section 32 4 9 will 
be revised to clarify spacing requirement securing cables. 

COUNSIL.WG Northeast Nuclear Energy Co. (subs of Northeasl Ulitities) 
COUNSIL.WG. Northeast Utilities 65/04/10. EBNETER.SO. Region 1, Office of Di 
rector 3pp 30048 357-30048 359. 

8504190055 IE Info Notice 85-032, "Recent Engine Failures ol Emergency Diesel Gen- 
erators " Svc list end 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Poet 
830103). 85/04/22 Consolidated Edison Co. of Now York, Inc fODpp 29988-239- 
20988 347. 

8504190060 IE Info Notice 85 033, "Undersized No 2 zte-To Shell Welded Joints in Tanka 
A HXs Constructed Under Rules of ASME Boiler A Pressure Vessel Code" Svc list 
end 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Poal 
830103) 65/04/22 Consolidated Edison Co of New York, Inc lOApp 299B9 001- 
29989 107. 


8504290364 Discusses overall assessment of SALP Rept 50-423/84-19 High level of 
const performance maintained Extensive mat involvement in A knowledge of project 
evident Review of comments or> SALP rept did not change SALP rating 
WURLEY.TE Region 1, Office of Director 85/04/22 COUNSIUWG Northeasl Nu- 
clear Energy Co ^ubs of Northeast Utililies) 2pp 30052 205 30052 259 

85042-20347 IE Info Notice ®4-a4.Rov 1, "Deficiencies in Ferro Resonant Transformers " 
Svc list end 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
830103) 65/04/24 Consolidated Edison Co of New York, Inc 118pp 30027 067- 
30027 184 


R. Periodic operating reports & related correspondence 


8604420182 Responds to FO)A request for Caseload Forecast Panel files m 0(c of Rg- 
sourc® Mgt Forwards listed documents Documents also available in PDR 
FELTON, JM Division of Rules and Records 84/06/06 KIILEFER.C Shaw, Pittman, 
Potts A Trowbridge 2pp 30300 003 30303*129 

-8504150343 Forwards updated const status rept as of 820930 for inclusion in NUREG- 
003 0 

COUNSIL.WG Northeast Nuclear Energy Co (subs of Northeasl Utililtes) 
C0UNS1L,WG Northeast Uflilillos 62/10/06 Information Systems Branch 3pp 
30325 296 30325 29B 


S, Reportable occurroncas, LERs A related correspondence 


8504110171 Final Potential Significant Deficloncy Repl SD-74 re design A const of auxil- 
iary feed pump lube oil pressure switches mfg by Bingham Willamette Initially reported 
on 850201. Switches r^laced w/qualified Class IE switches 
COUNSIL.WG, SEARS.CF Northeast Nuclear Energy Co (subs of Northeast Utill 
bos) COUNSIUWG Northeast Utilities 85/03/08 MURLEY.TE Region 1, Office of 
Director 2pp 29777 246-29777 247 

0504110156 Potential Significant Deficiency Rept SD-67 re improper installation of con- 
duit seal for Rosemount pressure transmitters (niliaily reportea on 841214 Investiga- 
tion incomplete Next rept will be subrndled by 850501 

COUNSIL.WG Northeast Nuclear Energy Co (subs of Northeast Utilities) 

COUNSIL.WG Northeasl Uhlilles 85/03/14 MURLEY.TE Region 1, Office of Direc- 
tor. 2pp 2977 7 248 29777 249 

8504110279 Potential Signliicam Deficiency Rept SD68 re Parker Hannifin Corp stain- 
less steGt fittings Initially reported on 8501 09 Investigation incomplete Next rept will be 
submitted by 850507 

COUNSIL,WG Northeast Nuclear Energy Co (subs of Northeast Utilities) 

COUNSIL.W.G Northeast Utilities 05/03/14 MURLEY.TE Region 1, Office of Direc- 
tor. 2pp 29776 209 29776 210 

8504110181 Potential Significant Deficiency Ropt SD-75 re nonconforming terminations 
in equipment supplied by CVI Corp Initially reported on 650213 S&W in process of de- 
veloping insp A repair program Next repl will bo submiUod by 850612 
COUNstL,WG Northeast Nuclear Energy Co (subs of Northeast Utilities) 

COUNSIL.WG Northeast Utilities 85/03/15 MURLEY.TE Region 1, Office of Dire c 
tor 2pp, 29777 166-29777 167 

8504110675 Amend to final S.ignificanl Design A Const Deficiency Rept SD-7D re non 
motor operated curiam type lire dampers Tniliaily reported on 8501 16 Testing A evat 
uation will bo extended to OA Category It A III lire dampers 
COUNSIL.W.G.. WERNEHR P Northeast Nuclear Energy Co (subs of Northeast Ulll 
Hies) COUNSIL.W.G Northeast Ulillties 85/03/20 MLfRLEYJE Region 1, Office of 
Oireclor 2pp 29779 340-29779 341 

8504110664 Final Significant Design A Const Deficiency Rept SD46 re main control 
board lugs (initially reported on 031110 S&W complelad all repair work for improperly 
crimped Tugs In preturn ed over pansts, 

COUNSIL.W G . WERNER, R P Northeast Nuclear Energy Co (subs of Northeast Util- 
ities) COUNSIL,WQ Northeast Utilities 85/03/25 MURLEY.TE Region 1. Office of 
Director. 2pp 29779 324-29779 325 

6504300097 Potential Significani Deficiency Rept (SD 69) re Westinghouse 7300 proc- 
ess conlroJ cabinets Initially reported on 8501 1 1 Evaluation continuing Next rep! will 
be submitted by 650515 

COUNSIL.WG, Northeast Nuclear Energy Co. (subs of Northeast Ufililies) 

COUNSIL.WG. Northeast Ulililias 85/03/28 MURLEY.TE Region 1, Office of Direc- 
tor ip 30070 037-30070 037 

660429 0525 Interim Significant Deficiency Repl (SD-72) re installation of Foxboro 
transmitters Initially reported on 850118 Conduit lor transmitters will be 
reworked Inveailgation continuing Next rept expected by 850509 
COUNSIL,WG Northeast Nuclear Energy Co (subs of Northeast Utilities) 

COUNSIL.W.Q Northeast Utilities 85/03/29 MURLEY.TE Region 1, Office of Olrec 
tor 2pp 30054 158 30054 159 

6504190397 PNO-1 85 025 on 85041 6, painter attacked following rept of incident of attar- 
Ina paiiifmg test plate to union Individuals accused of altering plates & attacking 
painter fired Licensee investigation underway 

REBELOWSKI.T. MCCA8E.E Region 1. Office of Director, 85/04/17 Ip. 29919094- 
2D919 094 


V* Operator Examinations 


8504290364 Discusses overafl assessment of SALP Rept 50 423/84-19 High level of 
const performance maintained Extensive mgt involvement in A knowledge of project 
evident Review of comments on SALP rept did nol change SALP rating 
MURLEY.T.E. Region t. Office of Director 85/04/22 COUNSIL.WQ. Northeast Nu- 
clear Enorgy Co. (subs of Northeast Uliiitles) 2pp 30052 206 30052 259 
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docket BO-420 vogtle electric generating plant 


A AppUcatlon/conslructlon stage cfocuments & correspondence 

8504120182 Responds to FOIA request for Caseload Forecast Panel fifes rn Ofc of Re 
source Mot Fonvards listed documents Documents also available in PDR 
FELTONJ M Division of Rules and Records 84/06/06 KILLEFER.C Shaw. Pittman. 
Potls & Trowbridge 2pp 30300 003 30303 129 

8504220415 Summary of 850212 meeting w/util.Bochtel & Southern Co Svcs in 
Bethasda.MD ro hytfrofogy Vtowgraphs & meeting agenda end 
MIULER.MA Licensing Branch 4 85/02/12 Licensing Branch 4 45pp 29947 214 
29947 250 

8604150207 Confirms 850306 telcon re 050325 mgl meeting at Region fl ofc to present 
Initial readiness review package for review Proposed meeting agenda end 
QRACE.JN Region 2, Office of Director 85/03/12 KELLY.R J Georgia Power Co 
5pp 29809 279-29809 283 

8504160108 Forwards updated Region If organization chart.reffecting recent personnel 
changes 

WALKER, R D Region 2. Office of Director 85/03/13 KELLY.R J Georgia Power Co 
1p 29818 095-29018 106 

8604080271 Forwards changes to Rev 1 to FSAR Chapter 13 re operator training & 
ciualificalion.in response to 850320 request & 840401 tetcon Chanaes will appear in 
Amend 16 to FSAR 

BAILEY,J A Georgia Power Co 05/04/02 ADENSAM.E G Ucensinq Branch 4 30pp 
29602 074 29682 103 

8604120206 Generic Llr 05 06 to all PWR licensees & all applicants for OLs re QA guid- 
ance for ATWS equipment not safely related Sve list enci 
THOMPSON.H L Division of Licensing 05 / 04/16 Consolidated Edison Co of New 
York, Inc 22pp 29947 280-29947 300 

8504120031 Generic Ltr 85-02 to all PWR licensees & applicants.holdors of CPs & Fort 
St Vrain ro recommended actions stemming from NRC integrated program for rosolu 
tion of unresolved safely Issues re steam generator lube integrity Sve tisl end 
THOMPSON.H L Division of Licensing 85/04/17 Yankee Atomic Electric Co 127pp 
29953 071-20953 202 

6504300339 Forwards addi Info re design features incorporated to minimize potential for 
water hammer In main feedwater sys Ends provide technical (ustification for ctimlna- 
lion of main feedwater arbitrary intermediate pipe breaks 

FOSTER, D O Georgia Power Co 85/04/24 ADENSAM.E G Licensing Branch 4 
6pp 30066 147 30066 152 

8504240140 "Analysis of Thermal Performance & Evaporative Losses of Vogllo UHS 
Cooling Tower Sys " 

DUNNIwE, SULLIVAN.SM Illinois, Univ of, Urbana. IL 85/04/30 WESCOTT.R 
NRC - No Detailed Affillalion Given 21pp 29976 001-29976 022 


C. Utility Environmental Report fER), amends & correspondence 


8504030036 Forwards Amend 5 lo environ fopt ■ OL stage, consisting of revised pages 
resuUing from updated Info & review of DES 

FOSTER, DO Georgia Power Co 85/03/15 ADENSAM.E G Licensing Branch 4 
2pp 2959V180-29591 267 

-8504030046 Amond 5 lo environ ropt - 01 stage, 

* Georgia Power Co 85/03/31 00pp. 29591 182 29691 267 

8604090610 Forwards Amond 6 to environ ropt *OL stage Amend consists of revised 
pages rosulling from updated info since last amend & review of DES 
FOSTER, DO Georgia Power Co 85/03/29 ADENSAM.E G Lfconsing Branch 4 
17pp, 29716.080-29716 096 


D. NRC Draft/Ffnal Environmental StatemontQ» suppls & correspondence 


8604090235 FINAL ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION 
OF VOGTLE ELECTRIC GENERATING PLANT, UNITS 1 AND 2 Docket Noa. 50-424 
And 60*426. (Georgia Power Company) 

» Division of Licensing NUREG-1007, 85/03/31 461pp 29748 035-20749.135 

8504190668 Forwards FES (NUREG-1007) fo operation of plant & notice of 
avflitabiliw W/o FES. 

NOVAK.TM Assistant Director for licensing 86/04/12 POSTERED O Georgia Power 
Co 2pp 20938 001-29930 011. 

..8604190666 Notice of Issuance & availability of FES (NUREG-1087), 

ADENSAM.E G Licensing Branch 4. 85/04/12 2pp 20938 003 20930.004 

-6604190569 Forwards FR notice of availability of FES Action taken to provide Info ro 
environ statements W/o end. 

ADENSAM.E.G Licensing Branch 4 85/04/12 Butzel & Kass 2pp 29938.005 
29938.006. 

-8504190673 Forwards FES prepared per NEPA of 1969 & 10CFR51 FES Includes dis 
cusaion of problems & objoclions raised by fodoral.stalo & local agencies & disposi 
tion thereof W/o end 

ADENSAM.E.G Licensing Branch 4. 65/04/12 SMITH, PH. Advisory Council on His 
tone Preservation. 3pp 28938 007-29938,009. 

-8504190677 Forwards FES & notice of availabiflly FES Includes discussion of prob 
lems & objections raised by federal, stale & focal agencies & disposition thereof W/o 
end 

ADENSAM.E.G Licensing Branch 4 85/04/12. H1RSCH,A Environtnontal Protection 
Agency, 2pp 20938 010.20938 01 1 


E, NRC Safety Evaluation Report (SER), suppfs & correspondence 

8504010054 Forwards "Earlhquake Resistant Design of Retaining Walls'' that forms 
basis of method used (o establish dynamic passive pressures.per draft 
SER, Confirmatory Item 4 

BAILEY, J A Georgia Power Co 85/03/20 ADENSAM.E G Licensing Branch 4 2pp 
29570 232-29570 245 

-8504010058 "Earthquake Resistant Design of Relafning Walla," presented at 621110 
12 Second Symposium on Earthquake Engineering in Roorheo.fndia 
KAPILA.IP India, Govt of 62/11/10 12pp 29670 234 29570 245 

0504030094 Forwards response to NRC 850212 request for addI info re draft SER 
Open Item B on well monitoring in clay marl stratum 

BAILEYJ A Georgia Power Co 85/03/29 ADENSAM.E G Licensing Branch 4 3pp 
29587 337-29587,330 

8504040305 Forwards addi info re draft SER open items to continue review process All 
open Items except Moms 98 & 107 will be incorporated In Amend 16 to FSAR 
DAILEY,J A Georgia Power Co 85/03/29 ADtNSAM.E G Licensing Branch 4 86pp 
29608 126-29608,211 

8504160204 Responds lo 850322 request for addi info ro vol reduction sys per draft 
SER Open Item 89 Further analyses made to facilitate assessment of impact of possi 
ble Incidents & accidents In reatistic manner 

BAILEY.JA Georgia Power Co 85/04/04 ADENSAM.E G Licensing Branch 4 I4pp 
20799 096-29799109 

8504180454 Forwards revised response to NRC Question 640 02 ro draft SER Open 
ftem 99 concerning Initial tost program Info includes items discussed in 850402 
telcon Response will be inciuded in Amend 1 6 lo FSAR 

BAILEY ,J A Georgia Power Co 85/04/08 ADENSAM.E G Licensing Branch 4 25pp 
29859 275-29059 299 

8604190549 Forwards request for addi info to conlinuo review of plant 
hydrology E^edtted response, to incorporate comments In SER, requested 
ADENSAM.E G Licensing Branch 4 05/04/11 FOSTER.DO Georgia Power Co 
3pp 29937 357-20937 359 

8504190429 Forwards info ro draft SER open items discussed at 050411-12 
medllngs.por request Info should resolve open Items Supplemental info requested. but 
nol specifically addressed in draft SER also end 

BA1LEY,J,A. Georgia Power Co 85/04/15 ADENSAM.E G Licensing Branch 4 
121pp 20918 265-29919 043 

0504220243 Forwards addi Info re draft SER Open Item 71 ro control sys failure caused 
by malfunction of common power source Instrument line, per 850404 telcon Info with 
held (ref 10CFfl2 790) 

BAILEY.JA Georgia Power Co 85/04/16 ADENSAM.E G Licensing Branch 4 2pp 
29929 145-29929 163 

-8604220248 Requests withholding of proprietary info from public disclosure, per 
10CFR2,790 Affidavit one! 

WJESEMANN.RA Westinghouse EloctnC Corp 85/04/10 DENTON.HR Office o1 
Nucloar Reactor Rogulation, Director 7pp 29929 147-29929 153 

8604230311 Forwards Info re draft SER Open Horn 99 on initial test program, per 
850410 request Rev to FSAR Page 14 2 8 7 atso end Info will be included in Amend 
16 to FSAR 

BAILEY.JA Georgia Power Co 85/04/18 ADAENSAM.EG Licensing Branch 4 5pp 
29950 274-29950 278 

0504230326 Forwards Info addressing romalnlng draft SER open items discussed at 
05041 1-12 meetings w/NRC Supplemental info reguestod also end 
BAILEY.JA Goorgla Power Co 85/04/18 ADENSAM.E G Licensing Branch 4 23pp 
2D9S1 272-29951 <294 


<3. Adjudicatory correspondence 

8504020187 Forwards response to Joint Intorvonors fourth set of mlerrogatories & re* 
quosl for production of documenls Related correspondence 
JOINER.JE Troutman, Sanders, Lockorman & Ashmoro (^285 335 05/03/26 
FOWLER.L Legal Environmental Assistance Foundation. Ip 29580 306 29580 331 

-8504020191 Response to Joint Interveners fourth sot of inter rogatories & requost for 
production of documenls Certificate of Sve end Related correspondence 
JOINER.JE Georgia Power Co JOINER.JE Troutman, Sanders. Lockorman & Ash 
more 65/03/26 Atomic Safety and Licensing Board Panel. 25pp 29580 307 
29500 331 

8604020142 Confirms 850326 conversation re sve list for pleadings & NRC correspond 
onco list Sve for D Feig.J Shorthouso & C Slangier will be discontinued Locations for 
SVC of other parties listed Sve list end, Related correspondence 
JOINER,JE Troutman, Sanders, Lockerman & Ashmore 338 85/03/27 

FOWLER.L Legal Environmonlaf Assistance Foundation 2pp 29678 360-29578.361 

8504020180 Forwards revised sve list for pleadings & NRC correspondence list Related 
correspondence 

JOINER,JE, Troutman. Sanders, Lockorman & Ashmore //285 339 85/03/27 
MARGULIES.M B , PARIS, O.H. LINENBERQER.Q Atomic Safely and Licensing 
Board Pane). 6pp 29579 261 -29579 265 

8604040117 Recommends doposltions of D Teper & Merlin on 850417 & 18 & T John 
son on 850422 for QA Issue Names of add! witnesses should bo submitted so sched 
ulinp can take place during wk of 650422 Sve list end Related correspondence 
JOINER.JE. Troutman, Sanders, Lockerman & Ashmore ^5^205 336 05/03/29 
FOWLER.L Legal Environmental Assistance Foundation. 3pp 29612 128*29612 130 

8504040341 Motion for protective order in opposition to applicant motion to compel an- 
swors & question T Johnson & intervenors ro memborshtp & income Rolalod corre 
SDO nddne o 

FQWLER.L Campaign for Prosperous Georgia. FOWLER.L Georgians Against Nuclo- 
ar Energy FOWLER.L Legal Environmental Assistanco Foundation #265 360 85/ 
04/01 Atomic Safety and Licensing Board Panol 2pp 29612 223 29612 263 
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‘'850«] 040347 Bri&J in support o1 motion tor protective order & respoi>sa to applicants 
motEon to compel Board should deny motion to compel a grant molten lor proicciive 
order Related correspondonce^ 

FOWLER.L Campaign (or Prosperous Georgia FOWLEFI.L Georgians Against Nucle- 
ar Energy FOWLER.L Legal Environmental Assistance Foundation 85/04/01 Atomic 
Safety and Licensing Board Panel 9pp 29612 225-29612 233 

“8SO-4040355 Notice of T John son, W Lawless & HM Doutsch deposition on listed days 
in Atlanta.GA re conlanlions Certificate of Sve end Related correspondence 
JOINERJ E Troulmao. Sanders, Loclterman & Ashmore JOINER, J E Georgia Power 
Co 95/03/08 4pp 29612 234-29612 237. 

•‘8504040359 Affidavit ol T Johnson re business supporters o1 Campaign for Prosper- 
ous Georgia that tear reprisal if Identified a$ supporters of work Certificate of Swe 
encIRelatedcorrospondence 

JOHNSONJ Campaign for Prosperous Georgia 85/04/01 26pp 29612 238- 
20612 263 

6504100EB6 Confirms recent tel con commitment that onty witness lor Joint Intervonor 
on QA issue will be D Teper Agrees not to deposo M Merlin or T Johnson Notice of 
deposition of D Toper on 850417 end Refoted correspondence 
JOINER, J E Troutman. Sanders. Locker man & Ashmore r5f2Q5 472 85/04/04 
FOWLER, L Legal Environmental Assistance Foundation Ip 29744161-29744 165 

-95O41D06B7 Notice of D Tepex B50417 deposition in Atlanta.GA re QA issue Related 
corresDondonco 

JOINER, J E Georgia Power Co JOlNEflJE Troutman, Sandora, Lockerman & Ash- 
more 85/04/04 4pp 29744 182 29744 165 

55Q416028& Advises that NRC discontinued sve on D Feig,J Shorthouso & C 
Slranjgler.per JE Joiner 859327 Itr.Relaled correspondence 

30Ht5ENrCK,B M Hearing Branch 3 538 85/04/08 FOWLER ,L legal Envi- 

ronmental Agsislanc a Foundation Ip 29813 093-29013 093 

B5D4120443 Floquesls addi tO days to confer w/L Fowler & Joint fntervenors to resolve 
discovery dilferences by negolialion & stipulation, per request in Chairman Margulies 
350326 fir Sve list end Related correspondence. 

JOfNER,J E. Troutman. Sanders, Lockerman a Ashmore. JOfNER.J£ Georgia Power 
Co #285 509 85/04/09 WARGULIES.M 8 , PARIS.O H , LINENBEflGER.G Atomic 
Safety and Licensing Board Panel 3pp. 29791 249«29791 251 

8504160400 Discusses response (o 850326 request for parties (o attempt to resolve 
discovery differences Inlervenors 8 applicant have agreed to discuss matters after 
850417 deposiliori Certificate of Sve end Related correspondence 
JOHNSON. T Joint Inten/onors • Voglle JOHNSON,!. Campaign for Prosperous Geor- 
gia JOHNSON.T Georgians Against Nuclear Energy #285 531 85/04/09 

MARQUILES.M B . LINENQERGER.G , PARIS.O H Atomic Safely and Licensing 
Board Panel 2pp 29815'13& 29815 137 

8504160348 Calls ASIB attention to cases unciled by other parties that hear on 850401 
intervener moliort for protective order in opposition to applicanl motion to compol 
answers No position laKen in dhscovery depute Related correspondence 
BOROENICK.8W Hearing Branch 3 #265 535 85/04/11. MARGl/LIES.M B , 
PARtS.OH, LINENBEflGER.G Atomic Safely and Liconsing Board: Pane] 2pp 
29615 261-29816 262 

6504160344 Advises that 850417 meeting scheduted for solo purpose of discussing 
Joint Inlervenors motion to compel answers to third set of intorrogatories Rotated cor- 
respondence 

JOINER, JE Troutman, Sanders, Lockerman & Ashmore #285 552 65/04/12 
FOWLER, I Legal Environmental Assistance Foundation 2pp 2981 5 OOB 29015 009 

6504170673 Response opposing Joint Inlen/onors 850401 motion for protective order in 
opposition 1o applicant 850322 molion to compel answers Certificate of 5vc 
end Related correspondence. 

CHURCHILL, BW Georgia Power Co CHURCHILL.B W Shaw. PlUman, Polls & Trow- 
bridge #265 574 85/04/15 Alomic Safety and Licensing Board Panel 21 pp 
29838 220-29838 240 

8504170745 MoUon to compel Joint fntervenors losponse to applicant 850305 fourth set 
of Interrogatories & request for production of documents Requests response on or 
before 850422 W/Certifecale of Sve Related correspondence 
CHURCHILL.B.W Georgia Power Co CHURCHILL.B W Shaw, Pittman. Polls & Trow- 
h ridge #285 675 85/94/15 Aton>ic Safety and Licensing Board Pane! 4pp 
29B38 214-29839 217 

8504230554 Response opposing applicant molion to compel response to applicant 
fourth set of infer rogatories & request (Of production of documents Motion 
moot Related correspondence 

JOHNSON.T, Campaign for Prosperous Georgia JOHNSON.T Georgians Against Nu- 
clear Energy #265 656 85/04/16 Atomic Safely and Licensing doard Panel 2pp 
29965.176-29965 200 

'•6504230656 Joint Intervsnora resporse to applicant fourih set of interrogalories & re- 
quests to produce Related correspondence 

TEPER.O Georgians Against Nuclear Energy, TEPER.D, Campaign for Prosperous 
Georgia 85/04/16 23 pp 29965 176-29965 200 

8504 180548 Forwards FES (NUHEG-1087) re facillly operation FES sent to parties lo 
proceeding on 650412 W/o encI.Rolafecf coxrespondenco 

BORDENICK.BM Hearing Branch 3 #285 597 85/04/17 MARGULlES.M B . 
LINENBERGER.G , PARIS.O H Atomic Safety and Licensing Board Panel. Ip 
29909 247-29909 247. 

8564220195 Conlirms that D Teper deposition will be taken on 050422 re QA 
issue Related correspondence. 

JOINER, JE Troutman, Sanders, Lockerman & Ashmore #285 610, 85/04/17 
FOWLER, L. Legal Environmental Assistance Foundation Ip 29920,355-29928 359 

-6504220200 Notice of deposIlSon of D Taper to be taken on 850422 in Allania.GA re 
QA issue Certificate of Sve end Related correspondence. 

‘ JOINER.J E. Troutman. Sanders, Lockerman & Ashmore 65/04/17 4pp 29928,356- 
29626 359 

6504230547 Provides addI Info re motion to compel Undorslan ding of agreements 
haled Taking of D Tepar deposition on 650422 & 26 confirmed Objection to applicant 
050415 answer to motion end Related correspondence 

JOHNSON, T Joint Inlervenors - Vogtie #285 639 85/04/19 J05NER.J. Troutman, 
Sanders. Lockerman & Ashmore, 2pp 29965,201-29965 204 


-850 4 230552 Objection lo applicant 850415 answer to motion for protective 
order Answer untimely filed Certdjcale of Sve end Related correspondence 
JOHNSON,! Joint Inlervenors - Voglle 85/04/19 Alomic Safety and Licensing 
Board Panel 2pp 29965 203-20965 204 

6504230555 Forwards applicant first amended response to Inten/enors third set of inter- 
rogatories & request for production of documents & first supplemental response to in- 
tervenors first set of interrogatories Related correspondence 
JOINER, JE Troutman, Sanders, Lockerman & Ashmore #285 638 85/04/19 
FOWLER.L Legal Environmental Assistance Foundation 2pp 29985 143 29965 175 

-B5O4230557 Firsl amended response lo Joint Inlervenors third set of interrogatories S 
request for production of documents Certificate of Sve encf Related correspondenco 
JOInER.J E Georgia Power Co JOINER, J E Troutman, Sanders, Lockerman & Ash 
more 85/04/19 lOpp 29965 145 29965 154 

-8504230561 First supplemental response to Joml Inlervenors first set o( inter rogalorlos 
& request for production of documents Certificate of Sve end Related correspond- 
ence 

JOINER.J E Georgia Power Co JOINER.J E Troutman, Sanders, Lockerman & Ash 
more 85/04/19 20pp 29965 155 29965 175 

8504240296 Confirms 850418 tetcon w/appileants & Joint Inlervenors informing that on 
B50417,Joinl fntervenors filed response to applicant fourth set of Interrogatories & that 
applicant 650415 motion to compel is now moot Rotated correspondence 
QOBDENICK.BM Hearing Branch 3 #285 674 85/04/19 MARGULlES.M B , 

PARIS.O H, LINENBERGER.G Atomic Safely and Licensing Board Panel 1p 
29967 30a 29967 308 

B504260151 Forwards Itrs exchanged subsequent to 050417 meeting of parlies lo at- 
tempt to resolve Issues raised by Joint Inten/enors 850301 motion to 
compel Certificate of Sve end Related correspondence 

JOINER.J E Troulman, Sanders, Lockerman & Ashmore #285 700 05/04/22 
MARGULlES.M B , PARIS.O H , LINENBERGER.G Alomic Safely and Licensing 
Board Panel 14pp 30025 262-30025 275 

B504260159 Forwards ^pltcant request for leave to withdraw 050415 motion to 
compel Corrections lo T Johnson slalements made in Inten/enor 850416 response lo 
applicant motion to compol provided Related correspondence 
JOINER, J.E Troulman, Sanders, Lockerman A Ashmore JOINER.J E Georgia Power 
Co #265 702 85/04/22 FOWLER, L Legal Environmental Assistance Foundation 
ip 30025 172 30026’ 176 

••65042801S4 Request for leave lo withdraw 850415 motion to compelJoinl Inlervenors 
responded to applicant fourth set of inlerrogalorios & request for production of docu- 
ments on 6504i7Cortificate of Sve end Related correspondence 
JOINER.J E Georgia Power Co JOINER.J E Troutman, Sanders, Lockerman & Ash- 
more 65/04/22 Alomic Safety and Licensing Board Panel 4pp 30025 173- 
30025.176 


L Financial information 


85042S0219 Forwards annual financial repts for 1904 for Georgia Power Co & Souther n 
Co 

GUCWA.LT Georgia Power Co 85/04/16 DENTON.HR Office of Nuclear Reactor 
Rogulallen, Director. Ip 30021 001-30021 111 

-8504250230 '*1984 Annual Root'’ 

SCHERER.RW, MILLER. J K Georgia Power Co 84/12/31 50pp 30021 002- 
30021 051 

-8504260236 "1984 Annual Rept" 

ADDISON.EL Southern Co 84/12/31 60pp 30021 052-30021 111, 


K, Utility Final Safety Analysis Report (FSAR) & amends 

8503190120 Forwards Amend 16 to FSAR for AW Voglle Units 1 & 2 
FOSTER, D,0 Georgia Power Co 85/03/07 ADENSAM.EG Licensing Branch 4 
5pp. 29411 165 28415 001 

-8503190126 Amend 15 lo FSAR for AW Vogtie Units 1 & 2 
* Georgia Power Co 85/03/07 I282pp 29411 160-29415 205 


Q. Inspection reportSj IE Bulletins & correspondence 

8504120182 Responds lo FOIA request for Casofoad Forecast Panel filos in Ofc of Re- 
source Mat Fonvards listed documents Documents also available in PDR 
FELTON.JM Division of Rules and Records 84/06/06 KILLEFER.C Shaw. Pittman, 
Potts & Trowbridge 2pp 30300 003-30303 1 29 

6504170570 Forwards Insp Repls 50 424/84-36 & 50 425/84-36 on 841204-13 & notice 
of vjoJaboh 

WALKER.R.D, Region 2. Office of Director 85/03/04 KELLY.R J Georgia Power Co 
2pp 29844 139 29844 187 

-8504170573 Notice of violalion from insp on 841204-13 

• Region 2, Office of Dlreclor. 85/03/04 3pp. 20044 141-29844,143 

-0504170577 Insp Repls 50-424/84-36 & 50 425/84 36 on 841204-13 Violalions 
noted failure to follow NDE procedures, lack of procedure (or ultrasonic testing calibr 
stds & inadequate procedures for installatior^ & insp of pipe supports 
0LAKE,J J , GIRARD, E H . HALLSTROM.G A Region 2. Office of Director. 85/02/22 
44pp 2O844‘144-20644’187 

8504120415 Forwards Insp Repts 50 424/85 03 & 50 425/85 03 on 850129 0201 8. 
notice ol violation 

WALKER.R D Region 2. Office of Director. 85/03/07 KELLY.R J. Georgia Power Co. 
2pp 29807.172-29807 185 

-8504120419 Notice of violation from insp on 850129 0201 

• Region 2. Office ol Director 85/03/07 Ip, 29807’174-29B07 174, 
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-8S04120423 Insp Rapts 50 424/65 03 & 50 425/05 03 on 850129 0201 Violation 
noted failure to adequately accomplish corrocltve action required by Design Change 
Notice 22 

HALLSTROM.G A. BLAKE, J J Regiar> 2, Office of Director 85/02/21 lipp 
29807 175-29807 185 

0504150748 Forwards revised response lo IE Bulletin 04 03, "Refuelmg Cavity Water 
Seal,'’ due to mismterpretalion of components addressed ^ bulletin 
FOSTER, D O Georgia Power Co 65/03/07 GRACE, J N Region 2. Office of Director 
3pp 29809 322-29809 324 

8504120161 Forwards Insp Repls 50 424/05 04 & 60-426/85 04 on 850129 021 4 No 
violations or deviations noted 

BROWNLEE, V L Region 2. Office of Dtrecfor 85/03/08 KELLY.R J Georgia Power 
Co 4pp 29807 190 29807 204 

“8504120172 Insp Repls 50 424/85 04 & 50 425/86 04 on 850129-0214 No violations 
or deviations noted Major areas inspected licensee presentation on status of readr 
ness review program & ongoing repair to concrete defect 

HARR IS. J R . CONLONJ E Region 2. Office of Director 85/03/06 lipp 29807 194 
29807 204 

0504120404 Forwards Exam Repl 60-424/01-85 01 of exam administered on 650212- 
13 

BROWNLEE, VL Region 2, Office of Director 65/03/11 KELLY.R J Georgia Power 
Co 2pp 29797 268-29797 321 

■■8504120411 Exam Repl 50-424/OL 86 01 on 850212-13 Exam results two candidates 
passed all exams & one candidate passed only oraf exam 

DOUGLAS.WG. WILSON.BA Region 2, Office of Director 85/03/07 62pp 
29797 270-29797 321 

8504170714 Forwards Insp Repls 50-424/85 05 & 60-426/65 05 on 850122-0222 No 
violation or deviation noted 

BROWNLEE, VL Region 2, Office of Director 85/03/11 KELLEY.R J Georgia Power 
Co 4pp 29042 339 29042 350 

“8504170721 Insp Repls 50 424/05-05 & 50 425/05 05 on 8501 22-0222 No violation 
or deviation noted Major areas Inspected QA, rofuoUng cavity seal ring Installation & 
in-placB atorage of safety-related equipment 

SANDERS, WF , ROGGE, J F , S!NKULE,M V Regior^ 2, Office of Director 85/03/08 
8pp 29042 343-29842 350 

0504160060 Notice Of violation from Insp on 850211-14 
• Region 2, Office of Director 85/03/18 3pp 29809 213-29000 216 

0503190659 IE Info Notice 85 022, "Limilorque Motor Oporalod Valves Resulting From 
Incorrect Installation of Pinion Goar " Svc list end 

JORDAN, E L Division of Emergency Preparodnoss <8 Enqlneoring Response (Post 
830103) 85/03/21 Consolidated Edison Co of Now York, Inc f08pp 29597 001- 
29507 005 

6503210461 IE Info Notice 85 023, "Inadequate Surveillance & Post-Malnl & Post-Mod 
Sys Testing " Svc list end 

JORDAN,eL Division of Emergency Preparedness Engineering Response (Post 
030103) 85/03/22 Consolidated Edison Co of New York, Inc lOOpp 29656 001- 
29656 107 

B603220444 IE Info Notice 05 024, "Failures of Protective Coalings In Pfpos & HXa” 
Svc list end 

JORDAN, E L Division of Emergency Proparednoss & Engineering Rosponso (Post 
830103) 86/03/26 Consolidated Edison Co of New York, (no. f08pp 29598 154- 
29596 363 

0604160516 Forwards Insp Repts 50 424/05 07 & 50 425/05 07 on 850225 0301 & 
notice of violation 

BROWNLEE, V L Region 2, Office of DIroclor 85/03/28 KELLY,R J Georgia Powor 
Co 2pp 29019 182-20819 190 


8504090419 IE Info Notice 85 029, "Use of Unqualified Sources m Well Logging Appli- 
cations Svc list end ^ ^ 

PARTLOW.JG Division of Inspection Programs (Post 050212) 85/04/12 Consolidat- 
ed Edison Co of New York. Inc 86pp 29832 001-29832 023 

8504170240 IE Info Notice 06 030, 'MtcrohLologically Induced Corrosion Conteinmonl 
Svc Water Sys " Svc list end 

JORDAN.E.L Division ot Emergency Preparedness S Enginoering Response (Posi 
030103) 85/04/19 Consolidated Edison Co of New York, fne i09pp 29966 258 
29966 363 


0504190055 IE Iruto Notice 85-032, "Recent Engine Follures o1 Emergency Diesel Gen 


JORDAN.E L Division of Emergency Preparedness S Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of Now York. Inc 109pp 29900 239- 


29988 3 4 7 


8504190060 IE Info Notice 85 033. "Urtder&ized Nozzlo-To Shell Welded Joints in Tanks 
& HXs Conslruclod Under Rules of ASME Boiler & Press ore Vessel Code " Svc lisl 
onci 

JORDAN.E L Division of Emorgoncy Preparedness & Engineering Hosponse (Post 
830103) 05/04/22 Consolidated Edison Co ol Now York. Inc 108pp 29909 001- 
29989 107 


$504220347 IE fnfo Nollco 84 e4,Rav 1, "Deficiencies In Ferro- Resonant Transformers" 
Svc fist end 

JORDAN.E L Division of Emergency Preparedness & Ennlneering Response (Post 
030103) 85/04/24. (jonsolidaled Edison Co. of New York, Inc lIGpp 30027 067- 
30027 184 


H. Periodic operating reports & related correspondenco 

6504120182 Responds to FOJA roquost for Caseload Forocasl Panol files In Ofc ot Ro 
sourco Mat Forwards fisted documonls Documents olso avaifable In PDR 
FELTON. J M. Division of Rules and Records 04/06/06 KILLEFER.C, Shaw, Pittman. 
Polls & Trowbridge 2pp 30300 003-30303 129 

-8604120401 Forwards updated const status repls as of 821003 fnfo lor Inclusion m 
YolJow Book 

FOSTER, DO, Qoorgla Power Co 02/10/13 Office of Resourca Management, Dlroc* 
tor 6pp 30316 201-30318 265 

—8504160184 Forwards updated consl status repls as of 821228 Info for Inclusion In 
Yellow Book 

FOSTER, DO, Goorgia Powor Co 83/02/14 Information Sysloms Branch 6pp 

30325 145-30326.149 

“B604 150205 Forwards updated const s lotus repfs as of 630926 Info for inclusion In 
Yollow Book 

FOSTER, DO. Goorgia Power Co 03/10/28 Informalion Sysloms Branch 5pp 

30310122-30310 126 

-0504160308 Forwards updoled cons! slatus repls as of 850G10,lnfo for Inclusion In 
Yellow Book , ^ „ 

FOSTER, DO Georgia Power Co 83/00/16 Informalion Syaloms Branch Cpp 

30325,207-30325 270 

-0504160419 Forwards updated const status repls as of 630327 for inclusion in consl 
atalua rept (Yellow Book). , 

FOSTER, D.O Georgia Power Co 03/05/17, Informalion Systems Branctr 6pp 

30326 001-30326*005 


S- Reportobte occurrences, LERa $ refatod corroapon dance 


••6504160521 Notice of violation from Insp on 850225 0301 
» Region 2. Offico of DIroclor, 85/03/28 4pp 29810,104 29819*167 

■•8504160528 Insp Repts 50 424/85-07 & 60 426/05 07 on 860225 0301 Violations 
noted failure to follow procedures for control of tools used on stainless steel & falluro 
to follow procoduro for fit up msp of RCPD piping 

COLEY.J.L, BLAKE.JJ Region 2, Olfico of Oifocior 65/03/16 lipp 20616 188- 
29619.198 

8603200037 !E Info Notice 65 026, "Congldoratlon of Thermal Conditions In Oosign & 
Installation of Supports for Diosol Generator Exhaust Slloncors " Svc list end 
JORDAN.E L Division Of Emergency Preparodnoss A Engineering Response (Post 
030103) 85/04/02 Consolidated Edison Co o( Now York, Inc f07pp 29667:199- 
29667 305 

8503200045 IE Info Notice 05 026, "Vacuum Relief Sys for BWR Mark I & If Conlaln- 
menls *' Svc lisl onci 

JORDAN.E L Division of Emergency Preparodnoss & Enginoerlng Response {Post 
630103). 05/04/02 Consolidatod Edison Co, of Now York, Inc 92pp, 29667*1 07- 
29667 196 

0SO4O1OO39 IE Info Notice 85 027. "Nolificalions to NRC Oporallona Ctr A Reporting 
Events in LERs " Svc list end 

JORDAN.E L Division of Emorger>cy Preparodnoss A Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of Now York, Inc. 06pp, 29690 255- 
20690 362. 

0804060042 Suppf 1 to IE Info Notice 85 003, "Separalion ol Primary Reeclor Coolant 
Pump Shaft A Impeller " Svc lisl end 

JORDAN.E L Division of Emorgoncy Preparedness A Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co. of New York, Inc 101 pp 2d791 025- 
29791 126, 

8604050047 IE Info Nolice 85-028, "Partial Loss of AC Powor A Dies©) Generator Deg- 
radation Svc list one! ^ ^ 

JORDAN.E L Division of Emergency Proparednoss A Enginoerlng Rosponso (Post 
830103). 85/04/09. Consolidated Edison Co ot Now York, Inc. TODpp. 29700270- 
29791.024 


6604160208 Part 21 repl ra mall fu/nlshod lo plant w/o all necossory tests 
conducted Matt from stock w/omisslon of check analysis upgraded Affactod fittings 
under ovaluallorv A will bo sent lo lab for chock analysis lost 

BAIR, A PulFman, Inc, 04/03/22 GROOVER, E D Georgia Power Co 2pp 20B09 277- 
29800,278 

6504120197 Fonvards "Roviow of Ertiergency DJosel General or Rocker Arm Cop- 
screws,*' technical evaluation ropt 

LAITY ,W.W Bai telle Memorial Institute, Pacific Northwest Laboralorlos FIN D-2062 
65/04/04 BERLINQER.C Division of Licensing Ip 20786,2 17-2 9766' 23 3 

-8504120220 "Roviow of Emorgoncy Diesel Generator Rocker Arm Capscrews,'* loch- 
nical ovaluQlion repl 

LAITY, W W Bat telle Memorial Institute, Pacilic Northwest Laboratorloa FIN D-2052 
PNLS200 15 05/03/31 Dtvislonef Licensing 15pp. 29706 210-20786 233, 

8504120227 Forwards "Review of Engine Rase A Bearing Caps for TDI DSR 48 Olosel 
Engines," technical evaluation ropt 

LaIty.W.W. Bat telle Momoflal Institute, Pacific Norlhwost Laborotorios FIN B-2063. 
85/04/04. BERUNGERA Division of Licensing 1p 20766 335 20780 352. 

-0504120277 "Review of Engine Base A Roaring Cops for TDI DSR 40 Olosel En- 
gines," technical evalualion rept 

LAITY, W W Bat telle Momorlal Insliiulo, Pacific Northwest Laboralorlos FIN B-2962 
PNL-5200 II. 85/03/31 BERUNQER.CH NRC • No Detaifod AlfillQlion Given I7pp, 
29706 330-29788*352. 

8504120290 Forwards PNL-5200-21, "Review of Emernoncy Diosal Generator Air Si art 
Valve Capscrews/’ technical evaluation repl for TDI (Jieaol Engine Project 
IA(TY,W,W. Bat telle Memorial Instllute, Pacilic Northwest Laboratprios. FIN B-2063. 
86/04/04. BERUNQERA Division of Licensing Ip 20787 008 20707 114 

-05O412P296 "Review of Emergency Diesel Generator Air Start Volvo Capscrews/ ' 
technical evaluation repl 

* Qattelle Memorfal Instituio, Pacific Northwest Laboralorlos FIN B.2962 PNL-5200- 
21. 85/03/31. Division of Licensing. 10pp 29787,090-20767 114 
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&504120314 Fortvafds PNL 5200 12. "ReviQW o1 Engine Base & Bearing Caps for TDI 
DSfiV 12.DSRV*16 & DSRV 20 Oieset Engines •' 

LAITY.W W BaUelfe Memorial In sh lute, Pacilic Northwest Laboratories FIN B 2963 
85/04/04 BERLINGER,C Division of Licensing Ip 29707 001-29787 017 

-8504120317 ‘"Review of Engine Base & Bearing Caps for TDI DSRV 12. DSRV-16 & 
DSRV-20 Diesel Engines 

LAITY.WW Ballolle Memorial Institule, Pacific Northwest Laboratories FIN B-2063 
PNL-5200 12 85/03/26 Division of Licensing 14pp 29787 002-29767 017 

8504300337 Informs that design roview/qualily revalidalion repl supports conclusion 
that TDI diesel generators at faculties acceptable for intended safety function for life 
of plant Repl recommendations will be satisfied 

FOSTER.DO Georgia Power Co 65/04/26 ADENSAM.EG Licensing Branch 4 
2pp 30063 349 30063 350 


-0504190673 Forwards FES prepared per NEPA of 1969 & 10CFR51 FES includes dis 
cussion of problems & objections raised by federal.slate & local agencies & disposr 
tion thereof W/o end 

ADENSAM.EG Licensing Branch 4 85/04/12 SMITH, PH Advisory Council on His 
lone Presorvalion 3pp 20938 007 29938 009 

-6504190677 Forwards FES & notice of availability FES Includes discussion of prod 
lams & objections raised by fedaraL stale & local agencies & disposition thereof W/o 
end 

ADENSAM.EG Licensing Branch 4 85/04/12 HIRSCH,A Environmental Protection 
Agency 2pp 29938 010-29938 011 


E. NflC Safety Evaluation Report (SER), auppis & correspondence 


V. Operator Examinations 

8504120404 Forwards Exam Rapt 50 424/OL 66 01 o1 exam administered on 850212- 
13 

BROWNLEE.VL Region 2, Office o1 Director 85/03/11 KELLY.RJ Georgia Power 
Co 2pp 29797 268-297Q7 321 

-8504120411 Exam Repl 50 424/OL 85 01 on 850212 ISExam results two candidates 
passed all exams & one candidate passed only oral oxam 

bOUGLAS,WG, WILSON, 8 A Region 2, Office of Director. 85/03/07 5app 
29797 270 29797 321 


DOCKET 50.425 VOGTLE ELECTRIC GENERATING PLANT 


8604010054 Forwards “Earthquake Resistant Design of Retaining Walls” that forms 
basis of method used to ostablfsh dynamic passive pressures, per draft 
SER.Confirmalory Item 4 

BAILEY.J.A Georgia Power Co 65/03/20 ADENSAM.E G Licensing Branch 4 2pp 
29570 232 29570 245 

8504030094 Forwards response to NRC 850212 request for add! info re draft SER 
Open Item 8 on well monilonng In clay marl stratum 

BAILEY, J A Georgia Power Co 85/03/29 ADENSAM,E G Licensing Branch 4 3pp 
29587 337*29587 339 

B 504040306 Forwards addi Info re draft SER open items to continue review process All 
open Items except Items 98 & 107 will be incorporated In Amend 16 to FSAR 
BAtLEY.J A Georgia Power Co 05/03/29 ADENSAM.E G Licensing Branch 4 aepp 
29608.126 2960B211. 


A. Appllcatlon/consiruction stage documents & correspondence 

8504120182 Responds to FOiA request for Caseload Forecast Panel fifes fn Ofc of Re 
source Mgl Forwards listed documents Documents also avaLlabto in PDR 
FEtTON,JM Division of Rules and Records B4/0S/Q6 KILLEFER.C Shaw. Pttlman, 
Potts & Trowbridge 2pp 30300-003 30303 120 


85(>4150264 Responds (0 850322 request for addI info re vol reduction sys per draft 
SER Open Item 69 Further analyses made to facilitate assessment of impact of possi- 
ble incidents & accidents In realistic manner 

BAILEY, J A Georgia Power Co 85/04/04 ADENSAM.EG Licensing Branch 4 14pp 
29799 098-29799.109 


6504220416 Summary of 850212 moBling w/util.aechlol & Southern Co Sves in 
Belhesda.MD re hydrology Viewgraphs & mealing agenda end 
MILLER.MA Licensing Branch 4 85/02/12, Licensing Branch 4 46pp 29947.214 
29947 266 

8504160108 Forwards updated Region II organiration chart, ref feeling recent personnel 
changes 

WALKER, RD Region 2, Office of Director 85/03/13 KELLY.RJ Georgia Power Co 
ip 2 9818 095-29818 106 

8504080271 Forwards changes to Rev 1 to FSAR Chapter 13 re operator training & 
qua]ificatlon,in response to B5032O request & 640401 tolcon Changes will appear In 
Amend 16 lo FSAR 

BAILEY.JA Georgia Power Co 85/04/02 ADENSAM.EG Licensing Branch 4, 30pp 
29682 074-29602 103 

8504120206 Generic Ltr 05 06 to all PWR licensees &. all applicants for OLs re QA guid 
ance for ATWS equipment not safety related Sve list encl 

7HOMPSON.HL Division of Licensing 85/04/16 ConsoNcfated Edisori Co of New 
York. Inc 22pp 29947 286 29947 309 

8504120031 Generic Ltr 85 02 to all PWR licensees & ^plicanls, holders of CPs & Fort 
St Vrain re recommended actions stemmmg frorvi NRC integrated program for resolu 
tion of unresolved safety issues ro steam generator lube mtegrity.Svc list encl 
THOMPSON, HL Division of Licensing 85/04/17 Yankee Atomic EtecliJc Co. 1 27pp 
29953 071 29953 262 

8504300339 Forwards addi Info re design features incorporated to minimize potential for 
water hammer in mam feedwater sys Ends provide technical justification for ellmina 
\\on of mam feedwater arbilrary intermediate pipe breaks 

FOSTER, DO Georgia Power Co 35/04/24 AOENSAM.fG Licensing Branch 4 
6pp 30066.147-30066152 


C. Utility Environmental Report jER), amends & correspondence 


85O41804S4 Forwards revised responso to NRC Question 640 02 re draft SER Open 
Item 99 concerning Initial test program fnfo Includes Items discussed in 850402 
leTcon Responso will be included in Amend 16 to FSAR 

BAILEY.jA Georgia Power Co 85/04/08 ADENSAM.EG Licensing Branch 4 25pp 
29059 276-29859 299 

8504 100 549 Forwards request for addi info to continue review of plant 
hydrology Expedited response, lo incorporate comments in SER, requostecl 
ADENSAM.EG Licensing Branch 4 05/04/11 FOSTER, DO Georgia Power Co 
3pp 29937 357-20937 359 

8504190429 Forwards info re draft SER open items discussed a1 050411-12 
meetings.per request Info should resolve open items Supplemental info requested, but 
not specifically addressed in draft SER also encl 

BAILEY.JA Georgia Power Co 85/04/15 ADENSAM.EG Licensing Branch 4 
121pp 29918*285 29919.043 

8604220243 Forwards addi info re draft SER Open Item 71 re control sys failure caused 
by malfunction of common power source instrument lino.per 850404 letgon Info with- 
held (ref 10CFR2 790) 

BAILEY, J A Georgia Power Co 85/04/16 ADENSAM.EG Licensing Branch 4 2pp 
20929 145-29029 153 


-8 S 04220246 Requests withholding of proprietary into from public disclosura.pcj 
10CFR2 790 Affidavit encl 

WIESEMANN.RA Weslinghouse Electric Corp 85/04/10 DENTON.H R Office of 
Nuclear Reactor Regulation, Director 7pp 29929 147-29929 153 

8504230311 Forwards tnfo re draft SER Open Item 99 on (nilial tost program, per 
850418 request Rev lo FSAR Page 14 2 8-7 also encl Info Will be mciudod In Amend 
16 to FSAR 

BAiLEY,JA Georgia Power Co 05/04/18 AOAENSAM.E G Licensing Branch 4 5pp 
29950 274 29950 278 


8504030036 Fonvards Amend 5 to environ repl - OL stage, consisting of revised pages 
resulting from updated info & review of DES 

FOSTER, DO Georgia Power Co 85/03/16 ADENSAM.EG Licensing Branch 4 
2pp 29591 180 29591 267 

-8504030046 Amend 5 lo environ repl - OL si age 
* Georgia Power Co 65/03/31 88pp 29591 182-29591*267 

8504090510 Forwards Amend 6 to environ repl -OL stage Amend consists of revised 
pages resulting from updated info since last amend •& review of DES 
FOSTER, DO Georgia Power Co 85/03/29 ADENSAM.EG Licensing Branch 4. 
17pp 29716 060-29716 096 


D. NRC Draft/Final Environmental Slalemenls, euppis 5e correftpondence 

8504090235 FINAL ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION 
OF VOGTLE ELECTRIC GENERATING PLANT, UNITS 1 AND 2 Docket Nos 50-424 
And 50 425 (Georgia Power Company) 

* Division of Licensing NUREG-1 087 65/03/31 461pp 29746 035-29749135 

8504190550 Forwards FES (N UR EG- 1087) re operation of plant &. notice of 
avaifabiiily.W/oFES 

NOVAKjM Assistant Director lor Licensing 85/04/12 FOSTER, DO Georgia Power 
Co.2pp 29938 001-29938 011 

-8504196565 Notice of Issuance & availabiiily of FES {NUREG-1087) 

ADENSAM.EG Ucensing Branch 4 85/04/12 2pp 29938 803-2993B 004. 

- 8504199569 Forwards FR notice of availabiiily of FES Acdon taken to provide Info re 
envifon statements W/o encl 

ADENSAM,EG Ucensing Branch 4 85/04/12 Butzel & Kass 2pp 29938 005 
29938 006 


8504230325 Forwards info addressing remaining draft SER open items discussed at 
85041 M2 meetings w/ NRC Supplemental info requested also encl 
BAILEY,JA Georgia Power Co 85/04/18 ADENSAM.EG Licensing Branch 4 23 pp 
29951 272-29951 294 


G- Adjudicatory correspondence 


8504020187 Forwards response lo Joint Interveners fourth set of interrogatories & re- 
quest for production of documonts Related correspondence 

JOINER, J.€. Troutman, Sanders, Lockerman & Ashmore //285 335 85/03/28 
FOWLEn,L Legal En-vironmental Assistance Foundation ip 29580 306-29500 331 

-8504020191 Response to Joint Intenrenors fourth set of interrogatories & request for 
production of documents Certificate of Sve end Related correspondence 
JOINEn,J,E Georgia Power Co JOINER, J E, Troutman, Sanders, Lockerman & Ash- 
more 85/03/26 Atomic Safety and Licensing Board Pane) 26pp 20580 3Q7- 
29580 331 

8504020142 Confirms 850326 conversation re sve list for pleadings & NRC correspond- 
ence list Sve for D Felg.J Shorthouse &. C Slangier will be discontinued Locations for 
&VC of other parties listed Sve list encLRalated correspondence 
JOINER, J E. Troutman, Sanders. Lockerman & Ashmore //285 338 85/03/27. 
FOWLER.L, Legal Environmental Assistance Foundation 2pp 2957B'36'Q-29578 361 

B504020160 Forwards revised sve list for pleadings & NRC correspondence list Related 
correspondence 

JOlNER*JE. Troutman, Sanders. Lockerman & Ashmore ^285 339 85/03/27 
MARGULIES.M B , PARIS.O H., LINENBERQER.Q Atomic Safety and Licensing 
Board Panel 5pp 29579 261-29579 265 
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8504040117 Recommends depositrons of D Tepor & Merlin on 850417 & 18 & T John- 
son on 050422 for QA issue Names of addi witnesses shoutd bo submitted so sched- 
ulino can take place during wk of 650422 Svc list end Related correspondence 
JOINER. J E Troutman, Sanders, Lockerman & Ashmore #285 336 85/03/29 
FOWLER, L Legal Environmental Assistance Foundation 3pp 29612 128-29612 130 

8504040341 Motion for protective order in opposition to applicant motion to compel an- 
swers & question T Johnson & interveners re membership & income Related corre- 
spondence 

FOWLER, L Campaign for Prosperous Georgia FOWLER, L Georgians Against Nucle- 
ar Energy FOWLER.L Legal Environmental Assistance Foundation #285 369 85/ 
04/01 Atomic Safety and Licensing Board Panel 2pp 29612 223-20612 263 

-8504040347 Brief in support of motion for protective order & response to applicants 
motion to compel Board should deny motion to compel & grant motion for protective 
order Related correspondenca 

FOWLER.L Campaign for Prosperous Georgia FOWLER.L Georgians Against Nucle- 
ar Energy FOWLER.L Legal Environmental Assistance Foundation 85/04/01 Atomic 
Safety and Licensing Board Panel 9pp 29612 225 29612 233 

-8504040355 Notice of T Johnson.W Lawless & HM Doutsch deposition on listed days 
in Atlanta. GA re contentions Certificate of Svc end Related correspondence 
JOINER, J E Troutman, Sanders, Lockerman & Ashmore JOINER.JE Georgia Power 
Co 05/03/08 4pp 29612 234-29612 237 

-8504040359 Affidavit of T Johnson re business supporters of Campaign for Prosper- 
ous Georgia that foar reprisal If Idontified as supporters of work Certificate of Svc 
end Related correspondence 

JOHNSON,! Campaign for Prosperous Georgia 05/04/01. 26pp 29612 236- 
29612 263 

8504100505 Confirms recent telcon commilmenl that only witness for Joint Intervenor 
on QA issue will be D Toner Agrees not to depose M Merlin or T Johnson Notice of 
deposition of D Toper on 850417 end Related correspondence 
JOINER, J E Troutman, Sanders, Lockerman & Ashmore #285 472 85/04/04 
FOWLER.L Legal Environmental Assistance Foundation Ip 29744 161 29744 165 

-86041005D7 Notice of D Toper 850417 deposition in Atlanta, GA re QA Issue Related 
correspondence 

JOINER, J E Georgia Power Co JOINER,J E Troutman, Sanders, Lockerman & Ash 
more, 85/04/04 4pp 29744 162-29744:165 

8504160205 Advises that NRC discontinued svc on D Feig.J Shorthouso & C 
Slranalor.por JE Joiner 850327 Ur Related correspondence 

BORDENICK.B M Hearing Branch 3 #285 538 85/04/08 FOWLER.L Legal Envi 
ronmenlal Assislance Foundalion Ip 29813 093 29013 099 

8504120443 Requests addI 10 days to confer w/L Fowler & Joint Intervenors to resolve 
discovery differences by negotiation & stipulation, per request in Chairman Margulies 
850326 llr Svc list end Related corrosponaonce 

JOINER, J E Troutman, Sanders, Lockerman & Ashmore JOINER, J E Georgia Power 
Co #205 509 65/04/09 MARGULIES.M S , PARIS.O H . LINENBERGER.Q Atomic 
Safety and Licensing Board Pano! 3pp 29791 249 29701 251 

8504160400 Dlsciissos rosponso to 850326 request (or parties to attempt to resolve 
discovery differences Intervenors & applicant have agreed to discuss matters after 
850417 deposition Cerlificalo of Svc end Rolatod correspondence, 

JOHNSON,! Joint Intervenors - Vogtle JOHNSON.! Campntgn for Prosperous Geor- 
gia JOHNSON,! Goorgians Against Nuclear Energy #205 531 05/04/09 

MARGUILES.M B , LtNENBERGER.G , PARIS.O H Atomic Safely and Liconsing 
Board Panel 2pp 29015 136 29015 137 

8504160348 Calls ASLB attonlion to cases uncitod by other parties that hoar on 850401 
intorvenor motion for protective order In opposition to applicant rnotion to compel 
answers No position taken in discovery efisputo Related corrospondonco 
BOROENICK,BM Hearing Branch 3 #285 635, 05/04/11. MARGULIES, M.B . 

PARIS.O H, LINENBERGGR.G Atomic Safety and Licensing Board Panel 2pp 
29815 281-29015 202 


8504220196 Confirms that D Teper deposition will bo taken on &S0422 re QA 
issue Related cor re&pondence 

JOINER, J E Troutman, Sanders, Lockerman & Ashmore #285 610 85/04/17 
FOWLER, L Legal Environmental Assistance Foundation Ip 29928 355 29928 359 

—8504220200 Notice of deposition of D Teper to be taken on 050422 in Atlanta, GA re 
OA Issue Certificate of Svc end Related correspondence 

JOINER, JE Troutmar>. Sanders, Lockerman & Ashmore 85/04/17 4pp 29928 366- 
29928 359. 

6504230547 Provides addi info ro mo lion to compel Underslanding of agreements 
listed Taking of O Tepor deposition on 050422 & 26 confirmed Objection to applicant 
8504 15 answer to motion end Related correspondence 

JOHNSON,! Joint tntervenors - Vogtio #285 639 85/04/19 JOINER ,J Troutman. 
Sanders, Lockerman & Ashmore 2pp 29065 201-29965 204 

-8504230552 Objection to applicant 850415 answer to motion lor protective 
order Answer untimely filed CerliftcalQ of Svc end Related corresponder^ce 
JOHNSON.! Joint fntorvonors - Voglle 85/04/19 Atomic Safety and Licensing 
Board PaneP 2pp 29965 203 29965 204 

6504230SSS Forwards applicant first am ended response to Intervenora third set of inter- 
fogatorios & request for production of documents & first supplemental rosponso to in- 
terveners first set of Interrogatories Related correspondence 
JOINER.J.E Troutman, Sanders, Lockerman & Ashmore #285 638 85/04/19 
FOWLER.L Legal Environmental Assistance Foundation 2pp 29965 143 29965 175 

-8504230557 First amendod response to Joint Intervenors third sol of inlorrogatones & 
request fer production of documents Certificate of Svc end Related correspondence 
JOINER, J E Georgia Power Co JOINER. J E Troutman, Sanders, Lockerman & Ash- 
more. 85/04/19 lOpp 29965 145 29965 154 

-0504230561 First supplomenlal response to Joint Intervenors first sot of interrogatories 
& request for production of documents Certilicaie of Svc end Related correspond 
once 

JOINER.J E Georgia Power Co JOJNER.JE T/oulman, Sanders, Lockerman & Ash- 
more 85/04/19 20pp 29965 155 29965 175 

8604240266 Confirms 850418 telcon w/ applicants & Jomt Intervenors informing that on 
050417, Joint Intervenors filed response to applicant fourth sot of interrogatories & that 
applicant 850415 motion to compel is now moot Related correspondence. 
aORDENlCK.BW Hearing Branch 3 #285 874 65/04/19 MARGULIES.M B , 

PARJS.OH, LINENBERGER.G Atomic Safety and Licensing Board Panel tp 
29067 300-29967,306 

0604280151 Forwards Itrs exchanged subsequent to 650417 meeting of parlies to at 
tempt to resolve issues raised by Joint Intervenors 850301 motion to 
compel Certificate of Svc end Related correspondence 

JOINER.J E Troutman, Sanders, Lockerman & Ashmore //285 700 85/04/22 
MARGULIES.M B , PARIS.O H, LINENBEnGER,G Atomic Safety and Licensing 
Board Panel 14pp 30025 282-30025 275 

0604280159 Forwards applicant request for feave to withdraw 850415 motion to 
compel Corrections (o T Johnson slatemenls made in Inlervenor 850416 response lo 
applicant motion to compel provided Related correspondence 
JOINER.J E Troutman. Sanders, Lockerman & Ashmore JOINER.J E Georgia Power 
Co #285 702 8S/04/22 FOWLER.L Legal Envirormenlal Assistance Foundalion 
Ip 30025 1 72-30025 176 

-0604260194 Request for leave to withdraw 850415 motion to compel Joint Intervenors 
responded lo applicant fourth set of inlerrogalorios &. requesi for production of docu- 
ments on 050417 Cerlificato of Svc onci Related correspondence 
JOINER.J.E Georgia Power Co JOINER.J E Troutman, Sanders. Lockerman & Ash- 
more 85/04/22 Atomic Safely and Licensing Board Panel 4pp 30025 173- 
30025 176 


I Financial Information 


0604160344 Advises that 850417 meeting schodulpcl for solo purpose of discussing 
Joint Intervenors motion to compol answers to third set of interrogatories, Related cor 
reapondonco ^ 

JOINER.J E Troutman, Sandors, Lockerman & Ashmore #285 552 85/04/12, 
FOWLER.L Legal Environmonlal Asslslanco Foundation 2pp 20815 008 2961 5 009 

0504170673 Response opposing Joint Intervenors 050401 motion for protective order in 
opposition to appliconl 050322 mollon to compof answers Co rtiiicate of Svc 
end Related corrospondonco ^ „ 

CHURCHILL, B W Georgia Power Co CHURCHILL.B W Shaw. Pittman, Potts & Trow 
bridge #205 574 05/04/15 Atomic Safely and Licensing Board Panel 21 pp 
20830 220-29838 240 


0504170745 Motion lo compol Joint intervenors fosponao lo applicant S50305 fourth sot 
of inlerrogalorios & request for production of documonls Requests rosponso on or 
before 850422 W/Cerlificato of Svc Related corrospondonco 
CHURCHILL.B W Georgia Power Co CHURCHILL.B W Shaw. Pittman, Polls & Trow- 
bridge #285 575 85/04/16 Atomic Safety and Licensing Board Panel. 4pp, 
20838 214-29838 217 


0504230554 Response opposing applicant motion to compol response lo applicant 
fourth set of interrogalorlQS & request lor production of documents Motion 
moot Related correspondonco. « . x . . 

JOHNSON,! Campaign for Prosperous Georgia JOHNSON,! Georgians Against Nu- 
clear Energy #285 656. 85/04/16 Atomic Safely and Liconsing Board Panel Ppp 
29965 176-20965 200 


‘8504230556 Joint Intervenors rosponso to applicant fourth sol of Interrogatories & re- 
quests lo produce Rolatod corrospondonco ^ 

jEPER.D Georgians Against Nuclear Energy TEPER, D Campaign for prosperous 
Georgia 85/04/16 23pp 29965.178 20905 200 


6 S04 180540 Forwards FES (NUREG-IOO?) ro facillly operalion.FES sent to parlies to 
proceeding on a50412.W/o end Related correspondence o 

BORDENfCK.BM Hearing Branch 3. #205 597 05/04/17, MARGULIES.M 8„ 

LINENBERGER.G, PARIS, 0,H. Atomic Safely and Licensing Board Panel Ip 
29909,247-29009 247 


6604250219 Forwards annual financial repls for 1984 for Georgia Power Co & Southern 
Co 

GUCWA.LT Georgia Power Co B5/04/16 DENTON.HR Office ol Nuclear Reac lor 
Regulation, Director Ip 30021001-30021 111 

-0604260230 ”1984 Annual Hept '' 

SCHERER.RW Georgia Power Co 84/12/31 60pp 30021 002-30021 051 


-0504250235 ”1984 Annual Rept ” 

ADOISON.EL Soulhorn Co. 84/12/31 60pp 30021 052 30021 


111 


K. Utility Final Safety Analysis Report (FSAR) & amends 

0603190120 Forwards Amend 15 lo FSAR lor AW VoflUe Units 1 & 2 
FOSTER, DO, Georgia Power Co 85/03/07 ADfcNSAM.EG Licensing Branch 4 
5pp. 20411'155 29415.001 

-0503190126 Amend 15 lo FSAR for AW Vogllo Units 1 & 2 
* Georgia Power Co 85/03/07 1282pp 20411 160 29415 205 


Q. Inspection reports, IE Bulletins & correspondence 

8604120162 Responds to FOIA request lor CasoCaad Forecast Panel files In Ofc of Re- 
source Mot Forwards listed documents Documents also available In PDB 
FELTON. J M. Division of Rules and Records. 04/06/06 Kf LIEFER, C Shaw, Rltman, 
Potts 0 Trowbridge 2pp 30300 003 30303,129 

8 604170570 Forwards Insp Repls 50 424/84-36 & SO 425/84-36 on 841204-13 & notlco 
of violation 

WALKER.R.D Region 2, Office ol Director 85/03/04. KELLY.RJ Georgia Power Co 
2pp 29844 139 29844<107. 

-0504170573 NotIcQ of violation from Insp on 841204-13 

* Region 2, Office of Olreclor 65/03/04 3pp 20844‘141-29844>143 
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--Q504170677 Insp Repls 50 424/ai3S & 50 425/8-136 on 841204^13 Violalions 
noted fflilure to follow NDF procedures, lack. o1 procedure for ultra sonic testing calibr 
sids & inadequate procedures for inslallalton & insp ot pipe supports 
0l_AKE.J J , GIRARD, E H , HALLSTROM,G A Region 2, Office of Director 85/02/22 
44pp 29844 144^23844 187 

8504120415 Forwards Insp Repls 50 424/85-03 & 50 425/05-03 on 650129 0201 & 
notice of wolatron 

WALKER.R D Regior^ 2, Olfjce o1 Director 85/03/07 KELLY, RJ Georqia Power Co 
2pp 29807 172 23807 185 

“8504120419 Notice ot violation from Insp on 850129 0201 

* Region 2, Office of Director 05/03/07 ip 29007 174-29807 174 

“8504120423 Insp Repls 50-424/85 03 g 60 425/05 03 on 850129-0201 VJolaitor> 
noted failure to adequately accomplish corrective action required by Design Chance 
Notice 22 

HALLSTROM.G A , BLAKE, J J Region 2, Olfice of Director 85/02/21 lipp 
29807 175 29807 185 

0504160748 Forwards revised response to IE Bulletin 84-03, ■'Refueling Cavity Water 
Saal,'^ due to ms inlerp relation of components addressed by bullelin 
FOSTER, DO Georgia Power Co 85/03/07 GRACE, j N Region 2, Office of Director 
3pp 29809 322-29009 324 

8504120161 Forwards Insp Repts 50-424/85 04 & 50 425/85 04 on 850129 0214 No 
violations or deviations noted 

0ROWNLEE.VL Region 2, Olfice of Director 85/03/03 KELLY,R J Georgia Power 
Co 4pp 29807 190-20807 204 

■’0604120172 Insp Repts 50-424/B5 04 g 50 425/05 04 on 850129 0214 No violations 
or deviations noted Major areas inspected licensee presentation on status of readi- 
ness review program g ongoing repair to concrete defect 

HARRIS, J R , CONLON.T E Region 2, Office of Director 85/03/06 lipp 29007 1 94- 
29007 204 

8504170714 Forwards Insp Repls 50 424/85-05 & 60 425/85 05 on 650122 0222 No 
violation or deviation noted 

8ROWNLEE.VL Region 2, Office of Director 85/03/11 KELLEY.RJ Georgia Power 
Co 4pp 29842 339-29842 350 

“0604170721 Insp Repls 50-424/85-05 & 50-426/85 05 on 850122-0222 No violation 
or cfovlation rofed Major areas inspected QA, refueling cavity seal ring inslallaltcn. & 
in place slorag^s of safety- re la ted equipment 

SANDERS, WF , ROGGE, J.F , SINKULE.M V Region 2. Olfice of Director 85/03/00 
8pp 29842 343 29842 360 

8504150060 Notice of violation from insp orr 05021 1 14 

* Region 2, Office ot Director 85/03/18 3pp 29809 213 29809 216 


0504050047 IE fnfo Notice 85 028, '■ Partial Loss of AC Power & Diesel Generator Deg 
radation *' Sve list end 

JORDAN,EL Division of Emergency Preparedness 8 Engineering Response (Post 
630 103) 85/04/09 Consolidated Edison Co of New York, fne 109pp 29790 278- 
29791 024 

8504090419 IE Info Notice 85 029. "Use of Unqualified Sources in Well Logging Appli- 
cations '■ Sve list end 

PARTLOW.J G Division of Inspection Programs (Post 850212) 05/04/12 Consolidat- 
ed Edisorr Co ot New York. Inc 66pp 29832 001-29832 023 

0504170240 IE Info Notice 85 030, "Mlcrobiologlcally Induced Corrosion Containmeni 
Sve Water Sys " Sve tist end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/19 Conso-lidaled Edison Co of New York, Inc 109np 2996B258- 
29966363 

8504190055 IE Info Notice 85 032, "Recent Engine Failures of Emergency Diesel Gen- 
erators " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc f09pp 29908 209- 

29908 347 

8504190060 IE Info Notice 86 033, "Undersized Nozzta-To Shell Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code " Sve list 
end 

JORDAN, EL Division of Emergency Preparedness g Engineering Response (Post 
830103) 85/0-4/22 Consolidated Edison Co of New York, Inc 108pp 29909 001- 

29909 107 

0504220347 IE fnfo Nolsce 84-84,Rbv 1. ’‘Deficiencies in Ferro-Resonant Transformers “ 
Sve list oncL 

JORDAN, EL Division of Emergency Preparedness g Engineering Response (Post 
830103) 05/04/24 Consolidated Edison Co of New York, Inc IIOpp 30027 067- 
30027 104 ^ 


R. Periodic operating reports & related correspondence 

6504120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source Mot Forwards listed documents Documents also available In PDR 
FELTON, JM Division of Rules and Records 84/06/06 KILLEFER.C Shaw. PiUman, 
Potts g Trowbridge 2pp 30300 003-30303 129 

“8504120401 Forwards updated const status rapts as of 021003 Info for inclusion in 
Yellow Book 

FOSTER, DO Georgia Power Co 82/10/13 Office of Resource Management, Diroc- 
lor 6pp 30318 281-30318 285 


0603190659 IE Info Notice 85-022, ‘’Limilorque Motor Operated Valvos Resulling From 
Incorrect Installation of Pinion Gear Sve list end 

JORDAN, EL Division of Emergency Preparedness g Engineering Response (Post 
830103) 85/03/21 Consolidated Edison Co of New York, fne foapp 20597 001- 
29597 005 


-8504150164 Forwards updated const status repls as of 821226 Info for inclusion in 
Yellow Book 

FOSTER.DO Georgia Power Co 83/02/14 Information Systems Branch 5pp 
30325 145 30325149 


B6032104B1 IE Info Notice 85-023. "Inadequate Surveillance g Post Maim S Post Mod 
Sys Testing " Sve iisl end 

JORDAN, El Division of Emergency Preparedness g Engineering Response (Post 
8301031 85/03/22 Consolidaled Edison Co of New York, Inc lOBpp 29656 001- 


0503220444 IE Info Notice 85 024, ’'Failures of Protective Coatings in Pipes & HXs*’ 
Sve list end 

JORDAN,E L Division of Emergency Preparedness g Engineering Resoonse (Post 
830103) 65/03/26 Consolidated Edison Co of New York, Inc I06pp. 20596,154* 
29596 363 


6504160516 Forwards Insp Repts 50 424/85 07 g 50-425/85 07 on 850225 0301 g 
nolle e of viQ Falcon 

8ROWNLEE.VL Region 2, Office of Diraclor 65/03/28 KELLY.RJ Georgia Power 
Co 2pp 29B19 102-29819198 


•8504150205 Forwards updated const status repls as of 030925 Info for inclusion in 
Yelfow Book 

FOSTER.DO Georgia Power Co 83/10/28 Information Systems Branch 5pp 
30318 122-30310 126 


-8504150308 Forwards updated const status repls as of 830610 Info for inclusion in 
Yellow Book 

FOSTER.DO Georgia Power Co 83/08/15 Information Systems Branch 8pp. 

30325 267-30325 279 

“8504150419 Forwards updated const status repls as of 030327 for inclusion in const 
slalus rept (Yellow Book) 

FOSTER.DO Georgia Power Co 83/05/17 Information Systems Branch 5pp 

30326 001-30326005 


S, Roportabfe occurrences^ LERs g related correspondence 


“6504160521 Notice of violation from insp on 850225 0301 
• Region 2, Olfico of Director 85/03/26 4pp 29619 184 29819 167 

--0504160526 Insp Repts 50 424/85 07 g 50 42S/B5 07 on 050225 0301 Violations 
noted failure to follow procedures for control of tools used on stainless stool g failure 
to follow procedure for fit up insp of flCPB piping 

COLEY.JL, BLAKE.JJ Region 2, Office of Director 85/03/18 11pp. 29819 168 
29019,190 

8503280037 IE Info Notice 65 025, "Consideration of Thermal Conditions in Design 8 
Installation qf Supports for Diesel Generator Exhaust Silencers" Sve list end 
JOB DAN, E L Division of Emergency Preparedness g Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Go of New York, fne I07pp, 29667-1 99 
29667 305 

0503280045 IE Info Notice 85 026, "Vacuum Relief Sys for BWR Mark F g II Cohlatn- 
ments ” Sve list end 

JORDAN.EL Division of Emergency Preparedness g Enginearing Response (Post 
830103) 85/04 /'02 Consolidated Edison Co of New York, Inc 92pp 29667 107- 


0504010039 fE Info Notice 65 027, "Notiiications la NRG Operations Ctr & Reporting 
Events in LERs." Sve list end 

JOB DAN, E L Division of Emergency Preparedness g Engineering Response (Post 
830103) 85/04/03, Consolidated Edison Co of New York, Inc 98pp 29690 255 
29690’ 362 

8504050042 Sirppl 1 to IE Info Notice 65 003, "Separation of Primary Reactor Coolant 
Pump Shall g Impeller " Sve list end 

JOB DAN, E L Division of Emsrgercy Preparedness & Engineering Response (Post 
030103) 85/04/09 Consolidated Edison Cio of New York. Inc, 101 op 29791 025- 
29791 126 ^ 


6S041S0206 Pari 21 repl re mall furnished lo plant w/o all necessary lasts 
conducted Mall from stock w/omission of check analysis upgraded Affected filllnas 
under evaluation g will be sent lo )ab for check analysis test 
BAIR, A Pullman. Inc 64/03/22 QROOVER.E D Georgia Power Co. 2pd 29809 277 

oanna ovn 


0504120197 Forwards "Review of Emergency Diesel Generator Rocker Arm Cap- 
screws," technical evaluation rapt 

LAITV.WW Baltelle Memorial fnslUute, Pacific Northwest Laboratories FIN D-2952 
05/04/04 BERLINGER.C Division of Licensing Ip 29706-217-29786.233. 

“8504120220 "Review of Emergency Diesel Generator Rocker Arm Capscrews." tech- 
nical evaluation repl 

LAITY,WW, Battella Memorial Institute, Pacific Northwest Laboratories FIN B 2952 
PN L-5200 15 85/03/31 Division of Licensing 16pp 29700 218 29706,233. 

0604120227 Forwards "Review of Engine Base g Bearing Caps for TDI OSR 48 Diesel 
Engines," lachnical evaluation rept 

LAITY, W.W Batlelte Memorial Institute, Pacific Northwest Laboratories FIN 9-2963 
85/04/04 BERLINGER.C Division Of Licensing ip. 20788 335-29788.352 

“8604120277 "Review of Engine Base g Bearing Caps for TDI DSR.48 Diesel En- 

e mos," technical evaluation rept 

AITY.WW, Battelle Mernorial Institute, Pacific Northwest Laboratories FIN B-2952 
PNl-5200-11 05/03/31 BERLINGER.C H. NRC - No Detailed Affiliation Given 17pp 
29708 336 29708,352 

0504120290 Feiwards PNL-6200 21. "Review of Emergency Diesel Generator Air Start 
Valve Capscrews," technical evaluation rept for TDI Diesel Engine Proiecl. 

LAITY, W.W Baltelle Memorial Institute, Pacific Northwest LaDoratones FIN B-2963 
85/04/04 BERLINGER.C Division of Licensing Ip 29707 098-29787 114 
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-8504120296 “Review of Emergency Diesel Generalor Air Start Valve Caoscrews.'' 
technical evaluation ropt 

Batteflo Memorial Institule, Pacific Northwest Laboratories FIN B 2G52 PNL 5200 
21 85/03/31 DiVJSior> of Licensing 16pp 29787 099-29787114 

“Review of Engine Base & Bearing Caps for TDI 
DSRV 12,DSRV-16 & DSRV-20 Diesel Engines " 

LAtTY.W W Baltelle Memorial Institulo, Pacific Northwest Laboratories FIN B-2963 
05/04/04 BEHLINGER.C Division of Licensing ip 29707 001-29787 017 

-8504120317 “Review of Engine Base & Bearing Caps for TDI DSRV-12 DSRV-16 & 
DSRV-20 Diesel Engines " 

tAITY.W W Batlelle MemoriaJ Institute, Pacific Northwest Laboratories FIN B 2963 
PNL-5200-12 05/03/26 Division of Licensing 14pp 29787 002-29787 017 


8504300337 Informs that design roviow/guafity revalidat-ion rent supports conclusion 
that TDI diosel generalors at facilities acceptable for intended safety function for life 
of plant Rept recommendations will be satisfied 

FOSTER.DO Georgia Power Co 85/04/26 ADENSAM.EG Licensing Branch 4 
2pp 30063 349 30063 350 


DOCKET 50-433 UNIV. OF CALIFORNIA AT SANTA BARBARA RESEARCH 
REACTOR 


8503280037 IE Info Notice 85-025, “Consideratjon of Thermal Conditions in Design & 
Installation of Supports for Diesel Generator Exhaust Silencers'' Svc list enct 
JORDAN, EL Divjsion of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Go of New York, Jnc l07pp 29667 199 
29667 305 


8683280045 IE Info Notice 05-026, "Vacuum Relief Sys for BWR Mark I & fl Contain 
ments ” Svc fist end 

JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc 92pp 29667 107- 
29667 198 


8604010039 IE Info Notice 85-027, "Notifications to NRG Operations Ctr ^ Reporting 
Events In LEHs *' Svc fist end 

JORDAN, E L. Division ol Emergency Preparedness & Engineering Response (Post 
830103) 05/04/03 Consolidated Edison Co of Now York. Inc 98pp 29690 255 


8504050042 SuppI 1 to IE Info Notice 85-003, "Separafion of Primary Reactor Coolant 
Pump Shaft & Impeller “ Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/00 Consofidated Edison Co of New York. Inc lOIpp 29791 025 


F, Socufity, medical, emergency & fir© protecllon plana 

8504280206 Forwards Safeguards Insp Rept 50 433/05 01 on 850324 0410 & notice of 
violation 

MONTGOMERY.J Region 6, Office of Oiroctor 65/04/19 KROES.flJ California 
Ifniv of, Santa Barbara, CA 2pp 30024 077 30024 081 

-8504260209 Notice of violation from Insp on 850325 0410 
MONTGOMERY.J Region 5, Office of Director 85/04/19 2pp 30024 079-30024 080 


8504050047 IE Info Notice 85 028, “Partfal Loss of AC Power & Diesel Generator Deg 
radatlon " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co ol New York. Inc 109pD 29790 278* 
29791 024 


8504090410 IE Info Notice 65 029, "Use of Unqualiffed Sourcos in Well Lo-gqing Appli 
cations *' Svc list end 

PARTLOW.JG Division of Inspection Programs (Post 650212) 85/04/12 Consolidat- 
ed Edison Co of New York, Inc 66pp 29632 001-29832 023 


”8504260213 Physical Socurity Insp Ropl 50 433/05 01 on B50326 0410 Violalion 
noted failure to submit changes to security plan within 2 months & to prepare re 
sponso (0 theft of SNM Details withheld (ref tOCPRS 790) 

NOROERI lAUG.L R , SCHUSFER.MD Region 5, Office of Director 85/04/17 1o 
30024 061-30024 001 


8504170240 IE Info Notice 85-030, "Microbiological ly Induced Ckjrroslon Containment 
Svc Water Sys " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 86/04/19 Consolfdaled Edison Co of New York, Inc 109pp 29966 258 
29966 363 


O. Inspection reports, IE Quilotins & correspondence 

0504260206 Forwards Safeguards Insp Ropt 50-433/85 01 on 850324 0410 & notice of 
violation 

MONTGOMERY.J Region 5, Office of Director 85/04/19 KROES.RJ California. 
Univ of, Santa Barbara. CA 2pp 30024 077 30024 061 

-8604260209 Notice of violation from insp on 850326 0410 
MONTGOMERY.J Region 5, Office of Dlreclor 85/04/19 2pp 30024 070 30024 080 

-8504260213 Physical Security Insp Ropl 50 433/05 01 on 850325-0410 Violation 
noted failure to submit changes to security plan within 2 months & to prepare re 
sponso to thofl of SNM Details withhold (ref 10CFR2 790) 

NORDERHAUG.L R , SCHUSTER, MD Region 5, Office of Director 85/04/17 Ip 
30024 081*30024 001 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 


A Appllcatlon/constructlon stage documents & correspondence 

6504240170 Notifrcation of contract execution, Mod 8, to “Ocean Silo Hydrodynamic Ro 
sponso Conaidoralion for Ffoaling Nuefear Power Plants “ Contractor David Taylor 
Naval n&D Ctr 

LITTLE.M Technical Assistance Coniracts Branch FIN B5103 05/04/12 

SCHROEDER.F, BOSNAK.R NRG • No Dotallod Affiliation Givoa Ip 29970 362- 
29970 363 

-8504240177 Mod O.deobflnating unllquidalo balance S. closing out "Ocoan Silo Hydro- 
dynamic Reyionso Consideration for Floating Nuclear Power Plants " 

WALLOS.R E David W. Taylor Naval Research & Dovelopmont Conlor 
THOMPSON, RD Division of (Coniracts FIN B 5103 85/04/12 Ip 29970 363- 
29970 363 

8504120206 Gonoric Ltr 05 06 to all PWR IlconsooB & all applicants for OLs ro OA guid- 
ance for ATWS oquipmoni not safoly rolaled Svc list end, 

THOMPSON,HL Division of Licensing 05/04/16 Consolidated Edison Co of Now 
York. Inc 22pp 29047 280-20947 309 


Q, Inspection reports, IE Bulletins & correspondence 

65031 90659 IE Info Notice 85 022, “Limitorquo Motor-Oporalod Valves Resulting From 
Incorrect Inslallation of Pinion Goar ” Svc li?1 onci 

JORDAN,E L Division of Emergency Proparodnoss & Engineering Response (Posl 
030103) 05/03/21 Consolidated Edison Co of New York, Inc fOOpp 29507-001- 
29597 005 

6503210461 IE Info Notico 85 023, “Inadoquato Survolliance & Post Maint & Post-Mod 
Sys Tostii^ " Svc list end 

JORDAN.E L Division of Emergency Preparerinoas & Englneoring Response (Post 
030103) 85/03/22 Consolldatod Edison Co. of New York, fnc. lOOpp. 20650 00 1- 
20656 107 

6503220444 IE Info Notioe 85 024, "Failures of Protecllvo Coatings In Pipes & HXs." 
Svc list end 

JORDAN.E L Division of Emergency Proparodnosa & Eoglnooring Response (Post 
630103) 85/03/26. Consofidalod Edison Co of Now York, fnc, lOBpp, 29596:154- 
20596 363 


8604190065 IE Info Notice 85-032, "Recent Engine Failures of Emergency Diesel Gen 
orators " Svc list end 

JORDAN.E L Division of Emergency Preparedness S Engineering Response (Post 
G30103) 05/04/22 Consolidated Edison Co of New York, Inc 109pp 209DB239* 
29900 347 ^ 


8504190060 IE Info Nolice 05-033, "Undersized Nozzle To-Sholl Welded Joints in Tanks 
& HXs Constructed Under Rules of ASWE Boiler & Pressure Vessel Coefe " Svc list 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/22 Consolidated Edison Co of New York, Inc 108pp 29089001- 
20089 107 

8504220347 IE Info Notice 64 *8 4, Rev 1, "Deficiencies in Ferro Resonant Transformers " 
Svc fist end 

JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/04/24 Consolidated Edison Co of New York, Inc 110pp 30027 067* 
30027-184 


DOCKET 50*438 BELLEFONTE NUCLEAR PLANT, UNIT 1 


A. Appllcatlon/constructlon stage documents & correspondence 


6504120162 Responds 1o FOIA request for Caseload Forecast Pane) fifes in Ofc of Re- 
source Mgl Forwards listed documents Documents also available in PDR 
FELTON, J M Division of Rules and Records 04/06/06 KILLEFER.C Shaw. Pittman, 
Potts A Trowbridge 2pp 30300 003 30303-129 

-6504120300 Notificalion ol 760412*13 site visit w/ulil to discuss actual fuel load dale 
PIKE.W J Light Wafer Reactors Branch 3 70/03/30. PARR.O D Light Water Reac- 
tors Branch 3 2pp 30316031-30316032 

-8504120311 Summary of NRC Caseload Forecast Panel 810921-23 site visit ro const 
progress A current A future const plans Completion ol Unit 1 unlikely before Apr 19B4 
HERNAN.RW. Licensing Branch 4 81/10/29 Licensing Branch 4 11pp 30316033- 
30318 043 


-8604160400 Forwards updated const status repla for Wads Bar Units 1 & 2 & Belle 
fonle Units 1 2 as of 820930 for inclusion in NUREG 0030 New method of calculal 

ing percent complete will be ImpJomenlsd by next reporting period 
MFLLS.LM Tennessee Valley Authority 02/10/15 Information Systems Branch 6pp. 
30325-347 30325 3 51 


8504010067 Forwards revised FSAR pages describing new main steam line break anal- 
ysis & resultant conlalnmenl temp "Methodology for Predicling Coolainmenl Temp 
Following Main- Steam Line Break also end 

SHELL, R.H Tennessee Valley Aulhonly 85/03/25 ADENSAM.E Licensing Branch 4 
20pp 29570 176-29570:231 

-8604010071 "Methodology for Predicting Conlalnmenl Temp Following Main Steam 
Lino Break " 

CROUCH, W D , BRVAN.RH , JRBY.R G Tennessee Valley Authority 05/03/25, 36pp 
27570.196-27570 245 

8604120206 Generic LIr 85-06 to all PWR licensees A all applicants for OLs re QA guid- 
ance for ATWS equipment nol safety related Svc list encl 
THOMPSON, HI, Division of licensing. 85/04/18 Consolidaled Edison Co of New 
York. Inc. 22pp. 29947 288 29947 309 
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850412G031 Goneric Hr 85 02 lo all PWfl licensees & applicants holders ol CPs & Fort 
St Wain re recommended aclions stemming Irom hJRC integrated program for resolu- 
tion ol unresolved safely issues re steam ganeraior lube integrity Sve list end 
THOMPSON, HL Division of bee rts mg 85/04/17 Yankee Atomic Electric Co 127pp 
29953 071*29953 262 

850430ft368 Advises that ATWS procedure will not be submitted for NflC review ATWS 
issue resolved Mod inslaflalion will be completed before expecled dale of fuel 
load-NRC 800827 Hr & ulil 801024 Hr cited 

DOMERpJA Tonnessee ValJey Authority 65/04/24 ADENSAM.E Licensing Branch 
4 Ip 30063 181*30063161 


P. Security, modjeal, emergency & fire protection plans 

8504160727 Notifies ol 650312,14,10 & 20 site evaluation w/ Boise Interagency Fire 
Cache for establishment of emergency VHP radio sys Radio sys,if installed.will ha 
used as support & backup communication means in emergency situations 
VERRELLI.DM Region 2, Office of Director 85/03/07 PARRIS, HC Tennessee 
Valley Authority 2pp 29809 359 29809 360 

8504160376 Forwards Insp Repts 50 438/85 07 & 50-439/85 07 on 650201*26 & notice 
of violation 

VERRELLI.DM Region 2. Office of Director 85/03/28 HARRIS, H 6 Tennessee 
Valley Authority 2pp 29822 026 29822 036 

-8504160393 Insp Repts 50 438/65*07 8 50 439/05*07 Oh 850201*26 Violation 
nolad failure to perforrr^ QC personnel eye exams on yearly basis 
yORK,J W , BEARDEN, W C . WEISE.S P Region 2, Office of Director 85/03/27 Bpp 
29822 029*20622 036 


J, Insurance & Indemnity fnformatlon 

6504040038 Forwards Endorsement 25 lo NELfA Policy NF-258 
DUCK,J R Marsh & Mclennan, Ire 85/03/27 SALTZMAN.J Asshstanl Director for 
Stated Licensee Relations 2pp 29612 265*29612 266 


K, Utility Final Safety Analysis Report {F8AR> amends 

8S04 160420 Forwards affidavit certifying that Amend 24 to FSAR served on 850404 to 
listed Individuals 

DOMER.JA Tennessee Valley Authority 85/04/04 ADENSAM,£G Licensing Branch 
4 2pp 29815163*29815164 


O. Inspection reports, IE Bulletins & correspondence 

6504150086 Forwards Insp Repts 60 438/85 06 & 50-439/B6-06 on 850212-15 & notice 
of violation 

VERRELLf.DM Region 2, Office of Director 85/03/11 PARRIS, HG Tennessee 
Valley Authority 2pp 29609 220*29809 231 

-8504150070 Nolrce of violafion from insp on 850212-15 
- Region 2, Office of Director 66/03/1 1 Ip 29809 222*29809 222 

-8504150073 Insp Repts 50*430/85*06 & 50 439/85 06 on 850212-15 Violation 
noted failure to accomplish adequate housokoeplng on cable trays 
HALLSTROM.Q A , BLAKEJJ Region 2, Office of Qdrector 65/03/05 9pp 
29809 223*29609 231 

6503190659 IE Info Molice 85 022, ‘'bmitorque Motor Operated Valves Resulting From 
Incorrect Inslallalion of Pinion Gear " Sve lisl end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/03/21 Consolidated Edison Co of New York, fnc 108pp 29597001- 
29597 005 

8503210461 IE Info Notice 85 023, ‘'Inadequate Surveillance & Post-Malnl & PosFMod 
SysTeslirw" Sve list end 

JORDAN ,EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/03/22 Consolidated Edison Co of New York, fnc lOBpp 29656 001- 
29650 107 

8503220444 IE fnfo Notice 85 024, "Failures ol Protective Coalings in Pipes & HXs " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engmeoring Response (Post 
630103) 85/03/26 Consolidated Edison Co of New York, Inc 1O0pp 29596 154- 
29596363 

8504160376 Forwards Insp Repts 50 436/65 07 & SO 439/65*07 on 850201 26 & notice 
of violation 

VERRELLI.DM Region 2. Office of Director 85/03/26 HARRIS, H G Tennessee 
Valley Authority 2pp 29822926 29822036 

>•8504160385 Notice of violation from Insp on 8 50201 -26 
* Region 2. Office of Director 85/03/28 Ip 29822 028*29822 028 

-8504160393 Insp Repts 50-438/85-07 & 50 439/85 07 on 850201*26, Violation 
noted failure lo perform OC personnel eye exams qn yearly basis 
YORK.J.W . BEARDEN.WC . WEfSE.S P. Region 2, Office of Director 65/03/27 8pp, 
29822 029 29622 036. 

8593280037 IE Info Notice 65 025, '‘Consideration of Thermal Condilfons In Design & 
Installatron of Supports for Diesel Generator Exhaust Silencers " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/02 Consolidated Edison Co of New York, Inc 107pp 29667.109* 
29667 305 

0503280045 IE Info Notice 65 026, "Vacuum Relief Sys for 8WR Mark I & 11 Conlaln- 
menls ** Sve list end 

JORDAN, E L Division ol Emergency Preparedness & Engineering Response (Post 
630103) 85/04/02 Consolidated Edison Co of New York. Inc 92 pp 29667.107- 
29667 199 


8504010039 IE Info Notice 65 027, "Notifications to NRC Operations Ctr & Roporling 
Events in LERs " Sve fist end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/04/03 Consolidated Edison Co of New York. Inc 98pp 29690 255 
20690 362 

8504050042 Suppl 1 to IE Info Notice 85-003, "Separation of Primary Reactor Coolani 
Pump Shaft & Impeller," Sve list end 

JORDAN.EL Division of Emergency Preparedness & Encmoering Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc i01pp 29791 025 
29791 126 

8504050047 IE Info Notice 65-028, "Partial Loss of AC Power & Diesel Generator Deg- 
radation" Sve list end 

JORDAN.E L Division of Emergency Preparedness 9 EngmGermg Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc 109pp 29790 278- 
29791 024 

8504090419 IE Info Notice 65 029, "Use of Unqualified Sources In Well Logging Appli 
cations " Sve list end 

PARTLOW.JQ Division of Inspection Programs (Post 850212) 85/04/12 Consolidal* 
ad Edison Co of New York, Inc 66pp 29832 001 -29B32 023 

8504170240 IE Info Notice 65-030, "Mrcrobiologically Induced Corrosion Containment 
Sve Water Sys " Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/19 Consolidated Edison Co of New York, fnc 109pp 29966 258* 
29966 363 

8504190055 IE Info Notice 05-032, "Recent Engine Failures of Emergency Diesel Gon* 
eratora " Sve list one) 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolcdated Edison Co of New York, Inc 109pp 29988 239 

29988 347 , 

8504190060 IE Info Nolle© 85 033, "Undersized Nozzfo-To Shell Welded Joints In Tanks 
& HXs Conslfi/ctod Under Rules of ASME Boiler & Pressure Vessel Code " Sve list 
end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103). 85/04/22 Consolidated Edison Co of Now York, Inc f08pp 29989 001- 

29989 107 

8504220347 IE Info Notice 84 84, Rev 1, "Deficiencies In Ferro Resonant Transformers " 
Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Posi 
830103) 85/04/24 Consolidated Edison Co of New York, Inc 118pp 30027,067* 
30027 184. 


B, Periodic operating reports & related correspondence 

6504120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of R© 
source Mat Forwards listed documents Documents also available In PDR 
FELTON, JM Division of Rules and Records 84/06/06 KILLEFER.C Shaw, PiUman, 
Potts 8 Trowbridge 2pp 30300 003-30303 129 

-*8504120267 Fonvards updated const status repts as of 831231 for Walls Bar Unils 1 
& 2 & Bojlefonto Units 1 & 2 Info for inclusion In NUREG 0300 June 1964 & Dec 1965 
fuel load dates for Walls Bar Units 1 & 2, reap actively. 

MILLS.LM Tennessee Valley Authority 84/01/24 Information Systems Branch 9pp 
30318175*30318183 

-8604120204 -‘TVA.Div of Const, Project Trend Analysis, Manpower/ Progress/ ScJied 
ulo" 

* Tennessee Valley Authority 81/07/30 200pp 30315 235*30316 014 

-8504120268 Fonvards updated const status repts as of B40331 for Watts Bar Units 1 
& 2 & Ballefonte Units 1 & 2 Info for inclusion in NUREG 0030 
MILLS.LM Tennessee Valley Authority 84/04/25 Information Systems Branch 9pp. 
30318 195 30318 203 

-8504120332 "TVA,Oiv of Engineering DesIgn.Pfojecl Trend Analysis. Manpower/ 
Progress /Schedule," for 810628 0725 

* Tennessee Valley Authority 81/07/25 126pp 30316 044*30316 131 

-8504160030 Fonvards updated const status repts as of 830630 for Watts Bar Units 1 
& 2 & Bdllefonte Units 1 & 2 Info for inclusion in NUREG 0030 
MILLS.L M Tennessee Valley Authority 03/07/20 Information Systems Branch 5pp 
30318 029 30318.033 

-85O41S0216 Forwards updated const status repts as of 830930 for Watts Bar Units I 
& 2 & Bellefonte Units 1 & 2 tnfo for Inclusion in NUREG*0030. 

MfLLS.LM Tennessee Valley Authority 83/10/21 Information Systems Branch. 5pp. 
30318 131*30316 135 

-8504150234 Forwards updated const status repts as of 821231 for Walls Bar Units 1 
& 2 & SellQfonto Units 1 & 2 Info for Inclusion in NUflEG-0030. 

MILLS.LM Tennessee Valley Authority 83/01/21. Information Systems Branch 
16pp 30326 214 30325'229 

-8504160466 Forwards updated const status repts for Watts Bar & Bellefonte Nuclear 
Plants as of 830331, for Inclusion in NUREG*0030 

MILLS.LM Tennessee Valley Authority 83/04/21 Information Systems Branch 5pp 
303 26 078*30326,062 


S. Reportable occurrences, LERs & related correspondence 

8504150136 First mlerfm deficiency repl re Inlerpretalion error of flange 
qualification Initially reported on 841207. Corrective action being evaluated Next rept 
will be submitted on B50531. 

HUFHAM.J W. Tennessee Valley Aulhority 85/01/07, O’REILLY, J P Region 2, Office 
of Director 2pp. 29808 361*29008,362. 
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650 4 150647 First interim deficiency rept ro auxiliary bldg common area air conditioning 
equjpmen not soismicafly qualitied Initially reported on 0501 25 Corrective actions 
being evaluated Next report will be submirted by 051002 

HUFHAMJ W Tennessee Valley Authority 05702/23 GRACE.J N Region 2. Office of 
Director 2pp 29810 228 29810 229 


6504260022 Supplernenlal final deficiency rept re doficienl welds on cable tray 
supports Initially reported on 820908 Access to welds impeded Correclive action will 
be completed by 850715. 

HUFHAMJ W Tennessee Valley Authority 85/04/11 GRACE, J N Region 2. Office of 
Director Ip 30034 356-30034 356 


05041 5032S Third mierim Deficiency Rept NCR 3102 re incorrect use of adaptors to 
connect instrument piping to instrument tubing InitlaPIy reported on 840510 Field verdi- 
calion of adaptors being conducted Final rept expected by 850703 
HUFHAM.J.W Tennessee Valley Aulhorily 85/02/25 GRACE.J.N Region 2. Office of 

Hirfirlnr ?nn onmn nox OQflin qoc ® 


8E0 4 120209 Interim deficiency rept re omission of water weight vatues In Teledyne 
ppping analysis First Interim rept incorroclly stated expected submittal date for next 
rept Rept expected by 850712 

HUFHAM.J W Tennessee Valley Authority 85/03/05 GRACE. J N. Region 2. Office of 
Director Ip 29807 214 29007 214 


8504160147 Part 21 & Final Deficiency Repl NCR 3527 re defective wiring connections 
in Auma Actuators, Inc motor operators supplied by Jamesburv Corp Initially reported 
on 041012 An terminations ot affected valves replaced by Auma 
HUFHAM.J W Tennessee Valley Authority 85/03/05 GRACE.JN Region 2. Office ot 
Director 2pp 29820 10V29820 102 > a . « 


8504 120203 Supplemental final deficiency repl re design of auxiliary feedwater pump 
trip & throtlle valve electricaf circuits Initially reported on 8307 19 Completion dale for 
corrective actions extended to 850528, due to listed design changes 
HUFHAN.JW Tennessee Valley Aulhordy 05/03/06 GRACE, JN Region 2, Office of 
Director Ip 29797 360 20797 360 


8604120223 Revised final Deficiency Rept NCR 2922 re failure to install revised drawing 
requirements per util commitment in final Deficiency Repl NCR 1894 Initially reported 
on 840300 Stiffeners boing installed per QC Procedure 10 6 
HUFHAM.J W Tennessee Volley Authonty 86/03/06 GRACE.JN Region 2. Ollice of 
Director 2pp 29807 224 29807 225 


8504120199 Final Doficioncy Repl NCR 3904 re willful disregard of QC procedures by 
craft supervisor Initially reported on 850207 Craft supervisor given wrilfen reprimand 
& counseled re QA responsibilities 

HUFHAM.J W Tennessee Valley Authority. 85/03/11 GRACE,J N Region 2, Office of 
Director 2pp 29807 21 2-20B07 213 


8504160163 Final Deficiency Repts NCR 2975 & NCR 3063 ro receipt Insps w/o verifi 
cation of corrections Intlally reported on 040328 All inspectors Involved retrained & 
tested QC Procedure 1 1, ‘'Roceiving Insp," revised 

HUFHAM.J W Tennessee Valley Authority 05/03/1 1 GRACEJ.N Region 2. Office of 
Director 2pp. 29020 186*29020 107 » v . 

8604180032 Second interim deficiency repl re potential for cooler fan failure due to on 
dersizQd thermal overload relay healer elements Initially reported on 840821 Design 
mods in progress for overload healers Next repl expected by 850524 
HUFHAMJ w Tennessee Valley Aulhorily 85/03/13 GRACE J N Region 2. Office of 
Director 2pp 20915 344-20915 345 ^ 

0604160531 Secondary Intorim deficiency rept re overlap modeling techniques Initially 
reported on 840801 Piping analysis problems w/ovorlap still being reviewed Next rent 
will be submitted by 860401 

HUFHAMJ W Tonnosseo Valley Authority 85/03/19 GRACEJ N. Region 2. Office of 
Director 2pp 29819 199 20019 200 

6504160537 Final doficioncy & Part 21 repl re inaclequato pressurizer support 
altachments Initially roported on 040906 Fiolcl change package issued fnstallation of 
now shear bars nomplolerf for Unit 1 Unit 2 completion by 070620 
HUFHAM.J W Tonnessee Valley Authority, 85/03/20 GRACEJ N Region 2, Office of 
DPreclor 2pp 29819 201*29019 203 

8504110333 Revised final Part 21 & Deficiency Ropt NCR 2464 ro front covers soparal* 
Qd from Galley motor modules Initially roported on 031004 Modules reworked by 
vendor.No rev to site maint nrocodures required 

HUFHAMJ W Tonnosseo Valley Aulhorily 85/03/21 QRACE.J N Region 2, Office of 
Direclor 2pp 29709 110 29780 119 

8504 120 197 Forwards "Roviow of Emorgoncy Dioaol Generator Rockor Arm Cap 
screws," technical evaluation real 

LAITY.WW. Qaltollo Memorial mslitulo, PacHfc Northwest Laboratories FIN B-2052 
05/04/04 BERLINGER.C. Division of Liconsing Ip 20786 217*29706 233 

►•8604120228 "Revlow of Emorgoncy DIosol Generator Rocker Arm Capscrews, tech- 
nical evaluation rept 

LAITY.WW Qaltollo Memorial Inslitulo, Pacliic Norlhwosl Laboratories FIN B*2952 
PNL-5200-15 05/03/31 Division of Licensing 15pp 29706,218 29706 233 

S604 120227 Forwards "Roviow of Engine Base & Bearing Caps for TDI DSH-4B Diesel 
Engines," technical evaluation ropt 

LAITY ,W.W. Battollo Momorlal Inslitulo, Pacific Nortbwost Laboratorieo FIN B*2963 
05/04/04 BERLINGER.C Division of Licensing Ip 2978e'336'20708 352, 

»8504 120277 "Review of Engine Base & Bearing Caps for TDI DSR-40 Diesel En- 
gines," technical evaluation repl 

LAITY.WW Ballolle Memorial Instiluto, PacHic Norihwest Laboratories, FIN B-2952, 
PNL.5200.11 05/03/31 BERLINGER.C H NRC * No Detailed Affilialfon Given 17pp 
29700 336 28780 352 


0504120290 Forwards PNL-52Q0-21, "Roviow of Emergency Dlese! Generator Air Start 
Valve Capscrews," technical ovalualion ropt for TDI Diesel Engine Projocl 
LAITY.WW Baltelle Memorial Inslilute, Pacific Norfhwost Laooralories. FIN B-2063. 
85/04/04. BERLINGER.C Division of Licensing 1p 297a7-098-2D707-1 14. 


8504260033 First inle/im doficioncy & Part 21 rept re cracked welds on TDI diesel gen- 
erator turbochargers fnltiatly roported on 85031 0 Deficiency under evaluation Next repl 
anticipated on or about 6507li5 

HUFHAMJ W Tennessee Valley Authority 05/04/12 GRACEJ N Region 2, Office of 
Director 2pp 30033 356 30033 359. 

9S04260079 Part 21 & first inlerim Deficiency Rept NCR 4030 re two cracks in cylinder 
block of TDI diesel generator IB Initially reported on 850310 Ulil evaluating micros* 
tfuclure of block mall on both Unit 1 generators Next rapt by 860716 
HUFHAM.J.W Tennessee Valley Authority 85/04/12 GRACE.JN Region 2, Office of 
Director 2pp 30035 247-30035 248 

85042S0425 Second supplemental dehciency rept re unacceptable pipe break 
interactions Inlliatly reported on 010127 Mod to fire protection piping rescheduled to 
raflecl revised Unit 1 fuel load dale Aclior^ will be completed by 879330 
HUFHAMJ W Tennessee Valley AulhofJty 05/04/16 GRACEJ.N Region 2, Office of 
Director Ip 30019 050-30019.050 

0604250507 Second Interim deficiency ropt re fnifura to route design change requests to 
analysis section Initially reported on 040622 Analysis problems affected by design 
changes under review Next repl by 861115. / » 

HUFHAM.J.W Tenr^sssee Valley Authority 85/04/15 GRACE J N. Region 2. Office of 
Director 2pp 2 9939 >24 9-2998 9 250 


BS04260630 Second Interim deficiency rept ro use of nonconservative valve & pipe fil- 
factors for insulation weight calculations Initially reported on 
040123 Evaluation continuing Next rept by 860314 

HUFHAMJ W Tennessee Valley Authority 85/04/15 GRACE, J N Region 2, Office of 
Dfreclor 2pp 20969'2ig 29909 220 

8604260073 Fifth fnlerim doficioncy rept ro underdo signed antibber on main feedwater 
piping In Valve Room B Initially reported on 821013 Reanalysls continuing Next rept 
expected by 860929 

HUFHAM,J.W Tennessee Valley Authority 85/04/16 GRACE.JN Region 2, Office of 
Director 2pp 3003 4: 362-3 0034’363 

8504260009 Fdth Interim deficiency rept re unverified thermal data used to evaluate 
Analysis Problem N4-1RK-A using progiam "EZ" Initially reported on 830216 Revs to 
affected air compressor sys incompleia Next repl expected by B50B20 
HUFHAMJ.W, Tennessee Valley Authority 05/04/15 GRACE.JN Region 2, Offjcoof 
Director 2pp 30033.341-30033 342 

8504260340 Part 21 & fifth supplemental deficiency rep! ro bonnet studs improperly tor- 
qued on OHR valves, Initially reported on 811222 Corrective action will be dalayea until 
85073 1 due lo studs being procured from new vendor 

HUFHAM.J W. Tennessee Valley Authority 85/04/15 GRACEJ N Region 2, Office of 
Direclor, 1p 30033.050-30033 058 

0604300525 Final deficiency rept ro failure of fngersoN Rand stationary air compressor 
motor 1RJ EMOT 002-B,ln)llally reported on 02 1209, Replacement motors wjIJ be In 
stalled by 851023 

HUFHAMJ W Tonnessee Valley Authority 85/04/16 GRACE.JN Region 2, Office of 
Director. 2pp. 30067 071-30067 072 

6504260472 First Inlerim deficiency ropt re failure to separate Train B cables from valve 
vault Room A Initially reported on 860320 Corrective actions being Investigated Next 
rept will be submitted by 851015 

HUFHAMJ W. Tennessee Valley Aulhorily 85/04/18. GRACEJ N Region 2, Office of 
Director. 2pp. 30033:240 30033‘241 

8504290403 Final deficiency repl re Class IE limit switches & control & solenoid valves 
rvot IEEE*clas8lfied m documents Inilially reported on 830509 Replacement of equip 
mont Will be completed by 860901 for Unit 1 & 891001 for Unit 2, 

HUFHAMJ W. Tonnessee Valley Authortly 85/04/16, GRACEJ N Region 2, Of lice of 
Director 2pp 30053 328-30053 329. 


V, Operator Examinations 

0409200006 Notification of contract execution, Mod 2, to "Use of TVA Reactor Simulator 
Facilities at Chattanooga.TN for Training on Browns Ferry .Sequoyah & Bellefonlo Sim- 
ulators " Contractor 'TvA Power Production Training Clr. 

UMBEt.O Technical Assistance Contracts Branch FIN 8 8717 84/09/05 

SHOWE.SK Director’s Office, Office of Inspection and Enforcement Ip 26602 299- 
26602-301. 

”0409200000 Mod 2,daobligallng funds,lo "Use of TVA Reactor Simulator Facilities at 
ChatlanoogaJN for Training on Browns Ferry, Sequoyah & Bellefonle Simulators " 
J0HNS0N,RJ Tennessee Valley Authority. FIN BB717 B4/09/05 2pp 26602 300- 
26602:301. 


DOCKET 50-439 BELLEPONTE NUCLEAR PUNT, UNIT 2 


A. AppDcatlon/constructlon stage documents & correspondence 


‘8604120296 "Review of Emergoncy Dlesal Generator Air Start Valve Capscrews," 
technical evaluation rept 

* Baltelle Memorial (nstituto. Pacific Northwest Laboratorlos. FIN B 2952. PNL-6200- 
21 85/03/31 Division of Liconsing 16pp. 29787.090-29787 114. 


8604120102 Responds lo FOIA request for Caseload Forecast Panel files in Ole of Re- 
source Mgt Forwards listed documents Documents also available In PDR, 
FELTONJ.M. Division of Rules and Records 84/06/06. KtLLEFER.C, Shaw, Pitlmar», 
Potts & Trowbridge. 2pp. 30300 003-30303i129 


8504120314 Forwards PNL-5200-12, "Review of Engine Base & Bearing Caps lor TDI 
DSRV-12.DSRV-10 & DSRV-20 Diosel Engines." 

LAITY.W.W, Baltelle Memorial Inslilute, Pacific Northwest Laboratories. FIN B-2963. 
85/04/04 BERLINGER.C Division of Licensing Ip 29767.001-29707.017. 


-0504120311 Summary ot NRG Caseload Forecast Panel 610921-23 site visit re const 
progress & current & future const plans Completion cl Unit 1 unlikely before Apr 1904 
HERNAN.R.W, Licensing Branch 4. 01/19/29. Licensing Branch 4, 11pp 30318>033 
30316:043 
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-8504160400 Forwards updated const status repls for Walls Bar Units 1 & 2 & Belle- 
foate Units 1 & 2 as of 020930 for inclusion in NUR£G-0030Now method of calculat- 
ing perconl complete will bo implemented by next reporting period 
MlLLS.L M Tertnesseo Valley Authority 82/10/15 information Systems Branch 5pp 
30325 347 30325 351 

8504010007 Forwards revised FSAR pages describing new mam steam line break anal 
ysis & resultant containment temp "Methodology for Predicting Containment Temp 
Following Mam Sleam Line Break’' also enc,l 

SHELL, fl H Tonresseo Valley Authority 65/03/25 ADENSAM.E Licensing Branch 4 
20pp 29 570 176 29570 231 

-8S04010071 “Methodology for Predicting Containment Temp Following Mam Steam 
Line Break ” 

CROUCH.WD, BRYAN.RH, IRBV.FtG Tennessee Valley Authority 85/03/25 36pp 
27570 1 98-27570 245 

8504120206 Generic Ltr Q5-0B to all PWR licensees & all applicants for OLs re QA guid 
ance for ATWS equipment not safety related Sve fist end 

THOMPSON.HL Division of Licensing 65/04/16 Consolidated Edison Co of New 
York. Inc 22pp 29947 288 29947 300 

6504120831 Generic Ltr 06-02 to all PWR licensees & applicanls, holders of CPs & Fort 
St Vra In re recommended actions stemming from NRC Integrated propram for resold 
lion of unresolved safety issues re steam generator tube integrity Sve list end 
THOMPSON.HL Division ol Licensing 65/04/17 Yankee Atomic Electric Co 127pp 
29953 071-29953 262 

8504300368 Advises that ATWS procedure will not be submitted for NflC review ATWS 
Issue resolved Mod installation will be completed before expected efate of fuel 
toad NFIC GOOB27 ltr & util 801024 ltr cited 

DOMERjJA Tennessee Valley Authority 65/04/24 ADENSAM.E Licensing Branch 
4 ip 30063 181 30053 181 


F. Security, medical, emergency &. fire protection plans 

8564 160727 Noli lies of 850312,14,16 & 20 site evaluation w/Boise fntaragency Fire 
Cache for establishment of emergency VHP rndto sys Radio sys.if instaned.will bo 
used as support & backup communscalion means rn emergoncy situatjoris 
VERHELLI.DM Region 2. Office of Director 85/03/07 PARRIS, HC Tennessee 
Valley Authority 2pp 29809 350 26809 360 

8S04 160376 Forwards fnsp Repls 50 436/85-07 & 50 439/85 0? on 850201-20 & notice 
Of vjolalion 

VERRELLI,DM Region 2, Office of Director 85/03/28 HARRIS.H G Tennessee 
Valley Authority 2pp 29822 026 29822 036 

-8504160393 Insp Repts 50-436/05-07 & 50 439/85 07 on 850201 28 Violation 
noted failure to perform QC personnel eye exams on yearly basis 
YORK.J W Region 2. Oflico of Director 85/03/27 8pp 29822 029 29822 036 


J< Insurance & Indemnity Information 

8504040038 Forwards Endorsomont 25 to NELIA Pohey NF-258 
DUCK.J R Marsh & McLennan, Inc 05/03/27 SALTZMAN.J Assistant Diroclcr for 
State & Licensee Rolaiions 2pp 29612 265-29612 266 


K. Ullllty Final Safety Analysis Report (FSaR) & amends 

8504160420 Forwards affidavil cortdyjng that Amend 24 to FSAR served on 850404 to 
listed indJviduafs 

DOMER.JA Tennessee Valley Authority 85/04/04 ADENSAM.E G Llconsing Branch 
4 2pp 29815163-29816 164 


Q. Inspection reports, IE Bullellna & cor reapon dance 

0504150066 Forwards fnsp Repts SO 438/85 06 8 50-439/85-06 on 050212*15 & notico 
of violation 

VERRELLI.DM Region 2. Oflico of Director 85/03/11, PARRIS.HG Tonnessoo 
Valloy Authority 2pp 20009 220 29009 231 

• 0504160070 Notice of violation from insp on 850212-15 
^ Region 2. Office of Director 85/03/11 Ip 29009 222 29803 222 

-8504150073 Insp Ropta 50-436/65-06 & 50 439/85 06 on 650212-15, Violation 
noted failure to accomplish adequate housokooping on cable trays 
HALLSTROM.GA, BLAKE, JJ, Region 2, Oflice of Director. 85/03/05 9pp 
23009 223-29009 231 

8503190859 IE Info Notice 85 022, "Llmi torque Motor Operated Valves Resulting From 
Incorrect Inslallalion of Pmion Gear " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Enginooring Response (Post 
830103) 65/03/21 Consolidated Edison Co, of Mew York, Inc 108pp 29597 001 
29597 005 

6503210481 IE Info Notico 85 023, "Inadequate Surveillance & Post Main I & Post-Mod 
Sys Tost inn " Sve list end 

JORDAHc L Division of Emergency Preparedness & Enninoonng Response (Poet 
830103) 85/83/22 Consokdalod Edison Co of New York, Inc fOBpp 29656 001- 
29656.107 

0503220444 IE Info Notice B5-024, "Failures ef Proleclive Coatings in Pipes & HXs" 
Sve lESt end 

JORDAN.E L Division ol Emergoncy Preparedness & Engineerinig Response (Post 
630103) 85/03/26 Consolidated Edison Co of New York, Inc lOOpp 29596,154 
20566 363 

8504160376 forwards Insp Repts £0 436/85 07 & 50 439/85 07 on 650201-28 & notice 
of violation 

VERRELLLD.W Region 2, Olfice of Director 85/03/20 HARRIS.H G, Tennessee 
Valley Authority 2pp 29822 026-20822 036 

-0584100385 Notice of violation Irem Insp on 650201-28, 

• Reg[on2. Office of Director 05/03/26 Ip 29622 026-2982 2 028 


-850416D393 Insp Repts 50 43Q/G5-07 & 50-439/85 07 on 050201-28 Violation 
noted failure to perform OC personnel eye exams on yearly basis 
YORK.J W . BEARDEN.WC . WElSE.SP Region 2, Office of Director 85/03/27 Gpp 
29622 020 29622 036 

BS03280037 IE tnfo Notice 85 025, "Considefalion of Thermal Conditions in Design & 
Installation of Supports tor Diesel Generator Exhaust Silencers " Sve fist end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response {Post 
030103) 85/04/02 Consolidated Edison Co of New York, Inc 107pp 29667 199- 
29667 305 

8S03280045 IE Info Notice 85 026, "Vacuum Relief Sys for 0WR Mark I & It Contain- 
monta " Sve fist end 

JORDAN.E L Division of Ernargency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of Now York, Inc 92pp 29667 107- 
29667 1 98 

8504010039 IE Info Notico 85 027, "Notifications to NRC Operations Ctr & Reporting 
Events In LERs " Sve list end 

JORDAN.E L Division of Emergency Preparedness 8 Engineering Response Post 
030103) 85/04/03 Consolidated Edison Co of New York, Inc 98pp 29690 255- 
20690 362 

B504050042 SuppI 1 fo IE Info Notice 85 003, "Separation of Primary Reactor Coolant 
Pump Shaft & Impeller " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response {Post 
630103) 05/04/09 Consolidated Edison Co of New York, Inc lOIpp 29791,025 
29791 126 

8504050047 IE Info Notice 85 028. "Partial Loss of AC Power & Diesel Generator Dog 
radation ” Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/09 Consolidated Edison Co of New York, Inc 109pp 29790 278- 
29701 024 

8504090410 IE Info Notice 85 029, "Uso of Unqualified Sources m Well Logging Appll 
cations " Sve list end 

PARTLOW.JG Division of Inspection Programs (Post 850212) 65/04/12 Consolldal 
ed Edison Co of Now York. Inc 66pp 29832 001-29832 023 

8504170240 IE tnfo Notice 85 030, "Microblologically Induced Corrosion Containment 
Sve Water Sys " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
G30103) 85/04/19 Consolidated Edison Co of New York, Inc t09pp 29966 258 
29666 363 

8504190065 IE Info Notice 85 032, "Reconl Engine Failures of Emergency Diesel Gen 
erators " Sve list end 

JORDAN.E, L Division of Emergency Preparedness & enginoDfing Response (Posl 
630103) 65/04/22 Consolldalod Edison Co of New York, Inc lOOpp 29988 239- 

29988 34? 

0604190060 IE Info Notice 85 033, "Undersized Nozzle-To Shell Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code" Sve list 
end 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
C30103) 85/04/22 Consolidated Edison Co of New York, Inc lOGpp 209B9 001 

29989 10? 

8504220347 tE Info Notice G4-a4.Rav 1, "Doficlencies in Ferro Resonant Transformers " 
Sve list end. 

JORDAN.E L Division of Emergency Preparedness & Enginooring Response (Post 
030103) 85/04/24 Consolidated Edison Co of Now York, Inc 1l8pp 30027 0 67- 
30027184 


R Periodic operating reports & related correspondence 

6504120182 Responds to rO)A request for Caseload Forecast Panel files irt Ofc of Re- 
source Mfll Forwards listed documents Documents also available in PDR, 

FELTON,JM Division of Rules and Records 84/06/06 KILLEFER.C Shaw. Rllman, 
Potts & Trowbridge 2pp 30300 003-30303 129, 

-8504120257 Forwards updated const status repts as of 031231 for Walts Bar Units 1 
& 2 & Bcliofonte Units 1 & 2 Into tor inclusion in NUREG-030D June 1984 & Dec 1985 
fuel load dates (or Watts Bar Units 1 & 2,re5pectively 

MfLLS.LM Tennessee Valley Authority 84/01/24 Information Systems Branch 9pp 
30318 175-30318 183 

-BS04 120204 *‘TVA,Dlv of Const, Project Trend Analysis, Manpower /Progress/ Sched- 
ule " 

* Tennessee Valley Authority Bl/07/30 2O0pp 30315 235 30316 014 

-8504120208 Fonvards updated const status repts as of 840331 for Watts Bar Units 1 
& 2 & Bellofonte Units 1 & 2 Info for inctusion (n NUREG-0030 
MlLLS.L M Tennessee VaJley Authority 64/04/25 information Systems Branch 9pp 
30318195 30316 203 

-8504120332 "TVA.Drv of Engineering Design, Project Trend Analysis, Manpower/ 
Pfogress/Schedule," for 810828 0725 

* Tennessee Valley Authority 81/07/25 125pp 30316 044 30316131 

-85041S0030 Fonvards updated const status repts as of 830630 for Watts Bar Units 1 
& 2 & Betlefonte Units 1 & 2 Info for inclusion In NUREG-0030 
MILLS, LM Tennessee Valley Authority. 83/07/20 Information Systems Branch 5pp 
30318 029 30318 033 

-6S04150216 Forwards updated const status repts as of 630930 for Watts Bar Units 1 
& 2 & Bellofonte Units 1 & 2 Info for inclusion in NUREG 0030 
MlLLS.L M Tennesseo Valley Authority. 83/10/21 Information Systems Branch 5pp 
30318.131-30318 136 

-6504150234 Forwards updated const atalus repts as of 621231 for Watts Bar Units 1 
& 2 & Deifefonto Units 1 & 2 Info for Inclusion in NUREG-0D3O. 

MlLLS.L M Tennessee Valley Authority, 83/01/21 Information Systems Branch 
16pp 30325 214-30325 229 
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•8504150466 Foroards updated const status repls lor Watts Bar & Bellelonlo Nuclear 
Plants as of 830331, for inclusion fn NUREG 0030 

n 7 fl Valley Authority 03/04/21 Information Systems Branch 5pp 


S Reportable occurrences, LERs & related correspondence 


0504160136 First interim deficiency rept ro interpretation error of flange 
qualmcalion Inllially reported on 841207 Correclivo action being evaluated Next rent 
will be submitted on 850531 ^ 


HUFHAM.J W Tennessee Valley Authority 05/01/07 0'nEtLLY.JP, Region 2. Office 
of Director 2pp 20808 361-29008 302 ^ 


8504160647 First interim deficiency rept re auxiliary bldg common area air conditioning 
equipment not seismically qualified Initially reported on 8501 25 Corrective actions 
being evaluated Next report will be submitted by 851002 

HUFHAM.J W Tennessee Valley Authority 85/02/23 GRACE.J N Region 2. Office of 
Director 2pp 29810 228 29810 229 


8504150328 Third interim Deficiency Rept NCR 3102 re Incorrect use of adaptors to 
connect mslrumenl piping to msirument tubing Initially reported on 840510 Field verifi 
calion ol adaptors being conducted Final rept expected by B50703 
HUFHAM,J W Tennessee Valley Authority 85/02/25 GRACE.J N Region 2 . Office of 
Director 2pp 29810 324-20810 325 

8504120209 Interim deficiency rept re omission of water weight values in Taledyne 
piping analysis First inleiim rept incorrectly stated expected submittal date for next 
rept Rept expected by 850712 

HUFHAM.J W Tennessee Valley Authority 85/03/05 GRACEJ N Reoion 2. Office of 
Director, Ip 29807 214-29807 214 . a . 


8504160147 Part 21 & Final Deficiency Rept NCR 3627 re defective wiring connections 
in Auma Actuators, Inc motor operators supplied by Jamesbury Corp Initially reported 
on 841012 All terminations of affected valves replaced by Auma 
HUFHAM.J W Tennessee Valley Authority 65/03/05 GRACEJ N Region 2. Olfice of 
Director 2pp 29620 181-29020 182 

8504120203 Supplomenlal final deficiency rept re design of auxiliary feedwater pump 
trip & throtllo valve eloctfical circuits Initially roporlod on 830710.Complelion dale for 
corrective actions extended to 850528, due to listed desig^n changes 
HUFHAN.J W Tennesseo Valley Authority 86/03/06 GRACEJ N Region 2. Office of 
Director Ip 20707 360 20797 360 

8504120223 Revised final Deficiency Rept NCR 2922 re failure to inslall revised drawing 
requirements per util commitment in final Dolicloncy Rept NCR 1894 Initieify reported 
on 840308 Stiffeners being inslaflod per OC Proceouro io 8 
HUFHAM.J W Tennessee Valley Authority 85/03/06 GRACEJ N Region 2. Office of 
Director 2pp 20007 224-29807 225 

8504120199 Final Deficloncy Rept NCR 3904 re willful disregard of QC procedures by 
craft suporvisor.lmlially raporlod on 850207 Craft supervisor given wnlton reprimand 
& counseled ro OA rosponsibilHies 

HUFHAMJW Tennessee Valley Authority 85/03/11 GRACEJ N Region 2. Office of 
Director 2pp 20007 212-29007 213 

8604160153 Final Doficioncy Ropts NCR 2976 81 NCR 3083 re receipt Insps w/o verifi- 
cation of correclions Inlially reported on 840328 All inspectors involved retrained & 
tested OC Proceduro 1 1, ''Receiving Insp,” revised 

HUFHAM J W Tennessee Vailoy Authority OB/03/1 1 GRACEJ N Rooion 2. Office of 
Director 2pp 20820 180 29020 187 

8504160032 Second Interim doficioncy rept re potential for cooler fan failuro due to un 
darsized Ihermat overload relay heater elements Initially reported on 840021. Design 
mods in progress for overload heaters Next rept oxpocled by 850524, 

HUFHAMJW Tennessee Vailoy Authority 85/03/13 GRACE.J N Region 2. Office of 
Director 2pp 20015 344 29916 345 

8504160531 Secondary Interim doficioncy rept ro overlap modeling techniques Initially 
reported on 040801 Piping analysis problems w/overfap slill being reviewed Next rept 
will bo submitted by 860401. 

HUFHAM J W Tennesseo Vailoy Authority, 85/03/19 GRACEJ N Region 2, Office of 
Director 2pp 29819 199 2901 D 200 

8504160537 Final deficiency & Part 21 rept re Inadequate pressunzer support 
attachments Initially reported on 840006 Field change pacKage issued Installation ol 
now shear bars completoU for Unit 1 Unit 2 comnlotlon by 070820 
HUFHAM J W Tennessee Valley Authority 85/03/20 GRACE J.N. Region 2, Office of 
Director 2pp 29810 201-29819 203 

86D41 10333 Revised final Part 21 & Deficiency Rept NCR 2464 re front covers separat- 
ed from Bailey meter modules Initially reported on 831004 Modules reworked by 
vendor No rev to site maint procedures required 

HUFHAMJ W Tennessee valley Authority, 65/03/21 GRACEJ N Region 2, Olfico of 
Director 2pp 20789 118-29789 119, 

8504120197 Forwards "Review of Emergency Dlosol Genorator Rocker Arm Cap- 
screws," technical evaluation ropi. 

LAITY, W W Daltello Momorlat rnstllulo, Pacific Northwest Laboratories FIN B-2952 
85/04/04 BERLINGER.C Division of Uconsing Ip. 20786:217-20786 233 

*-8504120226 "Review of Emergency Diosel Genorator Rocker Arm Capscrews." tech- 
nical evaluation rept 

LAITY, W,W. Battello Memorial Institute, Pacific Northwest Laboratories FIN B 2952, 
PNL-5200 15 85/03/31. Division of Licensing, 15pp 20786.218-29786 233. 


8504120290 Forwards PNL-5200-21, "Rovrew of Emergency Diesel Generator Air Start 
Valve Capscrews," technical evatualion rept for TOI Diesel Engine Project 
LAfTY.WW Battelle Memorial Institute, Pacific Northwest Laooratories FiN 6 2963 
85/04/04 BERLINGER.C Division of Licensing Ip 20787 098 29787 114 

'•8504120296 "Review of Emergency Diesel Generator Air Start Valve Capscrews," 
technical evaluation rept 

* Battelle Memorial Instilute, Pacific Northwest Laboratories FIN 6-2952 PNL-5200- 
21 85/03/31 Division of Licer>sing 16pp 29787 099 29787 114 

8504120314 Forwards PNL-5200-12, "Review of Engine Base & Bearing Caps for TOI 
DSHV 12.OSRV-10 & OSRV 20 Diesel Engines " 

LAITY.W W Battelle Memorial Inslitute, Pacific Northwest Laboratories FIN B 2963 
85/04/04 BERLINGER.C Division of Licensing Ip 29787 001-29787 017 

8504260022 Supplemental final deficiency rapt re deficient wolds on cable tray 
supports Initially reported on 820908 Access to welds Impeded Corrective action will 
bo compfoted by 850715 

HUFHAMJW Tennessee Valley Authority 85/04/11 GRACE J N Rooion 2. Office of 
Director 1p 30034 356-30034*356 

8504260033 First interim deficiency & Part 21 rept re cracked welds on TDI diesel gen 
orator turbochargers Initially reported on 850318 Deficiency under evaluation Next rept 
anticipated on or about 850715 

HUFHAMJW Tennessee Valley Authority 85/04/12 GRACE.J N Region 2. Office of 
Director 2pp 30033 358-30033 359 

8604260079 Part 21 & first Interim Deficiency Rept NCR 4030 re two cracks In cylinder 
block of TDI diesel generator IB. Initially reported on 850318,Ulil evaluating micros- 
tfucturo of block mall on both Unit 1 generators Next reel by 850715 
HUFHAMJ W, Tennesseo Valley Authority 85/04/12 GRACEJ N Region 2. Office of 
Director 2pp 30035 247-30035 240, 

8504250426 Second supplemental deficiency rept re unacceptable pipe break 
inleractions.lnilially reported on 810127 Mod to fire proleclion piping rescheduled to 
reflect revised Unit 1 fuol load date.AclIon will be completed by 870330 
HUFHAMJW Tennesseo Valley Authority 85/04/15 GRACE^J N Region 2, Office of 
Director Ip, 30019 050 30010 050 

8504250507 Second Inlerlm deficiency rept re failuro to route design change requests to 
analysis section Initially reported on 840622 Analysis problems affected by design 
changes under review Next root by 861115 

HUFHAMJ W Tennesseo Valley Authority, 86/04/16, GRACEJ N Reoion 2, Office of 
Director 2pp 299B9.249 29089 250 

8504260530 Second interim deficiency rept re use of non conservative valve & pipe fit- 
ting adjustment factors for Insulation weight calculations Inllialiy reported on 
640123 Evaluation continuing, Next rept by 880314 

HUFHAMJW Tennessee Valley Authority. 85/04/15 GRACEJ N Region 2, Olfico of 
Dlreclor. 2pp 20989*210-20089,220 

8504260073 Fifth interim deficiency rept ro underdosigned snubber on main feedwater 
piping In Valvo Room B, Initially reported on 821013 Reanafysis continuing Next rept 
expected by 660929, 

HUFHAMJW Tennesseo Vailoy Authority 85/04/15 GRACEJ N Region 2, Off ico of 
Director 2pp 30034 362-30034 363 

8504260340 Part 21 & fifth supplemental deficloncy rept re bonnet studs improperly tor- 
quod on DHR valves Inllially reported on 811222 Corrective action will bo dalayoo until 
850731 duo to studs being procured from now vendor 

HUFHAMJW Tennessee Valley AulhOJily 05/04/16 GRACE J.N Region 2, Office of 
Director Ip 30033.05B 30033*058 

8504260472 First interim doficioncy rept re failure to separate Train B cables from valve 
vault Room A Inllially reported on 850320 Corrective actions being investigated Next 
rept will bo submitted by 851015 

HUFHAMJW Tennessee Valley Authority 86/04/16 GRACEJ N Region 2, Office of 
Director, 2pp. 30033 240-30033*241 

8604290483 Final deficiency rept ro Class 1E limit swilchos & control & solenoid valves 
not lEEE-clasaUied In documents. Initially reported on B30609 Replacement of equip- 
ment wilt be completed by 860901 for Unit 1 & 801001 tor Unit 2 
HUFHAMJ W Tennessee Valley Authority 05/04/16, GRACEJ N Region 2, Office of 
Director. 2pp 30053.328-30053*329, 


V. Operator Examinations 

8409200005 Notification of conlracl execullon.Mod 2, to "Use of TVA Reactor Simulator 
Facilities at Chattanooga, TN for Training on Browns Ferry .Sequoyah 8 Bellefonte Sim- 
ulators " Conlractor.TvA Power Production Training CIr. 

UMBEL, D Technical Assistance Contracts Branch. FIN B 8717, 04/09/05 
SHOWE.S.K Director’s Office, Office of Inspection and Enforcemenl 1 p 26602 299- 
26602 301 

-8409200008 Mod 2,doobliga1ing funds, to "Use of TVA Reactor Simulator Facilities at 
Chatl 0 nooga,TN for Training on Browns Ferry, Sequoyah & Bellefonte Simulators " 
JOHNSON,RJ Tennessee Valley Authority. FIN B 8717 84/09/05 2pp. 26602 300- 
26602*301, 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


A. Appllcation/oonstructlon stage documents & correspondence 


8604120227 Fonvards "Review ol Engine Base S Bearing Caps for TOI DSR 48 Diesel 
Engines," technical evaluation rent 

LAITY.W W Battelle Memorfal Institute, Pacific Northwest Laboratories. FIN B 2963 
05/04/04 BERLINGER.C Division of Licensing 1p 20706 335 20700 352 


8S04120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source Mgt.Forwards listed documents Documents also available in POR 
FELTON J M Division of Rules and Records. 04/08/06. KILLEFER.C. Shav/. Pittman, 
Potts & Trowbridge 2pp 30300 003 30303:129 


-6504120277 "Rovlow of Engine Base & Bearing Caps for TOI DSR-40 Diesel En- 
gines," technical evaluation rept 

LAITY, W.W. Battelle Memorial Instituto, Pacific Norlhwesl Laboratories, FJN B-2952 
PNL-5200 11 85/03/31. BERLINGER,6 h NRC - No Detailod Affiliation Given 17pp 
29780 336 29788 352, 


-8504160142 Marked-up draft summary of Caseload Forecast Panel 630111-13 meet- 
ings w/utll & site visit re assessment of projected fuel load date.Meeting agenda, list of 
atT6ndees.vl6wgraphs & News Release L-14 end, 

STEFANOJJ Licensing Branch 1 63/01/27 Licensing Branch 1 600pp 30333 335- 
30334*324. 
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950402033? Submits addl info on progress ro suppression pool corrosion moniloring 
sysSys inslalfed a functionat conssstent w/ commUm&nts made in a4iO30 
Itr^Monitoring plan will bo incorporated Into plant p/ocedures by B50315 
EDELMV\N.Mfl Cleveland Electric Illuminating Co 85/03/22 KEPPLER.JG Region 
3, Olfice of Director 1p 29578 139 2957B 130 

9504110412 Nolifrcation of 850423 25 onsite meetings w/tlil to conduct watklhrougb of 
Jnstrumonlaiion a control a reactor sys areas a to discuss SER Confirmalofy Issues 
10,19.28 a 31 

STEFANO,JJ i-l censing Branch 1 85/04/01 YOUNGBLOOD.B J Licensing Branch 
1 7pp 29790 130 29790 136 

8504040306 Forwards proposed FSAR pages, reflecting changos resulling from m house 
roviaw of Tech Specs Changes will be incorporated in FSAR Amend 18 scheduled for 
wkof 650408 

EDELMAN.MR Commonwealih Edrson Co 85/04/02. YOUNGBLOOD, BJ Licensing 
Branch 1 lOOpp 29610 253 29610 361 

8504100158 Discusses review of reg guides rn FSAR Table 1 6*1 re preoperallonal 
tashng.oporatieris.opefalional QA, survoillarLce a malnt.per ulil 650206 ttr Clarifications 
to be added to FSAR Table 1 8'1 in future amend end 

EDELMANM.fl Cleveland Efectnc Jiluminating Co 85/04/02 VOUNGBLOOD.B J. LI* 
censing Branch 1 43pp 29729 269 29720 311 

8504100137 Forwards addl info describing safety relief valve transicnis to clarify 830829 
Hr ro Confirmatory Issue 21 Goncerningi suppression pool temp limits Two minute limil 
for stuck open safely relief vafves deleted from Toch Specs 
EDELMAN.MR Cfevofand Electric I lluminaling Co 85/04/03 YOUNGBLOOD.B J Li 
censing Branch 1 2pp 20729 251-29729 252 

8504150389 Forwards request for permanent exemption from 10CFR50,App J, Para- 
graph IIID2fb)(ii) re testing of airlocks opened when containment integrity not re- 
quired by Tech Specs Tech Spec 4 6 1 3 b 2 provedes equivalent prolection. 
EDELMAN.MR Cleveland Electric Jllummatlng Co 95/04/08. YOUNGBLOOD.B J Li- 
censing Branch 1 5pp 29 BOB 028 29898 032 

850423Q514 Notificalion of coniraci execution, Mod 2, to "Dresden & Perry Simulator 
Leasing '* Contractor GE Nuclear Power Sys Dtv 

PAGE.M Technical Asafsla nee Contracts Branch FIN B0713 85/04/06 CORLEY.D 
Director’s Office. Ofllce of Inspection and Enforcement 1p 29972 322-29972 324 

-•8504230532 Mod 2.revis[ng scheduled CY64 leasing & fundi ng.lo '*Dresderf & Perry 
Simulator Leasing " 

JONES.J Genera} Electric Co FIN B 0713 BS/04/08 2pp 29972 323-29972 324 

8504190552 Requests addl info re Generic Ltr 63-26, "Required Actions Based on Ge 
neric Implications of Salem ATWS Ever^ls,” Items 11 & 2 1, per 840406 
response Repo ns o roquesled witbfn 30 days of Unit t licensing 
YOUNGBLOOD.B J Ucensing Branch 1, 85/04/16 EDELMAN.MR. Cloveland Elec- 
tric Illuminating Co 2pp 29937 360-29937 361 

8504129206 Generic Llr 85 06 fo all PWR licensees & all applicants for OLs re QA guid- 
ance for ATWS equipment not safety related Sve list one! 

THOMPSON, H U Division of Licensing 95/04/16 Consolidaled Edison Co of Now 
York, Inc 22pp 29947 288 29947 309 

8504299268 Forwards response to NRC 850319 questions re Initial test program Info 
will beincorporaled into future amend to FSAR 

EDELMAN.M R Cleveland Electric Illuminating Co 85/04/19 YOUNG8LOOD,B J. Li 
censing Branch 1 5pp 30046 201-30046 206 


E. NRC Safely Evalualfon Report (SER), auppla & correapondenco 

8504020907 Forwards response to Question 630 13 {Rev 3),rollecllng current plans re 
fire brigade staffing & training Fu lure SSER Section 13 1 25 mod requested Info will 
be Inc-orpo/alod into future FSAR amend. 

EDELmAN.M R Cleveland Electric Illuminating Co 85/03/25 YOUNGBLOOD.B J Li 
censFng Branch 1 2pp 29576-254-20578 255 

8504030462 Form! Is ufil to conduct TDl dieset engine torsiograph tests up to diesel gen- 
erator rated load of 7,000 kW Engine operation permilled to exceed 185 psPg BMEP 
{5,740 kW) limit,Bstabllshed in SER 

YOUNGBLOOD.B J. licensing Branch 1 65/03/25 EDELMAN.MR Cleveland Elec- 
tric Illuminating Co 3pp 29606 292-29606 294 

8504020977 Provides addendum to B20421 ltr re commllmont to oslabfish routine fuel 
insp program to provide info on irradiated & discharged fuel following each 
refueling, per SER,Section 4 24 3 

EDELMAN.M R Cleveland Electric filumlnating Co 65/03/26, YOUNGBLOOD, 6. J Li- 
censing Branch 1 Ip 29576 253 29578 253 

8S04029189 Submits addl clarification re nead for uso of containment purge sys, per 
SER Confirmatory Issue 66 Evaluation of purge sys benofils In reducing personnel ex- 
posure will be submitted based on fust cycle operating results, 

EDELMAN.M R Cleveland Efeeliic Illuminating Co 85/03/26 YOUNGBLOOD.B J. Li- 
censing Branch 1 2pp 29580 354 295B0 355 

85041 10412 NotilJcation of 850423 25 onsite meetings w/ulfl to conduct walkthrough of 
Instrumentation S coniro! & roaclor sys areas & to discuss SER Confirmatory issues 
19,1 9,28 & 31, 

STEFANO.JJ Licensing Branch 1 85/04/01 YOUNGBLOOD.B J Licensing Brarveh 
1 7pp 29790 130 29790-136 

6594120272 Forwards three mechanical qualification hies In response to Outstanding 
issue 4 on qualificalron o) mechanical equipment as noted in SSER 5 W/Iwo propria 
tary oversize drawings Aperture cards availabfo in Central FIloa 
EDELMAN.MR C la va I and Electric II iumma ling Co 65/04/03 YOUNGBLOOD, B,J. Li- 
censing Branch 1 42pp. 29789 009 29-709 050 

8504250266 Forwards EGG EA-6826. "Demon slralion of Containment Purge & Vent 
Valve Operability for Perry Nuclear Power Plant Uni Is 1 & 2," informal repLper SER 
Confirmatory Issue 23 (TMI Item II. E 4 2J 

YOUNGBLOOD.B J Licensing Branch 1. 85/04/15. EDELMAN.MR Cleveland Elec- 
{tio Illuminating Co 2pp 30029 190-30029 191 


-9504220353 "Demonstrairon of Containment Purge & Vent Valve Operabifily for Perry 
Nuclear Power Plant, Unils t & 2," Informal rapt 

KIDO.C EGaQ. Inc FIN A 6415 EGG EA-6B26 85/03/31 NRC - No Detailed Affili- 
ation Given 17pp 30029 192-30029 294 

8694250331 Forwards SER re NUREG 0737,llem II D 1 & SER Confirmatory Issue 7 Info 
demonslrales ability of RCS relief & safely valves to function under expected operat- 
ing conditions for DBAs & transients 

YOUNGBLOOD.B J Licensing Branch 1 85/04/15 EDELMAN.MR Cleveland Elec- 
tric Iliuminaling Co 15pp 30027 185 30027 199 

8504300423 Requests rellof from diesel generator fast starts previously proposed for 
dJesef generator test program.per 830615 (tr. Generic Ltr 84-15, "Proposed Staff Ac- 
tions to Improve & Maintmn Diesel Generator Reliability," & SSER 6 
EDELMAN,MR Cleveland Electric Illuminating Co 85/04/25 YOUNGBLOOD.B J Li- 
censing Branch 1 2pp 30066 005-30006 006 


F. Securityi medical, emergency & fire protection pfans 

8504020368 Advises that preimplementation audit of detailed control room design 
review planned for 850409-12 TentaUve agenda encIRevlow loam personnel knowl- 
edgeable of lasks should be available to discuss review process Preparations listed 
YOUNQBLOOD,B J Licensing Branch 1 85/03/19 EDELMAN.MR Cleveland Elec- 
Iric Illuminating Co 4pp 29585,359-29585 362 

8604020007 Forwards response to Question 630 13 {Rev 3).reflecting current plans re 
fire brigade staffing & training Future SSER Section 13 12 5 mod requested Info will 
bo Incorporated into future FSAR amend 

EDELMAN.M R Cleveland Electric Iliuminaling Co 85/03/25 YOUNGBLOOD, & J Li- 
censing Branch 1 2pp 29578 254-29578 265. 

6504020149 Informs that security unit upgraded to site protection section Organizational 
changos Include addl poslllons of fire trainer & fire security sys inspaclors Info will bo 
Incorporated in future FSAR amend 

EDELMAN.M R CfeveJand Efectrlc Illuminating Co 85/03/27 YOUNGBLOOD.B J Ll- 
consing Branch 1 2pp 20679 229-29579 230 

8504220067 Advises that NRC review of generic SPDS In 841218 draft SER for 
QESSAR-II SPDS applicable to facilities, per util 850321 response to addl NRC quas- 
Uons 

EDELMAN.MR Cleveland Eleciric Illuminating Co 65/04/15 YOUNGBLOOD.B J Li- 
censing Branch 1 Ip 29028 215-20928 215 

8504240032 Forwards ropl of fire protection audit on 850318-21 Requests confirmalion 
of 850501 date for commitment to submit fire protection evaluation rapt addressing 
NfiC concerns & open Hems 

YOUNGBLOOD.B J Licensing Branch 1 85/04/16 EDELMAN.MR Cleveland Elec 
trie itluminalmg Co 6pp 29666 217-29966 222 

8504300616 Requests response to county & state comments on 850220 Rev 4 to emer- 
gency plans concerning draft App D, "Evacualion Time Estimates for Areas Near 
Perry Nuclear Power Plant " Info requested within 30 days of Hr receipt 
YOUNGBLOOD.B J Licensing Branch 1 85/04/22 EDELMAN.MR Cleveland Elec- 
tric llluminalmg Co 2pp 300^2 1 10-30072 1 1 1 

8504290422 Confirms 850416 lelcon re survey of site by Boise Interagency Fire Cir rep- 
resentative D Aslley Presence of J Zimmerman during survey requested to answer 
questions re antennae roquirements 

PAPERIELLO.CJ. Region 3, Office of Director 85/04/23 EDELMAN.MR Cleveland 
Electric Illuminating Co 2pp. 30047 349-30047 350 

8504300396 Corrects info reported in response to NRC questions ro SPDS Ltr did 
850415 Stated SPDS design based on GESSAR II SPDS In facl.sub] design idonticat 
to GESSAR II SPDS 

EDELMAN.MR Cleveland Efoctnc Illuminating Co 85/04/25 YOUNGBLOOD.B J LI 
censing Branch 1 1 p. 30066 060 30066 080 

BS04309472 Advises that Rev 4 to fire protection evaluation rept will not be submitted 
until mid May Ulil presonlty working on open Hems idenlifiod in 850416 Hr re fire pro 
tecllon Irip ropt 

EDELMAN.MR Cleveland Electric Illuminating Co 85/04/25 YOUNGBLOOD.B J. li- 
censing Branch 1, Ip 30063 223-30083 223 


G Adjudicatory correspondence 

6504010032 Response opposing Ohio Cilizens for Responsible Energy 050315 motion 
for continuance until 850603 of evidentiary hearing on Issue 8 Motion shoufd be 
denied & hearing scheduled to begin 850430 Certificate of Sve end 
SIIBERQ.JE. CiBvefand Efectrlc illuminating Co SILBERG.JE Shaw, Pittman. Polls 
& Trowbridge #285 295 65/03/27 Atomic Safety and Licensing Board Panel 10pp 
29571 077-29571 086 

6504010937 Response opposing Ohio Citizens for Responsible Energy 850318 motion 
to compel appearance of M Berman as wHness for NRC on Issue 8 re hydrogen 
control Cerlificale of Sve end Related correspondence 

SIL0ERG,JE, Cleveland Electric Illuminating Co SILBERG,J £ Shaw, Pillman, Potte 
& Trowbridge #265 297 65/03/27 Atomic Safety and Licensing Board Panel 11 pp 
29571.069-29571 099. 

6504020146 Confirms 850327 tolcon w/Judge Kline re Ohio Citizens for Responsible 
Energy inability 1o provide witnesses on Issue 8 Agrees thal hearing on Issue B should 
begin 060430, Related correspondence 

HIATT.SL Ohio Citizens for Responsible Energy #285 310 85/03/27. 

GLEASON.jp, KLINE, j R . BRIGHT.G 0 Atomic Safety and Licensing Board Panel 
Ip 29579 266-29570 266 

6504020143 Submits info re 850304 inadvertent draining of water from Unit 1 con lain- 
ment spray rino.per 650322 conference call Extensive insps of entire containment 
outside of diywei) performed Related correspondence 

SILBERG.J E- Shaw, PiUman, Potts & Trowbridge. SILBERG.J E Cleveland Electric Il- 
luminating Co #285 342 65/03/28 GLEASONTJ-Pm KLINE, J.R . BRIGHT.G 0. Atomic 
Safety and Licensing Board Panel, 2pp 29579 195-29579 196 
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5504020179 Answer to Ohio Citizens for Responsible Energy 050211 motion for direct- 
ed certification Ohio Citizens for Responsible Energy failed to satisfy raqulremenls for 
stay of proceedings on Issue 16 Certificate of Svc end 

SUUIVAN.HA Cleveland Electric Illuminating Co SULLIVAN,R A Shaw, Pittmar>, 
Potls & Trowbridge ^265 320 85/03/29 Atomic Safety and Licensing Appeal Panel 
I7pp 29500 265-29500 281 


8504240370 Forwards Malts License SNM-l290.SSEn 6 & 850307 review of 
820830,820930,830527,30,0822,841115.85010/ & 25 applicaUons W/o S6ER 6 Relat- 
ed correspondence 

WOOQHEAD,CP Hearing Branch 4 //ges 670 85/04/22 GLFASONJP, 

KLINE.JR. 0niGHT,GO Atomic Safety ar;d Licensing Board Panel 23pp 
29969 060 29969 083 


8504020194 Memorandum & order granting Ohio Citizens for Responsihto f'"' ’^gy mo 
tions for conlinuancQ of evidentiary hearing on Issue 0 until 850603 & denying request 
to compel appearance of M Bermas as NRC witness Served on 850401 
■GLEASON, J r , KLINE,J R , BRIGHT .Q O Atomic Safety and Licensing Board Panel 
#285 326 85/03/29 Ohio Citizens for Responsible Energy 5pp 29581 290- 
295B1 294 

8504020302 Informs of factual discrepancy between FEW A prefiled leslimony & affidavit 
filed m support of summary disposition of Sunflower Alliance Contention M Related 
correspondence 

CASSIDY, BP Federal Emergency Management Agency #285 331 85/03/20 

GLEASON.J P , KLINE.JP. BRIGHT, GO Atomic Safety and Licensmg Board Panel 
2pp 29577 239 29577 240 


I Financial Information 

6504160515 Forwards 1904 annual repts for Cleveland Electric Illuminating Co, Toledo 
Edison, Puquosne Light & Ohio Edison 

CAREY.JJ Duqtiesne Light Co 85/04/12 DENTON.H R Office of Nuclear Reactor 
Regulation, Director 3pp 29854 143 29854 301 

-8604180518 “1984 Annual Repi ■' 

6INN.R M Cleveland Electric Illuminating Co 04/12/31 44pp 296S4 146 29854 109 

-8504180517 “Toledo Edison Co Annual Rept • 1984 " 

WILLIAMS.jp Toledo Edison Co 84/12/31 24pp 29B54 190-29854 213 


8504040261 Responds to Gleason 650329 tefcon request that applicants rept back to 
ASLB w/schedule of witnesses for upcoming hearings on Issues 1 & 16 Proposes that 
Issue 16 be heard first on 05D4O9 Related corrospondonce 

GLASSPIEGEL.H Shaw, Pittman, Polls & Trowbridge QLASSPIEGEL.H Common- 
woallh Edison Co #285 350 85/04/01 QLEASON.JP. KLINE.JR, BRIGHT.QO 
Atomic Safety and Licensing Board Panel 3pp 29611 327-29611 329. 


■6S04180S18 “Annual Rept 1084 *’ 

ARTHUR.JM Duquesne Light Co 84/12/31 44pp 29054 214-29854 257, 
-6504160519 “Annual Rept 1984 

ROGERS, JT Ohio Edison Co * Pennsylvania Power Co 04/12/31 44pp 
29854 256-29854 301 


6504090052 Updated responso to inlerrogatorlos re Issue 16 concerning diesel genera- 
tor reliability Documents relevant to issue, which may be used In cross examination or 
offered as exhibits, listed Related correspondence 

HIATT, SL Ohio Citizens for Responsible Energy #285 433 85/04/01 CfeveSand 
Eloclric Illuminating Co 3pp 29701 001'297O1 003 

--660409005S Motion to strike portions of applicant & staff testimony re Issue 16 con- 
cerning TDI diesel nonorator reliablllly.per 10CFR2, 743(c) Certificate of Svc 
end Related correspondonc© 

HIATT, S L Ohio Citizens for Responsible Energy. 85/04/Of Atomic Safety and LI- 
cofvsing Board Panel 5pp 29701 004*20701 008 

6504090059 Submits info from confidential sources re applicant fuel load 
schedule Painters strike & condition of paint In Unit 1 discussed Hefaled correspond- 
ence 

HIATT, S L Ohio Citizens for Responsible Energy #265 432 05/04/01 
GLEASON.J P • KLINE.J R . BRIGHT.QO Atomic Safety and Licensing Board Panel 
Ip 20700 357-29700 367 

6604040102 Order denying Ohio Cilizons for Responsible Energy motion for ASLB to 
cor^tinuo portion of procooding ro Issue 16 pending ASLAB decision on motion for di- 
rected cortllication Served on 860402 

SHOEMAKER, CJ Atomic Safety and Licensing Appeal Panel #285 366 85/04/02. 
Ohio Citizens for Responsible Energy 2pp 29612 135-2061 2' 136 

6604060192 Notilios of filing of supplomenlnl “Summary of Conclusions & flecommen 
dations on Resolution of Known Problems in TDI Diesel Gonoralor Componente*’ to 
be presented at hearing as staff oxhibit ro Issue 16, Related correspondence 
WOODHEAD.CP. Hearing Branch 4 //28B 360 05/04/02 QLEASON.JP. 

KLINE.JR , BRIGHT, GO Atomic Safely and Licensing Board Panel Ip 20679 250 
29679 250 


6504060102 Response opposing Ohio Cilizons for Responsible Energy 0503 16 motion 
tor directed cerlificalion seeking inlerloculory roviow & reversal of ASLB denial of 
850211 motion No basis for doniol oxists Corllficato of Svc onci 
JOHNSON, G E Hearing Branch 4 #205 418. 05/04/05 Atomic Safely and licensing 
Appeal Panel 1 3pp. 29718 040-20/1 6 052 

6504120373 Memorandum & order donyinn util motions for summa^ disposition of Con- 
tonlion 16 & Conlenllons J,M,P,U,2,B,CC & ports of A A Q of Issue 1 Served on 
850410, 

GLEASON.J P . BRfGHT.G O , KLINE.J.R Atomic Safely and Licensing Board Panel 
#205 462 85/04/09 Offico of the Execullvo Legal Director 21pp 29792'194- 
28792,214 


6504120434 Memorandum & order denying Ohio Cilizons for Responsible Energy 
850211 motion for directed cerlificalion of QD Elay to address issue of reliobllily of 
TDI diesel generatora Served on 85041 1 

TOMPKIN^B A Atomic Safely and Licensing Appeal Panel #285 480 85/04/10 
Ohio Cilizons for Responsible Energy Opp 29/91.239-20791 247 


8504160606 Forwards advance copies of SSER 0 Bound copies wiH be provided when 
available W/o encI.Rolatod corrospondonco , 

WOODHEAD.CP Mooring Branch 4 //286 604. 05/04/15 GLEASON.J.P,, 

BRJQHT.GO, KLINE.JR Atomic Safely and Licensing Board Panel Ip 29D19 157- 
29810,167 


6504220160 Memorandum & order directing parlies lo file proposed findings conclu- 
sions of law ro Issues 1 & 16, per schedule announced at 850412 ovidenlfary 
hearing Served on 850410 

GLEASON.J.P., BRIGHT, Q.O., KLINE.J R Atomic Safety and Licensing Board Panel, 
#205 622 65/04/10. Oflico of IhO Exoculivo Legal Diroclor 3pp, 29928' 142- 
29928,144 


8504300409 Forwards Duquesne Light Co, Ohio Edison Co & Pennsylvania Power Co 
annual financial repls for 1964 

CAREY.JJ Duquesne Light Co 85/04/23 VARGA, S A Assistant Director for Operat 
Ing Reactors tp 30062 349 30063 103 

-8604300517 “Pennsylvania Power Co 1 9B4 Annual Rept ” 

* Pennsylvania Power Co 84/12/31 27pp 30063 033 30063 103 


Q. Inapectlon reportSr 11^ Bulletins & correapondence 

8504160503 Responds to NRC 650220 Itr ro violations noted in Insp Repls 50 440/64- 
28 & 60 441/84*25,Coffectiv0 aclions nuclear lest section admmiBlralivo support 
group expanded & assigned responstbilily for revising nuclear test program manual 
EDELMAN.M.R Cleveland Electric Illuminating Co 05/03/20 NORELIUS.CE Region 
3. Office of Director 2pp 20859 176-29859 177. 

8603190659 IE Info Notice 85 022. "Limitorque Molor-Operatod Valves Resulting From 
Incorrect Insfaliatlon of Pinion Gear “ Svc list end 

JORDAN, EL Division of Emorgency Preparedness & Engineering Response (Post 
830103) 65/03/21 Consolidated Edison Co of New York. Inc fOOpp 29597,001- 
29597 005. 

8603210461 IE Into Notice 85 023, “Inadequate Surveillance & Posl-Matnl & Post Mod 
Sys Testing “ Svc list end 

JOHDAN.EL Division of Emergency Preparedness & Ennineormg Response (Post 
630103) 85/03/22 Consolidated Edison Co. of Now York, Inc f08pp 29656 001- 
29656 107 

8503220444 IE Info Nolico 86-024, “Failures of Prolecljvo Coalings in Pipes & HXs" 
Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/26 Consolidated Edison Co. of New Yorfi, Inc fOSpp 29596154 
29596*363 

8504020077 Provides addendum to 820421 Itr ro commitment to oslabllsh rotilmo fuel 
Insp pfogram lo provide info on Irradratod A discharged fuo) following each 
rofufllinfl.por SER.Section 4 2 4 3, 

EDELMAN.MR Cleveland Electric Iliumlna ling Co 05/03/28 YOUNGQLOOD.B J Li- 
censing Branch 1 Ip, 29578.253-29578 253 

8504040387 Forwards SuppI 1 to Integrated Design Insp Rept 50 440/84-29 on 
050227-20 & 0301 Ropt contains Integrated design Insp Hems slill open pending com 
ptolpon of work 

GRIMES, BK, Division of QA, Vendor & Technical Training Cantor Programs (Post 
05O212K 65/03/26 EDELMAN.MR Cfovoland Electric Mluminaling Co 5pp 
29619 253 29619 200 

-8504040392 SuppI 1 to Integrated Design Insp Pop I 50-440/84-20 on 850227-28 & 
0301 Major areas rein sped ed mochan^cal sys & components, civil etructuro, electrical 
sya & Instrumentallon & control 

NORKIN.D.P. Division ol QA, Vendor & Technical Training Conler Programs (Post 
050212). MILHOAN,J L, Quality Assurance Branch 85/(53/21 23pp 29619 256- 
29610,280, 

8603280037 IE Info Nolice 85 025, “Consideration of Thermal Conditions In Design & 
Installation of Suppoiis for Diosal Generator Exhaust Silencers,*' Svc list end 
JORDAN, EL Division of Emergency Proparodness &. Engineering Response (Post 
030103). 05/04/02 Consolidated Edison Co of New York, Inc f07pp. 20667.109- 
29667 305 

8603280046 IE Into Notice 85 026, "Vacuum Rollel Sys for BWR Mark I & II Contain- 
monls “ Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Responso (Post 
830103) 05/04/02 Consolidaled Edison Co. of New York, Inc 92pp. 29667.107- 
29667.100 


8604220266 Informs that J Roaanthal cannot appear at 850430 hearing re hydrogen 
control issues duo to aorious Illness in family, Preflled tesllmony will be sponsored by 
A Nolafiancosco at hearing Related correspondence 

WOODHEAD.CP. Hearing Branch 4 #285 611. 85/04/18 GLEASONJP. 

BRIGHT, G.O, KLINE.J.R. Atomic Safety and Licensing Board Panel. 2pp. 20929 154- 
20 929; 162 

-8504220250 Testimony ol A Notalrancosco on hydrogen control Issues contained In 
ASLB Contenllon 6 Prof qualifications of T Prall oncl.R elated correspondence 
NOTAFRANCESCO Containment Systems Branch, 85/04/19. 7pp 29029:166- 
29929;162 


8504010039 IE Info Notice 86-027, "Nolificatlons to NRC Operations Clr & Reporting 
Events in LERs “ Svc list end 

JORDAN, EX Division of Emereency Preparedness & Engineering Response (Post 
830103), 85/04/03 Consolidated Edison Co. ol New York. Inc 98pp 29690 255- 
29600 362 

8504120207 Forwards Rev A to Q0A4425, "Praservice Insp Program Plan: RCIC," 
8OA4420. “...Feedwater Sya*' & B0A4423." LPCS Sys" Revs replace preservlce 

Insp program plans aubmltlod w/84121 4 ■Hr. 

EDELMAN.M.R Cleveland Electric Illuminating Co 65/04/04 YOUNGBLOOD, B.J Li- 
censing Branch 1 Ip. 2D784‘3O3-29705 045. 
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- &504120212 Rov4 to 80A442S, ‘'Preservice Insp Program PfarvflCIC ” 

* Nuclear Energy Services, Inc 85/03/06 42pp 29784 304 29784 345 

->8504120216 Rev 4 to 80A4426, '“Preservice Insp Program Plan Feedwater Sys" 

* Nuclear Energy Services. Inc 85/02/2S 27pp 29784 346 29785 045 

-8504120217 Rev 4 to 80A4423, ''Presorvice Insp Program Plan LPCS ” 

* Nuclear Energy Services. Inc 85/02/25 35pp 29785 011 29785 045 

8504050042 SuppI 1 te IE Info Notice 05 003. “Separation of Primary Reactor Coolant 
Pump Shaft & Impeller " Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 8S/04709 Consoltdated Edison Co of New York, Inc lOIpp 29791 025 
29791 1 26 

8504050047 IE Info Notice 85*026, “Partial Loss of AC Power & Dieset Generator Oeg 
rad at I on “ Svc fist end 

JORDAN.E L Division of Emergency Preparedness S Engineer-ing Response <Po31 
830103) 85/04/09 Consolidated Edison Co of New Yoik, frtc 109pp 29790 276 
29791 024 

8504260204 Responds to 650312 Ur re vtolaltons noted in Insp Repts 50 440/85 02 & 
50*441/05 02 Corrective aclions*Test Procedure IP57-P*001. “Safety Related Instru- 
ment Air Sys" will be revised by 650515 

EOELWAN.M R Cleveland Electric Illuminating Co 85704/11 WARNICK.RF Region 
3, Office of Director 3pp 30023 054-30023 056 

8504090419 IE Info Notice 65 029, "Use of Unqualified Sources m Well Logging ApplJ 
cations" Svc list end 

PARTLOWpJG Division of Inspection Programs |Po5l850212> 85/04712 Consolidat- 
ed Edison Co of New York, Inc 66pp 29832 001-29832 023 

85042202SS Forwards status update on open items from Integrated Design Insp Rept 
50 440/84 29, transmuted by NRC 841212 Ur & supplsmentary info requested during 
850301 followup [nsp at Gilbert/Commonweailh.lnc ofcs 

EDELMAN.M R Cleveland Electric llluminaling Co 85/04/15 GRIMES.BK Director's 
Office, Office of Irspeclion and Enforcement 6pp 29930 001-29930 041 

--06O422O257 "Emergency Svc Water Sys Water Hammer Prooperalional Test Pro 
gram “ 

fLEMMING.F F , LEE.M Z , WHIT6HEAO.C W Cleveland Electric llfuminaling Co 05/ 
04/09 35pp 29930 007*29930 041 

8504230430 Forwards Insp Rept 50 440/85 14 on 850312*15 & 25 29 & notice of vrola* 
lion 

SPESSARD.RL Region 3, Office of Director 85/04/17. EDELWAN.MR Cleveland 
Electric llluminaling Co 2pp 29950 317-29950 328 

-B604230434 Notice of violation from insp on 850312*15 & 25 29 
SPESSARD,ttL Region 3, Office of Director 85/04/17 Ip 29950 319 29950 319 

-8604230449 fnsp Rept 50 440/85 14 on 850312*15 8 25*29 Noncomp llance 
noted procuromont program for operations inadequately descNbed.critical charactens* 
tics of Items rot specified upon receipt & shelf life acceptance criteria not addressed 
WESTBERQ,RA, HAWKiNS.FC Region 3. Office of Director 85/04/17 9pp 
29950 320 29950 328 

S504 170249 IE Info Notice 65 030. "Microbfologccally Induced Corrosion Containment 
Svc Water Sys ” Svc list end 

JORDAN,E L Division of Emergency Preparedness & Enpineoring Rosponso (Post 
830103} 86/04/19 Consolidated Edison Co of New York, Inc 109pp 29066 258- 
29966 363 

8504260133 Discusses allege lion that documenl reviewers required to work 10 h days 
for 6 & 7 consecuUve days for quality review of package turnovers Strain on reviewers 
alleged Allegation will be reviewed in future insp 

NORELIUS.CE Region 3, Office of Director 85/04/19 BDELMAN.MR Cleveland 
Eteclnc Illuminating Co 2pp 30925 286 30025 287 

8504190Q5S IE Info Notice 85 032, “Recent Engine Failures of Emergency Diesel Gen 
ordtors ** Svc list 6ncl 

JORDAN, E L Division of Emergency Preparedness & Engineorinn Responso (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc 109 pp 29988 239 

29988 347 

8604190060 IE Info Notice 85*033, "Undersized Nozzle-To-Shel I Welded Joinis In Tanks 
& HXs Constructed Under flulos of ASME Boiler & Pressure Vessel Code “ Svc fist 
end 

JO ROAN, E L Division of Emorgoncy Preparedness & Engineering Responso (Post 
830103) 85/94/22 Consdadated Edison Co of New York, Inc lOBpp 29989 001* 

29989 107 

8604220347 IE Info Notice 84-84,Rav 1, "Deficiencies in Ferro Resonant Transformers " 
Svc list end 

JOROAN.E L Division of Emergency Preparedness & Enginoorlng Response (Post 
830103) 65/04/24. Consolidated Edison Co of New York, Inc 118pp 30027 067- 
30027.184 

8S04300185 Forwards fnsp Repls 50 440/85 19 & 50 441765 10 on 650401 05 No non* 
compliance noted 

WARNICK.R.F. Region 3, Office of Director 85/04724 EDELMAN.MR Clevaland 
Electric llluminaling Co 2pp 30057 275*30057 282 

*-0504390191 fnsp Repls 50 440/85*19 & 50 441/85 10 on 850401*05 No noncompli- 
ance noted Major areas inspected iicensee actions on 1OCFR50 55(e) items 
SCHEIBELHUT,C, KNOP.R C Raglorr 3, Office of Director 85/04/24, 6pp 
30057 277 30057 282 


S. Reportable occurrencesi LERa & related correspondence 

8504180616 Revised final Deficiency Rept |RDC 118(84)] re Hitti drop in anchor fnslalla- 
tion requirements Initially reported on 841022 Last six lines of Pago 2 inadverlenlly 
omitted from final typing 

EDELMAN.MR Cleveland Efeclnc lllummatlng Co 85/03/02 KEPPLER.JQ Region 
3, Office of Director 4pp 20912132-29912135 


8604080315 Deficiency Rept RDC [120(84)1 re Topaz Class IE inverters Initially report 
ed on 650207 Work for Unit 1 complelod Unit 2 will be covered in same mann=Gr as 
Unit 1 Inverters by Field Dtsposilion fnsl ructions WRXD & WHXJ 
EDELMAN.MR Cleveland Electric Illuminating Co 85/03714 KEPPLER.JG Region 
3, Office of Director Ip 29685 1 10 296G5 1 10 

6504050312 Interim Deficiency Rept [RDC 130(85)] re incomplete lire protection safe 
shutdown analysis Initially reported on 850222 Affecled circuits/equlpment being 
analyzed Next rept will be submitted by 850517 

EDELMAN.W R Cleveland Electric llluminalmg Co 85/03722 KEPPLER.J Q Region 
3, Olfico of Director 2pp 20666 014-26668 015 

8504050289 Final Deficiency Rept [RDC 114(84}] re power load gland assemblies sup 
plied by Conax Inilially reported on 840914 Gland assembly design acceptable for use 
at 144 F for 40 yrs Hem not reportable per 10CFR50 65(o) 

EDELMAN.MR Cleveland Electric Illuminating Co 85/03727 KEPPLER.JG Region 
3. Office of Director 2pp 29663 142-29663 143 

8504110269 Final Deficiency Rept (RDC 118(84)] re violation of spec recuiromerita 
during instaflalion of Hilti drop in anchors on (ire protection sys supports Initially re 
ported on B41022 Item not reportable per 10CFR50 55(6) 

EDELMAN.W R Cleveland Electric liluminaling Co a5^3/29 KEPPLER.J G Region 
3. Office of Director 3pp 29776 189-29776 191 

0604000092 Part 21 rept re irnpacl of soil parameter changes on structure 
accelerations Initially reported on 850329 Effect of change being evaluated Final rept 
will be submitted ort 850501 

SAILER, WF Gllbert/Commonwoallh, fnc (formerly Gilbert Associates, Inc) 85/047 
02 TAYLOR, JM Director’s Office. Office of Inspection and Enforcement 2pp 
29681 119 20681 120 

8594120197 Forwards "Review of Emergency Diesel Generator Rocker Arm Cap 
screws," technical evaluation rept 

LAtTY.WW Baltelle Memo/Jal Institute, Pacific Northwest Laboratories FIN B 2952 
06/04/04 BERLINGER.C Division of Licensing Ip 29786.217*29786 233 

*-8504120226 “Review of Emergency Diesel Generator Rocker Arm Capscrews," tech 
nfeaf evaluation rept 

LAITY, WW Battelle Memorial Institute, Pacific Northwest Leboratones FIN B 2952 
PNL-5200-15 85/03/31 Division of Licensing 16pp 29786 218*29786 233 

8504120227 Forwards "Review of Engine Base & Bearing Caps for TDI DSR 48 Diesel 
Engi^nos “ technical evaluation rept 

LAITY, WW Battelle Memorial Institute, Pacific Northwest Laboratories FIN B2963 
85/04/04 BERLINGER.C Division of Licensing Ip 29780 335*29788 352, 

-8504120277 "Review of Engine Base & Bearing Caps for TDI DSR-48 Diesel En 

g ines," tochnicat evaluation rept 

AITY.WW Battelle Memorial Institute, Pacific Northwest Laboratories FIN B 2952 
PNL*5200*11 05/03/31 BERLINGER.C H NRC - No Detailed Affiliation Given 17pp 
29760 336-29788 352 

8504120290 Fonvards PNL-5200 21, "Review of Emergency Diesel Generator Air Start 
Valve Capscrews,” technical evaluation rept for TDI Diesel Engine Project 
LAITY,WW. Battelle Memorial Institute, Pacific Northwest Laboratories FIN B-2953 
86/04/04, BERLINGER.C Division of Licensing Ip 29787 098 29787 114 

-85 04120296 "Rovlew of Emorgoncy Diesel Generator Air Start Valve Capscrews, " 
technical evaluation rept 

* Battelle Memorial (nstitule. Pacific Northwest Laboratories FIN 8*2952 PNL-5200 
21 85/03/31 Division of Licensing 16pp 29787 099 29787 114 

8504120314 Forwards PNL-5200 12, "Review of Engine Base & Bearing Caps for TDI 
OSnV*12.DSRV-16 & DSRV-20 Diesel Engines" 

L AITY.WW Baltelle Memorial Institute, Pacific Northwest Laboratories FIN B-29S3 
85/04/04 BERLINGER.C Division of Licensing. Ip 29787.001*29787 017. 

-8504120317 "Review of Engine Base & Bearing Caps for TDI DSRV-12, OSRV-16 & 
DSRV-20 Diesel Engines." 

LAITYpWW Baltelle Memorial Institute, Pacific Northwest Laboratories FIN B-2963 
PNL-5200 12 85/03/26 Division of Licensing 14pp 20787 002-29787.017 

8504230461 Revised final Deficiency Rept ROC [120(84)1 re Class IE inverters mfg by 
Topaz ulilizod in various control panels supplied by GE Actions necessary to readjust 
setpoint delayed Completion date rescheduled for 650525 

EDELMANMR Clevefand Electric llluminaling Co 85/04/09 KEPPLER.JG Regior> 
3, Office of Director 2pp 29952 153-29952 154 

85'04260460 Revised Final Deficiency Rept (RDC 16(80)) re Rosemounl Model 610 DU 
trrp/calibr units & Rosemounl Model 1152 pressure transmitters Initially reported on 
600603 Transmitters to bo replaced Next rept expected by 850601 
EDELM AN, M R. Cleveland Electric Illuminating Co 85/04/10 KEPPLER.JG Region 
3. Office of Director 3pp 30054 353 30054 355 

8504300023 Interim Deficiency Rept [RDC 123(85)] re ovorpressurization of Isolated 
vols in drywali post LOCA Ulif awaiting completion of qualification testing of safoty 
rekef valves by 850601 Next rept expected by 850607 

EDELMAN.M R Cfeveland Electric Illuminating Go 85/04/12 KEPPLER.J G Region 
3, Office of Director Ip 30070 050 30070 050 

8504230403 Part 21 rept re postulated circulating water pipe expansion joint failure In 
turbine bldg Iniltaliy reported on 650418 Water flow paths connecting nonsafety-relal* 
ed bldg to safely related Seismic Category I areas isolated 

SAILEr.WF Gllberl/Commonweallh, Inc. (formerly Gilbert Associates, Inc), 85/04/ 
19 TAYLOR,JM Direclof's Office, Office of Inspection and Enforcement 2pp 
29951 214*29951 215 


T* Hearing transcripts on non-aniltrust matters 


050 4 0201 16 Transcript of 860329 telcon in Washington.DC Pp 2,141-2,151 
‘ Atomic Safety and Licensing Board Panel 85/03/29 13pp 295B0 341-29580 353 
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651)4030244 Forwards tesKmony of A Nolafrancesco.L Yank.J Rosenthal & HC Garg on 
Issue 0 re hydrogen control SSEH 6, containing evaluation of hydrogen control sys.wil) 
he served on 650415 Related correspondence 

WOODHEAD.CP Hearing Branch 4 #285 344 85/04/01 GLEASON.JP, 

BRIGHT.GO, KLINE. JR Atomic Safety and Licensing Board Panel 39pp 
20587 140 29587 170 

6504040370 Fonfl/ards direct testimony of EM Buzzelfi.JD Richardson. KW HoIlzclaw.RW 
Alley.8 Lowia.B Karlovilz & GM Fuls on Issue 8 re preliminary evaluation of plant hy* 
drogen control sys Related correspondence 

GLASSPIEGEL.H Shaw, Pittman, Potts & Trowbridge GLASSPIEGEL,M Cleveland 
Efectric Illuminating Co #285 3G6 65/04/01 Docketing & Services Branch Ip 
29608 046 29608 125 

>'6604040378 Direct testimony of EM QuzzalJi.JD Richardson, KW Holtzclaw, RW Alley, 0 
Lewis, B Karlovitz & GM Fuls on Issue 6 re preliminary evaluation of plant hydrogen 
control sys Certificate of Svc end Related correspondence 

0UZZELLI.EM. RICHARDSON.JO, HOLTZCLAW, K W Cleveland Electric Illuminat- 
ing Co 85/04/01 79pp 29608 047-29608 125 

8504150351 Transcript of B50409 hearing in Perry, OH Pp 2,152*2,399 Supporting docu- 
mentation end 

^ Alomic Safely and Licensing Board Panel 85/04/09 1,176pp 29800 067- 

20603 162 

6504150245 Transcript of 850410 hearing in Perfy,OH Pp 2,400 2,517 

* Alomic Safety and Licensing Board Panel Q5/04/10 119pp. 29806 288 29807 045 


8504100158 Orscusses review of reg guides \n FSAR Table 18 1 re preoperal tonal 
testing, operations, operational QA, survoillance & majnt.por util B5O206 Itr Clarifications 
lo be added to FSAR Table 1 B 1 1n future amend end 

EOELMAN.M R Cleveland Electric I llumrnaling Co 85/04/02 YOUNGBLOOD, B J Li- 
censing Branch 1 43pp 29729 269 29729 311 

6504100137 Forwards addi info describing safety relief valve transients to clarify 630629 
Itr re Confirmatory Issue 21 concerning suppression pool temp limits Two-minute limit 
for stuck open safety relief valves deleted from Tech Specs 
EDELMAN,fwtR Cleveland Etectnc I llumlnaling Co 85/04/03 YOUNGBLOOD.B J Lt 
censing Branch 1 2pp 29729 251 29729 252 

8504150369 Forwards request for permanent exemption from lOCFRSO.App J, Para 
graph II) D 2{h)(ii) re testin-g of airlocks opened when containment integrity not re 
quired by Tech Specs Tech Spec 4 6 1 3 b 2 provides equivalent protection 
EDELMAN.MR Cfaveland Electric I Ifumlnaling Co 85/04/08 YOUNGBLOOD.B J Li 
censing Branch l 6pp 29806 026 29B06 032 

8504230514 Notification of cof>tracl execution, Mod 2,lo “Dresden & Perry Simulator 
Leasing ” Contractor QE Nuctear Power Sys Div 

PAGE.M Technical Assistance Contracts Branch FIN B-8713 85/04/00 CORLEY, D 
Director's Office, Office of Inspection and Enforcement 1 p 29972 322 29972 324 

“0604230532 Mod 2,revislng scheduled CV84 leasing 0i funding, to "Dresden & Perry 
Simulator Leasing " 

JONES.J General Electric Co FIN 9 8713 85/04/08 2pp 29972 323 29972 324 


05 04 1702 18 Transcfipl of 850411 hearing in Perry, OH Pp 2,518-2,747 Supporting docu- 
mentation end 

' Alomic Safety and Licensing Board Panel 85/04/11 305pp. 29826159-29827 103 

8504170398 Transcript of 050411 hearing in Perry, OH Pp 2,748 2.785 Supporting docu- 
mentation end 

♦ Atomic Safely and Licensing Board Panel 65/04/11 50pp 29828 071 29628 174 

8504170342 Transr ipt of 060412 hearing in Perry,0H Pp 2,786 3,209 Supporting docu- 
mentation end 

* Atomic Safoly and Licensing Board Pane) 05/04/12 678pp 29830 002 29831 319 

8S04220256 Informs that J Rosenthal cannot appear at 850430 hearing re hydrogen 
control Issues due to sorious illness fn family Profiled testimony will be sponsored by 
A Notafrancosco at ho a ring. Related correspondence 

WOODHEAD.CP Hearing Branch 4 #285 811 05/04/18 GLEASON.JP, 

BRIGHT, Q 0 , KLINE, J R Atomic Safety and Licensing Board Pane) 2pp 29929 154- 
29929 162 


0504190552 Requests oddI Info re Generic Llr 83 20, "Required Actions Based on Ge- 
neric Implications of Salem ATWS Events/’ Items 1.1 & 2 1,per 840406 
response Reponse requested within 30 days of Unit 1 licensing 
YOUNGBLOOD.B J Licensing Branch 1 65/04/15 EOE LM AN, M R, Cleveland Elec- 
tric Illuminating Co 2pp 29937.360 29937 361 

8504120206 Generic Ltr 85-08 to ali PWR licensees & all applicants for OLs re OA guid- 
ance for ATWS equipment nol safety rolaled Svc list end 

THOMPSON, HL Division of Licensing 85/04/16, Consolidated Edison Co of New 
York, fnc 22pp, 29947 208-29947 309 

0SO429O288 Forwards responsa to NRC 8503 19 questions re initial lest program Info 
will be incorporated into future amend lo FSAR 

EOELMAN.M R. Cleveland Electric Illuminating Co 05/04/19 YOUNGBLOOD.B J LI 
censing Branch 1 Spp 30046 201-30046 206 


E. NRC Safety Evaluation Report (SER), auppla & correspondence 


“8604220258 Testimony of A Nolafrancesco on hydrogen control issues contained in 
ASLB Contention 8, Prof qualifications of T Pratt end Related correspondence 
NOTAFRANCESCO Containment Systems Branch 05/04/19. 7pp 29929156- 
29929 162 

8504250232 Forwards JP Colton 850410 Itr transmitting transcript of 850410 testimony 
at hearing re plant, for docketing Served on 850424 

WHITTED.D Atomic Safety and Licef>slng Board Panel #205 601. 85/04/22 
PLEASANT, E NRC - No Dolallod Affiliation Given 2pp 209D5‘137-29005 139 

“8504260237 Transcript of JP Cotton 650410 deposition at Perry Town Hall re evacu- 
ation 

COTTON, PQ Affillalion Not Assigned 85/04/10 Ip 29985*139 29985-139 


V. Operator Examinations 

0504300475 Forwards liconsed operator roquatification program Format imptomontation 
anticipatod in Jul 1905 End program description abridged from actual draft procedure 
Intended to Implemenl program 

EDELMAN.M H Cleveland Eloctric Illuminating Co. 05/04/22 YOUNGBLOOD.B J Li- 
censing Branch 1 lipp 300G3.330 30063 348 


DOCKET 60-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A. Appllcatfon/consiructlon stage documents & correspondence 


8504120162 Responds lo FOIA request lor CaBOlond Forecast Panel Ides in Ofc of Re- 
source Mgt Forwards listed documonis, Documents also available in POR, 

FELTON, J M Division of Rules and Records 84/06/00 KILLEFER.C. Shaw, Pittman, 
Polls & Trowbridge 2pp 30300 003 30303.120 


•0504120366 Provides daily staff notes for 78001 LFaull observed in emergency avc 
water discharge tunnel at Perry Util rovlow program rcjeclod all installed hangers in 
specled In May-Aug 1070 at Form! 2 Slop work order Issued, 

* Office of the Executive Director lor Operations 78/09/12 HENDRIE Commission- 
ers 2pp 30300 005-30300 000 


“8504160142 Marked up draft summary of Caseload Forecast Panel 830111-13 nieol- 
ings w/util & site visit re assessment of projected fuel load date Meeting agenda.Iist of 
attendee 8, vlewgraph 9 & News Roloose L-14 end, 

STEFANO.d J. Licensing Branch 1. 83/01/27, Licensing Branch 1 600pp. 30333.335 
30334 324. 


8504020007 Forwards response lo Question 630 13 (Rev 3), reflecting current plans re 
fire brigade stafting & (ralnirtg Future SSER Section 13 12 5 mod requested Info will 
be incorporated into future FSAR amend 

EDELMAN.M.R Cleveland Electric Illuminating Co 85/03/26 YOUNGBLOOD.B J Li- 
censing Branch 1 2pp 29578 254 2957B 265 

8504020077 Provides addendum lo 820421 Itr re commllmenl to establish routine fuel 
fnsp program to provide Info on irradiated & discharged fuel following each 
refueling, per SER, Section 4 2 4 3 

EDELMAN.MR Cleveland Efectnc Illuminating Co 05/03/26 YOUNGBLOOD.B J. Li 
censing Branch 1 Ip 29578*253-29578 253 

0604020109 Submits addI clanrication re need for use of containment purge sys.per 
SER Confirmatory Issue se.Evaluation of purge sya benefits in reducing personnel ox 
posure will be submitled based on first cycle operating results 
EDELMAN.M R Cleveland Electric Illuminating Co 86/03/26 YOUNGBLOOD.B J Li- 
censing Branch 1 2pp 29580 354-29580 355 

6504 120272 Forwards three mechanical qualification files in response to Outstanding 
Issue 4 on qualification of mechanical equipment as noted in SSER 6.W/lwo proprle 
lary oversize drawings Aperture cards available In C antral Files 
EDELMAN.M R Cleveland Electric riluminaling Co 85/04/03 YOUNGBLOOO.B.J. LI 
censing Branch 1 42pp 29789 009-29789.050. 

0504250286 Forwards EGQ-EA-6826, "Demonstration of Containment Purge & Vent 
Vaivo Operability for Perry Nuclear Power Plant Units 1 & 2," informal rept.per SER 
Confirmatory Issue 23 (TMI Hem II E 4 2) 

YOUNGBLOOD.B J Licensing Branch 1.85/04/16 EDELMAN.MR CJeveland Elec- 
tric llluminaling Co 2pp. 30029 190 30029.191 

“0504220353 "Demonslraliof> of Containment Purge A Vent Valve Operability for Pony 
Nuclear Power P)ant,Unils 1 & 2/‘ informal repl 

KIDO.C, EGSG, Inc. FIN A 6415 EQG-EA-6fe6, 85/03/31. NRC - No Detailed Affili- 
ation Given. 17pp. G0029 192-30029.294 

8504300423 Requests relief from diesel generator fast starts previously proposed for 
dioset generator test program, per 830615 Itr, Oenerio Ltr 84-15, "Proposed Staff Ac- 
tions to Improve & Maintain Diesel Generator Reliability,'' & SSER 6 
EDELMAN.MR Cfoveland Eloctric tlluminaling Co 05/04/26 YOUNGBLOOD.B J LI 
censing Branch 1. 2pp. 30066 005 30066 006. 


F, Security, medlcali emergency & fire protection plans 


0504020332 Submits addi Info on progress re suppression poo! corrosion monltoiino 
sys Sys Installed & functional conslslonl w/ commllmonls made In 841030 
Itr Monitoring plan will be Incorporalod Into plant procedures by 0,^316 „ , „ ^ , 
EDELMAN.MR. Clovoland Electric Illuminating Co 86/03/22 KEPPLERJ.Q Region 
3, Office of Difoclor Ip 20678*139-20570:139 


8504020007 Forwards responso to Question 630,13 <Rev 3], reflecting current plans re 
lire brigade staffing & irainirig Future SSER Section 13 1,2,5 mod requested Info will 
be Incorporated Into future FSAR amand 

EDELMAN.M R Cleveland EfeeWe Illuminating Co 85/03/25. YOUNGBLOOO.B.J. Li- 
censing Branch 1 2pp 29570 254-29578.255. 


0504040306 Forwards proposed FSAR pages, reflecting changes resu tlng from Irihouse 
review of Tech Specs.Changes will he incorporated in FSAR Amend 18 scheduled for 
wvk of 850408 

EDELMAN.MR Commonwealth Edison Co. 86/04/02 YOUNGBLOOD.B J Licensing 
Branch 1 108pp. 29610 253-29610 361. 


8504020149 Informs that security unit upgraded to sUe protection section Organizational 
changes include addi positions of fire trainer & fire security sys Inspectors Info will be 
Incorporated in future FSAR amend, 

EDELMAN.M R Cleveland Electric llluminatfng Co 65/03/27, YOUNG0LOOD,0.J. Li- 
censing Branch 1 2pp 20570*220 29679 230 
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8504220067 Advises lhai NRC revEew of generic SPDS in 841210 drafl SER for 
GESSAR Jl SPDS applicable lo facilities.per iJtil 650321 response to addi NFC ques* 
tdons 

EDELMAN.MR Cleveland Efeclnc Ilium mating Co 05/04/15 YOUNGBIOOD.B J Li 
censing Branch 1 Ip 2992B 215 2992S 215 

8504300510 Requests response to county & state comments on 850220 Rev 4 to omer- 
ency plans concerning draft App D, ''Evacuation Time Estim-ates for Areas Near 
or/y Nuclear Power Plant ” Into requested within 30 days of itf receipt 
YOUNG0LOOD.BJ Licensing Branch. 1 B5/04/22 EDELMARMR Cleveland Elec 
trie llluminalin j Co 2pp 30072 1 10 30072 1 1 1 

8504290422 Confirms 850416 lefcon re survey of site by Boise Interagency Fire Ctr rep 
resenlalivo D Astley Presence of J Zimmerman during survey requested to answer 
questions re antennae requirements 

PAPERIELLO.C J Region 3, Office of Director &5/04/23 EDEIMAN.M R Cleveland 
Elacific Jiluminallng Co 2pp 30047 349 30047 360 

B504300396 Corrects info reported In response to NRC questions re SPDS Ltr did 
850415 slated SPDS design based on GtSSAR If SPDS In fact.aub^ design identical 
to GESSAR II SPDS 

EOELMAN.MF Cleveland Electric (Ifumina ling Co 65/04/25 VOUfsfGBLOOD.B J LI 
censing Branch 1 tp 30066 000'30066 080 

85-04300472 Advises that Rev 4 to frre protection evaluation rept will not be submitted 
until mid May Bill presently working on open items identilred m 850416 Hr re fjro pro-* 
tec lion trip rept 

EDELMAN.W R CJaveland Electric lllumFnaling Co, 85/04/25 YOUNQBLOOD.0 J Li- 
censing Branch 1 ip 30063 223-30063 223 


Q. Adjudlcalory correspondence 

8504010032 Response opposing Ohio Citizens for Responspble Energy 650316 motion 
for continuance until 650603 of evidenliary hearing on Issue 8 Motion should be 
denied & hearing scheduled lo bo gin 85D430 Certificate ot Sve end 
SILBERQ.JE Cleveland Electric riluminallng Co 5IILBERQ,JE Shaw, Pittman, Potts 
a Trowbridge ^285 295 85/03/27 Atomic Safely and Llcansing Board Panel lOpp 
29571 077-29571 086 

8504010037 Response opposing Ohio Citizens for Responsible Energy 850318 motion 
lo compel appearance of M Berman as witness for NRC on tssue 8 re hydrogen 
control Certificate of Sve end Related correspondence 

SILBERG.JE Cfovoland Electric fJIuminalirg Co SILBEnG,JE Shaw. Pittman, Potla 
& Trowbridge #285 297 65/03/27 Atomic Safety and Licensing Board Panel, lipp 
29571 069-29571 699, 


6504040102 Order denying Ohio Citizens for Respor>sible Energy motion for ASLB lo 
continue portion of proceeding re Issue 16 pending ASLAB decision on matron (or di 
reeled certdicalion Served on B50402 

SHOEMAKER,CJ Atomic Safety and Licensing Appeal Panel #285 366 OD/04/02 
Ohio Citizens lor Responsible Energy 2pp 29612 135 29612 136 

6504080192 Notifies of filing of supplemental "Summary of Conclusions & Rocommsri 
daUons on Resolution of Known Probfems in TDI Diesel Generator Components" lo 
be presented at hearing as staff exhibit re tssue 16 Related correspondence 
WOODHEAD.CP Hearing Branch 4 #385 388 05/04/02 GLEASON JF», 

KLINE,JR, 0RIGHT,GO Alomre Safety and Licensing Board Panel Ip 29679 250 
29679 250 

8504090102 Rosponse opposing Ohio Citizens for Responsible Energy 8503 1 0 motion 
lor directed certificalion seeking interlocutory review & reversal of ASLB <100101 of 
850211 motion No basis for denial exists Certificate of Sve end 
JOHNSON, G E Hearing Branch 4, #285 418 85/04/05 Atomic Safety and Itcenslncj 
Appeal Panel 13pp 29716 040 29716 052 

8504120373 Memorandum & order denying ulil motions for summary disposition of Con 
lentfon 16 & Contenlions J.M,P,U,Z,B,CC & parts of A & Q of Issue 1 Sorvod on 
B50410 

GLEASON.JP. BRfGHLGO. KLINE.J R Atomic Safety and Licensing Board Parol 
#265 4 8 2 85/04/09 Office of the Executive Legal Director 2lpp 29792 lfl'4. 
20792214, 

8504120434 Memorandum & order denying Ohio Citizens for Responsible Energy 
850211 motion for directed certification of GD Efoy to address issub of roliabihly of 
TDI dies el generators Served on 05041 1 

TOWPKfNS.BA Atomic Safety and Licensing Appeal Panel #285 489 95/04/10 
Ohio C^tpzens for Responsible Energy 9pp 29791 239-29791 247 

8504169606 Forwards advance copies of SSER 6 Bound copies will bo provided whon 
available W/o end Relalorf correspondence 

WCXJDHEAD.CP Hearing Branch 4 #265 564 85/04/15 GLEASON, JF. 

BRIGHT.QO, KLINE, JR Atomic Safety end Licensing Board Panel Ip 20B1D 167- 
29016 167 

6504220160 Memorandum & order directing parties to file proposed findings & conclu- 
sions of law re Issues 1 & 16, per schedulo announced at 050412 cvidonllary 
hearing Served on 850419 

GLEASON,JP, BRfGHT.GO, KLINE, J R Atomic Safety and Licensing Board Fa ncl 
#265 622 65/04/18 Olhce of the Executive Legal Director 3pp 20928 142- 
29928 144 


6504020146 Confirms 650327 Icicon w/ Judge Ktino re Ohio Cibzons for Responsible 
Energy inability 10 provide witnesses on Fssuo 6 Agrees that hearing on Issue 8 should 
begin8S0430 Relatodcorrespondence 

HIATT,St Ohio Citizens (or Responsible Energy #285 310 85/03/27 

GLEASON.J P . KLINE, J R, BRIGHT ,G O Atomic Safety and Licensing Board Panel 
Ip 29579 260-29579 268 


6504220256 Informs that J Fosonthal cannot appear at 650430 hearing ro hydrogen 
control Issues due to serious illness In family Pre filed testimony will be sponsored by 
A Nolafrancesco at hearing Related correspondence. 

WOODHEAD.CP Hearing Branch 4 #285 61 1 85/04/18 GLEASON.JP. 

aRIGHT.GO., KLINE,J R Atomic Safety and Licensing Board Panel 2pp 2B020 161 
29929 162 


8504029143 Submits Info ro 850304 inadvertent draining of water from Unit 1 contain 
ment spray ring, per 650322 conference call Extensive insps of onliro conlainmeni 
outside ot drywoll pertormed Related correspondence 

SIL0ERG,J E Shaw, Pitlrr^an, Polls &. Trowbridge SILBERG.J E Cleveland Electric II 
Ruminating Co #285 342 65/03/26, GLEASONJP , KLINE, J R . BRIQHT.G O Atomic 
Safety and Licensing Board Pane) 2pp 29579 195 29579 196 

8604020179 Answer lo Ohio Cilizens for Roaponsible Energy 650211 motion for direct- 
ed cert 1 1 ical I on Ohio Citizens for Responsible Energy failed to satisfy requirements for 
slay of proceodings on Issue 16 Certificate of Sve end. 

SULLIVAN, R A Cleveland Electric illuminating Co SULLIVAN.R A Shaw. Piltman, 
Potts & Trowbridge #205 320 85/03/29 Atomic Safety and Licensing Appeal Panel 
17pp 29580 265 29580 281 

8504020194 Memorandum & order granting Ohio Citizens for Responsiblo Energy mo- 
tions for continuance of evidentiary hearing on Issue 8 until 050603 & denying request 
to compel appearance of M Bermas as NRC witness Served on 650401 
GLEASON.J P, KLINE, J R , BRIGHT, G O Atomic Safety and Lfconslng Board Panel 
#265 326 85/03/29 Ohio Cilizens for Responsible Energy 6pp 29581 290- 
29581 294 

B504D20302 Informs of factual discrepancy between FEMA prelilod testirriony & affidavit 
filed In support of summary disposition of Sunfiower Alliance Contention M Related 
correspondence 

CASSIDY ,B P Federal Emergency Management Agency #285 331 85/{f3/29 
GLEASON.J P , KLiNE.J P., BnIGHT.G O Atomic Safety and Licensing Board Panel 
2pp 29577 239-29577 240 

6504040261 Responds lo Gleason 850329 tolcon request that applicants rept back lo 
ASLB w/schedulo of witnesses for upcoming hearings on Issues 1 & 16 Proposes that 
Issue 18 be heard first on 850409 Related correspondence 

GLASSPIEGEL.H Shaw, Pitlman, Polls &. Trowbridge QLAS SPIEGEL, H Common- 
weallh Edison Co #265 358 85/04/01 GLEASON.JP, KLINE.JR, BRIGHT, G.O 
Atomic Safety and Licensing Board Pane!, 3pp, 2981 1,327-29011,329 

8504090652 Updated response to interrogatories re Issue 16 concoinlno diesel genera- 
tor reliability Documenis relevant to issue, which may bo used in cross-oxamlnation or 
offered as exhlbllsjfalod Rofated corresponderco 

HIATT, SL. Ohio Citizens for Responsible Energy #265 433 65/04/01, Cleveland 
Electric Illuminating Co 3pp. 29701 ,001 -29701 006 

-6504090655 Motion lo sink© portions of applicant 6 staff tosUmony ro Issue 10 con- 
cerning TDI diesel ganoralof reliabililyper l0CFR2 743(c).C6rlif8cale of Sve 
end Reiatad correspondence 

HIATT, SL Ohio Citizens for Responsible Energy 85/04/01 Atomic Safety and Li- 
censing Board Pane) 6pp. 29701 004-29701.008 

85040906$9 Submits mfo from confidential sources ra applicant fuef load 
8 chBdule.Palnl 0 rs sliilia & condition of paint In Unit f discussed nelalod correspond- 
ence 

HJATT,SL Ohio Citizens for Responsiblo Energy #285 432, 65/04/01, 
GLEASON.JP,, KLINE, J R , BRIGHT.Q O, Atomic Safety and Licensing Board Pane) 
Ip. 29700.357-29700:357. 


8504240370 Forwards Malls License SNM- 1298. SSER 6 & 850307 review of 
620830,820030,830527.30,0822,8411 15.050107 & 25 applicalions W/o SSER GRolal 
ed correspondenca 

WOOOHEAO.CP Hoartng Branch 4 #286 670 85/04/22 GLEASON.JP, 

KLINE,J R , BRIGHT, GO Atomic Safety and Licensing Board Pane) 23pp 
£9909 060 29969 083 


I, Flnanciar Information 


8504180515 Forwards 1984 annual repls for Cleveland Electric Illuminating Co.T&lodo 
Edison, Ouquesne Light & Ohio Edison 

CAREY, JJ Duquesne tight Co 85/04/12 DENTON.HR Office of Nuclear Reactor 
Regulation, Direclor 3pp 20854 143 29854 301 

-8504180516 "1984 Annual Rept ” 

GINN.R M Cleveland Electric Illuminating Co 84/12/31 44pp 29854 146 29854 189 

-6504180617 “Toledo Edison Co Annual Rept - 1984 " 

WILLIAMS.J P. Toledo Edison Co. 84/12/31 24pp 29854 190-29854 210 

-BS041B0618 “Annual Rept 1984 “ 

ARTHUR, JM Duquesne Lighl Co 84/12/31 44pp 29854 214-29854 257. 

-8504160519 “Annual Rapt 1984.*’ 

ROGERS, J.T Ohio Edison Co 84/12/31 44pp 29854 258-20054 301 

6504300409 Forwards Duquesne Light Co, Ohio Edison Co & Pennsylvania Power Co 
annua! financial repls for 1964 

CAREY,J.J. Duquesne Light Co 05/04/23 VARGA. S.A Assistant Director for Oporat- 
Ing Reactors Ip, 30062 349 30063.103 

-'■8504300517 “Pennsylvania Power Co 1984 Annual RepI “ 

• Pennsylvania Power Co 04/12/31. 27pp 30083 033-30063:103. 


Q. fnspecHon reports, IE Bulletins & correspondence 

8564160503 Responds to NRC 850220 ltr re violations noted In Insp Repta 50 440/Q4 
2fi & 50-441/04 26 CorrecliVB actions.nuclear lest seclion adminlslralive eupporl 
group expanded & assigned responsibility for revising nuclear test program manual 
EDELMAN.M R. Cleveland Electric Illuminating Co 05/03/20 NORELIliS.C E, Roqlon 
3, Office of Director 2pp 29859.176 29859 177 

8503160859 fE Info Notice 85-022, “Umitorque Motor-Operated Valves Resulting From 
Incorrect Insiallation of Pinion Gear “ Sve list enc! 

JORDAN.E L Division of Emergency Preparedness & Engineering Response {Post 
030103) 05/03/21. Consolidated Edison Co of New York, Inc. lOapp 29597 001- 
29597 005 
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£$03210461 IE Info Notice 65-023, "Inadoquate Surveillance & Post fvlaint & Post-Meef 
Sys Testirig " Sve list end 

JORDAN.fcL Division of Emergency Preparedness & Enoineering Response (Post 
830103) 85/03/22 Consofidalod Edison Co of New YorR, Inc lOBpp 29656 001- 
29656 107 


8503220444 IE Info Nolle© 05 024, "Failures of Protecliva Coalings in Pipes & HXs" 
Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response ^Posl 
830103) 05/03/26 Consolidated Edison Co of New York, Inc tOOpp 20596154- 
29596 363 


8504020077 Provides addendum to 620421 Ur re commitment to establish routine fuel 
msp program to provide info on Irradiated & discharged luel following each 
refueling, per SER, Section 4 2 4 3 

EDELMAN,M R Cleveland Eleclrlc Illuminating Co 85/03/26 YOUNGBLOOD, 0 J Li 
censing Branch 1 Ip 29578 253-29578 253 

6S03280037 IE Info Notice 05 025, "Consideratfon of Thermal Conditions in Design & 
Installation of Supports for Diesel Generator Exhaust Silencers '* Sve list end 
JORDAN, E L Division of Emorgoncy Preparedness & Enoineering Response (Post 
830103) 05/04/02 Consolidated Edison Co ol New York. Inc. f07pp 29687 199 
29667 305 

8503260045 IE Info Notice 85-026, "Vacuum Relief Sys for BWR Mark I & It Contain 
ments " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/04/02 Consolidated Edison Co of New York, Inc 92pp, 29887 107- 
29667 198 

8504010039 IE Info Notice 85 027, "Notifications to NRC Operations Clr & Reporting 
Events in LERs " Sve list end 

JORDAN.E L Division of Emorgoncy Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of New York, Inc 98pp 29690 255- 
29690 362 

8504050042 SuppI 1 to IE Info Notice 05 003, “Separation of Primary Roactor Coolant 
Pump Shaft & Impeller “ Sve list end 

JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of Now York, Inc lOIpp 29791 025- 
29791-126 

8504050047 IE Info Notice 85 028, "Partial Loss of AC Power & Diesel Generator Deg- 
radation " Sve list end. 

JORDAN.E L Division of Emergoncy Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc I09pp 29790,278 
20791 024 


8604260204 Responds to 050312 Hr re violations noted in Insp Repls 50 440/65-02 & 
50-441/05 02 CJorreclIve actions Test Procedure IP57-P001, “Safely Related Instru 
monl Air Sys" will bo revised by 050515 

EDELMAN.MR Cleveland Eloclric Illuminating Co 85/04/11 WARNICK.RF Region 
3, Office of Director 3pp 30023.054-30023 066 


0604090419 IE Info Notice 85 029. “Use of Unqualified Sources in Well Logging Appll- 
callons " Sve list end. 

PARTLOW,J G Division ol Inspection Programs (Post 050212) 85/04/12 Consolidat- 
ed Edison Co of Now York, fnc 66pp 29032.001-29032 023 


8504170240 IE Info Notice 85 030, "Microblologically Induced Corrosion Containment 
Sve Water Sys.’* Sve fist end 

JORDAN.E L Division of Emergency Preparedness & Engineoring Response (Post 
030103) 85/04/19. Consolidated Edison Co of Now York, Inc lODpp 20986 258 
S0966-363. 


8504260133 DIscussQS allagatlon that document reviewers required to work 10 h days 
for 6 & 7 consaculiyp days for quality review of_ package turnovera Strain on roviewera 

EDELMAN.MR Clevoland 


alleged Allegation will be reviewed in future Insp 
NORELIUS.C E Region 3, Office of Director, 65/04/19 
Electric Illuminating Co 2pp 30025.286 30025-267 


B60 4 190065 IE Info Notice 05 032, "Recent Engine Faituros of Emorgoncy DtosoJ Gen 
erators “ Sve list end 

JORDAN.E.L Division of Emoroency Preparedness & Englnoerlf^g Response (Post 
830103) 05/04/22 Consolidated Edison Co. of Now York, Inc 109pp 20900.239- 
29980 347 


0604190060 IE Info Notice 85-033, "Undersized Nozzia To Shell Welded Jointa In Tanks 
& HXs Constructed Under Rules of ASME Boiler & Prossuro Vessel Code *’ Svo list 
end 

JORDAN.E.L Division of Emergency Preparodnesa & Engineering Response (Post 
830103) 05/04/22 Consolidated Edison Co of Now York, Inc. foapp. 29989 001- 
29909 107 

0604220347 IE Info Notice 64-04, Rov 1, "Defidendos in Ferro Resonant Transformers," 
Sve list end , „ , 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/24 Consolidated Edison Co, of Now York, Inc. llOpp 30027.067- 
30027 184. 


8504300185 Forwards Insp Repls 50 440/85 19 8 SO-441/86-10 on 050401 05.No non- 

WAi?Nfcx?R^?*^Reglon 3, Office of Director 86/04/24 EDELMAN.MR Clevoland 
Electric lilumlnaling Co 2pp 30057 275-30057.202. 


.-8604300191 Insp Ropts 50 440/06-19 & 50 441/05 10 on 850401'05,No noncompli 
a nee noted Major areas Inspected, II con see actions on 10CFR5 0,55(0) Items 
SCHEIBELHUT.C., KNOP.R.C. Region 3, Office of Director. 06/04/24. 6pp. 
30057.277-30057-202. 


S. Reportable occurrences, LERs 9t related correspondence 

0604180618 Revised final Deficiency Repl [ROC 1 10(04)] re Hllli drop In anchor installa* 
lion roqulrements.lnlllalty reported on 041 022, Last six fines of Page 2 Inadvertertlly 

eSMAN.M.^n^Cleve!^^^^ Electric Illuminating Co. 05/03/02 KEPPLER.J.G. Region 
3, Office of Director 4pp. 29912:132-20912:135. 


8504060316 Deficiency Repl RDC (120(84)) re Topaz Class lE inverters Iniliaily report 
ed on 860207 Work for Unit 1 completed Unit 2 will be covered in same manner as 
Unit 1 inverters by Freld Disposition Instructions WRXO & WRXJ 
EDELMAN.M R Cleveland Electric Illuminating Co 85/03/14 KEPPLER.J G Region 
3. Ollico of Director Ip 29685' 1 10 29685 110 

8504050312 Interim Deficiency Repl [RDC 130(85)] re Incomplete fire protection safe 
shutdown analysis Initially reported on 850222 Affected circuits/ equip men! being 
analyzed Next rept will be submitted by B50517 

EDELMAN.M R Cleveland Electric Illuminating Co 85/03/22 KEPPLER.J Q Region 
3, Office of Director 2pp 29660 014-29568 015 

8604050289 Final Doficioncy Rapt (RDC 114(04)] re power lead gland assemblies sup- 
pliod by Conax Initially reported on 64091 4 Gland assembly design acceptable for use 
at 144 F for 40 yrs Item not reportable per 10CFR5O.55(e) 

EDELMAN.M R Cleveland Electric lllominallng Co 65/03/27 KEPPLER.J Q Region 
3. Office of Director 2pp 29663 142-25663 143 

8504110289 Final Doficioncy Repl (RDC 118(64)] ro violation of spec requirements 
during Installation of Hilti drop in anchors on firo protection sys supports Initially re- 
ported on 841022 Item not reportable per 10CFR50 55(e) 

EDELMAN.M R Cleveland Electric lilumlnaling Co 65/03/29 KEPPLER.J G Region 
3, Office of Director. 3pp 29776 189 29776 101 

6604080092 Part 21 rept re Impact of soil parameter changes on structure 
accelerations Jnltlalty reported on 850329 Effect of change being evaluated Final ropt 
will be submitted on BSOSOt 

SAILER.WF Gllbert/Commonwoallh, Inc (formerly Gilbert Associatos, Inc) 85/04/ 
02 TAYLOR.J M Director's Office, Office of Inspection and Enforcement 2pp 
29681 119 29661 120 

8504120197 Forwards "Roview of Emergency Diose) Generator Rocker Arm Cap 
screws." technical evaluation rept 

LAITY, WW fialtolle Memorial Institute, Pacific Northwest Laboratories FIN B-2952 
05/04/04 BERLINGER.C Division of Licensing Ip 29786 217-20786 233 

-8504120220 "Review of Emergency Diesel Generator Rocker Arm Copscrewa," tech 
nical evaluation repl 

LAITY, WW Ballella Memorial Insllluta, Pacific Northwest Laboratories FIN B-2952 
PNL-5200-15. 85/03/31, Division of Licensing 15pp 29786 216-29766 233 

6504120227 Forwards "Review of Engine Base & Bearing Caps for TDI OSR-48 Oiesot 
Engines,'* technical evaluation repl 

LAITY.WW Batlelle Memorial institute, Pacific Northwest Laboratories FIN 6 2963 
86/04/04 BERLINGER.C Division of Licensing Ip 29788 335 29788 352 

-8504120277 "Review of Engine Base & Bearing Caps (or TDi DSR-40 Diesel En 
ginos," technical evaiualion repl 

LAITY.WW Battello Memorlar institute, Pacific Northwest Laboratories FIN B-2052 
PML-5200-11. 85/03/31 BERLINGER.C H NRC • No Dslalled Atfiilatlon Given 17pp 
29788-336 20788 352 


8504120290 Forwards PNL-5200 21, "Review of Emergency Diesel Generator Air Siart 
Valve Capscrews," technical ovalualion rept for TDI Oiesof Engine Projocl 
LAITY, W.W. Battello Memorial tnslilulo, Paclitc Northwest Lnooratorios FIN B-2963 
85/04/04 BERLINGER.C Division of Licensing Ip 29767 098-29707114 


-8504120296 "Review of Emergency Diesel Generalor Air Start Valvo Capscrews,” 
technical evaluation rept 

• Batlelle Memorial instilule. Pacific Northwest Laboratories FIN B 2952 PNL-5200- 
21 85/03/31 Division Of Llcanslno 16pp 29707 099 29707 114 

8604120314 Forwards PNL- 5200-1 2, "Review of Engmo Base & Bearing Caps for TDI 
DSRV-12,0SnV-16 & DSRV-20 Oiosal Engines " 

LAITY.WW aattelle Memorial Institute, Pacific Northwosl Laboratories FIN B 2963 
85/04/04. BERLINGER.C Division of Licensing Ip 29787 001-29787 017 

-8504120317 "Roview of Engine Base & Bearing Caps for TDI DSRV-12, DSRV 16 & 
DSRV-20 Diesal Engines '* 

LAITY.WW Batloll© Memorial Inslilulo, Pacific Northwest Laboralorios FIN B-2963. 
PNL-5200-12 85/03/26 Division of Licensing, 14pp 29787 002 29767 017 


8604230461 Revised final Deficiency Rept ROC [120(84)1 re Class IE Inverters mfg by 
Topaz utilized In various conlrd panels supplied by GE. Actions necessary to readjust 
aelpolnl delayed Completion date rescheduled for 050525 

EDELMAN.MR, Cleveland Electric Illuminating Co 85/04/09. KEPPLER.J G Region 
3, Office of Director. 2pp. 29952-153-29952:154 

8604288460 Revised Final Defcciency Repl [ROC 16(80)) re Rose mount Model 610 DU 
irlp/calibr units & Rosemount ModoS 1152 pressure Iransmltlors Iniually reported on 
a(j0603. Transmitters to be replaced Next repl expected by 950601, 

EDELMAN,M R. Clovoland Eleclrlc llluminairng Co 05/04/10 KEPPLER.J.G Region 
3. Office of Director 3pp 30054 353 30054 355 


6504300023 Interim Deficiency Rept [RDC 123(85)] re ovcrpressurization of isolated 
vots in drywell post-LOCA Uiil awailing complellon of quallflcalion testing ol safely 
relief valves by 850601 Next rept expected by 850607 

EDELMAN.M R. Cleveland Eleclrlc lilumlnaling Co 85/04/12 KEPPLER.J.G Region 
3. Office of Director, Ip 30070 050 30070 050. 

8504230403 Part 21 rept re postulaled circulating water pipe expansion joint failure In 
turbine bldg Initially reported on 850410 Water Ilow pains connecting nonsafely relat 
ed bldg to safety-related Seismic Category I areas Isolated 

SAILER, W.F, Qllbert/CommonweoUh, Inc (iormerly Gilbert Associates, Inc ) 85/04/ 
19 TAYLOR.JM Director's Office, Office of Inspection and Enforcement. 2pp. 
20951-214-29 9 51 -2 16, 


T, Hearting Iranacrlpta on non*antltru8l mattere 

8504020118 Transcript of 850329 lolcon in Washington.DC Pp 2,141-2,151. 

• Atomio Safely and Licensing Board Panel 85/03/20. 13pp 29560 341*29580.353 
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850403^244 Forwards lestJmor;/ gf A Nololr^ncosco.'L Yank.J Roserithal & HC Garg on 
Issue 8 ro hydrogen conlroT SSER 6, con taming evolualion of hydrogen control sys.will 
bo served on 050415 Related coirespondence 

WOODHEAD,CP Hearing Branch 4 /^28S 344 B5/04/01. GLEASON.JP, 

BRIGHT.G O t KUNE.J R Alomic Safely and Licensing Board Panel 39pp 
20587 540^29587 170 

8504040370 forwards direct laslimony ol EM Bu 2 zelli,JD Richardson. KW HolIzclaw.HW 
Alley, 8 Lowia.B Kadovilz & GM Fuls on Issue fl. ro preliniinary evalualion of plant hy- 
dronen control sya Related correspondence 

GLASSPJEGEL.H Shaw. Pillman, Polls & Trowbridge GLASSPIEGEL.H Cleveland 
Elecliic IllumJnaling Co ff2Q5 388 05/04/01 Docketing A Services Branch Ip 
20608 046 29600 125 

■■850 494 0378 Direct testimany ol EM BuzzgI|i,JD Richarclson.KW Holtzclaw, RW AIlQy.B 
Lewis, B Karlovilz & GM Fuls on Issue 8 re preliminary e valuation of plant hydroger^ 
control sys Certificate of Sve end Related correspondence 

BUZZELU.EM. niGHARDSON.J D , HOLT2CLAW.K W Cleveland Electric lllumlnai. 
ing Co 85/04/01 79pp 29608 047 29608 125 

8504160351 Transcript of 850409 hearing in Perry .OH Pp 2,152 2,399 Supporting docu* 
mo n tall on end 

• Alomic Safety and Licensing Board Panel 65/04/09 1.176pp 29600 067- 
29B03 162 

8504 160245 Transcript ol 850410 hearing in Perry.OHPp 2,400-2,517 

• Alomic Safety and Licensing Board Panel 85/04/10 119pp 29806 268-29807 045 

8504170218 Transcfipl of 05041 1 hearing in Perry, OH Pp 2,516 2.747 Supporting docu- 
menlalfon end 

• Alomic Safety and licensing Board Panel 85/04/1 1 305pp 29826 169 29827.103 

8504170398 Transcript of 850411 hearing in PerrY,OH Pp 2,748-2,785 Supporting docu- 
mentation end 

• Alomic Safety and Licensing Board Panel 85/04/11 SBpp 29828 071-29628 174 

8504170342 Transcript oj 860412 hearing in Perry ,OH Pp 2,766-3,209 Sopporlinp docu 
mohiatlon end 

• Atomic Safely artd Licensing Board Panel 85/04/12 670pp 29830 002 29831*319 

6504220258 Informs that 3 Rosenthal cannot appear at 850430 hearing re hydroaon 
control Issues duo to serious illness In family Proriled lestimoriy will be sponsored by 
A Notafrarcosco at hoarmg Related corraspondence 

WOODHEAD.CP Hearing Branch 4 y/265 811 85/04/18 GLEASON,JP, Alomic 
Safety and Liconalng Board Panel 2pp 29029 154-29929 162 

-8604220258 Testimony of A Notalrancesco on hydrogen conirot issues contained in 
ASLB Conlentlon 6 Prof qualification a of T Pralt end Related correspondenco 
NOTAFRANCESCO Conlalnmenl Sysloms Branch 65/04/19 7pp 29&29 156 
29929*162 

8504250232 Forwards JP Colton 650410 llr transniilUng Iranscript of 850410 testimony 
at hearing re plant.for docketing Served on 650424 

WHITTED.O Alomic Safely end Licensing Board Panel 17285 681 85/04/22 
PLEASANT.E NRC - No Delal led Affiltalion Given 2pp 20985137-20985139 

- 8504250237 Transcript of JP Colic r> 850410 deposition at Perry Town Hall re evacu- 
alien 

COTTON.PG Affillall on Not Assigned 65/64/10 tp 29995 139 29985 139 


V. Operator Examinations 

8504300475 Forwards licensed -operelor reqgalificatEon program Formal implemenlalion 
anticipated in Jul 1985 End program description abridged from actual draft procedure 
Intended loirrplament program 

EDELMAN.M R Cleveland Electric lllumlinatinG Co 65/04/22 YOUNGBLOOD, B J Li- 
censing Branch 1. 11pp 30063,336 30063 348 


DOCKET 60-443 SEABROOK NUCLEAR STATION, UNIT t 


A. Appllcatlon/conslructlon stage dooumanta & correapondance 

0604120182 Responds (0 FOIA request for Caseload Forocasl Panol files in Ofc ol Ro 
source MoLForwards listed documanis Documonis also available in PDR 
FELTON ,J M Division of Rules and Recorefa 84/66/06 KILLEFER.C Shaw, Pittman, 
Polls & Trowbridge. 2pp 30300 003 30303:1 29 

-8211120214 Informs that caseload forecast penel visit coordinated w/Jiconsing project 
manager & applicant scheduled for wK of 821 1 1 5 

BASSETT .HS Division of Automated Information Services 82/10/29 
EISENHUT.DQ Division ol Licensing Ip 30319 264 30319 269 

yards background Info for Gifmsky hip (o facility tn response to re- 

lon of Budget & Analysis 83/06/17 SHOWMAN,S Commissioners 
'510 203 

ipproval of Caseload Forecast Panal visit to facility on G20707- 

ig Branch 3. 82/00/07. EISENHUT.DQ Division of Licensing 
0 083 

of 850409 meeling w/ulil In Bothesda.MO to discuss Tech 
cl, 

.ng Branch 3 05/03/18. KNIGHTON.G W. Licensing Branch 3 5pp 
366 . 

wards LLL 841212 drafi ''Review of Seabrook Station Probabihslic 
irnent" & NRC summary & evaluation Several modeling errors Indicate 
nderslandlng of inieractions between plan! sys 4 operators. 

G.W iicensfriig Branch 3. 85/04/04, HARR ISON, RJ Public Service Co 
npahlro. 24pp 29836 340-29838,147 

if 4 Draft “Review ol Seabrook Station Probabilistic Safety Assessment." 

ACH T.Jm PRASSINOS.P.Q,, QARCIA.A A Lawrence Livermore National Lab- 
04/12/12. Division of Safety Technology 567pp. 29837*001-20838 147 


65 0 4240062 Notification of contract eyeculion.Mod 2.to "Review of Tornado Missalo 
PRA-Limenck Generating Station & Seabrook Nuclear Power plant" Conlractor NBS 
WOLLETT.S Technical Assistance Contracls Branch NRC 03-04 088 65/04/12 
BERNERO.H M Division of Systems Integration (posi 811005) Ip 29970 325- 
29978 326 

*-8504240086 Llr Contract NRC 03-84-088, Mod 2,exlending period of performance to 
86l231,to "Ravievv of Tornado Missile PRA-Limenck, Seabrook, Hope Creek & Oconeo 
Plants” 

THOMPSON.R D Technical Assistance Contracls Branch NRC 03 84 088 85/03/28 
SIMIU.E Commerce, Dept of. National Bureau of Standards Ip 29978 326- 
20976326 

0504250241 Requests eEimination of feedwater sys arbitrary intormediato pipe breaks 
horn desrgn bases, including exclusion of all dynamic effocls Docision requested by 
650517 Supporting info onci 

DEVINCENTIS.J Public Service Co of New Hampshire 05/04/12 KNIGHTON, G W 
Licensing Branch 3 34pp 29983 255-29983 289 

8504120206 Generic Llr 05 06 to all PWfl licensees & all applicants for OLs re QA guid- 
ance for ATWS equipment not safety-related Sve fist end 

THOMPSON.H L Division of Licensing 85/04/16 Consolidated Edison Co of New 
York, Inc 22pp 29947 288 2S947 309 


F. Security, medical, emergency & fire protection plane 

85040403B1 Noliftcalion of 050401 meeting w/util in Bolhosda.MD to discuss AuxiliaiY 
Sys Branch review re safe shutdown capabilities (App R) Agenda end 
NERSES.V Licensing Branch 3 86/03/21 KNIGHTON, G W Licensing Branch 3 5pp 
29610 287-29619 291 

8504940210 Forwards writers guide.plant-specific guidolinos, training & Rev 9 to Station 
Operating Procedure OSiaoo, "Generation of Emergency Response Procedures," in 
response to 041011 request for addi info 

DEVINCENTIS,J Public Service Co of New Hampshire 05/03/29 KNIGHTON.G W 
Licensing Branch 3 8pp 29612 062-29612 10B 

-0SO4O4O214 Rev 0 to Station Operating Procecluro OS1300, "Generation of Emergen- 
cy Response Procedures " 

WALSH, L Public Service Co of New Hampshire 04/02/23 39pp 29612 070- 
29612 108 


O. Adjudicatory correspondence 

0603260545 Forwards Director’s Decision DD-85 03 re New England Coalilian on Nuclo- 
ar Pollution 040622 petition for enforcement & motion for suspension of const at facili 
ty Petition denied 

DENTON, HR Office of Nuclear Reactor Regulation, Director #185 164 85/03/1& 
JORDAN, WS Harmon, Weiss & Jordan 4pp 29601 322-29601 351 

-0603260136 Notice of issuance of Orroctor’s Decision 05-3 per lOCFRa 206 re Now 
England Coalition on Nuclear Pollution 840822 petition requesting action to remedy 
alleged violations & deficiencies in plant const Petition denied 
DENTON.hr Office of Nuclear Reactor Regulation, Director 86/03/18 2pp 
29601 352-29601 353 

0504120442 Order extending lime until B50501 lor Commission to act to review Direc- 
tor's Decision DD 05 3 Served on 850410 

HOYLE. JC Office of the Secrelary of the Commission #205 484 85/04/10 
PALLADINO.N J . ROBERTS.T M . ASSELSTINE.J K Commissioners Ip 29791 248 
29791 248 


Q. Inspecllen reports, IE Bulletins & correspondence 

0504010213 Forwards Exam Repl 50-443/84-19 (OL) of exam administered on 841203 
07 

COLLINS.SJ Region 1, Office of Director 85/02/19 HARRISON.RJ Public Service 
Co of New Hampshiro 2pp 29574 105-29574 1 12 

-6504010214 Exam Repl 50 443/84-19 (OL) on 041204-07 Exam results alf candidates 
passed exam 

RUSCITTO.D, KELLER.RM, KISTER.H B Region 1, Olfice of Director. 85/02/13 
6pp 29574 107-29574 112 

6503190659 IE Info Notice 05 022, "Limitorque Motor- Ope rated Valves Resulting From 
Incorrocl Installation of Pinion Gear " Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/03/21 Consolidated Edison Co of New York, Inc 108pp 29597 001- 
29597 0G5 

0503210461 IE Info Notice 05 023, "Inadequate Surveillance & post-Mamt & Post-Mod 
Sys Testing " Sve fist end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/03/22 Consolidated Edison Co of New York, Inc 108pp 29656 001- 
29656 107. 

8503220444 IE fnfo Notice 85 024, “Failures of Protective Coatings In Pipes & HXs " 
Sve list end. 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/03/26 Consolidated Edison Co of New York, Inc f08pp 29596:1 S4- 
29596 363 

0504020113 Forwards Insp Repl 50 443/85 02 on 850128-0201 No violation noted 
EBNETER.SD Region 1. Office of Director 05/03/26, HARRISON.RJ, Public Sorvico 
Co of New Hampshire 2pp 29579.348-29579 357 

-8504020116 If^sp Repl 50 443/85 02 on 850120-0201 No Violation noted. Major areas 
Inspected previous Insp findings .preoperatlonal lest procedure review & verification & 
QA Interface w/preoperationai testing 

BRIQQS.L, BETTENHAUSEN.L Region i. Office of Director 86/03/23 epp 
29679 350-29579 357 
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B5032fl0037 IE Inlo Notice 85 025, “Constderation ot Thermal Conditions ir> Design & 
Installation of Supports for Diesel Generator Exhaust Siloncors Svc list end 
JORDAN, E L Division of Emergency Preparodnoss & Engmoerjng Responso (Post 
030103) 85/04/02 Consolidated Edison Co of Now York, Inc 107pp 29667 199 
29667 305 

QS03200045 fE Info Notice 85 026, Vacuum Relief Sys for 8WiR Mark f & fl Contain 
ments ” Svc list end 

JORDAN, E L Division of Emergency Proporodnoss & Engineering Responso {Post 
830103) 85/04/02 Consolidated Edison Co of New York, tnc 92pp 29667 107- 
29S67 198 

8504010039 IE Info Notice 85 027, 'Notifications to NRC Operations Cir & Reporting 
Events in LERs ” Svc list end 

JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of Now York, Inc 9flpp 29690 255 
29690 362 

8504160017 Responds to NRC 8SO3O0 Hr re Unresolved Item 443/B4 17-02 from Insp 
Repl 50-483/84-20 Invostigalion by Westinghouse delormlnetf tfiat discropancios be- 
tween safely injection sys A Section 6 3 of PSAR caused by human error 
DEVINCENflS,J Public Service Co of Now Hampshire 85/04/08 STAROSTECKI,R 
Region 1 Office of Director 3pp 29814 204 29814 206 

8504050042 SuppI 1 10 fE Info Notice 85 003, “Separation of Primary Reactor Coolant 
Pump Shaft & Impoller ” Svc list end 

JORDAN, E L Division of Emorgency Preparedness & Engineering Response {Post 
830103) 85/04/09 Consolidalod Edison Co of Nov^ York. Inc lOIpp 29791 025 
29791 126 

8504050047 IE Info Notice 05 028, "ParliaJ Loss of AC Power & Dlosol Gonerolor Deg 
radotion ” Svc list onci 

JORDAN.EL Division of Emergency Preparedness & Ennlneering Rosponse (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc f09pp 29790 270- 
29791 024 

8504160200 Forwards Insp Repl 50-443/04-18 on 841203 07 & notice of violation 
EBNETER.SD Region 1, Office of Director 85/04/09 HARRISON, RJ Public Service 
Co of Now Hampsnir© 2pp 29814 141 29014 152 

”8604160205 Notice of violation from insp on 841203 07 
* Region 1. Office of Director 85/04/09 Ip 20814 143 29814 143 

”86'04 160208 Insp Ropt 50 443/84 18 on 841203 07 Violation noted faifuro to perform 
adequate housekeeping, trash & debris & loose hardware not disposed of properly 
PAOLINO.R J . PAULlfZ.F . PHELAN, P Region 1, Office of Oireclor 85/04/05 9pp 
20B14 144 29814 152 

6504090419 IE Info Notice 85 029, "Use of Unqualified Sources in Well Logging Appli- 
cations " Svc list end 

PARTLOW.J G Division of Inspoction Programs (Post 050212) 85/04/12 Consolidat- 
ed Edison Co of New York, Inc 66pp 29032 001 29032 023 

6504230264 Forwards Safely Insp Repl 50 443/85 05 on 850226 0301 No violations 
nolod 

EBNETER.SD Region 1, Office of Director 85/04/10 HARRISON.RJ Public Service 
Co of Now Hampshire 2pp 29950 001*29950 008 

”8604230260 Safety Insp Rept 50 443/05 06 on 85022G0301NO violations 
noted Major areas inspeclod preoporational tost procedure review & verification, lest 
wiinosslng (Phase i) & OA Interface w/prooperallonal testing 
BRIGGS, L. BETTENHAUSEN,L Region 1, Office of Dlroclor 85/04/03 6pp 
29950 003*29050 008 

6504170240 fE Info Notice 85*030, "Mlcrobiotogically Induced Corrosion Containment 
Svc Water Sys “ Svc list end 

JORDAN.EL, Division of Emorgency Preparedness & Enginoorlng Rosponse (Post 
030103) 85/04/10 Consolidalod Edison Co of Now York, Inc, TO9pp 29966 258 
29966 363 

8504190055 IE Info Notice 85 032, "Recent Engine Pulfures of Emergency Diesel Gen* 
orators " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Enginoorlng Response (Post 
830103) 05/04/22 Consofidatod Edison Co of Now York, tnc fOOpp 29900 239 
299B8 347 

8604190060 tE Info Notico 65 033, "Undersized Nozzle-To-Shell Welded Joints in Tanks 
8i HXb Constructed Under Rules of ASME Boiler & Pressure Vossol Code" Svc Ksl 
end 

JORDAN.E L. Division of Emergency Proparodnosa & Ennlneering Response (Post 
030103), 85/04/22 Consolidalod Edison Co of Now YorK, Inc i08pp, 29989 001* 
20989 107 

8504220347 IE Info Nolico 04-04, Rov 1, ‘'Defictoncioa in Ferro Resonant Transformers'* 
Svc list end 

JORDAN.E L Division of Emergency Preparedness & EnginoGJlng Response (Post 
830103). 85/04/24 Consolidated Edison Co of New York, Inc flOpp 30027 067* 
30027 104 


R. Periodic operating reports & related correspondence 

8604120182 Responds to FOIA request for Casofoad Forecast Panel fllos in Ofc of Re 
source Mgt Forwards fisled documonla Documents also available in POR 
FELTON. J M. Division of Rufos and Records, 84/06/06, KILLEFER.C, Shaw. PUlmon. 
Polls & Trowbridge 2pp 30300 003-30303 129 

”8504120282 Forwards updalod const status repts as of 640331 Temporary suspension 
of const announced 64()410. 

DEVINCENTIS.J, Public Service Co of Now Hampshire 84/06/04, HARTFIELD.R A 
rnformalion Systems Branch 5pp 30318 1 00 30318-194, 

”8504120364 Forwards updated const status repts as of 020930. ^ . 

DEVINCENTIS.J. Public Service Co of Now Hampshire 82/10/26 HARTF)ELO,RA 
Information Syatema Branch, 5pp, 30318 200*30318 264 

”8504160153 Forwards updated const status repts as of 830930 „ 

OEVINCENTIS,J Public Service Co. of Now Hampshire. 83/11/03 HARTFIELD.R, A 
Information Systems Branch 6pp, 30310 006 30310 091 


■8504150235 Forwards updated consi ■‘Jtatiis repts as of 031130 
DEVINCENTIS.J Public Service Co of New Hampshire 84/02/03 HARTFIELD.R A 
Information Systems Branch Cpp 30318 143 30310 140 

■8504150301 Forwards updated consi status repts as of 630630 
DEVINCENTIS.J Public Service Co ol New Kafiipbhire 83/07/29 HARTFIELD.R A 
Information Systems Branch Opp 30325 253 30325 262 

•6504150437 Forwards updalod const status rppis as of 830331 
DEVINCENTIS.J Public Service Co ol New Hampshire 63/04/29 HARTFIELD.R A 
Inforrnalion Systems Branch 5pp 30326 021 30326 025 


S. Reportable occurrences, LERs & related correspondence 

Q504020465 Interim delicioncy repl re seismic qualification of CRD mechanism 
shroud Initially reported on 840820 Work continuing w/Weslinghouse to seismjcalty 
q^ualJfy shroud for mtendod use AddI repl will be provided by 050601 
DEVINCENTIS.J Public Service Co of New Hampshire 85/02/19 STAROSTECKI.R 
Region 1, Office of Dircclor 2pp 29504 157 29504 150 

05O4O2OO1G Final deliciency repl ro Tiloflox Corp Ifowbfe hose assemblies Assemblies 
sent to manufacturer for reworking Assemblies rolurned & now moot code require- 
monls 

DEVINCENTIS.J Public Service Co of Now Hampshire 65/02/25 STAROSTECKI.R 
Region 1. OlJice of Director 3pp 29585 0 3 6 2 0 5B5 030 

05D403014S Final deficiency ropt re cracked capstan springs in Pacific Scienliiic me- 
chanical shock arresters Suspect springs replaced in 48 Model PSA-1 or PSA-3 shock 
arrestors All 48 arroslers performance checked after spririgs replaced 
DEVINCENTIS.J Public Service Co of New Hampshire 85/02/25 STAROSTECKI.R 
Region 1, Office of Director 4pp 29592 080 29592 082 

0504030152 Submits addi info to final deficiency rept re aliegalion concerning prossunz- 
er surqe line cold pull Schedule to bo submillod by 850331 for evaluation of lines 
omlttod from frnal deficiency rept 

DEVINCENTIS.J Public Service Co of Now Hampshire 85/02/25 STAROSTECKI.R 
Region 1 , Office of Director 4pp 29592 331*29592 333 

8504020466 Final deficiency rept re radiograph of cation bed domineralizor weld 
3Jnnilially reported on 850131 Rddiograph inadvorlenlly placed in wrong document 
package Weld reracfiographod Item not reporlablo under 10CFR50 55(o) 
OEVINCENTIS,J Public Service Co of New Hampbhiro 85/03/11 STAROSTECKI.R 
Region 1, Office of Director 2pp 29504 100 29564 161 

8504030137 Final deficiency rept re linear incJicationiS found on ASME Class II instru* 
ment valve manifold bodies Mali Invesligation of manifofds by Imperial Clevite found 
Indications to bo surface imperfeclions Interior mail froo of defects 
DEV)NCENTIS,J Public Service Co of New Hampshire 85/03/11 STAROSTECKI.R 
Region 1. Office of Director 4pp 29592 2 1 7-29592 219 

8504020393 Interim doflcioncy rept ro svc water pumps reduced discharge head Initially 
reported on 8502Q6 Evaluation continuing Next rept will be submitted Before 85060/ 
DEVINCENTIS.J Public Service Co of New Hampshire 85/03/14 STAROSTECKI.R 
Region 1, Office of Director 2pp 29584 20 G 29504 207 

050<I030142 Final dofidoncy repl ro cracked & broken puffer piston rods in Brown 
Qoveri Typo 5HK circuit breakers Replacement of all puffer piston rods In Unit 1 5HK 
circuit breakers completed 

DEVINCENTIS.J Public Service Go of Now Hampshire 05/03/14 STAROSTECKI.R 
Region 1, Office ol Diroclor 2pp 20692 083 2959? 064 

0504240627 Oeficler^cy ropt re Impact of Inadvertent coFd pull ol piping lines which may 
have boon omitted from final repl on 84061 1 Final ropt will bo revised upon comple- 
tion of tasks Tasks scheduled to bo performed by 850901 

DEVINCENTIS.J Public Service Co of Now Hampshire 05/03/29 STAROSTECKI.R 
Region 1, Office of Director 2pp 2007/ 313-29977 314 

0504290076 Inlerim deficiency ropt re Insufficient fillet wold size In coped areas of struc- 
tural members Initially reported on B41026Util Inspecting connectors to determine 
actual wold size Next rept expected by 050702 

DEVINCENTIS.J Public Service Co of New Hampshire 85/04/03 STAROSTECKI.R 
Region 1, Office of Director 3pp 30061 300 39053 392 

8504240661 Interim deficiency root re Crosby main steam safety valve ring 
soilings Initially reported on 841221 Procoefuros being dovolopod for tests to bo con- 
ducted In near future 

DEVINrcNTIS.J Public Service Co of Now Hampshiro 85/04/00 STAROSTECKI.R 
Region 1, OKice of Olrector. 2pp 29077 354 29377 355 


V, Operator Examfnattone 


0504010213 Forwards Exam Ropt 50 443/04*19 (OL) of oxom administered on 041203- 
07 

COLLINS, SJ Region 1. Office of Director 05/02/10 HARRISON.RJ Public Service 
Co ol Now Hampshire 2pp 29574 105 2DS74 112 

”8604010214 Exam Rept 50 443/84 1 0 (OL) on 041294 07 Exam results all candidates 
passed exam 

RUSCITTO.O,, KELLER.R.M, KISTER.H B Region 1, Office of Director. 05/02/13, 
6pp 29574 107-29574 112 


DOCKET 60 444 SEABROOK NUCLEAR STATION, UNIT 2 


A, Applleatlon/conslruction stage documents & correspondence 


8604120182 Responds to FO)A request for Caseload Forecast Panel files In Ofc of Re- 
Bource Mgt Forwards listed documents Documonts also available In PDR 
FELTON ,d M Division of Rules and Records 64/06/06 KILLEFER.C Shaw, Pittman, 
Potts a Trowbridge 2pp 30300 003 303 93 129 
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—521112021^ informs lhat caseload (ofocast panel visit coordinated w/hcensrng project 
mananor & applicant scheduled for wk of 821115 

BASSETT.H S Division of Aulomatod Inlormalion Services ■82/10/29 
GISENHULOG Division of Licensing Ip 30319 264-30319 269 

“8 5 04 1204*10 Forwards background info tor Gilinsky trip to fadfily m response lo re 
quest 

TRINER.EG Division of Budget & Analysis B3/0B/17 SHOWMAN.S Commissioners 
7pp 30310 257-30319 263 

■<8504150087 Requosts approval e( Caseload Forecast Panel visit to facility on B20707- 
OB 

WHEELER, LL Liconsinfl Branch 3 82/06/07 EISENHUT.DG Division of Licensing 
aOOpp 30319 270 30320 003 

6504020389 Notification of B5O40-9 maating w/util rn Bethesda,MO to discuss Tech 
Spec review Agenda end, 

NERSES, V Licensing Branch 3 85/03/18 KNfGHTON.GW Lfconsing Branch 3, 5pp 
295B5 354-29565 366. 

6504160618 Forwards LLL 641212 draft “Review of Seabrook Station Pr-obabilistic 
Safely Assess men t" & NRC summary & evaluation Several modoJing errors indicale 
incomplete understanding of Interactions beiwoon plant sys & operators 
KNIGHTON.GW Ucenaing Branch 3 85/04/04 HARRISON.RJ, Public Servico Co 
of Now Hampshire 24pp 29836 340 2flS38 147 

-8504160524 Draft “Review of Seabrook Station Probabiitstic Safety Assessment '* 
ALTENBACH.T J, PRASSINOS.P Q . GAHCIA.A A Lawrence Livermore National Lab 
oratory 84/12/12 Division of Safely Technology 5D7pp 29837001 26^38 147 

6504240062 Notification of contract 6xecutfon,iMod 2, to "Review of Tornado Missile 
PRA Limorick Gonerating Slohon & Seabrook Nuclear Power Plant " Contractor NBS 
WOLLETT.S Technical Assistance Coniracis Branch NRC 03 84 003 85/04/12 
BEflNERO^R M Division of Syaloma Inlegralion <posl 811006) Ip 29978 325 
29978 325 

••6504240080 Llf Contract NRC-03 34-088. Mori 2. extending period of performance lo 
851 231, to ''Review of Tornado Missile PRA limerfck.Seabrook.Hope Creek & Oconee 
Plants" 

THOMPSON.R D Technical Assistance Contracts Branch NRC 03 64'08fl. 85/03/28 
SIMIU.E Commerce, Dept of, National Bureau of Standards Ip 29976 320 
29976 326 

8504256241 Roquesis eliminatfon of feocfwator sys arbitrary Intermediate pipe breaks 
from design bases .Including exclusion of all dynamic effects Decision requested by 
850517 Supporting Info encL 

DEVINCENTIS.J. Public Sendee Co of Nov/ Hampshire 85/04/12 KNIGHTON, GW 
Licensing Branch 3 34pp 29983 255-29933 289 

6604120206 Gonerlc Ltr 05-06 lo all PWR licensees & all applicanis lor OLs re QA quid 
a nee for ATWS equipment not safety-related Sve list end 

THOMPSON.HL Division of Licensing 85/04/16 Consolidated Edison Co of Now 
York, Inc 22pp 29947 266 29947.309 


F. Security, medical, emergency & fire protection plana 

8504040301 Notification of 850401 meeting w/util In Gethesda.MO to discuss Auxiliary 
Sys Branch review ro safe shutdown capabllillos (App R) Agenda end 
NERSES, V Licensing Branch 3 85/03/^1. KNIGHTON.GW Licensing Branch 3 5pp 
23619 267-29610 291 

8S04040210 Forwards writers guide, plar^t specific guideiinofi, training & Rev 0 to Station 
Operating Procedure OS 1300, "Generation of Emorgoncy Response Procedures," in 
response lo 341011 request for addi Info 

DEVINCENTIS.J Public Servico Co of New Hampshire 05/03/20 KNIGHTON.QW 
Licensing Bra r\ch 3 app 29612062-29612 106 

.-8504040214 Rev 0 to Stalion Oporaling Procedure OSiaoo, “Generation of Emergon- 
cy Response Proceduroa " 

WALSM,L Public Service Co of New Hampshire 04/02/23 30pp. 29612 070 
29612108 


Q. Adjudicatory correspondence 

65032C054S Forwards Dire dor’s Decision DD 65 03 ro Now England Coatilion on Nucle- 
ar Pollution 640822 petition for enforcement & motion (or suspension of const at facili- 
Petition don led 

ENTON.hr Of/lco of Nuclaar Reactor Regulation, Director. //IDS 164 B5/03/10 
JORDAN, WS Harmon, Weiss & Jordan 4pp 29601*322 29601 351 

-6503260138 Notice of issuance of Director's Decision 85 3 per 10CFR2 206 ro New 
England Coalilion on Nuclear Pollution 640522 petition requesting aclior) to remedy 
alfeged violations & deficiencies In plant const Petition denied 
DENTON, H.R Office of Nuclear Reactor Regulation, Director 85/03/18 2pp 
29601 352 29601 353 

6S0412O442 Order extending lime unlfl 850501 for Commission to act to review Dlrec 
tor’s Decision OD 65-3 Served on 650410 

HOYLE.JC Office of the Secretary of tha Commission #205 484. 85/04/10 
PALLADINO.N J. ROBERTS.TM. ASSELSTINE.JK. Commlsslonors Ip 29791*248 
29791 248 


Q. fnspectlon reports, IE Bullstlns & coirospondsnce 

8 S 04 190056 1£ Info Notice 85 032, "Recent Engine Failures of Emergency DIesef Gon 
erators “ Sve fisl er;cl. 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co. of New York, (no lOapp 29986 239 
20988347 

6503190659 lE Info Notice 35 022, "Limltorquo Motor-Operated Vafvas Resulting From 
Incorrect Inslallaiion of Pinion Gear." Sve fist end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/03/21 Consofidatad Edison Co of New York, tnc. loapp. 29597 001- 
29597.005 


3603210481 IE Info Notice B5 023, '‘fnadequate Surveillance & Post Maint & Post-Mod 
Sys Testing ’’ Sve fist end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
330103) 05/03/22 Consolidated Edison Co of New York, Inc 100pp 29656 001- 
29G56 107 


3503220444 l£ Info Notreo 85-024, "Failures of Protective Coalings in Pipes & HXs '* 
Sve list end 

JOROAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/03/20 Consolidated Edison Co of New York, fne 108pp 29596 154- 
29596 363 


8503260037 IE Info Notice 85-025, “Consideration of Thermal Conditions in Design & 
Installation of Supports for Diesel Generafor Exhaust Silencers “ Sve list end 
JORDAN.E L Division of Emergency Preparedness & Enginoerinn Response {Post 
830103) 85/04/02 Consolidated Edison Co of New York. Inc 107pp 29667 199- 
29667 305 


8503280045 IE Info Notice 85 026, "Vacuum Reliof Sys for BWR Mark I & II Contain- 
ments ’’ Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030*03) 85/04/02 Consolidated Edison Co of New York, Inc 92pp 29667 1 07 
29667 193 

8504010039 JE Info Notice 05-027, "Notifications lo NRC Operations Ctr & Reporting 
Events in LERs " Sve list one! 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Posl 
830103) 85/04/03 Consolidated Edison Co of New York, Inc 90pp 29690 255 
29090362 


8504050042 SuppI 1 lo IE Info Notice 85 003, "Separalion of Primary Reactor Coolant 
Pump Shaft ■& Impeller" Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Posl 
030103) 05/04/09 Consolidated Edison Co of New York, Inc 101 pp 29791 025 
29791 123 

0604060047 IE Jnfo Notice 85-020, "Partial Loss of AC Power & Diesel Generator Deg 
radalion ' ’ Sve lisl encf 

JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
830193) 05/04/09 Consolidated Edison Co of New York, Inc 109pp 29790 270 
29791 024 

6604090419 IE Info Notice 05-029, "Use of Unqualified Sources in Well Logging Appli- 
cations " Sve fist encf 

PARTLOW.J G Division of Inspeclion Programs (Posl 850212) 05/04/12 Consolidat- 
ed Edison Co of New York, Inc 66pp 29832 001-29832 023 

6604170240 IE Info Notice 85-030, “Microbfologlcally Induced Corrosion ContainmerU 
Sve Water Sys " Sve list one I 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 05/04/19 Consolidated Edison Co of New York, Inc 109pp 29966 26B' 
29966 363 

8504190060 IE Info Notice 85 033, "Undersized Nozzle To-Shell Welded Joints in Tanks 
& HXs Constructed Undor Rules of ASME Boiler & Pressure Vessel Code" Sve IJsl 
oncl 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/22 Consolidated Edison Co of New York, Inc f06pp 29989001- 
29089 107. 

8604220347 IE Info Notice 84-04, Rev 1, “Deficiencies in Ferro Resonant Transformers " 
Sve fist one} 

JORDAN.E L Division of Emergency Preparedness & Engineering Rosponse (Post 
830103) 85/04/24 Consolidated Edison Co of Now York, fnc. 118pp 30027 067- 
30027 184 


R. PorfocIJo operating reports & related correspondence 


8604120182 Responds lo FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source Mgt Forwards fisted documents Documents also available in PDR 
FELTON.J M Division of Rules and Records 84/06/06 KILLEFER.C Shaw. Pittman, 
Polls & Trowbrfdgo 2pp. 30300 003-30303 129 

-8504120262 Forwards updated const status repts as of 040331 Temporary suspension 
of const announced 840418 

DEVINCENTIS.J Public Service Co of Now Hampshire 84/05/04 HARTFIELO.R A 
fntormalion Systems Branch 5pp. 30318 190 30310 194 

-8504120364 Forwards updated const status repts as of 820930, 

DEVINCENTIS.J Public Service Co of New Hampshire, 82/10/25 HARTFIELD.R A, 
Information Systems Branch 5pp 30318 260-30318 264 

-6504150163 Forwards updated const status repts as of 830930 
DEVINCENTIS.J Public Service Co of Now Hampshire 83/11/03 HARTFIELD.R A 
Information Syale ms Branch Bpp 30318 088-30318 091 

-8504150236 Forwards updated const status repts as of 831130 
DEVINCENTIS.J Public Service Co of Now Hampshire 04/02/03. HARTFIELD.R A 
Information Systems Branch 6pp, 30310 143 30318 148 

*-6504150301 Forwards updated const status repts as of 830630 
DEVINCENTfS.J Pubifc Service Co of New Hampshire. 63/07/29 HARTFIELD.R A 
Information Systems Branch 6pp 30326 253 30325 262 

-8504150437 Forwards updated const status repts as of B30331 
DEVINCENTIS.J Public Service Co, of New Hampshire 63/04/29 HARTFIELD.R, A 
Inlormalion Systems Branch 6pp 30326 021-30326 025 


S. Reportable occurrences, LERs & related correspondence 
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B5O402O465 Interim cloficienoy rept re seismic quafiticalion of CRD mechanism 
shroud Initially reported on 040020 Work conlmuing wyWestmghousfl lo seismically 
qualify shroud for intended use Add! rept will be provided by 650601 
DEVINCENTfS.J Public Service Co of New Hampshire 05/02/19 STAHOSTECKI.ft 
Region 1. Office of Director 2pp 29564 157 29504 150 

0504020016 Final deficiency rept re fiteffox Corp flexibte hose assemblies Assemblies 
sent to manufacturer for reworking Assemblies returned & now meet code require- 
ments 

DEVINCENTISJ Public Service Co of New Hampshire 86/02/25 STAROSTECKf.R 
Region 1, Office of Director 3pp 29505 036-29585 038 


6504030145 Final deficient rept re cracked capstan springs in Pacific Scientific me 
charMcal shock arresters Suspect springs replaced in 40 Model PSA-1 or PSA-3 shock 
arresters All 40 arresters performance checked after springs replaced 
DEVINCENTIS.J Public Service Co of New Hampshire 85/02/25 STAROSTECKI.R 
Region 1, Office of Director 4pp 20592 000 29592 082 


6504030152 Submits addi info to final deficiency rept re aliegalion concerning prossuriz- 
er surge line cold pull Schedule to be subrrutted by 850331 for evaluation of lines 
omitted from final deficiency rept 

DEVINCENTIS.J Public Service Co of New Hampshire 85/92/25 STAROSTECKI.R 
Region 1, Office of Director 4pp 20592 301-29592 333 


6504020466 Final deficiency rapt re radiograph of cation bed demmoralizer weld 
SJHnilially reported on 850131 Radiograph inadvertently placed In wrong document 
package Wold reradiographedJtem not reportable under 10CFR50 55(e) 
DEVINCENTIS.J Public Service Co of New Hampshire 85/03/11 STAROSTECKI.R 
Region 1, Office of Diroclor. 2pp 29584 160 29504 161 

6604030137 Final deficiency root re linear indications found on ASME Class (I instru- 
ment valve manifold bodies Matt investigation of manifolds by Imperial Clevite found 
indications to be surface Imperfociions Interior matl free of defects 
DEVINCENTIS.J Public Service Co of New Hampshire 85/03/11. STAROSTECKI.R 
Region 1, Office of Director 4pp 29592 217 29592 219 


65Q4020393 Interim deficiency rept re svc water pumps reduced discharge head Initially 
reported on 850206 Evaluation continuing Next repi will be submitted before 850607 
DEVINCENTIS.J Public Service Co of Now Hampshire 05/03/14 STAROSTECKI,R 
Region 1. Office of Director 2pp 20584 208 29504 207 


6504240627 Deficiency rept re Impact of inadvertent cold pull of piping lines which may 
have been omitted from final rept on 840611 Final rept will be revised upon comple 
tfon of tasks Tasks scheduled to be performed by 860901 

DEVINCENTIS.J Public Service Co of Now Hampshire 85/03/29 STAROSTECKI.R 
Region 1, Office of Director 2pp 29077 313 29977 314 


8504290076 Interim deficiency ropi ro insufficient fillet wold size In coped areas of struc 
tural members Initially reported on 041026 Utif inspecting connectors to determine 
actual wold size Next rept expected by 850702 

DEVINCENTIS.J Public Service Co of Now Hampshire 85/04/03 STAROSTECKI.R 
Region 1. Office of Director 3pp 30053 300 30053 302 


6504240661 Interim deficiency rept ro Crosby main steam safety valve ring 
settings Initially reported on 841221 Procedures being developed for tests to be con 
■ducted in near future 

DEVINCENTfS.J Public Service Co of Now Hampshire. 05/04/08 STAROSTECKI.R 
Region 1, Office of Dlreclor 2pp 20977 354-20977 365 


DOCKET fi0*446 COMANCHE PEAK STEAM ELECTRIC STATION 


A. Appllcatfon/conatriictlon stage documents & correspondonce 

6504120162 Responds to FOIA foquost for Caseload Forocasl Panel files In Ofc of Re 
source Mgl Forwarcla listed documents Documonis also available in PDR 
FELTON. J M Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Pittman, 
Polls & Trowbridge, 2pp 30300 003-30303 129. 

-8312120050 Summary of 030027-20 casolood forecast mootings w/ulll onsilo ro pro 
looted fuel load date 

BURWELL.SB Liconsing Branch 1 03/11/20 Llconslng Branch 1 54pp 30333 2(31- 
30333-334 

-6404100425 Summarizes 830321 mooting of casoload forocaot team (n ArlingtonJX re 
const completion schedule. . ^ , ... 

IPPOLITO.TA Division of Licensing 04/03/29 GISENHUT.DG, Division of licensing 
2pp 30341 342-3034 1-343 

-6504120210 Discusses oalimatos of fuel load date Util will pfoposo Sept 1983 as fuel 
toad dale Resident Inspectors estimate Doc 1083 plus or minus 2 months, 

KELLEY, D.L, TAYLOR.R Q. Region 4, QfflcG of Director. 03/02/23 BURWELL.SB 
Liconsing Branch 1, Ip 30312,136 30312,135 

-8504120214 Documents 840504 discussion w/WG CounslJ re projoclod fuel load Sopl 
1984 fuel load possible if changes made.including rov to oKlsling sys of room turnover 

IPf^^LITolTX Comanche Peak Project (Technical Review Team) 04/05/04 
EISENHUT.DG Division of Licensing, Ip. 30312*138*30312.138, 

-BS04 120220 Notifies Of foassignmenl of 01 fovlew from R Navonli.S Varga & M Serv- 
ice to S Burwell.R Boor & J Lee, r, o 

VASSALLO.D B. Asslslanl Dlreclor for Light Water Reactors 70/02/01 BOYO.R S 
Division of Project Management Ip 30312 137-30312 137. 

-6604120236 “Status of Comanche Peak Steam Elec trio Station Doit 1,Apr 1004.’* NRC 
News Announcemenla 70-22 & 80-14 re reactor voasel support atruclure misorlonla- 
lion & ASLB 800430 prehearing conference In Fort WprtbJX also onci 
‘ Texas Ulilltias Electrio Co, (formerly Texas Uiilittoa Genorafing Co) 84/04/30 
376pp 30312 140 30313:037 

-8504120250 Comments on end draft rept on Caseload Forecasi Pane) 79()320 21 
maeflng w/util Recommends Apr 1901 date be changed to Dec 1901 w/caveal of fur- 
ther ch^os Related documents end. o,.niA^ril Q M 

BASSETLHS. Analysis & Planning Branch 79/04/02, BUR WELL, S Division of 
Project Management 900pp. 30313.042-30314,301, 


-6604160135 Marked up dralt surnmariGs of Caseload Forecast Panel 830927-29 meot- 
ings w/util & site tour re projection of fool load date 

BURWELL.SB Licensing Branch l 83/10/18 Licensing Branch 1 375pp 

30322 330-30323 1 91 

8504120258 Forwards table providing description of 040713 Amend 50 to FSAR 
MARSHALL, JS Texas Utilities Electric Co (formerly Texas Ulilitios Generating Co) 
04/07/10 iBURWELUSB Olfjco of Nuclear Reactor Regulation. Director 4pp 
29704 214-29784 221 

850'4170314 Forwards table providing •descrjplfon of 840827 Amend 52 to FSAR 
MARSHALL.JS Texas Utilities Electric Co (formerly Texas Utilities Generating Co) 
04/08/23 BURWELL.SB Office of Nuctoar Reactor Regulation, Director lOpp 
29839 170-29339 179 


6504020171 Advises (hat JT Collins 840001 commitment re review of drug abuse mvos- 
ligatton will be implemented when licensee aclivibas concluded 
MARTI N.R D Region 4, 09 fee of Director 85/03/26 GARDE.B P Government Ac- 
countability Project 2pp 29579 253 29579 256 

-6504020176 Responds to 840609 itf re lormination of employees for alleged involve- 
meni w/con trolled substances, including sate of narcotics NRC will review & evaluate 
util findings A disposition of nonconformance rept 

COLUNSJ.T Region 4, Office of Director 04/08/01 CARPENTER J. HADLEY, E 
Government Accountability Projoct Ip 29570 255 29579 255 

8604020134 Forwards RC fotli & JC Finneran 850326 Itr to S Burwell transmitting addI 
matl ro tests concerning util motion for summary disposition of U bolls acting as two- 
way reslraints, per D Terao request Related correspondence 
HORIN.WA Bishop, Liberman, Cook. Purceff A Reynolds HOHIN.WA Texas Utilities 
Electric Co (formerly Texas Utilities Generating Co) /^205 323 05/03/28 
MIZUNO.G Hoarmg Branch 1 20pp 29578 327-29578 346 

6504090007 Forwards complete set of review issues lists (RIL) summarizing all findings 
& open Items Identified to date Di^sciplinos included & corresponding RIL revs 
IJsled Lists will be reviewed on weekly basis A reissued as necessary 
WILLIAMS, NH CYGNA Energy Services 05/04/04. BECKJW Texas Utilities Elec- 
tric Co (formerly Texas Utilities Gensraling Co) 97pp 29701 182 29701 278 

Q50409030D Documents 850328 meeting re general matters concerning const & startup 
activities Meeting important & productive 

MARTIN.n O Region 4, Office of Director 85/04/05 CLEMENTS.B R Texas Utilities 
Electric Co (formeily Texas Utllilios Generaling Co ) Ip 29699 280 29699 2B0 

6504150188 Responds to 641005 request for add! info re final draft Tech Specs Util will 
participate in industry resolution of Uva fisted concerns Answers lo questions & 
marked up Tech Specs end 

BECK.J.W Texas Utilities Eloclric Co (formerly Texas UHliiios Gonoraling Co) 85/ 
04/09 YOUNGBLOOD.B J Lfconsing Branch I 27pp 29800 012-29300 038 

0504220291 Forwards request for addi mlo ro Gonerlc Mr 03 2B.(l0m8 
2 1.2 2,3 1 3,3 2 3,4 4 & 4 5 Response requested within 30 days of lit receipt 
NOONAN.VS Comanche Peak Proiecl (Technical Review Team) 85/04/12 
SPENCE, MD Texas Utilities Electric Co (formerly Texas Utilities Generating Co) 
4pp 29042 353-29942 356 

8604220032 Informs of conlmuing effort to assure design of plant adequate for 
safely Info le qualification of piping & supports provided Meetings to discuss ulil com 
prohensive program for liconsing issues requoslod , ^ 

BECK.JW Toxas Utilities Elocmc Co (formerly Texas Utihlies Generating Co) 85/ 
04/15 NOONAN.VS Office of Nuclear Reactor Regulation. Director Ip 29928072 
20928 072 

0504260436 Notification of 850426 meellng w/CYGNA Energy Sves in Bothesda.MD to 
discuss fir^dings & open items to dale on indopondent assessment program 
VIETTI.AL Lmensmg Branch 1 85/04/15 NOONAN.VS Division of Licensing 4pp 
30026 330 30026.333 


6604120206 Generic Itr 85-06 to all PWR licensees & all applicants for OLs re QA guid 
anco for ATWS equipment not eafoly related Svc list end 

THOMPSON, H L Division of Licensing (J5/04/16 Consolidated Edison Co of New 
York, Inc 22pp 29947 288 29947 309 

8504260382 Notification of 850422 meoting w/ulil in Bothesda.MD lo discuss whether 
applicant U-boll sample represonlativo of Unit 1 _ ..... 

VfETTI.AL Liconsing Branch 1 85/04/16 NOONAN.VS. Division of Licensing 4pp 
30026 344-30020 347 


6504260420 Requests transcript of 850422 public meeting w/ulil in Bothesda.MD re 
summarv disposition motion on bolls 

RUSHBR00K,MM Liconsing Branch 1. 65/04/10 WILDER.P Atomic Salety and U- 
conslng Board Pane) Ip 30029 055-30029 055 

6604120031 Qoneric Llr 05 02 la all PWR liconseos & appticants, holders of CPs & Fort 
SI Vrain ro recommended actions slomming from NRC Integrated program for resolu- 
tion ol unresolved safety issues ro steam gereralor tube inlegnlySvc list end. 
THOMPSON,H L. Division of Licensing. 65/04/17. Yankee Atomic Etactrlc Co I27pp. 
29953071-29953 262 


8604260278 Raqueala presence of court reporter lo record transcript ol 850426 public 
mooting w/CYGNA Energy Sves In Bethesda.WD ro findings & open items on inda- 
pendant ossossment program. _ ^ ^ ..... 

RUSHBflOOKS.MM Licensing Branch 1 05/04/18 WtLDER.P Atomic Safely and 
Licensing Board Panel ip 30029 29 7-30029' 2 97 


8604260087 Forwards revised method for tomparary changes made lo Plant 
procedures AH temporary changes to procedures which do not change intent ol ap- 
proved procedures will bo approved by two members of elation mot staff. 

BECKJW Toxas Uliiilies Eroctnc Co (formerly Texas Utilities Generating Co), 85/ 
04/23 YOUNG BLOOD.BJ, Licensing Branch 1 6pp 30025130 30026.143. 


8504260136 Forwards draft Rev 2 to "Program Plan & Issue-Speclltc Action Plaris 
Draft covers historical perspective & response team charter Action plans are for elec- 
tdeat, testing & civl I/structural disciplines, 

BECKJW Texas Utilities Electric Co (formerly Texas Ulllltles Generating Co). 85/ 
04/23 NOONAN, V Olfico of Nuclear Hoaclor Regulation, Director Ip 30026 288- 
30026 143 
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•'85a<120O14t D;a»l Rev 2 to “Program Plan & Issue Specilic Action Plans" 

‘ Texas Utihlies Electric Co (tormeriy Texas Utililres Goneraling Co) B5/04/19 
215pp 30025 289 30020 143 

8504293421 Forwards "Comprehensive Action Lisl" m response to request for rept on 
yet to-be cempletecJ vrork stems for licensing of facility 

BECK.JW Texas Utilities £;lectric Co {formerly Texas Utilities Generating Co) 85/ 
04/24 NOONAN.VS Comanche Peak Proiect (Techinical Review Team) Ip 
30049001-30049 176 

-8504200424 "Co in prehens I VO Action List " 

* Texas Ulililios Electric Co (formerly Texas Ulililtes Gonorating Co) 05/04/30 
17Epp 30040 002 30049 176 


E MRC Safety Evaluation Report (SER), suppla & correspondence 

5504090015 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CO 
MANCHE PEAK STEAM ELECTRIC STATION, UNITS 1 AND 2 Docket Nos 50 445 
And 50-446 {Texas Utilities Gonerabng Company) 

• Divisror^ or Licensing NUREG 0797 809 85/03/31 170pp Available at NRC $6 00 
29730 116 29730 204 

8504110030 Forwards SSER 9 (NUREG 0797) ro operation of plant Suppl addresses util 
analyses supporting request for amend to FSAR to eliminate commitment forqualifica 
tion of coalings inside reactor containment bldg W/o one! 

NOONAN.VS Division of Licensing 85/04/03 SPENCE, MD Texas Utilities Electric 
Co (formerly Texas Utilities Generaling Co) 4pp 29769 203*29769 296 


F. Security, medical, emergency & fJre protection plans 

8S0 4 020344 Responds to 850107 request (or addi info ro FSAR Amends 50 & 53 Spo 
clfic questions re commllment to UL or equivalent fire protection plan & OA reviews of 
malnl,mGd & Insp procedures discussed 

BECK.JW Texas Ulilitios Efeclrlc Co (formerly Texas Ulilibes Generating Co) 85/ 
03/27 YOUNGBLOOD, B J Licensing Branch 1 4pp 29578 143-29570 148 

8504850260 "Emergency Dose Assessment Model,*’ program documenlalton W/ 
650329 Itr 

BELECKfS.RA, BELL,GL. BECK.JW Texas Utilities Electric Co (formeily Texas 
Utilities Generating Co) 65/03/29. YOUNGBLOOD, B J Licensing Branch 1. 59pp 
29661 '289*29661 347 

BS040 90026 Forwards FEW A "Final Radiological Emergancy Preparedness Exercise 
Rept" evaluBling offsite response of slate & local agencies dunng 841 114 emergency 
exorcise 

hunter, DR Region 4, Office of Director 86/04/04 SPENCE.WD Texas Utilities 
Electric Co (formerly Texas Utilities Generating Co ) 2pp 29706 075*29706 154 

8504160401 Forwards status of emergency repsonse facility computer sys A RM 21 
dose assessment computer sys, per J Montgomery request 

KUYKENDALL.J C Texas Utilities Electric Go (formerly Texas Utilities Generating 
Co) 85/04/08 HUNTER.D flegron 4, Office of Director 2pp 29815 185 29816 187 

8504309216 Forwards agenda for audit of facility dPDS Proposed audit date requested 
by 850430 Date shoulcT not extend beyond 650731 unloss acceptable justification pro 
vfded 

NOOMAN.V.S Comanche Peak Proiect (Technical Review Team) 85/04/18 
SPENCE,M D Texas ULilitlos Electric Co (formerly Texas Ulillties Generating Co) 
6pp 30072 168 30072 173 


G, Adjudicatory correspondence 

8504030182 Forwards Insp Rept 64 45 W/o end Refated correspondanco 
MfZ UNO, Q S, Hearing Branch 1 /ii 285 347 85/03/26 DIOCH.P B . GROSSMAN.H . 
JOHNSON, E B Atomic Safety and Licensing Board Panel Ip 29587 335 29507 335 

6504029134 Forwards RC (ottl & JC FInneran 850326 ftr to S Burwoll transmitting add! 
mall re tests concerning util motion for summary disposition of U bolts acting as two 
way resirainis, per D Torao request Rale tod correspondence 
HORIN.W A Bishop, Liberman, Cook, Purcoll & Reynolds HORIN.WA Texas Utllitlos 
Efactno Co (formerly Texas Utilities Generating Co,). #285 323 65/03/28 

MIZUNO.G Healing Branch 1 20pp, 2957G 327 29570 346 

6604050191 Requests Info re next rapt of EG&G panal concerning review of addI info & 
availability of panel for discussion Listed Individuals requested to be available (or 
deposition Related correspondence 

Rc5iSWAN,AZ Trial lawyers for Public Justreo, PC. #266 379 65/03/29 

TREBY.S E Office of the ExecuUve Legal DIreclor 2pp 29606 192*29666-103, 

B504050233 Discusses CASE Mar 1984 discovory requests (or documer^ts ro claims o( 
harrassment ^ intimidation Update of request, Including employee complaints as de* 
scribed in end article, rol received Related correspondence 

ROISMAN.AZ Trial Lawyers for Public Juslics, PC //2e5 381 85/03/29 

WOOLDRIDGE, R. Worsham, Forsythe, Sampels & Woolridgo (formedy Worsham, For- 
sythe Sampe Is) 3pp 29662092 26662 094 

650405<)240 Submits add! info re licensing of facility, per Woolrldge 850321 Itr & dis- 
cusses 650305 meeting concerning applicant program for responding to lechnical 
review team concerns on QA/QC Items Related correspondence 
ROISMAN.A Z Trial Lawyers for Public Juslico, PC. #285 380. 85/03/20 BLOCH, P, 
GROSSMAN.H, JORDAN.WH Atomic Safety and Licensing Board Panel 2pp 
29662 100 29652101 

8504030246 Objection to CASE suppl to 850107 motion for reconsideration of A SIB 
841210 memorandum re welding Issues.CerUficete of Sve end 
PHILIPS, MH Texas Utilities Eleclnc Co (formerly Texas Utdilies Generating Co) 
PHILIPS.MH Bishop. Llbarman, Cook. Pgrcoli 8 Reynolds #265 349 85/04/01, 
Atomfe Safely and Lpconsing Board Panel 5pp 29587.179 29587. 183 

6504090245 Advises that stall will file response to CASE 850316 8 19 suppis lo moiion 
lor reconsideration of ASLB 841218 welding order after CASE completes filing, 
BERRY.G A Hearing Branch 1 #265 422 85/04/02. BLOCH.P B , MCCOLLOM,K A , 
GROSSMAN.H Atomic Safely and Licensing Board Panel 2pp 29699 265*20699 266 


8504099308 Suppl to NRC response to CASE 850204 requosl lor admission of coilam 
facts purporteoly found by technical review team review & evaluation of npplicani 
const & QA/QC at facility Certificate of Sve end Related correspondence 
BERRY ,G Hearing Branch 1 //285 423 86/04/04 Atomic Safety and Licansina 
Board Panel 6pp 29699 167-29699172 

8504100651 Provides addi info as followup to 850321 Itr & Roisman 850329 Itr Mealing 
w/utiLCASE A NRC occurred on 850323 in Arlmolon.TX Util announced appointment 
of two new officers on 850402 Related correspondence 

WOOLDRIDGE.R A Worsham. Forsythe, Sampels & Woolridgo (formerly Worsham. 
Forsythe S Sampels) WOOLDRIDGE.R A Texas Utilities Electric Co (formerly Texas 
Utilities Generaling Co) //285 469 85/04/05 BLOCH.P B, JORDAN.WK, 

GROSSMAN.H Atomic Safety and Licensing Board Panel 2pp 29744 143-29744 144 

8504160409 Discusses Finding of Fact 51 in 19NRC1459 ro ASLB review of 
19NFICt41B partial initial decision for JR Wells, QA director for util, previously w/Duko 
Power Co.as corporate QA manager 

WOOLDRIDGE.R A Worsham. Forsythe, Sampels & Woolridge (forme riy Worsham, 
Forsythe & Sampels) 1^285 550 85/04/10 BLOCH.P 0 , GROSSMAN, It. 

JORDAN.WH Atomic Safety and Licensing Board Panel Ip 29815 135-29015 135 

8504160471 Responds lo 850329 discovery request for applicant update of prior docu- 
ment productions & proposed schedule for final deposttions of Vega, Chapman & 
Tolson re harassment & intimidation Related correspondence 
WOOLDRID6E,R A Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels) // 285 551 85/04/10 RCDISMAN.AZ Government Accountnbif- 
Jly Project 2pp 29816 044-29818 045 

8504190157 Forwards MA Walsh 850412 Ilf to J Fair clarifying CASE position concorn 
ing certain code requirements discussed in 840806 answer lo applicant moiion No dit 
terence found between codes & reg guide when discussing friction 
ELLIS.J Citizens Assoc laliofv for Sound Energy // 285 692 85/04/13 BLOCH.P D, 
MCCOLLOM.KA, JORDAN.WH Atomic Safely and Licensing Board Panel tepp 
29806 176 29066 191 

0504170737 Renews request for deposition schedule for former key OA/OC 
managers, inciuding Vega, Chapman & Tolson Basis for disagreement In 840422 lo 
sponse requestaef Related correspondence 

RQtSMAN.AZ Trial Lawyers for Public Justice, PC //205 573 85/04/16 

WOOLRIDGE.R Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, For 
sytlie & Sampels) 2pp 29838 218 29838 219 

8504I707S1 Requests that ASLB hold scheduling conference by end of Apr for guid 
ance lo parlies re issues to be resolved in Docket 2, commencement of further ftonr 
inns S other issues Related correspondence 

ROISMAN.A Z Trial Lawyers for Public Justice, P C //285 572 85/04/16 BLOCH.P , 
GROSSMAN.H, JORDAN.WH Atomic Safely and Licensing Board Panel 2pp 
29838 212-29038 213 

6504230569 Informs that Commissioner Bernthal will lour facility on 85 0521 Parties to 
procooding wishing lo attend must inform J Meyer no later than 850517 Served on 
850422 

* Commissioners #285 627 85/04/16 Office of Ihe Executive Legal Director. Ip 
20965 lie 29965 118 

8504230576 Requests all parties file, within 3 working days of ASLB order for schediirinu 
conference, statement of facts in form of affidavit by persons w/knowledgo of listed 
facts, in response to 8504 1 7 request Related correspondence 
ROISMAN.A Z Trial Lawyers for Public Justice, PC //285 652. 85/04/17 BLOCH.P , 
GROSSMAN.H, JORDAN.WH Atomic Safely and Licensing Board Panel 5pp 
29965 109-29965 113 

0504230541 Responds to 841102 request for staff view re relevancy of Ofc of InvoBlIga 
tions (OJ) fopts lo licensing proceedings, per LBP'04-48 Index containing summary of 
01 repts & staff views re relevance end Related correspondence 
BERRY, G A Hearing Branch 1 #285 647 05/04/19 BLOCH.P B . JORDAN.WH. 
GROSSMAN.H Atomic Safety and Licensing Board Panel lipp 29964 339 
29964 349 

6504260094 Responds to Roisman 850416 request for scheduling conference Agroos 
conference appropriate Time suggested premature Applicants will propose case mgl 
plan for consIderalionRelated correspondence 

WOOLDRIDGE.R A Worsham, Forsythe, Sampels & Woolridge (formerly WorshHm, 
Forsythe & Sampels) WOOLDRIDGE.R A Texas Utilities Electric Co (formorly Toxas 
Ulillties Generating Co) ff205 690 85/04/22 BLOCH.P 0. GROSSMAN.H. 
JORDAN.WH Atomic Safety and Licensing Board Panel 2pp 30025 144 30025 145 

6504250136 Forwards transcript of util Comanche Peak response team 850314 mooting 
w/CYGNA Energy Sves W/o oncf Related correspondence 

HORIN.W A Bishop. Liberman. Cook, Purcell & Reynolds HORIN.W A Texas U1ifi1l09 
Efectnc Co, (formerly Texas Utilities Generating Co) /f2d5 600 B5/04/23 
BLOCH.P 8, MCCALLOM.KA, JOHNSON, E B Atomic Safely and Licensing Board 
Pane! Ip. 29983 304-29983 304 

8504290212 Frrst partial response to CASE fifth set of interrogatories & requests to 
produce re credibility Producing data for every shipment of A500 tube stool would too 
GXlromeEy burdensome Certificate of Sve end Related correspondence, 

HORIN,WA Texas Ulililios Electric Co (formerly Texas Utilities Generating Co) 
HORiN.WA Bishop, Liberman, Cook, Purcell & Reynolds jV285 720 85/04/26 Citi- 
zens Association for Sound Energy 29pp 30046 171-30046 199 


Q. tnapaclion reports, IE Butfetfns & correspondence 

0503190659 IE Info Notice 85*022, "Limitoique Molor*Operated Valves Resulting From 
Incorrect tnslallation of Pinion Gear" Sve list end 

JOHDAN.E.L Division of Emergency Preparedness & Engineering Response (Posi 
B30103) 05/03/21 Consolidated Edison Co of New York, Inc, 108pp 20507 001* 
29597.005 

8504020196 Requests access to plant site lo conduct investlgolion of 
allegations Recommends that members of Comanche Peak Response Team accom* 
pany Inspectors 

NOONAN.V.S, Division of Licensing 85/03/21 SPENCE, M D. Texas Utilities Electric 
Co (formerly Texas Utilities Generating Co ) 4pp 29505 077*29585 080 
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6503210461 IE info Nottco 85 023, "Inadequate Surveillance & Post Mainl & Posl-Mod 
Sys Testing " Svc list oncl 

JORDAN.tL Divisior\ of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/22 Consoiidated Edison Co of New York, fnc 108pp 29656 001« 
29656 107 

B5O3220444 IE Info Notice 85 024, "Failures of Protective Coalings in Pfpos & HXs" 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/03/26 Consolidated Edison Co of New York, Inc lOOpp 29596 154- 
29596 363 

6504020284 Forwards Insp Repis 50 445/06 04 & 50*446/85 03 on 850219-22 No VIO 
lalions or deviations identified 

HUNTER, DR Region 4, Office of Director 85/03/29 SPENCE.MD Texas Utilities 
Electric Co (formerly Texas Utilities Generating Co) 2pp 29561 277-29581 285 

-8504020287 Insp Repis 50 445/85 04 6 50 446/85-03 on B50219 22 No violation or 
deviation noted Major areas inspected preoperational environ monlloring 
programs,including organization & mat controls & training & qualifications 
HOLLEY, W L . MURRAY, B , HUNNICUTT,D M Region 4, Office of Director. 85/03/28 
7pp 29581 279-29581 205 

8504150738 Forwards QA Program Insp Repts 99900323/64*01,99900806/85 01 & 
99900897/85 01 Requests evalualion of findings ro quality & acceptability of product 
or svc orovided by vendors W/o ends 

HUNTER.DR Region 4, Office of Director 05/04/Ot SPENCE.MD Texas UHlItles 
Efectric Co (formerly Texas Utilities Generating Co 2pp. 29809 334-29609 335 

8503280037 IE Info Notice 85 025, "Consideration ol Thermal Conditions in Design & 
Inatallallon of Supports for Diesel Generator Exhaust Silencers " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/02, Consolidated Edison Co. of New York, Inc f07pp 29667 199- 
29687 305 

8503280045 IE Info Notice 85-026, "Vacuum Relief Sys (or BWR Mark I & II Contain 
menls " Svc list end 

JORDAN, EL Division ol Emergency Preparedness & Engineering Response (Post 
030103) 85/04/02 Consolidated Edison Co of New York, Inc. 92pp. 29667 107- 
20667 108 

8504010039 IE Info Notice 85-027, "Notifications to NRC Opoiatlons Ctr & Reporting 
Events In LERs " Svc list end 

JORDAN.EL Division of Emergency Preparedness 6 Engineering Response (Post 
030103) 85/04/03 Consolidated Edison Co of New York, fnc 98pp 29690 255 
29690 362 

85040S0042 SuppI 1 to IE Info Notice 85 003, "Separation of Primary Reactor Coolant 
Pump Shaft 6 Impollor " Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/09 Consolidated Edison Co of New York, Inc 101 pp 2979V025 
29791 120 

8504050047 IE Info Notice 85>020, "Partial Loss ol AC Power A Diesel Generator Deg- 
radation " Svc list end 

JORDAN,EL Division of Emergency Pr oparednoss & Englnoering Response (Post 
830103 85/04/09 Consolidated Edison Co ol New York, Inc 109pp. 29790*278- 
20791 024 

8504230271 Requests review of oncl IE Info Notice 64-52 re Inadequate m-atl procure 
mont controls on part of liconsee A vendors 

NOONAN,VS Division of Licensing 06/04/11. SPENCE,MD Texas Utilities Electric 
Co (formerly Texas UlililloB Generating Co) 3pp 29972 347*20972 356 

6504090419 IE Info Notice 85 029, "Use of Unqualified Sources In Well Logging Appli* 
cations " Svc list end 

PARTLOW.J Q Division of Inspection Programs (Post 850212) 05/04/12 Consolidal* 
ed Edison Go of New York, Ino 66pp 29832:001*29032.023 

8504170240 IE Info Notico 85-030, "MIcrobiologIcally Induced Corrosion Containment 
Svc Water Sys " Svc list end 

JORDAN, E.L Division ol Emergency Preparedneas A Engineering Response (Post 
030103) 86/04/19. Consolidated Edison Co. of New York, Inc. 109pp. 29066.258 
20966 363 

8504190065 IE Info Notice 85 032, "Recent Engine Failures of Emergency Diesel Gen- 
erators " Svc list end 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
030103) 86/04/22 Consolidated Edison Co ol New York, Inc. 109pp. 29908.239* 
20988 347. 

8504190080 IE Info Notice 85 033, "Undersized Noz. 2 le-To Shell Welded Joints In Tanks 
A HXs Constructed Under Rutea of ASME Boiler A Pressure Vessel Code." Svc list 
oncl. 

JORDAN.E L Division of Emergency Preparedness A Engineefine Response (Post 
030103) 85/04/22. Consolidated Edison Co. of New York, Inc. 108pp. 29909.001* 
29900 107 

8504220347 IE Info Notice O4*B4,R0V 1, "Deficiencies In Ferro* Resonant Translormors," 
Svc list end . ^ . 

JORDAN.E L Division of Emergency Preparedness A Englnoering Response (Post 
830103) 85/04/24 Consolidated Edison Co. of New York, Ino. 11 8pp. 30027:067* 
30027.184 


R. Periodic operating reports A related oorrespondence 

6504120182 Responds to FO)A request for Caseload Forecast Panel flies In Olo ol Re- 
source Mgt Forwards listed documents Documents also available In PDR. 

FELTON. J M Division of Rules and Records 84/00/06. KILLEFER.C, Shaw, Pittman, 
Potts A Trowbridge 2pp 30300 003 30303*129. 

-8504120236 "Status of Comanche Peak Steam Electric Station Uni! i.Apr 1004/’ NRC 
News Announcements 79*22 A 80- 14 re reactor vessel aupporl structure mlsorlenla- 
tion & ASLB 800430 prehearing conforonco In Fort Worlh.TX atso end, 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co,). 84/04/30 
376pp 30312.140*30313.037. 


$. Reportable occurrences, LERs & related corrospondence 

8504090388 Interim Signifucanl Deficiency Rcpl SDAR-171 re Rolrance control board 
that differs from equipment qualification rapt Initially reported on 850226 Invostigalpon 
continuing A evaluation complQled by 050419 

CLEMENTS.B R Texas Utilities Electric Co (formerly Tn<a5 Utilities Generating Co ) 
85/02/25 HUNTER.DH Regior^ 4, Ofhee of Director tp 29720 262 29720 262 

8504080318 Final Significant Deficiency Repl SOAR 167 re tr^rmination points found 
cracked or broken Initially reported on 850201 Item not reportable per 
10CFR60 55(e) 

CLEMENTS, B R Texas Utilities Electric Co (formerly Texas Utilities Gensraling Co) 
65/03/26 HUN7EB.DR Region 4, Office of Director ip 2968B353 2966B35T 

6S040S0364 Interim Doliciency Rapt SOAR 136 re temp envelope reqoir^^ment'* on envi- 
ron quatificalion ol equipment oulsido containment for tiiqh onorgy lino 
breaks tnvestigalion ongoing Final rept will be provided by 850830 
CLEMENTS, B R Texas UtiliUes Electric Co (formerly Texas Utilities Generating Co ) 
85/03/27 HUNTER.DR Regcon 4. Office ol Director Ip 29667 3M 29667 314 

8504050368 Inleriin Deficient Repl SOAR- 168 re ■roinap of electrical cable butt 
splicos Initially reported on 85i0228 Investigation ongoing Final status repl will be pro 
vidod by 850605 

CLEMENTS, B R Texas Utifilios Electric Co (formerly Texas Utilities Generating Co ) 
85/03/27 HUNTER.DR Region 4, Otfice of Director ip 29667 313-29667 313 

8504120197 Forwards "Review of Emergency Diesel Generator Rocker Arm Cop 
screws," technical evaluation root 

tAITY.WW. Baltoll’e Memorial Institul©, Paciltc Northwest Laboratories FIN B 2962 
85/04/04 BERLINGER.C Division of L( censing ip 29786 217 29786 ?33 

-8S041 20228 "Rovfew of Emergency Diesel Generator Rocker Arm Capscrows," tech 
nical evaluation rept 

LAITY, WW Ballello Memorial Inslilule, Pacific Northwest Laboratories FIN B2952 
PNL.5200 1 5 85/03/31. Division of Licensing 15pp 20766 218 29706 233 

8504120227 Forwards "Review of Engine Base & Searing Caps for TDI DSR 48 Diesel 
Enolnes," technical evaluation rept 

LAITy.WW Ballelle Memorial Institute, Pacific Northwest Laboratories FIN B-2963 
85/04/04. BERLINGER.C Division ol Licensing ip 29788 335 20786 35? 

..8504120277 "Review of Engino Base A Bearing Caps for TDI DSR 48 Diesel En 
ginos," technical evaluation rept 

LAITY.WW Ballello Memorial Inslilule, Pacific Northwest Laboratories FIN B 2952 
PNL-5200-11 86/03/31. BERLINGER.C H NRC ■ No Detailed Affiliation Given 17pp 
29786 336-29708 352 

8504120290 Forwards PNL6200 21, "Review of Emergency Diosol Genorator Air Slart 
Valve Capscrews," tochmeaf evaluation r^t for TO) Diosel Engtno Project 
LAITY,W.W Battel le Memorial fnslilulo, Pacific Northwest LaDoratorles FIN 8 2963 
05/04/04 BERLINGER.C Division of Licensing Ip 29707 090 20707 114 

-8604120290 "Review of Emergency Oieso! Generator Air Start Valve Capscrows," 
technical evatualion repl 

• Baltell© Memorial Institute, Pacific Northwest Labora tones FIN 8 2952 PNL 5200 
21 85/03/31 Divislion of Licensing 16pp 29787 099-29787 114 

85Q4120314 Forwards PNL-5200 12, "Review of Engine Base A Bearing Caps for TDI 
DSRV*12,OSRV.18 & DSRV-20 Oiesef Engines" 

LAITY, W.W Battelfe Memorial institute. Pacific Northwest laboralones FIN B 2963 
85/04/04 BERLINGER.C Division of Licensing ip 29707 001-297B7 017 

-8S04120317 "Reviow of Engine Base A Bearing Caps for TDI DSRV-12. DSRV t6 A 
DSRV-20 Diesel Engines ” 

LA1TY,W.W. BallQlle Memorial Inslilule, Pacific Northwest Laboratorios FIN B 2963 
PNL-5200 12 05/03/26 Division of Licensing I4pp 29787 002-29767 017 

6504220025 Significant Deficiency Rept SDAR-172 re drawing requiremenls that no 
tube iittings bo Installod between (wo 45 degree bends in instrumentation 
tubing Installations will be rolnspecled A tube length will bo redticod to 8 inches 
CLEMENTS,BR, Texas Utilities Electric Co (formerly Toxas Utilities Generating Co ) 
05/04/10. HUNTER.DR Region 4. Office ol Director 2pp 29939 155-29939 156 

8504240551 Deficiency Ropt SDAR-173 ro preliminary flow balance calculations identi 
lied as unacceptable setpoints (or auxiliary feedwalor sysSolpoint & scailing docu 
monts will bo revised A oontrot valves will be recall br. 

CLEMENTS, BR. Toxas Utilities Electric Co (formerly Texas Utilities Generating Co) 
85/04/16. HUNTER.DR Region 4. Office of Direclor 2pp 29976 333*29976 334 

8504260170 Oeficlency Rept SOAR 173 re uncfetectable (allures in safety features actu- 
ation sys Tost procedures revised per Woslinghouse recommendations 
CLEMENTS, BR Texas Utilities ElacUlc Co (formerly Toxas Ulililies Gonoroling Co) 
05/04/15 HUNTER.DR Region 4, Office of Director 2pp 30019 307-30019 300 

8504260304 Significant Oaficioncy Repl SDAR-173 re undetectable failure in safely fea 
lures actuation sys.Test procadures will be revised (o incorporate previously furnished 
spociife testing requirements, per Westing house recommendations 
CLEMENTS, B R Texas UKIilies Electric Co (formerly Texas Utilities Genoraling Co ) 
65/04/15 HUNTER.DR Region 4, Office of Director 2pp 30019.362-30019 363 

8504250312 Significant Deficiency Rept SOAR-173 ro auxiliary feedwater pressure 
conlrol, Hydraulic A Inslrumentation calculations which will result In revised setpoint & 
scelling aocumonls will be compieted ly 850531 

CLEMENTS,B R Toxas Utilities Eloclnc Co (formerly Texas Utilities Genoraling Co) 
05/04/16 HUNTER.DR Region 4, Office of Director 2pp 30019 330-30019 339 


T. Hearing transcripts on non -antitrust matters 

8804240867 Transcript of 850314 meeling w/Comanche Peak Response Team & NRC 
in San Francisco, CA ro Independent assessment program relevant to Issue ol design 
adequacy of facility Pp 1*193 Supporting documontation end 
* Texas Utilities Eleciric Co (formerly Texas Utilities Generating Co) * CYGNA 
Energy Services. 05/03/14. 193pp 29986 311-29987 142 



254 DOCKETED ITEMS 


6503220072 Board Notjficahon 65-029 forwards summary ■& iranscnpis of mootings in 
Glen flose,T)( re Comanche Pealt Response Team response lo NRG findings re elec 
trical/instrurrienfalion, QA/^QC.tesI programs .civjl/structural & mechanical/pJping 
THOMPSON,HL Division of Licensing 65/03719 PALLADINO, ROBERTS, ASSEL 
STINE Commisstonars Ip 29023 030 29825 152 


V. Operator Examinations 

6504120268 Forwards esli mates for future operator licensing exams [<n response to Ge 
none Ltr 85 04 

BECK,JW Texas Utilities Electric Co (formerly Texas Ulititias Generatmg Co). 85/ 
03/16 flECKHAM.D Operator Licensing Branch 3pp 29784 224 29784 226 


DOCKET 5(^448 COMANCHE PEAK ST5AM ELECTRIC STATJON 


A. Appllcalfon/conelrucllon stage documents & correspondence 

8504120162 Responds to FOIA request for Caseload Forecast Panel files fn Ofc of Re- 
source Mat Forwards listed documents Documents afso available In PDR 
FELTON J M Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Pitfman. 
Potts & Trowbridge 2pp 30300 003-30303 129. 

-8312120050 SumnnarY of 630927-29 caseload forecast meetings w/ulll on site re pro- 
tected fuel road date 

BURWELL,SB Licensing Branch 1 83/11/28 Licensing Branch 1 54pp 39333 281 
30333 334 

-8S04120214 Documents 840504 discussion w/WQ Cdunsll re projcclad fuof load Sept 
1 984 fuel load possible if changes madejncluding rev to existing sys of room turnover 
10 sys turnover 

IPPuLITO.T A Comanche Peal? Project {Technical Review Team). 84/05/04 
EISENHUT.DG Division of Licensing Ip 30312 136-30312136 

-8504120220 Noiifies of reassignment of OL review from R Navenll.S Varga & M Serv- 
ice to S Burwell.R Baer $l J Lee 

VASSALLO.DB. Assistant Director for Lmht Water Reactors 79/02/Of BOYD.RS, 
Division of Project Management. Ip 30312 137-30312 137 

-8504120236 "Slalus of Comanche Peak Sleam Electric Station Lfnll I.Apr 1964 ’* NRC 
News Announcements 79-22 & 80 14 re reactor vessel support structure mlsodenle- 
tjon & Asia 600430 prehearing conference in Fort Worth JX also and 
* Texas UtiLties Electric Co, (formerly Texas Uliljties Generating Co) 64/04/30 
375pp 30312 140 30313 037 

- 85O41202S0 Comments on end draft rept on Caseload Forecast Panel 790320 21 
meeting w/util Recommends Apr 1981 date be changed to Dec 1061 w/cavaat of fur- 
ther changes Related documents onci 

BASSETT.HS Analysis & Planning Branch 79/04/02, BURWELL.S Division of 
Project Managemeni OOOpp 30313 042-30314 301 

-6504150135 MarKed-up draft summaries of Caseload Forecast Panel 830927-29 meet- 
ings w/ulil A. site lour re projection of fuel load date 

BURWELL.S B Licensing Branch 1 03/10/18 Licensing Branch I 375pp 

30322 330 30323 191 

8504120258 Forwards table providing -description of 840713 Amend 60 to FSAR. 
MARSHALL.JS Texas Ulilittes Elsclflc Co (formerly Texas Utilities Qenoralfng Co) 
84/07/10 BURWELL»SB. Office of Nuclear Reactor Regulation, Director. 4pp 
29784 214 29784 221 

8504170314 Forwards table providing descrfption of 840627 Amend 52 Co FSAR 
MARSHALL, JS Texas Uililles Electric Co (formerly Texas Utilities Generating Co) 
84/08/23. 0URWELL.SB Office of Nuclear Reactor Regulation, Director lOpp 
29639 170 29839179 

850402D171 Advises that JT Collins 840801 commitment re review of drug abuse fnvas 
tigation will be implemented when licensee activities conclirded 
MARTIN, RD. Region 4, Office of Director. 85/03/26, GARDE, BP, Governmenil Ac- 
counlabilily Projecl 2pp 2957926329579266 

-8504020175 Responds lo 849609 Ur ro te/minalfon of employees for alleged Involve- 
meni w/conlro3fod substances, in cf tiding sale of narcolios.NFlC will review & evaluale 
util findings & disposillon of nonconformance rept 

COLLINS, JT. Region 4, Office of Director 64/08/01. CARPENTER, T, HADLEY.E 
Government Accountability Project Ip 29579;35S-29579*255 

6504020134 Forwards RC lohl & JC Finneran 850326 hr lo S Buiwell transmitting addl 
mall re tests concerning util molion for summary disposition of Ll-bolts acting as two- 
way roslrainls, per 0 Tarao request Belaled correspondence. 

HOfllN.VVA Bishop, Liberman. Cook. Purcell & Reynolds 323. 85/03/28 

MI2UNO,G Hearlr^g Branch 1. 20pp 29576 327-29576 346. 

6504990007 Forwards complale sot of revrow Issues lists (RfL) summarizing all findings 
& open Items Identified to date. Disciplines Included & corresponding RfL revs 
listed Lists will be reviewed on weekly basis & reissued as necessary, 

WiLLIAMS.N H CYGNA Energy Services 85/04/04, BECK^J.W Texas Utilities Efac- 
trie Co {formerly Texas Utilities Generating Co,) 97pp. 29701 162-29701*278, 

6504099309 Documents 850328 masting re general matters concerning const A startup 
activities.Meoting import a rtl & productive. 

MARTIN.R D Region 4. Office of Director. 85/04/05 CLEMENT8,B,R Texas UllllCffls 
Electric Co. (formerly Texas Ulilities Generating Co }. ip 28699,260-2de99'260. 

8504220291 Forwards request for addJ Info re Generic Ltr 63-26,11 ems 
2 1,2 2,3,1 3,3 2 3,4 4 & 4,5 Response requested within 30 days of ltr recelpl. 

NOONAN, VS Comanche Peak Project (Technical Review Team) 85/04/12 
SPENCE.M D Texas Utilities Electric Co (formerly Texes Utilities Generali no Co ) 
4pp 29942 353-29942 356, 

8504220032 Informs of continuing elforl to assure design of plant adequate for 
safetylnfo re qualification of piping & supports provided Meelings to discuss util com 
^ prehenslve program for licensing issues requested. 

BECK,J.W. Texas Utilities Efecfric Co {formerly Texas Utilities Qeneraling Co) 85/ 
04/15 NOONAN, VS Office of Nuclear Reactor Regulation. Director. Ip. 29928 072- 
29928 072 


8504250436 Notification of 650426 meBting w/CYGNA Energy Sves in BethosdaiMD lo 
discuss findings & open items to date on independent assessment program 
VIETTI.A L Licensing Branch 1 85/04/16 NOONAN.V S Division of Licensing 4pp 
30026 330-30026 333 

8504120208 Generic Ltr 85 06 lo all PWR licensees & all applicants for OLs re QA guld 
anco for ATWS equipment not safety- related Sve list end 

THOMPSON, HL Division of Licensing 85/04/16 Consolidated Edison Co of Now 
York, Inc 22pp 29947*288-29947 300 

6504250382 Notification of B50422 meeting w/util in Belhosda.MD lo discuss whelhc; 
applicant U bolt sample representative of Unit 1 

VIETTI.AL Licensing Branch 1 85/04/16 NOONAN.V S Division of Licensing 4pp 
30026344 30026 347 

6504260420 Requests iransenpi of 850422 public meeting w/ulil in Belhesda.MD to 
summary disposition rnotlon on bolts 

HUSH0ROOK.MM Licensing Branch 1 85/04/16 WtLDEfl.P Atomic Safely and Li 
censing Board Panel Ip 30029 055-30029 055 

8504120031 Generic Llf 05 02 to all PWR licensees & applicants, holders of CPa & For! 
St Vrain re recommended actions stemming from NRC Integrated program for resolu- 
tion of unresolved safety issues re steam generator tube integrity Sve list end 
THOMPSON.H L Division of Licensing 05/04/17 Yankee Atomic Electric Co, t27pp 
29953 071-29953 262 

8604260278 Requests presence of court reporter lo record transcript of 850426 pubfic 
mealing w/CYGNA tnergy Sves in Bethesda.MD ro findings & open items on inde- 
pendent assessment program 

RUSH0ROOKS.M M. Licensing Branch 1 85/04/18 WILDER.P Atomic Safety and 
Licensing Board Panel Ip 30029 297-30020 297 

8504260087 Forwards revised method for temporary changes made to plant 
procedures All temporary changes to procedures which do not change inien! of ap- 
proved procedures will be approved by two members of station mat staff 
BECK,JW Texas Utilities Bectric Co (formerly Texas Utilities Gonerallng Co ) 85/ 
04/23 YOUNGBLOOD.BJ Licensing Branch 1 6pp 30025130 30025 143 

8S0426013S Forwards draft Rev 2 to "Program Plan & Issue-Specific Action Plans " 
Draft covers historical perspective & response team charter Action plans are for elec- 
trical, testing 8 civil/structural disciplines 

aECK,JW Texas Utilities Electric Co (formerly Texas Utilities Generating Co). 85/ 
04/23 NOONAN.V Office of Nuclear Reactor Regulation, Director Ip 3002 & 288 
30026 143 

-8S04260141 Draft Rev 2 lo “Program Plan & Issue-Specific Action Plans “ 

* Texas Ufililios Electric Co (formerly Texas Utilities Generating Co) 85/04/19 
215PP 30025289-30026143 

0504290421 Forwards “Comprehensive Action List” fn response to request for rept on 
yet to be-completed work items for licensing of facility. 

6ECK,JW Texas Utilities Electric Co (formerly Texas Utilities Generating Co) 85/ 
04/24 NOONAN.V S Comanche Peak Project (Technical Review Team) Ip 
30049 001-30049178. 

-8504290424 “Comprehensive Action Lisl ’’ 

* Texas Utilities Electric Co (formerly Texas Utilities Generating Co) 85/04/30 
176pp. 30049 002 30049 176 


E. NRC Safety Evaluation Report (SER). suppis A correspondence 

8504090016 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CO- 
MANCHE PEAK STEAM ELECTRIC STATION.UNITS 1 AND 2 Docket Nos 60 445 
And 50 446,(texas Utilities Generating Company) 

‘ Division of Licensing NUREG 0707 SOB 85/03/31 170pp. Available at NRC $6C'!> 
297G0 116-2973 0 264, 

8504110030 Forwards SSER 9 (NUREG 0797) re operation of pfant.SuppI addressos uliJ 
analyses supporting request for amend to FSAR lo eliminate commitment for qualifica- 
tion of coatings Inside reactor conlalnmenl bldg W/o end. 

NOONAN.V S Division of Licensing 85/04/03 SPENCE.M D Texas Udlilies Electric 
Co. (formerly Texas Utilities Generating Co ) 4pp, 20769.293-29769 296 


F. Security, medical, emergency A fire protection plana 

8504020344 Responds to 850107 request for addl Info re FSAR Amends 50 & 53, Spe- 
cific questions re commitment to UL or equivalent fire protection plan & QA reviews of 
inBint,mod & insp procedures discussed 

BECK.JW, Texas Uliiities Efectric Co (formerly Texas Ulllilfes Generating Co) 85/ 
03/27 YOUNGBLOOD, 0 J Licensing Branch 1. 4pp 29578 143-29578 146 

6504050260 "Emergency Dose Assessment Model,” program documenlalion W/ 
850329 ltr 

BELECKIS.RA, BELL.G L,. BECK.J.W Texas Utilities Efectric Co (formerly Texas 
Utilities Qeneratmg Co) 86/03/29. YOUNGBLOOD.BJ Licensing Branch i, 59pp 
29661 289-29661 347 

8504090026 Fonvards FEMA “Final Radiological Emergency Preparedness Exercise 
Rept" evaluating offsite response of state & local agencies during 841114 emergency 
@X3rc)d0 

HUNTER, D R Region 4, Office of Director 65/04/04 SPENCE.W D Texas UlihlFOS 
Electric Co (formerly Texes Utilities Generating Co,). 2pp. 29706.075-29708,154 

8504160401 Forwards status of emergency repsonse facility computer sys & RM-21 
dose assessment computer svs.per J Montgomery request, 

KUYKENDALL, J.C, Texas Ufilitlea Electric Co (formeriy Texas Utilities Goneratina 
Co) 85/04/08. HUNTER. D Region 4. Office ol Director 2pp. 29015 185 29016,187 

8504300216 Forwards agenda for audit of facility SPDS Proposed audit dale requested 
bv 85O430.Da1e should not extend beyond 850731 unless acceptable justificafion pro- 
vided. 

NOONAN.V.S. Comanche Peak Project (Technical Review Team), 85/04/18 
SPENCE.M D Texas UtHrtles Electric Co (formerly Texas Utilitios Generating Co) 
6pp. 30072 168-30072,173 
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G. Adjudicatory correapondance 


8504030182 Forwards In^ Ropt 8<1-45 W/o oncl Related corrosponderice 
MIZUNO.GS Hearing Branch 1 //285 347 85/03/26 BLOCH, PB , QROSSMAN,H , 
JOHNSON, E B Atomic Safety and Licensing Board Panel Ip 29597 335 29587 335 


8504020134 Forwards RC (olti & JC Finneran 850326 Hr to S Qurwell transmitting add! 
mall re tests concerning util motion for summary disposition of U-boIts acting as two- 
way restraints, per D Terao request Related correspondence 
HORIN.W A Bishop. Liberman, Cook. Purcoll a Reynolds HORJN.W A Texas Utilities 
Electric Co (formerly Texas Utilities Generating Co) /5/285 323 05/03/28 
MI2UNO,G Hearing Branch 1 20pp 29578 327-29578 346 


8504050191 Requests Info re next rept of ECaO panel concerning review of addi info & 
availability of panel for discussion Listed individuals requested to bo available for 
d^ositlon Related correspondence 

ROISMAN.A2 Trial Lawyers for Public Joslico, PC #285 379 85/03/29 

TREBY.S E Office of the Executive Legal Director 2pp 29666 102*20666 103 

8504050233 Discusses CASE Mar 1084 discovery requests for documents ro claims of 
harrassment & intimidation Update of requosl, including omptoyee complaints as de- 
scribed In end article, not received Related correspondence 

ROISMAN.AZ. Trial Lawyers tor Public Justice, PC #285 381 B5/03/20 

WOOLDRIDGE, R Worsham, Forsythe, Sampols & Woolndgo (formerly Worsham, For- 
sythe & Sampols] 3pp 29662 092 29662 094 


8504050240 Submits addI info re licensing of facility, per Woolritfge 650321 Hr & dis- 
cusses 850305 meeting concerning aMlIcant program for responding to technical 
review team concerns on OA/QC items Related correspondence 
ROISMAN.AZ Trial Lawyers for Public Justice, PC #265 380 65/03/29 BLOCH.P, 
GROSSMAN, H , JORDAN, W H Atomic Safety and Licensing Board Panel, 2pp 
29662 100 29662 101 


8504230541 Responds to 841102 request for staff view re relevancy of Ofe of fnvestiga 
lions (01) fopts to licensing proceedings, per LBP 84 40 Index containing summary of 
01 repts & staff views ro relevance end Related correspondence 
BERRY.GA Hearing Branch 1 #2D5 647 85/04/19 BLOCH,PB. JORDAN.WH, 
GROSSMAN, H Atomic Safety and Liconsinn Board Panel tlpp 29964 339* 
29964 349 

8504260094 Responds to Roisman 850416 request for schoduling conference Agrees 
conference appropriate Time suggested premature Applicants will propose case mgt 
plan for consideration Related correspondonco 

WOOLDRIDGE, R A Worsham, Forsythe. Sa/npels & Wootndge (formerly Worsham, 
Foraylhe & Sampefs) WOOLDRIDGE.R A Texas Utililios Electric Co (formerly Texas 
Utilities Generating Co) #285 690 05/04/22 BLOCH.P B , GROSSMAN, H. 
JOHOAN.WH Atomic Safety and Licensing Board Panel 2pp 30025144 30025 145 

8504250136 Forwards transcript of util Comanche Peak response team 850314 moBling 
w/CYGNA Energy Sves W/o end Related correspondence 

HORIN.W A Bishop. Liberman, Cook Purcell & Reynolds HORIN.W A Texas Ulilities 
Electric Co (formerly Texas Utilities GenoralEng Co) #285 680 B5/04/23 
BLOCH.P 8, MCCAILOM.KA, JOHNSON, E B Atomic Safety and Licensing Board 
Panel Ip 29983 304*29983 304 

8604290212 First partial response to CASE fifth sot of interrogatories & requests to 
produce re crodibility Producing data for every shipment of A500 tube steel would be 
extremely burdensome Cortilicate of Sve end Refated correspondence 
HORIN.W A Texas Ulifities Electric Co (formerly Texas UIIILlios Genoratlng Co) 
HORIN.W A Bishop, Liberman, Cook, Purcefj & Reynolds #285 720 85/04/25 Cili 
zens Association for Sound Energy 29pp 30046 171-30046 199 


Q. Inspection reports, IE Bulletins & correspondence 


B604D30246 Objection to CASE suppl to 850107 motion tor reconsideration of ASLQ 
841218 memorandum ro welding issues Certificate of Sve end 
PHILIPS, MH Texas Ulilitios Efectric Co (formerly Texas Utilities Generating Co) 
PHILIPS, MH Bishop, Liberman, Cook, Purcell & Reynolds #285 349 85/04/01 
Atomic Safely and Licensing Board Panel, 5pp 20587* 179*29587 183 

0504090245 Advises that staff will file response to CASE 050316 & 19 suppis to motion 
for reconsideration of ASLB 641210 woldfng order after CASE completes fifing 
BERRY.GA Hearing Branch 1 #285 422 85/04/02 BLOCH.P B , MCCOLLOM.K A , 
GROSSMAN, H Atomic Safety and Llconslng Board Panel 2pp 29699 265 29699:266 

8604090308 Suppl to NRC response to CASE 650204 request for admission of certalr> 
facts pumortedly found by technical review team review & evaluation of applicant 
const & OA/QC at facility Certificate ot Sve end Related corrospondonco, 

BERRY, Q Hearing Branch 1 #285 423 05/04/04 Atomic Safely and Licensing 
Board Panel 0pp 20899 167-20699 172 

8604100651 Provides addi Info as followup to 850321 Itr & Roisman 650329 Ur Meeting 
w/ulil,CASE & NRC occurred on 860323 in Arlinnlon.TX Util annouricod appointment 
of two f^ow officers on 050402. Related correspondence 

WOOLDRIDGE.R A Worsham, Forsythe, Sompols & Woolridgo (formerly Worsham, 
Forsythe & Sampols) WOOLDRIDGE, R A Texas Utilities Electric Co (formerly Texas 
Utlliites Generating Co) #265 469 85/04/05 BLOCH.P B, JORDAN.WH, 

GROSSMAN, H Atomic Safely and Licensing Board Panel 2pp 29744 143 29744 144 

8604160409 Discusses Finding of Fact 51 in 19NRC1459 re ASLB review o1 
19NnC1416 partial initial decision for JR Wolls.QA director for utit, previously w/Duke 
Power Co, as corporate QA manager 

WOOLDRIDGE.R A Worsham, Forsylho, Sompels & Woolridgo (formerly Worsham. 
Forsythe & Sampels) #285 550 65/04/10 BLOCH.P B., GROSSMAN, H , 

JORDAN.WH Atomic Safety and Licensing Board Panel Ip 29615 135 29615 135 

8504180471 Responds to 850329 discovery lequost for oppllcanl update of prior docu 
ment productions & proposed schedule for final depositions ot Vego.Cnapman & 
Tolson re harassment & Intimidation Rolaled correspondence 
WOOLDRIDGE.R A Worsham, Forsylho, Sampols & Woolridgo (formerly Worsham, 
Forsylho & Sampels) #205 551 85/04/10 ROISMAN.AZ Govornmont Accountabil- 
ity Project. 2pp 29616,044-20010 045 

0604190167 Forwards MA Walsh 850412 Itr to J Fair clarifying CASE position concern 
ing certain code requirements discussed in 840806 answer to applicant motion No dif- 
foroncQ found between codes & rog guide when discussing friction 
ELLIS, J Citizens Association for Sound Energy //285 592 85/04/13. BLOCH.P B. 
MCCOLLOM.K A, JORDAN, W.H Atomic Safoty and Licensing Board Pane), lOpp 
2B686.176 29886 191 

8604170737 Renews request for deposition schedule for former key QA/QC 
managers, including Vega, Chapman & Tolson Basis (or disagroomont in 840422 ro 
sponsQ requested Related correspondence 

ROISMAN, A Z Trial Lawyers for Public Justice, PC #265 5/3 05/94/16 
WOOLRIDGE.R Worsham, Forsylho, Sampols & Woolridgo (formerly Worsham, For- 
sythe & Sampels) 2pp. 29a36’210 29030.219. 

6504170761 Requosls that ASLB hold scheduling conforenco by end ot Apr for guid- 
ance to parties re issues to bo resolved in OocKet 2,commencomen1 o( further hear- 
ings & other issues Related correspondence 

ROISMAN.AZ. Trial Lawyers tor Public Juattco, PC #265 572 05/04/16 BLOCH.P. 
GROSSMAN.H , JORDAN, W H. Atomic Safely and Licensing Board Panel. 2pp 
29838 212-20038.213 

8594230569 Informs that Commisslonor Bornlhat will lour facility on 650521. Parlies to 
proceeding wishing to attend must Inform J Moyer no later than BSOSlAServotl on 
850422 

• Commissioners #285 627 05/04/16 Office of the executive Legal Director. Ip 
29965:118 2gg65'11B 

$504230578 Requests all parties fllo.wHhin 3 working days of ASLB order for scheduling 
confaronce.slatomenl of facts in form of affldovil by persons w/knowledgo of listed 
(aclsjn response to 850417 roquosl Related corfOSponUenco 
ROISMAN.AZ Trial Lawyers for Public Justice, PC. #286 652. 65/04/17. BLOCH.P , 
GROSSMAN.H, JORDAN.WH Atomic Safely and Licensing Board Panel 5pp. 
29965.100 29965 113 


8S0319DB59 IE fnlo Notice 85 022, "Limitorquo Motor Operated Valves Resulting From 
Incorrect Installation of Pinion Gear" Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/03/21 Consolidated Edison Co ot New York, Inc, lOflpp 20597001- 
29597.005 


B504020196 Requests access to plant site to conduct mvesligalion of 
allegations Recommends that mombors of Comanche Peak Response Team accom 
pany inspectors 

NOONAN.VS Division of Licensing 85/03/21 SPENCE.MD Texas Utilities Else trie 
Co (formerly Texas Utilities Generating Co ) 4pp 29565 077 29585,080 

8503210461 IE Info Notice 85 023, "Inadequate Surveillance & Post-Maint & Post-Mod 
Sya Tostliy " Sve list end 

JOROAN.t L Diivision of Emergency Preparedness & Engir^eermg Response (Post 
630103) 65/03/22 Consolidated Edison Co ot New York, Inc f08pp 29656001* 
20656107 


0603220444 IE Info Notice 85-024, "Failures of Proloclivo Coatings In Pipes & HXs" 
Sve fist one) 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 65/03/26 Consolidated Edison Co ot New York, Inc lOBpp 29596 154- 
29590 363 

8B04020284 Forwards Insp Repts 60 445/85-04 & 50-446/85 03 on 850219-22 No vlo- 
lotions or deviations Identified 

HUNTER.OR Region 4. Ollico of Director 85/03/29 SPENCE.MD Texas Utilities 
Electric Co (formerly Texas Uliilllos Generating Co ) 2pp 29581 277 29581 265 

-8604020287 Insp Ropls 50 445/05 04 & 50 446/65 03 on 850219 22 No vEolallon or 
deviation noted Major areas inspected preoperalional environ monitoring 
programs, Including organization & mol controls & training & qualifications 
HOLLEY.WL . MURRAY.B . HUNNiCUTT.D M Region 4. Office of Director B5/03/28 
7pp 29561 279-29581 265 

8504160736 Forwards QA Program Insp Repts 99900323/04-01, 99900896/85 91 & 
99000697/65 01 Requests evatualion of findings ro quality & acceptability of product 
or 8vc provided by vendors W/o ends 

HUNTER.OR. Region 4. Office of Director 85/04/01 SPENCE.MD Texas Utilities 
Electric Co (formerly Texas Ultlities Generating Co ) 2pp. 29609 334-29B09 335 

8603280097 IE Info Notice 05*025, "Consideration of Thermal Condillons in Design & 
Installalion of Supports for Diesel Generator Exhaust Silencers " Sve list end 
JORDAN, EL, Division of Emergency Preparedness & Engineering Response (Post 
830103 ) 65/04/02 Consolidated Edison Co. Of Now York, Inc. 107pp 29B07 199- 
29067,305 

8503280046 IE Info Notice 65*026, "Vacuum Relief Sys for BWR Mark I & fl Conlaln- 
monts ” Sve list onci 

JORDAN, EL, Division of Emergency Preparedness & Enginosring Response (Post 
830103) 85/04/02 Consolidatod Edison Co of Now York, Inc 92pp 29667 107- 
29667 196 

0604D10039 tE Info Notice 85 027, "Noli fl cations to NRC Operations Clr & Ropoding 
Events In LERs " Sve list end 

JOFDAN.EL Division ol Emergency Preparedness & Enginoering Response (Post 
830103) 85/04/03 ConsolldalQd Edison Co of New York, Inc 90pp 2069O*265 
29690 362 

8604060042 Suppl 1 to IE Info Notice 85-003, "Separation of Primary Reactor Coolant 
Pump Shaft & ImpolPer" Sve list end 

JORDAN.E.L Division of Emergency Preparedness & Enginoering Rospor^se (Post 
830103), 85/04/09 Consolidated Edison Co of Now York, Ir^c, 101 pp 29791 026- 
29791*126 

8604050047 IE Info Notice 85 028, "Partial Loss of AC Power & Diesel Generator Deg- 
radation " Sve list end 

JORDAN, E L Division ol Emergency Preparedness & Enginosring Response (Post 
630103) 85/04/09 Consolidated Edison Co of New York. Inc 109pp 29700 276- 
20791,024, 
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8 5 0^1230271 Requests rc/ipv/ of onci IE Info Notice 64-52 ro inadequate matl procure- 
ment controls on pjrt of t-censee & vendors 

NOONAN, VS Division of Licensing 85/04/11 SPENCE, MO Texas Utilities Electric 
Co (formerly Texas Utilities Generating Co J 3pp 29972 347-20972 356 

8504690419 IE Info Notice d5-029, “Use of Unqudfificd Sources m We If Logging Appfi- 
caiiofis '* Sve list end 

PARTLOWJG Divisron of Inspection Programs <Post 850212) 85/04/12 Consolicfat 
ed Edison Co of New York, fnc 66pp 29032 001-29832 023 

8504170240 IE Info Notice 85 030, "Microbjofogically Induced Corrosion Conlainmoni 
Sve Water Sys " Sve fiSt enci 

JORDAN.E L Division of emergency Preparedness & Engineering Response (Post 
830103) 85/04/ 1 9 Consofidatad Edjson Co of Now York. Jnc 109pp 29966 256- 
29986 363 

8504190055 IE Info Notice 65 032. "Recent Engine Failures of Emergency Oresel Gen- 
eralors ’ Sve list end 

JORDAN.E L Division of Emergency Preparedness 8 Engineonng Response (Posi 
830103) 85/04/22 Consolrrfated Edison Co of New VorR, Inc lOQpp 29988 230' 
29980 347 

3504190860 IE Info Notice 85 033, "Undersized Noz 2 lO'To Shell Welded Joints in Tanks 
& HXs Construclod Under Rules of ASME Boiler & Prosstire Vessel Code” Sve list 
end 

JORDAN.E L Division o1 Emorgoncy Preparedness & Engineering Response (Post 
830103) 86/04/22 Consolidated Edison Co of New Voik. Inc 108pp 29989 001 
29980 107 

6594220347 IE Info Notice 84 64, Rev 1, "Deficiencies in Ferro-Resonanl Tranaformers ” 
Sve iisl end 

JORDAN E L Division of Emergency Preparedness A Engineenng Response (Post 
630103) 8S/04/24 Consolidated Edison Co of New York. Inc llfipp 30027067 
30027 184 


S. Reportable occurrences, LERs & related correspondence 

8804090388 Inlerim Significant Deficiency Repj SDAR-171 re Reliance control board 
that differs from equapnioni qualification rept Initially reported on 650226 Investigation 
cortjniring a evaluation compfeled by 050419 

CLEMENTS, 0 R Texas Utilities Eloclric Co (formerly Texas UWiHos Generating Co) 
85/02/25 HUNTER, DR Region 4. Office of Djrector Ip 29720 252-29720 262 

8504080318 Final Significanl Dotrcioncy Rept SDAR't67 re termination points found 
cracked or broken, Initially reported on 8502D1 Item not reportable per 
10CFR50 55fe) 

CLEWENTS.B R Texas Utiiitios Efeclnc Co (formorfy Texas Utilities Generating Co) 
85/03/25 HUNTER.D R Region 4. Office of Director Ip. 29688353-29688 363 

8504059384 InterJm Deficiency Rept SDAR-136 ro lamp envelope requiremenls on envl 
ran qualification ot equipmont outside containment for high energy line 
breaks Invostjgatjon ongoing Final rept will be provided by 850830 
CLEWENTS.B R Texas Ulilities Electric Co {formerly Texas Utitilies Generating Co) 
85/03/27 HUNTER.D R Region 4, Office of Direclor Ip 29667*314 29667 314 

050412'0197 Fonvards "Review of Emergency Oiosol Ganoralor Rocker Arm Cap- 
screws," technical evaluation repj 

LAITY^WW Eaiteilo Memorial instilute, Pacific Northwest Laboratonas FIN B2952 
85/04/04 BERLINQER.C Division of Lfc arising Ip 29766 217-29786*233 

-8504129228 ' Review of Emergency Diesef Generator Rocker Arm Capscrews/’ tech- 
nical evaluation rept 

LAITY, WW EalleHe Memorial Inslitule, Pacific Northwest Laboratories FfN B 2952 
PNL-5200-15 85/03/31 Division of Liconsmg ISpp. 29786 218 29786 233 

8504120227 Forwards "Review of Engine Base & Bearing Caps for TOl OSR 48 Diesel 
Enginc3," technical evaluation rept 

LAITY ,WW aattelle MonioriaJ Instilute, Pacific Northwest Laboralories FIN B-2063. 
65/04/04 BERLINGER.C Division of Llcensmg Ip, 29780 335 29788 352 

-8504120277 "Review of Engino Base A Bearing Caps for TDI DSR-48 Diesel En- 
gines," technical evaluation rept 

LAITY.WW BattelJo Memorial Institute, Pacific Northwest Laboratories. FIN 0-2052 
PNL.5200-1 1 85/03/31 BERLINGER.C H NRC - No DalaJled Affiifalion Given I7pp 
29788 336 29788 352 

6504120290 Forwards PNL-5200-21. "Review of Emergency Diesel Generator Air Start 
Valve Capscrews," technical evaluation rept for TDI Diesel Engine Project 
LAITY.WW BallGllQ Memorial Inslitule, Pacific Northwost LaDoratorfes FIN 9-2963. 
B5/04/04 BERLINGER.C Division of Lfeensing Ip 29767 098 29787114. 

-6504120296 "Review of Emergency Diesel Genera lor Air Start Valve Capscrews/’ 
technical evalualion rept 

* Baltelle Memorial Inslitule, Pacifre Northwest Laboratories FIN 6-2952. PNL-5200- 
21 85/03/31 Division of Licensing 16pp 29767 099 29787114 

0504129314 Forwards PNL'S200 12, "Review ot Engine Base A Bearing Caps for TDI 
DSRV-12.DSRV-16 A DSRV-20 Diesel Enmnos " 

LAITY.WW Battello Memorial Inslihile, Pacific Northwest Laboratories FIN 6-2963 
85/04/04 BERLINGER.C Division of Licensing tp 29787:001-29707-017 

-8504120317 "Review of Engine Base A Searing Capa for TDI DSRV-12, DSRV-16 A 
DSRV 20 Diesel Engines ” 

LAITY.WW Baft Bile Momonal Inslilule, Pacific Northwesl Laboratories FfN B-2963 
PNL-5200-12 85/03/26 Division of L f censing 14pp 20787 002 29767,017 

8504240551 Deficiency Rept SDAR‘173 re p/climinary flow balance cafculations idenW' 
fled as unaccepiable solpoints for auxiliary feedwater ays Setpoint A scalling docu- 
menis will be revised & control valves will be recakbr, 

CLEMENTS.BR Texas Utilities Electric Co, (formerly Texas Utilities Generaliog Co). 
85/04/15 HUNTER, DR Region 4, Office of Director 2pp, 29978,333-29976.394. 

Q5042S0176 Deficiency Rept SOAR 173 re undeteclable falfures In safely features aclu- 
ation sysTest procaduros revised per Westinghouse recommendations » 
CLEWENTS.B R Toxas UHIiliea Eleclnc Co. Tformerfy Texas Ulihtles Generating Co) 
85/04/15 HUNTER.D R Regior^ 4. Office of Director 2pp 30019 307-30019.300. 


8594250304 Significant Deficiency Rept SDAR-173 re undeteclable failure In safety fea- 
tures actuation sys Test procedures will be revised to incorporate previously furnished 
specific tosling rGquirenienls.pQr Westinghouse recommendations 
CLEMENTS.BR Texas Ulililies Electric Co (formerly Texas Ulililies Generating Co) 
85/64/15 HUNTER.D R Region 4, Office of Director 2pp 30019 362 30019 363 

6504250312 Significant Deficiency Rept SOAR- 173 re auxiliary feedwater pressure 
control Hydraulic & insirurnentation calculations which will result in revised selpolnl A 
scalling documents will be completed by 850531 

CLEMENTS.BR Texas Utilities Efoclric Co (formerly Texas Utilities Generating Co> 
85/04/15 HUNTER.D R Region 4. Office of Director 2pp 30019 338 30019 339 


T. Hearing tfanscrlpts on non-anlitrust matters 


8504240657 Transcript of 850314 meeting w/Comanche Peak Response Team A NRC 
in San Franclsco,CA ro independent assessment program relevant to issue of design 
adequacy of facility Pp 1 -193 Supporting documentation end 
' Texas Utilities Electric Co (formerly Texas Utilities Generating Co) * CYGNA 
Energy Services 85/03/14 193pp 29906 311-29907 142 

8503220072 Board Notification 65-029 forwards summary A transcripts of maetlngs in 
Glen Roso.TX re Comanche Peak Response Team response to NRC findings ro oJcc- 
trical/inslrumontation, QA/OC.test programs.civil/atruclural & mechanical/ piping 
THOMPSON.H L Division of Licensing 85/03/19 PALLADINO. ROBERTS, ASSEL- 
STfNE Commissioners Ip 29823 030 29825 152 


V. Operator Exarrfnalfons 


0504120268 Forwards estimates for future operator licensing exams in response to Ge- 
neric Ltr 65 04 

BECK.JW. Texas Ulililies Electric Co (formerfy Toxas Utilities Generating Co) 85/ 
03/10 BECKHAM.D Operator Licensing Branch 3pp 29784 224-29784 226 


DOCKET STN-50-447 GESSAR-238 


A. Applfcat lon/construction stage documents & correspondence 


8504109717 Forwards application fees for Amends 10 A 11 to GGSSAR H Topical Rept 
NEOE-24011 PA6 

CHARNLEY.J.S General Electric Co 85/04/04 DIGGS.R M License Fee Manage- 
monl Branch 2pp 29764 306 29764 307 

0504300340 Forwards proprietary updated draft "GES8AR fl Amend Supporting Leak- 
Before-Break " Submittaf for carbon steel piping scheduled for 85061 B Rept withheld 
(ref 10CFR2 790) 

SHERWOOD.G G General Eleclnc Co 85/04/26 THOMPSON.H.L Division of Li- 
censing 6pp 30062 208-30062 213 


F. Security, medlcsli emerger)cy A ffre protection plans 

BS04306230 Nolihcation of 850436 meeling w/GE fn Bolhesda.MD to discuss NRC 
review of facility SPDS display formats 

BCALETTI.DC Standardization A Special Projects Branch 05/04/19 THOMAS, CO 
Standardization A Special Projects Branch 3pp 30072 163-30072 165 


O. Advfsory Committee on Reactor Safeguards reports A correspondence 

65 04220306 Summary of ACRS Subcommittees on GESSAR-II A Reliability A Probabi- 
listic Assessment 641018-19 meetings rn Los Angelos, CA re GE application for final 
design approval 

* ACflS • Advisory Committea on Reactor Safeguards 85/01 /31 ACRS • Advisory 
Commillee on Reactor Safeguards 29pp 29947 070-20947.106 

0604260209 Advises that discretionary release ot proprietary portions of GESSAR-II 
PRA A related documents not warranted Potential injury to GE competitive position 
from release outweighs minimal enhancement of peer review 
PALLAOJNO.N.J Commissioners 85/04/16. WARD.O A ACRS - Advisory Comm Itteo 
on Reactor Safeguards 3pp 30029 332 30029.334 


T. Hearing transcripts on non-antitrust matters 

8504100416 Transcript of ACRS Subcommittee on GESSAR li & Reliability & PRA 
8S0328 meeting in Albuque;que,NM Pp 287-466 A 508 603, Supporting documenta- 
tion end 

’ ACRS ‘ Advisory Committee on Reactor Safeguards 85/03/28, 249pp 29723 001- 
29723*249. 

8604100264 Transcript of ACRS Subcommittee on GESSAR II & Reliability A Pmbabilis- 
bc AssessmenI 850329 meeting in Albuquerque, NMPp 604-650 & 722-748 Related 
rnfo end. 

• ACRS ' Advisory Commitlee on Reactor Safeguards 85/03/29. 86pp. 29729.1 37- 
29729.225 


DOCKET STN-50-454 BYRON STATION, UNIT 1 


A. Appllcatlon/consiriictfori stage documents & correspondence 

8604120182 Responds to FOfA request for Caseload Forecast Panel lifes in Ofc of Re- 
source Mgt Forwards listed documents Documents also available fn PDR 
FELTON.JM Division of Rules and Records 84/06/06, KILLEFER.C Shaw, Pittman. 
Polls & Trowbridge 2pp 30300 003-30303 129 
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■8504120335 Caseload Forecasi Panel sile be rescHeduled tor B30324 & 

25 due to ASLB request for independent assossrnonl oF applicant fuel load date 
EISENHUT.DG Division of Licensing 03/03/10 SCROGGINS, RM Division of Auto 
jnated Information Services 390pp 30316 132-3031 7 049 

■8604150390 fomards updated consi status repls for LaSallf Units 1 & ?, Byron Uni is 
1 a 2 & Braidwood Units 1 & ? as of C20930 for inclusion in NUREG-0030 
PETERSON, E M Commanwealth Edison Co 82/10/27 HARTFIELD.R A Information 
Systems Branch 9pp 30325 330 30325 346 


E NRC Safety Evaluation Report (SER), suppis & Gorrespondenc© 

C503220393 forwards fnsp Ropls 50 454/04 8G & 50-455/84-55 on 041010-050204 No 
roncompliancG noted 

HARRISON JJ Region 3, Office of Director 05/03/09 REEDC Comnionweatih 
Edison Co 2pp 29403 320 29403 33b 

-8503220398 Jnsp Reph 50 454/04 06 & 50 455/84 S5 on 041010 850204 No non- 
complianco or deviation noted Major areas inspected SEF? confiimnlory items & alfe- 
gations concerning designs 

WARD.K D . MUrfETI J W , JACOBSON, J M Region 3, Oflico of Director B6/03/06 
7pp 29403 330 29403 336 


tr Security, medical, emergency A ftre protection plans 

8504020203 Advisos lhal 850225 Rev 13 to plant security plan consislent w/p/ovjslons 
o1 10CFR50 54(p) & acceptable 

AXGLSON.W L Rogion 3, Office of Director 86/03/20 FARFIAR,D L Commonwealth 
Edison Co 2pp 29^185 063 29585 064 

8504000475 Forwards rosponso to 850211 Physical S-ecurily Insp Repl 60 454/84 05 A 
notice of violation from msp on 041210,19 20 & 850107-11 Response withheld (rof 
1CCFR73 21) 

FARRAR,DL Commonwealth Edison Co 65/03/22 KEPPLERJG Region 3. Office 
or Director Ip 29689 020 29609 020 

8504110467 Rev 1 to Ernorgertcy Plan Implementing Procetfuro BZP 380-14, “Post Ac 
cidont Sampling of Diluted Liquid RfidwaslG" & Rev 2 lo BZP 500 Ttl, “Checklist - 
Inventory of Control Room Area Emorqency Supplie*!’'’ 

* Commonwoaltfi Edison Co 86/03/25 lipp 20765 001-29766011 

8604020209 Confirms 050402 mooting in Glon Ellyn, IL to conduct onforcemeni confer- 
ence to discuss results of 05031 1 safeguards insp 

NORELIUS,CE Region J, Olfice ol Director 65/03/27 RFED,C Commonwealth 
Edison Co Ip 20562 270 29502 270 

0504160007 Revs lo omergoncy plan Inipfemenling proccduresjncliiifing Rov 1 to DRP 
1100-T1, “Roullno Daily Survey Checklist," Rov 4 lo OHP 1210 3, "Fimokoeping" S 
RovO to DRP 1520 6 “Compfolion of Rodiooclive Mall Shipping Forrii" 

• Commonweallh Edison Co 05/03/29 75pp 29022 037-29822 111 

8S0 4 260072 Forv/nrds public verblon of generating stations emergency plan lolephono 
directory 

LICARI.K Commonwealth Edison Co 05/03/31 Record Services Qranch (Docurnont 
Conlrol Desk) Ip 30037 200 30037 263 

-8504260003 Fiihllc version of generating Mations omergoncy plan lolophone 
directory W/050419 rolenbe memo 

• Commonweallh Edibon Co 05/02/11 57pp 30037 209-30037 263 

8504090207 Rov 4 lo Procedure D2P COO At, ''Prioritized Cull Listing for Staff Augmen 
lallon Purposes “ 

* Commonwealth Edison Co 05/04/02 17pp 29702 329-20702 345 

8604190436 Revised Gmorgoncy implomontingpfOcdures.InctudiFifj Rev 2 lo LZP'1200 3 
(0 classification of Iodine release, Rov 6 lo lZP-12Kt 1 fo hazardous mail Incidents 
roporlmg & LZP index 

* Commonwoolth Edison Co 85/04/04 Opp 20910 224 20910 202 

8504220140 Rov 3 lo Emorgoncy Plan Implomontlng Procedure DZP 500 TO, "Chock- 
Iist-Envlron Monitoring Supplies " 

• Commonwealth Edison Co 05/04/10 Opp 29938 201 29938.201 

8604230023 Forwards Insp Ropls 50 454/05-10 & 50-455/05 07 on 050301- 0402 No 
noncomp fiance noted App cummarizos wooknossos Idonlifiod In training program for 
noncssenllal & Unit 2 const porsonnol 

PAPERIELLO.C J Rogion 3, Office of Director 05/04/ IB REED.C Commonwoalth 
Edison Co 3p|i 29950 214 20960 2?4 

- 0SO423OO26 jnsp Ropta 50 454/85 10 & 50-455/05-07 on 050301-0402 Nd noncom 
pliance noted Major areas I nspoclod allegations ro provisions for 

assembly, evacuation, ronssombly & tmaltti physics care for ovauinlod personnel 
PLOSKI.T. PHILUPS.MP Rogion 3, Office of Director 05/04/17 Opp 29950 217 
29950 224 


G, Adjudicatory correspondence 

8504010083 Responds lo end D5022B hr re return of two ulil emergency planning 
documents Available copies are nxlilbils In record of proceeding A cannot bo 
removed Related correapondenco 

LEWIS.SH Hearing Branch 2 j^f205 279 05/03/27 COPELANO,VQ I sham. Lincoln 
& Beale 7pp 295/)'247-?9571 253, 

8504100238 Requests rolurn of listed prolQCtad Info provided ns cfoflnod in Paragraph 7 
o( flillldavit of nondisclosure Instruciiona for ifanomiltal & list of individuals signing alfJ 
davils provided Rolalod corfospondonco, , „ 

LEWiS.SH Hoanng Brar^h 2 //205 45Q. 05/04/05 CASSEL.D.W Business & Pro 
fessionsl People for the Public Interest MiU ER.M I Isham, Llncofn & Benlo 2pp 
2972D 047-29729 046 


J Insurance & Indemnity inlorrriatloji 

85040401 12 Forward** Endorsement 14 to NELIA Policy NF 277,Endorsomenls 164,165 
& 166 10 NELIA Policy NF 43,£ndorsomienls 140 & 141 to WAELU Policy MF 22,En> 
(lorsement 34 lo NEl lA Policy NF 253 & Endorsement 85 to NELIA Policy NF-167 
OSIER, J Commonweallh Edison Co 85/03/27 SALT2MAN,J Assistant Director for 
Stale & Licensee Relations t3pp 2961 i 261 29611 294 


K Uinily Final Safely Analysis Report (FSAR) & amends 

8504298021 Documonls manner in which util proposes lo satisfy 1-0CFR5O 71(e} re 
quiremenl for periodic updating of FSAR NRC rovrew of plan rrecessary because 
scheduiar exemption apparently required 

TRAWW.TFI Commonwealth Edison Co 85/04/16 DENTON.HR Office of Nuclaar 
Reactor Regulation, Director 2pp 30046 353 30045 354 


P Operating llcerrse stage documents i8t correspondence 

0504010171 Responds to JF Streeter 841114 Hr ro design S const of facilities Items 
identifiod by intervonor expert witness in remanded Byron hoanng 
TRAMM.T R Commonwealth Edison Co 84/11/26 KEPPLEFt.JG Region 3, Office of 
Oireclor 46pp 29569 296 29569 343 

6504010119 Forwards response to request for add! mfo ro TR Tramm 841126 Ur con- 
cerning design & const of facilities 

TRAMM T R Commonweatth Edison Co 64/12/1 1 KEPPLER.J G Region 3, Office of 
Director 25pp 29566316 29566 340 

0604010065 Confirms 850327 meoling w/uli! in Byron, IL lo discuss progress of star! up 
program, por WL Fornoy 860322 discussion w/T Tramm 

NORELIUS.CE Region 3, Office of Director 85/03/25 nEED,C Commonwealth 
Edison Co Ip 29671 046 29671 046 

0594010183 Ack receipt of 850313 Rov 33 to OA Topical Rapt CE-1 A Review will re 
uiro rnoro than 60 aays 

PESSARD.R L Region 3, Of free of Direcfor 05/03/26 REED.C Commonweallh 
Edison Co 2pp 20669 069 29569 070 

0604090477 Summary of B50327 meeting w/QNL.ulil & Woslingtiouso in Belhesda.MD 
ro incrcpbo in aflewable oulage Umob in Tech Specs List of attendees & vrewgraphs 
oneJ 

OLSHAN.LN Licensing Branch 1 85/03/29 Licensing Drarrch 1 23pp 29744 256 
29744 279 

8504180030 Forwards cfociiineniation ro bills issued for cost of four reviews of OLs in 
response lo 850308 itr Fee clds&ilicolion discussed W/o end 
MILLER.WO License Fog Mg rragoment Branch 85/04/08 DEL GEORGE, LO Com- 
monweallh Edraon Co 2pp 29920 208-29920 209 

8504240435 Summary of 050-304 moelmg w/util & DNWL ro review of regulatory re 
quiroments (NUHEG 0865Jssue 3), per NRC B501 17 Hr 

BEVAN.R B Operating Reactors Branch 2 85/04/00 Operating Reactors Branch 2 
4pp 29988 124 299 86 127 

8504230109 Forwards revised pages to Rev 34 to CE 1-A "QA Program for Nuclear 
Ganoratinq Stations " Revs roflecl roorganrzation changes 

ALEXANDER.GL CommonwoaUh Edison Co 85/04/10 KEPPLER.JQ Region 3, 
Oflico of Director 5pp 29948 306-29949 030 

-0504230207 Revised pages lo Rov 34 to "QA Program (or Nuclear Generating Si a 
hons" 

* Commonweallh Edison Co 85/04/10 79pp 29946 313 29949030 

8604120206 Generic ttr 05-06 to all PWR ficonsoes & all applicants for OLs re QA guid 
nncG for ATWS equipment not saloly-rclaled Sve list end 

THOMPSON, HL Orvisron of Licensing 85/04/16 Consolidalod Edison Co. of Now 
York, Inc 22pp 20947 286 29947 309 

8504290241 Submits addi Into re |uatification for interim operation of Woslinghouso 
7300 series Instrumontaiton.por NflC request NIC cards modified by installation of 
jumpor wirob in place of relay 

THAmM.TH Commonweallh Edison Co 05/04/16 DENTON, HR Of fico of Nuclear 
Reactor Regulation. Dtrec tor 2pp 30046 090 30046 099 

BS04 120031 Generic LIr 85 02 to all PWR licensees & appficants, holders of CPs & Fori 
St Vrain ro recommended actions stemming from NRC Integrated program for resolu 
lion of unresolved safety issues re steam generator tube anlegrily Sve list end 
THOMPSON, HL Division of Licensing 85/04/17 Yankee Atomic Electric Co 127pp 
29053071-29053 262 


Q. Inspection raporle, lE Bulletins & correspondence 

8504126143 Forwards ''Preservice Insp Summary Rept," per requiremor^ts of Arilcio 
IWA6000 of Section XI of ASME Boiler S Pressure Vessel Code, 1977 edition through 
Summer 1976 addenda 

QUERIO.R.E Commonwealth Edison Co 85/02/23 KEPPLER,JQ. Region 3, Oflice 
of Director Ip 20781289-29704 290 

-6604120'I45 "Preservico Insp Summary Ropl" 

• Commonwealth Edison Co 06/02/15 Dpp 29704 290-20764 290 

8503220303 Forwards Insp Repis 50 454/04-86 & 50 455/84-55 on 841010.050204 No 
noncompllanco noted, 

FIARRISON.JJ Rogion 3, Offica of Director 05/03/69 REED,C Commonwealth 
Edison Co 2pp 29483 320 29483 336 

-0563220308 Insp riopts 50 454/04 86 & 50 4 55/84 55 on B41010-D50204 No non- 
compliance or dovjalFon noted Major areas inspecled SER confirmatory ilenis & a!ls- 
nQlior>s concerning designs 

WARD.K 0 , MUFFETT.J W , JACOBSON. J M. Region 3. Oflice of Director. 85/03/06 
7pp 29403 330 29483 336 
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05<]31'9O659 IE Info NoIilg 85-022, ’’LimitorquQ Motor Operated Valves Resulling From 
Incorrect installalion of Pinion Gear ” Svc list end 

JORDAN, € L DiviSJOn ol Emergency Preparedness & Engineering Response {Posi 
830103} OS/03^21 Consolidated Edison Co of New Yorfi, Inc lOBpp 29597 001- 
29597 005 

6503210461 IE Enfc Notice 05 023, *‘jnadeqLratc Surveillance & Post Main! & Post Mod 
Sys Tesllnp ” Svc list end 

JORDAN.t I Division of Emergency Preparedness & Engrneenng Response (Post 
830103) 85/03/22 Consolidated Edison Co of New York, Inc fOBpp 29656001- 
29656 107 ^ 

8504080476 Forwards response to 85021 1 Physical Security Inso Hept 50 464/84 85 4 
notice of violation from insp on 8'11210, 19-20 8 650107-11 Response wilhhofd (ref 
10CFR73 21) 

FARRAR, DL CommonweaCth Edison Co 05/03/22 KEPPLER,JG Region 3, Office 
of Directo; Ip 29689 020 29689 020 

8503220444 IE Info Notice 85-024, ‘'Failures of Protective Coalings in Pipes & HXs " 
Svc list end 

JORDAN.E L Division of Emergency Preparedness S Engineerirvg Response (Post 
830103) 85/03/26 Consolidated Edison Co of New York, Inc fOOpp 29596154 
29696 363 

8504020209 Confirms 850402 meetJng in Gfen Ellyn, IL to conduct enforcement confer- 
ence to discuss results of 850311 safeguards insp 

NORELIUS,CE Region 3. Office of Director 85/03/27 REED.C Commooweatth 
Edison Co ip 29582 270 295B2 270 

8503280837 IE Info Notice 85-025, “Consideration of Thermal Conditions in Design & 
Instalialion of Supports for Diesel Generator Exhaust Sriencors " Svc list end 
JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc 107pp 29667199- 
29667 305 

85032SC04S IE Info Notice 85 026, ''Vacuum Relief Sys for BWR Mark I 4 II Conlatn- 
ments " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 63/04/02 Consolidated Edison Co- of Now York, Inc 92pp 29667*107- 
29667 193 

8504010039 IE Info Notice 65 027, ''Notifications to NRC Operations Cir & Reporting 
Events in LERs “ Svc lisl end 

JORDAN.E L Division of Emergency Preparedness 4 Engineering Response (Posi 
830103) 85/04/03 Consolidated Edison Co of New York, fnc 98pp, 29690 255- 
29690 362 

6504090229 Forwards fnsp Ropls 50 454/04 51 & 50 455/84 35 on 840613-850402 & 
notice of violation 

SF6SSARD.R L Region 3, Office of Director 05/04/03 REED.C Commonwealth 
Edison Co 2pp 29699 023-29699 072 

-8504090236 Notice of violation from insp on 840913 850402 
SPESSARO.RL Regfon 3. Oflico of Director 85/04/03 3pp. 29699 025-29699 027. 

-8504090242 Insp Repts 50 454/84-51 & 50-455/84-35 on B40B13-050402 Violations 
noted failure to follow Procedure 3 09 for oblnining as l>uiJt dimensions & Inadequate 
examples of design control 

YIN.I T. DANIELSON.DH Region 3, Office of Director 85/04/02 45pp. 29699 028- 
20899072 

8504230028 Forwards Mgt Meeting Ropts 50 010/85 05,50 237/85-12. 50 249/85- 
11,00-254/85-08.50 265/65 09.50-295/85-14. 50-304/86-14.50 373/85-10.50 374/85- 
10 A 50-454/65-13 on 850907 No noncomplianco noted 

NORELIUS.CE Region 3, Office of Director 85/04/03 REED.C Commonwealth 
Edison Co 2pp 29966 063 29966068 

-8504230040 Mgt Meeting Repts 50-010/86 05.50 237/85-12,60 249/86 11, 60 264/ 
85 08.50-265/05 09.50-295/85.14.50-304/85 14 . 30 3 73/65 10,50-374/86 1 0 & 50 
454/85 13 on 850307 No noncomplianco noted 

LANDSMAN.HB Region 3, Office cl Direclof 85/04/03 4pp 29960 065 29966*068 

8504050042 Supp! 1 1o fE Info Nolice 85-003, “Separation of Primary Roaclor Coofanl 
Pump Shaft & Impel fer “ Svc list end 

JORDAN.E L Division of Erricrnency Preparedness A Engineering Response (Post 
830103) 05/04/09 Consolidated Edison Co ol New York, Ino. foipp 29791,025- 
29791*126 

8504059047 IE Info Notice 85 026, “Partial Loss of AC Power & Dfesol Generator Deg- 
radation '' Svc list end 

JORDAN.E L DiviSlor> of Emorgoncy Preparedness 8= Enginooring Response (Post 
830103) 85/04/09 Consolidated Edison Co. of New York. Inc. lOOpp 29790 278 
2979 1 024 

8604090419 IE Info Nolrce 05 029, “Use of UnquaHfled Sources in Well Logging Appir- 
cations ” Svc lisl end 

PAF|TLOW,JG Division of Irspectfon Programs (PosI 850212) 05/04/12 Consofidal- 
od Edison Co, of New York, fnc, €6pp 29032 001-29032 023 

8504230313 Forwards fnsp Repts 50 464/65-14 8 50-455/85-09 on e50327'29.No non 
comp li an CO noted 

PAPERIELLO.C J Region 3. Olfice of Director 85/04/16 REED.C Commonwealih 
EdisonCo 2pp 29950331-29950 340. 

-8504230319 Insp Repts 50-454/85-14 & SO 455/85-09 on 850327-29.No violation or 
deviation noted Major areas inspected slartup radiation surveya/adiafion protection 
fa Cl lilies, rad waste sys, IE info notices.LER$ & open ftema, 

HUETEaLJ, NICHOLSGN.NA, GREGEft.L R. Region 3, Office ol Director. 85/04/ 
18 8pp 29950333-29950 340 

05O423OC23 Forwards Inap Repts 59 454/85-19 & 60-465/85-07 on 050301* 0402.No 
noncomplianco noted App summanzes weaknesses Identified In training program for 
nonessenlial & Unit 2 const personnel 

PAPERIELLO.C J. Region 3. Office of Direclor 65/04/18 REED.C. Commonwealth 
Edison Co 3pp 20950*214 299S0 224 


-8504230026 Insp Repts 50 454/65-10 & 50 455/85 07 on 850301 0402 No norcpiT 
p] ranee noted Major areas inspected allegations re provisions for 

assembfy.evacualron.roassembjy S health physics care for evacuated personnel 
PLOSKf.T, PHILLIPS.MP Region 3. Office of Director 85/04/17 app 20950 217- 
29950 224 

8504179240 IE Info Notice 85 030, “Microbiologically Induced Corrosion Containment 
Svc Water Sys " Svc list and 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/19 Consolidated Edison Co of New York, Inc 109pp 2996S 258- 
29966 363 

0504190055 IE Info- Notice 65 032, “Recent Engine Failures of Emergency Diesel Gen- 
erators “ Svc fist end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Po-sl 
830103) 85/04/22 Consolidated Edison Co of New York, Inc I09pp 299Q0 239 
29988 347 

8504190960 IE Info Nolice 85 033, “Undersized Nozzfe-To Shell Wefded Joints In Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code “ Svc list 
enci 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/04/22 ConsolidalBd Edison Co of Now York, Inc 108pp 29989 00 f- 
29089 107 

Q 5042901 62 Confirms 850429 enforcement conference in Gfen Ellyn.lL to discuss oper 
ation of Unit 1 w/cerlain protection sys components not selsmically qualified & ade 
quacyof technical review of test results 

NORELIUS.C E Region 3, Office of Director 85/04/22 REED.C Commonwealih 
Edison Co Ip 30051 308 30051 308 

6694290286 Forwards Insp Rept 50 454/85 09 on 650301-0401 & nolice of violation 
WARNiCK.R F Region 3. Office of Director 85/04/22 REED.C Commonwealth 
EdisonCo 2pp 30040 207-30046 224 

-8504290292 Notice of violation from insp on 860301 0401 
WARNICK.R F Regiof^ 3, Office of Director 85/04/22 2pp 30046 209-30046 210 

-8504290295 Insp Rept 50 464/85-09 on 050301-0401 Noncompliance noted failure to 
follow sun/elllance procedures & failure to follow administrafivo procedures ro over 
time guidelines lor personnel performing safely-related functions 
FORNEY.W L Region 3, Office of Director 85/04/19 14pp 30046 21 1-30046 224 

B604220347 IE Info Nolice 84 04,Rev 1, “Deficiencies In Forro-Rosonant Transformers " 
Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/24, Consolfdaled Edison Co, of Now York. Inc flBpp 30027 067 
30027,184 


Perlodlo operating reports & related correspondence 

6504120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Fa 
source Mgl Foiwards listed documents Documents also available in FOR 
FELTON, JM Duvisi on of Rules and Records D4/06/D6 KILLEFER.C Shaw, Pittman, 
Polls & Trowh/ldgo. 2pp 30300 003 30303 129 

-6504 120226 Forwards updated const status repts as of 831231 for LaSalla Unit 
2,Qryon Units 1 & 2 & Qraidwood Units 1 & 2 Info for Inclusion in NUREG 0030 
PETEflSON.E M Commonwealih Edison Co 84/01/30 HARTFIELD.R A Inlormatioh 
Systems Branch 5pp 30318 170-30318174 

-6504120340 Forwards updated const status repts as of 840419 for LaSallo Unil 
2,Bryon Units 1 & 2 & Braidwood Units 1 & 2 Info for Inclusion In NUREG 0030 
PETERSON.EM Commonwealih Edison Co 84/04/19 HARTFIELD.R A Of lice ol 
Resource Managemenl Direclor lipp 30316*220-30318 230 

-6504120424 Forwards updated const status repts as of 830630 for LaSalle Unil 
2.Byron Units 1 5^ 2 & Braidwood Units 1 & 2 Info for Inclusion In NUREG 0030 Relat- 
ed documentation also end. 

PETERSON, E M Commonwealth Edison Co 83/07/26 HARTFIELD.R A Information 
Systems Branch 300pp 30318 291-30319 130 

-65Q415004B Forwards updated const status repts as of 830930 tor LaSalle Unit 
2,Brypn Urals 1 & 2 & Braidwood Units 1 & 2 Info for inclusion in NUREG 0030 
PETERSON.E M Commonwealih Eefison Co 83/10/27 HARTFIELD.R A Information 
Systems Branch 9pp 30318.042-30318 050 

-8504150204 Forwards updated const status repts as of 021231 for LaSalle Unit 
2, Byron Units 1 & 2 & Braidwood Units 1 & 2 Info for inclusion in NUREG 0030 
PETERSON.e M. Commonwealth EdisonCo 83/01/26. HARTFIELD.R A Information 
Systems Branch 1 fpp, 30325 189-30326 199 

-9504150463 Forwards updated const status repts for LaSalle Unit 2, Byron Units 1 & 2 
& Braidwood Units 1 & 2 as of 830331, for Inclusion In NUREG 0030 
PETERSON.E M, Comraonweatlh Edison Co 83/04/27 HARTFIELD.R A Information 
Systems Branch 9pp 30326069-30326,077. 

-0504160078 Forwards updated const status repts for LaSalle Units 1 & 2 & Byron 
Units 1 4 2 as ol 791231 for fnefusion in NUREG 0030 Status of Braidwood Units 1 & 
2 renftalns unchanged 

SMITH, OH Commonwealih Edison Co. 80/01/06 LOVELACE.WH NRC - No Da- 
lai lod Affifiallon Given 7pp 30333*238-30333 244. 

8504180641 Monlhly operaling rept for Mar 1905 W/05O4OB Ur 
TONEY.JP, QUERIO.RE Commonwealih Edison Co. 85/03/31 8pp 20011 161- 
29911.168 


S. Reportable occurrences, LERs & related correspondence 

0504160512 LER 85-O29‘00.on 6 5 03 05, re actor trip occurred due to trouble shooting by 
Instrument malnt personnel .Caused by personnel error Training class for lechnicTans 
re reactor trip (ogle will be conducted. W/850305 Ur 

KNARR,P., QUERIO.RE Commonwealth Edison Co. 85/04/01 3pp 29811,047- 
29011 049 



DOCKETED ITEMS 259 


8504030122 LER 05 021-00 on 05021 7.secur(ly computer failod.prQvenlmg liourly fire 
watch Cause unknown Key will be issued to tire watch personnel when computer 
access cannot be obtained W/030315 Hr 

CASSIDY, R , OUERIO.R E Commonwealth Edison Co 85/03/15 3pp 29592 228- 
29592 230 

6504030102 LER 05 022 00 on 0602 18, reactor trip occurred due to High positive rate on 
power range ex core neutron detector Caused by lower detector on one channel tail- 
ing & othor channel being out of svc for testing W/a40d19 (tr 
GEORGE, D. QUERIO.RE Commonwealth Edison Co 05/03/19 4pp 29592 244 
29592 247 


8504230042 LER 85 036 00 on 05O3l4,during pfanl recovery following loss of offsite 
power teal. safely injection occurred duo to lov/ steam lire pressure Caused by oper 
ational condition of plant W/0504t2 Itr 

WEHNER.L. QUERtO.RE Commonwealth Edison Co 05/04/12 3pp 29966 103 
29966 105 


8504220DBQ LER 85 037 00 on 050323,wh]|e plant oporaied m Mode 5, mam control 
room outside air intake radlalion monilof OPR33J went into interlock mode Cauaed by 
dirty particulate fitter Filters now changed daily W/8504 16 Itr 
HYtERSKr.M . QUER10,R E Commonwealth Edison Co 85/04/16 3pp 29928 206 
29928 210 


6504040388 LER 85 024-00 on 850301, turbine/reactor trip occurred Caused by inabllily 
of turbme oleclro hydraulic controller to properly posilior) governor valves to pick up 
generator load Load vs valve position curve revised W/650319 Hr 
RNARR.P, QUERIO.RE Commonwealth Edison Co 05/03/19 3pp 29670 234* 
29670 236 

8504056081 LER 05 023 00 on 850227, automatic safety injection acluaClon 
occurred Caused by improper calibr of digital etootro' hydraulic controlfora & valve 
Interlocks Valve positions recalibr W/050319 Ur, ^ 

WURZ.E. aUERiO,RE Commonwealth Edison Co 85/03/19 4pp 29675 093 
29675 096 


6504020310 Part 21 & inlerim deficiency repl re defective Parker-Hannifin Co airline 
check valves In MSIV actuators fnitlally reported on 850319 Valves falling initial test* 
Ing will be Inspected Next ropt within 60 days 

OIIERIO.R E Commonwealth Edison Co 66/03/21 KEPPLER.J G Region 3. Office 
of Director 2pp 29578 028 29570 027 


8504040S02 LER 85 025-00 on 850301, emergency trip header tow pressoro reactor trip 
surveillance not performed wilhrn required interval prior to reactof startup, Caused by 
survoilfanco schedule program not listing applicable mode W/050325 Hr 
SHAW.O , QUERIO.R E Commonwearih Edison Co 85/03/25 3pP 29869 002* 
29669,005 


8504300840 LER 05 040 00 on 05031 Q.control room vonlilation sys Tech Spec limiting 
condition for oporation actior> slatennei>1 not entered within required time limit when 
Tram A process radiation monitor not available W/O5O410 Itr 

RYTERSKI.M . OUERIO.R E Commonwoaflh Edison Co 85/04/10 3pp 30067 351* 
30067 353 
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A AppllPatJon/conetructlon atage documents & correspondence 


8504120182 Responds to FOIA request for Caseload Forecast Panel files m Ofc of Re 
source MntForwards Med documonis Documents also available in PDR 
FELTON. J M Division of Rules and Records 64/08/06 KILLEFER.C Shaw, Piliman, 
Potts & Trowbridge 2pp 30300 003*30303 129 

6504 120335 Requests Casefoad Forecast Panel site visit ba rescheduled for 030324 & 
26 due to ASL0 request for Indapondont assessment of applicant fuel load dale 
EtSENHUT.DG Division of Ucensing 03/03/10 SCROGQINS,rr M Division of Aiilo 
mated information Sorvicos. 390pp 30316 132-30317 049 


8504020279 PNO 111*05 023A licensee dolormined fack of Inslrumonl air pressure re* 
aponsiblo for failure of two MSI Vs to properly close Defective valvos replaced & satis* 
faclorify retested RHR pump 1B did not fail to automatically start ^ 

LERGHvR . QREENMAN.E Region 3. Office of Olreclor 85/03/27 Ip 29581 354- 
29581-354 


'8604160390 Forwards updated const status repls for LaSalle Units 1 & 2. Byron Units 
1 & 2 & Breldwood Units 1 & 2 as of 820930 for Inclusion in NURCG 0030 
PETERSON, E.M Commof^weaHh Edison Co 02/10/27 HARTHELD.R A Information 
Syaloms Branch. Qpp 00326 000 00325,346 


8504080536 LER 86 026*00 on 050228, radiation monitor 1PR11J loft Isofatod from con- 
tainment almosphore after malht activity on vafvo 1 PROD IB Administrative conirols Im- 
plemented to ensure sys inlegrity/propef rosloration after mainl W/860329 Itr 
HILDEBRAND, R , OUERIO.R E Cornmonwoaflh Edison Co 86/03/29 3pp 

29607 134*29607 136 

0604060543 LER fl5*027'00 on 85031 4,MSIVs 1A & ID failed to close during steam lino 
isolation imlialed after loss of offsito power aiartup lost Caused by air supply chock 
valves failing to seal W/850329 Hr 

ROaiNSON.MJ, QUERfO.RE Commonwealth Edison Co 85/03/29 6pp 

29687119 29687 124 

0504110186 LER 04 042*00on 841031, data sheet Incompfote for Survoillanco 
4 710 3 1 nol accounting for eloctro manual pilot control for vatvo Caused by 
Ivoo River Screen House C02 sys walked down & procodure revised W/060401 Itr 
DIAZ.CJ., QUERIO.RE Commonwealth Edison Co 05/04/01. 3pp 29777,243* 
29777 245 

0604110441 LER 85 033*00 on O5O314j}ar1iculnl0 flllor 8 iodine cartridge colloclod from 
auxiliary bldg voni slack monitors 1RE-PR028 S 2RE-PR020 nol analyzod as required 
by Tecll Spec Table 4. 1 1*2.Causod by porsonnoJ orfor.W/fl50401 Hr. 

SCOTT.AB, aUERIO,R.E. Commonwealth Edison Co 05/04/01 3pp. 20776-275 
29775 277. 

0604110614 LER 05 034 00 on 050318, during MSIV operability losi, operator accidon 
tally actuated manual safety injocllon handswHoh Inaload of manual main steam isola- 
tion handswilcb Operators remlndad to read labol8.W/060401 Hr ^ ^ 

WURZ.E. QUERIO.RE Commonwealth Edison Co 85/04/01. 3pp 29780 180* 
29780 182 

0504110639 LER 05*020 00 -on 050304,foactor tripped due to mariual turbine 
trip Caused by abnormally fluctuating generator ouiput-Tralnino dopt will omphaaKO 
that turbine power may vary from generator MW output W/8504D1 Hr 
KNARR.P., QUERIO.R.E Commonwealth Edison Co. 85/04/01. 3pp 29770.2B3* 
29779 205 

0604170504 LER 05*031*00 on 8 50 3 08, react or trip occurred due to aloam generator 18 
lo-2 level Caused by trip of feedwater pump 10 dudng investigation of lube oil 
probiem.lnstrumonls fGcalibr.W/fl60401 Itr 

WILLIAMS, R.M,, QUERIO.R E CommonwQallh Edison Co* 05/04/01. 3pp 29840:360 
29840 362 

0604230047 LER 85 032'00-on 85031 4, tow preasufo feedwater hoalar nonreturn check 
valve 14C discovered improperly Inslallod Caused by const (nslatlalion error Valve 
(Btaslalled correctly W/850402 Ilf « «««««/»«« 

WfLLIAMS.R M., QUERfO.R.E, Commonwoallli Edison Co 06/04/02. 3pp. 29960'O21- 
29966 023 


8504170499 LER 05 030 OO.on 05031 3, during up power maneuver to 10%. steam gen- 
erator narrow-range level decreased to A% above lo lo selpoInt.Cou80(f by low feed- 
water suction pressure Automatic bypass mod m Prog;0«s.W/86O4O6 Itr , 

REISTER,J, QUERIO.RE Commonwealth Edison Co, 05/04/05, 3pp. 29043“360* 


8604180461 PNO‘lll-05 O33'on 0604 10, re actor tripped due to four control rods dropping 
Into reaotor.Cause under investigation. Contamination Incident occurred In auxiliary 
bldg Caused by teniporary pining mod atfowing pressure on rupture disk. 

FORNEY, W. GREGER.L,, WARNICK.R, Region 3, Offico of Director. 05/04/11* Ip. 
29859-255 20059:265. 

65042401B7 LER 85-038 00 from 850117*0331,002 fire protection sys valve alignment 
not verified per Tech Specs Caused by surveillanco coordinator error.Survelffance co- 
ordinator Instructed to chock foiled surveillances W/0604 11 Itr 
SHAW.D., QUERIO,R.E Commonwealth Edison Co. 85/04/11 3pp 20075343* 
29075.345. 


8504010171 Responds to JF Stfooler 041 114 Ilf re design & const of facilities hems 
Idenlifled by tntervonor expert witness In remanded Byron hearinn 
TRAMM.T.R, Commonwoollh Edison Co 84/11/26 KEPPLER.J G Region 3, Office of 
Director. 46pp 20569 298*29569 343 

8604010119 Forwards response lo request for addi info re TR Tramm 841 12G Itr con 
corning design & const of facilities 

TRAMM.TR Commonwealth Edison Co 04/12/11 KEPPLER.J Q Region 3. Office of 
Director 25pp 29566316 20566 340 

660401006S Confirms 050327 meeting w/ulll h Byron, IL to discuss progress of startup 

K i,pBr WL Forney 650322 discussion w/T Tiamm 

iUS.CE, Region 3, Olfico ol Oiroclor 65/03/25 REED.C Commonwealth 
Edison Co, ip. 20571.040*20571 046 

8604010183 Aok receipt of 050313 Rev 33 to QA Topical Repl CE-I-A Reviow wjII re 
quire more than 60 </ay$ 

SPESSAHD.n.L Region 3, Offico of Olreclor. 65/03/26 REED.C Commonwealth 
Edison Co 2pp 29609 069*20669 070 

8604090477 Summary of 850327 meeting w/BNL,u1il & Weslinghouso In Bolhosda.MD 
re increase In atlowablo outage limes In Tech Spocs List of atlondeos S viewgraphs 

OLSHAN.LN. Licensing Branch 1. 85/03/29 Licenaing Branch 1 23pp 29744 256 
29744-279 


8604100030 Forwards documontallon re bills Issued for cost of four reviews of OLs in 
response lo 060308 lir.Foe class! flea I ion dfacussed W/o end 
MILLER, W.O. License Foe Management Branch 85/04/OB DEL GEORGE,LO Com 
monwealih Edison Co 2pp 29020 208 29920*209 

6604240436 Summary of 850304 mealing w/ulll & BNWL ro review of regulatory re 
quiremente INUREG-OSaS.lssue 3), per KRC 850 1 1 7 Itr. ^ ^ ^ 

BEVAN.R B. Operating Reactors Branch 2 85/04/09 Operating Reactors Branch 2 
4pp. 28900' 124*29900 127. 


8604230189 Forwards revised pages lo Rev 34 lo CE-l-A "QA Program for Nuclear 
Generating! Stations." Rave reflect reorganization changes. ^ „ 

ALEXANDERS L. Commonwealth Edison Co 85/04/10 KEPPLER.J Q Region 3, 
Office ol Director. 6pp 29948 308 29049:030. 


--8604230207 Revised pages lo Rev 34 to "QA Program for Nuclear Qenoraling Sla 


• Commonwealth Edfaon Co 85/04/10. 70pp 2994C'31 3-299 49 030 


8604120206 Generic Hr 86 06 to all PWR licensees & all applicants for OLs re OA guid* 
a nee for ATWS equJpmenl not safely-related. Sve list encl 
THOMPSON. H.L Divlslor^ of Licensing. 05/04/16 Consolidated Edisori Co of Now 
York, Inc. 22pp 20947.206 20947-309 


8504290241 Submits addI Info re iusllficallon for inlojim operation of Weslinghouso 
7300 aeries Instrumentation, per NRC request NTC cards modified by instellation of 

CommonwS^^^ Co. 95/04/16. DENTON.HR Office of Nuclear 
Reactor Regulation, OJreclor, 2pp 30040.090-30046 000, 


0604120031 Generic Llr 05-02 lo pH PWR licensees & appileanis, holders of CPa & Fort 
St Vrain re recommended actions atemmlng from NRG integrated program for rosolu 
tion of unresolved safely Issues re steam generalor tube imegniy Sve list encl 
THOMPSON.H.L, Division of Licensing, 85/04/17 Yankee Atomic Electric Co, 127pp 
29953 071-29959,262. 
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E, NRC Solely EvaluaUon Report <SEB), suppts & correspondence 

8503220393 Forwards Insp Rcpts 50*454/64 06 & 50-455/64 55 on B41010 8S0204 No 
norcompljance noted 

HARRISON.J J Region 3, Oltice of Director B5/03/09 REEO.C Commonweaftd 
EciisonCo 2pp 29^03 328 29403 336 

-*0503220390 insp Repts 50-454/64 66 & 50-455/64 55 OP 341010-050264 No non- 
compliance or devialion noted Major areas inspected SER confirmatory Hems $ alie- 
gafions concerning designs 

VVARD.KD, DANIELSON, DH Region 3, Office of Director 85/03/06 7pp 
29403 330 29483 336 


F. Securlly, medica), emergency & fire proleclfon plans 

0504110467 Rev 1 to Emergency Plan Implomenling Procedure BZPSBO 14, “Posl-Ac- 
cidenl SrtmpJirig of Diluted Lrqjid Radwaste ' & Rev 2 to BZP 500-111, “Clioclifisl 
Inventory of Control Room Area Emergency Supplies ” 

' Commonwealth Edison Co 65/03/25 11pp 29765 001 29765 011. 

0504020209 Confirms 850102 nrteehng m Glen Ellyn, FL to conduct enforcement confer- 
ence to discuss results of 650311 safeguards insp 

NORELfUS.C E Region 3, Office of Director 65/03/27 REED.C Commomvealih 
Edison Co Ip 29582 270-29502 270 

8604160007 Revs to emergency plan implemenling p/oceduros.including Hflv 1 1o 8RP 
1100T1, "Rouline Daily Survey Checklist," Rav 4 to BRP 1210 3, 'TlmakeepFna'* & 
Rev 0 to BRP 1520-6 "CompleJion of Radioactive Mali Shipping Form ” 

' Commonwealih Edison Co 05/03/29 75pp 29822 037-29322 111 

8504260072 Forwards pubFrc version of genGrating stations emergency plan telephone 
direclory. 

LICARf.K Commonwealih Edison Co 85/03/31 Record Services Branch (Document 
Control Desk) Ip 30037 208 30037 263 

• '8504260033 Public version of generating statrons emergency plan telephone 
directory W/a50419 release memo 

* Con^monweallh Edison Co 65/02/11 57pp 30037 209 30037 263 

8504090207 Rev 4 to Procedure BZP 600 A1, "PnoutJzod Call Listing for Staff Augmen 
lalion Purposes ” 

" Commonwealth Edison Co 65/04/02 17pp 29702 329 29702 345 

8504190436 Revised emargancy implementing procdures .Including Rev 2 to LZP-1200 3 
re classification of lodino release, Rev 5 to LZP-1210-1 re hazardous mall Incidents 
reporting S LZP index 

* Commonwealth Edison Co 85/04/04 Opp 29916 224-20918 232 

0504220140 Rev 3 to Emergency Pfan Implementing Procedure 8ZP 500 78, "Cbecit- 
fist Environ Monitonng Supplies " 

* Commonwealth Edison Co 85/04/10 6pp 29930 291-29938 291 

6 S 94230023 Forwards fnsp Reots 50-454/05-10 & SO-455/85 07 on 850301- 0402 No 
ron compliance noted App summarizes weaknesses Idonlitied in training program for 
nonessential & Unit 2 const personnel 

PAPER IE 1. LO,C J Region 3. Office of Director 85/04/18 REED.C Commonwealih 
Edison Co 3pp 29950 214-29950 224 

-8504230026 Insp Repis 60 454/05-10 & 50-455/85 07 on 050301 0402 No noncom- 
pFiance noted Major areas inspecladallegalrons re provisions for 
e55embly,evacuation,reassomb]y & hoallri physics care for evacuated personnel 
PLOSKf.T Region 3, Office of Director 85/04/17 0pp 29950 217 29950 224 


Q, Adjudicatory -correspondence 

8504010083 Responds to end 050220 ftf ro relurn ol two olif emergency planning 
documents Available copies are exhibits irv record of proceeding & cannot be 
removed Related correspondence 

LEWiS,SH Heanng Branch 2 ras 279 05/03/27 COPELANO.VG Ishairi, Lincorn 
0 Beala 7pp 29571 247 29571 253 

0604100238 flequssla return of iisted protected info provided as defined fn Paragraph 7 
of affidavit -of nondisclosure Instructions for transmiHal & fist of Individuals signing alfi 
davits provided Related correspondence 

LEWIS, SH Hearing Branch 2. #285 459 65/04/05 CASSEL.D W, Business & Pro 
fessconal People for Ihe Public Interest MlUER.Mf Isham. Lfncotn & Beale 2pp 
29729 047-29729040 


K. Utility Final Safety Analysis Report (F5AR> & anie>nds 

8604290021 Documents manner In which util proposes to satisfy 1OCFR50 71(e) re 
guiremeni for periodic updalmg of FSAR NRG review ol plan necessary because 
scheduler exompi I on appa/entiy required 

TRAMM.T R Commonwealih Edison Co 05/04/16 DENTON, HR Oflrce of Nuclear 
Reactor Regulation, Director. 2pp 30045 353 30045 354 


O. Inspection reports, 1C Bulfetlns & correspondence 

0503220393 Forwards Insp Repis 50-454/84-86 & 50 455/84-55 on 841010-850204 No 
noncompliance noted 

HARRISON.J J Region 3. Office of Director 85/03/09 REEO.C, Commonwealih 
Edison Co 2pp 29483 328 29483 336 

-.0603220398 Insp Rents 50-454/84 86 0i 50 455/04-55 on 041O1O-85OZO4.No non- 
complianco or deviation noted Major areas inspectotfSER confirmatory ilams & alle- 
gations concerning designs 

WARD.K D , Ml/FFE1T,J W, JACOBSON, J M, Region 3. Office of Director. 85/03/06 
7pp 29483 330.294a3'336 

0503190659 fE Info Notice 65 022. "Limitorque Motor-Operated Valves Resulting Prom 
Incorrect Installation of PinForv Gear " Svc list end 

JOHDAN.E L Division of Emergency Preparedness & EnginBering Response fPosl 
830103) 65/03/21. Consolidated Edison Co of New York, Inc fOBpp 29597 001- 
29597 005 


8503210461 JE Info Notice 85 023, "tnadoquale Surveillance & Post-Malnl & Post Mod 
Sys Teslifw " Svc list end 

JORDAN, EL Division of Emergency Preparedness & Englneermg Response (Post 
830103) 86/03/22 Consolidated Edison Co of New York, Inc lOBpp 2965 6 001- 
29656 107 

8503220444 IE Info Notice 85 024, "Failures of Protective Coatings In Pipes A HXs*‘ 
Svc list end 

JOB DAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/03/26 Consolidated Edison Co of New York, Inc fo&pp 29596 154 
29596 363 

0504020209 Confirms 850402 meeting in Gten EJiyn.lL to conduct enforcement confer 
encd lo discuss results of 85031 1 safeguards insp 

NOBELIUS.CE Region 3. Office of Director 05/03/27 REED.C Commonwealih 
Edison Co Ip 29SB2 270 29582 270 

8503280037 IE Info Notice 65 025, "Consideralion of Thermal Conditions in Design i 
Installation of Supports for Diesel Generator Exhaust Silencers " Svc fist end 
JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
830103} 05/04/02 Consolidated Edison Co of Now York, Inc 107pp 29667 109 
29667 305 

BS03280045 IE Info Notice 85 026, "Vacuum Retiaf Sys for BWR Mark I 0 II Contain- 
menls " Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 95/04/02 Consdidaled Edison Co of New York, Inc 92pp 29667 107- 
29667 198 

6504010-039 (£ Info Nolrce 05 027, ’’Notifications to NRC Oparalions Clr & Repoiting 
Events in LERs '' Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Rasponso (Pest 
830103) 85/04/03 Consolidated Edison Co of New York, Inc 98pp 29690 255 
29690 362 

0504090229 Forwards Insp Repts 50 454/84-51 0 50-455/84-35 on 840813-850402 I 
notico of violation 

SPESSARD.R L Region 3, Office of Director 05/04/03 REED.C Commonwealth 
Edison Co. 2pp 29699 023 29699 072 

“8504090238 Notice of violation from insp on 840813 850402 
SPESSARD,R L Region 3. Office of Director 05/04/09 3pp 29699 025-29699 027 

“8504099242 Insp Repts 50-454/84-51 & 50-455/04-35 on 84O813-05O4O2 Vpolationi 
noted failure to follow Procedure 3 09 for obtaining as-built dimensions S inadequate 
examples of design control 

YIN.IT, DANtELSON,DH Region 3, Office of Director 85/04/02 45pp. 29639 028 
29699 072 

8504060042 SuppI 1 to IE Info Nolice 85 003, "Separation of Primary Reader CJoolant 
Pump Shah & Impeller” Svc fist end 

JORPAN.EL Dfvjsion of Emergency Preparedness & Engineering Responso (Post 
830103) 85/04/09 Consolidated Edison Co of Now York, Inc lOIpp 29791 025 
29791 120 

8504050047 IE Info Notice 35 020, "Partial Loss of AC Power & Diesel Generator Deg 
radation " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (PosI 
830103) 05/04/09 Consolidated Edison Co, of Now York, Inc 109pp 20790 278 
29791 024. 

6504090419 IE Info Notice 05-029. "Use of Unqualified Sources in Well Logging Appil- 
cations " Svc list end 

PARTLOW,JG Division of Inspection Programs (Post 850212) 85/04/12 Consotidat 
ed Edison Co ci New York, tnc 66pp 29832 001 29832 023 

B504230313 Forwards Insp Repts 50-454/05-14 & 50 455/85-09 on 050327-20 No non 
compliance noted 

PAPERIELtO.C J Region 3, Office of Director 05/04/16 REED.C Commonwealth 
Edison Co 2pp 29960 331-29950 340 

“8504230319 fnsp Repts 60 454/85 14 & 50-465/85-09 on 850327'29,No violation or 
deviation noleo Major areas inspected startup radiation survey s.radi at ion protoctron 
facijities.radwaste sys.lE info notices.LERs & open Items 

HUETER.LJ. NICHOISON.N A , GREGER.L R Region 3. Office of Direclor. 85/04/ 
16 epp 29950 333-29950 340 

8504230023 Forwards Insp Repts 50 454/85-10 & 50-455/85 07 on 850301- 0402 No 
noncomplianco noted App summarizes weaknesses identified in training program tor 
nonessenlial & Unit 2 const personnel 

PAPERIELLO.C J Region 3. Office of Director 85/04/18 REED.C Commonwoalth 
Edison Co 3pp 29950 214-29950 224 

“0504230020 Insp Repis 50-454/85-10 & 50-455/85-07 on 850301-0402 No nohcom- 
pliarvca noted Major areas inspected allegations re provisions for 
assembly, evacuation, reassembly & health physics care for evacuated personnel 
PLOSKI.T. PHIL LIPS. MP Region 3. Office ol Director 85/04/17 8pp 23056 217' 
29950224 

6504170240 IE Info Nolica 85-030, "Micro biologically Induced Corrosion Containment 
Svc Waler Sys " Svc list end 

JORDAN.E L Dfvjsion of Emergency Preparedness & Engineering Responso (Post 
830103) 85/04/19, Consolidated Edison Co of New York, Inc 109pp. 29966 258 
29986 363 

8504190055 IE Info Notice 85 032, "Recent Engine Failures ol Emergency Diasel Gan. 
orators " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co, of New York, Inc I09pp 299QB 239- 
20968 347. 

8504190060 IE Info Notice 65 033, "Undersized Nozz!e-To*Shell Welded Joints m Tanks 
& HXs Conslroctad Under Rules of ASME Boiler & Pressure Vessel Code ” Svc list 
end 

JORDAN.E L. Division of Emergency Preparedness & Engineenrig Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc I08pp. 29989 001- 
29989,107 
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3504280162 Confirms 850429 enforcemenl conference in Gfen EllynJL to discuss oper* 
ation of Unit 1 w/certain protection sys components not seismicalfy qualified & ade 
quacy of technical review of lest results 

NORtUUS.CE Region 3, Office of Director 85/04/22 REED.C Commonwealth 
Edison Co Ip 30051 308 30051 30B 


8604160530 Confirms 660411 moetmg w/util & Indopondont Export Ovarvjow Group at 
Mazon emergency offsite facility to discuss status of consl assossmonl prografn.por 
B50402 discussion ^ ^ ..u 

NORELIUS.CE Region 3, Ofhco of Director 85/04/04 REED.C Commonwoallh 
Edison Co 2pp 20910 362^29910 363 


6504220347 IE Info Notice 84*84, Rev 1. ‘’Deficiencies in Ferro Resonant Transformors '' 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engmeenng Response (Post 
B30103) 85/04/24 Consolidated Edison Co of New York. Inc IIBpp. 30027 067- 
30027 184 


R. Periodic operating reports & related correspondence 

8504120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source Mat Forwards listed documents Documents also available in PDR 
FELTON.J M Division of Rules and Records 84/06/06 KILLEFER,C Shaw, PiUman, 
Polls & Trowbridge 2pp 30300 003-30303 129 

-*B 504 120226 Forwards updated const status repls as of 831231 for LaSalle Unit 
2,Brvon Units 1 S 2 & Braidwood Units 1 & 2 Info for inclusion In NUnEG-0030 
PETERSON.EM Commonwealth Edison Co 84/01/30 HARTFIELD.RA Information 
Systems Branch 6pp 30318 170 30318 174 

-6504120340 Forwards updated consl status repts as of 8404 10 for LaSalle Unit 
2.Bryon Units 1 & 2 & Braidwood Units 1 & 2 Info for inclusion In NUREQ-0030 
PETERSON, EM Commonwealth Edison Co 84/04/19 HARTFIELD.RA Office of 
Resource Management, Director 1 1pp, 30318 220-30318 230 

-B 5041 20424 Forwards updated const status repts as of 830630 for LaSalle Unit 
2,Byron Units 1 & 2 & Braidwood Units 1 & 2 (nfo for Inclusion in NUREG 0030 Refat- 
ed documentation also end 

PETERSON, E M Commonweallh Edison Co 03/07/26. HARTRELD.R A information 
Systems Branch. GOOpp 30316 291-30319 130. 


8604180030 Forwards documental ion ro bills Issued for cosi of four reviews of OLs in 
response lo 650308 Hr Foo classification discussed W/o encf 

MILLER.WO License Fee Management Branch 85/04/08 DELGCORQE.LO Com 
monwealth Edison Co 2pp 20920 208-29920 209 


8594240435 Summary of 850304 mooting w/u til & BNWL ro review of regulatory ro 
quiremenis {NUREG-0885, Issue 3).per NRC 050117 Itr 

BEVAN.RB. Operating Reactors Branch 2, 85/04/09 Oporaling Roaefors Branch 2 
4pp 29988 124-29968 127 

8504230180 Forwards revised pages lo Rev 34 lo CE-1 A "QA Program for Nudoar 
Generaling Stations " Revs reflect reorganizalion changes 

ALEXANDER.Q L Commonwoallh Edison Co 03/04/10 KEPPLER.J G Region 3. 
Office of Director 5pp 2994Q 308 29949 030 


-8504230207 Rovlsecf pages lo Rev 34 to *'OA Program for Nuclear Gonofating Sla- 
Ilona " 

* Commonweallh Edison Co 85/04/10 79pp 29946 313-29940 000 


0604190433 Forwards summary of const assoasmant program 850314 monthly briefing 
at Mazon emorgoncy operations facility & "Braidwood Consl Assess monl Program 
Ropl" for Fob 1085 Viowgraphs end 

SMfTH.DH Commonwealth Edison Co 85/04/12 KEPPLER.JQ Rogion 3. Office of 
Director 49pp 29016 233-20918 284 


-8504190435 “Braidwood Const Assessment Program Ropl/' Feb 1085 
* Commonwealth Edison Co 85/04/12 3pp 29016 282-2091 6'2a4 


-8504150046 Forwards updated consl status repts as of 830930 for iaSalla Unit 
2, Byron Units 1 & 2 & Braidwood Units 1 & 2.Jnfo for inclusion In NUREG 0030 
PETERSON.E M Commonwealth Edison Co 03/10/27 HARTFIELD,R A Information 
Systems Branch 9pp 30318 042-30318 050 

-8604160204 Forwards updated const status repts as of 821231 for LaSalle Unit 
2,Byron Units 1 & 2 & Braidwood Units 1 & 2.lnfo for Inclusion in NUREG 0030 
PETERSON.EM CommonwoaMh Edison Co 83/01/26 HARTFIELD.RA Information 
Sysl am s Branch 11pp 30325.189 30325190 

-8504160463 Forwards updated const status repts for LaSalle Unit 2. Byron Units 1 & 2 
& Braidwood Units 1 8 2 as of 830331. for inclusion in NUREG 0030 
PETERSON,E M Commonweallh Edison Co. 83/04/27 HARTFJELD.R A Informallon 
Systems Branch 9pp 30326 069 30326.077 

-6604160078 Forwards updated const status repts for LaSalle Unlls 1 & 2 61 Byron 
Units 1 & 2 as of 791231 for inclusion In NUREG OOGO.Stalus of Braidwood Units 1 & 
2 remains unchanged 

SMITH, DH, Commonweallh Edison Co 60/01/08 LOVELACE.WH. NRC No De 
tailed Affiliation Given 7pp 30333 238-30333.244 


8604120206 Gonoric Llf 85 OS to ali PWR licensees & all applicanls for OLs ro QA guld 
anco for ATWS oquipmeni not safely rolatod Svc list end 

THOMPSOM.H L Oivialon of Liconslng 86/04/10 Consolidated Edison Co of Now 
York, Inc 22pp 29947*288.29047300 

8604120031 Generic Llf 85-02 lo aPI PWR liconsoos & Moljcanlg, holders of CPs & Fort 
St Vrain re rocommendod actions stemming from NRC Intogratod proof am for rosolu 
tion of unresolved safety Issues ra steam gonorator lubo intogrlty.Svc list one! 
THOMPSON.H.L Olvislor) of Licensing 85/04/17 Yankee Atomic Electric Co 127pp 
20953.071-29953,262. 


F. Security, medical, emergency & fire protocllon plans 

8604110467 Rev 1 lo Eniergoncy Plan fmplomenlir^ Procedure BZP 300-14, “Post-Ac. 
cidenl Samnling of Diluted Liquid Radwasto" & ffov 2 lo BZP 500 Tit, ‘ChockriBl - 
Inventory of Control Room Area Emorgoncy Supplies “ 

* Commor>woalll) Edison Co 65/03/26 1 1pp 20765 001-29765 OM 


DOCKET STN-60-466 BRAIDWOOD STATION, UNIT 1 


A. Appileatlon/conatructlon stage documents & correspondence 

8504120182 Responds to FOIA request tor Caseload Forecast Panel files in Ofc of Re 
source Mgl Forwards listed documents Oocumonis also available in PDR 
FELTON.J M Division of Rules and Records. 04/06/06 KfLLEFER.C Shaw, Pittman, 
Polls & Trowbridge. 2pp 30300 003-30303 120 

-6504150390 Forwards updated const status repts for LaSalle Units 1 & 2, Byron Units 
1 & 2 & Braidwood Units 1 & 2 as of 620030 for inclusion In NUREG 0030 
PETERSON.EM Commonwealth Edison Co 82/10/27. HARTFtELO.R A Informallon 
Systems Branch. 9pp 30325‘33fl 30325 346 

-0504160176 Confirms 700227 discussion re comments on effect of llmllod work au- 
thorizations on project effort & schedulo Facility 1 6% completed at Issuance of CP 
CREWS, L A Public Service Co of Indiana, Inc 79/04/05 WILSON, J N NRC • No 
Dolaiied AllJlialion Given 2pp. 30337 078-30337 079 

6604010171 Responds to JF Streeter 841114 Itr re design & conat of faclllliesJtcms 
[denfillod by Intervenor oxport witness in remanded Byron hearing 
TRAMM.T R. Commonwealth Edison Co 04/11/26 KEPPLER,J □. Rogion 3, Office of 
Director 46pp 29569 298-29569 343 

8604010119 Forwards responso lo request for addi Info re TR Tramm. 041126 Itr con 
cerning design & const of facllillos 

TRAMM.T.R. Commonwealth Edison Co 84/12/1 1 KEPPLER.J.G. Region 3. Office of 
Director 25pp 20506,316 20668:340, 

8504180508 Forwards monthly mmutes/rept of 050214 meeting re status of const 
asessmenlprogram.ViowaraphsoncI 

SMITH.DH Commonweallh Edison Co, 05/03/12 KEPPLER.JG Rogion 3. Office of 
Oireclor 48pp 29059 087-20059i34. 

85 04010 183 Ack receipt of 850313 Rev 33 to QA Topical Rapt CE-I-A. Review will re- 
quire more than 60 days. 

SPESSARD.R L Region 3, Office of Director. 86/03/28 REED.C Commonwoallh 
Edison Co. 2pp 29569 069 29560 070 

8604010125 Forwards allegation received on 650205 that salt being used for (co control 
fn parking lot boing tracked Into bldg areas & polenlial present for transfer to safety 
related equipment & piping.causing corroslon,W/Q end 

NORELIUS.uE Region 3, Office of Director. 05/03/27 REED.C, Commonweallh 
Edison Co Ip 29556 313 29566 313 

8504090477 Summary of 860327 meeting w/0NL,util & Westinghouso in Bo1he3da.MD 
ro Increase in allowable outage times in Tech Specs List of attendees & viewgraphs 
end 

OLSHAN,LN Licensing Branch 1. 85/03/20 Licensing Branch 1 23pp 29744;266. 
20744 279, 


0604260072 Forwards public version of generaling stations omergoncy plon tolo phono 
direclory 

LICARI.K Commonweallh Edison Co 85/03/31 Record Services Branch fDocu monl 
Control Desk) 1 p 30037 208*30037 263 

-8504280003 Public version of generaling stalions omergoncy pinn lelophono 
directory W/6504 10 foteaso memo 

* Commonwoallh Edison Co 05/02/11 57pp 30037 200 3003/ 203 

0504190436 Revised emergency implemonilng proeduros, Including Rev 2 lo LZP.I200 3 
ro classification of Iodine roleaso.Rov 6 lo LZP.1 210-1 ro hn/ardous mall incidonia 
reporting & LZP index 

* Commonwoallh Edison Co 85/04/04 Opp 20918 224.20010 232 


Q, Adjudicatory correspondence 


8504040256 Response lo BL Rorom 860307 molion for foavo to file addI contention as- 
sorting that util has not implomented, maintainod or overseen odoquato QA program & 
surpervislng of QA contractors Certificate of Svc onci 

CHAN.EJ Hearing Branch 2. #205 362 85/04/01. Atomic Safely and Liconsmg 
Board Panel. I8pp 29612 164 29612 181 

8604100038 Order ndmiliinn Noinor Contention 4 ro railroad explosl-on Into drscovory 
schedule Content Ion Q ro Part 100 population ctr dIstancG r ojoc tod Court esy nolilica 
lion encLBarved on 850410 

BHENNER.L Atomic Safaly and Liconslng Board Panel #205 408 85/04/09 Noinor, 
8 IBob Nolner Farms Jnc ) 4pp. 29744 139-20744.142 

8504170766 InterrogatorlBs & request for documonls to Q Noinor Farms. Inc re Conten- 
tions 4 & 8 Certificate of Svc one! Related cerrospondenco 
CHAN, E, I Hearing Branch 2. #285 570 05/04/15 6pp 29830 170-20038 104 

8604220214 Special prehearing conloronce order (0 admissibility of Ihroo contentions 
not previously subj to Board disposilion Noinor Conlontlon 4 ndmissIhaeNolner Con 
lontfon 8 not admissible Cerlificab of Svc encf 

BRENNER, L Alomio Safety and Licensing Board Panel #265 C07 86/04/17, Office 
of the Executive Legal Director, 55pp 2QD30 316-20931 007. 

8504260027 Response lo interrogatories re omergoncy pfan Cerlilicalo of Svc 
end Related correspondence, 

ROREM,aL Appleseod RORCM.Bl Rorom, B #285 701 85/04/17, Common 
woaflh Edison Co 13pp 30024 311 30024 323. 

8504230604 Motion for time extension until 850420 for filing objoctlons &/or molion tor 
reconsideration Granted for ASLD by I Brenner on 850422.SorvGd on 850422. 
QALLO.J. CommonweaJlh Edison Co #285 637, 86/04/19 Alomic Safely and Li- 
censing Beard Panel, 2pp 20964 356-29984 357 
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8504290012 Applicaiion lor subpoena duces tecunn direcirng L Creek S BL Rorem to 
appear on 850513 & 14, respectively, in Chicago.lL for daposilfonsCertilicato of Svc 
end Related corfespondenco 

GALLON Commonwealth Edison Co GALLO J I sham. Lincoln & Seala B5Ji}Af25 
Atomic Safety and Licensing Board Panel 5pp 30045 151'3Q045 1i55. 

8504290230 Second set ot interrogatories to Inte/venors BL Borem & Appfeseed Alli- 
ance re omorgoncy planning issues Certificate of Svc end Related correspondanco 
COPELAND,V G Isham, Lincoln & Beale COPELAND, V G Commonwealth Edison 
Co ^^285 712 85/04/25 Rorom. B 5pp 30046 139-30046 143 

8S04290363 Motion to ASLB to issue order compelling Bob Neiner Farms, Inc to re- 
spond to applicant 850311 A 12 interrogatories Certlfrcate of Svc end Related corre- 
spondence 

COPELAND, V G Commonwealth Edison Co #285 71 1 85/04/26 Atomic Safety and 
Licensing Board Panof 4pp 30051 108-30051 126 

0604230345 Order granting applicant 850425 mption to compet fntarvenar Nelner Farms 
to ansv*cr applicant 850311 & 12 interrogatories Answers must be received by 
850501 Served on 850426 Courtesy noUfication end 

BRENNER, L Atomic Safety and Licensing Board Panel #285 727 85/04/26 Neiner, 
B <Bob Neiner Farms, Inc ) 4pp 30051 299-30051 302 

8504300313 Memorandum & order denying applicant B50425 application for subpoenas 
duces tecum Served on 85042D 

BRENNER.L Atomic Safety and Ucansinn Board Panel #285 758 85/04/26 Com 
monwealth Edison Co 3pp 30057 323-30057 325 


K Utility Final Safety Analysis Report {FSAR) & amends 

8504290021 Documents manner in which uUi proposes to satisfy 10CFft50 71<e) re- 
quirement for periodic updating of FSAR NRC review of plan necessary because 
schoduiar exemption apparently required 

TRAMMJR Com morweallh Edison Co 85/04/16 DENTON.H R Office of Nuclear 
Reaclor Regulation, Director 2pp 30045 353-30045 354. 


Q, Inspection reports, IE Bulletins & corroapondence 

8504150105 Updates 850131 response to NRC 641120 Ur re violation noted in Insp 
Repis 50 456/84 21 & SO 467/84-20 Correct iva actions program esiebifshed under 
NCR 614 will result in adequate internal equipment cleanliness 
FARRAfl.DL Commonwealth Edison Co 85/02/27. KEPPLER,JO Region 3, Office 
of Director 3pp 29799 359-29799 361 

8504120320 Revises response to violations noted in Insp Repts 50 456/82-05 & 50- 
457/82 05 Violation constituted lack of approved Instaflatfon & insp 
p/ocGduros Schedufed major audit advanced & scope broadened 
FARRAR, DL Commonwealth Edisor^ Co 86/03/07 KEPPLERJG Region 3, Office 
of Director 2pp 29767 094-29787 095. 

8503190659 IE Info Notice 65 022, “LImItorque Molor-Operated Valves Resulting From 
Incorrect Installation of Pinion Gear " Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engfnaering Response (Post 
630103) 85/03/21 Consolidaled Edison Co of New York, Ino, lOSpp 29597*001- 
29597 005 

8603216461 IE Info No lice 65 023, “Inad equal e Surveillance & Post-Maint & Post Mod 
Sys Testing '■ Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/03/22 Consolidated Edison Co of New Yotk, Inc. lOBpp 29658.001- 
29656 107 

8503220444 IE Info Nolice 85 024, ’’Failures of Protective Coalings In Pipes 8 HXa.'' 
Svc list end 

JORDAN, EL Division of Emergency Preparedness 6 l Engineering Response (Post 
830103} 85/03/20 Cortselldated Edison Co of New York, Inc 108pp 29596.154- 
29596 363 

8504010155 Forwards Insp Repts 50 456/85-04 A 50-457/85-04 on D 50203- 0301, No 
nonce mplianceorde VI ationsldenlified. 

WARNICK.R F Region 3, Office of Director 85/03/26 REED.C. Commonweaflh 
Edison Co 2pp 29572 140-29572 150 

-8504010157 Irsp Repis 50-456/85-04 & 50 467/85 04 orv 850203-0301. No noncom- 
pliance or deviations noted Major areas inspected, licensee actions on previous Insp 
findings, plant lours & croope rational test procedure reviews 
FORNEY, WL Region 3. Office of Director, 85/03/26 &pp. 29572.142-29572 150. 

8504010197 Forwards rovjsed Page 9 of Insp Repis 50 456/84-42 & 50-457/84-38 for- 
warded by NRC B50318 Hr 

WARNICK.R F Region 3, Office of Direefor. 85/03/26. REED,C. Commonwealth 
Edison Co ip 29560 001 -2 956B 002 

-8504010200 Revised Page 9 to Insp Repts 50-456/84 43 & 60 457/84-38 re concrete 
expansion anchor Installation a & electrical panels 
♦ Region 3, Office of Director 05/03/26 Ip. 29568,002-29660.002. 

8503280037 IE Info Notice 85 025. "Consideration of Thermal Conditions In Design & 
Insialiaiion of Supports for Diesel Generator Exhaust Silencers.*' Svc list end 
JDRDAN.EL Division of Emergency Preparedness & Engjnaariing Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc. f07pp. 2966-7,199- 
29667 305. 

8S03280045 (E tnlo Nolice 85 026, "Vacuum Relief Sys for BWR Mark I •& II Contain- 
ments "Svc list end. 

JDRDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Ino. 92pp 29667:107- 
29667 199 

8504010039 iE Info Notice 85 027, " Notifications to NRC Operations Ctr & Reporting 
Events in LERs " Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/03 Consolldaled Edison Co. of New York, Ino. 90pp, 29698*265- 
29690 362 


8504090076 Forwards Insp Repts 50-456/85 1 3 & 50 457/85 13 on 850318 21 No non- 
compliance noted 

PAPERIELLO.C J Region. 3, Office of Director 05/04/03 REED,C Commonwealth 
Edison Co 2pp 29700 321 29700 327 

-8504090079 Insp Repts 50 456/05-13 & 50-457/85-13 on 050318-21 No violallon or 
deviation noted Major areas inspected preoporalional radiation proteclion 
program, Including organization & mgt controls & training & qualification 
GRANT.W 8 , GREGER.L R Region 3. Office of Director 85/04/03 5pp 29700 323- 
29700 327 

8504230128 Forwards Insp Repts 50 456/86 07 & 60 457/85-07 on 850213 0322 & 
notice of violation 

WARNICK.R F Region 3, Office of Direclor 85/04/04 REED.C Commonwealth 
Edison Co 2pp 29966 186 20966 207 

-8504230130 Notice of violation from insp on 850213 0322 
WARNICK.R F Region 3. Office of Director 85/04/04 Ip 29966 168-29066166 

-0504230138 Insp Repis 50 456/05 07 & 50 457/65 07 on 850213-0322 Noncompli- 
ance noted failure to sot containment spray pumps In accordance w/efrawing require- 
ments & failure to have instructions for inservice insp drawings 
FORNEY.W Region 3. Office of Director 65/04/04 lOpp 29966 189-29966 207. 

8504290220 Forwards supplemental response to NRC 841120 Hr re violations noted In 
Insp Repts 50 456/04-21 & 50 467/04-20 Corrective actions (lushing group formed to 
assume responsibility of sys tost engineer 

FARRAR, D L Commonwealth Edison Co 85/04/04 KEPPLER.J G Region 3, Office 
of Direclor 2pp 30051 309 30051 310 

8504050042 SuppI 1 to IE Info Notice 05 003, "Separation of Primary Reader Coolani 
Pump Shaft & Impeller," Svc list end 

JORDAN, EL Division of Emergancy Preparedness & Engineering Response (Posi 
030103) 85/04/09 Consolidated Edison Co of Now York, Inc lOtpp 29791 025- 
29791 126 

&S()4050047 IE Info Notice 85 026, ’’Partial Loss of AC Power & Diesol Ganeralor Deg- 
radation " Svc llsl end 

JDRDAN.EL Division of Emergency Preparedness & Engineering Response (PosI 
830103) 85/04/09 Consolidated Edison Co of New York, Inc 109pp 29790 278- 
29791 024 

8504160394 Discusses Const Appraisal Team Insp Repts 60-456/84-44 & 50 467/84- 
40 on 841210 20 & 0S01O7-18 & forwards nolice of violation 
NORELIUS,CE. Region 3. Office of Director 85/04/11 REED,C Commonwealih 
Edison Co. 2pp 29858 358 29068 362 

-8604180401 Notice of violation from insp on 041210-20 & 850107-1 B Violations 
noted vendor procured tanks & HXs Installed w/wolds not per requirements of vendor 
drawmgs 

NORELIUS.CE Regions, Office of Direclor 05/04/11 3pp 29050 360 29856 362, 

8504180493 Forwards Insp Repis 50-456/85-12 & 50 457/05-12 on 650304 29 No non 
compliance noted 

WARNICK.R F Region 3, Office of Director 05/04/ 11 REED.C Commorkwoallh 
Edison Co, 2pp 29859 152 29859 150 

-8504180497 Insp Repts 50-456/85 12 & 50-457/85-12 on 050304-29 No noncompk 
ance or deviation noted Major areas Inspected const assessment program 0 const 
sample roinsp activities 6 discrepancies 

FORNEY.W Region 3, Office of Director 05/04/11 6pp 29959 154-20059 159. 

0504090419 IE Info Notice 85 029, "Use of Unqualified Sources in Well Logging Appll 
cations " Svc list end 

PARTLOWJ G Division of Inspection Programs (Post 850212) 85/04/12 Consolldal 
ad Edison Co of New York, (nc 66pp, 29832 001-29832 023 

8504100393 Forwards Insp Repts 50 456/05-11 & 60-457/85-11 on 850304-29 No non 
compliance noted 

WAnNICK.nF Region 3. Office of Director 85/04/12 REED.C Commonwealth 
Edison Co. 2pp 29859 001-29659 010 

-8BO410O4O2 Insp Repis 50 456/85-11 & 50-457/85-11 on a50304.29.No noncompit 
ance noted Major areas Inspectetf.liconsoo actions on previous insp findings, plant 
tours.prooperatlonal test procedure reviews & p re ope rational test performance 
FORNEY.W.L Region 3, Office of Director 85/04/11 8pp 29059*003-29859 010 

BBO423O044 Forwards Insp Repts 50 456/85-14 & 50-457/85-14 on 050310- 27 No 
noncompliance noted 

HARR ISON, J.J. Region 3, Office of Director 85/04/15 REED.C Commonwealih 
Edison Co, 2pp 29950-196 29950 207 

-8504230046 Insp Repts 50 456/85-14 & 50 457/85-14 on 050318-27 No noncompll- 
ance or deviation noted Major areas Inspected IE Bulletin 84 02 
activities, 10CFR50,S5(e) repts & associated procedures & records 
LOVE.RS, WILLIAMS.CC Region 3. Office of Director 85/04/15 lOpp 29950198 
29950 207. 

BS04290039 Forwards supplemental response to NRC 041120 Itr re violations noted In 
Insp Repts 50-456/84-21 & 50-457/04-20. Corrective actions flushing group formed to 
expedite completion of flushing program & to close open items. 

FARRAR.DL Commonwealih Edison Co 85/04/16, KEPPLER.J G. Region 3. Office 
of Director 2pp 38045.180-30045.181 

8504290290 Suppls response to violations noted (n Insp Repts 50 466/84-05 & 50 457/ 
84-05. Correollve actions* 100% wash & review program for vendor supplied film will be 
performed & weld radiographs reevaluated 

SMJTH.DH. Commonwealih Edison Co. 86/04/18. KEPPLER,J G, Region 3, Office of 
Director. 6pp, 30046 268-30046 292 

0504170240 IE Info Notice 85-030. "MIcroblologIcally Induced Corrosion Containment 
Svc Water Sys," Svc list end, 

JORDAN, E,L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/19 Consolidated Edison Co of New York, Inc iODpp 29966 250- 
29966 363. 
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85041900S5 JE Info Notice 85 032, “Reconl Engine Failures ol Emergency Diesel Gen- 
erators Svc list end 

JORDAN, E L Division of Emorgoncy Preparedness & Engmeefino Response fPost 
830103) 85/04/22 Consolidated Edison Co of New York, Inc 109pp 29988 239- 
29988 347 

0504190060 IE Info Notice 85 033, "Un dorsized NozzloTo Shell Welded Joints In Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code " Svc list 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc fo8pp 29989 001- 
29989 107 

8504220347 IE lr>fo Notice 04 84, Rev 1, “Deficiencies In Ferro Resonant Transformers*' 
Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/24 Consolidated Edison Co of New York, Inc 110pp 30027 067- 
30027 104 


n, periodic operating reports & related correspondence 

6504120182 Respondb to FOIA request for Caseload Forecast Panel files tn Ofc of Re- 
source Mat Forwards listed documents Documents also available in PDR 
FEtTON.JM Division of Rules and Records 84/06/06 KILLEFER^C Shaw, Pittman, 
Potts & Trowbridge 2pp 30300 003 30303 129 

-8504 120226 Forwards updated const status repts as of 031231 for LaSalle Unit 
2,Bryon Unis 1 & 2 & flraldwood Units 1 & 2 info for inclusion in NUREQ 0030 
PETERSON, EM Com monwoatlh Edison Co 84/01/30 HARTFIELD.RA Informallon 
Systems Branch 5pp 30310170-30318 174 

-8504120340 Forwards updated corral status repts as of 840419 for LaSalle Unit 
2,Bryon Units 1 8 2 & Braidwood Units 1 & 2 Info for Inclusion in NUREG 0030 
PETERSON.EM Commonwealth Edison Co 84/04/19 HARTFIELD.RA Office of 
Resource Management, Director 11pp 30316 220-30318 230 

-8504120424 Forwards updated const status ropts as of 830630 for LaSatfe Unit 
2, Byron Units 1 6 2 & Braidwood Units 1 & 2 Info for Inclusion in NUREG 0030 Relat- 
ed documentation also end 

PETERSON.EM Commonwealth Edison Co 83/07/28 HARTFIELD.RA Information 
Systems Branch GDOpp 30318 201 30319 130 

-6604160048 Forwards updated const status repts as of 830930 for LaSalle Unit 
2, Byron Units 1 & 2 6 Braidwood Units 1 & 2Jnlo lor inclusion in NUREG 0030. 
PETERSON.EM Commonwealth Edison Co 83/10/27 HARTFIELD.RA Information 
Systems Branch Opp 30318 042 30318 050 

-6504160204 Forwards updated const status repts as of 821231 (or LaSalle Unit 
2, Byron Units 16 2 6 Braidwood Units 1 & 2.lnfo for inclusion in NUREG 0030 
PETERSON.EM Commonwealth Edison Co 83/01/26 HARTFIELD.RA Informallon 
Systems Branch lipp 30325 189 30325 100 

-8504160463 Forwards updated const status repta for LaSalle Unit 2. Byron Units 1 & 2 
& Braidwood Units 1 & 2 as of 830331, for Inclusion in NUREG 0030 
PETERSON.E M Commonwealth Edison Co 83/04/27 HARTFIELO.R A Informallon 
Systems Branch 9pp 30326 060 30326 077 

-6504160076 Forwards updated const status repts fof LaSalle Units 1 & 2 & Byron 
Units 1 & 2 as of 791231 for Inclusion in NUREG-0030 Status of Braidwood Units 1 & 
2 remains unchanged 

SMITH, DH Commonweallh Edison Co 80/01/08, LOVELACE, W.H NRC - No De- 
tailed Affiliation Qlvon 7pp 30333 230-30333 244 


S Reportable occurrences, LERa & related correspondence 

8504060265 Interim Oeficency Ropt 84 08 re Inadequato Installation insp of 1/4 Inch 
llnor plates Sargent & Lundy conducting field vonflcalion Noxi ropt will bo submitted by 
050801 

SMITH, DH. Commonwealth Edison Co 85/03/21 KEPPLER.J.Q Rogiori 3. Office of 
Director 2pp 20675 020-20675 021 

S6040603D7 Interim Doficlency Repl 04 04 re radiographic film densities out of 
tolerance Welds in process of being repaired or roradlographed as applicable Next 
rept will bo submitted by 851101 

SMITH, D H. Commonwealth Edison Co 85/03/21 KEPPLER,J G Region 3, Office ol 
Director 2pp 29667 308-29607 300 

8504060355 Intorim Deficiency Ropt 04-01 re LK Comstock document revlew.Completo 
document review will bo performed following LK Comstock rov of existing document 
review program Next ropt wifi bo submtUod by 86 08 17 

SMITH.DH Commonwealth Edison Co 65/03/21 KEPPLER.J Q. Roglon 3, Office of 
Director 2pp 29667:319 20687 320, 

6504290248 Interim Doficlency Rept 84 16 re adequacy of ASME mail procurement 
documentation Documentation review for mails continuing Next rept anticipated by Jul 
1985. 

SMITH, D.H. Commonwealth Edison Co 85/04/12. KEPPLER.J Q Region 3, Office of 
Director 2pp. 30054,204-30054 295 

8504300553 Revised final Deficiency Rept 63-12 re Anaconda Co flexible 
conduit Initially reported on 831006 All conduits In containment will be replaced w/ 
stainless sleel flexible conduit or modified by taping procedure. 

SMItH,DH Commonwealth Edison Co 85/04^6. KEPPLER.J.Q. Regior^ 3, Office of 
Director. 2pp 30007-067-30067 068 


V, Operator Examinations 

B504060380 Submits review of 850226 response to request lor waiver of required ob- 
servation training Cratena & McGoe granted waiver based on extensive operating ex- 
perience at commercial reactor facility, 

LITTIE.WS Region 3, Office of Director 86/04/02. SMITH.DH. Commonwealth 
Edison Co Ip, 29685'O28.29605 028, 


DOCKET STN-SO-467 BRAIDWOOD STATION, UNIT 2 


A. Appllcetion/construotion stage documents & correspondence 

6504120182 Responds to FOfA request for Caseload Forecast Panel files in Ofc of Re- 
source Mgt Forwards listed documents Oocuments also available in PDR 
FeLTON.J M Division of Rules and Records 84/06/06 KILLEFER.C Shaw. Pittman, 
Polls & Trowbridge 2pp 30300 003 30303 129 

-86Q4 150390 Forwards updated const status repts for LaSalle Units l & 2, Byron Units 
1 & 2 & Braidwood Units 1 & 2 as of 820930 for inclusion in NUREG 0030 
PETERSON.EM Commonwealth Edison Co 82/10/27 HARTFIELD.RA Information 
Systems Branch 9pp 30325 33 B-30325 346 

“6504160176 Confirms 790227 discussion re comments on effect of fimiled work au- 
thorizations on project effort & schedule Facility 1 6 to completed at Issuance of CP 
CREWS, LA Public Service Co of Indiana, Inc 79/04/05 WiLSON.JN NRC No 
Detailed Affiliallon Given 2pp 30337 076 30337 079 

6504010171 Responds to JF Stroeter 641114 ftr re design & const ol facilities Hems 
identified by inlervenor expert witness in remanded Byron hearing 
TRAMM.T.R Commonweallh Edison Co 84/11/26 KEPPLER.JG Region 3, Office of 
Director, 46pp 29569 298-29569 343 

6S04010119 Forwards response to raquesl for addi info re TR Tramm 841126 Ilf con 
cerning design & const of facilities 

TRAMM.T.R Commonweallh Edison Co 84/12/ 1 1 KEPPLEH.J G Region 3, Office of 
Director 25pp 29566’3 16-29566 340 

8504180508 Forwards monthly mlnuJea/repl of 850214 meeting re status of const 
ase&sment program Vlewgrapfis end 

SMITH.DH Comimonweallh Edison Co 86/03/12 KEPPLER.JG Region 3, Office of 
Director 48pp 29859.087 2 9859 134 

8504010183 Ack receipt of 650313 Rev 33 to QA Topical Repl CE-1-A Review will re 
quire more than 60 days 

SPESSARD.R.L Region 3, Office of Pirector 85/03/26 REEO,C Commonweaith 
Edison Co 2pp 205& 069 29569 070 

8604010125 Forwards allegatioh received on 850205 that salt being used for ice control 
in parkifvg lot being tracked into bfdg areas & polontial proson.1 for transfer to safely- 
related equipment 51 pipinacausing corrosion W/o end 

NDREUIUS.C E Region 3, Office of Director 85/03/27 RE6D.C Commonwealth 
Edison Co Ip, 29566 313 29566,313 

8S04090477 Summary of 8B03Z7 meoting w/BNL,uiil & Wesling house in Eelhosda.MD 
re fnerease In allowabla outage times fn Tech Specs List of attendees & viewgraphs 
end, 

OLSHAN.LN Licensing Branch 1 85/03/29 Licensing Branch 1 23pp 29744 256 
29744-279. 

8504160630 Conlirms 850411 meeting w/util & Independent Expert Overview Group at 
Mason emergency offsite facility to discuss status of const assessment program,per 
850402 discussion 

NOHEUIUS.CE Region 3, Office of Director 85/04/04 REED.C Commonwealth 
Edison Co 2pp. 29910.362-20910 363 

8604160030 Forwards documentation re bills issued for cost of four reviews of OLs in 
response to 650306 Itr Fee classification discussed W/o end 
MfLLER.WO. License Fee ManagemenI Branch 85/04/08 DEL GEORGE, LO Com 
monweatih Edison Co. 2pp 29920 208 29920 209 

8604240436 Summary of 850304 meeting w/ulii & BNWL re review of regulatory re 
qoiremenls (NUREu 0885, Issue 3), par 8501 1 7 Ur. 

BEVAN.R.B Operating Reactors Branch 2 85/04/09 Operating Reactors Branch 2 
4pp 29988.124 20980*127 

86042301 $0 Forwards revised pages to Rav 34 to CE-1-A “QA Program for Nuclear 
Generating Slalfons *' Revs reflect reorganization chances 

ALEXANDER, G.e. Commonwaallh Edison Co 85/04/10 KEPPLER.J Q Region 3, 
Office of Director 5pp 29946 308-29949 030 

-6504230207 Revised pages to Rov 34 to “QA Program for Nuclear Generating Sta- 
tions “ 

* Commonwealth Edison Co 85/04/10. 79pp 29948 313-29949 030 

8504160433 Forwards summary of const assessmont program 850314 monthly briefing 
at Mazon emergency operations facility & "'Braidwood Const Assessment Program 
Rept” for Feb 1985 viewgraphs end 

SMfTH.DH Commonwealth Edison Co 85/04/12 KEPPLER.J.Q Region 3, Office of 
Director 4Qpp. 29918 233 29916 284 

-6604190436 "Braidwood Con.st Assessmenl Program Rept," Fob 1995 
♦Commonweallh Edison Co. 85/04/12 3pp 2991 B 282-29918 284 

8504120206 Generic Ltr 86 06 to all PWR licensees & all appiicanls for OLs re QA guid 
ance for ATWS equipment not safety-related Svc list end 

THOMPSON, H.L Division of Licensing. 85/04/16 Consolidated Edison Co of New 
York, fne 22pp. 29947 208 20947 309. 

8604120031 Generic Ltr 65-02 to all PWR licensees & appiicanls, holders of CPa & Fort 
SI Vrain re recommended actions stemming from NRC Integrated program for resolu- 
tlorv of unresolved safely issues re steam geaeralor lube integrity Svc list end 
THOMPSON, H.L Division of Licensing 05/04/17 Yankee Atomic Electric Co, 127pp 
29953 071-29953,262, 


F. Security, medical, emergency & fire protectfon plana 

8504110467 Rev 1 to Emergency PJan Implementing Procedure BZP 380-14, “Posl-Ac 
cfdont Sampling of Diluloo Liquid Radwasle" & Rev 2 to BZP 500-Til, "Checkllsl • 
Inventory of Control Room Area Emergency Supplies “ 

• Commonwealth Edison Co. 85/03/26 1 Ipp 29765.001-29765 01 1 
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8504260072 Forv/ards public version oi generating slations emergency plan telephone 
dire Glory 

LICAR!,K Common wealth Edison Co 85/03/31 Record Services Branch (Document 
Control Desk) 1 p 3003? 20B 30037 263 

’*8504260083 Public version ol generating slaiiona emergency plan lelo phone 
diroclpry W/650419 release memo 

* Commonwealth Edison Co B5/0a/1 1 57pp 30037 209 30037 263 

8504100435 Revised emergency implementing procduies, including Rev 2 to LZP*1200 3 
re classiti cation of iodmo release. Rev 5 to LZP 121 0’1 ro hazardous mail incidents 
reporting & LZP index 

* Commonwealth Edison Co 85/04/04 9pp 29910 224*29918 232 


0. Adjudfeafery correspontfence 


8503210461 IE Info Notice 05 023, ‘'Inadequate Surveillance & Post-Maint & Pos|.Mod 
Sys Testing ” Sve list end 

JORDAN, E L Division of Emergency Preparedness & Enginaoring Resoonso (Post 
B30103) B5/03/22 Consolidated Edison Co of New York, Inc lOflpp 20656 001- 
29656 107 

8503220444 IE Info Notice 65 024, "Failures of Protoctive Coatings in Ppes & HXs " 
Sve list end 

JORDAN, EL Division o1 Emorgor^cy Preparedness a Engineering Response (Post 
930103) 55/03/26 Consolidated Edison Co of New York, Inc lOBpp 29596 154- 
29596 363 

8604010165 Forwards Insp Repts 50 456/85 04 a 50 457/85 04 on B50203 0301 NO 
noncompfiance or deviations idontifieo 

WARNICK.RF Region 3, Oflice of Director 85/03/26 REFD.C CommonwcaJlh 
Edison Co 2pp 29S72 140 29572 150 , 


8504040255 Response to BL florern 850307 motion for leave to file add I contention as- 
serting that uU! has not implemented, maintained or overseen adequate OA program a 
surpervising of QA contractors, Certificate of Sve end 

CHAN, El Rearing Branch 2 ^285 362 65/04/01 Atomic Safety and Licensing 
Board Panel lapp 29612164-29612181 

8504100638 Order admiilinig Neirter Contention 4 ro railroad explosion into discovery 
schoduCo Contention 8 re Part lOQ population cir distance reiocled Courtesy nolilica 
tion encf Served on 050410 

BRENNER. L Atomic Safety and licensing Board Panel //285 469 85/04/09 Nelner, 
0 (Boh Nemer Farms, Inc ) 4pp 29744 139-29744.142 

8504170766 Interrogatories & request tor documents to B Nemcr Farms, Inc re Conten 
lions 4 & 3 Certificate of Sve end fiefatod correspondence 
CHAN.E I Hearing Branch 2 #285 570 05/04/15 6pP 29030 179 2983D 184 


6504220214 Soeclal prehearing conference order ro admissibility of Ihreo contentions 
not previously suh) to Board disposition Noiner Contention 4 admissible Nelner Con- 
tent! or* 8 not admissible Certilicat© of Sve end _ 

BRENNER, L Atomic Safety end Licensing Board Panel #285 607 86/04/17 OHice 
of the Executive Legal Oareclor 55pp- 29030 31 5 29931 007 


8504260027 Response to interrogatories re emergency plan Cert if icate of Sve 
encIRelatedcerrespondenco ^ 

R0REM,8L ^pleseed ROREW,B L Rorem, B #285 701 05/04/17 Common 
wealth Ediaon Co 13pp 30024 311*30024 323 


8504230594 Motion for time extension until 850420 for filmg objections &/or motion for 
roconsLderati on Granted for ASLB by L Brenner on 050422 Served on 050422 
GALLON Commonwealth Edison Co //2e5 637 85/04/19 Atomic Safety and Li 
censing Board Panel 2pp 29B64 356 299B4 357 

8504290012 Application for subpoena ducos tecum directing L Creek & QL Rorem to 
appear on 850513 4 14,respeclively,in ChicagoJL for deposilioris Certificate of Sve 
end Related correspondence 

GALLO, J Commonwealth Edison Co GALLO, J Isham. Lincoln & Beale 85/04/25 
Atomic Satety and Licensing Board Panel 5pp 30045 tSI 30045 155 


0504290230 Second set of Ir^lerrogalones to Interveners BL Rorem & Applo&ood Alli 
ance ro emergenev planning issues Certificate of Sve end Related correspondence 
COPELAND, VG Isham, Lincoln 8 Beale COPELAND, VG Commonwealth Edison 
Co #285 712 85/04/25 Rorem. B Spp 30046139 30046143 


-8504010157 Insp Repls 50 156/85 04 & 50 457/05 04 on 850203 0301 No noncom- 
pliancc or deviations noted Major arens inspected licensee actions on previous msp 
findings plant tours & preoporattonal test procoduro roviows 
FORNEY.WL Region 3, Office ol Director 85/03/26 9pp 29572 142-29572 150 

6504010197 Forwards revised Pago 9 of In^p Repls 50-456/84 42 & 50 457/84-38 /oz* 
warded by NRC 850318 ttr 

WARNICK.R F Region 3, Office of Director 85/03/26 REED.C Commonwealth 
Edison Co Ip 29560 001 29568 002 

.*8504010200 Revised Page 9 to Insp Repts 50-456/84 43 & 50 457/84-38 re concrete 
expansion anchor installations & electricaf panels 
♦ Region 3, OMice of Director 85/03/26 Ip 29S6B 002 29560 002 

8S04 160420 Forwards Inso Repl 50 457/85-15 on 850326 No noncompHanco rated 
HARRISON.JJ Region 3, OHico of Diroctor 05/03/29 REEDiC CcmmonwQallh 
Edison Co 2pp 29821213-20821216 

-8604160433 tnsp Ropi 50 457/05*15 on 850326 No nonconformance or deviations 
rdedif/od Major aroris ffTspocted rowow af reactor vossul fabrication rfocumor^lalion & 
radiographs 

KEY.WJ , DANIELSON, DH Region 3, Olftco of Director 85/04/01 2pp 20B2i 215- 
29821 218 

GS032B0037 (E fnfo Notice 06 025, “Consideration of Thermal Conditions In Oosiofi & 
Installation o1 Supports lor Diesel Generator Exhaust Silencers '' Sve list end 
JORDAN, E.L Division of Emorgoncy Preparodnoss & Engineormn Rospon* 3 o (Post 
830103) 65/04/02 Consolidated Edison Co of Now York. Inc i07pp 29667 199- 
20667305 

8503280045 IE Info Notice 05 020, “Vacuum Roliol Sys tor BWR Mark I A I) Coniain- 
ments ' Sve list encf 

JOROAN.HL Division of Emergency Prepafodnobs & Engineering Response (PoM 
030103J 05/04/02 Consotidatnd Edison Co of Now York, Inc 92pp 29667 107- 
29567 m 

6504010039 tE Info Notice 85 027, “Nohficaiiona to NRC Operations Ctr & Reporting 
Events In LERa *’ Sve list end 

jORDAN.EL Division of Emergency Preparedness & Enginoarmg Response fPosi 
830103) 05/04/03 Consolidated Edison Co of Now York, Inc 90pp 2QG90 255 
29690 362 


8504290363 Motion to ASLB to issue order compelling Bob Neinor Farms, tnc to re- 
spond to applicant 850311 & 12 Intoriogatories Cerlmcale of Sve end Related corre- 
^ondence 

COPELANP.VG Commonwealth Edison Co #285 711 85/04/25 Atomic Safety and 
Licensing Board Panel 4pp 30051 10B 30051 126 

8504290345 Order granling applicant 850425 molion to cornpel Intervener Nemor Farms 
Id answer applicant 850311 & 12 interrogatories Answers must be roceivod by 
850501 Sefvea on G50426 Courtesy notification end 

BRENNER, L Alorrfc Safely and Licensing Board Panel #285 727 65/04/26 Nelner, 
B (Bob Noinar Farms, Inc), 4pp 30051 209-30051*302 

8E043D0313 Memorandum & order denying applicant 850425 application for subpoenas 
ducos tecuim Served on B50429 

QRENNER.L Atomic Safely and Licensing Board Panel #285 758 65/04/26 Com- 
monwealth Edison Co 3pp 30057 323 30057 325 


K. Utility Final Safety Analysis Re perl (PSAR) & amends 

6504290821 Documents manner in which util proposes to satisfy 10CrR50 71{o) re- 
quirement for periodic updating of FSARNRC review of plan nocosaary because 
scheduiar exemption apparently required 

TRAMMJR Commonweairn Cdison Co 85/04/16 OENTON.H R Office of Nuclear 
Reader Regulation, D:rector 2pp 30045 353-30045 354 


Q. fnspectfon reports, fC Buffetfns & correspondence 

0504160105 Update^ 850131 response to NRC 341120 Itf re violation noted in Insp 
Repls 50-456/84-21 & 50 457/84 20 Co ire diva actions program establiahod under 
NCR 614 will result in adequate internal equipment cleanliness 
FARRAR,OL Cernmonwaaim Edison Co 65/02/27 KEPFLER.JD Region 3, Olllco 
of Direder 3pp 29799 359 29799 361 

8594120320 Revises response to vlolBtions noted In Insp Repts 50 456/82 05 & 50 
457/82 D5 Violation constituted tack o( approved installation &. Insp 
procedures Schoflufed mafor audit advanced ^ scope broadened 
FARRAR.DL Commonweatlh Edison Co, 85/03/07 KEPPIERJG Rogion 3, Otfico 
of Director 2pp, 29787 094-29787 095 

8503190659 lE Into Notice 65*022, “Lfrnllorque Motor-Operated Valves Resulimg From 
Incorrect Installation of Pinion Gear/' Sve list end, 

JORDAN, E L Division of Emergentiy Preparedneas A Enginoering Response (Post 
8301031 eS/03/21 Conscfitfafed Edison Co, o( Now York, lnc> f08pp 20597.Q01. 
29527 005 


6504090076 Forwards Insp Ropta 60 456/05-13 & 50 457/05-13 on 850310 21 No non 
compliance noted 

PAPERIELLO.C J Ronion 3, Office of Diroctor. 05/04/03 REED.C Commonwealth 
Edison Co 2pp 20700 921*20700 327 

-8504090079 tnsp Repts 50 456/05-13 & 50 457/05-13 on 860310 21 No VJolBlipr) or 
deviation netod Major areas inspected pro operation a I radiation profociion 

ofogram, including ornanlznlion & mgt controls & Iralnlr^g & qualification 
GRANT.WB, GREGER.LR Region 3, Office of Olrodor, 05/04/03 5pp 29700323* 
29700 327 

8504230128 Forwards Insp Repts 50 466/05 07 & 50 457/05 07 on B50213 0322 & 
nolico Dl vrolaDon 

WARNICK.RF nooion 3. Ofiico of Director 05/04/04 REED.C Commo'iwoaifh 
Edison Co 2pp. 29960 106 29966 207 

**8504230130 Notice o1 violation from Insp on 850213 0322 
WARNICK.R F, Region 3. Offtco of Diroctor 05/04/01 Ip 20066 ICO 29966 iO0 

-0504230138 Insp Repts 50 450/05 07 & 50 457/85 07 on 050213 0322 Nonoompli 
anco noiod failure to set conlainmont spray pumps In accordnneo w/drawmg reguGa 
ments failure to have instructions for insorvlco Insp drawings 
FORNEY, W Region 3, Olfico of Diroctor 05/04/04 lOpp 2&D66 169 20966 207, 

BS04290220 Forwards supplomontal roaponso to NRC 041120 Itr ro violations noted in 
tnsp Repts 60 450/04*21 & 50-457/04-20, Corroctivo actions Hushing group termed lo 
aasume rosponalbitity o1 sys test onginoor 

FARRAR.DL Commonwealth Edison Co 85/04/04 KEPPLER.JG Region 3, Ofhco 
of Director 2pp 30051 309 30051 310 

8504050042 Suppi 1 to IE Info Notico 05 003, “Separation ol Primary Reactor Coolant 
Pump Shaft & Impollor “ Sve list end 

JORDAN, E.L Division of Emergency Preparedness & ErAglnoorinn Response (Post 
830103) 85/04/0D Consolldalod Edison Co of Now York, Inc lOInp. 20701. 025 
29791 126 

6504050047 IE Into Notico 05 020, “Partial Lose Of AC Power & Diesel Generaloi Dog 
radation “ Sve list end 

JORDAN.EL Division ol Emorgoncy Proparodnoss & Engineorinp Rasponse (Pes) 
030103) 05/04/00 Consolidated Edison Co. ol Now York, inc lOOpp 20790 278* 
29791 024 

8504160304 Discusses Const Approlsol Team Inap Repts 50 456/04 44 & 6 0-457/a 1 
40 on 641210 20 & 850107-10 & forwards notice of vlolnhon 
NORELIUS.CE Region 3, Ollice of Director 05/04/11 REEDC Commonwealth 
Edison Co 2pp 20850 358-20856 362 
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■•8504130401 Notrce of Violation from insp on B41210 20 & 850107-18 Violations 
noted vendor procured tanks & HXs installed w/wefds not per roquiremenls of vendor 
drawings 

NORELIUS.CE Region 3, Offico of Director 85/04/'11 3pp 29858 3&0-2D858 362 

8504180493 Forwards Insp Repts 50 456/85 12 & 60 457/85-12 on 850304-29 No non- 
compliance noted 

WARNICK,RF Region 3, Office ol Director 85/04/11 REED.C Commonwealth 
Edison Co 2pp 29859152-29059 159 

••8504180497 Insp Repts 50-456/85 12 & 50 457/85-12 on 850304 20 No noncompll- 
ance or deviation noted Major areas inspected const assessment program & const 
sample relnsp activities & discrepancies 

FORNEY,W Region 3. Office of Director 85/04/11 6pp 29059 154-29859 159 

6504090419 tE Info Notice 85 029, "Use of Unquafified Sources in Well Logging Appli- 
cations " Svc list end 

PARTLOW.JG Division of Inspection Programs (Post 850212) 85/04/12 Consofldat- 
Gd Edison Co of New York. Inc 66pp 29032 001-29832 023 

8504180393 Forwards Insp Repts 50-456/05 11 & 50 457/85 11 on 850304-29 No non 
compliance noted 

WARNICK.RF Region 3, Office of Director 85/04/12 REED.C Commonweallli 
Edison Co 2pp 29859 001-29059 010 

«8504ie0402 Insp Ropls 50-456/85 11 & 50 467/85-11 on 850304-29 No nonconipli 
aoce noted Major areas Inspected licensee aclions on previous Insp findings, plant 
lours,preoperalional teal procedure reviews & preoperationat test performance 
FORNEY, WL Region 3, Offico of Director 85/04/11 8pp 29859 003-29850 010 

8504230044 Forwards Insp Repts 60 456/85-14 & 50-457/85-14 on 850318- 27 No 
noncomplianco noted 

HARRISON, JJ Region 3, Office of Director 85/04/15 REED.C CommonwealIh 
Edison Co 2pp 29950 196 29950 207 

.•B504230046 Insp Rapls 50 456/85 14 & 50 457/85-14 on 850310 27 No noncompli- 
ance or deviation noted Major areas InspectedfE Bulletin 04 02 
activities, 10GFR50 5S(e) repts & associated procedures & records 
LOVE,R S, WILLIAMS.C C Region 3. Offico of Director. 85/04/15 lOpp 29950 190 
29950 207 

6504290939 Forwards supplemental response to NRC 841120 Hr re violations noted in 
Insp Repts 50 456/84 21 & 60 457/04-20 Correcllvo actions flushing group formed to 
expedite completion of flushing program & to close open Hems * 

FARRAR.D L Commonwealth Edison Co 85/04/16 KEPPLER.J G Region 3, Office 
of Director 2pp 30045 100 30045 181 

8504290298 Suppis response to violations noted in fnsp Repts 50 456/84 05 & 50 457/ 
84 05 Corroclivo actions lOO*!© wash S review program for vendor supplied Mm will bo 
performed & weld radiographs reevaluated 

SMITH, D.H. Commonwealth Edison Co 05/04/18 KEPPLER,JG Region 3, Office of 
Director 5pp 30046 288-30046 292 

0504170240 IE Info Notice 85 030, "Micfoblalogicalty Induced Corrosion Containment 
Svc Water Sys Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/04/19 Consolidated Edison Co of Now York, fnc f09pp 29966 258 
29966 363 

8504190055 IE Info Notice 95 032, "Recent Engine Failures of Emorgoncy Diese) Gon 
erators " Svc list end 

JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of Now York, Ino fOOpp 29988 239 

29988 347 

8504190060 IE Info Notice 85 033, "Undersized Nozzle To-Shell Welded Joints )n Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vossel Code " Svc list 
end, 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/04/22 Consolidated Edison Co of Now York. Inc f08pp 20089001- 

29989 107 

8504220347 IE Info Notice 04 04,Rov 1, "Doficiencios In Forro Rosontinl Transformers " 
Svc list end. 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/24 Consolidated Edison Co of New York. Inc f18pp 30027'067- 
30027 104 


R, Periodic operating reports & related correspondence 

8694120182 Responds to FOIA request for Caseload Forecast Panel fifes In Ofo of Re 
source Mgt Forwards listed documents Documonts also available In PDR 
FELTON J M Division of Rules and Records 84/08/06 KILLEFER.C Shaw. Pittman, 
Potts & Trowbncfge 2pp. 30300 003-30303.129 

••8594120228 Forwards updated const status rapts as of 031231 for LaSalle Unit 
2,0ryon Units 1 & 2 6 Braldwood Units 1 & 2 Info lor Inclusion in NUREG-0030. 
PETERSON.EM Commonwealth Edison Co 84/01/30. HARTFIELD,R A Information 
Systems 6 ranch 5pp 30318 170-30318 174 

-B504 120340 Forwards updated const status repts as of 840419 lor LaSalle Unit 
2.Brypn Units 1 & 2 & Braldwood Units 1 & 2 Info for Inclusion in NUREG-0030. 
PETERSON.E M. Commonwealth Edison Co 04/04/19. HARTFIELD.R A Office of 
Resource Management. Director 11pp. 30318 220-30318<230 

-8504120424 Forwards updated const status repts as of 830630 for LaSalle Unit 
2,Byron Units 1 & 2 & Braidwood Units 1 & 2.lnfo for Inclusion In NUREG 0030 Relat- 
ed documentallon also end. 

PETERSON.E M. Commonwealth Edison Co 83/07/26 HARTFIELD.R A Information 
Systems Branch 300pp 30318.291-30310‘130, 

-8504160048 Forwards updated const status repts as of 030930 for LaSalle Unit 
2, Byron Units 1 & 2 & Braidwood Units 1 & 2 Info for Inclusion In NUREG 0030 
PETERSON, E.M Commonwealth Edison Co 83/10/27 HARTFIELD.R A. Information 
Systems Branch, Opp, 303 IB 042-30318 060 


-8504150204 Forwards updated const slatub repts ai. of 8^1231 lor I aSnNo Unit 
2.Byfon Units 1 S2& Braidwood Units 1 & 2 Info for rnckisi on in NUREG 0030 
PETERSON.EM Commorwvoallh Edison Co 03/01/26 HARTFiELO.n A Information 
Systems Branch I tpp 30325 109 3032 5 1 99 

-8504150463 Forwards opdatod const status repts for LaSnlle Unit 2, Byron Units t & 2 
& Braidwood Units 1 & 2 as of 63 033 1, fo/ incJusion m NURLQ OOJO 
PETERSON.E M Commonwealth Edison Co 03/04/27 HARTFiELO.R A Information 
Systems Branch Opp 30326 069-30326 077 

~8504160-070 Forwards updated const status roplS for LnSafle Units I & 2 & Dyron 
Unils 1 & 2 as of 791231 for Inclusion in NUREG 0030 Status of Braldwood Umls t & 
2 remains unchanged 

SMITH.DH CommonwealIh Edison Co 80/01/08 LOVE LACE, WH NBC - No Do 
tailed Affiliation Given 7pp 30333 238 30333 244 


S. Reportable occurrences, LERs & related correspondence 

6504050285 Interim Doficency Hopt 84 00 ro inadequalo inslallatlon & insp of 1/4-irich 
liner plales Sargont & Lundy conducirng hold verification Next ropl will ho <subnti(lrd by 
850801 

SMITH, DH Commonwealth Edison Co 05/03/21 KEPPIL'R.JG Region 3, Offico of 
Director 2pp 20675 020 20676 021 

8504 050307 Interim Doficloncy Ropt 04-04 re radio qrapliic him donsilies out ol 
tolerance Welds In process ol being ropalred or reracliographod ns nppitcnbla No)d 
rept will be eubmillod by 651 101 

SMITH.DH CommonwealIh Edison Co 85/03/21 KEPPLER.J G Region 3, Offico of 
Director 2pp 20667 300 20e67-3OO 

6504050355 Interim Deficiency Rept 84 01 ro IK ComslecK document review Com ploto 
document review will bo performed following LK Comstock rev of existing cfocunnont 
roviow program Next rept will bo submitted by 850617 

SMITH.DH Commonwealth Edison Co 85/03/21 KEPFLEH.J G Region 3. Offico of 
Director 2pp 29667.319-20667 320 

0504290240 Interim Deficiency Ropt 84-16 re adequacy of ASME mall procure rneni 
documentation Documentalian roviow for malls conlmuing Next ropt aniicipatod by Jul 
1906 

SMITH.DH Commonwealth Edison Co 85/04/12. KtFPLER.JG Region 3, Office of 
Director. 2pp 30054 294 38054 295 

0504300553 Revised final Doficloncy Rent 03-12 ro Anaconda Co ffoxiblo 
conduit Initiafly reportoef on 031000 Afl conouils in contnlnmonl will bo roplncod w/ 
stalofess stool fioxlbfo conduit or modified by taping procoduro 
SMITH.DH Commonweallli Edison Co 85/04^8 KEPPLER.J, G Region 3. Office of 
Director. 2pp 30087 067 30067 OSB 


V, Operator ExamfnatlonB 

8504000300 Submits roviow of 050226 rosponso to rcqiiosi for waiver of roqiiirod ob- 
servation training Crotons & McGeo granted waiver ba«5fld on extensivo oporpling ox- 
podonce at commercial reactor facility 

UTTLE.WS Region 3, Offico of ulroclor 85/04/02 SMITH.DH CommonwealIh 
Edison Go Ip 20685 028 20685 028 


DOCKET 50-450 RIVER BEND STATION, UNIT 1 


A. Appllcatlon/conalructlon stage documonla & correspondence 

6604120182 Responds to FOIA roqiiosi for Casofoad Foror'ust Panel filos In Ofe ol Ro 
source Mat Forwards listed documonls Documonts also civallnhlo In PDR 
FELTON.JM Division of Ruloo and Rocords 84/06/06 KII IErER.C Shaw. Pitlrnan, 
Polls & Trowbridge 2pp 3030 0 003 30303 1?9 

-8504120436 Notifies that util informed Q Perch that Itr sent to H Denton hlaling lint 
commercial oporallon scheduled for Doc 1085 Tuol load date expected to slip to Apr 
or Juno 1985 Related documonts end 

SCHWENCER.A Liconsing Branch 2 01/11/13 TFDLSGO.R Asi^tslanl Dirocior for 
Licensing. 127pp 30310 131-30319 250 

-6SD4160235 Notilicalion of 780726 Site visit w/utll to discuss Salem Unil 2 iuof Iciail 
dale Mooting agenda & draft summary of Cnsoland rorocoBt Panel 830330 31 moot 
inns In West f eliclana Pansh.LA ro River Bond Unit 1 one) 

DROMERICK.AW Light Wator Roaclora Branch 3 78/0//07 F^AHR.OD Light Water 
Reactors Branch 3 316pp 30339 005-30339 213 

8604190593 Forwards info ro anonymous allogalions recolvod by NRC concerning cor 
lain const & design aclivJtlos ro HVAC joints & shoot moial Roquoals thal ulil invosife 
gate allegations & advise NRC of finding i & disposllion 

JOHNSON.EH Region 4, Office ol Diroclor 04/06/18 CAMIIL.W. Gulf Stales Ulill 
ties Co 2pp 20923 356-29923 357 

6504010116 Forwards revs to rBARRovs reJlocl change In catciilnlions for UHS mnx 
temp duo to rovs In plant equipment ope ration 

aOOKER.JE Gulf Stales UlilHtos Co 85/03/15 DENTON.H.R Off fco of Nuclear Ro 
actor Rogulation. Director 23pp 29571 054-29571:076 

8504010019 Forwards minor rovs to FSAR Section 626 ro contammonl IdoIK rate test- 
ing of oJocIrIcal ponolralioriB Penetration ciosinn now incorporatoa (Joubio O rings to 
be Typo B tosted by pressurizing between seals, 

BOOKEB.J E. Gull States Utilities Co 05/03/25 PENTON.H R Office of Nuclear Ro 
QClor Rogulalion. DIreclor 2pp 20570 062-29570 063 

0604010026 Informs that all proceduros romiirocf to govern control of heavy loads liMod 
by reactor bldg polar crane llstod m Table 4 of 040391 submittal will ho cornplolod 
prior |o fuel load w/excoptlon of Load 5, “Porlabfo.Ro fueling Shield " 

BOOKER.J E Gulf Stales Ulllitloa Co. 05/03/25. DENTON.H R. Offico of Nuclear Re- 
actor Regulation, Director ip 29-570 020 29570.020 
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8504000421 Forwards proposed clianges to NRC second drail cl Tech Specs Bnef da- 
scnplion of proposed chango.jjstilication for chango & marked-up pages from second 
draft afso enci 

BOOKER, JE Gull States Utilities Co 05/03/25 DENTON, H R Office of Nuefear Re- 
actor Regulation, Director 341pp 2Q6B4 047 29685 027 

8504020120 Sumrrarizes 050320 meettna w/uhl re activities authorized by CPPR-145.in* 
eluding fuel load checklist, const schedute, pieoperattonal test completion & status & 
sys turnover Meeting beneficial List of meeting attendees end 
DENISe,R P Region 4. Office of Director 85/03/26 DEDDENSJC Gull Stales Utili- 
ties Co 4pp 29579 358 29579 361 

8504090256 Forwards Rev 13 to FSAR w/addilions re organization & training of option- 
al shift technical advisor & review & audit section Revs will be included in future FSAR 
ameiwJ 

B00KER,JE Gulf States Utilities Co 65/03/26 DENTON.HR Otfice of Nuclear Re- 
actor Regulation, Director 37pp 29699127-29699 164 

8504020238 Discusses review of 85O30B QA program for design & const AddI noMica 
tion of review resulls will bo provided 

JOHNSON, EH Region 4, Office of Director 85/03/20 CAHILL.WJ Gull Stales Utili- 
ties Co Ip 29581 266 29591 2B6 

3504050002 Suppls 850122 rev to FSAR Section 3 82 7 re inilial structural acceptance 
lest of containment vessel Rev will bo Included in fuli/re FSAR amend 
BOOKER.JE Gulf Slates Utilities Co B5/03/2B DENTON, HR Office of Nuclear fle 
actor Rogutation. Director 4pp 29666 195 29666 188 

8504030101 Forwards partial response to Gonenc Ltr 64 24, "Certification of Compli- 
ance to 10CFR50 49, Environ Quatilication of Electric E<|ulpmenl ” Environ duoMica- 
lion program satisfies requirements of 10CFR60 49, 

BOOKER.J E Gull Slates Utilities Co 05/03/29 ElSENHJT.DG Division of Ucons 
ing 2pp 29568 352-29586 353 

8604220251 Forwards, for review, revs to FSAR sections re use of portable radios Revs 
will bo Includod in future FSAR amend 

BOOKER, J E Gulf Slates Utilities Co 05/03/20 DENTON, H R Otfico of Nuefear Ro 
actor Regulation, Director 4pp 29929 163 29929 166 

0504090197 Notification of 050404 meeting w/util in Bethesda.MD to discuss Tech 
Specs « 

STERN, SM Licensing Branch 2 65/04/01 SCHWENCER.A Licensing Branch 2 
3pp 29752158*29752160 

8604100583 Forwards request for addl info re open items associated w/ prior request 
(or info -on initial plant test program.FSAR Amends 14-16 & util 850201 Ur 
SCHWENCER.A Licensing Branch 2 85/04/01 CAHILL.WJ Gulf Slates Utifilios Co 
5pp 29775 232-29775 236 

8504 10 OS 79 Discusses review of 850325 proposed changes to Tech Spec Pri^osod 
changes rel numerous FSAR amends which have nol been submitted to NRCNRC 
should be informed o1 any FSAR amend referenced in. Tech Spec by 850402. 
SCHWENCER.A Licensing Branch 2 85/04/01 CAHILL.WJ Gulf Slates Ulilittoa Co 
4pp 29775228 29775 231 

8504160233 Forwards marked up FSAR Figure 13 1-5,representing shdt 
compliment Figure will bo included m future FSAR amend, providing option to use sep* 
arate shift lechnEcal advisor if no shift senior reaclor oporator qualifiea 
BOOKER.JE Gulf States Uliiities Co 85/04/08 DENTON,HR Office of Nuclear Re- 
actor Regulation, Director 2pp 29B00046 29BOO 047 

8504160246 Forwards 650403 press roleasa le schedule for fuel loading, commercial 
cperalion 8 completion of NRC review activities 

BOOKER. J E Gulf Stales Utilities Co 85/04/09 SCHWENCER.A Licensing Branch 
2 2pp 29813 301-29613 302 

8504160360 Forwards info re TMI Action Item II K 3 23, "Verily Qualification of Accumu 
lators on Automatic Depressurization Sys Valves" por A Schwoncor 850227 Ur Info 
will be documented m SSER & fuluro FSAR amend 

eOOKER.J E Gulf States Utilities Oo 85/04/09 DENTON.H R Office of Nuclear Re 
actor Rogul at! on, Director 14pp 29618 013 29818026 

8504190598 Forwards request for addl info ro diesel generator loading, por review of 
FSAR Amend IBS Stern should be notified re lesponso schedule 
SCHWENCER.A Licensina Branch 2 85/04/09 CAHILL.WJ Gulf Slates Utilities Co 
5pp 29938 064-2993B 088 

8504240662 Notification of 650419 meetinq w/ulil & 6NL In Bethesda.MO to discuss 
seismic & dynamic qualification of safoly-relatad equipment & operability assurance of 
pumps S valves 

STERN.SM Licensing Branch 2 65/04/11 SCHWENCER.A Licensing Branch 2 
4pp. 29986 307*29986 310 

8504280332 Notification of cancellation of Apr 1964 meeting w/ull-l ia Bethesda.MD to 
discuss seismic aualilicalion of safety related equipment & operability assurance of 
pumps & valves Meeting will bo reschedulQd 

STERN.SM Licensing Branch 2 65/04/ fl SCHWENCEfl.A Lioensmg Branch 2 
2pp 30835 361-30035 362 

8504190607 Summary of 050404 mooting w/util in Bothosda.MD re roview of Tech 
Specs NRR milestones for Tech Spec development & review onci 
STERN.SM. Licensing Branch 2 85/04/12 Licensing Branch 2. Vpp- 29938 U 3* 
29638 118 

8504120208 Generic Hr 85*06 to all PWR licensees & ell appllcaals for Ots ro QA guid- 
ance for ATWS equipment not safety ralatad Sve list oncI 

THOMPSON.H L Division of Licensing 85/04/16 Consolidated Edison Co. of Now 
York, Inc 22pp 29947 288 29947 309 

8SD426G037 Forwards corrected Rev 2 to const OA pfoflrnm corisisting of Pages 17 1* 

57 & 17 1*61 inadvertently omiHod from 850300 Iransmiltal 

BOOKER .J E Gulf Steles Utilitios Co 85/04/16 MARTfN.R Regeon 4, Offico of Dl- 
roclor Ip 30025' 134-30025 136 

-B50426C039 Corrected Rev 2 to const QA program.conslsling of Pag os 17 1-57 & 
17.1*61 re quality documentary cvidence.cast & forged componenis & NDT 
' Gulf Slates Utilities Co 85/04/16 2pp 30025 135*30025 136 


E NRC Safely Evaluation Report (SER), auppis & correspondence 

8SO4240283 Forwards response to SER Outslondmg Issue 3 Submittal provides high 
energy line break analyses for sys located inside or containment Info will be includod 
in fuluro amend to FSAR 

BOOKER.J E Gulf States Utilities Co 85/03/06 DENTON.H R Office of Nucloar Ro 
actor Regulation, Director 300pp 29970 219 89971 160 

8504010120 forwards revised pages to 050131 response to SER Outstanding lasuo 
3, providing addl details of subcompartment analyses o1 high energy lino breaks nocos- 
sary for independent verification analysis 

BOOKER. J E Gulf States Utilities Co 86/03/25 DENTON.H R Olfico ol NueJoar Ro* 
actor Regufation, Director 7pp 29569' 156 29569 162 

8804050078 Forwards response to requasl for add! info re calibr.lesilng & access/ 
changing ol sot points on digital radiation monitoring sys Submittal provioes partial ro 
sponso to SER Confirmatory Item 40 

BOOKER. J E Gulf States Utilities Co 85/03/28 DENTON.H R Office of Nuclear Ro 
actor Regulation, Director 5pp 29666 169 29666 173 

8504240236 Forwards responses to draft SSER input for Sections 3 101 & 3 10 2, per A 
Schwencer 850206 ltr Into addresses confirmatory issues identified from seismic A 
pump & valve site audits conducted during wk of 841029 

BOOKER.J E. Gulf Stales Utilities Co 85/03/29 DENTON.H R Ofiice of Nucloar Ro 
actor Regulation, Director 43pp 29967 101*29967 148 

8504050085 Forwards response to request (or add! Info re optical isolator 8 MDR qudoI- 
la^ relay tests Submittal provides final response to SER Confirmalorv Item 26 
BOOKERJ E Gulf Slates Utilities Co 85/04/02 DENTON.H R Office of Nuclear Ro 
actor Regufation, Director 12pp 29666 109-29666 210 

8504160458 Forwards Amend 18 to FSAR, responding to open & conflrmalo/y SER 
(NUREG 096^ items Affidavit of Sve & distribution list onci 

CAHILL.W.J Gulf Slates Utilillos Co 05/04/12 DENTON.H R Office of Nucloar Ro- 
actor Regulation, Director 4pp 29866 091-29666 103 

8S04240555 Requests addl Info ro qualification program for safety related mochanictii 
o^uigmenLu^duding engineering drawings for listed items, por Section 3.11 ol SER 

^CHWENCErJa U censing Branch 2 05/04/15 CAHILL,W J Gulf Stales Uliiities Co 
4pp 20987 166 29987 169 

8504240170 Forwards rosponso to NRC 8503 1 6 request for addl infg ro emergoncy pro 
CGdures genaralton package Response to SER Confirmatory Issue 60 compfoto 
BOOKER.JE Gulf Stales Utilities Co 85/04/17 DENTON.H R Office of Nucloar Re 
actor Regulation, Diroctor 7pp 29969 164 29968 170 

8504220191 Forwards Rev 13 to automatic deprossurization sys logic drawings.por IMI 
issue ff K 3 f 6 Final response to SER Confirmafory (fern 28 provided 
BOOKER, J E Gulf Slates Utilities Co 85/04/19 DENTON.H R Offico of Nuclear Re 
actor Regulation, Director Ip 20925 009 29925.009 


F. Security, medical, emergency & fire protection plans 

8504060092 Forwards Insp Repl 50 458/85 07 on 850101*0228 & notices of vlolalionA 
deviation 

JOHNSON.E H Region 4. Office of Director 65/03/22 CAHILL.WJ Gulf Stales Ublf 
ties Co 2pp 29675 102-29675 112 

«'-8S04080099 Insp Rept SO 458/65 07 on 850101 0226 Violation noted failure to Imnla- 
mont procedures to maintain Class B cleanliness in spent fuel storage area Dovlalion 
noted failure to meet FSAR commitment 

CHAMBERLAIN.D , JAUDON.J P Region 4. Offico of Director 65/03/20 7pp 
29675 1 06 29675.112 

0504060110 Forwards Insp Rept 50 456/65 14 on 850225 0301 No violalion or dovi 
ation noted 

JOHNSON.E H Region 4. Olfico Of Director 65/03/22 CAHILL.WJ Gulf States U bn 
hes Co 2pp 29675 126 29675 132 

-BS04050116 Insp Rept 50 458/85-14 on 850225 0301 No violation or deviation 
noted Mdjor areas inspected licensee action on previous insp findings, const doficlei^cy 
roots 81 firo protoction/provonfion program 

GILBERT.L D , MULLIKIN.R P . JAUDON.J P Region 4, Office of Director 05/03/19 
5pp 29675' 128-29676 132 

8604030294 Forwards Physical Security Insp Repl 50-458/85-11 on 856204 08 No vio- 
la lions or devratlons noted 

JOHNSON.E.H Region 4. Office of Difoctor 85/03/25 CAHILL.WJ Gulf StolosUliil 
lies Co 2pp 29501 161-20591 163 

-6604030300 Physical Security Insp Repl 50 458/05-11 on 850204 00 No vioffiliens Of 
deviations noted Moior areas Inspocled physical barn era .protected area & asiess- 
mont aids Details withheld {ref 10CFR73 21) 

CALOWELL.RA. EVERETT.R.J, JAUDON.J P Region 4, Oflico Of Director 05/03/ 
21. Ip 29591 163-29591 163 

8504030198 Forwards Physical Security Insp Rept 50-458/65 15 on 850301 No viola 
tions or deviations identified 

JOHNSON.E H Region 4, OMlce of Director 86/03/26. CAHILL.WJ Gulf States UHi 
tIesCo, 2pp 2950MO6-295Q7'1O8 

-8504030204 Physical Security Insp Rept 50 458/85-15 on 850225 0301 No violation or 
deviation noted Major areas inspected physlcal security plan & socunty 
organization Details withheld fref 10CFR73 21) 

CALOWELL,R A . EVERETT.RJ, JAUDON.J P Region 4, Office Of Director 05/03/ 
25, Ip 29587*1 08-20567-1 08 

6504020320 Forwards Emergency Preparedness Insp Rept S0-45Q/64 35 on 841203 
14 No violalion or deviollon noted, Significant preparedness items & preparedness im 
provement items listed In ends Response required within 30 days 
JOHNSON.E.H Region 4. Office of Director 85/03/28 CAHILL, WJ Gulf Stales Uuii 
ties Co 12pp 29570 053-29578133 
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-0504020330 Emergency Preparedness Insp Ropt 50 45D/84 35 on 841203-14 No vio 
(atlon or deviation noted Ma;or areas inspected omergoncy preparedness 
implemenlaitonjncludjrg adminisiralion.organization & training & retraining 
BAIRD, J 0 , HALL.R E , JAUDON.J P Region 4. Oflic© oi tJirector 85/03/27 6Bpp 
29578 065*29570 133 

8S04050237 Forwards util justification for current emergency action fevels listed In Table 
13 3 1 of emergency plan. including or;e rev to Site Area Emergency Initiating Condi- 
tion 7, per A Sctiwencer 650222 request 

BOOKER.J 6 Gulf States Utilities Co 85/03/29 DENTON.H R Office of Nuclear Rg. 
actor Regulation, Director 6pp 29662 114-29662 119 

8504060478 Forwards tnsp Rept 60-458/85-16 on 650304 08 No violations or devi 
atlons Identified 

JOHNSON.E H Region 4, Office of Director 85/04/03 CAHILL.W J Gulf States Ulili 
lies Co 2pp 29677 210-29677 219 

-fi5040804$1 Insp Rept 50 458/85-16 on 650304-08 No violation or deviation 
noted Major areas inspected operational staffing, operating staff 
training, preop era liana I testing & emergency & abnormal operating procedures 
MURPHY.ME. HARBUCK.CC, IRELAND.R E Region 4, Office of Director 05/04/ 
02 8pp 29677 212-29677 219 

8504100027 Forwards suppi to Rev 4 to physical secunty plan SuppI withheld (ref 
10CFR2 790) Affidavit end 

CAHILL,W J Gulf States Utilities Co 85/04/04 DENTON.H R Office of Nucfear Re 
actor Regulation, Director 2pp 29729 352 20729 353 

8504150430 Forwards Insp Rept 50-458/85-12 on 850225 0301 & notice of violation 
JOHNSON.E H Region 4. Offlcoof Director 05/04/00 CAHILL.W J Gulf Stales Utlll- 
tlasCo 2pp 29605 314-20805 335 

-8504150447 Insp Ropt 50-458/05 12 on 850225-0301 Violation noted mfsslng or in- 
complete Independent reviewer signoff of calculations applicable to approved QA Cat- 
egory I design change dispositions 

MCNEILL.wM, BARNES. I . BENNETT, W R Region 4, Office of Director, 85/04/00 
lapp 29805 316-29805 335 

8504230098 Forwards SER & technical evaluation rept ro detailed control room design 
review (OCRDR) Util should confirm continued participation of human factors special 
Ists in remaining DCRDR activities & provide task analysis documentation 
SCHWENCER.A Licensing Branch 2 85/04/12, CAHILL.W J Gulf States Utililios Co 
tSpp 29973 057-29973 000 

-6503270579 'Technical Evaluation Rept of Detailed Control Room Design Review for 
River Bend Station ” 

SAVAGE.J W Lawrence Livermore National Laboratory 85/01/20 NRC • No Detailed 
Affiliation Given 25pp 29973 072 29973.006 

0504240179 Fonvards response to NRC DB031 8 request for addi info ro emergency pro- 
cedures generation package Response to SER Confirmatory Issue 60 complete 
aOOKER.J E Gulf States lltllilios Co 05/04/17 DENTON, H,R Office of Nuclear Re- 
actor Regulation, Director 7pp 29060 164 29D60 170 


Q, Adjudicatory correspondence 


Q, InapectJon reports, IE Bulletins & correspondence 


0504160050 Advises that lists of nonsafoty related GE Type HFA relays w/nylcn cr 
loxan spools & of safety related relays from QE & SAW available by Mar 19B6Addl 
Info in response to IE Bulletin 84 02 will be provided in status rept by 850405 
weiGAND,JG Gulf Slates Utilities Co 85/02/01 MARTIN.RD Region 4. Olfice of 
Director Ip 29708 229-29793 229 

8504040433 Forwards Exam RepI 50-458/OL-e5-01 of exam administered on 850121 
30 

JOHNSON.E H Region 4. Offico of Director 85/03/18 CAHILL.W J Gulf Slates Utili 
ties Co 2pp 29660 266-29660 345 

-6504040435 Exam Rept S0 4S8/OLB&01 on 650121 30 Exam results eight reactor 
operator candidates & 14 senior reactor operator candidates passed & eaght senior 
reactor candidates failed No reactor operator candidates failed 
GRAVES.ON, COOLEY.RA Region 4, Office of Direclor 86/03/15 72pp 
29660 270 29660345 

6503190659 tE Jnfo Notice 86-022> "Llmitorque Motor Operated Valves Resulting From 
incorrect Installation of Pinion Gear " Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/03/21 Consolidated Edison Co of New York, Inc 108pp 29597 001- 
2959?0Q5 

8603210461 IE fnfo Notice 65-023, 'Inadequate Surveillance & Post Maint & Post'Mod 
Sys Testing '* Sve list end 

JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
030103) 65/03/22 Consolidatod Edison Co. of New York, fnc lOOpp 29656,001- 
20656.107 

0504050092 Forwards Insp RepI 50 45B/85 07 on BS01 01-0228 & noUcea of violation & 
dovlation 

JOHNSON.E H Region 4, Office of Diractor. 95/03/22 CAHILL.W J Gull States Ulili 
lies Co 2pp 29076- 102-20675,1 12 

-8604050095 Notice of violation from insp on 850101-0228 

• Region 4, Office of Director. 85/03/22 ip 29S75 104 29675 104 

-0504050096 Notice of deviation from Insp on 860101 0228 

* Region 4, Offico of Director 85/03/22 Ip 29675 105 29675 105 

-8504050099 (nap RepI 50 456/85 07 on 650101-0226 Violation noted failure to Impfe 
menl proceduroe to maintain Ctass 6 cleanliness In spent fuel storage area Deviation 
noted failure lo meet FSAR commitment 

CHAMBERLAIN, 0, JAUDON.J P Region 4. Offico of Director 85/03/20 7pp 
29675.106 29675112 

6504060110 Forwards Insp Rept 50-458/65-14 on 650225 0301 No violation or dovl- 
atlon noted 

JOHNSON.E H Region 4. Oftice of Dlreclar 85/03/22 CAHILL.W J Gulf Stales Ulili 
IIobCo 2pp 20676.126-29676-102 


6504230573 Informs that Commissioner Bornthal wilJ lour facilJly on 650506 Partlos to 
proceeding wishing to attend must inform J Moyer no Inter than 850502 Served on 
650422 

* Commissioners //285 626 65/04/22 Commissioners Ip 20965-114 29065114 


-8504060116 Insp Rept 60-450/85-14 on 650226 0301 No violation or deviation 
noted Major areas Inepoctod llcensoo action on previous Jnsp findings, con si deficiency 
ropis & (ire preteclion/prevention program 

QfUBERT.LD,. MULLIKIN.R P . JAUDON.J.P Region 4, Offico of Director 65/03/10 
5pp. 20876.120-20675.132 


I. Financial Information 

8504010140 "1964 Annual Ropt ” W/DB0326 Itr 
BOOKER.J E Gull States Ulilltlos Co 04/12/31 DENTON.H R Office of Nucloor Ro 
actor Regulation, Director 43pp 20668 046-20S6Q 090. 

J. insurance a Indemnity Information 

8504040100 Forwards Endorsomonl 14 to NELIA Policy NF-266 & Endorsomonl 6 to 
MAELU Policy MF 19 

NADEL.M Marsh & McLonnan, Inc 65/03/26 SALT2MAN,J Aeslslanl Director tor 
State & Licensee Relations 3pp 29612 132-20612 134. 

K. Utility Final Safety Analysis Report (FSAR) & amends 


6504050117 Forwards Insp Ropt 50 458/65-13 on 850211 15 No violation or deviation 
noted, 

JOHNSON, E.H Region 4. Office of Director 65/03/22 CAHILL.W J. Gulf Stales Ulili 
Ilea Co. 3pp 20676' 142 20875.150 

..0604080120 Insp Rapt 60 458/85.13 on 85021 M6 No violation or dovialion 
noted.Major areas Inspeciadmalnt procedures, p re op o rational test procoduro 
verification, prooperational teat witnessing & llconsoe action on previous findings 
BENNETT.WR, HARBUCK.C.C, JAUDON.J P. Region 4, Offico of Director 65/03/ 
20 7pp 20675:1 44-20676' 160. 

8804080032 Ack receipt of 050107 & 0301 llrs Informing NRC of slops taken to correct 
violations noted (n tnsp Rept 60-456/64-31. 

JOHNSON.E H. Rogion 4, Office of Director. 85/03/22 CAHILL.W J Gulf Stales Ulili 
ties Co 2pp. 29600 329 20680.337. 


6SQ4030069 Forwards Amend 17 to FSAR for River Bend Station, In response to open & 
confirmatory Items in SER (NUREG 0989) & requests for addI fnfo. 

CAHILL.W J Guff Stales JlllllioB Co 06/03/29 DENTON.H fl Office of Nuclear Ro 
actor Regulation, Direclor 4pp 29594. OOt-20696'1 10 

-8504030075 Amend 17 to FSAR for River Bend Station Throe oversize drawings 
enct Aperture card available fn PDR 

* Gulf States Utilities Co. 85/03/20 826pp 20594 005-29596.110. 

0504160466 Forwards Amend 18 to FSAR, responding 1o open confirnnalory SER 
(NUREG-0989) items Affidavit of Sve & cfistribullon list oncL 
CAHILL,WJ Gulf Stales Utilities Co 85/04/12. DENTON, H.R. Offico of Nuclear Ro 
actor Regulation, Director 4pp. 29088 001-20000:183 

-8604180481 Rov 10 to FSAR for River Band Station 

* Gulf States Utilities Co. 05/04/30 170pp, 29608 006-29888'183. 


-8504000041 Responds to NRC 041207 & 050107 ItfS re violations rioted ir> Insp Ropt 
60-458/84 31. Corrective ac lions: Doficiency Rept 264 Initiated per 10CF50 55 & GE 
Field Deviation Roquoat LDJ 2467 Issued to correct nonconforming condilion 
DEODENS.J.C. Gulf Slates Ulililioa Co. 65/03/01. MARTIN, R 0 Region 4, Offico of 
Director, 3pp 2Ge0D'331 20685 337 


6504030294 Forwards Physical Security Insp Rapt 60 460/85 11 on 650204 06 No vio 
(atlons or deviations noted, 

JOHNSON.E.H. Hogion 4, Offico of Director. 05/03/26 CAHILL.W J Gulf Stales Utili- 
ties Co 2pp. 29591:161-20591.163 


-6604030300 Phyaical Security tnsp Rept 60-456/86-11 on 850204 08 No vIofationB or 
deviations noted Major areas Inspected' physical barrfers.protectod area & assess- 
ment aids,0etail3 wjtnhold (ref 10GFR73.21). 

CALOWELL.R,A. EVERETT, RJ., JAUDOftJ.P. Region 4, Office of Direclor 85/03/ 
21 Ip. 29591:163 29591:163. 


M. Antitrust correspondence 

■0504180047 Forwards FR notice of finding of no significant anillrust changes & lime for 
filing requests for reevafuation.for publication 

CLEARY, D P Site Analysis Branch. 86/04/03 COMBS.T Correspondence & Records 
Branch 2pp 2ggi9'340-20Dig 347 

-8504160050 Notice of finding of no aignilicani anlitrust changes & time for filing re- 
quests for reevaluahon.Formal OL anlllrusl review of focilily not required, 
aEARY.DP Site Analysis Branch 05/04/03. 6pp 20919:342'29919'347 


8503220444 IE Info Notice 05-024, “Failures of Proledlve Coatings in Pipes & HXs" 
Sve list end 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/26. Consolidated Edison Co. of New York, fnc, lOBpp 29596 154- 
20S96'363, 

8504030196 Forwards Physical Security Insp Rept 50 458/85 15 on 650301 No viola 
lions or doviations identified. 

JOHNSON.E.H Region 4, Office of Director 85/03/28. CAHILL.W J. Gulf Slates Utlli 
ties Co 2pp 29587:106-29587.108. 
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”3504010201 Physical S'^curily Insp Repi 50-458^85 15 on B50225 0301 No vtolalion or 
devirtUsjii n ciiJMiijor ait. as inspected physical secunly plan & security 

organization Details withheld (rel 10CFR73 21) 

CALDWELLRA, EVERETT R J , JAUDON.JP Reason 1 Ofhee of Director 85/03/ 
26 ip 29587 100-29587 108 

6S040J0333 Adv>se=i thal kjM respor^sGs lo open itoins idcnufiGd in Inlegrated Design 
InLp Repi 50 158/81 18 acceptable v^/ewre plion of fuur steins listed insp considered 
closed 

GRIMES, 0 k Division of QA, Vendor & Technical Training Center Programs {Posl 
850212) 85/03/26 CAHILL.WJ Gulf Slates Utililies Co Opp 29606 152*29606-160 

0504020328 Forwards Epnergoncy Preparedness Insp Rept 50 450/84 35 on B41203 
14 No violation Or deviation noted Significant preparedness ilems & preparedness im 
provemen! ilems listed in end's Response required wilhm 30 days 
JOHNSON, E H Region 4. Olfico of Dtreclor 95/03/28 CAHILL.W J Gulf Stales L/tili 
ties Co 12pp 29578 053 29576 133 

-8504020330 Emergency Preparedness Insp Hept 50 458/84 35 on 841203 14 No vio 
lation or devialion noted Major areas inspected emergency prepa redness 
jmplemGntaiion,inicludinQ adminislralion.organization & training & rotrarnlng 
OAIRD J B . HALL.R E JAUDON.J P Region 4. Office of Dtreclor 65/03/27 68pp 
29578 065 29578 133 

8304020241 Forwards QA Program Insp Rept 99900323/04 011 for info A 
aclion Evaluation of signiltcance of findings re quality A acceplabilily of vendor prod 
ucis S sves requested W/o end 

JOHMSON.E H Region 4, Office of Director B5/03/29 CAHILl.W J Gulf Stales Ulili 
ties Co 2pp 29583 056 29563 057 

8503280037 IE Info Noltce 85*025 ‘'Consid’eralion of Thermal Condiltons in Design & 
Installation of Supports for Diesel Generator Exhaust Silencers " Sve list end 
JORDAN.EL Division of Emergency Preparedness & Engineering Respor^sa (Post 
830103) 85/04/02 Consolidated Edison Co of New York, fne 107pp 29667 199 
29667 305 

8503280045 IE Info Notice 85 026. "Vacuum Reliof Sys for 8WR Mark I & II Contain* 
menls " Sve list end 

JORDAN.E L Division o( Emergency Preparedness & Engineering Response (Posl 
030103) 85/04/02 Consohdated Edison Co of New York, Inc 92 pp 29667 107* 
2Q667 198 

0504010039 IE Info Notice 85 027, "Notiftcalions to NRC Operations Clr & Reporting 
Events in LERs ’* Sve list end 

JORDAN.E L Division of Emergency Preparednoss & Engmeoring Response (Post 
830103} 85/04/03 Consolidated Etfison Co of New York, Inc 9Bpp 29690 255* 
28690 362 

8504000478 Forv/ards insp Rept SO 4S8/B5 16 on 850304 08 No violations or devi- 
ations identilied 

JO HNS ON. E H Region 4, Of (icq of Oireclor 85/04/03 CAHILL.W J GuH Statoa Ulifi- 
tiGsCo 2pp 29677 210 29677 219 

-8504000481 Insp Rept 50 466/85 16 on 850304 03 No violation Of deviation 
noted Major areas inspected opera lie nal staffing. operaling staff 

training, preopera tional testing & emergency & abnormal operating procedures 
MURPHV.ME, HARDUCK,CC, IRELAND, RE Region 4, Office of Director 85/04/ 
02 Opp 29677 212 29677 219 

8504190065 Forwards tnlenm response to IE Bulletin 03-08. •'Elcclrical Circuit Breakers 
W/Undervoltage Trip Feature m Uso in Safety Related Applications ■” Final or interim 
response re Ilems 2 ti A 2d will be provided by 850529 

BOOKER, JE Gull States UNjIios Co 85/04/05 MARTIN,R 0 Region 4, Office of Di- 
rector 4pp 29006 319 29386 322 

8504190093 Forwards partial response to IE BuHelin 84 03, Item 4 re lime to cladding 
damage w/o operalor action & Item 6 jq emergency operating procedures AddI Info 
on Item 4 A refuelmn cavity water seal cvalual ion oxpecled by 850515 
0OOKER.JE GuH Stales Ulilities Co 85/04/05 MARTfN.R 6 flogion 4, Office of Di- 
rector 4pp 29606 352 20006355 

8504150374 AcK receipt of 850323 Hr informing NRC of slep^ takon lo correct violations 
noted in Insp Rept 50 459/85 01 

JOHNSON EH Ragron 4, Of hcG of Director 85/04/0B CAHILL.W J Gutf Statoa Utili- 
ties Co Ip 29306 036 20006039 

-8504150383 Responds lo NRC 850226 Hr ro violalions noted In Insp Rep! 50-450/85- 
01 Corrocteve actions followup surveillances of Station 55 completed A trolhmg on 
conlrol/mamlof site procedures/manuals provided to clerks 

CAHILUW J Gulf Stales Utilities Co 65/03/28 MARTIN, R D Region 4, Office of Di- 
rector 3pp 29806037 20006039 

85041S0438 Forwards Insp Repl 50 458/85-12 on 850225-0301 A notice of violallon 
JOHNSON E H Region 4. Office of Director 65/04/06 CAHILL.W J Gulf Stales Ullli- 
liesCo 2pp 2S805 314 20805335 

-8504150443 Notice of violation from insp on 650225 0301 

• Region 4. Office of Director 05/04/08 2pp 29Q05 316-20005 317, 

-0504150447 Insp Repl 50 458/05 12 on 850225 0301 Violation noted missing or In- 
complete independeni reviewer signoff of calculations applicable to approved QA Cal- 
egory I design change disposilions 

MCNEILLpWM, OARNES,!. BENNETT.WR Region- 4, Office of Director 05/04/08 
10pp 29005 310 29805 335 

8504050042 SuppI 1 to IE Info Notice 05-003, "Separation of Primary Reactor Coolanl 
Pump Shaft & impeller " Sve ksl end 

JORDAN.E L Division of Emergency Pre pare rf ness & Enginoenng Response (Post 
B30103) 85/04/09 Consolidated Edison Co of Now York, Inc foipp, 29791,025- 
29791 126 

8S04050047 J£ Info Notice 85 028, "Partial Loss of AC Power A Diesel Genera lor Deg- 
radalion Sve lisi end 

JORDAN.E L Division of Emergency Preparedness & Ehgme&ring Response (Posl 
830103) 85/04/09 Consolidated Edison Co of New York, Inc 109ppH 29780 278 
29791 024 


0504150254 Ack rocaipl of 850128 A 0328 llrs informing NRC of steps taken to correci 
violations noted in Insp Repl 50 450/04 36 

JOHNSON.E H Region 4, Office of Director 85/04/09 CAHILL.W J Gulf Slates Uti'r 
fiasco Ip 29800 060 29800 062 

.■0504150259 Responds to NRC 650226 Itr re viotalions noted rn Insp Rapt 50-458/84- 
30 Corrective actions testing of Emergency Diesel Generators A A B will be complolod 
on 850417 using Test Prooeduros SST 24 1 A SST-24 2, respectively 
CAHILL.W, J Gulf States UtilHies Co 85/03/28 MARTIN, R 0 Regior^ 4. Olfico of Di- 
rector 2pp 20B0D061 2D0ODOB2 

0504190150 Advises that util still in process of obtaining lists of HFA relays discussed m 
Feb 1985 Itr.fn response lo IE Bulletin 64-02 Lists will bo available by 050531 
BOOKER,J,E Gulf Slates Ulililies Co 05/04/09 MARTIN, R D Region 4. Office of Di 
rector Ip, 29066 094-20086094 

0504 190-410 Informs of delay m submission of addi Info re IE Bulletin 84-02, per ulil 
650201 commitment Interim or final status rept will be submitted by 850531 .upon ob 
tatning list of HFA relays discussed in 850201 Itr 

BOOKER,JE Gulf Stales Utilities Co 85/04/00 MARTiN.R D Region 4, Office ol D\ 
rector Ip 29917 016 20917,016 

8604309308 Forwards TDI forging spec A insp repts for util TDI diesel goneralor 
crankehafLper 850403 mooting requesl Macrostch test performed by TDI motallurgisl 
BOOKEn.J.E Gulf States UtillTiesCo. 85/04/09 DENTON.H R Office ol Nuclear Re 
actor Regulation, Director IBpp 30066 0S6 30066 073 

65O4Q0D41Q IE Info Notice 65 029, "Use of Unqualified Sources in Wofl Logging Appli 
cal Ions '* Sve list end 

PAHTLOW,J.G Drvislon of Inspection Programs (Posl 850212) 85/04/12 ConsoJidat 
ed Edison Co ol New York, Inc 66pp 20632 001-29832 023 

0504169413 Forwards interim A final repts of Investigation ol const problems in 
HVAC Allegation & closure documented In Insp Rept 50 456/05 06 W/o ends 
JOHNSON, E H Region 4. Olfico of Director 65/04/12 CAHILL.W J Gulf Slates Ulili 
liOsCo Ip 296 IS 1^65-29815 165. 

0504230420 Forwards Insp Rept 50 468/85 21 on 05031 1-15 A 25 29 & notice of viola 
lion 

JOHNSON, E H Region 4, Office of Director 85/04/16. CAHILL.W J Gulf Stales Ulili 
ties Co 2pp 29050 341-29950 351 

-8504230424 Nolice Of violation from insp on 85031 1-15 A 25 29 
* Region 4, Office of Director 85/04/18. Ip 28950 343-29950 343 

-8504230427 fnsp Rept 50 456/65 21 on 650311-15 A 25-29 Violallon noted failure lo 
posl Part 21 innplemenling procedures in rospocllvo work places 
MCNEILL, W M . GILBERT.LD.. JAUDON.J P Region 4, Office of Director 85/04/12 
app 29950 344-29950 351 

8504230419 Forwards Insp Repl 50 450/65 26 on 850325 29 No violation or dovlahon 
noted 

JOHNSON, E H Region 4, Office of Director 85/04/17 CAHILL.W J Gulf States Utili- 
ties Co 2pp 29952 155-29962 161 

-8504230422 Insp Repl 50 456/85*26 on 850325*29,No violation or deviation 
noted Major areas Inspected followup on Const Appraisal Team Rept 50 458/84*23 A 
aclion on prevloua insp findings 

MCNEILL.WM, JAUDON.J P Region 4. Office ol Director 85/04/15 5pp 
29052157-29952 161 

0504170240 IE tnfo Nolico 05 030, "Mlcrobio logically Induced Corrosion Conlelnmcnl 
Sve Water Sys " Sve list end. 

JORDAN.E L Division Of Emergency Preparodness A Engineering Response (Post 
830103) 85/04/19 Consolidated Edison Co of Now York, Inc tOflpp 299B5 2S8 
26966363 

05041 90DS5 IE Info Notice 05 032, "Recent Engine Failures of Emergency Diesel Gen- 
erators " Sve list onef 

JORDAN.EL Division of Emergency Preparedness A Enginoormg Response (Posl 
830103) 05/04/22 Consolidated Edison Co. of New York, Inc I09pp 299&S23D* 
28900,347, 

8604190000 IE Info Notice 85*033, "Undersized Nozzlo-To*Shell Welded Joinis in Tanks 
A HXs Const ruclod Undor Rules of ASME Boiler A Pressure Vessel Code " Sve list 
end, 

JORDAN.EL Division of Emergency Preparedness A Engineering Responso (Post 
630103) 85/04/22 Consolidated Edison Co. of New York, Inc lOOpp 29989 001- 
2D969.107 

B604220347 IE Info Nolico 84 04, Rev 1, "Deficiencies in Ferro-Resonant Transformers'* 
Sve list end 

JORDAN.EL Division Of Emergency Preparedness A Engineering Responso (Posl 
830103>, 85/04/24 Consolidated Edison Co of New York, Inc. 116pp 30027 067* 
30027 1 84 

650431)0401 Forwards Insp Rept 50*458/85-25 on 050325-29 No violations or devi- 
ations noted 

JOHNSON, E,H Region 4, Ojftce of Director 85/04/25 CAHILL.W J Gulf Statoa Utili- 
ties Co 2pp. 30066 139 30066 146 

-0504300406 Insp Rept 50-468/85 25 on 050325-29, No violations or devia liens 
noted.Major areas Inspected structure A implementation bf licensee quallly concern 
program 

MAOSEN.GL* JAUDONJ.P.. MARTIN.LE Region 4, Office of Director 85/04/22 
6pp 30066141-30066:146 


R. Periodic operating reports A related correspondence 

65&412O102 Responds to FOIA request lor Caseload Forecast Panel files In Ofc of Ra* 
source Mot Forwards listed documents, Documents also available in PDR 
F ELTON, J.M- Division of Rules and Records 84/06/06. KILLEFER.C Shaw, Pittmian, 
Polls A Trowbridge 2pp 30300 003-30303,129, 
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■8504120330 Forwards updalori const status rept as of 840324 Info for inclusion rn 
NUREG 0030 Unit 1 fuel load date scheduled for Apr 1 985 Commercraf operation 
planned tor Dec 1985 Unit 2 canceled on 840105 

BOOKER.JE Gulf Stales Utilities Co 04/04/16 HARTFIELD.RA lnformatior7 Sys 
terns Branch 5pp 30310 215-30318 219 


8504050090 Interim Deficiency Repi OR 285 r© instrument setpoml methodology for Ro* 
semount 1152 devices supplied by GE Interim or final ropt will bo provided by 
050410 

BOOKER.J E Gulf States Ulililias Co 85/03/22 MARTIN, R D Rogion 4. Office of Di 
rector Ip 29675 101-29675 101 


■8504120422 Forwards updated const status repts as of 830630 Info for inclusion in 
NUREG 0030 

BOOKER, JE Gulf Stales Utilities Co 83/07/15 HARTFIELD.B A Information Sys- 
tems Branch 5pp 303 18 007-3031 G 01 1 

■8504150143 Forwards updated const status ropts as of 630930 Info for inclusion in 
NUREG 0030 Unit fuel load currently projected for Apr 1985 w/commercial operation 
by Dec 1985 Unit 2 remains "not scheduled ” 

BOOKER.JE Gulf States UtilHios Co 83/10/14 HARTFIELD.RA Information Sys 
toms Branch 5pp 30318081 30318005 

-B504150177 Forwards updated const status repts as of 821231 Info for inclusion in 
MUR EG 0030 

BOOKER, JE Gulf States Utilities Co 83/01/14 HARTFIELD.RA Information Sys- 
tems Branch 9pp 30325 162-30325 170 

-8504150193 Forwards updated const status repls as of 831231 Info for inclusion in 
NUREG 0030 Unit 1 fuoJ load date currently proiected for Apr 1985 Commercial oper- 
alion scheduled for Dec 1985 Ulil voted on 8401 05 not to build Uml 2 
BOOKER.JE Gulf Stales Utilities Co 84/01/13 HARTFIELD.RA Information Sys- 
tems Branch 5pp 30318 111-30318 115 

•8504150324 Forwards updated const status repts as of 020930 Info for inclusion in 
NUREG 0030, Unit 1 fuel foad date projected for Apr 1985 w/commercial oporalion by 
Dec 1986 Unit 2 romains unschediilorl 

BOOKER.JE Gulf States UliltliGS Co 82/10/13 HARTFIELD.RA Information Sys- 
tems Branch lOpp 30325 280^30325 284 

•8504150442 Forwards updalod const status ropts as of B20331 for inclusion in 
NUR£G 0030 Fuel load date projected for Apr 1905 Commercial oporalion for Unit 1 
scheduled for Dec 1985 Unit 2 remains nol scheduled 

BOOKER.JE Gulf Stales Uli lilies Co 83/04/15 HARTFIELD.RA Information Sys- 
toms Branch 5pp 30328 026 30326 030 


S, Reportable occurrences, LERb & related correspondence 

0504030040 Final Deficiency Repl DR-247 re six dimensional discropancies of Category 
j silo fabricated pipe anchor clamps Drawings revised to reflect as buJIt conditions of 
support clamps uondilion nol reportable per 10CFR5O65(o) 

BOOKER.J E Gulf Slates Utllitlos Co 05/03/14 MARTtN.R D Region 4. Office of Di- 
recto/ 1p 29503 029 20593 029 

8504030049 Interim Dofictoncy Repl DR- 104 ro shop wold on BF Shaw Co support 
Irunnion Next repl will bo provided by 840405 

BOOKER.J E Gulf Slates Utilities Co 85/03/14 MARTIN, R D Regior) 4, Office of Di 
recicr 1p 20593 030 29503 030 

0504030053 Inlorim Deficiency Repl DR-150 ro conductivily coils & indicators supplied 
by GE Next ropl will bo submitted Iw 050400 

BOOKER.J E Gulf Stales Utilities Co 05/03/15 MARTIN, R D Region 4. Office of Di- 
rector ip 29503 003-20503 003 


8504170098 Final Deficiency Repl DR 271 re RTD splices in electrical penelrations sup 
plied by Conax Corp Initially reported on 850320 Nonconformance & disposition & en- 
gineering & design coordination repts required repairs using new butt splices 
BOOKER.J E Gulf Stales UMilies Co 65/03/22 MARTIN.R 0 Region 4. Office of Di 
rector 3pp 29839 001 29839 003 

8504170276 fntonm Deficiency Ropl DR-2fl6 re polarity pins on twinax module connoc 
tors in containment electrical penetrations supplied by Conax Corp fntenm or final 
status rent will be provided by 85041 1 

BOOKER,J E Gulf States Utilities Co 85/03/25 MARTIN.R D Region 4. Office of Di- 
rector 1p 29839 230-29839 230 

8504170103 Interim Deliciency Repi OR-273 re relocation of Rosemount pressure 
transmitters Next ropt will be provided by 850412 

BOOKER, J E Gulf States Ulilities Co 85/03/26 MARTIN.R D Region 4, Office of Di- 
rector ip 29839 005-29039 005 

85041 10341 Inlorim Deficiency Repl DR 242 re fracture of pinion gear ih motor operator 
supplied by Limilorquo for safety-related valve in RHR sys Interim or final status rept 
will be provided by 850412 

BOOKER.J E Gulf Slates UWHios Co 85/03/28 MARTIN.R D Rogion 4, Office of Di 
rector Ip 29776 125-29776 125 

85041 1070S fnlorrm Deficiency Repl DR 275 re welded studs for variable Inlel vane as- 
sembly on four far^s supplied by Buffalo Forge Co for standby gas traalmonl sys & 
fuel bldg charcoal fillration unlls Next rept will oo provided by 850412 
BOOKER.J E Gulf Slates Ulililies Co 85/03/28 MARTIN.R D Region 4. Office of Di- 
rector 1p 29777 362-29777 362 

8604170298 Final Deficiency Rep! DR-217 ro defeclivo boiling matl supplied by Cardinal 
Industrial Products Corplnilially reported on 650222 Item not reportable under 
10CFR50 65(o) 

BOOKER.J, 6 Gulf Stales Ulililies Co 85/03/28 MARTIN.R D Region 4. Office of Di 
rector Ip 29839 1 10-29839 1 10 

8504170112 Interim Oeficioncy Rept DR 246 re linear indication & min wall thickness of 
BF Shaw shop weld Inilially reported on 850219 Investigations continuing Next repl 
will be provided by 850410 

BOOKER.J E Gulf Stales UWilles Co 85/03/20 MARTIN.R D Region 4. Office of Di 
rector Ip 29839 004-29839 004 

8604170121 Interim Deficiency Repl DR-274 re field wiring to ASCO & Target Rock 
Corp solenoid valves Next rept will bo provided by 650412 

BOOKER.J E Gulf Slates Utilities Co 85/03/29 MARTIN.R D Region 4. Office of Di- 
rector Ip 20030.077-29639 077 

8504170207 Interim Dofictoncy Rept OR 281 ro defeclivo bearing support in concrete 
pads for charcoal filler units supplied by American Air Filter Finaf or inlortm status ropt 
will be provided by 8504 12 

BOOKER.J E Gulf Stales Ulililies Co 85/03/29 MARTIN.R D. Region 4, Office ol Di- 
rector Ip 29036.231-29639 231. 


0604030067 Final Oeficioncy Ropl DR 157 ro fiefd purchased pipo fillings painted oxter 
nally & inlornally by various vendors will perform Inlondod function per sys analy- 
sis Cor;dJlfon nol roporlablo per 10 CFm50 55(o) 

BOOKERJ E. Gulf Stales UtillHos Co 85/03/15 MARTIN.R D Rogron 4, OfJico of Di- 
rector Ip 205G3 002-29593 002 


8504030079 Final Oofrciency Rept DR 210 ro bowed circuit board rolaining parts In 
Model 510 DU Rosomounl card files Exam rovoolod thal card (lies will perform intend 
ad safely funclion Condition not rnportablo per lOCFRSO 55(o) 

BOOKER.J E Gulf Slates Ulilltius Co 05/03/16 MARTIN.R D Region 4, Office ol Di 
rector 1p 20593 004 20503 004 


0SO4O3OO92 Inlorim Deficiency Ropl DR -280 ro magnoslum alloy rotor for Llmllorriuo 
motor operated valvo acluolors Noxl ropl will bo provided by 050409 
BOOKERvJ E Gulf Stalos Utilities Co 05/03/15 MARTIN.R 0 Rogion 4. Office of Di- 
rector ip 20602 248-29502 248 

0504060107 Final Doficroncy Ropl OR 216 ro unlntorrupliblo pow 
Initially reported on 050214 Broken PC board ropli 
E Gulf Siaios Utihtios Co 85/03/18 MAHTIN.R.D 
29675 1 16-29675 1113 



rector 3pp 


ir supplies provided by 
ceU & wires refuggod 
Rogion 4, Office of Di 


8504050038 Inlorim Dolicioncy Ropl DR-1/5 ro HPCS diosol ballerios auppllod by 
GE Interim or final ropt will be provided by 850403 

BOOKER, J.E Gulf Slates Ulililies Co 85/03/20 MARTIN.R D Region 4, Oflicoof Di 
reclor Ip 29675 061 20675 061 


0504060530 Notification of 850403 meeting w/util m B0the5da,MD to discuss loading & 
capacity of TDf dresel generators 

STERN, SM Uconsmg Branch 2 85/04/01 SCHWENCER.A Licensing Branch 2 
3pp 29715 333 29715 335 

0604120197 Forwards “Raview of Emergency Diesei Gonor«ilor Rocker Arm Cap 
screws," techmeat ovalualton ropt 

LAITY,WW Ballelle Memorial Instiluto, Pacific Northwest Laboratonos FIN 8 2052 
85/04/04 BERLINGER.C Division of Licensing ip 2D786 21 7-29786 233 

“8504120228 "Review of Emergency Diesel Ger^erator Rockor Arm Capscrews," tech 
nical evaluation ropt , 

LAITY, WW Battefle Memorial Insiiluto, Pacific Northwest Laboratonos FIN B-2952 
PNL-5200 15 85/03/31 Division of Licensing 15pp 29786 210-20786 233 

8504120227 Forwards "Review of Engine Base & Bearing Caps for TDI DSR-4B Diesel 
Engines." technical evaluation ropl 

LAFTY.WW Battelle Memorial Instiluto, Pacific Northwest Laboralorios FIN B 2963 
85/04/04 BERLINGER.C Division ol licensing Ip 29786 335 29700 352 

“8604120277 "Rovlow ol Engine Base & Bearing Cops for TDI OSR 46 Diesel En 

? lne3." technical evaluation rapt 

Airy.WW BaltQlle Memorial Instiluto, Pacific Northwest Laboralorios FIN 8'2052 
PNL-5200 11 85/03/31 BERLINGER.C H NRC No Detailed Affiliation Given 17pp 
29780 336 29768.352 


8504D50059 Inlorim Doficioncy Ropt DR-267 ro optical isolators supplied by GE Interim 
or final repl will bo provided by 850400 

BOOKER.J E Gulf Slates Ulllillos Co 86/03/20 MARTIN.R D Region 4. Office of Di- 
reclor Ip 20675 068 29675 068 


850412029(> Forwards PNL-5200 21, "Review of Emergency Diesel Generator Air Start 
Valvo Capscrews," technical avatuallon ropl for TDI Diesof Engln:0 Project 
LAITY.WW, Batlollo Momonal Institute, Pacific Northwest Laboratories FIN B'2063 
85/04/04 BERLINGER.C Division of Licensing Ip 29787 096 29787 114 


0504050066 Inlorim Doficioncy Ropl DR'279 re provontativo mnint (or aaloly rolatod 
equlpmonl Inlerrm or final ropt will bo provided by 8504 10 

BOOKER.J E Gulf Stales Utllilios Co 86/03/21 MARTIN, R-D Region 4, Offico of DI 
reclor Ip 29676 077 20676 077 


-0504120296 "Rovlow Of Emorgoncy Diesel Generator Air Start Valvo Capscrews" 
technical evaluation rept 

* Batlella Memo rial Institute, Pacific Northwosl Laboratories FIN a-2952 PNL-5200- 
21 05/03/31 Division of Licensing 16pp 29787 099-29787 114 


8504050071 Inlorim Deficiency Ropt Df1-2e8 ro Rosomounl trip units supplied by 

GE Interim or final ropl will bo provided by 850400 i r^ 

BOOKER, J E Gull States Ulihtios Co 85/03/21 MARTIN.R 0. Region 4. Office of Di 
rector- 1p 29675 007-29675 087 


8504120314 Forwards PNL-5200 12, "Review of Engine Base & Bearing Caps for TDI 
DSRV-12,DSRV-16 & DSRV-20 Diesel Engines " 

LAITY, W.W BatiGllo Memoriaf fnslilule. Pacific Northwest Laboratories FIN B 2963 
85/04/04. BERLINGER.C Division of Licensing Ip 29787 001-29787.017 


0504090377 Final Doficioncy Ropl DR 272 ro spring can hanger pins not removed 
during rocirculalion sys hot flow tosl Startup lost Procoduro ST-101, ' Balance-of- 
Plant Pipe Expansion." rovisod , _ 

BOOKER.JE Gulf Slalos Utilillos Co 86/03/21 MARTIN.R D Region 4. Offico of Di 
teclDT 2pp 29720 260 20720 261 


“8604120317 "Review of Engine Base A Bearing Caps for TDI DSHV-12, DSRV-ie & 
DSRV-20 Diesel Engines ’’ 

LAITY, W.W Battotie Memorial Inshtule, Paciltc Northwest Laboratorie?> FIN B-2063 
PNL-5200-12 85/03/26 Division of Licensing, 14 pp 29787 002-29787 017 
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0504100544 Inlerim De^iC<e^cy Repl DR 208 re air filler in engine control panef for TDI 
standby diesel generators Interim or final status repl v/ill bo provided by 650430 
BOOKER, J E Gulf States Utilities Co S5/04/O4 MARTIN, fl D Regiort 4. OIbce of Dh 
rector Ip 29924 039-29924 039 

8504100580 Interim Deficiency Rept DR 267 re fuse block A5-F51 used m Elgar Corp 
25KVA un.interruptible power supplies Intonrri or linal status rept will be provided by 
850430 

BOOKER, J E Gull Slates Utilities Co 65/04/04 MARTI N,R D Region A. Office of Oi- 
reclor Ip 29923 342-29923 342 

8604190514 Finel Deficcency Rept DR- 184 ra defective shop welds on BF Shaw Co 
support trunnions Condition not reportable under 10CFR60 55(o> 

BOOKER, J e Gulf Slates Utifities Co 65/04/05 MARTIN,R D Region 4, Offico of Di- 
rector Ip 29922 070-29922 079 

8504249534 Inlerim Deficiency Rept DR-1 56 re GE conductivity cells & 
indicators fnlerim or final rept will be submitted by 850507 

0OOKERJ E Gulf Slates Ulililies Co 85/04/08 MARTIN.R D Region 4. Offico of Oi- 
reclof Ip 29676 339-20976 339 

8504240540 Inlenm Deficiency Repf DR-267 re GE optical isolators Interim or final ropi 
will be submitted by 850508 

BOOKER, J E Gulf States Utilities Co 85/04/08 MARTIN.R D Region 4, Office of Di- 
rector Ip 29976318-29976 318 

8604240635 Interim Deficiency Rept DR 280 ro Reliance Class RM motors for Limitor- 
que motor operated valve acli/alors Interim or final rept expected by B50529 
BOOKER. J 6 Gulf Stales Utilities Co 85/04/09 MARTIN.R D Regior> 4. Office of Di- 
rector Ip 20977 327-29977 327 

8504250054 Interim Deficiency Rept DR-268 re Rosemount Irip units supplied by 
GE fnlerim or final status repl will be provided by 850522 

BOOKER, J E Gulf Stales Utihlies Co 85/04/09 MARTIN,R D Region 4, Office of Di- 
reclor ip 30020 144 30020 144 

8604300420 Forwards requested info re torsional dynamic analysis of TDI emorgency 
dies e! generator crankshaft at facility 

BOOKER, J E- Gulf Slates Utilities Co 85/04/09 DENTON. H R Office of Nuclear Re- 
actor Regulation, Director Ip 30064 077 30064 079 

8604160387 Part 21 repl re Clow Williams Hagar check valve used in starting air sys on 
TDI diesel engines Initially reported on 850312 TDI will furnish replacement Ouochek 
II valves mfg by TRW Mission of Houston, TX & info upon request 
BOYER, fl E, Transamerlca Dolaval, Inc 85/04/10 Director's Office, Office of Irvspec- 
tion and Enforcement 3pp 29816 166-29816 168 

6504250017 Interim Deficiency Rept DR 279 re prevonlaUve maint for safety related 
equipment Interim or final status repl will be provided by 850516 
BOOKER.JE Gull Slates Ulililies Co 85/04/10 MARTIN.R D Region 4, Offico of Di- 
rector Ip 30020 204-30020 204 

8S04250509 Interim Deficiency Rept DR 246 re linear Indicallon & min wall thickness of 
BF Shaw Co wold Next rept will be submilled by 850510 

BOOKER, J E Gulf Slates Ulililies Co 85/04/10 MARTIN.R D Region 4, Office of Di- 
rector Ip 29989 246 29980 248 


V Operator Examinations 


8504110176 Informs of review of shift staffing In fight of operalino experience on shift, In 
response to A Schwencer 841213 Hr to WJ Cahill Currenl training & exam plnr^s con- 
tinue toward fully qualified six-shaft rotation 

BOOKER, J E Gulf States Utilities Co 85/03/07 DENTON, H R Office of Nucloar Re- 
actor Regulation, Director 95pp 20766198-29766 292 

8504040433 Forwards Exam Rept 5O-458/OL-05 01 of exam administered on 850121- 
30 

JOHNSON, E H Region 4. Office of Director 85/03/18 CAHILL.W J Gulf Slatos Utili- 
ties Co 2pp 29660 268-20660 345 


-85040404 35 Exam Rept 50 458/OL-B5-01 on 050121-30 Exam results eight reaclcr 
operator candidates & 14 senior reactor operator candidates passed & eighl senior 
reactor candidates failed No reactor operator candidates failed 
GRAVES.DN,, COOIEY.R A Region 4. Office of Director 65/03/15. 72pp 
29660 270 29660 345 


8504 020304 Advises that reactor operator & senior reactor operator exams scheduled 
for wks of 850506,13,0730 0809 Ref mail fisted on end required by 850524 
JOHNSON, EH Region 4. Office of Director 85/03/29 CAHILL.W J Gulf Slatos Utili- 
ties Co 6pp 29577 244 29577 248 

8504150438 Forwards Insp Repl 50-458/85-12 on 850225 0301 & notice of viofalion 
JOHNSON.EH Region 4, Omco of Director 85/04/08 CAHILL.W J Gulf Slates Utill 
ties Co 2pp 29805 314-29805 335 

--8504160447 Insp Repl 50 458/85 12 on 850225-0301 Violation noted missing or In 
complete independent reviewer signoff of calculations applicable to approved QA Cal 
egory I design change dispositions 

MCNEILL.WM, BARNES, I . BENNETT.W R Region 4, Office of Director 05/04/08. 
lapp 20005 318-29806 335 

6504300377 Forwards revs to FSAR.including positions in response to posl-TWI ttoma 
IA1 1,1 A 1 2,1 A 1 3.1 A2.1J A2 3 & IA3f re shift technical advisor & reactor & 
senior reactor operator training & qualifications 

BOOKER.J E Gulf Stales Utilities Co 85/04/10 DENTON.H R Office of Nuclear Ro 
actor Regulation, Director 21pp 30063 104-30063 124 

8604 300364 Forwards response to 840531 Itr re use of shift advisors Training programs 
& operational procedures shift advisors will follow to suppi operating shift crew w/hol 
operational experience provided 

BOOKER, JE Gulf States Utilities Co 85/04/11 DENTON.H R Offico of Nuclear Re- 
actor Regulation, Director 22pp 30064 021-30064 042 

6504240562 Forwards request for addi Info re shift advisor program, per util 840306 8 
0813 submittals Into re training experience of each shift advisor requested 
SCHWENCER.A Licensing Branch 2 85/04/12 CAHILL.W J Gulf Stales U till I loa Co 
5pp 29907:143-29907 147 


DOCKET BO-459 RIVER BEND STATION, UNIT 2 


A, Appllcatlon/conatructlon stage documents & correspondence 


8504250480 Final Defidoncy Rept DR-286 re iinmalched poTarity pins & broken pins in 
twin axial connectors of electrical conlainmcnl penetrations supplied by Conax 
Coro Connectors reworked Condition not reportable under lOCFRSOSSfe) 

BOOKER.JE Gulf States Utilities Co 85/04/11 MARTIN.R D Region 4. Olfica of Di- 
rector Ip. 29989 278 29989 276 

8504250490 Interim Deficiency Repl DR 290 re pressure tost performed for charcoal fil- 
tration unbts ductwork Interim or final rept wifl be provided by 650515 
BOOKER, JE Gulf Slates Utilities Co 85/04/11 MARTIN.R D Reglort 4. Offico of Di- 
rector Ip 20989.2e4'2&9a9 264 

8504750498 Revised final Ooliciency Rept DR-75 re QHOSH-WILSON computer pro- 
ram used In determining stiffness of triangular eiemenla Initially reported on 
501 10 Program corrected Affected hardware redesicned or requalifted 
BOOKER, JE- Gulf Slates Ulililies Co 85/04/11 MARTIN.B O Region 4, Olfreo of Di- 
rector 4pp 29939 260 29989 263 


6504120182 Responds to FOIA request for Caseload Forecaat Panel files in Ofc of Ro 
source Mgl Forwards listed documenls Documents also available In PDR 
FELTON JM Division of Rutea and Records 84/06/06 KILLEFER.C Shaw, Pittman, 
Potts & Trowbridge 2pp 30300 003-30303 129 

8604240B62 Notification of 850419 meeting w/ulll & BNL in Bethesda.MD lo discuss 
seismic & dynamic qualification of safety-related equipment & operability assurance of 
pumps & valves 

STERN, SM Licensing Branch 2 85/04/11 SCHWENCER, A Licensing Branch 2 
4pp 29986 307-29986 310 

8504260332 Notification of cancellation of Apr 1984 meeting w/utll In Bethesda.MD lo 
discuss seismic qualification of safety related equipment & operability assurance of 
pumps & valves Meeting will be rescheduled 

STERN.SM. Licensing Branch 2 85/04/11 SCHWENCER.A Licensing Branch 2 
2pp 30035 361-30035 362 


8504750524 Final Deficiency Rept DR-238 re mcompattblo pipe clamps provided by 
Bergen Paterson I mi ally reported on 850107, Recurrence not anticipated Design for 
part revised & replaced 

BOOKER.JE Gulf Stales Utilities Co 85/04/11 MARTIN.R D Region 4. Office of Di- 
rector. 3pp 29989 223 29989 225 

8504250559 Revised final Deficiency Rept OR-195 ro Insulation for motors of valves 
supplied by Velan Engineering.LtdNew motors w/Cfass RH insulation procured lo re- 
place old motors. 

BOOKER.JE Gulf Stales Utilities Co 85/04/11. MARTIN.R 0 Region 4, Office of Di- 
rector 3pp 29999 187 29989 169 

8504300399 Forwards response to NRC 831229 request for addI info re TDI emergency 
diesel generators 

BOOKER.J E Gull Stales Utilities Co B5/04/1 1 DENTON.H R Offico of Nuclear Re- 
actor Regulation. Director 217pp 30066 174-30067 030 

8504300593 Forwards addi info re TDI diesel generators per A Schwencer 850129 
request Marked up FSAR pages in End 1 will bo incorporated Into future amend 
BOOKEaJE Gulf States UlThHes Co 85/04/11 DENTON.H R Office of Nuclear Re- 
actor Regulation, Director. 17pp 30063 280-30063 296 

8504250383 PN01V*85 01 7 on 8504 19, laborer working on normal cooling lower slipped 
& fell 40 M to concrete floor Injured laborer transferred immediately to local bosp & 
pronounced dead on arrival 

JAUDON,J P Region 4. Office of Director 85/04/19 1p 29985:103-29985 103 

8504291)040 Notification of 850424 meeting w/util in Bethesda.MD to discuss status of 
Tech Specs 8 assessment of TDI diesel generators, 

STERhfSM Licensing Branch 2, 05/04/19 SCHWENCER,A Licensing Branch 2. 
3pp 30055 20 0-300S 5232- 


Q. Adjudicatory correspondence 

6594230573 Informs that Commissioner Bernthaf will tour facility on 850506 Parlies lo 
proceeding wishing to attend must Inform J Meyer no later than 850502 Served on 
850422 

^Commissioners /f285 626 85/04/22 Commissioners Ip. 29965 114-29965 114 


R. Periodic operating reports & related correspondence 

8504120182 Responds to FOIA request for Caseload ForecasI Panel files in Ofc of Ro 
source Mgl Forwards listed documents.Documents also available In PDR 
FELTON, J.M Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Phlman, 
Potts & Trowbridge 2pp 30300 003-30303.129 

..8504120422 Forwards updated const status repts as of 830630 Info for inclusion in 
NUREG-0030 

BOOKER.JE Gull Slatos Ulliitles Co 83/07/15. HARTFIELD.R A Information Sys- 
tems Branch Spp 30318 007-30318 011 

-8504150143 Forwards updated const status repts as of 830930 Info for inclusion h 
NUREG-00-30 Unit fuel load currently projected for Apr 1905 w/commerclal operation 
by Dec 1 935. Unit 2 remains “not scheduled *' 

BOOKER.J E Gulf Slates Utilllios Co, 83/10/14. HARTFIELD.R.A. Information Sys 
terns Bfaf?ch 6pp 30318 081-30318 085 

-.8504180177 Forwards updated const status repts as of 821231 Info for inclusion In 
NUREG 0030 

BOOKER.JE Gulf States Utilities Co 83/01/14. HARTFIELD.R A, Information Sys- 
tems Branch- 9pp 30326 162-30325.170. 
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■8504150193 Forwards updated const status repts as of 831231 Info for inclusion m 
NUREG 0030 Unit 1 fuel load date currently profected for Apr 1 905 Commercial oper- 
ation scheduled for Dec 1985 Util voted on 840105 not to build Unil 2 
aOOKER.JE Gulf States Utilities Co 64701/13 HARTFIELD.RA Information Sys- 
tems Branch 5pp 30310 111-30318 115 

■8604150324 Forwards updated const status repts as of 820930 fnfo for inclusion in 
NUREG 0030 Unit 1 fuel load date proiected for Apr 1985 w/commercial operation by 
Dec 1985 Unit 2 remains unscheduled 

HOOKER JE Gulf States Utihlies Co 82710/13 HARTFIELD.RA Information Sys- 
tems Branch lOpp 30325 280 30325 284 

•8504150442 Forwards updated const status repts as of 820331 for inclusion In 
NUREG 0030 Fuel load date proiected for Apr 1985 Commercial operation for Unit 1 
scheduled for Dec 1985 Unit 2 remains not scheduled 

BOOKER, JE Gulf States Utilities Co 83/04/15 HARTFIELD.RA. Information Sys- 
tems Branch 5pp 30326 026-30326 030 


$ Roportabla occurrencest LERs & related correspondence 

8504120197 Forwards "Review of Emergency Diesel Generator Rocker Arm Cap 
screws," technical ovafualion rept 

LAITY.WW Batlelle Memorial institute. Pacific Northwest Laboratories FIN B-2952 
85/04/04 BERLINGER.C Division o1 Licensing ip 29706 217*29786 233 

•*8504120228 "Review of Emergency Diesel Generator Rocker Arm Capscrews, " lech 
meal Q valuation ropt 

LAITY, W W Battfille Memorial Institute, Pacific Northwest Loboralorios FIN B 2952 
PNL 5200*15 85/03/31 Division of Licensing 15pp 29706 218 29786 233 

0504120227 Forwards "Review of Engine Base & Bearing Caps lor TOI DSR*48 Diesel 
Enginos," technical evaluation rept 

LAITY, W W Batlelle Memorial Inslllute, Pacific Northwest Laboratories FIN B 2063 
85/04/04 BERLINGER.C Division of Licensing ip 29709 335 29706 352 

-8604120277 "Review of Engine Base & Bearing Caps for TDI OSR*48 Dresel En- 
gines," technical evaluation rept 

LAITY.WW Battello Memorial Institute, Pacific Northwest Laboratories FIN 0-2952 
PNL 5200-11 05/03/31 BERLINGER.C H NRC No Detailed Affiliation Givon 17pp 
29708 336*29788 352 

8504120290 Forwards PNL 5200-21, "Review of Emergency Diesel Generator Air Start 
Valve Capscrews," technical evaluation rqpl forTDI Diesel Engine Project 
LAITY, W W Batlelle Memorial Institute. Pacific Northwest Laboratories FIN B-2963 
83/04/04 BERLINGER.C Division of Licensing ip 29707 098*29787 114. 

••8504120296 "Review of Emergoncy Dies^el Generator Air Start Valve Capscrews,” 
technical evaluation ropt 

* Battello Memorial Institute, Pacific Northwest Laboratories FIN B-2052 PNL-5200- 
21 85/03/31 Division of Licensing lOpp 29787 099 29787114 

8B04120314 Forwards PNL-5200-12, "Review of Engine Base & Bearing Caps for TDI 
DSRV-12,DSRV-16 & DSRV.20 Diesel Engines " 

LAtTY.W W Battello Memorial Institute, Pacific Northwest Laboratories FIN B-2963 
85/04/04 BERLINGER.C Division of Licensing Ip 29787 001-20787.017 

• 8504120317 "Reviow of Engine Bose & Bearing Caps for TDI DSRV-12, DSRV-16 & 
DSRV-20 Diesel Engines " 

LAITY.W W Batlollo Memorial Inslitulo, Pacific Northwest Laboratories FIN B-2063 
PNL.5200-12 85/03/26 Division of Licensing 14pp 29787 002-20707 017 

8SQ4290040 Notification of 850424 meeting w/util In Bethesda.MO to discuss status of 
Tech Specs & assessment of TDI dioso) generators 

STERN.SM Licensing Branch 2 05/04/19 SCHWENCER,A Liconsing Branch 2 
3pp 30055 230-30055 232 


DOCKET 60-460 WPPSS NUCLEAR PROJECT, UNIT 1 


A. Appllcatlon/conslructlon stage documents & correspondence 


8S04120162 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source Mgt Forwards fisted documents Documents also available in PDR. 

FELTON, JM Division of Rules and Records 84/06/06 KILLEFER.C Shaw, hitman. 
Potts & Tfowbridgo 2pp 30300 003 30303 129 

-8504160076 "Lovol I Mgt Info Repi " 

* Washington Public Power Supply System 00/01/31 62pp 30300 180 30308 236 

8504010038 Forwards schedule of activities & milestones re Initial phase of roadinoss 
reviews, per 850215 meellng Initial phpso will bo con^pfoted prior to restart of const 
SORENSEN, G C Washington Public Power Supply Syslom. 05/03/20 MARTIN.J B 
Region 5. Office of Director 4pp. 20571 100 29571 103 

8504120031 Generic Lir 05*02 to all PWR llconsoes & ^nllcants, holders of CPs & Fort 
St Vrain re recommended actions stemming from NRC Inlegrated program for roaolu- 
lion of unresolved safely issues re steam genoralor lube InlogrilySvc list end, 
THOMPSON, H.L Division of Licensing. 85/04/17 Yankee Atomic Efectric Co. 127pp. 
29953 071-20953 262. 


C, Adjudicatory correspondenco 

8504100631 Forwards sixth quarterly status ropt re const pclivilios No significant safety- 
related const activities perrormod during First Quarter 1985 W/o encFRelated corro- 
spondence 

REYNOLDS.NS, Bishop, Liberman, Cook, Purcell & Reynolds REYNOIOS.NS 
Washington Public Power Supply System //205 474 85/04/05 GROSSMAN, H, 
HARBOVR.J . 0RIGHT.Q.O, Atomic Safety and Licensing Board Panol ip 29744.1 68- 
29744 168, 


S Reportable occurrencaa, LERs A related correspondence 

8504180612 Potentlat Interim dofidency ropt ro GE Type HFA relays (IE fnfo Notices 81 
01 & 02-13) In Ilially reported on 840201 Nino relays installed in dc switchgear lo per- 
form control & interlock functions Invostigation continuing 

ROOT.RW Washinglon Public Power Supply System 84/02/10 MARTIN.J 0 Region 
5, Office of Director 3pp 20911,126-29911 128 

8504180623 Potenllal Interim defidency & Part 21 rapt ro TD) omorgoncy didsel genera 
tor flexible coupling drive hubs Initially roporleci on 840201 Update will bo providod 
upon const restart . „ , 

ROOT.aW Washington Public Power Supply System 64/03/01. MARTIN.J 8 Region 
5. Office of Difociof. 3pp 29912 166-2901 2 158 

8504220013 fnterfm deficiency & Part 21 r^t re RusMn backdroft damper .counlefwalflht 
assembly Inilially reported on 040302 Ruskin Mfg aubmitled rocommondalion for 
strenothening counterweight arm assemblies & revised seismic ropt 
ROOT.RW Washington Public Power Supply System 84/03/19 MARTIN.J B Region 
5. Office of Director Opp 290 3 9 179 20959,181 

6504180620 Ir^lGflm deficiency A Pari 21 ropt re TDI emorooncy diesol neneraior turbo- 
chargor thrust boflfing lubrication TDI rocommended design change will be evaluated 
prior lo Implementation Next repI by 841007 

ROOT.RW Washington Public Power Supply System 04/04/06. MARTIN.J D. Region 
5. Office of Director Gpp 2991 2 206 26912 288 

0504240076 Interim deficiency rept ro TOI omergency diesel ganorator cylinder 
block Initially reported on 840306 Suitable replacement cylinder block will bo 


procured Updated ropt will bo provided at const restart 
ROOT.RW Washington Public Power Supply Syslom 85/04/03 MARTIN.J D Roplon 
5. Office of Director 6pp 20977 '356 299 77 361 

8504120197 Forwards "Review of Emorgency Diesol Genoralor Rocker Arm Cap- 
screws." technical ovafuallorv ropt 

LAITY.WW. Batlelle Memorial rnslltulo. Pacific Norlhwos! Laboralorios FIN B 2052 
85/04/04. BERLINGER.C Division of Liccnaino 29706 217-2078B.233 

-8504120228 •’Review of Emergency Diesol Qonorator Rocker Arm Capscrews," tech 
nical evaluation repi 

LAITY.WW. Batlelle Memorial Institute, Pacific Noithwost Laboralorios FIN D-2952 
PNL-5200 1S 05/03/31 Division of Lfcansing tSpp 29706 218-20786 203 

8604120227 Forwards "Review of Engine Baso & Bearing Caps for TO) DSR-4B DIosol 
Engines, " technical ovafuatlon repi 

LAITY.WW. Batlelle Memorial Institute, Pacific Norlhwosl Laboralorios FIN B2&63 
85/04/04. BERLINGER.C, Division of Licensing Ip 297BD 335 20708 352 

-8504120277 "Review of Engine Base A Bearing Caps for TDI DSR-48 Diosol En 
gines," technical evaluation rept 

LAITY.WW Battello Memorlaf Inslllute, Pacific Norlhwosl Laboralorios FIN D2052 
PNL-5200-11 86/03/31. BERLINGER.C, H NRC No Dolai led Affiliation Given 17pp 
20780 336-297Ge 352 

8504120290 Forwards PNL-5200-21, "Review of Emorgency Diesel Genoralor Air Starl 
Valve Capscrews,’' iGchnical ovalualion ropt for TD) Diosol Engrno Project 
LAITY ,W.W Balteflo Memorial Inslilulo, Pacific Nonhwoal Laooratorlos FIN D 2903 
85/04/04 BERLIHGeR.C Division of Licensing, Ip 29787.090-29707 114 

-8504120206 "Review of Emergoncy Diesel Generator Air Bterl Valve Capscrows," 
technical evaluation rept 

• Batlollo Memorial Institute, Pacific Northwest Laboralorlas, FIN B-2052 PNL 5200 
21,85/03/31 Division of Licensing 16pp 20757 009-29707 114. 

0584120314 Forwards PNL-5200-12, "Roviow of Engfno Dose A Bearing Caps for TDi 
DSRV-12,DSRV.I6 & DSRV.20 Diesel Engines ” 

LAITY.WW Batlollo Memorial Inslilulo, Pacific Norlhwosl Laboratories FIN B 2963 
85/04/04 BERLINGER.C. Division of Uconslng. Ip 20787.001-20787 017, 

-8604120317 "Review of Engine Baso A Bearing Ceps for TDI DSRV-12, DSRV-16 & 
DSRV-20 Diesel Enginos " 

LAITY, W.W. Battello Memorial Instituto, PS'Cirio Nortfiwost Laboratories FIN D 2063 
PNL-5200-12. 85/03/26 Division of LIcon sing, 14pp 29707 002-20787 017 


DOCKET 60-461 CLINTON POWER STATION^ UNIT 1 


A, Appllcatlon/construcllon stage documents & correspondence 

8504120162 Responds lo FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source Mgt Forwards listed documenlB.Documonla also available in PDR 
FELTON, JM Division of Rufos and Records, 04/06/06. KiLLEFER.C Shaw, Pittman, 
Polls A Trowbridge 2pp. 30300 003 30303 120, 

-6306280165 Confirms caseload lorecast penal 830618 12 site visit 
ABELSON.H Licensing Branch 2. 83/06/21 LOVE LACE, W NRC - No Delflllod Afflll- 
atlon Given, Ip. 30320 087-30320^007 

-8504160141 Forwards oxorpts from util monthly ropis ro const scheduling elnco Jan 
1660.U1lil can supply repts on rC'guiar basis upon request NRC News Announcement 
81-45 re ASLB plans lo conduct public hearing on (jL etso end W/o rent oxcorpts 
BEBTSCHI.R, ilfmois. State of 80/11/26 LOV^ACE.W, NRC - No DolaiSod Aflilialion 
Given 2pp. 30323-192 30323 J 03. 

-6604150470 Forwards updated const schedule through Apr 1900 Const 67% 
coiiripIeto.Fuel load date of Apr 1982 rom-ains unchangod. 

HOWAHD.V.a Illinois Power Co 60/06/14. LOVELACE.W. Office o1 Management 
and Pfogram Analysis 3pp 30326 085-30326 087. 

8504280360 Forwards Rovs 11 & 12 to OA manual A matrices of changos W/o Rev 12 
HALL.DP Itllnols Power Co. 85/03/22, KEPPLER.J.G Radon 3, Offico of Director 
Ip, 30060 00^30050,108. 

-6604200382 Rev 11 to QA manual* 

* Illinois Power Co 85/03/04 lOOpp 30050 002-30050, 1 08 
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Q504QB0375 Requests review & audit to dotcrnnine vaNdity of stated allegation re intim 
daiion by upper mgl 

NORELIUSCE Reqion 3, Office of Director 85/04/02 GGRSTNER.WC Illinois 
Power Co 1p 29686033 29688 033 

6504240414 Requests approval to uso ASME Code Case N4t3, **Min Size of Pillel 
Welds for Linear Typo Supporls.Section 111 ’’ Use of fillet welds smaller than sizes 
listed in Subsection NF, Table NF*3324 5(d)'1 allowed 

SPANGENBERG.F libnois Power Co B5/04/03 SCHWENCER.A Licensing Branch 2 
2pp 29970 212 29870213 

8504250100 Forwards outline of preliminary analysis for hydrogen control, endorsing Hy 
drogen Control Owners Group hydrogen control program plan Final analysis will be 
submitted by 650531 

SPANGENBEFG.F ilfinois Power Co 85/04/03 SCHWENCER,A Licensing Branch 2 
3pp 299B3 202 29963 204 

8504250209 Endorses Hydrogen Control Owners Group 850306 generic responses to 
840914 request for addi info on CLASIX-3 computor code UliJ will utilize hoat transfer 
option discussed in generic response to Question 1 

SPAMGENBERG.F Illinois Power Co 85/04/03 SCHVVENCEFI.A Licensing Branch 2 
Ip 29983 303 29933 303 

QS04090372 Forwards tour mechanical environ qiiaUfication packages 
SPANGENBERG.F Illinois Power Co 65/01/04 SCHWENCER.A Licensing Branch 2 
ip 29707 234 29709 269 

--0504090376 Rev 1 id '’Environ QuafificaUon of Unior> Pumps Model 2X3TD 60 ’’ W/ 
four oversize drawings Aperture cards available in PDR 
’ IJlinois Power Co MEQCL076R01 84/09/14 27lpp 29707 235 29700 145 

-05O4O9O3B9 Rev 2 to "Environ Qualilication of GE Hydraulic Control Units & CRD" 
VV/four oversize drawings Aperture cards available in PDR 

• llfinois Power Co WEQCL075 R02 85/03/26 175pp 29708 146 29703 326 

-8504000398 Rev 1 to "Environ Qualilicalion of E Sys Monlek Div Hydraulic Snubbers" 
W/ihreo oversize drawingsApertureoards available in PDR 

• Illinois Power Co MEQ CL074 R01 64/09/19 130pp 29700 327-29709 096 

-8504090410 Rev 5 to "Environ Oualilicatiort of Mechanical Snubbers Pacific Scientific 
Models PSA 1/4.PSA-1/2.PSA 1,PSA‘3, PSA-1 0.PSA-35. PSA- 100 " 

■ Illinois Power Co MEQCl056fl05 B4/00/15 173pp 20709 097 29709 269 

8604170413 Advises of completion of reviow o1 util 850320 request for aulhonzolton to 
use ASMS Coda Cases N 397 & N 41 1 ro spectral shifting & damping Use of code 
cases acceplablo 

SCHWEMCERA Licensing Branch 2 85/04/05 SPANGENBERG.F Illinois Power Co 
4pp 29906084-29906007 

8504120244 Verifies 031018 prior notice of cancellatiorr of faciiily. withdraws appltcation 
for OL & requests rescission of CPPR-130 No addJ actions necessary for stabilization 
of Unit 2 excavation 

HALLO P Illinois Power Co 65/04/09 DENTON, H R Office of Nuclear Reactor Reg 
ulalion. Oireclor 2pp 29784 206 29784 209 

B504290073 Forwards notice of preparation of environ assossmont & finding of no sig 
mficant impact re 040622 requasl for mods to Section 3E of CPPR-137 
SCHWENCER.A Licensing Branch 2 85/04/15 SPANGENBERG.F flfinois PoworCo 
4pp 30055 201 30055 220 

-8504290077 Notice of preparation of environ assessment & lindmg of no significant 
impact re utd 640022 request for mods to CPPR-137,Section SE.te rellect changes in 
enviror^ programs approved since CP issued 

NOVAK.TM Assistant Director for Licensing 85/04/15 5pp 30055 205 30055 209 

-8504290081 Environ assessment & finding of no significant impact re olil 
010831,020329 & 840822 requests (or mods to CPPfl 137, Condition 3E ro errviron 
piograms 

• NRC No Detailod Affllialion Given 85/04/15 lipp 30055 210-30055 229 

0504120206 Generic Ltr 05 06 to all PWR licensees & all applicants for OLs ro OA guld 
area for ATWS equipment not safety related Sve list end 

THOMPSON, HL Division of Licensing 05/04/16 Consolidated Edison Co oJ New 
York, Inc 22pp 29947 280 29947 309 

8504180416 Forwards request for exemption from cuf/oni NRC piping design crileria re 
arbiUary mlermediale pipe breaks AUernalivo criteria 1o provide flexibility 1o remove or 
retain shim restraints requested 

SPANGENBERG.F ilfmois Power Co 85/04/16 SCHWENCER.A Licensing Branch 2 
16pp 29050 285 29650303 

8504230301 Advises that const QA manual satisfies requirements o1 IOCFn50,App B 
w/one exception As built program shoutd be included in Rov 13 to const QA manual 
SPESSARO.RL Region 3. Office of Director. 85/04/16 GERSTNEfl.WC Illinois 
Power Co Ip 20949 080 29949 080 


E, NRC Safely Evaluation Report (SER)* suppis A correspondence 

8504240470 Forwards proprielary "Post-Accident Sampfmg Sys Evaliialfon Ropl," od 
dressing 1 1 criteria of NUREG 0737, TMi Action Item II B Iper SER <NUREG-0853) Li 
cense Condition 6 Alfidavit end Repi withtield (rof 1QCFfl2 7&o}, 

SPANGENBERG.F Illinois Power Co, 85/04/19 SCHWENCER.A Licensing Bjonch 2 
5pp 29969 254-29969 258 

8504240350 Commits to perform drywetl fow pressure leakage lost, per SBP Section 
621 1 C App A, Rev 5, every 10 months or dunrg each refueling outage Commitment 
based on reevalualion of SER Confirmatory Issue 66 re fow pressure teakage testing 
SPANGENaERG.F. Illinois Power Co 85/04/22 SCHWENCER.A Licensing Branch I 
2pp 29967 299 29967 300 


F. Security, medical, emergency & fire protection plana 

0504180273 Fonvards Change 2 to Vol l of "tJllnois Plan for Radcofoglcal Accldenta'* 
SPANGENBERG.F Illinois Power Co 85/94/10 SCHWENCER.A Licensing Branch 2 
Ip 29857 010-29858 034, 


-8504100276 Change 2 to Vol 1 of "Illinois Plan for Radiological Accidents " 

• lllinots, Slate of 82/1 1/10 376pp 29057 019-29858 034 

6504150275 Forwards "SPDSNRC Preimplementation Audit Results/CPS Response” 
per 850220 meeting commitment SPDS primary & secondary display formats, rep1 ol 
SPDS Paramoter Selection Task Force & related info end 

SPANGENBERG.F Illinois Power Co 85/04/11 SCHWENCER.A Licensing Branch 2 
6pp 29920 001-29920 185 

-8504190517 ''SPDSNRC Pretmplemenlaiion Audit Results/CPS Responses" 

• Illinois Power Co 85/04/1 1 170pp 29920 007 29920 185 

0504180417 Forwards Rev 5 to physical security plan Rev withheld fraf 10CFn73 211 
HAIL.D P Illinois Power Co 85/04/12 DENTON.H R Office of Nuclear Reactor Reg- 
ulation, Director 2pp 29658 304 29858 305 

0504180426 Forwards Rev 4 to security force qualificalion & Iraining program Rov rep 
resents clarification & reorganization of document Rov withheld (ref 10CFR73 2i) 
HALL.D P Illinois Power Co 85/04/12 DENTON.H R Office of Nuclear Reactor Reg 
ulation. Director 3pp 29658 306 29858 310 

0504260122 Forwards "Line By-Lino Evaluation/ Response to NRC Staff Review of Om 
ton Power Station Detailed Control Room Design Review Program, " per cornmonle 
during 850228 mooting 

SPANGENBERG.F Illinois Power Co 85/04/24 SCHWENCER.A Licensing Branch 2 
3pp 30024 086-30024 210 

-8504200127 "Line-By Lino Evalualion/Rosponso to NRC Staff Review of Clinton 
Power Station Detailed Control Room Design Review Program Plan " 

‘ Illinois Power Co 85/03/31 122pp 30024 069-30024 210 


G. AdJudJoatory correspondence 

8504120244 Verifies 031016 prior notice of cancellation of facility, withdraws application 
for OL & requests rescission of CPPR-130 No addI actions necessary for stabifuzation 
of Unit 2 excavation 

HAiL.D P Illinois Power Co 85/04/09 DENTON.H R Office of Nuclear Roactar Reg- 
lifation, Director 2pp 29764 206-29764 209 

-8504120261 Forwards 831014 press release, officially announcing cancelfation ol 
facikly Ulil will meal w/NRC to discuss impact of cancellation of Unit 2 on li con sing of 

FOX, CD Schiff, Hardin & Waite 63/10/18 CLARK.H K . FERGUSON.GA, 
PARIS,0 H Atomic Safety and Licensing Board Panel 2pp 29784 208 29784 209 


J. Insurance & Indemnity Information 

B 6 0424004 5 Forwards Endorsement 22 to NELfA Policy NF 261 
TURNER, C L Illinois Power Co 05/03/26 NRC - No Detailed Affiliation Given 2pp 
29960 097-29969 088 


Q Inspection reports, IE Bulletins & correspondence 

6504230031 Updates 850116 response to NRC 851214 ltr re violations noted in fnsp 
Rapt 50 461 /Q4-28 Corrective actions surveillance of single attachment piping sup- 
ports & reinsp of double attachment piping supports being performed 
CONNELL, W Illinois Power Co 85/02/20 t^PPLER.JQ Region 3. Ofitce of Direc- 
tor 2pp 29950,084 29950 008 

-0SO423OO34 Responds to NRC 841214 Hr re violations noted in fnsp Ropl 50-461/84- 
28 Correcllvo actions insp personnel given add! training emphasizing design require- 
menis for locating single attachments on anchor plates 

CONNELL, W Illinois Power Co 85/01/16 KEPRER.JG Region 3, Office of Direc- 
tor 3pp 20950.086 20950 088 

8504230057 Suppts enci 850219 response to NRC 850107 ltr ro violations noted m Insp 
Rept 50 461/84 43 Addi Info re establishment of effective measures for accep lance ol 
vendor documentation provided 

CONNELL.W Illinois Power Co 05/03/15 KEPPLER.J G Region 3, Office ol Direc- 
tor 2pp 29950 148 29950 153 

-0504230059 Responds to NRC 850107 ltr ro violations noted in Insp Rept 50 461/05 
Ol Corrective actions walkdown/cleanup effort undertaken to ensure in slru mentation 
piping & liUings protected from entry of foreign matls 

CONNELLW Illinois Power Co 05/02/19 KEPPIER.J.G Region 3. Olfice of Direc- 
tor 4pp 29950 150-29950 153 

0&04180029 Forwards Insp Rept 50 461/85 08 on 850115-17 & 28 31 No noncompk- 
ance noted 

WARNiCK.RF Region 3, Oflico of Director 85/03/19 GERSTNER.WC Illinois 
Rower Co 2pp 29915300 29915343 

—8604100039 Insp Ropl 50 461/85 08 on 850115-17 & 28 31 No noncompliance 
noted Major areas Inspected 27 allogalions in records verification program 
JABLONSKf.FJ, KNOP.RC Region 3, Office of Director 85/03/01 33pp 
20915 311-29015 343 

8503190669 IE Info Notice 85-022, "Llmilorque Motor Operated Valves Resulting From 
Incorrect Inslatlalion of Pinion Gear" Sve list end 

JORDAN, EL Division ol Emergency Preparedness & Engineering Response (Post 
830103) 65/03/21 Consolidated Edison Co of New York, Inc lOOpp 20597 001- 
29597 005 

6503210461 IE Info Notice 85 023, "Inadequate Surveillance 8 Post-Malnt & Posi Mod 
Sys TesUrw," Sve list one! 

JORDAN, EL Division of Emergency Preparednoss & Engineering Response (Post 
830103) 85/03/22 Consolidated Edison Co of New York, Inc lOSpp 29656 001- 
29656 107. 

8504040425 Forwards Insp Ropl 50 461/85-07 on 850110-11,15-17,30 31 & 03t4No 
noncompllance noted 

HARRISON, JJ Region 3. Office of Director 85/03/22 GERSTNER.WC lilmors 
Power Co 2pp 29668 095-29668 101 
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-850404042B Insp Rept 60 461/85 07 on 850110'11.16 17,30 31 & 0314 No noncom 
pljancG or devralion noted Major areas inspected followup on allegations 
JONES.DE, DANJELSON.DH Region 3, Office of Director 85/03/22 Spo 

29666 097 29660 101 

8503220444 IE Info Notice B5-024, "Faitures of Protective Coalings in Pipes & HXs" 
Svc list end 

JORDAN.E L Division of Emergency Preparedness & Enginoering Response {Post 
630103) 85/03/26 Consolidated Edison Co of New York, fnc IOBdd 29596154 
29596 363 

0504150194 Forwards info supporting removaf of safely-related piping & mecfianical 
supports from ovorinsp program, per 841025 meeting request Concurrence w/proposal 
requested 

HALL.D P Illinois Power Co 05/03/29 KEPPLEHJ G Region 3. Office of Director 
10pp 29799 125-29799 134 

8504150238 Submits info re change in practices used to irnploniom overinsp 
program Evaluation will he performed on results of Baldwin Assoc field vorihcalion & 
ii1i] overinsp group sample reinspeclions of lot 

HALL.D P lilinois Power Co 65/03/29 KEPPLER,J G Region 3, Office of Director 
3pp 29799 110 29799 112 

8504080372 Confirms plans lo conduct Const Appraisal Team insp of facility in May 
June 1985 Site Insp anticipated on 850520-31 & 0610 21 Inspectors will need clear 
a nee for unescorted access to site Documents on enci llsl requirod by 850429 
WARNICK.R F Regron 3, Office of Director 85/04/01 GERSTNER.WC Illinois 
Power Co 4pp 296B6 029-29686 032 

8503280037 IE Info Notice 85 025, "Consideration of Thermal Conditions In Design & 
Installation of Supports for Diesel Generator Exhaust Silencers " Sve list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of Now York, Inc T07pp 29667 199- 

29667 305 

8503280045 IE Info Notice 05 026, "Vacuum Relief Sys for BWR Mark I & )l Contain 
menis " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc 92pp 29667107- 
29667198 

0504010039 IE Info Notice 05 027, "Nolificalions to NRC Operations Ctr & Reporting 
Events in LERs Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of Now York, Inc OBpo 20690 265 
29690 362 

0504050042 SuppI 1 lo IE Info Notice 85 003, "Separation of Primary Roactor Coolant 
Pump Shaft & Impoller Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Rosnonse (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc lOIpp 29791 025- 
29791 126 

8504050047 IE Info Notice 85 028, "Partial Loss of AC Power & Diosol Generator Dog 
radation " Sve list end 

JORDAN.E L Division of Emorgoncy Preparedness & EnglneGrlng Response (Post 
830103) 85/04/09 Consolidalod Edison Co of New York, Inc 109pd 20700 278 
29791 024 

8504180337 Confirms 850409 telcon fo 060422 mgl meeting In Glen Ellyn, IL to discuss 
proposed changes to overinsp program 

NORELIUS.CE Region 3. Office of Director 85/04/10 GERSTNER.WC Illinois 
Power Co Ip 29853 360-29653.360 

8504170323 Forwards request for add) info re proposed change to overinsp program 
plan & procedures & proposal to terminate overinsp of acfdl commodittos Meeting 
scheduled for GS0422 to discuss response 

KEPPLER.JQ Region 3. Office of Dirodor 85/04/11 GERSTNER.WC Illinois Power 
Co lipp 29827 283-29627 293 

8504090410 IE Info Notice 05 029, "Use of Unqualified Sources tn Well Logging Appll 
callers " Sve list end 

PARTLOW.JQ Division ol Inspection Programs (Post 050212) 05/04/12 Consolldal 
ed Edison Co of New York, Inc 66pp 29832 001-20832.023 

8504230039 Forwards Insp Ropl 50 461/85-14 on 050312-28 No noncompllanco noted 
HARRISON.JJ Region 3. Office of Director 85/04/16 GERSTNER.WC Illinois 
Power Co 2pp 29950 077-29950 083 

••0504230041 Insp Rept 50 461/05-14 on 650312-26 No noncompfianco or deviation 
noted Major areas Inspected preoperatlonnl tost procoduro roview.proopQrational lesi 
witnessing & test proo ram 

MARTIN.RC, REYES, L A Region 3, Office ol Director 85/04/16. 6pp 29950 079 
29950 063 

8504170240 IE Info Notice 85-030, "Microblotoglcally Induced Corrosion Containment 
Sve Water Sys '* Sve list end 

JORDAN.E L Division of Emorgoncy Preparedness & Engineering Response (Post 
830103) 85/04/19 Consolidated Edison Go, of New York, Inc Toopp 2096'6'256 
29966 303 

8504290109 Responds lo NRC 850411 questions re llcenaeo request for concurrence 
to remove safety-related piping & mechanical supports from overinsp 
program Nonconformances reported determined to be within speciliod design limits 
HALL.D P Illinois Power Co 05/04/19 KEPPLER.JQ, Region 3, Offico of Diroclor 
01 pp 30045 285-30045 345 

8584290284 Forwards responses lo Region III 05041 1 comments & quostlons re revs to 
overinsp program implementing procedure concerning ovalualion of sampio lots Utit 

ra ared lo discuss responses at 850422 meeting 

LDP Illinois Power Co 05/04/10. KEPPLER.JQ Region 3. Office of Diroclor. 
9pp 30046 293-30046 301, 

8504190055 IE Info Notice 85-032, ‘’Recent Engine Failures of Emergency Diosel Gen 
erators " Sve list end. 

JORDAN.E L Division of Emergency Preparedness & Enginoering Rosponse (Post 
830103), 05/04/22, Consolidated Edison Co of New York, Inc T09pp 29906 239- 
29986.347 


8504190080 IE Info Notice 05 033, "Undersized Nozzle-To Shell Welded Joints in Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vossef Code ’* Sve list 
encI 

JORDAN.E L Division ol Emergency Preparedness & Engineering Rosponso (Post 
830103) 05/04/22 Consolidated Edison Co of New York. Inc lOOpp 29900 001 
29969 107 

8504290402 Forwards Safely Insp Rept 50 461/05-15 on 050311-0415 No npnconipli 
ance noted 

WARNICK.R F Region 3. Offico of Director 85/04/22 GERSTNER.WC Illinois 
Power Co 2pp 30040 331-30049 363 

- 8504290407 Insp Rept 50 461/85-15 on 05031 1 0415 No noncomplianco or cJoviolion 
noted Malar areas Inspected const & preoporatronal testing activities, including action 
on previous insp findings & action on 10CFR50 55(o) ropls 
GWYNN.TP Region 3. Office of Director 05/04/22 31pp 30049 333 30049 363 

8504220347 IE Info Nolico 04 04.Rav 1, "Doficlonctos in Ferro Resonant Transformers " 
Sve ksl end 

JORDAN.E L Division ol Emergency Preparedness & Ennrnooring Response (Post 
830103) 05/04/24 Consolidated Edison Co of New VoiR, Inc V18pp 3002/007- 
30027 184 

8504290408 Forwards Safety Insp Ropl 50 461/05-10 on 050408 1 1 No noncompiranco 
noted 

WARNICK,RF Region 3, OJfico ol Director B5/04/24 GERSTNER.WC Illinois 
Power Co 2pp 30051 101-30051 107 

-B6O420O41O Insp Ropl 50 461/6510 on 850400 11 No noncompllancG noted Major 
areas Inspected allegations & resolution of open items 

JABLONSKI.F J , WARNICK.R F Region 3, Offico of Diroclor 05/04/24 5pp 
30051 103 30051 107 


R. Parlodio oporating reports & rolatod corrospondonco 

8504120102 Responds lo FOIA roquosl for Caseload Forocast Pane) files in Ofc of Ro- 
sourco Mgl Forwards listed documents Documents also availablo In PDR 
FELTON.J M Division of Rules and Records 04/06/06 KILLEFER.C Shaw, Pittman, 
Potts & Trowbridge 2pp 30300 003-30303 129 

-S504 120334 Forwards updated const slalus r^t as of 840331 Info lor inclusion tn 
NUREQ 0030 Unit 1 consl 03 4'^o compJolod Targot date (or fuo) load rereiBlns at 
060103 

HALL.D.P, Illinois Power Co 04/05/02 HARTFIELD.R A Infonnalion Systems 
Branch 5pp 30310 210 30310-214 

-0504120347 Forwards updated consl status ropl as of 700631 Specific schedule 
changes listed Rolaled info end W/o ropl 

TREIuHLER.H S Illinois Power Co 70/09/13 Information Systems Branch 7pp 
30310 236-30310 242 

-8504160077 Forwards updated consl slalus rept as of 030030 Info for inclusion In 
NUREG 0030 Unit 2 canceled on 831014 Unit l const 61 7®b completed Target dalo 
lor fuel load remains at 060103 

HALL.D P Illinois Power Co 03/10/27 HARTFIELD.R A Office of Resource Manago- 
monl. Diroclor 5pp 30318 059-30310 063 

-8604150172 Forwards updated const status ropls as of 031231 Info (or Inclusion in 
NUREG 0030 Unll 1 const 82 6% completed Target date lor fuel load remains at 
060103 

HALL.D P lltinola Power Co 04/01/26 HARTFIELD.R A Information Systems 
Branch 5pp 30310101-30310,105 

“0604150224 Forwards updated const slalus repis as of 621231 Info lor inclusion if> 
NUREG 0030 Unit 1 const 07% complete .Target dalo el 040103 far fuel load un 
changed 

RASHO.RP tlllnolg Power Co 03/01/20 HARTFIELD.R A Information Systems 
Branch 6pp 30325 200 30325 213 

“8604150244 Clarifies 030120 Hr ro consl Blalus Const schodulo under 
evfltualion,Rev(8ad schodulo onllcipatod by Juno 1903 

HALL.D P Illinois Power Co 63/02/03 HARTFIELD.R, A InformalJon Systems 

Branch, ip 30325 230-30325 230 

-8604150377 Forwards updated consl slalus ropts os of 820030 for Inclusion In 
NUREQ 0030 Unit 1 const estlmaled at 85 8% comptolo w/fuel load laraolod for 
040103 

RA3HO.R.P Illinois Power Co. 02/10/25. HARTFIELDRA inlormalion Syatoms 
Branch 6pp 30326,319-30325 324 

-8604160467 Forwards updated const status ropl as of 630331, for inclusion ir; NURCG- 
0030.Currenl projoct schedule fndfecalos fuel bad of Jan 1984 Commercial operation 

R rojoctod for Aug 1904 

ALL, DP Illinois Power Co 03/04/10 HARTFIELD.R A Inloimallon Systems 

Branch cpp 30326 051 -30326 056 

-8504160474 “Oct 1900 Monthly Summary Tima Scale Network Rept lo Illinois Com 
morcQ Commission for Illinois Power Co, Clinton Unit 1 ProfecI ’’ Related dociimonta 
tion onci 

• Illinois Power Co 00/10/31 BOOpp 30328 000-30327 250 

-8604150400 "Oct 1900 Schedule Status to Illinois Commerce Commission for Illinois 
Power Co, Clinton Unit 1 Project " 

^ Illinois Power Co, 80/10/31 7pp. 30327 251-30327.257 

-8604150406 "Sept 1980 Monthly Summary Time Scale Nalwork Rept to liimois Com 
morco CommiBslon for Illinois Power Co.Cllnlon Unit 1 Projecl " 

^ Illinois Power Co. 80/09/30 4pp. 30327 26B 30327 261 

-8604150409 "Sept 1000 Schodulo Status fo Dlinois Cemmorco Commission for llhnols 
Power Co.Cllnlon Unit 1 Projoct *' 

Mllinois Power Co 80/09/30 6pp 30327*262-30327 267 
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•'8604150491 ''Aug 1900 Monthly Summary Tima Scale Network Rapt to Illinois Com 
merce Commission for Illinois Power Co.Clinton Unit 1 Project'' 

• Illinois Power Co 60/08/31 4pp 30327 268 30327:271 

••8504150494 “Aug 1S80 Schedule Status to Illinois Commerce Commissiort lor Illinois 
Power Co, Clinton Unit 1 Project" 

" Illinois Power Co 80/06/31 6pp 30327 272-30327 277. 

■■8604150493 "Jul 1960 Monthly Summaiy Time Scale Network Rept 1o Illinois Com- 
merce Commission for Illinois Power Co,ClinLon Unit 1 Projecl “ 

• lllmo.s Power Co 00/07/31 4pp 30327.278-30327 281- 

•'8504150S06 "Jul 1960 Schedule Slalus to Illinois Commerce Commission for Illinois 
Power Co, Clinton Unit 1 Project " 

' Ilijngas Power Co BO/07/31. Qpp 30327 202-30327 289 

“8504150500 "Juno 1980 Monthly Summary Time Scale Network Rept to (llinols Com- 
merce Commission for Illinois Power Co.ClInton Unit 1 Project" 

• llltncis Power Co B0y€&/30. 4pp 30327 290-30327 293 

“8504150511 “Jana 1080 Schedule Status to Illinois Commerce Commission for Illinois 
Power Co. Clinton Unit 1 Pro|oct" 

• Illinois Power Co 80/06/30 lOpp 30327 294-30327 303 

--8504150516 "Way 1980 Monthly Summary Time Scale Network Rept to Illinois Com- 
merce Commissioni for lllinoja Power Co.Clinton Uni! 1 Project" 

• Illinois Power Co 60/05/31 4pp 30327 304-30327 307 

“85 041 5051 6 "May 1980 Schedule Status to Illinois Commerce Commission for Illinois 
Power Co.Clinton Unit 1 Proiocl " 

• Illinois Power Co 80/05/31 Spp 30327 308-30327 316 

“8504150524 "Apr 1960 Monthly Summary Time Scale Network Rapt to Illinois Com- 
merce Commission for Illinois Power Co,Clinton Unit 1 Project" 

• Illinois Power Co 60/04/30 4pp. 30327.316-30327 319 

“6504150529 "Apr 1960 Schedule Status to Illinois Commerce Commission for Illinois 
Power Co.Clinton Unit 1 Project “ 

• nil r;ois Power Co 80/04/30 9pp 30327 320-30327.328 

“8504150532 "Mar 1980 Monthly Summary Time Scale Network Rapt to Illinois Com 
merce Commission for Illinois Power Co.Clinton Unit 1 Project" 

• Illinois Power Co 60/03/31 3pp 30327 329-30327^331 

“8504150538 "Mar 1980 Schedule Status to Illinois Commerce Commission for Illinois 
Power Co.Clinton Unit 1 Project " 

Illinois Power Co 80/03/31 Bpp 30327*a32.30327 339 

“8504160643 "Feb 1980 Monthly Summary Time Scale Network Rept to Illinois Com 
merce Commission for Illinois Power Co.Clinton Unit 1 Project, " 

• Illinois Power Co 80/02/28 Spp 30327 340-30327 344 

“3504150546 "Feb 1980 Schedule Status to Illinois Commerce Commission for Illinois 
Power Co.Clinton Uml 1 Project" 

' Illinois Power Co 80/02/29 7pp 30327 346-30327 351 

“8504150552 "Jan 1930 Monthly Summary Time Scale Network Rept to Illinois Com 
merce Commission for Illinois Power Co.CSinlon Unit 1 Project" 

• Illinois Power Co 80/01/31 9pp 30327 352-30327 360 

“8504 150550 "Jan 1980 Schedule Status to Illinois Cominerce Commission for illlnols 
Power Co.Clinton. Unit 1 Project." 

• Illinois Power Co 80/01/31 6pp 30327 361-30326.004. 


S. Peporlabfe occurrences^ LERs & related correspondence 

8504120162 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Ro- 
source Mgi Forwards fisted documents Dccumenis also avaliablo in PDR 
FELTON. J M Dtvisian of Rules and Records 84/06/06 KILLEFER.C Shaw. Pittman, 
Potts & Trowbridge. 2pp 30300 003-30303 120 

“BOCOOSOOSO PNO flhSO 131 on 800710, resident inspector notified that stop work was 
being placed on all eleclrical work & that 100 electricians would be laid-off effective 
800711 Evaluation ot all eCactrical work Jor compliance underway. 

VANDEL.T, Region 3, Chl'cago, Office ot tho Direclof 60/07/10 Ip 30326*006- 
30328 006 

“8504150583 PNS-III 61-008 on B10724,bomb threat received a1 site Search discovered 
simulated bomb in sump pump assembly area of lurbino bldg Fingerprinting eliminated 
due to numerous handlings of device 

KNICEIEY.JR, CREED, JR, Region 3. Chicago. Office of the Director (61/03/01) 
81/07/27 1p 30328 005 30326 005 

6504050112 Final Deficiency Rept 55-34 22 re Installation of Ihree gallery platforms lo- 
cated in screonhouso. Initially reported on 64 tot 7. Issue not reportable per 
10CFR50 65(e) 

HALL.DP Illinois Power Co 85/03/19 KEPPLER.JG. Region 3* Office of Director 
Spp 29676 133.29676;1 37 

85D4050697 Revised Final Deficiency Root 55-81 04 re Inconsistencies In certifications 
of HVAC malls furnished by Zack Co Ulil OA will perform surveillance of Zack Co Im 
plsmenfallon of HVAC mail documentation review instead of Daldwin Assoc 
HALL.DP illlnols Power Co 65/03/21 KEPPLER.J.Q Region 3, Office of Director 
Spp 29675*1 13-29676 115 

8504050630 Interim Deficiency Rept 55 84 01 re control of field design changes Initially 
reported on a40111,Field change repts Issued before 831201 reviewed toTdentily at- 
reeled design documents Ne)(t rept will be submitted within 45 days 
HALL, DP llimois Power Co 85/03/21. KEPPLEH.J.G, Region 3. Office of Director 
4pp 29667*327-29667.330, 

8504010150 Part 21 rept re defective Rosemount Model 1153 Series B 
Iransmitters Poteniral leak path in seal of threads between sensor module & electron 
ics housing exists Transmilters will be returned to vendor 

HALL.DP Illinois Power Co 65/03/22 KEPPLER.J.G, Region 3, Office of Director 
Spp 29S 70 021 -29570 025 


6504050322 Interim Deficiency Rept 55 84 02 re traceability of oleclrrcal harvger 
mails tnilially reporled on 840111 Procedure BAP 1 5 revised to provide clarificotKJ^ 
of requirements Final root expected within 45 days 

HALL.DP Illinois Power Co 05/03/22 K6PPLER.J Q Region 3, Office ol Direcler 
7pp 29667.344-29667 350 

0504080681 Interim Deficiency Rept 55 04-14 re Baldwin Assoc QA vendor survoillance 
program Inltlaliy reported on 840621 Four nonconformance repls Issued Final rept ox 
pected within 1 month 

HALL.DP Illinois Power Co 05/03/22 KEPPLER.J Q Region 3, Office of Diwclor 
4pp 20687 358 29687 361 

8504180471 Potentially reportable interim Deficiency Rept 55 84-23 re failure of corlala 
models of Ruskln fire dampers to closo under installed air flow conditions Irltially re 

K irtod on 841203 Investigation continuing Final rept in 90 days 
ALL.O.P Illlnols Power Co 85/04/04 KEPPLER.J Q Region 3. Office of Director 
3pp 29859 269 29859 271 


DOCKET 60-462 CLINTON POWER STATION, UNIT 2 


A. AppDcation/conatructlon stage documents & correspondence 


8504120182 Responds to FOIA request for Caseload Forecast Panel files in Ofo of Flc 
source Mgt Forwards listed documents Documents also available in PDR 
FELTON.J M Division of Rules and Records 84/06/06 KILLEFER.C Shaiv, PiUman, 
Polls & Trowbridge 2pp 30300 003-30303 129 

■■8306280165 Confirms caseload forecast panel 630810-12 site visit 
ABELSON.H Licensing Branch 2 83/06/21 LOVELACE, W NRC - No Dotalfotl AIMi 
alien Given ip 30328 007-30328 007 

8504120244 Verifies 831018 prior notice of cancellation of facility, withdraws application 
for OL & requests rescission of GPPR-136 No add! actions necessary for stabilHallon 
of Unit 2 excavation 

HALL.DP Illinois Power Co. 85/04/09 DENTON.H.R Office of Nuclear Reactor Reg 
ufation, Director 2pp 29 784*206 29764 209 

“8604120261 Forwards B31014 press release, officially announcing car>COiration c! 
facility Util will meet w/NRC to discuss impact of cancellation of Unit 2 on llconslrg ol 
Unitf 

FOX.CD Schiff. Hardin & Waite 83/10/18 CLARK.HK, FERQUSON.GA, 
PARIS,© H Atomic Safety and Licensing Board Panel 2pp. 29784 208 20704 209 


0. Adjudicatory correapondenco 

8504120244 Verifies 831018 prior notice of cancellation of facility, withdraws aoplication 
for OL & requests rescission of CPR 138 No addi actions necessary for stabifizolion of 
Unit 2 excavalion 

HALL, DP Illinois Power Co 85/04/09 DENTON.H R Office of Nuclear Reactor Reg 
ulalion. Director, 2pp 29784 206 29704 209 

“8504120261 Forwards 831014 press release, officially announcing cancelfnlion of 
facility Util will meet w/NRC to discuss impact of cancellation of Unit 2 on llconairg of 
Unit 1 

FOX.C.D Schiff, Hardin & Waite. 83/10/18. CLARK.HK, FERGUSON.GA, 
PARIS.O H Atomic Safety and Licensing Board Panel 2pp 20784 208 207B4 209 


R. Periodic operating reports & related correspondence 

8504120102 Responds to FOIA request for Caseload Forecast Panel files In Ofc of Po 
source Mgt Forwards listed documents Documents also available in PDR 
FELTON.J M Dtvision Of Rules end Records 84/06/06 KILLEFER.C Shaw. Pdlman, 
Polls & Trowbridge 2pp 30300 003-30303 129 

“8604120334 Forwards updated const status r^t as of 640331 Info for IncSi/slon in 
NUREQ 0030 Unit 1 const 83 4% completed Target date for fuel load rojTiams m 
660103 

HALL, OP Illinois Power Co B4/05/02 HARTFfELD,R A. Information Sysloms 
Branch Spp 30316 210-30318.214 

“0SO41 60077 Forwards updated const status rept as of 830930 Info for fnclusion in 
NUREG 0030 Unit 2 canceled on 631014.Unlt 1 const 81 7% complaled Targol date 
for fuel toad remains at 860103 

HALL.DP. Illlnols Power Co 83/10/27, HARTFIELD.R A Office of Resourco Manage 
moni, Director. 5pp 30316*059 30316 063 

“8504150172 Forwards updated const status repts as of 631231 Info for Inclusion In 
NUREG 0030 Unit 1 const 82 6% completed Target dale for fuel load remains at 
860103 

HALL.DP Illinois Power Co 64/01/26 HARTFIELD.R A Information Systems 
Branch Spp 30318*101-30318*105 

“8504150224 Forwards updated const status repls as of 821231 Info for inckjsion m 
NUREG 0030, Unit 1 const 87% complete Target date of 840103 for fuel load urn 
changed 

RASHO.flP, Illinois Power Co 83/01/26 HARTFIELD.R A Information Syalom^ 
Branch. 6pp 30325,208-30325 213 

“8504150244 Clarifies 830126 Itr re const status Const schedulo under 
evaluation Revised schedule anticipated by June 1983 

HALL, DP. Illinois Power Co 83/02/03 HARTFIELD.R A Information Systems 
Branch Ip. 30325 230-30325 230 

“8504160377 Forwards updated const status repts as of 820930 for Inclusion in 
NUREG 0030 Unit 1 const estimated at 85.8% complete w/fuel load targeted lor 
640103 

RASHO.RP Illinois Rower Co 82/10/25. HARTFIELD.R A Information Systems 
Branch 6pp. 30325 316-30325 324 



DOCKETED ITEMS 275 


S Reportable occurrences, LERs & related correspondence 

8504120182 Responds lo FOIA request for Caseload Forecast Partel files in Ofc oi Re- 
source Mgt Forwards listed documents Documents also available in POR 
FELTON.J M Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Pitiman, 
Potts & Trowbridge 2pp 30300 003 30303 129 

-8009030050 PN04II 80-131 on SOO/IO.resident inspector notified that stop work was 
being placed on all electrical work & that 1 00 electricians would bo laid off effective 
B0071 1 Evaluation of all electrical work for compliance underway 
VANDEL.T Region 3, Chicago. Office of the Director. 80/07/10 Ip. 30328 006- 
30328 006 

-8504150563 PNS-III 81 008 on 810724, bomb threat received at site Search discovered 
simulated bomb in sump pump assembly area of turbine bldg Fingerprinting eliminated 
due to numerous handlings of device 

KNICELEY.JR Region 3, Chicago, Office of the Director (81/03/01) 61/07/27 Ip 
30328 005 30328 005 


DOCKET STN-50-470 CESSAR SYSTEM 80 


B504020261 Ack receipt of 0SO123 Itr informing NRC of stops taken to correct dovj 
ations noted in fnsp Rept 50 482/84-34 

DENISE R P Hogion 4, Office of Diroctor DENISE, R P Wolf Crook Task Force 65/ 
03/28 KOESTER.G U Kansas Gas & Electric Co 2pp 29681 156 295B1 160 


-8504020265 Responds lo NRC 850107 Ur re deviations noted in Insp Repl 50 482/84- 
34 Corrective actions Itr of agreement added lo emergency planning tracking ays to 
ensure annual review accomplished MOD dtd 841 1 15 onci 

KOESTER.Gt- Kansas Gas & Electric Co 85/01/23 DENIse,RP Region 4. Office 
of Director DEMISE, P P Well Crook Task Force 3pp 29581 150-29681 160 


8504040174 Forwards revised ''Proceduro for Performing Task Analysis (& Vorificalion) 
for SNUPPS Ostailed Conlrol Room Design Review '* Closing rapt anticipated by 
850501 

PETRICK.NA Standardized Nuclear Unit Power Plant System 05/04/01 
DENTON, H R Office of Nuclear Reactor Regulation, Director Ip 29612 269-- 
29612 294 


.8504040161 "ProcodLire for Performing Task Analysis (5 Vord tcatlon) for SNUPPS Do 
tailed Control Room Design Review " 

* Standardized Nuclear Unit Power Plant System 65/03/31 25pp 29612 270 
29612 294 


A. Appflcatlon/constructlon stage documents & correspondence 

8504100162 Informs of transportation error m 830811 rev to CESSAR App 5 A re nozzle 
©iBvallon of pressurizer safely valve Corrected olevalion will be included in future 
amend lo CEsSAR 

SCHERER, A E Combustion Engineering, Inc 85/04/02 THOMPSON, H I Division of 
Uensing Ip 29729 312-29729 312 

8504300478 Forwards comparison of NRC secondary water chemistry guidance w/Palo 
Verde/CESSAR proposed water chemistry & response to NRC questions re chemistry 
program Condenser mservice Insp program beyond scope of CESSAR design 
SCHERER, A E Combustion Engineering. Inc 85/04 /2o THOMPSON, H t Division of 
licensing 17pp 30063 196-30063 212 

8S0430006B Withdraws end info re proposed CESSAR changes lo reduce min required 
LPSI & HPSI flows Reanalysis of CESSAR events provided on plan! spocific 
basis Evaluation of events for HPSI 6 IPS! changes Impractical 
SCHERER, A E Combustion Engineering, Ine 85/04/26 THOMPSON, H L Division of 
Licensing 20pp 30058 233-30058 252 

8504300490 Requests finalization of CESSAR Chapter 16 Tech Specs & meeting In 
Bethesda.MD to discuss scope of review Impact of review should be minimized based 
on Tech Specs compared on word by word basis w/Palo Verde Tech Specs 
SCHERER.A E Combustion Engineering, Inc 85/04/28 THOMPSON,H L Division of 
Licensing 2pp 30063 336 30063 337 


DOCKET 8TN-50-482 WOLF CREEK GENERATING STATION 


A. Appllcatlon/conslructlon stage documents & correspondence 

8604120182 Responds to FOIA request for Caseload Forecast Panel files In Ofc of Re 
source Mol Forwards listed documents Documents also available In POR 
FELTON, JM Division of Rules and Records 84/06/06 KILLEFER.C Shaw, PlUman, 
Polls & Trowbridge 2pp 30300 003-30303.129. 

B4Q9200256 Forwards complete updated list of as built drawings referenced in Chapter 
1 of SNUPPS FSAR Bill of mat) for main control pane! enclW/789 oversize 
drawings Aperture cards available In PDR 

PETRICK.NA Standardized Nuclear Unit Power Plant Syslom 04/09/17 
DENTON.HR Office of Nuclear Reactor Regulation. Diroctor. 141pp 26507 278- 
26598 056 

8412200264 Forwards one oversize drawing of Wotf Creek schedule as of 641212 Aper- 
luro card available In PDR 

KOESTER.G L Kansas Gas & Electric Co 84/12/17 DEN TON, H R Office of Nuclear 
Reactor Regulation, Director. 1 p 26020 248 28020 249 


8504120378 Forwards FEMA supplomontal interim finding on offsite plans & prepared 
ness & rept of 841107 & 1219 exorcises Offsite emorgency planning adequate 
YOUNGBLOOD.BJ licensing Branch 1 85/04/01 KOESTER.G L Kansas Gas & 
Electric Co 5pp 29794 287*20705 026 

B60 4250380 Forwards FEMA repts re state & local govt omsrponcy proparodnoss 
programs No Category A doficjoncles idcnlifred Catogory B doficionclos In remedial 
exercise evaluation of public alert & notification sys noted W/o ends 
HUNTER.DR Region 4. Office of Director 85/04/18 KOESTER.G L Kansas Gas & 
Electric Co 2pp 29965101-20985102 

8604300429 Forwards ''Final Repl Task Analysis & Veriftcatlon of SNUPPS Control 
Room" Rept dolatls procoss used In performing task analysis A presents resuHs In 
form of findings & responsos 

P£TRICK,N A Slandardizod Nuclear Unit Power Plant System 05/04/26 
OENTON.H.R. Office ol Nuefaar Reactor Regulation. Director 2pp. 30061 260- 
30081 304 

-0504300432 ‘’Final RoplTask Analysis & Vorificalion of SNUPPS Control Room" 

* Essex Corp. 85/04/24 51pp 30061 252 30061 304 


G Adjudicatory corrsapondance 

8504030121 Advises that time for Commission to rovlow ALAB-79G expired Commission 
declined review Oocislon became final agency action on 850327 Served on 850402 
HOYLE, J.C Office of the Secretary of the Commission iy2 85 353 85/04/01 Atomic 
Safety and Licensing Appeal Panel Ip 29588 359 2 0508 359 

8604230670 Informs that CommlssJoner Bernihal will lour facility on 850429 Parlies to 
proceeding wishing to attend must notify K Cohon r^o lator than 050426 Sen/ad on 
850426 

’ Commlsslonora f/205 620 85/04/22 Commissionora tp 20970 211-29070 211 


J. Insurance & Indemnlly Irtformatlon 

86042200B3 Forwords Amend 2 lo Indommly Agroomani B 99 
KOESTER.Gt Kansas Gas & Electric Co 05/04/16 DENTON.HR Office of Nuclofir 
Reactor Regulation, Director. 3pp 29920 114 20929 116 


p. Operating license stage documents & correspondence 

6504080020 Sumnnary of 6501 15 ensile meeting w/ulil re oporational readiness 
0'CONNOR.PW Licensing Branch 1 05/03/26 tlconslng Brancti 1 37pp 

20713 001-29713 037- 


E. NRC Safety Evaluation Report (SEP), suppls & correspondence 

0504030055 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
WOLF CREEK GENERATING STATION.UNIT 1 Docket No. 50 482 (Kansas Gas And 
Electric Company.et al) 

» Division of Licensing NUREG 0881 S06 85/03/31 240pp. Available at NRC $6 60- 
29599 29B-29600 177 


F. Security, medical, emergency & fire protection plans 

0504060161 Forwards Insp Rept 50 482/04-56 on 041203-07.No violation Of deviation 
noted Response to comments & generic Issues requeated within 20 days 
DENISE.RP, Region 4, Office of Diroctor. 65/02/19 KOESTER.G L. Kansas Gas & 
Electric Co 2pp 29675’1 81 -20675 217 

..0504050166 Insp Rapt 60 482/04-56 on 841203-07.No violation or deviation 
noted Major areas inspected omorgency, abnormal, operalions.malnt & adminislralivo & 
surveillance procedures 

ORDERS.W. BROWNLEE, VL. Region 2, Ofllce of Dlrecfor 85/01/15. 35pp 
20675183 29675 217. 

0504090457 Forwards Insp Ropt 50 482/65-05 on 850114-18 No violation or deviation 
noted 

DENISE, R P Region 4, Office of Director. 85/03/22 KOESTER.G L Kansas Gaa & 
Eleciric Co 2pp 29720 270 29720 272 

-8604090461 Insp Repl 60'482/85*05 on 860114-18 No violation or deviation 
noted Major areas Inspected.physlcal security plan & implomenting procedures Details 
whhhald (ref i0CFR73,21) 

KELLY.JA, EVERETT.RJ, MARTIN.L E Region 4. Office of Direcfor. 66/03/21. Ip 
29720 272-29720 272 


8504030110 Documontfi 850325 payment to US Treasury, Invoiced by NRC for partial 
OL review of facility Payment of invofeo should not bo conslruod lo prefudico rights of 
ulil to dispute Ir^volced amount, per 10CFR15 31 Cost analysis ronuesled 
KOESTER.G L Kansas Gas & El octric Co 06/03/27 MIILER.W.O Uconso Foe Man- 
agement Branch Ip 26580*360 29508 360 

8504260157 Roquosls clariffcaUon re scope of Roglon IV Inspector lr0lnlng that can be 
ofiminated from current end radiation worker & general employoo Iralning plans 
KOESTER.G L Kansas Gas & Electric Co 05/04/11 MARTIN.R.O Roglon 4. O Mice 
of Director 2pp. 2090B 162-29985*210. 

8504170014 Amend to application for OL,lncorpora1ing end marked up FSAR pages to 
roondorsQ previous commilmenl lo Ron Guido 1 82 re coniainmonl sump 
screens FSAR will bo revised in first annual FSAR update Oath of affirmallon oncl. 
KOESTER.G L Kansas Gas & Electric Co B5/04/1 2 DENTON.H R Offfco of Nucloar 
Reactor Rogulallon, Director 5pp 20827 176-29027 100. 

8504120208 Generic Ltr 65 06 to all PWR llconsoos & all applicants for OLs re OA guld 
anco for ATWS equipment not safely rolaled Sve list oncl 

THOMPSON, HL Division of LIconsing 85/04/16, Consolidated Edison Co of Now 
York, Inc. 22pp 29947*288-20947 309. 

8504260038 Submits repl re Initial core loading procedure change, por 10CFR60 59(b) S 
License Condilion 2 C(0) Procedure SU7-SO(59 changed lo require neutron detector re 
sponseof 1/2 count per second to atlow completion of fuel loading sequence, 
KOESTER.Gt Kansas Gas & Electric Co, 65/04/16 MARTIN.R O- Roglon 4, Offico 
of Difoclor 2pp 29985 251-29685 252 

6504120031 Qonoric Ltr 85 02 lo all PWR licensees & ^oilcan Is, holders of CPs & Fori 
St Vraln re rocommendod actions stemming from NRG Integrated program for resolu- 
tion of unresolved safely issues re sleam generator lube iniegrUy.Svc list end 
THOMPSON.H.L Division ol Licensing 85/04/17. Yankee Aromic Electric Co 127pp. 
20953 071.29053 262 



276 DOCKETED ITEMS 


8504200464 Conimenls on Rev 2 <o sold waste process control program submillecf on 
840702 & revised on- 841017 Rev 2 acceptable for implemontaliOn.per Tech Spec 
6131 

YOUNGBLOOD.B J Ltcensinq Branch 1 85/04/17 KOESTEH.G L Kansas Gas a 
Boctric Co 3pp 30055 1/1 30055 173 

85042-l)'0467 Forwards cost info supporting Bill D01G7 for partial OL review Next bill will 
cover cosis for review period of 840624 1 22 2 

MILLER, WO License Fee Management Branch 85/04/19 KOESTER.G L Kansas 
Gas & Electric Co Ip 30038 333 30038 333 


Q Inspection reports, IE Bulletfns & correspondertce 

8504050161 Forwards Insp Repl 50 482/84-66 on 841203 07 No vrofation or deviation 
noted Response to comments a generic issues requested wilhin 20 days 
DENISE, R P Region 4, Office of Director 85/02/19 KOESTER,G L Kansas Gas & 
Electric Co 2pp 29675 161-29675 217 

”8504050168 Insp Repl 50-482/84 56 on 041203 07 No violation or deviatdon 
noted Major areas inspected emorgency.abnormal, opera lions, maint & adminisiralive & 
surveillance procedures 

ORDERS, W, BROWNLEE.Vt Region 2. Office of Director 85/01/15 35pp 
29675 103 29675 217 

8604100494 Summary of 650227 meeting w/util in Belhesda.MD re resoliilion of issues 
on structural steel welding review Transcript, uUl !trs of surveillance & corrective action 
repls end 

O'CONNOR, PW Licensing Branch 1 85/02/28 Licensing Branch 1 7pp 29771 009- 
29774 222 

-*8604100597 Forwards addi into re structural steel welding at lacifily Number of un* 
painted connections at time of insp verificalion program 1045 Reasons for unpainted 
conneclionsdiscussod 

KOESTER.G L Kansas Gas & Electric Co 65/02/14 DENJSE.R P. Region 4. Olfico 
of Director lOpp 29772 333-29772 350 

--85Q41006D2 Submits addI into re structural steel joints inaccessible during reinsp 
program Design margins for 83 inaccessible joints cnct Compliance to design require 
ments demonstrated 

KOESTER.GL Kansas Gas & Electric Co 85/02/15 DENISE, R P Region 4. Office 
or Director 3pp 29772 351*29773 026 

6503190659 IE Info Notice 85'022, "Limilorque Molor-Ope rated Valves Resulting From 
Incorrect Inslalfdtron of Pinion Gear " Svc fisl end 

JORDAN,Et Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/21 Corscfidaled Edisor) Co of Now York, (nc lOOpp 29597 081 
29597 005 

6S032184S1 IE Info Notice 65 023, “Inadequate Surveilfanco & Post Marnt & Post Mod 
Sys Teslirig ” Svc list ericl 

JORDAN,t L Division of Emergency Preparedness & Engineering Response {Post 
830103) 85/03/22 Consolidalod Edison Co of New YorK. fnc 108pp 29666001 
29656 107 

8504090457 Forwards Insp flept S0 482/B5 05 on 830114-18 No violation or deviation 
noted 

D£NiSE,R P Region 4, Office of Director 85/03/22 KOESTER.G L Kansas Gas & 
Electric Co 2pp 29720 270*29720 272 

*9504880461 Insp Repl 50 482/65 05 on 650114-18 No violation or deviation 
noted Major areas inspectod physical security plan 8i implemonting procedures Details 
withheld (ref tOCFR73 2l) 

KELLY.J A , EVERETT, R J , MARTIN,L E Region 4, Office of Director 05/03/21 Ip 
29720 272-29720 272 

8503228444 IE Info Notice 85*024, "Failures of Protective Coatings in Pipes & HXs" 
Svc list end 

JOHDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
D30103) 65/03/26 Consolidated Edison Co of Now YorK. Inc 108pp 29696 154- 
29596 363 

8504020281 Ack roceipl of 059123 Itr informing NRC of stops taken to correct devi- 
ations noted in Insp Repl 59 4B2/64 34 

DENISE, RP Region 4, Office of Director DENISE.R P Wolf Cfoek Task Force 05/ 
03/28 KOESTER.G L Kansas Gas & ElocIricCo 2pp. 29581 156 29581 160 

”8504020265 Responds to NRC 850107 Itr re deviations noted in Insp Repl 50 482/84- 
34 Corrective actions Ur of agroemenl added to emergency planning tracking sys to 
ensure annual review accomplished MOU did 841 1 1S end 

KOESTER,GL Kansas Gas & Electric Co 85/01/23 DENISE, RP Region 4, Office 
of Director DENISE.R, P Wolf Creek Task Force 3pp 29501:158-29561 160 

8503230037 IE Info Notice 85 025, ' 'Consideration of Thermal Conditions rn Dosigo & 
fnstalfation of Supports, for Oiesol Generator Exhaust Silencers " Svc list onci 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/02 Consolidated Edison Co of New York, fnc f07pp 29667 1S9 
29667 305 

850328004S IE Info Notice 85 026, "Vacuum Reliel Sys for BWR Mark I & il Contain- 
fnents’' Svc fist end 

JORDAN, E L Division of Emorgency Preparedness & Engine eri/ig Response (Post 
830193) B5/04/02 Consolidated Edison Co of New York, Inc 92pp 29667 107- 
29667 196 

6504010839 f£ Info Notice 65 027, "Notificatfons lo NRC Operations Ctr & Reporting 
Everts in LERs '' Svc list end 

JORDAN.E L Division of Emergency Preparedness S Engineering Response (PosI 
830103) 05/04/03 Consolidated Edison Co of New York, fnc 9Bpp 29690 265- 
29690 362 

8504180407 Forwards l/isp Rept 50-462/05*15 on 850219 0322 No violation- or devi- 
alion noted 

DENISE.RP. Region 4, Office of Direclor 65/04/05, KOESTER.G L Kansas Gas & 
Electric Co 2pp 29914 214*29914 223 


”0504180411 Insp Rept 50 482/05-15 on 050219 0322 No violation or crev>alcin 
noled Major areas inspected review & wiiness of conirol room 
operalPons.preoperalional test results review, & startup S power ascension test proce*^ 
duros 

SMITH.R . BRESLAU.0A. MARTIN, LE Region 4. Office of Director 85/04/05 8pp 
29914 216 29914 223 

0504160419 Forwards Insp Repl 50 482/05-14 on 850204-26 No vioJalion or deviaton 
noled 

DENISE.R P Region 4. Office of Director $5/04/05 , KOESTER.G L Kansas Gas 4 
Electric Co 2pp 29914 254*29914 261 

--8504180423 Insp Rept 50 482/85-14 on 850204 28 No violation or deviation 
noted Major areas inspected licensee action on previous insp findings, approved preo- 
porational test procedures & preoperational test results packages 
RINQ.M A , MARTIN, L 6 Region 4, Office of Director FARBER.MJ Region 3. Office 
of Director 85/04/02 6pp 29914 256 29914 261 

6504110345 Ack receipt of 840926 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50 482/84-27 

DENtSE,RP Region 4. Office of Director 85/04/00 KOESTER.GL Kansas Gas 4 
EfectfjcCo ip 29768 141-29768 143 

”0504110357 Responds lo NRC 840828 Itr re violations noted In Insp Repl 50-402/84- 
27 Corrective actions temporary chariges made lo station procedures lo bo conslslert 
w/allowabra upper administrative RCS pressure limit of 43o psig 
KOESTER»GL. Kansas Gas & Electric Co 84/09/26 HUNTER, D.R Region 4, Office 
of Director. 2pp 29768 142*29769 143 

8504050842 SuppI 1 to IE Info Notice 85-003. "Separation of Primary Reactor Coolant 
Pump Shafi & Impeller " Svc list end 

JORDAM.EL Division of Emergency Preparedness & Engineering flaspons® (Post 
630103) 65/04/09 Consolidated Edison Co of New York. Inc lOIpp 29791 025 
2D791 126 

8504050047 IE Info Notice 65 028, "Partial Loss of AC Power & Diesel Genoraloi Deg 
radalron " Svc lisl end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (PosI 
630103) 85/04/09 Consolidated Edison Co of New York, Inc f09pp 29790 278 
29791 024 

8S04090419 IE Info Notice 65-029. "Use of Unqualified Sources rn Well Logging Appli- 
cations ” Svc fist end 

PARTLOW.JG Division of Inspection Programs (Post 850212) 85/04/12 Consolidal 
ed Edison Co of Now York, fnc 66pp 29832 001-29032 023 

8504170249 IE fnfo Notice 85 030, "Microbiologically Induced Coriosion Containment 
Svc Wafer Sys ■' Svc fist end 

JORDAN.EL Division of Emergency Preparedness 8 Engineering Response {Post 
830103) 85/04/19 Consolidated Edison Co of New York, fnc 109pp 29966 258* 
29966 303 

8S04190055 IE Info Notice 65 032, "Recent Engine Failures of Emergency Diesel Gen 
e/alors " Svc list end 

JORDAN.EL Division Of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/22 Consolidated Edison Co of New York, inc fOOpp 29988 239 
29968 347 

6504190060 IE Info Notice 85 033, "Undersized Nozzle To-Shell Welded Jofnts m Tar>ks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code" Svc list 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc loapp 29989 001- 
29989 107. 

8504220347 IE Info Notice 84 84, Rev 1, "Deficiencies in Ferro Resonani Transformers “ 
Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/24 Consolidated Edison Co of Now York, Inc ll&pp 30027 067- 
30027 184. 


R. Periodic operallng reports & related correspondence 

8504120162 Responds lo FOIA request for Caseload Forecast Panel files in Ofc Of Ro 
source Mot Forwards listed documents Documents also available in PDR 
FELTON, JM. Owigioa of Rules and Records 84/06/06 KILLEFER.C Shaw, Pittman, 
Polls a Trowbridge 2pp 30300 003 30303*129 


S, Reportable occurrences, LERs & related correspondence 

0504100494 Summary of 050227 meeting w/ulil in Belhesda.MD re resolution of issues 
cm stfuclurol steel welding review Transcript, uHl ftra of surveillance 8 corroclivQ action 
repts end 

0’C0NN0R,P,W Licensing Branch 1 85/02/28 Licensing Branch 1. 7pp 29771 009 
29774 222 

”8504100498 Transcript of 850227 meeting w/uld in Belhesda.MD re AWS slructural 
steel welding Pp 1-223,Supporling documentation end 
^ NRC - No Detailed Affiliation Given 85/02/27 40epp 29771 016-29772 063- 

-6504100592 Rev 1 to "Evaluation of AWS Field Welding on Structural & Miscellaneous 
Steel at Wolf Creek Generating Station," final rept 
BROWN, G Bechtel Corp 85/01/19 269pp 29772 064*29772 332 

-6504100597 Forwards addi info re structural steel welding at facility Number of un- 
palnled conneclions al lime of Insp verification program, 1045 Reasons for unpainted 
connacUons discussed 

KOESTER.GL Kansas Gas & Electric Co 85/02/14 DENISE.R P Region 4, Office 
of Director. 18pp 29772*333-29772 350 
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-8604100602 Submiia addi info re structural steel joints inaccessible during reinsp 
program Design margif'is for 83 inaccessible joints end Compliance to d'Osign require 
ments demonstrated 

hOESTER.GL Kansas Gas & Electric Co 85/02/15 DENISE, R P Region 4. Office 
of Director 3pp 29772 351-29773 026 

-8504100606 Forwards addI into re 83 inaccessible structural steel welded 
joints Summary of focations re bldg & floor elevations & min factor of safely & corro 
spondinq major load componenls end 

KOESTER.G L Kansas Gas & Electric Co 85/02/22 DENI5E.R P Region 4. Office 
ol Director 556pp 29773 027-29774 222 

8504030263 Part 21 rapt re series of cracked welds discovered in generators Welds oc 
curred in conical baffle seclioo of coil guards All units wilt be inspected Affected plants 
listed 

BORMAN. J G Louis-Allis Co 85/03/29 TAYLOR. J M Director's Office, Olfice of In 
spection and Enforcement 4pp 29587 31 2'295B7 315 

8504190574 LER 05 003 00 on 85031 4.ESF Signal initialed Caused by operator deener- 
gizing control room radiation monilor Error reviewed by shdl supervisor & 
personnel W/850411 Itr 

WILLIAMS.MG. KOESTER.G L Kansas Gas & Electric Co 85/04/12 DENISE.R P 
Region 4, Office of Director 3pp 29923 286 29923 288 

8504220273 LER 85 001-00 on 850313,16 & l9,conlainmem purge isoSation A conlrot 
room ventilation isolation signals actuated during inilral fuel loading Caused by faulty 
relay In radiation monilor Relay replaced W/85041 1 Itr 

WILLIAMS.MG. KOESTER.G L Kansas Gas & Electric Co 85/04/12. DENISE.R P 
Region 4, Office of Director 3pp 29939 337-29939 339 

8504220368 LER 85-002-00 on 850313, contrd roonn air intake radiation element In 
bypass for greater than 1 h w/o isolating emergency ventilation sys Caused by per 
sonnel error Personnel counseled W/B6041 1 Mr 

WILLIAMS.MG. KOESTER.G L Kansas Gas & Electric Co 85/04/12 DENISE.R P 
Region 4, Office of Director 3pp 29941 132-29941 134 

8504250444 LER 85-005-00 on 850311, one roll up fire door in auxiliary bldg not verified 
closed every 7 days Caused by revised surveillance procedure approved on 
850226 Procedure change initiated 8 issued on 85041 1 W/850417 Hr 
WILLIAMS.MG. KOESTER.G L Kansas Gas & Eleciric Co 85/04/17 DENISE.R P 
Region 4. Office of Director 3pp 30020 339 30020 341 

6504250488 LER 85 004 00 on 85031 D.foUowing Initlaf fuel loading, hourty fire walch pa 
trols for one room in auxiliary bldg & one room In control b]dg missed Patrols 
reestablished W/ 850417 Mr 

WILLIAMS.MG. KOESTER.G L Kansas Gas & Eleciric Co 85/04/17 DENISE.R P 
Region 4, Office of Director 3pp 29989 265-20989 267 

6604200377 Part 21 repi re Ruskln Mfg Co welds used to join damper to clamper & 
damper section lo mullion plates Welds not in accordance wr/approvod design 
drawings Drawing 5415 revised to indicate weld spacing Drawing of weld spacing end 
HILLJO Ruskin Manufacturing Co 05/04/2? Director's Office, Oflice of Inspection 
ard Enforcomanl 5pp 30051 233-30051 237 

85043004H9 Part 21 repl forwarding Rov 1 to insp procedure for invesllgetin-g emorgon 
cy diesel generators for fractured welds on air delloclors Rov will be forwarded to 
each facility 

LEUSINK.H H Louis Allis Co 05/04/23 TAYLOR. J M Director’s Office, OMico of In 
spoclion and Enforcement 3pp 30063 250-30063 252 


T. Hearing transcripts on non-antllrusl mattors 

0504100494 Summary of 850227 mooting w/ulil in Qolhesda.MD ro rosolutlon of issues 
on struclurnl steel welding review Transcript, util Mrs of surveillance & corrocllvo action 
ropts end 

O’CONNOR, P.W Licensing Branch 1 85/02/20 Licensing Branch 1 7pp 29771 009 
29774 222 

-8504100408 Transcript of 850227 meeting w/ut)l in Bothosda.MD ro AWS structural 
steel welding Pp 1-223 Supporting documentation end 
• NRC - No Detailed Affiliation Given 05/02/27 400pp 29771 016-29772 063 


DOCKET STN-50-403 CALLAWAY PLANT, UNIT 1 


A. Appllcalion/constructlon stage documants & correspondence 


6604120182 Responds to FOIA request lor Caseload Forecast Panel files In Ofc ol Re- 
source Mgl Forwards fisted documents Documonts also availablo in PDR 
FELTON, J M Division of Rules and Records 84/06/06 KILLEFER.C Show, Pillman, 
Polls & Trowbridge 2pp 30300 003-30303 129 


-8604160094 Requests response to listed questions re K Drey FOIA 04-103 requeat 
corcerning Caseload Forecast Panel assessment of obsorvalions & itnelyaos of util 
prosonlalions during 830912*14 site visit by 840221 

GRIMSLEY.DH Division of Rules and Records 84/02/13, QRADY.D, Office of Nucle- 
ar Reactor Regulation. Director SMIDTH.P Region 3. Offica of Director, 
BECKWITH, C A Office of Rosourco Management. Director 3pp 30310 229 
30310-231 


-65 041 5050 8 ‘Financing Union Electric Const Program “ Virwgraphs end 
iji.iTi r-iJA kio T k r'.s. 17/inrk nnn^fl n 30328 


-85041G0111 Agrees w/ad ml nislra lively closing 840209 FOIA 04-103 requosl for Info ro 
NRC Caseload Forecast Panel 030912-14 site visit, per 840223 lelcon 
DREY.K All ilration Nol Assigned 04/02/27 PAPPAS.C OMicq of Adminislralion Ip 
30333 248 30333 249 


-6504100126 Requests info & docu ments ro K Drey 840209 FOIA Q4-103 requost ro 
NRC Caseload Forecast Panel 630912-14 site visit Drofi sumrrtary of NRC Caseload 
Forecast Panel 830912*14 sito visit oncf ^ , 

GRIMSLEY.O H Division of Rules and Records 84/02/13 BRADY, O Office of Nude 
ar Reactor Regulakon, Diroctcr SMIDTH.P Region 3, Office of Director 8pp 
30333 250 30333 257 


E. NRC Safety Evaluation Report (SER), suppls & corrospon donee 

0504000620 Forwards Insp Rop-t 50 483/65-02 on 0501 20 0309 No noncumplianco 
noted 

WARNICK.RF Region 3, Office of Director 85/04/01 SCHNELL.DF Union Electric 
Co 2pp 29677 245-29677 258 

-6504080524 Insp Rcpi 50 483/85 02 on 850120 0309 No noncompliance or deviation 
noted Major areas inspocled LERs.SER & open ilems. altogations, regional 
ro quest s.ncen see events, cold weather protection A compliance w/Toch Specs 
FORNEY.W L Region 3, Office of Diroclor 86/04/01 12pp 29677 247-29677 250 


F Socurlly, medical, emergency & (fre protection plana 

8504050272 Rov 4 lo Emergency Plan Implementing Procedure EIP 2Z 00240, "Techni- 
cal Support CIr Opefalior>s" 

♦ Union Efeclfic Co 65/03/23 32pp 29661 255 29661 206 

8504040174 Forwards revised "Procoduro for Performing Task Analysis Verification) 
for SNUPPS Oelfiilod Control Room Design Roviow '' Closing ropt anilcipatod by 
050501 

PETRICK.NA Standardized Nuclear Unit Power Plant Syslom 05/04/01 
DENTON.hr Office of Nudoar Reactor Rogulatlon, Director Ip 20012 2G9* 
29612 294 

-0604040181 "Procedure for Performing Task Analysis {& Vorlhcallon) for SNUPPS De- 
tailed Conlrot Room Design Review 

* Standardized Nuclear Unit Powor Plant System 85/03/31 25pp 2961 2 270- 
29612 294 

8604150392 Forwards roquost (or addi info re Introduction of exhaust gases into control 
room Rov 1 lo Emoffloncy Procedure OTA RL'RK020 deficient fn protecting operator 
from S02 relanso Response wilhin 30 days of Ur receipt roq^uosted 
YOUNQBLOOD.B J Licensing Branch 1 85/04/02 SCHNELL.DF Union Electric Co 
5pp 20811 309-29811 313 

8504230022 Ack receipt of proposed scope .objectives & guidelines for 850605 annual 
emorgoncy preparodnoss exorc Iso Submittal ncccplobto w/oxceptloris that assembly 
& accountability sitould bo conduclcd during exercise 

PAPER lEL LO.G J Region 3, Office ol Director 86/84/09 SCHNELl.DF Union Elec- 
tric Go 2pp 29966 080 29956 081 

860429 037G Forwards Rev 5 to physicaf security ptGn.snfeguords con lin coney plan & 
socunly force training & q trail fical ion plan Rov withhold (rof 10CFR73 21 A 2 700) 
SCHNELL,D F. Union Electric Co 35/04/09 KEPPLER.J G Region 3, Oflico of DIfoc- 
tor 3pp 30047*352 30047-364 

0504240205 Forwards SBH supporlinn ulil Inslfumonlalion provided for mooting rocom- 
mondalfons of Rov 2 to Reg Guide l 07. "Emergeney Response Capability/' 
VOUNQBLOOD.B J Licensing Brancti 1 85/04/10 SCHNELL.DF Union El a c Inc Co 
3pp 299Q8 140-20980 145 

-8504240302 SER ro conformance lo Reg Guido 1 97 concorning post-accldonl moni- 
toring instrumentationUtil design accoplablo 

*■ NRC - No- Detailed Afti Ira lion Given 65/04/10 3pp 20908 140 S990B 145 

-0503040165 "Conformance lo Reg Guide t, 97, Callaway Plan1,Unlt 1 ” 

UOY.AC EG&G, Sne FIN A-6403 65/01/31 NRC - No Detailed Affilfalion Given 
19pp 29968 146 26988 164 

QB04300429 Forwairis "rinal Ropt Task Analysis & Verificallon of SNUPPS Control 
Room" Ropt dolalis process used in performing task analysis & preaonia results in 
form ol findings & rosponsos 

PETHICK.N A Standardized Nuclear Uni! Power Plant System 65/04/26 
DENTON, HR Office of Nuclear Reactor Regulalion, Director. 2pp. 30061*250- 
30001.304 

-0504300432 "Finn! Repi-Task Analysis & Vorlficalion Of SNUPPS Control Room " 

• Essex Corp 85/04/24 51pp 30081 252 30061.304. 


Q. Adjudicatory correspondence 


-6504150099 FOIA requasl for documents re NRC Caseload Forecast Panel 930912-14 
site visit 

OREY.K, Drey, K. 84/02/09 Office of Administration Ip 30310*232 3 0310 232 

-8504150107 Confirms 840223 lelcon ro administrative closing of G40209 FOIA request 
re Caseload Forecast Panel 830912-14 silo visit Panel review Incompteto NRC analy 
sl8 of util const schedule requestod 

OREY.K Alflliation Not Assigned 84/02/27 PAPPAS.C. Office of Administration. Ip 
30310 233-30310 233 

-8604150110 "Pfooperatlonal Tost Schocfula," 

* Union Electric Co 82/10/13. 35pp 30310 234*30310 268 

-6604150113 "Pfooperational & Acceptance Tost Schodufo." Related documentation 
end 

* Union Electric Co 02/10/11. 650pp 30310 269 30311 348 


BB04040333 Show cause pelilion requesting suspension or rovocallon of Llconso NPF- 
30,duQ to failure lo compfy w/QA regulations & guidelines re proper training ol OA 
personnel 

NEMES.AS Miasoun Coalition for Environment. NEMES.AS, Drey, K NEMES.AS, 
Nemos. AS 85/03/25 Office of Nuclear Reactor Regulation, Dfroctor lOpp 
29607:289 29607.296. 


M. General correspondence 

8604110371 Expresses disappointment w/NRC dectsion not to pursue addi available 
info to serious safely allegations provided lr> 840920 2 206 petition NRC approach lo 
whistle btowors uses inadequate Insp offorts 

GARDE.B, VARHtCCHIO.M Government Accountability Project 05/01/30 
KEPPLER.J G Region 3, Office of Diraclor, 7pp 20766 186-29760 192 
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I. FlnaAclal Information 

8504010117 “Union Electric Annual Repi 1984 " W/B50326 Itf 
COflMELIUS.WE, SCHNELL.DF Union Efeclnc Co 84/12/31 OENTON.H R Ollico 
of Nuclear Heaclor ReguJation, Director 43 pp 2956 B 003-2956 B 045 


P. Operat^OQ license stage document a & corresp on (fence 

8409200255 Forwa/ds complete updated list of as built cfrav^ings referenced in Chapter 
1 of SNUPPS FSAR GiN of matl for mam control panel end W/7B9 oversize 
cffawings Aperture cards available m PDA 

PETRICK.N A Standardized Nuclear Unit Power Plant System 84/09/17 
DENTON, HR Office of Nuclear Reactor Regulaliorr, Djreclor 141pp 26597 276 
26598 056 

8584000073 “Callaway Plant, Unit 1 Slarlup Rapt “ W/050319 Itr 
ADAM.P,0. BRYANT.KR, FUHLAGE.CH Unron Electric Co D5/03/19 
KEPPLER.J G Region 3, Office of Direclor 240pp 29686 001*29666 247 

8504020416 Summary of 850318 meeting w/ util, SNUPPS A Westing house ro reload for 
Cycle 2 Viewgraphs encf 

ALEXION.T.W Licensing Branch 1 65/03/21 Licensing Branch 1 21pp 29586 229 
29586 249 

8584180361 Forwards “Phase II Testing at Sites 23CY*aO,23CY 352, 23Cy‘359,Union 
Electric Go.Calfaway Nuclear Power Plant,” final replNo adverse Impact forsoen for 
sues Sites eligible for nomlnaUon to Natl Register of Vfistonc Places 
SCHNELL,OF Unfon Electric Co 65/03/26 DENTON.H R Office of Nuclear Reactor 
Regulation, Direclor 2pp 29852 221-29853 041 

-*8504160367 “Phase N Testing at Sites 23CY.20.23Cr 352,23 CY-359,Ur)ion Efectrrc 
Co,C a I! away Nuclear Power Plant,” final repf 

TRAVER.Ja American flesourcea Group, Ltd 85/02/28 172pp 29652 223- 

26653 041, 

6504100356 Requests FR publicalion of notice of issuance of Amend 5 to license NPF- 
30 Amend incorporates 651130 deadline for environ qualification of eleclrical equip- 
monl imporfani to safely. 

YOUNGBLOOD, BJ Licensing Branch 1 85/03728 MILLER, J R Operating Reactors 
Branch 3 2pp 29775 146 29775 164 

-8684100364 Forwards Amend 5 to License NPF30 A safely ovaluatlon Amencf incor- 
porates 8S1130 deadline for environ qualificalron of elecincal equipment Important to 

yOLI?IfGBLOOD,8 J Licensing Branch 1 65/03/28 SCHNELL.DF Union Efoctric Co 
3pp 29775 148 29775 154 

-8S041 00369 Amend 5 (o License NPF-30, Incorporating 851130 (foadline for environ 
qualificalfon of electrical equipment important to safely 

DENTON,HR OJficQ of Nuclear Reactor Regulation, Direclor 85/03/28, 2pp 
29775151-29775.152 

-8504100376 Safety evaluation supporting Amend 5 to License NPF-SO 
‘ Office of Nuclear Reactor Regulaton, Director 85/03/28 2pp 29775 163- 
29775-154 

8504120387 Forwards 8 S 0327 FR monthly notice of applicatrons & amends to OLs in 
volvfng NSHC 

YOUNGBLOOD, B J Licensing Branch 1 85/C4702 SCHNELL,DF Union Electric Co 
3pp 29794 284-29794 206 

8504170034 Forwards Amend 6 to License NPF 30 & safety evaluation Amend revises 
Tech Specs to allow for 6-monlh delay rn duo dales of first three tendon suiveiirances 
to accommodate INRYCO,fnc in evaluatJor> of containment anomalies 
YQUNGBLOOD.B J Ucensing Branch 1 85/04/04. SCHNELL,DF Union Electric Co 
4pp 29904 083-29904 092 

-8504170041 Amend 6 to License NPF-SO/evistng Tech Specs to allow for 6 month 
delay in due dales of first three tendon surveillances to accommodato INRYCO.Inc 
evaluation of conlainmenl post-ten sloning sys anomalies 
YOUNGBLOOD.B J Licensing Branch 1. 85/04/04. 4pp 29904 087-29904 090 

•*8604170046 Safety evaluafion supporting Amend 6 to License NPF-30 
' Office of Nuclear Reaefor Regulation, Director 85/04/04 2pp 29904 091- 
29904 092 

8504260309 Advlsas that shift advisors will be released on 850531 Lfeensed personnel 
have sufFcienf hot experience to alleviate need for shift advisors Commitments to 
ACRS License Condilion 2 C f6){a) will be met on 650422 

sen NELL. D F Union Eleclnc Co 85/04/15 DENTON,H R Office of Nuclear Reactor 
Regulation, Direclor. 4pp 30019 358 30019,361 

8504120206 Generic Ltr 85-06 to all PWR licensees & all applicanis for OLs re QA guid- 
ance for ATWS equipmeal not safety-related Sve list end. 

THOMPSON,H L Division of Ucensing. 85/04/16 Consolidated Edison Co ol New 
Yofll. Jnc 22pp 29947 288 20947 309 

8504120031 Generic Ur 65-02 to all PWR licensees & appllcants.holders of CPs A Fori 
St Vrain re recommended acllons stemming from NRC integrated program for resolu 
Hon of unresolved safety issues re steam generator tuba integrity.Svc Irst end, 
THOMPSON, H L DIvisfon of Licensing 85/04/17 Yankee Atomic Electric Co 127pp 
29953071-29953 262 


Q. Inspection reports^ IE Bulletins A correspondence 

8504120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source Mot Forwards listed documents Documents also available in PDR, 

FELTON, J M- Oivfsion of Buies and Records 84/06/06 KILLEFER.C Shaw, Pitfman. 
Polls A Trowbridge 2pp 30300 003-30303.129, 

-8504120393 Provides dally staff notes for 810925 Notices of violation issued to utils 
for failure to notify NRC by 810701 of inability to compfete Implementation ol prompt 
public nofification sys 

biRCKS.W J. Office of the Executive Oirecfor for Operations, 81/09/28. PALLADINO 
Commissioners. 1p, 30301 253 30301 253 


0503190659 IE Info Notice 85 022, “Limitorque Motor Operated Valves Resulting F-rom 
fncorrecl Installation ol Pinion Gear” Sve list end 

JORDAN.E L Division of Emergency Preparedness A Engineering Hosponse (Post 
830103) 85/03/21 Consolidated Edison Co of New York. Inc lOapp 29597 001 
29597 005 

8503210481 IE Info Notice 85 023, ''Inadequate Surveillance A Post Mainl A Post-Mod 
Sys Testing “ Sve fist onct 

JORDAN, EL Division of Emergency Preparedness A Engineering Response <Posl 
830103) 85/03/22 Consolidated Edison Co of New York, Inc fOOpp 29656 001 
29656 107 

8503220444 lE Info Notice 85-024, ''Failures of Protective Coatings in Pipes & HXs” 
Sve list end 

JORDAN.EL Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/03/26 Consolidated Edison Co of New York, Inc 1O0pp 29596 154 
29596 363 

8604080520 Forwards Insp Rept 50 463/85 02 on 850120-0309 No noncompllanco 
noted 

WARNICK,RF Region 3. Office of Direclor 85/04/01 SCHNELL.D F Union Efoclnc 
Co 2pp 29677 245 29677 258 

-8504080524 Insp Rept 50 403/86 02 on 850120-0309 No noncompliance or davialion 
noted Major areas inspected LERs.SER A open items, allegations, regional 
requests, licensee evonis.cold weather protection A compliance w/Tech Specs 
FORNEY, WL Region 3, Office of Director 85/04/01 12pp 29677 247-29677 250 

8603280037 IE Info Notice 85-025. “Consideration of Thermal Condilrons in Design A 
Installation of Supports for Diese) Generator Exhaust Silencers “ Sve list end 
JORDAN.EL Division of Emergency Preparedness A Enninoenng Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc 107pp 29667.199- 
29667 305 

8503280045 IE Info Notice 85 026, “Vacuum Relief Sys for 8WR Mark I & II Contain- 
monfa “ Sve lisl end 

JORDAN.EL Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/04/02. Consolidated Edison Co of New York, Inc 92pp 29667 107- 
29667 198 

8604010039 IE fnfo Notice 85 027, “Notifications to NRC Operations Ctr & Reporting 
Events In LERs " Sve lisl end 

JORDAN.EL. Division of Emergency Preparedness A Engineering Response {PosI 
830103) 85/04/03 Consolidated Edison Co of New York, Inc 98 pp 29G90 255 
29690 362 

8604250451 Forwards lr>sp Rept 50 483/84 49 on 841201-850315 No noncompliance 
noted 

WARNfCK.RF, Region 3, Office of Director 85/04/04 SCHNELL.DF. Union Elocirlc 
Co 2pp. 30020 350-30020 356 

-8504250454 fnsp Rept 50-403/84-49 on 041201-850315 No violation or deviation 
noted Major areas inspeated;observa1ions of plant operalions.cancellalion commit- 
menls for Unit 2,10CFR50 55{©) A Part 21 items 

FOBNEY.VV L Region 3. Office of Director 85/04/04 5pp 30020 352-30020 358 

8504050042 SuppI 1 to IE Info Notice 85 003, “Separation of Primary Reactor Coolonl 
Pump Shaft A rmpaller “ Sve lisl end 

JORDAN.EL Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc 101 pp 29701 025- 
29791 126 

8504060047 IE Info Notice 65 026, “Partial Loss of AC Power A Diesel Generator Deg- 
radation “ Sve list onci 

JORDAN.EL Division ol Emergency Preparedness A Engineering Response (Posi 
830103). 85/04/09 Consolidated Edison Co of New York, fnc 109pp 29790 27B- 
29791 024. 

8504090419 IE Info Notice 85 029. “Use of Unqualified Sources in Well Logging Appli- 
cations Sve list end 

PARTLOW.JQ Division of Inspection Programs (Post 85021 2) 85/04/12 Conso legat- 
ed Edlsoni Co of Now York, fnc. 66pp 20032 001-20832 023 

B504170240 IE Info Notice 65 030, “Mlcroblologlcally Induced Corrosion CorlBinmont 
Sve Water Sys “ Sve list end 

JORDAN.EL. Division of Emergency Preparedness A Engineering Response (Post 
830103). 85/04/19. Consolidated Edison Co of New York, Inc 109pp 29966 258- 
29966 363. 

8504190055 IE Info Notice 85 032, “Rocenl Engine Failures of Emergency Diesel Qon 
orators “ Sve fist end 

JORDAN, E L Division of Emergency Preparedness A Engineering Response (Poal 
830103) 85/04/22, Consolidated Edison Co of New York, Inc 109pp, 29988 239- 
29988 347 

8804190060 (E Info Notice 85 033, “Undersized Nozzle To-Shell Welded Joints in Tanks 
A HXs Conslructed Under Rules ol ASME Boiler A Pressure Vessel Coda " Sve lisL 
encL 

JORDAN,EL Division of Emergency Preparedness A Engineering Response <Posl 
830f03) 85/04/22 Consolidated Edison Co Of New York, Inc f08pp 29989 001- 
29989.107 

8504220347 IE Info Notice 84 84, Rev 1, “Defidencies in Ferro Resonant Transformers *' 
Sve list end 

JORDAN, EL. Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/04/24. Consolidated Edison Co of New York, Inc ilSpp. 30027 067* 
30027 184 


B. Perlodfo operating reports A related correspondence 

6504120162 Responds lo FOIA request for Caseload Forecast Panel Hies in Ofc of Re* 
source Mgl Forwards listed documents Documents also available in FOR. 

FELTON, J.M. Division of Rules and Records 84/06/06 KILLEFER.C. Shaw. Pitiman, 
Polls A Trowbridge, 2pp 30300.003-30303.129 
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-B504120407 Forwards updated const status rept as of D30630 Const approx BO 5% 
complete Related tnfo also end 

SCHNECL.DF Union Efeciric Co 83/07/Z7 Information Systems Branch 125pp 

30317 270 30310 001 

<>8504150055 Forwards updated const status rept as of 630930 Unit 1 const approx 
92 6% completed 

SCHNELL.D F Union Electric Co 83/t0/28 Intormation Systems Branch 3pp 
30316 051-30318 053 

-8504150250 Forwards updated const status rept as of 031231 Unit 1 const approx 
95% completed 

SCHNELL.D F Union Electric Co 84/01/20 Information Systems Branch 7pp 

30318 163-30310 169 

-8504160291 Forwards updated const status rept as of 821226 Unit 1 const approx 
86% complete 

SCHNELL.D F Union Electric Co 83/01/20 Information Systems Branch 3pp 
30326 242-30325 244 

-8504150304 Fo^^vards updated const status rept as of 820930 Fuel load date resched- 
uled for 640402 Commercial operation will occur in late 1964 or early 1965 
SCHNELL.D F Union Electric Co 82/10/25 Information Systems Branch 13pp 

30325 325-30325 337 

-8504150461 Forwards updated const status rept as of 830331 Const approx 66% 
complete 

SCHNELL.D F Union Etoctric Co 63/04/30 Information Systems Branch 3pp 

30326 066-30326 068 

8504220069 Forwards revised monthly operating repts for Doc 1964 & Jan 1985 
WiLTENBERGEfl.S Union Electric Co 85/03/13 Office of Rosourco Managomont, 
Director 2pp 29939 105 29939 114 

-8504220072 Revised monthly operating rept for Dec 1064 
QOODENOW.RR Union Electric Co 84/12/31 4pp 29939 107-29939.110 

-8504220077 Revised monthly operating rept for Jan 1905 
GOODENOW.RR Union Electric Co 85/01/31 4pp 29939 111-29939114 


S, Reportable occurrences, LERs & related correspondence 

8504020062 Forwards AEOD technical review rept, "Failure of Automatic Protection for 
Boron Dilution Event at Callaway Unit 1 " Event Insignificant because available inslru- 
menlation & alarms provided adequate indication to mitigate event 
FREEMAN, R Reactor Operations Analysis Branch 85/^1/22 SEYFRIT.KV Reactor 
Operations Analysis Branch Ip 29585 131-20585 134 

-6504020055 "Failure of Automatic Protection for Boron Dilution Event at Callaway Unit 

* Director's Office. 85/01/22 3pp 29585132-29685134 

6504040449 LER 85 010 00 on 050331 .ESFa actuated due to low steam gonerator 
levels Caused by nonsafely related 120 volt ac instrument bus deenergized duo to 
faulty transformers. Transformers replaced W/650325 Ur 

CAMPBELL, W R. MILTENBERQER.S Union Electric Co 85/03/26, 5pp 29668*265- 
26668 259 

6504050060 LER 85 011 00 on &50222.reactor manually tripped & emorgency diesel 
generator B started & loaded when startup transformer lost Caused by interlock be- 
tween transformer & deluge sys due to water leakage & power toss to rods,W/650326 
Ur 

DAVIS.JE. MILTENQERGER.S Union Electric Co 05/03/25 8pp 29676 069 
29676 076 

8504050069 LER 85 007 00 on 650201, Six LImitorque valves declared 

inoperabfe.Ceusod by terminal blocks not complying vr/Qenoric Ltr 04-24 & IE fnfo 
Notice 63 72 Terminal blocks replaced 8 valves environmentally qualified W/650323 
Ur 

DAVIS.JE, MILTENBERGER.S Union Electric Co 05/03/25 Opp 29676 070 
29676 086 

8504050174 LER 85 012 OO.on 850 2 2 2, turbine trip occurred duo to hi hi level signal on 
steam generator D Caused by steam flow/ feedwater (low recorder AE-FR 544 not 
operating properly Recorder will be repaired W/05O325 Ur 

TAYLOFl.ME, MILTENBERQER.S. Union Electric Co 06/03/25 4pp 29675 210- 
29676.221 

6504090040 LER e5 013 00;on 050226, mini purge commenced w/coritainmenf atmos- 
phere monilors in bypass Caused by inadequate procedure Mini-purge 
terminated Procedures re backup monitor operability aurlng mini purge rovIsed.W/ 
050320 ltr. 

TAYLOR.ME, MILTENBERGER.S Union Electric Co 85/03/20 5pp. 20720161- 
29720 155, 

8S04090043 LER 05-01 4-00’on 850227,control room ventilation isotatloh signal 
occurred Cause undetermined incident considered Isolated event w/no further correc- 
tive action required W/060306 ltr, 

NASLUND.CO., MILTENBERGER.S Union Electric Co 85/03/20 4pp. 29720.166- 
29720 159, 

8604090045 LER S5 016-00*on 850220, failure to perform 650225 tntium sampling 
discovered Sample collected, analyzed & found within Tech Spec limit Tracking sys for 
Tech Spec surveillance requirements modi(ied.W/05O32O ltr. 

PEERY,J.R., MILTENBERGER.S, Union Electric Co. 85/03/20. 4pp. 29720.135- 
29720:138 

6504110364 Special Rept 85-02 on 050220, Invalid follure of diesel genorator A 
occurred Caused by operating error Event not considered valid test or failure Silicon 
controlled rectifiers replaced, 

MILTENBERGER.S Union Electric Co 85/03/28 KEPPLER.J.Q Region 3, Office of 
Director 4pp. 29 7 7 6- 100 -2 97 70: 103. 

0504930263 Part 21 reel re series of cracked welds discovered in generators Welds oc- 
curred in conical baffle section of coil guarda.AII units will be inapected.Affectod plants 
listed 

BORMAN, J.G Louis-Allia Co. 06/03/29. TAYLOR.J.M. Director's Ofllce, Office of In 
spectlon and Enforcement. 4pp, 29507.3 12-29587'31 6. 


8504089368 LER 85 016 00 on 8 50303, re actor trip occurrod on low prassurizcr 
pressure Caused by slicking valve dJaphragm Transmitlors will bo pressurized 1o 
approx sys pressure prior to oponiny isolation valves W/850402 Ur. 

NASLUND.CD, MILTENBERGER.S Union Electric Co 05/04/02 5pp 29685 003- 
20GB5 0B7 

0604230045 LER 84 028 01 on 840Q13,(nadvortont safety injection occurired Caused by 
failed redundant pressure loop going undetected duo to (ailed lamp on partial trip 
status panel Lamp replaced W/e50410 Hr. 

NASLUND.CD, MILTENBERGER.S Union Electric Co 05/04/10 4pp 29966 024 
29966 027 

8504290377 Part 21 rept re Ruskin Mfg Co welds used to loin damper to damper & 
damper section to mullion plates Welds not in accordanco w/approved design 
drawings Drawing 5415 revised to indicate wold pacing Drawing of wold spacing end 
HILt.TiO Ruskin Manufacturing Co 85/04/22 Director's Olfico, Office of Ir^spoctfon 
and Enforcement 5pp 30051 23 3 30051 237 

8504300469 Part 21 rept forwarding Rev 1 to Insp procedure for invosUgaling omorgon 
cy diesel generators for fractured wolds on air defioctors Rev will bo forwarded to 
each facility 

LEUSINK.HH Louis-Allls Co 85/04/23 TAYLOH,J W Director’s Oflice, Office of In 
spectlon and Enforcement 3pp 30063*260 30063*252 


DOCKET STN-50-4B6 CALLAWAY PLANT, UNIT 2 


A. Appllcatlon/construcllon stage documents & correepondence 

8504120182 Responds to FOIA request for Caseload Foracasl Panal files in Ofc of Re 
source Mgt.Fonivards tistod documonis Oocuments ateo availoblo In PDR 
FELTON. JM. Divlalor^ of RuIqb and Records 04/00/06 KILIEFER.C Shaw, Pittman, 
Polls & Trowbridge. 2pp 30300 003-30303.129, 

-8604150568 ‘’Financing Union Electric Const Program ” Vlowgraphs end 
WELSHANS.MT Union Eloclric Co 79/11/21 1%pp 30320 010-30320 102 

0409200265 Forwards complete updated list of as-buiU drawings roferonced in Chapter 
1 of SNUPPS FSAR Bill of mall lor main control panel and W/789 ovorsizo 
drawings. Aperture cards available in PDR. 

PETRICK,N.A. Slandardizod Nuclear Unit Power Plant System 04/09/17 
DENTON, HR Office of Nuclear Reactor Regufatlor), Director 141pp, 26597 270 
26598.058. 


DOCKET STN-50-4 91 CHEROKEE NUCLEAR STATION, UNIT 1 


A. AppNcatlon/construcllon stage documenta & correspondence 

8504120182 Responds to FOIA request for Casoload Forecast Pa no! filos In Ofc of He 
source Mat Forwards listed documonte Documonis also available \n PDR 
FELTONJM. Division of Rules and Records 04/06/06 KILLEFER.C Shaw, Pittman, 
Potts & Trowbildgo 2pp 30300 003 30303 129 


R. Perlodio operating reports & relaled correspondence 

6604120182 Responds to FOIA request for Caseload Forecast Panel files In Ole of Re- 
source Mgt Forwards listed documonis. Documents also available In POR 
FELTONJ.M. Division of Rules and Records 04/06/06 K(LLEFER,C Shaw, PiUman. 
Polls 0 Trowbridge 2pp 30300 003 30303, 129. 

-0604160249 Forwards updated const status fonts ns of 621231 Info for inclusion in 
NUREQ-0030FUO) load target date (or Catawba Unit 1 May 1904. 

TUCKER, H.B. Duke Power Co 03/02/03 Information Sy stoma Branch tlpp 

30326*231-30326:241. 

-8504169367 Forwards updated const status repts as of 020930 for Inclusion In 
NUREG 0930, 

TUCKER, H B Duke Power Co 02/10/20 Information Systoms Brand) 3pp 

30325*304-50325 306 / » r' 

-8604160459 Forwards updated const status rents for McGuire Unit 2, Catawba Units 1 
& 2 81 Cherokee Unit 1 as of 030331, per NUREG 0030 Rept last update for McGuire 
Unit 2 duo to receipt ol OL on 830303 Cherokee Unit 1 canceled on 030420 
TUCKER, HB Duke Power Co 03/05/12, Information Systems Branch Opp 

30326057 30326 065 


DOCKET 8TN.50-492 CHEROKEE NUCLEAR STATION, UNIT 2 


A. Appllcallon/conttructlon stage documenta & correapondence 

8694120182 Responds to FOIA request for Caseload Forecast Panel files In Ofc ol Re- 
source Mgl.Forwards listed documents Documents also available In PDR, 

FELTON ,J,M, Division of Rules and Records 84/06/ 08. KILLEFEn,C. Sfiaw, Pittman. 
Potts & Trowbridge. 2pp, 303D0.003 30303 129 


n. Parlodio operating reports & relaled correspondence 

6604120102 Responds to FOIA request for Caseload Forecast Panel filoa In Ole of Re- 
source Mgt.Forwards listed documents Documents also available In PDR 
FELTON, JM. Division of Rules and Records 84/06/08, KILLEFER.C. Shaw, PHiman, 
Potts & Trowbridge, 2pp, 30300 003 30303.129, 

-8504160249 Forwards updated const status repte as of 621231 Info (or Inclusion In 
NUREQ-0030.Fuel load iarget date for Catawba Unit 1 May 1984 
TUCKER, HB Duke Power Co 03/82/03. Information Systoms Branch. 11pp 
30325,231-30325*241. 
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■8504 IS 0357 Forwards updalod consi status ropis as of 820930 for inclusion in 
NUREG 0030 

TUCKER, H B Duke Pow-er Co 82/ 10/29 Informatnon Systems Branch 3pp 
30325 304 30325 306 


DOCKET STN SO-403 CHEROKEE NUCLEAR STATJON, UNIT 3 


A. Appllcatlon/'constructlon siago •documBOts & correspondence 

8504120182 Responds to FOIA request for Caseload Forecast Panel fifes in Ofc of Re- 
source Mgt Forwards listed documents Documents afso available in PDR 
FELTONj M Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Pittman, 
Potts & Trowbridge 2pp 3Q300 003-30303 129 


R. Porlodfc operating reports related corresponcfence 

8504 120 182 Responds to FOIA request tor Case toad Forocasl Panol Jilos in Ofc of Ro- 
se urco Mat Forwards listed documents Documents afso availaWo in PDR 
FELTON.JM Division of Rules and Records 84/06/06 KILLEFEH.C Shaw, Pittman, 
Polls & Trowbridge 2pp 30300 003-30303 1 29 

-8504150249 Forwards updated const status ropts as of B2123Hnfo for inclusion in 
NUREG-0030 Fuet load target dale for Catawba Unit 1 May 1984 
TUCKER.HB Duko Power Co 03/02/03 Information Systems Branch lipp 
30325 231-30325 241 

-8504150357 Forwards updated const status ropis as of 820B30 for incfusion in 
NUREG.0030 

TUCKER.HB Duke Power Co 82/10/29 Inrormalion Systems Branch 3pp 
30325 304 30325 306. 


DOCKET STN-50 493 SOUTH TEXAS PROJECT* UNIT 1 

850328004S IE Info No lice 65 026, "Vacuum Reliol Sys for BWFl Mark I & II Contain- 
menls" Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/02 Consolidated Edison Co of New York, Inc fl2pp 29667107- 
29667 198 


A. Appjfcallon/conatraotlon stage documents ^ correspond enco 

B5041201B2 Responds 1o FOJA request for Caseload Forecast Pane!! fifes in Ofc of Re 
source Wot Forwards listed documents Documonls also avaiPablo m PDR 
FELTON, JM Division of Rutes find Records 84/06/06 KILLEFER.C Shaw, Pittman. 
Potts & Trcwhndge 2pp 30300 003 30303 1 29 

-8504120376 Provides daily stalf notes for 61 1 106 Sequoyah 2 achieved initfal 
crilfcalily litil informed NRC that Brown & Root has withdrawn completoly from South 
Texas Project 

DIRCKS.W J Office of the Executive Oiroclor for Operations 81/1 )/09 PALLADINO, 
GIUNSKY, BRADFORD Commessioners Ip 30301 252 30301 252 

-8504120432 Notifies of util 730419 lolcon informing of tn depth audit of const schedule 
re iubniiUal of FSAR Ufil will inform of results 

BOYD.RS NRC - No Ootailed Affifialiorr Gjvon 78/04/19 MATTSON, R . 
BASSETT.B. VASSALLO.D NRC - No Detailed Affiliation Givon Ip 30301-260- 
30301 260 

-8504120437 Recuesta work w/M Licilra to arrange proposal of vJsll on 841213-15 
BASSETT.HS NRC - No Delailod Affifialion Given. 78/10/04 LOVELACE.B NRC - 
No Detailed Affiliation Given Ip 30301 261 -303D1 261 

-8504120441 Notifies of agreement to postpone visil two to three months to allow com- 
pletion of util reassossmont of const schedule NRC 781228 press releaso re 760111 
scheduled NRC p/ohearinn conferonce in Houston, TX on facilities end 
BOYD,RS NRC- No Oelalled Affiliation Givon 78/10/03 BASSETT.B NRC - No Do- 
tailed Affiliation Given 3pp 30301 262 30301 264 

• 8504120446 Forwards util Itr formalizing new fuel load dates of Nov 1981 & Nov 1962 
for Units 1 & 2,fespechvaly Dates consistent w/Gasofoad Forecast Panel dates 
BERKOVV.H NRC - No Detailed Affiliation Given 78/10/30 0ASSETT,B, PARR,0. 
LICITRA.M NRC - No Detaifed Affitiation Givon Ip 30301 265-30301 265 

-8504120450 Nolificalion of 780405-06 meeiinos w/util & Browr> & Roof in 
Wadsworlb.TX to review const status & obtain Info for Indopencfenl estimale of fuel 
load date for Unit 1 R da ted documonls end 

COX,TH NRC - No Detailed Affiliation Given 78/03/30 PARR.OD NRC - No Oe 
tailed Affiliation Given 270pp 3D301 266 30302 083. 

-0504160286 ’'South Toxas Pro! ed.NRC Caseload Forecast/’ 

• Houston Llgliling & Power Co, 63/11/30 73pp, 30341 344-30342 054 

8504020095 Forwards current schedule for harsh environ equipment qualification 
tes ling, per 840609 anoeting Related co/rospondenco 

GOLDBERG, J.H Houston Lighting & Power Co #285 610 84/12/10, DENTON.H. 
OENTON*H. NRC - No Detailed Aflili all on Given 3pp 20585 094-29585 098 

6504020391 Notification of 650326-29 meetings w/utii in KoustonJX to review & dis- 
cuss Ins iru mentation & control sys consistency w/itams llstod In end 
KADAMBI.N P, Licensing Branch 3. 85/03/15 KNIGHTON.G.W Licensing Branch 3 
16pp. 29500 289-29586 304 

8504030013 Notification of 650482 meeting w/ulil.Bechte) & Harza if> Bolhesda.MD to 
discuss design, technical evaiuallon ^ cortst documentation o1 main coolar^l reservoir 
dike Agenda end 

KAOAMBI.P Licensing Branch 3 85/03/18, KNIGHTON, G.W. Licensing Branch 3 
6pp 26506 059-29606 063. 

8504050164 NoMicalfon ef 850403 meetiing w/titif irt Bethosda.MDto discuss responses 
to quasbofis raised by human factors engineering review Agenda end 
KADAM&LN P Licensing Branch 3 05/03/21, KNIGHTON.G.W. Liconsing Branch 3 
5pp 29674 300-29674 304 


8504050201 Ndificalion of 050404 meeting w/ulit in Qethosda.MD to discuss elternaiu 
& safe shutdown capobililies of facility Mooting agenda end 

KAOAMBI.N P Licensing Branch 3 85/03/25 KNiGHTON.G W Liconsing Branch 3 
5pp 2S674 288-29674 292 

8504050202 Nolilication of 050403 mGOting w/ulil in Bothesda MD lo discuss rnsoliilion 
of outslanrtinq Power Sys Branch requests for addi info 

KADAMBI.NP Licensing Branch 3 85/03/25 KNIGHTON,G W Licensing Branch 3 
4pp 29674 204 29674 287 

8504020265 Ack receipt of 850304 transmiltal of Rev 10 lo QA program Review of pro 
gram continuing 

JOHNSON,EH Regiof^ 4, Office of Director 85/03/28 GOLDBERG, JH Houston 
Lrghling & Power Co 2pp 20501 134-29581 135 

0504110860 Forwards request for addI info re QA based on reviow of FSAR thiough 
Amend 43 

KNiGHTON.GW Licensing Branch 3 05/04/01 GOLDBERG.JH Houston LIglil in ij & 
Power Co 5pp 29781 358 29701 362 

8504850223 Forwards response to FSAR Queslior^s 032 42.032 44 & 032 45 lo support 
resolution of questions from Instrumentaiion & Conlrols Sys Bran,ch 850320 review 
meeting Info will be included in FSAR Amend 46 

WISENbURG.M H Houston Lighting & Power Co 85/04/03 KNIGHTON.G W L icons 
ing Branch 3 59pp 29665 116 29665 174 

8504100003 Forwards Power Sys & Reactor Sys Branch supple mental re quod for addi 
info re safety review of OL application Schedule for responding lo roquosl for info rc 
quested 

KNIGHTON.GW Licensing Branch 3 85/04/04 GOLDBERG.JH Houston Lighting & 
Power Co 43pp 29921 001-29921 043 

8504150-158 Forwards complete Attachment 2 of util 050404 Itr responding to Environ & 
Hydrologic Engineering Branch request for add! Info 

VVISENB^URG.M R Houslon Lighting & Power Co, 05/04/00 KNIGHTON.G W I icons 
ing Branch 3 53pp 29799 140 29799 192 

8504250225 Notification of 050410 mneling w/util m Bethesda.MD lo discuss prepnri 
Itoh of Tech Specs 

KADAMBI.NP Licensing Branch 3 65/04/11 KNIGHTON.GW Lice nsinq Branch 3 
3pp 30029 310 30029 312 

8504160414 Requests NRC approval for use of increased damping values m scl^mc 
piping analysis as developed by pressure vessel research commilleo fncroaseif damp 
ing values to bo used (or pipe stress optimization & verification 
WfSENBURG.MH Houston Liijliling & Power Go 05/04/12 THOMPSON, H L Divi 
slon of Licensing 3pp 29Q16 138-29015 140 

8504190322 Forwards offecltvo page listing lo FSAR ihrougli Amend 45 Listing not 
formal addition & will bo updated periodically 

WtSENBURG.MR Houston Lighting a Powor Co 85/04/16 NOVAK .T H Assisiont 
Director for Licensing 77pp 29807 057-29087 133 

85Q4 120206 Generic Ltr 85 06 to atf PWR licensees a all applicants for OLs re QA guid 
a nee for ATWS equipment not safety related Sve list end 

THOMPSON, HL Division of Licensing 05/04/16 Consolidafcd Edison Co of New 
York. Inc 22pp 29947 200 29947 309 

8504250089 Notification of 050501-03 site visit w/util to exam site & surroundings prior 
lo concluding review as required by 10CFR51 22 & 61 21 Public meeting will C-o hold 
on 650502 

KADAMBI.N.P Licensing Branch 3 85/04/16 KNIGHTON.GW Licensing Branch 3 
3pp 30030 132 30030 134 

6504120031 Generic Hr 05 02 lo all PWR licensees & applicants, holders of CPs & Fort 
St Vrairt re recommended actions stemming from NRC integrated propram for rosolo 
tlon of unresolved safety issues ro steam generator tube integrity Sve list end 
THOMPSON.HL Division of Licensing 85/04/17 Yankee Atomic Elec Ific Co 127pp 
29953 071-29953 262 

8504220068 Forwards "Nuclear Training Program," per convoraation w/ P Kadambi & D 
MorlsseauMatl will bo incorporated into future FSAR amend Review & mooting to ro 
solve comments requested 

WISENBURQ.MR Houston Lighting & Power Co 85/04/17 KNIGHTON.GW LIcona 
ing Branch 3 2pp 20928-124-29920 141 

-8S04220071 "Nuclear Training Program " 

* Houston Lighting & Powor Co 86/04/12 14pp. 29920 120-29920 141 

85042200B4 Responds to 050313 request for addi Info re utii engineorlng assurance 
program Info ro field waikdowna & review of high energy lino break analysis 
provided Scope documents re design related FSAR & licensing comrnilmenls onci 
WISENBURG.MR, Houslon Lighting & Power Co 05/04/17 KNIGHTON, G.W. Licons 
ing Branch 3 26pp 20920 076-29928 101 

8504220185 Discusses 850403 meeting re status of project activities Mooting banelicisl 
in providing addi understanding of alalus & plans for const 

MARTIN.RD Region 4. Office of Director 05/04/17 GOLDBERG, J.H, Houslon LiglU 
Ing & Power Co 2pp. 29928 352-20920,353 

8504300314 Provides responses lo Questiona 430 74N 430 ia5N ro 
communlcalions.lighimg & diesel generators received on 850304. Revised FSAR toxl 
for Sections 9 5,2 re communications sys & 9 5 3 re plant lighting sys end 
WfSENBURG.M R Houston Lighting & Power Co 85/04/24 KNIGHTON.GW Licons 
ing Branch 3. 53pp 30058 018 30056 070 


F. Security, medical, emergency & fire protection plans 

8504860002 Discusses 050116 mealing w/NRC re fire protection program & firo haz- 
ards analysis Detailed summary and NRC recommendabons re poasiblo rov to lire 
hazards analysis rept under consideration 

WiSENBURG.M.R Houston LIghlinn & Power Co 85/03/20 KNIGHTON.G,W. Licona 
mg Branch 3 8pp 29665,342-29665 349 
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8504050225 Fotwards schedule for mileslonos supporUng qualilred display processing 
sys review & jssuanto of draff SCR & venficalron & validation plan for sysW/one 
oversize drawing Aperture card available in PDR 

W^SEN0URG,MR Houston Ltghling & Power Co 05/03/26 THOMPSON.HL Licens 
ing Branch 3 13pp 29B63 081 29663 122 

• 8504050228 Rev 2 to ' Verification & Validation Plan for South Texas Projeci Qualified 
Display Processing Sys, Design Spec 995042 " 

' Houston Lighting & Power Co 85/03/2B 29pp 29663 094*29663 122 

8504030323 Forwards revs to security .safeguards conlmgency & security personnel 
training & qualification plans & responses to NRG 850205 commonis on security 
plan Revs & comments withheld (ref 10CFR73 21) 

DEWEASE.JG Houston Lighting S Power Co 85/03/29 DENTON H Office of Nii 
clear Reactor Regulation, Director 4pp 29592 049-20592 052 

8504090278 AcK receipt of invitation to have NRC representatives address 050416-18 
security workshop hosted by util J Kelly will be available lo discuss lessons learned re 
rGoulatory effectiveness reviews & fitness for duty programs 

MARTIN.R D Region A. Office of Director 85/04/05 PARKER, G G Houston Ltqhlinq 
& Power Co 2pp 29699 109 29699 110 ay 

8604190177 Forwards responses to NRC Question 620 02N, Parts H,l & K & resubinittal 
of responses to Parts A & J ro detailed control room design review Rev 0 lo “Human 
Engineering Discrepancy Resolution Ropl” also end 

WISENBURG.M R Houston Lighting & Power Co 85/04/15 KNIGHTOM.GW Licens 
ing Branch 3 lOpp 29917 166-29917 322 

-8504190100 Rev 0 to "Control Room Design Review Human Engineering Discrepancy 
Resolulion flopt “ Exoculive summary, Addendum 1. end 
* Houston Lighting & Power Co 85/04/15 14Gpp 29917 176-29917 322 

8504 2904 17 Summarizes 850404 meoling lo discuss details ro ollernalo & safe shut- 
down sys for fire protecKon Meefing agenda & viowgraphs end 
V^ISENbURG.M R Houston Lighting & Power Co 85/04/24 KNIGHTON.GW Licens 
ing Branch 3 50pp 30050 275 30050 324 

8504290440 Summarizes 050403 meeting w/NRC re responses to questions raised 
during human factors review Responses to Question 620 02N re emergency oper- 
ations procodurofa discussed Meeting agenda & attendance list end 
WISENBURG.M R Houston Lighting & Power Co 85/04/24 KNIGHTOM.GW Licens- 
ing Branch 3 5pp 30049 234-30049 230 


Q Adjudicatory correspondence 

8S04020204 Memorandum & order denying Cllizons Concerned About Nuclear 
Powor.Inc proposed contention on soil stability & direcling hearing on certain sotl 
questions Molion for now contention denied Served on 850401 
BECHHOEFER C Atomic Safety and Liconsinq Board Panel //285 325 85/03/29 
Citizens Concerned About Nuclear Power, Inc 1 Ipp 29582 259 29502 269 

8S0 4 100670 Corlifios sve of Amend 45 lo FSAH on 050404 Rolaled correspondence 
OUINN.V Houston Lighling & Power Co //a05 473 U5/04/04 2pp 29744 166 
29744 167 

0504090316 Memorandum & ordor documonling 050404 tolcon to discuss procedural 
aspects of rosolulion of quobllons ro compulonco of uhl & conlfoclors.SodHel & 
Ebasco Affidavits will bo irentod ns motions for summary disposition Served on 
850400 

BECHHOEFER, C Atomic Safely and Licensing Board Panel //206 440 85/04/05 
Joint Applicants - South Toxas Prcjccl 6pp 29609 177-20699 102 

8504100643 Rosnonso lo applicant motion for summary disposition of Citizens Con 
cernod About Niicloar Power Contention 4 ro design & const of Category I structures 
allowing for wind loadings Slalemonl of mall facts & Certificalo of Sve onci 
SINKlN,L Citizens Concerned About Nuclonr Power, Inc //205 470 85/04/08 Atomic 
Safely and licensing Board Panel 16pp 20744 145 20744 ICO 

86041Q0713 Requests public apology from util & util counsel (or J Yonouskas 041120 & 
850109 Itrs to Solocllvo Sve Sys roqiiostirg info on LA Sinkin w/o idontifying affili 
alion Certificate of Sve and Rolaled conospondonco 

SINKIN, L Affiliation Not Assigned //2n5 471 05/04/09 NEWMAN, JR Nowman & 
Hollzingor 7pp 20/44 131-29744 138 

6SO412O3B0 Ordor denying Cilizons Concornod About Nuclear Power motion for rocon 
suforation of ALAB 799 No justification found for wilhdrawol or reconsiderallon of 
decision Served on 850410 

TOMPKINS, B A Atomic Safety and Licensing Appeal Panel #285 400 85/04/10 
Office of the Exoculivo Legal Director 4pp 20/02 i60 20792 172 

8504170776 Motion (or summary disposition of Cllizons Concerned About Nuclear 
Power Contonllon 4 ro design adoeuacy of Category I slructuros No gonuino Issue of 
mail fact exists & applicants ontilled to lavorabfo docision 

PIRFO.OR Hearing Branch 3 //205 571 05/04/15 Atomic Safely ond Licensing 
Board Panel topp 29830 140-29830*178 

-8504170770 Affidavit of JE Falrobonl ro Citizens Concorned About Mucloor Powor 
Conlenlion 4 concerning wind spooefs considered In design of structures at tacilltfos 
FAIROBENT.JE Meteorology & Effluont Tfoalmonl Branch 05/04/16 Opp 
29838 158-29030 1G6 

-8504170780 Affidavit of JS Mo ro Cllizons Concornod About Nuclear Powor Conlen 
tion 4 concerning hurricanes & Catonory I alruturos 

MA,JS. Slruclural & Geolochnical tnalnoorlnn Branch 05/04/16. 3pp 29838*167- 
29830*169 

-8504170762 Affidavit of JN Wilson ro Qtizons Concornoci About Nucloar Flower Con 
lenlion 4 ro wind foadings associaletl w/hurricanos 

WiLSORJ N Auxiliary Syaloms Branch 05/04/15 4pp 29838 170 20038 173 

-8504170764 Affidavit of GB Staley ro Citizens Concornod About Nwcloar Power Con 
lenlion 4 concerning hurricanes 8 storm surge effects on Category I 
Biructuros Certificate of Sve end 

STALEY.G B Environmental & Hydrofogic Englnaoring Branch 05/04/16, 4pp 
29838174 20030.176 


8504160202 Molron to reopen Phase I of OL hearings due lo question of timeliness in 
removina Brown & Root from proceeding Cprlificale of Sve end 
SINKIN L Citizens Concerned About Nuclear Power, Inc #285 586 05/04/15 Atomic 
Safely arid Licensing Board Panel 50 ipp 29055 01/29856 1 57 

6504220203 Responds to 850409 allegations re TOlA requesi to Seledivo Sve 
Sys Nothing illegal, unethical or unprofo'>sionaf ahoul FOIA inquiry Info will not bo used 
lo harm recipient Related corresnondcncc 

NEWMAN,JR Newman & Ho llzinger #285 608 05/04/17 SINKIN,LA Sinkm, LA 
3pp 29929 111 29929 113 

8504220172 Ordor requiring parties to respond lo Citizens Concerned About Nuclear 
Power, Inc 850417 motion to reopen Phase \ record lo includs addi info ro replace 
ment of Brown & Root. Inc as design engineer Served on B 504 19 
BECHHOEFER.C Atomic Safely and Licensing Board Panel #285 623 05/04/18 
Office of tho Exoculivo Legal Director 2pp 29926 107 29920 100 

6504200216 Forwards documents generated between 810301 & 0928 re roportability lo 
NHC of Quadrex repl & info in ropt roNecling OA viola1ions,por ASLB 850226 memo 
random & order Certificate of Sve oncI Related forrospondenco 
AXELRAD.M Newman & Holtzinger AXELHAD,M Houston Lighting & Power Co 
AXELRAD.M San Antonio, TX #285 682 85/04/10 BECHHOEFER.C . LAMB.J C , 
HILL.E E Atomic Safety and Licensing Board Panot 99Bpp 29980 150 29903 065 

6504260110 Response lo ASLB 650226 memorandum & order re findings in- Quadrex 
repl considered reportable per 10CFR5O 55(e) Significance of findings suflicienl lo 
roach conclusions re mgt competence W/ Certificate of Sve 
SINKIN.L Citizens Concorned About Nuclear Power. Inc #205 689 85/04/22 Atomic 
Safety and Licensing Board Panel 5pp 30024 283 30024 287 

85042G0201 Advises lhal ASLB will receive JH Goldberg 850422 Itr re 'Specs of Brown 
& Root & plaintiff claims & issues based on refs to design & consi Corlificate of Sve 
end Related corrospondonce 

AXELRAD.M Newman & Holtzinger //285 606 85/04/22 BECHHOEFER.C, 
LAMB.J C, HILL, EE Alomic Safety and Licensing Board Panol 4pp 30024 082- 


8504290006 Discusses util suit against Brown & Root.lnc & Halliburton in dislricl court 
of Matagorda County.TX Brown & Root.lnc 650410 pleading, '‘Spec ol Brown & Root 
Cfaim & Defenses per Court Order " oncP W/o onci Related correspondence 
GOLDBERG, J H Houslor> Lighting & Power Co #286 722 05/04/22 MARTIN.R D 
Region 4, Office of Diroclor 3pp 30045 148-30045 150 

8504290355 Molion lo filo responso lo applicant & staff motion for summary difapositicn 
out of lime 

SINKIN.L Citizens Concerned About Nuclear Power. Inc #265 724 85/04/25 Atomic 
Safely and Licensing Board Panol 2pp 30052 060 30052 09? 

-0504290381 HosponsG to applicant & staff motions for summary diaposiliori Cerlificato 
of Sve end 

SINKIN.L Cibzons Concernod About Nuefoar Power, Inc 85/04/25 Atomic Safely 
and Licensing Board Panel 31pp 30052 062-30052 092 

8504300054 Forwards ulil responso lo Citizens Concerned About Nuclanr Power 
050417 motron to reopen Phase I record in two pleadings.in responso lo ASLB 
650410 order First pleading responds lo motion & first two quosilons of order 
AXELRAD.M Newman & Hollzingor //2e6 730 05/04/25 BECHHOEFER.C, 
LAMB.J C, HILL.E E Atomic Safety and Liconsmg Board Panol 2pp 30058 253- 
30059 008 

-6504300058 Rosponso to Crlizons Concornod About Nucloar Powor 050417 molion lo 
roopon Phase I record.Including answers to two of tlueo questions posed by 
ASLB Motion pertains lo matters unrelated lo safely or environ issues & should bo 
denied 

AXELRAD.M Houston Lighting & Power Co AXELRAD.M Nowman & Holtzinger 85/ 
04/25 Atomic Safety ana Licensing Board Panof 44pp 3005Q 255 30058 290 

-0504300063 Memorandum supporlinq continued counsel ro pro son (alien of applicant, In 
response to question in ASLB 8504 IB order No impropriety found in continued ropre 
dentation by Nowman & law firm Notico of appearonco & Certificate of Sve end 
ALLEN, WH Houston Lighting & Power Co AllEN.WH Covington & Burling 85/04/ 
25, Atomic Safely and Lico using Board Panol 72pp 3005Q 209 30059 008 


K. Utility Final Safety Analysis Report (FSAR) amends 

86040602'^9 Forwards Amend 45 to FSAR.rovising Sections 7 1 2 11,8 3, 10 4 & 15 6 & 
fegpon‘'Qs to NRC quoslions & providing mlscGlfanoous loxt rova & editorial channos 
GOLDuERQJH Houston LIghtirg S Power Co 85/04/04 DENTON.H Ofileo of Nu 
clear Reactor Rogulation, Diroclor Dpp 29B7C 001-29676 344 

-6504080235 Amend 46 to FSAR for South Toxas Projeci 
• Houston Lighting & Power Co 85/04/04 336pp 29676 009-20676 344 


Q, Inspection reports, (E eullatfns & correspondence 

8504120393 Provides dally staff rotes for 010925 Notices of vlofatron Issued lo utils (or 
failure lo notify NRC by 810701 of inability to complete Imple mentation of prompt 
public notification sys 

blRCKS.WJ Offico of tho Executive Director for Operations 81/09/28 PALLADINO 
CoinrTiissionora Ip 30301 253-30301 253 

6603190669 IE Into Nollce 05 022, “Limllorquo Motor Operated Valves Resulting From 
Incorrect Installation of Pinion Gear " Sve list onci 

JORDAN.EL Division of Emergency Preparedness & Ennlneering Response (Post 
830103) 85/03/21 Consolidated Edison Co of New York, Inc 108pp 29597 001- 
29597 005 

6503210461 IE Info Notico 85-023, "Inadequate Surveillance & Post-Mair)t & Post Mod 
Sys Tosling " Sve fist onci 

J(jRDAN,EL Division of Emergency Praporodness & EnglnBenng Response (Post 
030103), 85/03/22 Consolidated Edison Co of New York, Inc ToOpp 29656,001- 
2Q656 107, 
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8504000102 Forwards Insp Ropts 50 493/84 16 & 50 4 99/84- >6 on 041101-1231 & 
mol lea ot davialion 

JOHNSON, E H Region 4. Office of Director 05/03/22. OPREA.G W Houston Light- 
ing & Power Co 2pp 29G97 328 29687 330 

-0504080104 Notice of deviation from insp on 841101-1231 
* Rogion 4, OMicg of Director 05/03/22 2pp 296B7 330-29687 331 

-0504000115 Insp Ropts 50 499/04-16 & 50-499/04-16 on B4110M231. Deviation 
noted trapped gasos not vonled from surge tank 1h rough surge tank retiel valve & no 
alfnosptioric venl provided on surge tank 

CARPENTEfl.D R , CROSS MAN, W A Region 4, Office of Director 85/03/22 7pp 
20687 332-29607 338 

8603220444 IE Info Notice 65 024, ‘^'Eailures of Protective Coalings In Pipes & HXs" 
Sve list on cl 

JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/03/26 Consolidated Edison Co of New York, fnc fOBpp 29596 164 
29696.363 

0503200037 IE Info Notice 05 025, "Consideration of Thermal Conditions in Design & 
Installation of Supports lor Diesol Generator E^rhaust Silencers " Sve list end 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/02 Consolldftlod Edison Co of New York, Inc f07pp 29667 199 
2D667 305. 

8504010039 IE Info Notice 85 027, "Nolificalions to NRC Oporalions Ctr fi Reporting 
Evenis In LERs " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/03 Consolidated Edison Co ot New York, Inc 98pp 29690 255 
2969 0 362 

050 40 50042 Suppt 1 to IE Info Notice 35 003, "Soparallon of Primary Reactor Coolant 
Pump Shalt & Impollor " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09. Consolidated Edison Co of New York, Inc f^OIpp 29791 026 
29791 126 

8594050047 IE Info Notice 85-026* "Partial Loss o! AC Power d Diesel Generator Deg- 
radation " Sve list end 

JORDAN, E L Division o1 Emergency Preparedness & Engine erlng Response (Post 
030103) 85/04/09 Consolrdaled Edison Co of New York, Inc f09pp 29790 270- 
29791 024 

0504090419 IE Info Notice 65 029, "Use of Unqualified Sources In Well Logging Appll- 
on tie ns" Sve Hat end 

PARTLOW,J G Division of Inspection Programs (Post 850212). 85/04/12 Consolldal- 
eel Edison Co of New York, Inc 66pp 29832 001-29832 023 

0504170240 IE Info Notice 85 030, "Microbiologfcally Induced Corrosion Containment 
Sve Water Sys " Sve list end 

JORDAN, E L Division of Emoigency Preparedrtess & Engineoring Response (Post 
030103) 85/04/19 Consolidated Edison Co of New York, Inc foapp 29966 250- 
29966 383 

8S04190055 IE Info Nolico 85 032, "Recenl Engine Farlurea of Emergency Diesol Gen- 
erators " Sve liat end 

JORDAN, E L Division o1 Emergency Preparedness & Engineering Response (Post 
030103) 06/04/22 Consolidated Edison Co. of Now York, Inc f09pp 20988,239 
29908 347, 

8504190060 IE Info Notice 85-033, "Undersized Nozzle-To-Sholl Welded Joints In Tanks 
& HXs Constructed Under Rules of ASME Boil or & Pressure Vessol Code " Sve fist 
end 

JORDAN.E L Division of Emergarcy Preparedness & Engineering Response (Post 
830103). 05/04/22 Consolidated Edison Co of New York, Inc fOOpp 299B0 001* 
29039 107 

8504220347 IE Info Notice 84-64*Rev 1* "DoficloncEes In Ferro Resonant Transformers" 
Sve fist onci 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
030103) 05/04/24, Consolidated Edison Co of New YorK, Inc flOpp 30027 0B7- 
30027. 184> 


R. Periodic operating reports A related corraapondence 

050412(1162 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source Mgt Forwards listed documents Documents also available In FOR 
FELTON. J M Division of Rules and Records, 84/06/06, KILLEFER.C Shaw. Pill man, 
Potts & Trowbridge 2pp 30300 003-30303 129, 

-•0504120377 Forwards annolalod corrected const status repts as of 620930 tnfo for In- 
clusion [n NUREQ 0030 

GOLDBERG.JH, Houston Lighting & Power Co 82/10/27 HARTFIELD,RA Informa 
tionSystamg Branch 6pp 30310 268-30318 273 

-8504120426 Forwards corroded pages from Ocl 1982 const slatus rept for update of 
NUREG-OoaO through Third Oirarter 1033 Dec 1902, Mar, Juno A Sapt 1983 repts not 
yet received 

QOLDBERG.J H. Houston Lighting A Power Co 83/10/31 HAHTFtElD.R A Olfice of 
Resource Management, Olreclor 6pp 30301 264-30301,269. 


—9804 150 429 Forwards updated const status roots as of 030331 (or inclusion tn 
NUREG 0030 ^ 

GOLDBERG.JH Houston Lighting & Power Co 83/04/29 HARTFIELD,RA Informa 
lion Systems Branch Gpp 30326 011 30326 016 

-8504160278 Forwards updated const slatus rspls as of 860930 Info for inclusion «n 
NUREG 0030 ^ 

GOLDBERG,J H Houston Lighting A Power Co 03/10/31 HARTFIELO.RA Informa- 
tion Systems Branch 6pp 30341 336 30341 341 

8504190416 Forwards "Colorado River Entrainment & Impingement Monitoring Program 
Phase Two Studies - Jul-Dec 1984,” Rept 2 Rept describes progress of entrainment & 
imp Inge menl programs during cooling reservoir filling operations 
WISENBURG,M R Houston Lighting & Power Co 85/04/15 KNIGHTON, G W Licons 
ing Branch 3 2pp 290B7 31 7-29887 34B 

-8504190425 "Colorado River Entrainment A Impingement Monitoring Program.Phaso 
Two Studies - Jut-Dec 1984," Repl 2 

MCADEN.DC , GREENE.G N . BAKER.W B Houston Lighting A Power Co 85/04/30 
27pp 29807 319 29007 348 


S Reportable occurrences, LERs & related correspondence 

8504120162 Responds to FOIA request for Caseload Forecast Panel files an Ole of Ra 
source Mol Forwards listed documents Documents also available In PDR 
FELTON.J M Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Pill mam, 
Potts A Trowbridge 2pp 30300 003-30303 129 

8504050131 Interim dsficroncy rept re poslutated failure of reactor coolant pump Ihornnal 
barrier HX & componeni cooling water return isolation valve Initially reported on 
850220 Conceptual solution under development Next repl by 050523 
GOLDBERG.JH Houston Lighting & Power Co 85/03/20 MARTIN, R D Region 4, 
Office of Director 3pp 29675 163 29675 165 

8504080205 Final deticioncy repl re trapeze typo support assemblies Initially reported 
on 841022 Trapoz© assemblies using snubbers pul on const hold A pipe support per- 
sonnel given addi training in design of pipe support trapeze assemblies 
GOLDBERG.J H Houston Lighting & Power Co 85/03/22 MARTIN, R D Region 4, 
Office of Director. 7pp 29688 340-29660 346 

8504170073 Final deficiency rept re Bostrom-Borgon anchor boll mall 
sub stilullon Initially reported on 850301 Eight bolts installed acceptable for use.Four 
remainlrig bolts Ir) storage will be scrapped 

GOLDBERG.JH Houston Lighting A Power Co 65/03/29 MARTIN.R B Region 4. 
Olfice of Director 4pp 29839,355-29639 3SB 

8504170306 Fifth interim detictancy rept re corrosion in safety Injection sys weEd Initially 
reported on 831020 Wolds in safely injeclion A containment spray piping sys will bo 
cut out A /optaced w/pup piece Next rept by 850630 

GOLDBERG.J H Houston Lighting A Power Co 85/03/29 MARTIN.R D Region 4, 
Olfice of Director 5pp 29839 163-29639 167 

6504170317 Final deficiency rept re capacitor tormlnalions In GE ferro resonant Irans- 
formors utilized in Woalinghouse 7 5 kvA inverters Inilially reported on 840914 Fast on 
terminals will bo cut off A wire to solder lug will be soldered 

GOLDBERG.J H Houston Lighting A Power Co 85/03/29 MARTIN.R D Region 4, 
Office of Director Spp 20839 180 29839 184 

8504170199 Revised final deficiency repl re cable tray hanger design Inillably reported 
on 601205 All affected supports A hangers replaced w/new design using cold formed 
strut Qochlol ovatualion confirms supports acceptable 

GOLDBERG.J H Houston Lighting A Power Co 85/04/01 MARTIN.R D Region 4. 
Office of Director Spp 29839 072-29839 076 

0504250505 Final -daficiency rept re electrical penetration assembly w/cut cable 
insulation Initially reported on 850313 Cul insulation will be repaired using heal shrink 
insulallon A Woslinghouse repair procedure 

GOLDBERG.JH Kouslon Lighting A Power Co 85/04/12 MARTIN.R D Region 4, 
Office of Director. 4pp 29989 181-20989 184 

0504280328 First interim deflcEoncy rept re cracks In structural steel used in HVAC 
supports Initially reported on 850315 Insp program initiated Dele ctivo pieces rofocted 
A replaced Next rept will be submitted by 650624 

GOLDBERG, J.H Houston Lighting A Power Co 85/04/12 MARTIN,R D Region 4, 
Office of Director. 4pp 30033 071-30033*074 

0504260334 First interim doficiency rept re fuel handling bldg mm temp during loss ol 
offsite power Inilially reported on 050312 Several options to avoid crystallizallon ol 
NqOH being evaluated Noxl repl will be submitted by 05071 2 
GOLDBERG, J.H Houston Ltghllng A Power Co 66/04/12 MARTIN.R.O Region 4, 
Office of Director 4pp 30033.061-30033.064 

8504250446 Second inlonm deficiency rept re Inadequale flood proteclion of Calagory 1 
structures Initially reported on 841220 Next repl will he submitted by 850731 
GOLDBERG,JH Houston Lighting A Power Co 85/04/15 MARTIN,R D Region 4, 
Office ol Director. Spp. 30 020 342-30020 346 
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-05O41SO162 Forwards annotated corrected pages to Oct 1962 const status ropts up 
dating NUREQ 0030 through Third Quarter 1963 

GOLDBERG.JH Houstonlighling A Power Co 63/10/31 HARTFIELD.H A. Informa- 
tion Systems Branch, 6pp 30313092-30316097, 

-8604150169 Forwards updated const status repts as of 821 231, Info lor inclusion in 
NUREG 0030 

GOLD8ERG,J,H Houston Ughllng A Power Co. 63/01/28 HARTFIELD.R.A, Informa 
lion Systems Branch 6pp 30325.153 30325*158 


0503280045 IE Info Notice 85-026, "Vacuum Relief Sys (or BWR Mark I A II Contain- 
ments *' Sve list end 

JORDAN.E L Division ol Emergency Preparedness A Engineering Response (Post 
830103) 85/04/02, Consolidated Edison Co of New York, Inc 92pp. 28667 t07- 
29667 1 98, 


A. Appllcatlon/conslructlon stage documents A correspondence 


-8504150200 Forwards annolatod corroded pagos to June 1962 const status ropts up- 
dating NUREG 0030 through Fourth Quailar 1983 

GOLDBERG.J H Houston Ughllng A Power Co, 84/02/20. HAflTFIELD,R A Informa- 
llofi Systems Branch. 6pp 30318 116 30310.121. 


0504120182 Responds to FOIA request for Caseload Forecast Panel files In Ofc ot Re- 
source Mgl.Forwards listed documents Documanls also available in PDR 
FELTON.JM Division of Rules and Records 64/06/06 KILLEFER.C Shaw, PiUman, 
Polls A Trowbridge, 2pp. 30300 003-30303 129 
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■8504120376 Provides daily sla(( notes for 01 1106 Sequoyah 2 achieved initial 
criticality Util informed NflC that Brown & Root has withdrawn completely from South 
Texas Pro|ect 

DIRCKS.W J Office of the Executive Oireclor for Operations 81/11/09 PALLAOINO 
Commissioners Ip 30301 252-30301 252 

•8504120432 Notifies of utif 780419 telcon informing of in depth audit of const schedule 
re submittal of FSAR Util will inform of results 

BOYERS NRC - No Detailed Affiliation Given 78/04/19 MATTSON.R . 
BASSETT. B. VASSALLO.D NRC No Detailed Affiliation Given Ip. 30301 260 
30301 260 

-8504120437 Requests work w/M Licilra to arrange proposal of visit on 841213-15 
BASSETT, H 6 NRC - No Detailed Affiliation Given 78/10/04 LOVELACE. B NRC - 
No Detailed Affiliation Given tp 30301 261 30301 261 

‘8504120441 Notifies of agreement to postpone visit two to three months to allow com 
plelion of util reassessment of const schedule NRC 781228 press refoaso re 780111 
scheduled NRC prehearing conference in Houston, TX on facilities end 
BOYD.R S NRC No Detailed Affiliation Given 78/10/03 BASSETT, B NRC - No De- 
tailed Affiliation Given 3pp 30301 262-30301 264 

•8504120446 Forwards util Itr formalizing new fuel load dates of Nov 1961 81 Nov 1982 
for Units 1 & 2, respectively Dates consistent w/ Caseload Forecast Panel dates 
BERKOW.H NRC - No Detailed Affiliation Given 78/10/30 SASSETT.B . PARR.O , 
LICITRA.M NRC - No Detailed Affiliation Given ip 30301 265 30301 266 


8504120200 Generic Hr 85 06 lo all PWR licenseos & all applicants for OLs ro QA guid 
ance tor ATWS equipment not safety-related Svc list end , .i 

THOMPSON.HL Division of Licensing 85/04/16 Consolidated Edison Co ol New 


8504250009 Notification of 050501 03 silo Visit w/utll to exam site & surroundtnps prior 
to concluding review as required by 10CFR51 22 & 51 21 Public meeting will h-e hold 
on 650502 _ , ^ 

KADAMBLNP Licensing Branch 3 05/04/16 KNIGHTON.GW Licensing Branchs 
3pp 30030 132-30030 134 

8504120031 Generic Llr 85 02 to all PWR licensees 6i applicants, holders of CPs A Fort 
SI Vrain ro recommended actions atonimrng from NRC intograted program for rosolu 
tion of unresolved safety issues re steam generator tube integrity Svc list on cl 
THOMPSON, H L Division of Licensing 05/04/17 Yankee Atomic electric Co 127pp 
29953 071 29953 262 


8504220058 Forwards ■' Nuclear Training Progrnm,'' per convorsatipn w/ P Kadambi A D 
WonssoauMall will bo incorporated inlo fuluro FSAR amend Rovlow & mooting 10 ro 
salvo comments reqtie$1od 

WISENBURG.M n Housloni Lighting A Power Co 65/04/17 KNIGHTON.GW Licens- 
ing Branch 3 2pp 29928 1 24-29928 141 


■8504220071 "Nuclear Training Program ’’ 

• Houston Lighting & Power Co 05/04/12 14pp 20928 128 29928 141 


-8504120450 Notification of 780405-06 meetings w/util A Brown A Root in 
Wadsworth, TX lo review const status A obtain mro for independent eatimale of fuel 
load date for Unit 1 Related documents end 

COX.TH NRC • No Detailed Affiliation Given 7B/03/30 PARR.O D NRC - No De- 
tailed Affiliation Given 270pp 30301 266 30302 083 

-8504160286 "South Texas Project, NRC Caseload Forecast " 

* Houston Lighting A Power Co 83/11/30 73pp 30341 344-30342 054, 

8504020095 Forwards current schedule for harsh environ equipment qualification 
testlna.per 840609 meeting Related correspondonco 

GOLDBERG, JH Houston Lighting & Power Co //286 610 04/12/10 DENTON.H., 
DENTON.H NRC - No Detailed Affiliation Gtvorv 3pp 29585 094-29585 0B6. 

BS04020301 Notification of 850326 29 meetings w/utit in Houston JX to review A dis 
cuss instrumentation A control sys consistency w/items listed in encf 
KADAMBI, N P Licensing Branch 3. 85/03/15 KNIGHTON.GW Licensing Branch 3 
16pp 29586 289-29586 304 

6504030013 Notilication of 050402 meeting w/util, Bechtel A Harza in Bethosda.MD to 
discuss design.technlcal evaluation & const documentation of main coolant reservoir 
dike, Agenda end 

KADAMBI, P Licensing Branch 3 85/03/18 KNIGHTON.GW Licensing Branch 3 
5pp 29606 059 29606 063 

8S04050164 Notification of 850403 meeting w/util in Bothosda.MD to discuss responses 
to questions raised by human factors enginaonng review Agenda end 
KADAMBLNP. Licensing Branch 3 85/03/21 RNIGHTON.GW Licensing Branch 3 
3pp 29674 300 29674 304 

6504050201 Notification of 850404 mooting w/ulil In Bethosda.MD to discuss alle/nato 
& safe shutdown capabilities of facility Mooting agenda ond 
KADAMBI, N P Licensing Branch 3 65/03/25 KNIGHTON, G W Licensing Branch 3 
5pp 29674 288 29674,202, 

8604050202 Notification of 060403 meeting w/util in Bolhoado.MD to discuss resolution 
of outstanding Power Sys Branch requests for adcfl info 

KADAMBLNP Licensing Branch 3 65/03/25, KNIGHTON.GW Licensing Branch 3 
4pp 29074 284-29674 287. 

8504020286 Ack receipt of 650304 transmittal of Rov 10 lo QA program Review of pro 
gram continuing. 

JOHNSON.EH Region 4, Office of Director 65/03/28 GOLDBERG JH Houston 
Lighting A Power Co 2pp 29681 134-29581 135 


0504220004 Responds to 650313 request for add! info re ulil engiroerinig assurancQ 
program Info re field waikdowns A review of high energy (Ino broak analysis 
provided Scope documents re do sign-related FSAR A licensing commitmonls end 
WISENBURG.M R Houston Lighting A Power Co 86/04/17 KNIGHTON.GW Licens- 
ing Branch 3 26pp 29928 076-29928 101 

8604220165 Discusses 050403 mooting jo status of projocl activillos Moeling bonofjciat 
In providing add I understanding of status A plans for -const 

MArtiN.RD Region 4. Office of Director 85/04/17 GOLDBERG, J H Houston Light- 
ing A Power Co. 2pp 29920 3 52-20920 353 

8504300314 Provides responses lo Quosltons 430 74N 430 105N re 
communlcalio ns, lighting A diesel generators recoived on 850304 Rovised FSAR text 
for Sections 9 5 2 re communications sys A 9 5 3 ro plant llnhting sya end 
WISENBURG.M, R. Houston Llghlmg A Power Co 85/04/24 KNIGHTON.GW Ucons- 
Ing Branch 3 53pp 30056 018-30056 070 


F. Securiiy» medical, emergency A lire protection plana 

8604050002 Discusses 650116 mooting w/NRC re fire protection, progrnm A fire haz- 
ards analysis Dotallod summary end NRC recomiriondallons re possible rov to fire 
hazards analysis ropt under conatdoralion 

WISENBURG.M.R Houston Light inp A Power Co 05/03/28 KNIGHTON.GW. Licens- 
ing Branch 3 Opp 29865’342-2aC65 349 

8504050225 Forwards scheduio for mllostonos supporting qualified display processing 
ays review A issuance of draft BER A vonficnlion A validation plan for aysW/ono 
oversize drawing Aperture card available in POR 

WISENBURG.M n Houston Lighting A Power Co QS/03/20 TKOMPSON.H L Licens- 
ing Branch 3 13pp 20863 081-29663 122 

-8504060228 Rov 2 to ‘Vonfication & Valldalion Plan for South Texas Project Qua filled 
Display Processing Sys, Design Spec 005642“ 

* Houston Lioliting A Power Co 85/03/28 20pp 296G3 004-29603 f22. 

8504030323 Forwards rovs to security, safe guards conlingoncy A aocurity porsonnol 
training A queMicalbon plans A responses lo NRG D50205 comments on socurily 
plan Revs A comments withheld (rof 10CFR73 21 > 

DEWEASE,JG Houston Llphting- A Power Co OS/03/29 DENTON.H Ofllco of Nih 
clear Reactor Regulation. Olrcctor 4pp 20592 040-29592062 


6504 11 0600 Forwards roquost lor adcfl Info re QA based on review of FSAR through 
Amend 43. 

KNIGHTON.G.W Licensing Branch 3 85/04/01 GOLDBERG, J H, Houslon Lighting A 
Power Co. 5pp 29781.358-29781.362 


0504050223 Forwards response to FSAR Questions 032 42,032.44 A 032 46 lo supporl 
resolution of questions from Instrumontation A Controls Sys Branch 850326 review 
meeting Info will bo Includod in FSAR Amend 46 

WISENBURG.M R Houslon Lighting A Power Co 86/04/03 KNIGHTON.GW LIcons 
ing Branch 3 69pp, 29665 116 29665 174 


0504100083 Forwards Power Sya A Reactor Svs Branch supplemental request for add! 
info re safety review of OL eppllcallon Scheeulo for responding to rcquesl for Info re- 
quested 

KNIGHTON, G W Licensing Branch 3 85/04/04 GOLDBERQ.J.H. Houston Lighting A 
Power Co 43pp 29921 ■OO1-29021‘O43 


8504090278 Ack rocotpt of ln.vilaUon to havo NRC ropro&ontatives address 0504 1G 18 
security workshop hosted by util J Kelly will be available to discuss lessons (oarnod ro 
rogufatory effectiveness reviews A fitness for duly prograiriB 

MARTIN, H D Region 4. Office of Diroclo-r 05/04/05 PARKER.Q Q Houslon Lighting 
A Power Co 2pp 29699.109-20609110 

BBO4190177 Forwards responses lo NRC Question 620 02N.Pori8 Hj A K A resubmiUal 
of responses to Parts A A J ro detailed control room efesign review Rov 0 to "Human 
Enginooring Discrepancy Resotutl-on RopL" also onci, 

WISENBURG.M R Houston Lighting A Power Co 85/04/15 KNIGHTON.GW Ltoona- 
Ing Branch 3 lOpp 29017 166 20917 322. 

-B504190180 Rev 0 to "Control Room Design Review Human Engineering Discrepancy 
Rofiolulion Repl " Executive summary, Addendum 1, end 
* Houston Lighting A Power Co, 85/04/16 148pp 29917 176 20917 322. 


8504160166 Forwards complete Attachment 2 oi util 650404 Itr responding to Environ A 
Hydrologic Engineering Branch request for addi Info 

WlSENaURQ.MR Houston Lighting A Power Co 05/04/08 KNIGHTON.G.W. Licens- 
ing Branch 3. 53pp, 29799:140 29709,102 


8504290417 Summarrzos OS 04 04 mealing to discuss dotalls ro alto male A safe shut- 
down sya for fire protection Mooting agenda A viowornpha end 
WISENBURG.M.R, Houston Lighlinn A Power Co 05/04/24 KNIGHTON.G.W Licens- 
ing Branch 3, 50pp 3 0050 275*30050 324, 


65042S0225 Notification of 850419 mooting w/utll In Bethesda.MD to discuss prepara- 
tion of Tech Specs. 

KADAMBLNP Licensing Branch 3. 65/04/11 KNIGHTON.GW. Licensing Branch 3 
3pp, 50029 310 30029:312, 

6504160414 Requests NRC approval for use of increased damping values In seismic 
piping analysis as dovefoped by pressure vessel research committee tncreasod damp 
Ing values to bo used for pipe stress optimization A verification. 

WISENBURG.M R Houston Lighting A Power Co 85/04/12 THOMPSON.HL Divi- 
sion of Licensing 3pp 29816.138 29816 140 


0504190322 Forwards effective page listing to FSAR through Amend 46, Listing not 
formal addition A will be updated periodIcaTly, 

WISENBURG.M.R Houston Lighting A Power Co 05/04/16 NOVAK.TH. Assistant 
Director for Licensing 77pp 29887.067-29087.133. 


8504290440 Summadzes 050403 meeting w/NRO ro rosponsos to questions raisad 
during human factors review.Rosponses lo Question 620 02N ra omorgoncy opor- 
at ions procoduros discussed Mooltng agenda A atlondance fist oncl. 

WISENBURG.M R Houslon Lighting A Power Co 05/04/24 KNIGHTON.G.W Licons- 
ing Branch 3 5pp 30049 234*30049 238 


Q, Adjudicatory correspondence 

8604020204 Memorandum A order denying Citizens Concerned About Nucloor 
Power, Inc proposed contention on soil stability A directing hearing on certain soil 
quoslions.Molion for new contention donled Served on 850401 
BBGMHDEFER.C, Atomic Safely and Licensing Board Panel ^2Q6 326 85/03/20, 
Citizens Concerned About Nuclear Power, Inc, 1 1pp 29582 259-29582 269. 
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8504100570 Certifies 5 vc of Amend 45 lo FSAR on 850404 Related correspondence 
QUINfJ.V Houston Lighting & Power Co it^285 473 85704/04 2pp 29744 166 
29744 167 


0504090315 Memorandum & order documenting 850404 telco r> to discuss procedural 
aspects of resolution of questions re competence of util & contractors, Bechlo I & 
Ebasco Affjdavits will be treated as motions for summary disposiloon Served on 

BE^HHOEFERC Atomic Safety and Licensing Board Panel #285 44 0 85/04/05 
Joint Applicants South Texas Protect 6pp 29699177*29699 182 


8504100643 Response to applicant motion for summary disposition of Citizens Con 
cerned About Nuclear Power Contention 4 re design & const of Category I structures 
alloyiinq for wind loadings Statement of mall facts & Certilicale of Sve end 
SfNKIN I Citizens Concerned About Nuclear Power, Inc #285 470 85/04/09 Atomic 
Safety and Licensing Board Panel IGpp 29744 145 29744 1 60 


8504100713 Requests public apology from util & utit counsel for J Yenouskas 041120 & 
85Q109 Itrs lo Selective Sve Sys requesting info on LA Sinkin w/o idenliFying affjfi 

ation Certificate of Sve end Related correspondence 

SINKIN, L Affiliation Nol Assigned #285 471 85/04/09 NEWMAN, J R Newman & 
Holtzmger 7pp 29744 131*29744 138 


8504300054 Forwards util response to Citizens Concerned About Nuclear Power 
850417 motion lo reopen Phase l record in two pleadings,in response So ASLD 
850418 ordor Ftrsl pleading responds to motion & first two questions of order 
AXELRAD.M Newman & Holtanger #285 739 65/04/25 BECH>IOEI HH.C, 

LAMB.JC. HILL.E E Atomjc Safely and Licensing Board Panel 2pp 30058 203 
30059 008 

-85043000B8 Response lo CUizans Concerned About Nuclear Power 850417 motion to 
reopen Phase I rocord,including answers fo two of three questions posed by 
ASLB Motion perloins to matters unrelated to safety or environ issuos & slioulil IrO 
denied 

AXELRAD.M Houston LightJng & Power Co AXELRAD.M Newman & Hollzinger 05/ 
04/25 Atomic Safety and Licensing Board Panel 44pp 30058 255-300S8 2Q0 

**8504300063 Memorandum supporting continued counsel representation of apphonntin 
response lo question in ASLB 850418 order No impropriety found m conlinuod rtpre 
senfalion by Newman & law firm Notice of appearance & Certificate of Sve end 
ALLEN, WH Houston Lighting & Power Co ALLEN.W H Covington & Burliiu 05/04/ 
25 Atomic Safety and Licensing Board Panel 72pp 30056 299 30059 ooa 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8504120350 Order denying Citizens Concerned About Nuclear Power motion for recon 
sideralion of ALAS-799 No lustification found for withdrawal or reconsideration of 
decision Served on 850410 

TOMPKINS BA Atomic Safety and Licensing Appeal Panel #265 480 85/04/10 
Office of the Executive Legal Director 4pp 29792 169 29792 1 72 

0504170776 Molton for summary disposition of Cilizens Concerned About Nucloar 
Power Contention 4 re design adequacy of Category I struclures No genuine issue of 
mail fact exists 8, applicants entitled lo favorable decision 

PIRFO.OR Hearing Branch 3 #285 571 85/04/15 Atomic Safety and Licensing 
Board Panel lOpp 2969B 148 29836 178 


8504080229 Forwards Amend 45 to FSAR, revising Sections 7 1 2 1 1,6 3, 10 4 & 15 0 4 
responses lo NRC questions & providing miscellaneous text revs & editorial chonnes 
GOLDBERG, J H Houston Lighting & Power Co 85/04/04 DENTON, H Olfico ol Nu 
clear Reaclor Regulation, Director epp 29676 001-99676 344 

-8504000235 Amend 45 lo FSAR for Soulh Texas Project 
* Houston Lighting & Power Co 06/04/04 336pp 29676 009*29676344 


Q. Inspection reports, IE Bulletins & correspondence 


*8504170778 Affidavit of JE Fairobent re Citizens Concerned About Nuclear Power 
Contention 4 coricerning wind speeds considered in design of structures at lacilitlas 
FAIROBENT. JE Meteorology & Effiuont Trealmont Branch 85/04/15 9pp 
29838 153 29B38 166 


8504120102 Responds to FOIA request for Caseload Forecast Panel Itlos m Ole o1 Ho 
source Mat Forwards listed documents Documents also available In PDR 
FELTONJ M Division of Rules and Records 84/06/08 KILLEFER.C Shaw, riltnvin, 
Potts a Trowbridge 2pp 30300 003-30303 129 


-8504170780 Affidavit of JS Ma re Citizens Concerned About Nuclear Power Conten- 
tion 4 concerning hurricanes & Category I slrutures 

MA.JS Structural S Geotechnical Engineering Branch, 85/04/15 3pp 29638 167- 
29838 169 


■0504170782 Affidavit of JN Wilson re Citizens Concerned About Nuclear Power Con 
lenlion A re wind foadings associated w/hurricanes 

WILSON, J N Auxiliary Systems Branch 86/04/15 4pp 29833 170 2933B 173 

•8504170794 Affidavit of GB Staley re Citizens Concerned About Nuclear Power Con 
tenlion 4 concerning hurricanes & storm surge olfocls on Category I 
structures Certificate of Sve enci 

STALEY.G 8 Environmental & Hydrologic Engineering Branch 85/04/15 4pp 
2903B 174 29838 176 


6504 160202 Motion to reopen Phase I of OL hearings due lo question of timoliness in 
removing Brown & Root from proceeding Certificate of Sve cr^cl 
SINKIN, L Citizens Concerned About Nuclear Power, Inc #285 506 85/04/15 Atomic 
Safety and Licensing Board Panel 501pp 29855 017 29856 157 

6504220203 Responds to 050409 allegations re FOIA request to Selective Sve 
Sys Nothing illegal, unethical or unprofessional about FOIA Inquiry Info will nol be used 
to harm recipient Related correspondence 

NEVVMAN.JR Newman & Holtzinger #285 600 85/04/17 SINKIN, LA Sinkin. LA 
3pp 29929 111 29929113 

8504220172 Order requiring parties lo respond to Citizens Concerned About Nucloar 
Po^er.lnc 850417 motion to reopen Phase ( record to include addi fnfo ro replace- 
ment o1 Brown & Root, Inc as design engineer Served on 050416 
BECHHOEFER.C Atomic Safety and Licensing Board Panel. #285 623 86/04/10 
Office ot the Executive Legal Director 2pp 29928 107 29928 10 B 


-0504120393 P/ovfdes daily staff notes for B10925 Nolicea of violaHon issued Eo uli's 
for failure to notify NRC by 810701 of inability to complolo implementation ol faromrl 
pubitc notification sys 

DIRCKS.W J Office of the Executive Director for Operations 01/09/28 PALI ADir»0 
Commissioners ip 30301 253-30301 253 

0503160659 IE Info Notice 85 022, ’‘limitorque Motor Operated Valves Rosullinc) rrom 
incorrect fnstallaUon of Pinion Goar " Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Rosponso (I’osi 
830103) G5/03/21 Consotidated Edison Co of New York, Inc foanp 29[i<17 001 
26507 005 

0503210461 IE Info Notice 85 023, "Inadequate Surveillance & Post-Maknt & Pcit Wv) 
Sw Testify '■ Sve list end 

JORDAN, EL Division of Emergency Preparedness 8 Engineering Ro'^ponso (Pusl 
030103) 85/03/22 Consolidalod Edison Co of Now York, Inc lOQpp gOG^iOOOt 
29656 107 

0504080102 Forwards Insp Ropls 50-490/84-16 & 50 499/04-16 on 041101 1231 0 
notice of deviation 

JOHNSON ,E H Region 4, Office of Director 85/03/22 OPREA.GW Houston lijtM 
ing & Power Co 2pp 29687 328 296B7 330 

-B6040S0104 Notice of deviation from Insp on 841101-1231 
» Region 4. OHics of Director 8S/03/22 2pp 29667 330 20697 331 

-8504080115 tnsp Repts 50 498/84-16 & 50 499/84-16 on 841101-1231 Dowkll.^m 
noted trapped gases nol vented from surge lank through surge tank roliof varvu A no 
atmospheric vent provided on surge lank 

CARPENTER.D R , CROSS MAN. W A Region 4. Office of Director 85/03/?^ /pp 
29687 332-26687 330 


0504250216 Fonwards documents generated between 810301 & 0926 ro reporlabllity lo 
NRC of Quadrex rept & into in repl reflecting QA violations, per ASLB 850226 momo- 
randum & order Certificate of Sve end Related correspondence 
AXELRAD.M Newman a Holtzmger AXELRAD.M Houston Lighting & Power Co 
AXELRAD.M San Antonio, TX #265 662 B5/04/10 BECHHOfeFER.C , LAMB,J C , 
HILL.E E Atomic Safely and Licensing Board Panel 996pp 20960 150-29603 065 


0503220444 IE Info Notice 05 024, "Failures of Protective Coalings In Pipoa A HXs ' 
Sve list end 

JORDAN, E L Division of Emergency Proparodness & Engineering Rosponao (f'ust 
830103) 85/03/26 Consolidated Edison Go ol New York, fnc 108pp 29590 154 
29566 363 


0504260118 Response lo ASLB 050226 memorandum & order ro findings In Quadrex 
repl considered reportable per 10CFR50 65(e) Significance of findings aufficionl lo 
reach conclusions re mgl competence, W/Certlficote of Sve 

SINKIN.L Citizens Concerned About Nuclear Power, Inc #285 669 85/04/22 Atomic 
Safety and Licensing Board Panel 5pp 30024 283 30024 287 


850328D037 fE lofo Notice 05 025, "Considaration of Thermal Condillonb In Do^iijn & 
Installation of Supports for Diesel Generator Exhaust Silencers " Sve list oref 
JORDAN, E L Division of Emergoncy Preparedness & Engineering Rosponso lFc5t 
030103) 65/04/02 Consolldalod Edison Co of New York. Inc i07pp 2960/ 193 
29667 305 


6504260201 Advises that ASLB will receive JH Goldberg 050422 Itr re specs of Brown 
& Rool & plaintiff claims & issues based on refs to design & const CeFldicalo of Sve 
end Related conespondence 

^ Hdlzingor #285 666 05/04/22, BECHHOEFER.C . 
LAMD.JG HILL.E E Atomic Safety and Licensing Board Panel 4pp, 3 0024 082- 


8504290006 Discusses util suit against Brown & Root, fnc & Halliburton In district court 
of Matagorda County.TX Brown & Rool, Inc 850410 pleading, "Spoc of Brown & Root 
S 1 Related correspondence 

GOLDBERG.J H Houston Lighting 0 Power Co #205 722 05/04/22 MARTIN.R D 
Region 4, Office of Director 3pp 30045 140 30045 150 

^^out^of Lme tasponso to applicant & staff motion for summary disposHion 

SINKINX^ CitizensConcerned About Nucloar Power, Inc #265 724 65/04/25 Atomic 
Safety and Licensing Board Pane! 2pp 30052 060 30052 092 


8504010039 IE Info Notice 85 027, "Notifications to NRC Operations Ctr & Haporlng 
Events ir> LERs " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineoring Rosponso (Post 
030103) 85/04/03 Consolidated Edison Co of New York, Inc OOpp 29060 ?5^ 
29690 362 

0504050042 Suppl 1 to IE Inlo Notice 85 003, “Separation of Primary Reactor Coolfmt 
Pump Shaft &. Impeller " Sve list end. 

JORDAN, E L Division of Emergency Preparedness & Engineerm Response (Poit 
830103) 05/04/09 Consolidated Edison Co of New York, Inc lOipp 2D701 0^5- 
29791*126 

8504050047 IE Inlo Notice 85 026, “Partial Loss of AC Power & Diosef Generator Deg 
radalion " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Besponso (PoM 
630103) BS/04/09 Consolidated Edison Co of New York, fnc TOOpp 29700 270 
20791 024 


**^of^Svc end applicant & stalf motions (or summary disposition Certilicale 

SINKIN.L Citizens Concerned About Nuclear Power, Inc 85/04/26 Alamic Safety 
and Licensing Board Panel 3lpp 30052 062 30052092 


0504090419 IE Info Notice 85-029, "Use of Unqualified Sources in Well Loo^ng App’i 
cations ” Sve list end 

PARTLOW.J.G Division of Inspection Programs (Post 850212) 85/04/12 Con sol idol 
ed Edison Co of New York. Inc 66pp 29632 001-29832 023 



DOCKETED ITEMS 285 


6504170240 IE Info Nolice 65-030, "Micfobioto^ically Induced Corrosion Contain meni 
Svc Water Sys '* Svc list enci 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/19 Consolidated Edison Co of New York, Ino 109pp 29966 250 
29966 363 

8504190055 IE Info Notice 85 032, "Recent Engine Failures of Emergency Diesel Gen- 
erators" Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York. Inc 109pp 29988 239- 
29988 347 

8504190060 IE Inlo Nolice B5 033, "Undersized Nozzle-To Shell Welded Joints In Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code" Svc lisl 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York. Inc 108pp 29969 001- 
29969 107 

0504220347 IE Irifo Notice 84 84, Rev 1, "Deficiencies in Ferro Resonant Transformers " 
Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Responso (Post 
630103) 85/04/24 Consolidaled Edison Co of New York, Irvc 118pp 30027 067 
30027 104 


p. Periodic operating reports & related correspondence 

8504 120182 Responds to FOIA request for Caseload Forecast Panel fifes in Ofc of Re- 
source Mat Forwards fisted documents Documents also available In PDR 
FELTON, J M Division of Rules and Records 64/06/06 KILLEFER»C Shaw. Pittman, 
Potts & Trowbndgo 2pp 30300 003 30303 120 

-8504120377 Forwards annolaled correcled const status repls as of 020930 fnfo for in 
elusion m NUREQ-0030 

GOLD8ERG,J H Houston Lighting & Power Co 02/10/27 HARTFIEID.RA Informa- 
tion Systems Branch 6pp 30318 260 30318 273 

-8504120426 Forwards corrected pages from Oct 1982 const status rept for update of 
NUREG 0030 through Third Quarter 1903 Dec 1982, Mar .June & Sept 1903 ropts not 
yet received 

GOLDBERG.JH Houston Lighting & Power Co 03/10/31 HARTFIELD.RA Office of 
Resource Management. Director 6pp 30301 254-30301 259 

*8504150162 Forwards annotated corrected panes to Oct 1982 const status rapts up 
dalino NUREG 0030 through Third Quarter 1083 

GOLDBERG.J H Houston Lighting & Power Co 83/10/31 HARTFIELD.RA Informa- 
tion Systems Branch 6pp 30318 092 30318 007 

-05O41SO169 Forwards updated const status repts ae of 621231 Info for Inclusion in 
NUREG 0030 

GOLDBERG.JH Houston Lighting & Power Co 03/01/26 HARTFIELD.RA Informa- 
tion Systems Branch 6pp 30325 153 30325 158 

> 8504160200 Forwards annotated corrected pages to June 1982 const status ropts up 
dating NUREG 0030 through Fourth Quarter 1983 

GOLDBERG.J, H Houston Ughlir^g & Power Co 04/02/20 HARTFIELD.RA Informa- 
tion Systems Branch 6pp 30318 116 30318 121 

-8504150429 Forwards updated const status repts os ol 830331 for Inclusion In 
NUREG-0030 

GOLDBERG.J H Houston Lighting & Power Co 83/04/29. HARTFIELD.RA Inlorma- 
Hon Systems Branch 6pp 30328 011 30326 016 

-6504160276 Forwards updated const status repls as of 650030 Info for Inclusion In 
NUREG 0030 

GOLDBERG. J.H Houston Lighlina & Power Co 83/10/31 HARTFIELD.RA Informa- 
tion Systems Branch 6pp 30341 336-30341.341 

8504190418 Forwards "Colorado River Enlrammont & Implngomonl Monitoring Program 
Phase Two Studies - Jul-Doc 1984/* Rept 2 Rept describes progress of entrainment & 
Impingement programs during cooling reservoir filling operations 
wrSENBURQ.M R Houston Lighting & Power Co 85/04/15 KNIGHTON.G W Licens- 
ing Branch 3 2pp. 29867,317-29887 348 

-0504190425 "Colorado River Entrainment & Impingement Monitoring Program.Phaso 
Two Studies - Jul Dec 1984,'’ Rept 2 

MCADERDC , GREENE.Q N . 0AKER.W B Houston Llghllng & Power Co 85/04/30 
27pp 20887.319-29067-348 


S. Reportable occurrences, LERs A related correspondence 

8504120182 Responds to FOIA request for Caseload Forocast Panel files in Ofc of Re- 
source Mgl, Forwards lisled documonls Documents also available in PDR 
FELTON, JM Division of Rules and Records. 84/06/06 KILLEFER.C, Shaw, Pittman, 
Polls & Trowbridge. 2pp. 30300 003-30303.129 

6504050131 Interim deficiency rept re postulated failure of reactor coolant pump thermal 
barrier HX & component cooling water return isolation valvo.lniliaKy reporlod on 
650220 Conceptual solution under development Next rept by Q50523 
QOLOBERG,J H. Houston Lighting & Power Co, OB/03/20. MARTIN.R 0 Region 4, 
Office of Director 3pp 20676 163 29676 165. 

6504080295 Final deficiency rept ro trapeze typo aupport assombllos Initially roported 
on 841022 Trapeze assemblies using snubbers put on const hold & pipe support per- 
sonnel given addt training In design of pipe support trapeze assemblies. 

GOLDBERG.J H, Houston Lighting & Power do. 85/03/22 MARTIN.R.D. Region 4. 
Office of Director. 7pp. 2968Q’340 20688 346 

6504170073 Final deficiency fopl re Boslrom-Borgon anchor boll mall 
substitution Initially reported on 850301 Eight bolts installed acceptable for use Four 
remaining bolts in storage will bo ecrappod 

GOLDBERG.J H Houston Lighting & Power Co 85/03/29. MARTIN, R B Region 4, 
Office of Director 4pp 29839.355-29839.-358 


8504170306 Fifth inienm deficiency rept ro corfosion in safely mjeclion sys wold tnilially 
reported on 031020 Welds in safely mirction & conlainmenl spray piping sys will bo 
cut out & replaced w/pup piece Next ropt by 650830 

GOLDBERG.JH Houston Lighting & Power Co 65/03/20 MARTIN.R D Region 4. 
Offjce of Director 5pp 29839 1 63 29039 167 

0504170317 Fmal deficiency rept re capacitor tormi/icitions in GE ferro-resonanl trans- 
formers utilized in Weslinghouse 7 5 kvA irwerlsrs Initially roporlod on 040914 Fast on 
terminals will bo cut off & wire to solder lug will bo sofclered 

GOLDBERG.JH Houston Lighting & Power Co 65/03/29 MARTIN.R D Region 4. 
Office of Director 5pp 29839 100 29039 104 

0504170199 Revised final deliC4oncy rept re cabJe tray hanger design Inilially roporlod 
on 001205 All affected supports S hangers replaced w/new design using cold formed 
strut Bechtel evaluation confirms supports acceptable 

GOLDBERG.JH Houston Lighling a Power Co 85/04/01 MARTIN.R D Region 4 
Olfice of Director 5pp 29G39 072 29039 076 

8504250565 Final delicioncy ropt re electrical penotraiion assnirbly w/cut cable 
insulation Ir^itialty roported on 050313 Cul insulation will be repaired using heat shrink 
insulation & Weslinghouse repair procedure 

GOLDBERG.JH Houston tiqhling & Power Co 86/04/12 MARTIN.R D Region 4. 
Office of Director 4pp 299B9 10 1 29909 1 04 

8504260328 First interim dolicioncy rent ro cracks in slruclural steal used in HVAC 
supports Inihally reported on 650315 (nsp program initialed Defective pieces rejected 
& replaced Next rept will be submitted by 850624 

GOLDBERG.JH Houston Lighting & Power Co 85/04/12 MARTIN.R D Region 4, 
Office of Director 4pp 30033 07 1 30033 074 

8504260334 First interim dehctency rept re fuof handling bldg min lamp during loss of 
oifsito power Initially teporled on 850312 Several options to avoid crystallization of 
NaOH beina evaluated Next repi will bo submitted by 05071 2 
GOLDBERG.JH Houston Lighting & Power Co 85/04/12 MARTIN.R D Region 4, 
Office of Director 4pp 30033 061 30033 0G4 

8504250446 Second inlorim deficiency rept ro inadequalo flood protection of Calcgory 1 
siructuros Initially roporled on 841220 Noxi rept will be submitted by 850731 
GOLDBERG.JH Houston. Lighting & Power Co 85/04/15 MARTIN.R.D Region 4, 
Office of Director 5pp 30020 342 30020 346 
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A. Appllcatfon/constructlon stage documonts & couoapondencs 

8504120182 Responds lo FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source Mgl Forwards listed documents Documonls also available In PDA 
FELTON ,J M Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Pi liman, 
Potts & Trowbridge 2pp 3030 0 003 30303 129 

-0604 160076 "Level I Mgl Info Ropt " 

* Washington Public Power Supply System 80/01/31 62pp 30308 100 30308 236 

8S04010038 Forwards schedule of activities & mile stones ro initial phase of readiness 
rovlews.po/ 050216 moolmy Initial phase will bo cennploted prior to roslari of const 
SORENSEN, G C Washington Public Power Supply System 05/03/20 MARTIN, J E3 
Roglor^ 5. Office of Director 4pp 29571 f 00-29571 103 

8604120206 Generic Llr 65 06 lo all PWR Uconsoes & all applicants for OLs ro QA guid 
anco for ATWS oqulpmonl nof safely relatod Svc list oriel 

TFfOMPSONJf L Divlslort of Llcorwlng 05'/04/l6 Consolidated Edisork Co of Now 
York. Inc 22pp 20947 208 29947 309 


H. General correspondonce 

0504010022 Advises of personnel changes offeclive 050415 Prof qualifications for listed 
Individuals avallablo In FSAR Apps 13 1A & 13 1B 

SORENSEN.G C Washington Hobtic Power Supply System 85/03/2C DENTON.HR 
Office of Nucloor Reactor Rogufolion. Director 2pp 29571 159-29571-160 


Q, Inspection roportsi, IE BuSletlnB & coricspondonco 

8603190669 IB Info Notice 65 022, "Llmilorque Motor Oporalod Vatvos Rosulllng From 
Incorrect Installation of Pirkion Gear" Svc list end 

JORDAN.E, I Division of Emergency Preparedness & Engmooring Response (Post 
030183). 05/03/21 Consolldnlod Edison Co ol Now York, Inc fOOpp 29507 001- 
29597 005 

8603210461 IE fnfo Notice 85-023, "Inadequate Sun/elllanco & Post-Malnl & Posl-Mod 
Sys Tostlnn," Svc lisl end, 

JORDAN.E L Division of Einorgoncy Proparodress & Ennirioonnp Response tPost 
830103) 85/03/22 Consolldalod Edison Co of New York, Inc lOapp 29656 001 
29659 107 

8603220444 IE Info Notice 05 024, "Failures ol Proloclivo Coatings In Pipes & HXs" 
Svc list end 

JORDAN.E L Division of Emorgoncy Proparodnoss & Engineering Response (Post 
030103) 85/0 3/2G Consolidated Edison Co of Now York, Inc f08pp 29596 154- 
2G596’36a, 

8603280037 IE Info Notice 85 025, "Consideration of Thermal Conditions Ir^ Design & 
Inslailallon ol Supports for Diesel Goneralor Exhaust Silencers " Svc list onci 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103} 05/04/02 Consolcdatod Edison Co ol Now York, Inc, 107pp 29667 199- 
20667 305 

6603280045 IE Info Nollco 65 026, "Vacuum Relief Sys for BWR Mark I A. (I Contain- 
menis " Svc list end 

JORDAN.E L Division of Emorgoncy Preparedness & Engineenng Responso (Post 
630103) 05/04/02 Consolldalod Edison Co of Now York, Inc Oapp 29667 107- 
29667 190 
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0504010039 IE Info Noiice 65 027, “No-tifications to NRC Operations Clr & Roporling 
Events in LERs ” Svc list end 

JORDANiE L Division of Emergency Preparedness & Engineering fles parse (Posi 
830103) 85/04/03 Consolidated Edison Co of New York, Inc 9Bpp 29690 265^ 
29690 362 

8504050042 SuppI \ lo IE Info Notice 85-003, '^Separation of Pumary Reactor Coolant 
Puirnp Stiaft & Impeller " Svc list enci 

JORDAN^E L Division of Emergency Preparedness S Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co ol New York, Inc IDIpp 29791 025- 
29791 126 

6504050047 IE fnfo Nolrce 85 028, “Partial Loss of AC Power A Diosol Generator Deg- 
radation " Svc list end 

JORDAN.E L Division of Emergency Preparedness A Enamoering Response (Post 
B30103) 85/04/09 Conscridated Edison Co of New York, Inc lOSpp 2B790 278- 
29791 024 

8504090419 IE Info NoUce 65 029, “Use of Unqualified Sourcos in Wall Logging Appli- 
cations " Svc list end 

PARTLOWJG Division of Inspection Programs (Post 850212) 85/04/12 Consolidal- 
ed Edison Co of New York, Irsc 66pp 29832 001-29832 023 

8504170240 IE Into Notice 85 030, ‘‘Mlcfobtologically Induced Corrosion Containment 
Svc Water Sys Svc list end 

JORDAN.E L Division of Emergency Preparedness & Enginoen ng Response (Post 
630103) 85/04/19 Consolidated Edison Co of New York, Inc 1(}9pp 29966 258 
29966 363 

0504190055 IE Ir^fo Notice 85 032, “Recent Engine Farlures of Emergency Droaol Gen 
eralors ” Svc list end 

JORDAN.E L Division of Emergency Preparednoss & Engineering Rospcnso (Post 
830103) 85/04/22 Consolidated Edison Co of New York, fnc f09pp 29988 239- 
29986 347 

6504190060 IE Info Notice 85-033, “Undersized Nozzle To Shell Welded Joints In Tanks 
& HXs Constructed Under Rules of ASME Bojler & Pressuro Vessel Code'* Svc IjsI 
end 

JORDAN.E L Division of Emergency Preparedness & Enoineering Responso (Post 
830103) 85/04/22 Consolidated Edison Co of New York, fnc 108pp 29969.001- 
23989 107 

8504220347 IE Info Notice 84-B4.R0V 1, ' 'Deficiencies In Ferro-Resonant Transformers “ 
Svc list end 

JORDAN.E L Division of Emergency Preparedness A Engineering Response {Post 
030103} 65/04/24 Consolidated Edison Co of New York, lac flBpp 30027 067- 
30027,184 


R, Periodic oparallng reporla A related correspondence 

8504120182 Responds to FOIA request for Caseload Forecast Pane) files In Ofc of Re- 
source Mgj Forwards listed documents Documents also availablo In PDF 
FELTON.J W Division of Rules and Records 64/06/06 KILLEFER.C Shaw, Pittman, 
Potts & Trowbridge 2pp 30300 003-30303 120 

-6594120408 Forwards updated const status repts as of a2093(>lnfo for inclusion In 
NUREG 0039 

0OUCHEY,G D Washington Public Power Supply System 82/10/25 

HARTFIELD.RA Information Systems Branch 5pp 30316 266 30316 290 

-6504150062 Forwards updated const status repts as of B30630fnfo for Inclusion in 
NUREG 0039 

BOUCHEY.G D Washington Public Power Supply System 83/07/26 

HARTFIELD.RA Information Sy slums Branch 8pp 3O3OO.397-393O0 314 


S. Repo/table occurrences, LERs & related correspondence 

65D41806G4 Interim Deficiency Rept (D/N4I66) re Tilus Model 272 grille tension wire 
failing to remain rn place Initially reported on 850311 Exlsllng tension wires will be re 
placed 

RoHLER,A D Washinglon Public Power Supply System 85/03/29. KIRSCH.D F 
Region 5, Office of Director 4pp 29910 336-29910 339 

6504240155 Final deficiency rept re Brown Boveri vellage balance relays w/excessivo 
operating lime Initially reported on B50227 Relays removed from control panels & re- 
turned to vendor for replacomonts Ifenv not reportable per 10CFR50 65 ( 0 ), 

KOHLER, AD Washington Public Power Supply System 85/04/01 KIRSCH.D F 
Region 5, Office of Director. 2pp 29975 33 B -2 9975 339 


DOCKET STN-50.509 WPPSS KUCUAR PROJECT, UNIT 5 


A. Appllcatlon/constructfon stage documeAta & correspondence 

8504120182 Responds to FOIA roquesl for Caseload Forecasl Panel files In Ofo o1 Re- 
source Mgl Foiwards listed documents Documenls also availablo in PDR 
FELTON, JM. Division o1 Rules and Records. 84/06/06 KILLEFER.C Shaw, Pittman, 
Polls & Trowbridge 2pp 39390 093-3 03 93*1 2 9. 

-8504150076 "Level I Mgl Infoflepl^’ 

• Washington Public Power Supply System 60/01/31 62pp. 30308 180-30306 236. 


DOCKET 50*513 WPPSS NUCLEAR PROJECT, UNIT 4 


A. AppIlcallop/construGtlon stage documentB & correspondence 

8604120182 Responds lo FOIA request for Caseload Forocaal Panel tilos In Ofc of Re- 
source Mat Forwards listed documents Documents also available In PDR 
FEITON.JM Division of Rulos and Records 84/06/08 KILLEFER.C. Shaw, PHIman, 
Potts & Trow bn dge 2pp 30300.093-30393 129 

-8504150076 “Level I Wot Info Repl" 

* Washfngton Public Power Supply System 00/01/31, 62pp. 30308.180-30308 236 


H General correspondence 


9504010022 Advises of personnel changes effeclivo 6504 15 Prof qua! if leal ions for listed 
individuals availabl-e En FSAR Apps 13 1 A & 13 IB 

SORENSEN, GC Washfngton Public Power Supply System 85/03/26 DENTON.HR 
Office of Nuclear Reactor Regulation, Director 2pp 29571 159 29571 160 


8. Reportable occurrencea, LERs & related correspondence 


8504160612 Potontiaf interim deficiency repl re GE Type HFA relays (IE Info Notices 81 
01 & 82-13) Initially reported on 840201 Nine relays inslalled in dc switchgear to per- 
form control & rnterlock functions Investigation continuing 

ROOT.RW Washington Public Power Supply System 84/02/10 MARTIN, J0 Reoion 
5. Olfic© of Director 3pp 29911 126 29911 1?8 

8504188623 Potontial interim deficiency 8 Part 21 repl re TDI emergency diesel gencira- 
tor flexible coupling drive hubs Initially reported on 640201 Update will be provided 
upon const restart 

FlOOT.RW Washinglon Public Power Supply System 84/03/01 MARTiN.JB Reoion 
5, Office of Director 3pp 29912 159 29912 158 

8504160629 Interim deficieAcy & Part 21 rept re TDI emergency diesel generator turbo- 
charger thrust bearing lubrication TDI recommended design change wilt be evaluated 
prior lo Implementation Noxl rept by 8410D7 

ROOT.RW Washinglon Public Power Supply System 04/04/06 MARTIN.JB Region 
5, Office of Director 3pp 29912 206 29912 208 


DOCKET 50-522 SKAGIT NUCLEAR POWER PROJECT, UNIT 1 


A. Applicall on/co nstruct Ion stage documents & correspondence 


8504120206 Generic Ltr85 06 to all PWR licensees & ali applicants for OLs ro OA guld 
ancQ for ATWS equipment not safely related Svc list encl 

THOMPSON.H L Division of Licensing 85/04/16 Consolidated Edison Co. of New 
York, fnc 22pp 29047 288-29947 309 


Q, Inspection reports, IE Bulletins & correspondence 


8503190659 IE Info Notice 65 022, “Llmitorquo Motor Operated Valves Rosulting From 
Incorrect Installation of Pinion Gear" Svc list encl 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (PosI 
830103) 85/03/21. Consolidated Edison Co of Now York, Inc lOBpp. 20597,001- 
29597 005 

8503210461 IE Info Notice 85 023. ''Inadequate Surveillance & Posl-Malnl & Post Mod 
Sys Tea ling “ Svc list end 

JORDAN.E L DWIsfon of Emergency Preparedness & Engineering Response (Posl 
830103) 85/03/22 Consolidated Edison Co of New York, Inc lOBpp 29656 001 
29656.107 

8503220444 l£ Info Nolle© 65 024, “Failures of Prolecliva Coalings In Pipes & HXs“ 
Svc list end 

JORDAN, EX Division of Emergency Preparedness & Engineering Responso (Poai 
830103) 85/03/26 Consolidated Edison Go of New York. Inc. fOBpp 29598 154 
29596 363 

6503280037 IE Info Notice 05 025. "Consideration of Thermal Conditions in Design & 
Installation of Supports for Diesel Generator Exhaust Silencers '* Svc list e/icl 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Posl 
830103) 86/04/02 ConBOlidaled Edison Co of New York, Inc 107pp 29667 193- 
29667 305 

8503280045 IE fnle Notice 8 5 026, “Vacuum Relief Sys for BWR Mark I & II Contain 
menls “ Svc list encl, 

JORDAN, E L Division ol Emergency Preparedness & Engineering Response (Post 
630103) 85/04/02. Consolidated Edison Co of New York, Inc 92pp 29667 107- 
29667 108. 

8504010039 IE fnfo Notice 05 027, ''Notifications lo NRC Operations Ctr & Reporting 
Events in LERs '* Svc hat encl 

JORDAN.E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03. Consolidated Edison Co of New York, Inc 90pp 29693 255- 
29690382 

6504050042 SuppI 1 to IE Info Notice 85 003, “Separation of Primary Reactor CootanI 
Pump Shaft & Impel ler.“ Svc list encl 

JORDAN.E L Di vision ol Emergency Preparedness & Engineering Response {Post 
830103) 85/04/09. Consolidated Edison Co ol New York, Inc 101pp. 29791 025- 
20791 126 

8604060047 IE Info Notice 85-020, “Partial Loss of AC Power & Diesel Generator Deg- 
radailon “ Svc list encl. 

JORDAN, EX Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09, Consolidated Edison Co, of New York, Inc fo9pp. 29790 278- 
28791.824 

8604990419 IE Info Notice 85 029, "Use of Unqualified Sources in Well Logging AppiL 
cations" Svc list encl 

PARTIOW.J Q, Division ol Inspection Programs (Post 850212) 65/04/12 ConsolKfal- 
od Edison Co of New York, Inc, 66pp, 29832.001-29832.023, 

6604170240 IE Info Nolle© 05 030, “Microblologically Induced Corrosion Containmonl 
Svc Water Sys “ Svc list encl, 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (PosI 
630103). 85/04/19. Consolidated Edison Co of New York, Ino 109pp 29966 256< 
20985 363, 
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8504190055 IE Info Notice 85 032, “Recent Engine Failures of Emergency Diesel Gen- 
erators “ Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 06/04/22 Consolidated Edison Co of New York, fnc 109pp 29908 230- 
29988 347 


8604220347 IE Info Notice 04 04,Rev 1 DeficrGncies in Ferro Resonant T ransformers ’ 
Svc list end 

JORDAN, EL Division of Emeigency Preparedness & Engineering Hesporse (Post 
C30t03) 85/04/24 Consolidated Edison Co of New York, Inc 118pp 30027 067- 
30027 184 


8504190060 IE Info Notice 05 033, ''Undersized Nozzlo-To Shell Welded Joints in Tanks 
& HXs Constructed Under Rtilos of ASME Boiler & Pressure Vessel Code " Svc lisl 
end 

JORDAN. E L Division of Emergency Preparedness & Engmee/mg Response {Post 
830103) 85/04/22 Consofidatod Edison Co of New York. Inc 108pp 29903 001- 
29909 107 

8504220347 IE Info Notice 84 84.Rev 1. "DDficlencios in Ferro Resonant Transformers ” 
Svc list end 

JORDAN, E L Division of Emergency Preparedness S Engineering Response (Post 
830103) 05/04/24 Consolidated Edison Co of Now York, Inc UGpp 30027 067- 
30027 184 


DOCKET 50-523 SKAGIT NUCLEAR POWER PROJECT, UNIT 2 


A Applicatfon/conatruction stage documents & correspondence 

8504120206 Generic Llr 85 06 to all PWR licensees & all applicants for Ols re QA guid- 
ance for ATWS equipment not safety-related Svc lisl end 

THOMPSON, H L Division of Licensing 85/04/16 Consolidated Edison Co of New 
York, Inc 22pp 20947 288 29947 303 


DOCKET STN-SO-528 PALO VERDE NUCLEAR STATION, UNIT 1 


A Appllcatlon/consiructlon stage documents & oorrespondenco 

6504120102 Responds to roiA request for Caseload Forecast Panel fifes in Ofc of Re 
source Mgl Forwards listed documents Documents ifso avaifabla m PDR 
FELTON, J M Division of Rules and Records 04/06/06 KILLEFER.C Shaw. Pitiman, 
Potts & trowllNdge 2pp 30300 003-30303 129 

-B2061 40227 Noiiiicalion of 020629 meeting sv/uti! to discuss status of schedule revi 
Sion for facility completion 

UCITRA.E A Licensing Branch! 3 82/06/09 MIRAGLIA F J Licensing BrancPi 3 2pp 
30334 325 30334 326 

-8604160156 Summary of NRC Caseload Forecast Panel 801028 30 meelings w/util In 
Buckeye. AZ & 801029 site visit re plant corrst status Meeting agonda.attondees & re 
lated info, including startup schedule milestones & NRC 8311 16 press release end 
* NRC - No Detailed AffiliaHor> Given 80/ it/06 NFtC - No Detaileri Affilialion Given 
eoopp 30334 327 30336 025 


E NRC Safely Evaluation Report (SER), suppls & corroopondence 


Q. Inspection reports, IE Bulletins & correspondence 


0503190669 IE Info Notice 85 022. "Limltorque Motor Operated Valves Rosulling From 
Incorrect Installation of Pinion Gear" Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/03/21 Consofidatod Edison Co of New York, Inc lOBpp 29597 001- 
29597 005 

8503210461 IE Info Notice 85 023, “Inadequate Surveillance & Posl-Maint & Post Mod 
Sys Testify “ Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engineoring Responso (Post 
030103) 85/03/22 Consolidated Edison Co of Now York, Inc i08pp 29656 001- 
29656 107 

8503220444 IE Info Nolico 05 024, ''Failures of ProtecUvo Coalings in Pipes & HXs" 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/03/26 Corisfllidatod Edison Co of Now York, Inc 108pp 29596 154 
29696 363 

8503260037 IE Info Nolico 05 025, ’'Constdoration of Thermal Conditions in Design & 
Instalfalion of Supports for Diesel Generator Exhaust Silencers “ Svc list end 
JORDAN.EL Division of Emorgonev Preparedness & Enyineoring Response (Post 
030103) 05/04/02 Consolidated Edison Co of New York, Inc 107pp 29667 109- 
20667'305 

8503260046 IE Info Notice 05*020, “Vacuum Relief Sys for QWR Mark I & II Contain 
monfs " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Responso (Posl 
030103) 05/04/02 Gonsolidalod Edison Co of Now York, Inc '92pp 20667107- 
29007 198 

8504010039 iE Info Notice 86*027, "Notifications to NRC Operations Ctr & Reporting 
Events in LERs " Svc list end 

JORDAN.EL. Division of Emergency Preparedness & Engineering Response (Posl 
630103) 85/04/03 Consolidated Edison Co of Now York, Inc 98pp 29690 255- 
29690 362 


8604050042 SuppI 1 to IE Info Notice 05 003, “Separation of Primary Reactor Coolant 
Pump Shaft & Impeller “ Svc lisl end 

JORDAN, E L Division of Emergency Proparoclness & Engmoering Responso (Post 
030103) 85/04/09 Consolidated Edison Co of Now York, Inc Voipp 29791025 
29791 '126 

8594050047 IE Info Notice 05 028, "Porlial Loss of AC Power & Diesel Generator Deg 
radallon “ Svc list end 

JORDAN.EL. Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/09. Consolidated Edison Co of Now York, fnc f09pp. 29790 270* 
29791 024 


8604990419 IE Info Nolico 05 029. “Use of Unauallfiod Sources In Well Logging Appli 


calions " Svc list end 

PARTLOW.JG Division of Inspection Programs (Post 050212) 05/04/12 Consolldal 
ed Edison Co of New York. Inc C6pp 29832,001*29832 023 


8504170240 IE Info Notice 85 030, “Microbiologioally Induced Corrosion Containment 
Svc Water Sys Svc lisl end _ , 

JORDAN.E L Division of Emergency Proparodnoss a Ennlnoerlng Rosponso (Posl 
030103). 05/04/19 Consolidated Edison Co of Now York, fnc 109pp 29966 250- 
29986 363 


6504190056 IE Info Notice 05*032, "Recent Engine Failures of Emergency Dieso) Gen 
eralors " Svc list end . 

JORDAN.E. L Division of Cmorgoncy Preparedness a Engineering Responso (Posl 
830103) 05/04/22 Consolidated Edison Co of New York, Inc. 109pp. 29900239* 
29906 347 


6504190060 IE Info Nolico 85*033, "Undorslzod Nozzlo-To-Sholl Welded Joints in Tanks 
a HXs Constructed Under Rules of ASME Boiler a Pressure Vessel Code." Svc list 
end „ . 

JORDAN.EL. Division of Emorgoncy Proparodnoss a Enginooring Response (Post 
830103 05/04/22 Consolidated Edison Co. of Now York, Inc fOOpp 20909 001* 
29909.107 


8504240113 Forwards QA Branch SSER 7 Input ro proposed changes to QA organiza- 
tional structuro a clarifications to QA related reg guides Ufil responses lo concerns 
should bo submitted & accepted prior toissuaeco of SSER 7 
GRACE.JN Division of QA, Safeguards a fnsp Programs (830103 850212) 04/12/ 
05 KNIGHTOKGW Licensing Branch 3 lOpp 29086183*29986192 

0501080276 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
PALO VERDE NUCLEAR GENERATING STATION.UNliT NOS 1,2 AND 3 Docket 
Noa 50 620,50 529 & 50-530 (Arizona Public Service Company) 

* Division of Licensing NUREG 0057 S07 84/12/31 157pp 20269 004-26269 160 

B504010194 Provides status ropt on SSER 7 re fire proto clion related design change 
packages under 10CFR50,App R Mods scheduled for complolion by 850401 
VAN 8RUNT.E E Arizona Public Service Co 05/03/29 KNIGHTON.G W Licensing 
Branch 3 3pp 29569 106*29569 108 

8504120150 Forwards summary of NRC cornmenls re proposed program plan, partid 
pant listing a handouls for Q50308 meeting concerning funclion a task analysis, per 
detailed control room design review summary rept a SSER 7 
VAN BRUNT, EE Arizona Public Sorvcco Co 05/04/04 KNIGHTON.G Vi/ Licensing 
Branchs 12pp 29786 307-P9786 318 

8504160069 Confirms completion of qualification of Target Rock solenoid valves. Anchor 
Oarlinu air-operated valves & remote shutdown panels.por License Conditions 
C6(b),C 10(a) & Cl 8(c). respectively a Doc 1984 SER 

VAN BRUNT.ee Arizona Public Service Co 85/04/12 KNIGHTON.G W Licensing 
Branch 3 2pp 2981 3 228-2901 3 2?9 

8604170391 Informs that emergency operating procedures revised to incorporate inad- 
equate core cooling inslrumenlation per Flov 2 lo CEN 152, “Emergency Procedure 
Guidelines" a SSER 6 

VAN BRUNT, EE Arizona Public Service Co 85/04/15 KNIGHTON.G W Licensing 
Branchs 2pp 29820 203-29828 265 


F. Security, medical, emergency & fire protection plans 

8604010134 '1984 Palo Verde Nuclear Gone rating Station Emergency Preparedness 
Exercise " 

• Arizona Public Service Co 64/09/20 320pp 295GB 091 20569 050 

8694100128 Forwards public version of revised omorgency plan implomenling 
procedures, including EPIP 03 ro notification of unusual ovont,EP)P*27 ro post acerdont 
sampling 8 analysis & EPIP 38 ro equipmsont inventory 

VAN BRUNT, E E Arizona Public Service Co 85/02/22 MARTIN.J D Region 5. Office 
of Director 2pp 29704 211-29764 305 

-8504100136 Public version of revised emergency plan implementing 
procodures.including EPIP-03 lo notification of unusual Gvenl,EPIP-27 ro post-accident 
sampling & analysis & EPlP-38 ro equipment invonlory W/050402 release memo 
‘ Arizona Public Service Co 05/02/22 92pp 20764 213 20764 305 

0504250275 Public version of emorgoncy plan implementing procedures, including Rev 
5 lo EPIP 04 re alert implementing actions, Rev 3 to EPIP-20 re personnel assembly & 
accountability & Rev 3 lo EPIP 22 re personnot iniury W/Q50418 release momo 

• Arizona Public Service Co 05/03/01 B3pp 30029 209 30029 294 

0504020180 Submits analysis of smoko detoclfon sys installation, in response to 
85030 4 00 open llojoi from App R audit Deviation from provisions ol NFPA 72F Sec- 
tion 4 3 7 3, "Beam Consl," roquostod 

VAN BRUNT.E E Arizona Public Service Co 85/03/25 KNIGHTON.G W Licensing 
Branch 3 2pp 29580 334 29560 335 

6504020295 Forwards updated evaluation of pilot program for conducting annual team 
Ip Bps & heavily loading silo w/resident inspectors, per Q5D226 preliminary review of 
pilot prografn Pilot program successful 

MARTIN, JB Region 5, Offtco of Director 05/03/28 TAYLOR, J Direclor’s Oflico, 
Offico of Inspection and Enforcement 7pp 2957/226 29577 238 

8504010194 Provides s1a1u8 rept on SSER 7 ro fire protoclion related design change 
packages under l0GFR50.App R Mods scheduled for completion by 050401 
VAN bRUNT.ee Arizona Public Service Co 85/03/29 KNtGHTON.G.W* Licensing 
Branch 3 3pp 29569 106-20569 108 
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850425045-9 Porv/ards public version of emefaency plan implomonling 
procedures, including Rev 6 lo EPIP 03, Notification of llnu&ual Event " a Roy 5 to 
EPfP 38, "Emergency Equipment & Supply Inventory " W/050419 release memo 
VAN BRUNT, EE Arizona Public Service Co 85/04/02 MAHUN.J B Regaon 5. Office 
of Director Gpp 30022 059-30022 187 

*-8504250462 Pubi'c version of emergeni^ plan implementing procedures, including Rev 
6 to EP!P 03, "Notification of Unusual Event Impiemeinlirg Actions” & Rev 5 to EPJP- 
05. "Silo Area Emergency Implementing Actions ‘ 

POGE,RW Arizona Public Service Co 85/03/11 123pp 30022 065*30022 187 

8504120150 forwards summary of NRC comments re proposed program plan, partici 
pant listing & handouts fo/ 850308 meeting concerning function & task analysts, per 
detailed control room design review summary repi & SSER 7 

VAN 0RUNT.ee Arizona Public Service Co 65/04/04 KNIGHTON.GW Licensing 
Branchs 12pp 29786 307*29786 318 

8S04290014 Forwards (nsp Repls 50 528/85*06 50 529/B5 11 & 50 530/85-06 on 
650304 Oa No violalion noted 

KIRSCH.D F Region 5. Offico of Director 85/04/04 VAN BRUNT.E E Arizona Public 
Service Co 2pp 30053194 30053 210 

-8504290016 insp Repts 50 528/85 06,50 529/85-11 & 50 530/85 00 on 850304- 
08 No violation or deviation noted Major ar^as inspected compliance w/10CFR50.App 
R Sectior>t> G J,l & O 

QUALLS,P. MILLER, L Region 5, Office of Dimrtor 85/04/02 16pp 30053 196- 
30D53 210 

8504250392 Summary of 850308 meeting w/util in 0elhesdfa,MD re plans for performing 
task analysis in support of detailed control room design review List of meeting a Hon 
dees encl 

LICITRA.E A Licensi-ng Branch 3 85/04/11 Licensing Branch 3 3pp 30026 341* 
30026343 

8504170391 Informs that emergency opomting procedures revised lo incorporate Inad 
equate core cooling inslrirmentaliorv per Rdv 2 to CEN 152, “Ernergency Procedure 
Guidolinas" & SSER 6 

VAN BRUNtEE Arizona Public Service Co 65/04/15 KNIGHTON.GW Uconsing 
Branch 3 2pp 29023 203 20828 265 

8504170422 Forwards draft of proposed change lo FSAR Section 90 2 to correct com 
bustibfo roading error In Fire Zone 54 Coirect combustible loading is 68 minutes, not 1 
minute as indicated in FSAR Amend 13 

VAN BRUNT.EF Arizona Public Service Co 85/04/15 KNIGHTON.GW, Licensing 
Branch 3 6pp 29828 001 29828006 

8504170427 Nolifies lhat 8 h emergoricy lights installed in all areas needed for opor 
all on of safe shutdown, equipment & in access & en/ess routDs.per 850408 
telcon Emcrgorcy lighting for other plant a/eas provided by 1 5 h battery units 
VAN BRUNT, E E Arizona PubSic Service Co 85/04/15 KNIGHTON.GW, Licensing 
Branch 3 tp 29827 361*29827 361 

8504290419 Forwards evaluation confirming complranco w/App R requirements re ca- 
pability to achieve & maintain cold shutdown v/jthin 72 h of c-onlrol room 
fire ProcGcfures 41 AO 1ZZ44 need not bo revised, por discussions w/P Qualls 
VANBRUNT,EE Arizona Public Service Co 85/04/25 KNIGHTON.GW Licensing 
Branchs 4pp 30047 355-30047 356 


Q. Adjudicatory correspondence 

B504220254 Advises that Chairman Pplladmo will tour facilities on 650506 One repro- 
senlative of each party invited to attend tour Nohfication of atlondance requested by 
850501 Served on 650419 

POLK,PJ Commissioners 7/265 624 65/04/18 Office of llio Executive Legal Oirec- 
tor Ip 29930 043 29930 043 


H. General correspondence 

8504-910036 Informs lhat board of directors will propose corporate roslructura of compa- 
ny aubj IP stockholders approval in Apr t9fl5.as discussed w/M Llcilra on 
650315 News release dtd 85031 5 & proposed restructure organization chart end 
VAN BRUNT.E E Arizona Public Service Co 85/03/25 DENTON.H Office of Nuefear 
Reactor Regulation, Director 3pp 29571 271*29571 274 

8504DC0350 Forwards news rotoaso re util board of diroclors proposed corporate 
rostfuciure.subj to stockholder approval at 860410 meatJng Corporate restructure In 
eludes formation of holding company 

VAN BRUNT.E E Arizona PirblEC Servlco Co 85/83/25 MAR TIN. J B RegEon 5. Office 
of Diroclor 4pp 29605 08Q 296B5 GDI 

8504050266 Requests all luluro NRC corrospondence re plant be forwarded to IJslod 
address 

VAN BRUNT.E E Arizona Public Service Co 65/03/28. KNIGHTON.GW Licensing 
Branch 3 Ip 20851 216 20661 218 


J. insurance & Indemnity Information 

8504010050 Forwards Endorsement 2 1 10 NELfA Policy NF 266 
VAN BRUNT.E E Arizona Public Servico Co 85/83/25 Office of Nuclear Reactor 
Regulalion, Director 2pp 29571 228 2 9571 227. 

65G4Q60079 Submits info re present fevols & sources of property Insurance .per 
tOCFR6G54 

VAN BRLINT.ee Arizona Public Service Co 85/03/29. Office of Nuclear Reactor 
Regulation, Dsreclor ip. 29675 360 29675360 


P. Operating license stage documents & correspondence 

B50 4 010232 Summary of 850308 mesting w/Core Protection Calculator Oversight Com- 
mittee in Bethesda.MD 

ROOD.H Licensing Branch 3 85/03/19 Licensing Branch 3 13pp, 2 9574' 300- 
29574 312. 


8564040376 Notification of 850329 meeting w/Soulhern Caliiorma Edison, Arkansas Nu 
dear Power.Louisiana Power & Light Co, Arizona Power & Light Co S C E m 
BetPtosda.MD to discuss CPC improvement program 

ROOO.H Licensing Branch 3 85/03/22 KNIGHTON.GW Licensing Brar^ch 3 3pp 
29619 292-29619 204 

8504050259 Forwards revised draft FSAR Section 1 1 5 changing latest schedule for li- 
censing of facility Unit 2 scheduled to receive OL by Doc 1985 & Unit 3 by Dec 19B6 
VAN BRUNT.E E A-rizona Public Service Co 85/03/28 KNIGHTON, G W Licensing 
Branch 3 2pp 29661 348 29661 349 

6604650169 Informs of changes to 830926 salt deposition & impact monitoring 
plan,induding monitoring locaiion.soil sampling analysis & vegetation samplmg/analy- 
sis ciianges Program objectives unaffected 

VANGRllNT.EE Arizona Public Service Co 85/03/29 KNIGHTON.GW Licensing 
Br.mch 3 3pp 29666 189-29666 191 

8504180065 Forwards order clarifying effective dale for ownership of plant by Los Ange- 
les Dept of Water & Power Revised Pago I to License NPF-34 also end 
KNIGHTON.GW Licensing Branch 3 85/03/29 VAN BRUNT.E E Arizona Public 
Service Co 3pp 29919 306 20919 313 

- 8504160070 Order amending License NPF 34 to clarify etfoclive date of ownership of 
plant by Los Angeles Dept of Water & Power as date unit begins commerical oper- 

THOWPSON.HL Division of Licensing 85/03/29 Arizona Public Sen/ice Co 2pp 
29919 310 29919 311 

-8504180074 Revised Pago 1 to License NPF 34, reflecting 850329 order lhat clarifies 
effectivo dale of plant onwership by Los Angeles Dept of water & Power 

* NRC * No Detailed Affiliation Given 85/03/29 ip 29919 312-29919 313 

6504 170459 Nolificatfon of 050403 meoling w/uhl & C E in 0elhesda,MD, to discuss 
secondary water cMemisliy & Chapter 15 reanalysis 

KNIGHTON.GW Licensing Branch 3 85/04/01 LICiTRA.EA Licensing Branch 3 
3pp 29906 048'299 06 050 

8504050215 Forwards "Evaluation of Spray Pond Weld Corrosion," per telcon 
request Investigation identified weld leak in 8*lnch diameter stainless steal pfpa inside 
essenlral spray pond 

VAN BRUNT, EE Arizona Public Service Co 85/04/03 KNIGHTON.GW Lfeensing 
Branch 3, Ip 29665 1 90 29665 200 

—8504050218 ‘'Evafuation of Spray Pond Wald Corrosion " 

' Arizona Public Service Co 85/04/02 lOpp 29665 191*29665 200 

8504050263 Forwards surrmary of proposed FSAR & Amend 14 changes.list of difler- 
encGs & juslittca lions of Amend 14 changes & EE Van Brunt 841219 Hr forwarding 
updated listings for ficensinn documents 

VANBRUNTrEE Arizona Public Service Co 85/04/03 KNIGHTON.GW Lrcenslng 
Branchs 19pp 29 6 61 219 29661 244 

8604190015 Responds to 841214 Ur re review of incentive regulation plan & analysis of 
implications of safe const & operation of plant Facility incentive plan reinforcos & aug- 
ments inherent economic incentives affecting ulils m past 

DENTON.H fl Office of Nuclear Reactor Regulation, Director 05/04/09 
RUHTER.WE Arizona. State of 5pp 29938 216 29938 220 

8504160314 Applrcalion for amend to License NPF-34, revising Tech Spec 3/4 3 2 to 
correct conlainment spray pump response times identified in Item 3o of Table 3 3*5, 
"ESF Response Times " Expeditious review requested 

VAN BRUNT.E e Arizor^a Public Service Co 85/04/11 DENTON.H R Offico of Nu 
clear Reactor Regulation, Director 2pp 29006 221-29806 223 

-8504150318 Proposed Tech Spec Table 3 3-5. "ESF Response Times ” 

• Arizona Public Service Co 85/04/1 1 1p 29806 223-29806 223 

8504150316 Application for amend lo License NPF>34, changing Tech Spec Table 3 3 5 
to relied containment spray pump up to rated speed response lime lo support power 
ascension program schedule Foe paid 

VAN BRUNT, i E Arizona Public Service Co 85/04/12 DENTON.H R Offico ot Nu 
clear Reactor Regulation, Director 4pp 29606 209 29806 213 

-6504150319 Proposed Tech Spec Table 3 3 5, changing containment spray up to rated 
speed response lime 

Arizona Public Service Co 85/04/12 Ip 29606 213 29806 213 

8504166069 Confirms -completion of quatilicatlon of Target Rock solenoid valves, Anchor 
Darting air operated valves & remote shutdown panels.per License Conditions 
C6(b),Cia(aJ & C18(c). respectively & Dec 1984 SER 

VAN BRUNT.E E Arizona Public Service Co 85/04/12 KNIGHTON.GW Licensirg 
Branch 3 2pp 29813 228-29813 229 

8504160396 Forwards roapense lo NRC 850312 request for addi info re presagnzer 
safely valves Info establishes acceptability of increased blowdown of pressurizer 
safe^ valves tor power operation 

VAN BRUNT.E E Arizona Public Service Co 85/04/12 KNIGHTON.GW. Licensing 
Branch 3 19pp 29815 077*29815 095 

8504170409 Forwards chemistry limit comparison to close License Condition 
2 C (23). in corpora tfng excerpt from Section 3 a of SECY 84*1 3A & tables from Steam 
Generator Owners Group Special Rept EPRI NP-2704 

VAN BRUNT.E.E. Arizona toe Service Co 85/04/15 KNIGHTON.GW Licensing 
B ran c h 3 15pp. 29B28 051 *29826 065 

8504180212 Forwards calegorizalion of FSAR Chapter 15 safoN analyses & schedule 
of reanalyses to be pcrfQrmod.per License Condition 2C(21) Results of reanalysis of 
events listed will be submitted by 851001 

VANBRUNT.ee Arizona Public Service Co 85/04/15 KNIGHTON.GW Licensing 
Branchs 149pp 29a58.0B3-29&58.23l 

8504120206 Generic Hr 85-06 to all PWR licensees & atf applicants for OLs re QA Quid 
ance for ATWS aquipmeril not safely-related Sve list end 

THOMPSON, H L Division of Licensing 85/04/16 Consolidated Edison Co of New 
Vojk. fnc. 22pp 29947 288 29947 309 



DOCKETED ITEMS 289 


8&0^2S0403 NotificaNon of 85041 (S meeting w/utils & C E in Belhesda.MD to discuss 
CPC improvornent program 

BOOD.H licensing Branch 3 BV04/16 KNIGHTON, GW Licensing Branch 3 5pp 
30029 109 30029 113 

S504120031 Goncfic I If 85-02 lo all PWR licensees & app1icanl!», holders of CPs A Fort 
SI Vrain ro recommonde-cl ac Irons slemming from NRC mlegrared program tor resolu 
lion of urtresolvod safety issues re sleam qeneralor lubo integrity Sve list enct 
THOMPSON, H L Division of Licensing 05/04/17 Vankoe Alomic Electric Co I27pp 
29953 071-29953 262 

0504230459 Forwards supplemonlal response to Generic Ltr 83-24 re Salem ATWS 
event Response provides addi info re Areas 1 & 1 of ulil B4121G llr.includjng RovO to 
Procedure 79AC 9ZZ08 "Posi Tnp Review Reporting * 

VAM0RUNT.ee Arizona Public Service Co 65/04/19 KNIGHTON.GW Licensing 
Branch 3 6pp 29952 112 29952 152 

—8504230457 Rev 0 lo Procedure /9AC-DZZO0, f*osl Trip Review Ftcporting " 

SELF.J, BYRON.OR Arizona Public Service Co 83/12/05 5pp 29952 118 
29952 122 

-850 4230 4 G4 Rev 1 lo Procedufo 79 IS 9ZZ03, Post Trip Review Rep I 
RICMAnOSON.M P , CLYDE M L Arizona Public service Co 85/04/11 30pp 
29952 123 29952 152 

8S04290337 Discusses revised Chapter 15 analyses per License Condition 
2 C(21) Proposed changes wiH be reviewed consiclermg as buill configuration & impac-l 
on Chaptor 15 arvalyses Revised program will be implemenlod by 650701 
VAN BRUNT, EE Arizona Public Servico Co 65/04/23 KNIGHTON, GW Liconainq 
Branchs ip 30046 361 30048 361 

8504290301 Forwards draft chango lo FSAR Table 6 2 1 3, revising pressurize r compart- 
mont design wall loading from 54 psid lo 73 psid Revised value o value led & 
acceptable Design criteria of TSAR Section 3 8 conlirmed 

VAN BRUNT, E 6 Arizona Public Service Co 85/04/25 KNIGHTON, GW Lico/isinq 
Branchs 4pp 30047 353 30047 362 

8604300222 Forwards proposed change lo FSAR Figure 0 4 9, "PAI Diagram HVAC 
Fuel Bldg ' Qualily dassiiicaiion for temp olemenis lor charcoal fillors in luel bWg as 
senlidl air handling units downgraded lo non Qualily Class Q 

VANanUMT.EE Arizona Public Service Co 8G/04/2G KNIGHTON.GW Uconsino 
□ranch 3 4pp 30057 072-30067 075 

8504300330 Ack receipt of 850226 Amend 14 to FSAR, changing QA pro pram doscnp 
lion contained in Chapter 17 Roview A r valuation of submittal will requiro more lhan 
60 days 

KIRSCH.DF Region 5, Offioo o1 Oireclor 65/04/26 VAN DFIUNT.EE An-zona F^ublic 
Service Co Ip J0065 265 30065 265 


O. inepecMon reports, IE Bulletins & correspondence 

BS04110043 Forwards Insp Repts 50-528/85 05.60 520/05 07 & 60-530/85 04 on 
060211-15 No violation noted 

KIRSCH.D F Region 5, Oflico ot DIrcclOJ 85/03/20 VAN BRUNT.E E Arizona Public 
Service Co 2pp 2D777 024-29777 032 

-8504110046 Insp Repis 50-526/65 05.50 529/05 07 & 50-530/85 04 on 050211- 
15 No vlolalioh or deviation noted Major areas inspected licensee action on 
lOCFRSO 55 |d) const deficiencies & program direcled Insp of operating staffing 
SORENSEN.RC. MILLER, LF neqion 5, Oflice of Director 05/03/15 /pp 
29777 026 2977/ 03? 

6503190859 IE Info Noheo 05 022, ' Limilorquo Motor Operated Valves RosultHng From 
Inco/recI Installation of Pinion Goar ” Sve list end 

JORDAN.E L Divisron of Emorgoncy Proparednoss & Engineering Response fPosI 
830103) 85/03/21 Consolldntod Edison Co of Now York. Inc tODpp 20597 001- 
29597 005 

8503219461 IE Info Notice 05-023. '•Inadoqualu Surveillnnce & Post-Mamt & Posl-Mod 
Sys Tesinjj Sve list end 

JORDAN, EL Division of Emergency Preparodhess & EngLneorinq Rosponso (Post 
030103)- 85/03/22 Consolidated Edison Co of Now Yoik, Inc 108pp 29656 001- 
29656 107 

8504110494 Forwards Insp Repts 50 520/05 01,50-520/85 01 & 50 530/05-01 on 
841201 850131 & natICG oi violation 

KIRSCH.DF Region 5. Offico of Director 05/03/22 VAN BRUNT. EE Arizona Public 
Service Co 2pp 29700,115-29780 1.31 

-0604110499 Notice of vlolalfon from Insp on 041201 850131 
MILLER, L F Region 5, Offico el Diroclor 05/03/22 Ip 20700 117-29780 1 17 

-0604110503 fnsp Repls 60 528/85-01.50 529/05-01 & 50 530/05 01 on 841201 
050131 Violation noted faifuro lo assure that welding on HVAC uniis complied w/draw- 
mg roquiromonis 

HERNANDEZ.G H , BALL.J R . MILLER, L F Region 5. OffJee Ol Director 85/03/14 
14pp 29760 110-29780 131 

8503220444 IE Info Nolico 05-024, “Failures ol Protective Coalings in Pipes & HXs" 
Sve list end 

JORDAN.E L Division of Emergency Piropa rod ness & EnainoorJng Response (Post 
030103) 85/00/26 Consolidated Edison Co of Now York, fnc fOOpp 29596 154 
29596 363 

8504180610 Forwards Insp Ropts 50-520/84-59,50 520/64-39 & 50-530/84-28 on 
841126 8501 25 No violation noted 

KIRSCM.D F Region 5. Office of Director 85/93/27 VAN BRUNT.EE Arizona Public 
SoJVfGQ Co 2pp. 29911 129 29911 148, 

-850410061B Insp Repls 50-520/84 59.60 529/04-39 & 50-530/84-20 on 041128- 
850125 No noiicomplianco or c/evlolioji noted Major areas inspoclod rouUno followup 
of various all e gallons 

ECKHARDT.J, HON.A , MILLER, LF Region 5, Offico of DJrocior 05/03/27 18pp 
29911 131-29911 148 


0504028295 Forwards updated evaluation of pilot program for conciucting annual leam 
insps & heavily loading ale w/residonl inspeclors.pof 050226 preliminary review of 
pilot program Pilol program successful 

MARTIN, J B Region 5, Oflico of Director 85/03/26 TAYLOR, J Director's Otfice, 
Ollice of Inspection and Enforcement 7pp 29577 228 20577 238 

8504180499 Responds lo 850121 suggestion lo incfudo slalistics an analysis of Units 2 
& 3 reinsp program for heavily loaded supports maiali on ol special const insp plans 
discussed Stalistical evaluation will be completed by Jut 1905 
VAN BRUNT.E E Arizona Public Service Go 85/03/28 KIRSCH.D F Region 5. Office 
of Director 2pp 29859 174-29850 176 

8503280037 IE info Nolice 85 025, "'Cofiside ration of Thermal Condilpons in Design & 
installation of Supports for Diesel Generator Exhaust Silencers " Sve lisl end 
JORDAN.E L Division of Emorgoncy Preparedness & Engmeerinig Response (Post 
830103) 65/04/02 Consolidated Edison Co of New York, Inc 107pp 29667 199- 
29667 305 


8503200046 IE fnlo Noltte 85 026, ' Vacuum Relief Sys lor BWR Mark I & II Contam- 
me»nts " Sve list end • 

JORDAN.E L Division of Emorgency Preparedness & Engineering Rosponsa (Post 
B30103) 86/04/02 Consolidatod Edison Co of New York, Inc 92pp 29667 107- 
29667 198 


8504010039 IE Info Notice 85 027, "Notifications to NRC Operalions Ctr & Reporting 
Events in LERs ” Sve list end 

JORDAN.E L Division ol Emergency Preparedness & Engineering Response <Pos1 
830103) 05/04/03 Consolidated Edison Co of Now York, fnc 98pp 29690 255- 
29690 3 &2 


8504280014 Forwards Insp Repls 50 528/85 06,60 529/85 1 1 & 50-530/B5 08 on 
850304 08 No viofaiion noted 

KIRSCH.DF Region 5, Offico of Diroclor 85/04/04 VAN BRUNT.EE Arizona Public 
Sen/iceCo 2pp 30053 194-30053 210 

-0504200016 Insp Repts 50 528/85-06,50 529/85-11 & 50 530/85 08 on 850304 
00 No violation or devidlion noted Major areas inspactetf compliance w/loCFRSO.App 
n Secllons G.J.L & 0 

OUALLS.P, RAMSEY.C. VOUNG.T RoQion 5, Ollice of Director 85/04/02 15pp 
30053 196 30058 210- 

0504050042 SuppI t le IE fnfo Notice 85-003, ‘"Separation of Primary Reaclor Coolant 
Pump Shaft & fmpeilQr '' Sve list end 

JORDAN.E L Oivi&ion ol Emergency Preparedness & Ennineennfl Response (Post 
830103) 85/04/09 Consolidalod Edison Co of New York, Inc lOIpp 29791 025 
29791 126 


8504050047 tE Info Nolice D5 020, “Partial Loss ol AC Power & Diesol Gonorater Dog 
radation" Sve list end 

JORDAN.E t Division of Emergency Proparednoss & Erginoering Response (Post 
630103) 05/04/09 ConsolJdatod Edison Co of New York, lr\c 1O0pp 29798 278 
29791 924 

8584290089 Forwards Insp Repls 50 528/85 04 & 50 629/85 06 on 850291 0310 & 
neiice of violation 

KIRSCH.D F Region 6, Offico of Director 85/04/03 VAN BRUNT, E £ Arizona Public 
Service Co 2pp 39053 281-30053 299 

-85042 90092 Nolico ol violalion Irom Insp on 850201-0310 
MlLLGH.L F Region 5, Oflico of Dtreclor 85/04/09 2pp 30053 203-30053 284 

-8S0429009B Insp Repls 50 528/05 04 & 50-529/65 08 on 850201-0310 Viofntion 
noted failure to adhere to procedures governing control of mainl 
ZIMMERMAN, R . FIORELLI.G , BOSTED.C Region 5, Offico of Director 65/03/26 
tSpp 30053 285-30053 299 

6604090419 IE Info Nolice 85 029, "Use ol Unqualified Sourcas In Well Logging Appli- 
oeitons ” Sve list end 

PARTLOW.JG Division of Inspection Programs (Peat 850212) 05/04/12 Consolidat- 
ed Edison Co of Now York, fnc B6pp 20832 001 20032,023 

8504170240 IE Inie Notice 85 030, "Mtcroblologically Induced Corrosion Conlainmenf 
Sve Water Sys " Sve list end 

JORDAN.E L Division of Emergency Proparednoss & Engineering Responso {Posi 
830103) 05/04/19 Consolidalod Edison Co of Now York, Inc 109pp 29966 258- 
29966,363 

8504190055 IE Info Notice 85 032, ‘"Recent Engine Failures of Emorgency Djoso) Gon- 
Gtalors ” Sve lial cnef 

JORDAN.E L Diyjslon. ol Emorgency Preparodnoss & Engineering Rosponso (Post 
830103) 05/04/22 Consolidalod Edison Co of Now Yoik, Inc I09pp 29000 230- 
29988 347 


8504190060 IE Info Notice 05 033, “Undersized Nozzle-To-Sholl Welded Joints in Tanks 
& HXs Construclod Under Rules oj ASME Boiler & Pressure Vessel Coda" Sve list 
end 

JORDAN.E L Division of Emergency Preparedness & Ennineorinn Response (Post 
830103). 05/04/22 Consolidated Edison Co of New York, Inc fODpp 20909 001- 
29989 107 

8504290398 Ack receipt o! NRC 850409 response to reauest (or ovaSuation of safely 
consequences af Incentive regulation plan order tor uli I Notification requested ro any 
significant findings occurring during NRC enhancod insp efforts 
RUKTER.WE Arizona. Slate oJ, Corporalion Commission B5/04/22 DENTON.HR 
OlfIcQ of Nuciear Reactor Regulation, Director Ip 3005 1 232-30051,232 

06Q422O347 IE tnfo Notice 84 84, Rev 1, “Deficiencies in Ferro Resoneni Transformers" 
Sve list end 

JORDAN.E 1, Division ol Emorgency Preparedness &. Engifioertnn Response {Post 
830103) 85/04/24 Consolidated Edison Co of Now York, Inc flBpp 30027 067- 
30027:184 
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R Periodic oporating reports &. related correspondence 

Q50412D1B2 Responds lo FOlA request lo: Caseload Forecast Panel liEes in 01c of Re* 
soiifco Mgl Forwards listed documents Documents also available in PDR 
FELTON, JM Division oi Rules and Records a4/06/0b KILIEFERC Shaw Pittman. 
Potts S Trowbridge 2pp 30300 003 30303 129 

B50 4 120428 Forwards updated const status repls as ol 830630 
FASNACHTpD B Arizona Public Servico Co 83/07/08 Information Systems Branch 
4pp 3031 a 01 2-3031 8 015 

‘ B 50 41 50 133 Forwards updated const status repls as ol 830930 
VAN BRUNT ,6 E Arizona Public Service Co 63/11/03 InFormation. Systems Branch 
4pp 30318077-30319080 

^ 6504150330 Forwards updated const slates repts as ol 820930 
FASNACHT,0 9 Arizona Public Servjce Co 62/10/13 Information Systems Branch 
4pp 30325 285 30325280 

* 8504150446 Forwards updated const status repls as ol 830331 
FASNACHT.DB Arizona Public Service Co 83/04/26 Information Systems Branch 
4pp 30326 031 30328 034 

B504220212 Monthly operalmgrept for Feb 19B5 W/&50315 Itr 
RiCHARDSON.M P , VAN BRUNT.EE Arizona Public Service Co 85/02/28 
aARRy,L W Office of Resource Manege men l. Director 6pp, 29930 309 20939 313 


S. Reporlabfe occurrences, LERs & related correspondence 

8SQ4010D46 Forwards deficiency evaluation rept revs considered substantive to final 
repts Revs evaluated as non subs! bdUvo noted 

VAN BRUNT.EE Arizona Public Service Co 85/03/12 KIRSCH.OF Region 6, Office 
of Director 4pp 29571 222-29571 225 

8S0411Q181 Interim Deficiency Repi DER B5 05 re nonsegregaled bus fire penetrations 
w/o prwjQr taping on bus conductor within firestop area Initially reported on 
850219 Final rent will be submitted by 8S040& 

VAN BRUNT.EE Arizona Public Service Co 85/03/19 KfRSCH.DF Region 5, Office 
of Director 3pp 29777 250 29777 252 

3S041 10172 Interim Deficiency Repl DER 85 01 re auxiliary fecdvraler pump dnve 
lurbir^e Due lo extensive invostigatjon A evaluation, final repl crelayed until 850405 
VAN BRUNT.EE Anzona Public Service Co 85/03/19 KIRSCH,DF Region 5. Office 
ol Director 2pp 29777 162-29777 163 

8504040393 ROon 850215 .Train A diesel generator found inoperable Caused by oper- 
ator locking In high priority trip signal on control room diosel generator panel Signal 
reset 

VAN BRUNT.EE Arizona Public Service Co 85/03/25 Record Services Branch 
(Document Control Desk) Ip 20670 109 29670 189 

6504040397 lER 85 013 QO on 850223, Train S diesel generator started Inadvertenity 
during routine surveillance to sling Caused by e/ror in suiveilPanco procedure for testing 
certain subgroup relay contacts Chan go notice Issued W/8503 25 itr 
QUfeNN.Wr, VAN BRUNT, E E Arizona Public Service Co 85/03/25 4pp 29670 192* 
29670 195 

6584040405 LER 65 010 00 on 350222, automatic actuation of balance-oF plant ESF ac* 
luation sya occurred when placing Train A sequencer In manual from automatic 
mode Caused by untcue crrcumstances involving flip flop U 14 W/a50325 Hr 
aUlNN.W F , VAN BRUNT, E E Arizona Public Service Co 85/03/25 3pp 29670 212- 
29670 214 

8S04110496 LER 85 010-00 on 850225.balanc& of plant ESF sys actuated Caused by 
transfer of Train A sequencer from aulo to manual mode, causing cross-trip lo Train 
B Train A A B cabinets reset & sys returned to normal W/B50325 Itr 
QUINN, W F, VAN BRUNT.EE Anzona Pubhc Service Co 85/03/25 4pp 29700 171- 
29780 174 

BSQ41CIQ6BB LER 85 014 OQ on 650302 .cross trips of Train B balance of plani ESF actu 
ation sys occurred Caused by dc backup power supply rn Train A being out of 
SVC Proceduro change notice developed W/8IS0401 llr^ 

QUfNN.W F . VAN BRUNT.EE Arizona Public Service Co 85/04/01 3pp 29764 168- 
29764 170 

8SD405B277 Part 21 rept re possible defect m mine rat insulated cable 
assemblies Design, mfg & qualification testing of high range conlalnmenl area monitor- 
ing sys compleletf Design qualificaUon repl end 

COLTON, AM Kaman Co 85/04/02 TAYLOR. J Djfector's Ollfce, Olfice of Inspec- 
tion and Enforcement 2pp 29653144-29664 297 

-8BB4BS0279 Part 21 repl re failure of mineral insulated cable undergoing Class IE 
qualifcation tosling Investigation underway Design, procuremenLmfg & losing expect 
ed to be completed by May 19B3 

PiRAINO.D kaman Co 02/11/17. Region 4. Office of Director, 7pp 29663146- 
29663 152 

fi50424Q85B LER 85-01 B-Oo on 850305, diesel generator A failed to attain required volt- 
age frecuency & determined inoperable On 650308, diesel generator B declared 
inoperable Caused by invalid surverlFance lest Test modified W/8504 04 Itr 
QUINN.WF, VAN BRUNT.EE Anzona Public Service Oo 66/04/04 MARTtN.J B 
Region 5, Ollice of Director 4pp 29977 350-29977 353 

6S04240639 Final Deficiency & Pari 21 Repl DER 85-04 re RusKin lire dampers not in- 
stalled per manufacturer installation Instructions Initially reported on 6502n. Dampers 
will be lastenod to assure UL certilication maintain ad 

VAN BRUNT.E E Arizona Public Service Co 65/04/05 KIRSCH.DF. Region 5. Office 
of Director 5pp 29977.328-29977 332 

850419QSB3 LER 85 012 QO on 0S0312,twa channels of low sleam generator pressure 
signals spuriously actualed.re suiting in all four breakers to reactor trip switchgear 
opening cause unknown, 

QUINN.WF , VAN BRUNT,E E Arizona Public Service Co 85/04/11 3pp 29923 3:46- 
29923346 


8504230617 LBR 65 015 00on 05O312.TBCh Spec surveillance requirement not com 
pleted wilhm required interval Caused by personnel error involving scheduling of sur 
veillance test procedure Effective scheduling coordination implemented W/65041 1 itr 
QUINN.W F , VAN BRUNT, E E Anzorra Public Service Co 85/01/11 3pp 29965 262 
29965 264 

0504190595 ROon 8502 15. diesel generator faded lo start Inilially suspected to bo 
design defect alfectirg boih diesoTs Caused by damaged fiber optics cable allocting 
only one diesel generator Event not reportable 

VAN BRUNT.EE Arizona Public Service Co 85/04/12 Record Services Branch 
(Docunnent Control Desk) Ip 29923 35B 29923 358 

8504230297 PNO V 85 021 or> 850417.NSSS & balance of-plant ESF ocluation sys sig- 
nals inadvorlonlly generated dire to loss of auctioneered power supply lo Channels □ 
& 0 Caused by opening instrumont bus battery Breakers B & D 
Ml L LER.L , ZIMMERMAN. R Region 5, Office of Director 85/04/18 Ip 29948 238- 
29948 238 

8504300022 PNO-V 85-022 on 850423.explos]on & Ure occurred in oil cooled curionl 
transformer following le sling of mam generator No personnel injuries occurred Cause 
of fine <& extent of damage currently being evaluated 

CHAFFEE.A, ZtMMERMAN.R Region 5, Oflico of OireclOf 65/04/23 Ip 30058 210- 
30058 210 


V. Operator Examfnallons 


8S04010237 Summary of 850220 rreeling w/util in Bothosda.MD re requiroments for 
cross-licensing of operators on multiple units Lists of meeting attendees end 
LICITRA.EA Licensing Branch 3 65/03/19 Licensing Branch 3 5pp 29574 267- 
29574 271 

6504250274 Forwards remaining responses to NRC 840529 request for addi info ro op- 
erating shift advisors Info re training program, modical qualification requirements & 
oral & wriUon exams end 

VAN BRUNT.EE Arizona Public Sorvtce Co 85/04/19 THOMPSQN.HL Division of 
Licensing bpp 20083 290 29983 204 
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A AppMcatlon/consIrucllon stage documents & correspondence 


8504120162 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source Mgt Forwards listed documonts Documents also available in PDR 
FeLTON.JM Division of Rules and Records 84/06/06 KILLEFER.C Shaw, PiUmam 
Polls & Trowbridge 2pp 30300 003 30303 129 

*^6298140227 Notification of 620629 meeting w/util to discuss status of schedule revi- 
sion for facility compi ation 

LICITRA.EA Licensing Branch 3 62/06/09 MIRAGUA.FJ Licensing Branch 3 2pp 
30334 325 30334 326 

-B504160158 Summary of NRC Caseload Forecast Panel 801020 30 meetings w/tilil in 
Buckeye, AZ & 601929 site visit ro plant const status Meeting agonda.atlendeos & re 
lated Info.including startup schedule milostones & NRC 031118 press release end 

* NRC • No Detailed Affiliation Given 80/11/96 NRC No Detailed Affiliation Given 
600 pp 30334 327-30336 025 

8504050221 Forwards updated summary of remaining work & costs re deletion of RCS 
pipe whip restraints & tot impingoment shields requested In 641210 application to 
amend CPPR 142 A GPPR-143 

VAN BRUNT.EE Arizona Public Service Co 85/03/26 KNIGHTON.GW Licensing 
Branch 3 2pp 29665 175-29665 177 

85940502&9 Forwards revised dralt FSAR Section 1.1 5 changing latest schedule for li- 
ce rvsinn of facility Uml 2 scheduled to receive OL by Dec 1985 & Unit 3 by Deo 1985 
VAN OTUNT.EE Arizona Public Service Co 85/03/28 KNIGHTON.GW Licensing 
Branch 3 2pp 29661 346-29661 349, 

6504050189 Informs of changes to 630926 salt deposition & impact nioniloiing 
plan.in eluding monitoring focalion.soil Sampling analysis & vegetation sampling/ analy- 
sis changes Program objectivas unaffected 

VAN BRUNT.EE Arizona Public Service Co 85/03/29 KNIGHTON.GW Ucensmo 
Branchs 3pp 29666 169 29666.191 

8504170450 Notilicalion of 850403 meeitng w/ulil & C E in Bolhesda.MD. to discuss 
socondaty water chemisliy & Chapter 1 6 roanalysis 

KNIGHTON.GW Licensing Branch 3 6 5/04/01 LICITRA.EA Licensing Branch 3 
3pp 29906 048-29906 050 

8504050215 Forwards "Evaluation of Spray Pond Weld Corrosion," per tolcon 
request Invosligalion Idenlilted weld leak in 6-inch diameter stainless steal pipe inside 
essential spray pond 

VAN BRUNT.EE Arizona Public Service Co 85/04/03 KNIGHTON.GW Licensing 
Branchs Ip 29665190 29665 200. 

-0604050218 "EvaluatEon of Spray Pond Weld Corrosion" 

* Arizona Public Service Co 85/04/02 lOpp 29665 191-29665 200 

8S04050283 Forwards summary of proposed FSAR & Amend 14 changes, li&t of differ 
ences & justifications of Amend 14 changes & EE Van Brunt 841219 Ur forwarding 
updated listings for llconsing documents 

VAN BHUNTiEE Arizona Public Service Co 85/04/03 KNIGHTON.GW Licensing 
Branch 3 I9pp 29661 219-29661 244 

8504160396 Forwards response lo NRC 650312 request for add! info re pressurizer 
safely valves Info eslabli-shes acceptability of increased blowdown of pressunzer 
safely valves for power operation 

VAN BRUNT,EE Arizona Public Service Co. 85/04/12 KNIGHTON.GW. Lfcansina 
Branch 3 19pp, 29016 077-2081 5 095 



DOCKETED ITEMS 291 


8504 170409 Forwards chemisiry limit comparison to close License Conriition 
2 C (23), incorporating excerpt from Section 3 a of SECY 84-1 3A & tables from Steam 
Generator Owners Group Special Rept EPRI-NP-2704 

VAN BRUNT, 6 E Arizona Public Service Co 85/04/15 KNIGHTON.GW Licensing 
Branch 3 15pp 29828 051-29828 065 

8504180212 Forwards categorization of FSAR Chapter 15 safely analyses & schedule 
of reanalysos to be performed, per License Condition 2C (21) Results of reanalysis of 
events listed will be submitted by 851001 

VAN BRUNT,E E Arizona Public Service Co 85/04/15 KNIGHTON.G W Licensing 
Branch 3 149pp 29058 083-29858 231 

8504120206 Generic Ltr 85-06 to all PWR licensees & all applicants for OLs re QA guid- 
ance for ATWS equipment not safety related Svc list enci 

THOMPSON,H L Division of Licensing 05/04/16 Consolidated Edison Co of New 
York, Inc 22pp 29947 280 29947 309 

8504120031 Generic Ltr 05 02 to all PWR licensees & applicants, holders of CPs & Fort 
St Vrain re recommended actions stemming from NRC integrated program for rosolu- 
lion of unresolved safety issues re steam generator tube integrity Svc list end 
THOMPSON, H L Division of Licensing 85/04/17 Yankee Atomic Eleclitc Co 127pp 
29953 071-29953 262 


-0504100135 Public version ot revised emergency plan implementing 
procedures.tncluding EPIP 03 ro notification of unusual evenl,EPJP-27 re post accident 
sampling & analysis & EPIP 38 re equipment inventory W/fl50402 relcasG memo 
■ Arizona Public Service Co 05/02/22 92pp 29764 213 29764 305 

8504250275 Public version of emergency plan implementing procedures, including Rev 
5 to EPIP-04 ro aterl implementing actions. Rev 3 to EPiP-20 re personnel assembly & 
accountability & Rev 3 to EPlP-22 ro personnel injury W/8504 IB release memo 
• Arizona Public Service Co 85/03/01 B3pp 30029 209 30029 294 


8504D2016S Submits analysis of smoke dotoclion sys inslat1ation,ln response to 
850304 08 open item from App R audit Oevialion from provisions o1 NFPA 72F Sec 
tion 4-3 7 3. "Beam Const," requested 

VAN BRUNT.EE Arizona Public Service Co 85/03/25 KNIGHTON, GW Licensing 
Branch 3 2pp 29580 334-29580 335 


8504020295 Forwards updated evaluation of pilot program for conducting annua! team 
insps a heavily foading site w/resident inspeclors.per 850226 preliminary review of 
pilot program Pilot program successful 

MARTHJB Region 5. Office of Director 85/03/28 TAYLOR,J Director’s Office, 
Office of Inspection and Enforcomenl 7pp 29577 226-29577 238 


8504230453 Forwards supplemental response to Genonc Ltr 03-24 re Salem ATWS 
event Response provides addi info re Areas 1 a 3 of util 841218 Jlr, including Rev 0 to 
Procedure 79AC-9ZZ08, "Post Trip Review Reporting " 

VAN BRUNT,EE Arizona Public Service Co 85/04/19 KNIGHTON,GW Licensing 
Branch 3 6pp 29952 112 29952 152 

-0504230467 Rev 0 to Procedure 79AC-9ZZ08. "Post-Trip Review Reporting " 

SELF,J, BYRON.OR Arizona Public Service Co 83/12/05 5pp 29952 110- 
29952 122 


■8504230464 Rev 1 to Procedure 79IS 9ZZ03. "Post-Trip Review Rept ’* 
HICHARDSON.M P . CLYDE, M L Arizona Public Service Co 85/04/11 30pp 
29952 123 29952 152 


8504290337 Discusses revised Chapter 15 analyses per License Condition 
2.C(21) Proposed changes will be reviewed considering as built configuration & impact 
on Chapter 15 analyses Revised program will be implemented by 850701 
VAN BRUNT.EE Arizona Public Service Co 85/04/23 KNtGHTON,GW Licensing 
Branchs Ip 30040 361-30040 361 


8504290301 Forwards draft change to FSAR Table 6 2 l-S.revising pressurizer compart- 
ment design wall loading from 54 psid to 73 psid Revised value evaluated & 
acceptable Design criteria of FSAR Section 3 8 confirmed 

VAN BRUNT.EE Arizona Public Service Co 05/04/25 KNIGHTON.GW Licensing 
Branch 3 4pp 30047 359-30047 362 

8504300222 Forwards proposed change to FSAR Figure 9 4-9, "PSI Diagram HVAC- 
Fuel Bldg " Quality classification for temp elements for charcoal filters in fuel bldg es 
senllat air handling units downgraded to non Quality Class Q 
VAN BRUNT.EE Arizona Public Service Co 05/04/26 KNIGHTON.GW Licensing 
Branchs 4pp 30057 072-30057 075 


8504300338 Ack receipt of 850228 Amend 14 to FSAR,changing OA program descrip- 
tion contained in Chapter 1 7 Review evaluation of subrnmal will require more than 

KIFI®I,D F Region 6, Office of Director 85/04/26 VAN BRUNT, E E Arizona Public 
Serv/coCo 1p 30065 265-30065 265 


E, NRC Safety Evaluation Report (SER), auppls & correspondence 

8604240113 Forwards QA Branch SSER 7 input re proposed changes to QA organiza- 
tional structure & clarifications to QA-rolated reg guides Util responses to concerns 
should be submitted & accepted prior to Issuance of SSER 7 
GRACE.JN Division of OA, Safeguards & Insp Programs (830103-850212) 84/12/ 
05 KNIGHTON.GW Licensing Branch 3 lOpp 29986183-29986192 

86010B0275 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
PALO VERDE NUCLEAR GENERATING STATION.UNIT NOS 1.2 AND 3 Docket 
Nos 50-520,50-529 & 50-530 (Arizona Public Service Company) 

♦ Division of Licensing NUREQ-0057 S07 84/12/31 157pp 20269 004-20269,160, 

8504010194 Provides status rept on SSER 7 re fire prelection related design change 
packages under 10CFR50.App R.Mods scheduled for completion ^850401 
VAN BRUNT.E.E. Arizona Public Service Co 85/03/29 KNIGHTON.GW Licensing 
Branch 3 3pp 29569 106-29569,106. 

8504090147 Forwards NRC 850320 memo & SSER 7,Sectlon 4 re hot functional testing 
problems & proposed remedies Related correspondence 

DEWEY.LS, Hearing Branch 3 #285 425 05/04/04 BERNABEI.L Government Ac- 
countability Project, lepp 29700 330-29700 345 

8504120150 Forwards summary of NRC comments re proposed program plan, partici- 
pant listing & handouts for 050300 meeting concerning function & task analysis, per 
detailed control room design review summary rept & SSER 7 ^ i ■ ..i 

VAN BRUNT, E E Arizona Public Service Co 85/04/04 KNIQHTON.G.W. Licensing 
Branchs 12pp 29786,307-29786 318 

8504170391 Informs that emergency operating procedures revised to incorporate inad- 
equate core cooling Instrumentation per Rev 2 to CEN-152, 'Emergency Procedure 

VAN^BFUJNT!^i^Ar«ona Public Service Co, 85/04/16 KNIGHTON.GW Licensing 
Branch 3, 2pp 2 9 828- 2 03- 29 828 265 


F, Security, medical, emergency & fire protection plane 

8504010134 "1984 Palo Verde Nuclear Generating Station Emergency Preparedness 

* Arizona Public Service Co, 84/09/26 320pp 29568 091-29569 050 

6504100128 Forwards public version of revised emergent plan implementing 
procedures, Including EFhP-03 re notification of unusual event.EP)P 27 re post-accident 
sampling & analysis & EPIP-30 re equipment invento^, 

VAN BRUNT.E.E Arizona Public Service Co, 85/02/22 MARTI N,J B Region 5, Olllce 
of Director. 2pp 29764‘211-29764'305 


0504010194 Provides slaius rept on SSER 7 re fire protection related design change 
packages under lOCFRaO.Aep R Mods scheduled for complstion by 850401 
VAN BRUNT.E E Arizona Public Service Co 85/03/29 KNIGHTON.G W Licensing 
Branch 3 3pp, 29569 106 29569 tOB 

8504250459 Forwards public version of emergency plan implementing 
procedures.including Rev 6 to EPIP 03, "Notification of Unusual Event " & Rev 5 to 
EPI P-38, "Emergency Equipment & Supply Inventory " W/050419 release memo 
VAN BRUNT.E E Arizona Public Sorvico Co 85/04/02 MARTIN. J B Region 5, Office 
of Director 6pp 30022 059 30022 187 


--8504250462 Public version of emergency plan Implementing procedures, inefuding Rev 
6 to EPlP-03, "Notification of Unusual Event fmplomenting Actions" & Rev 5 to EPIP- 
05, "Site Area Emergency Implementing Actions " 

POQE.R W. Arizona Public Service Co 86/03/1 1 123pp 30022 065 30022 187 


8504120150 Forwards summary of NRC comments re proposed program plan, partici- 
pant listing & handouts for 850308 meeting concerning function & task analysis.per 
detailed control room design review summary rept & SStR 7 
VAN BRUNT.E E Arizona Public Service Co 85/04/04 KNIGHTON.G W Licensing 
Branchs 12pp 29706 307-29766 318 


8S042B0014 Forwards fnsp Repts 50 528/85 06,50-529/85-11 & 50 530/85 08 on 
850304 08 No violation noted . 

KIRSCH.DF Region 5. Office of Director 85/04/04 VAN BRUNT.E E Arizona Public 
Service Co 2pp 30053.194-30053 210 


•8604290016 InSp Ropts 50 528/85-08,50 520/85 11 & 50 530/85-08 on 850304 
08 No violation or deviation noted Major areas inspected compliance w/10CFR50,App 
R Sections G,J.L 6 O 

QUALLS.P, MILLER, L Region 6, Office of Director 05/04/02 15pp 30053 196- 
30053 210 


8504260392 Summary of 860300 meeting w/ulll in Betheada.MD re plans for performing 
task analysis in support of detailed control room design review List of meeting alien 
dees encI, ^ ^ 

LICITRA.EA Licensing Branch 3 85/04/11 Licensing Branch 3 3pp 30026 341- 
30026 343 


8504170391 Informs that emergency operating procedures revised to incorporalo Inad 
equate core cooling Instrumentation per Rov 2 to CEN 152, "Emergency Procedure 
Guidelines" & SSER 6 

VAN BRUNT.EE Arizona Public Service Co 85/04/15 KNIGHTON.GW Licensing 
Branch 3 2pp. 2982B'203-29828 265 

8504170422 Forwards draft of proposed change to FSAR Section 9B 2 lo correct com- 
bustible loading error In Fire Zone 64 Correct combustible loading Is 66 mlnules.nol 1 
minute as indicated In FSAR Amend 13 , 

VAN BRUNT.EE Arizona Public Service Co 85/04/16. KNIGHTON.GW. Licensing 
Branch 3 6pp 29828 001-29828.006 


8504170427 Notifies that 8 h emergency lights Installed in all areas needed for oper- 
ation of safe shutdown equipment & in access & egress routes, per 850408 
telcon Emergency lighting for other plant areas provided by 1.5 h battery units. 

VAN BRUNT.E.E Arizona Public ^rvice Co 85/04/15 KNIGHTON.GW Licensing 
Branch 3 Ip 29827 361-29827*361 


8504290419 Forwards evaluation confirming compliance w/App R requirements re ca 
pabllity to achieve & maintain cold shutdown within 72 h of control room 
flre.Pfoceduros 41A0-1ZZ44 need not be revised, per discussions w/P Qualls 
VAN BRUNT.E E Arizona Public Service Co 85/04/26. KNIGHTON.G W Licensing 
Branch 3 4pp. 30047 355-30047 358 


0. Adjudicatory correspondence 

8604080258 Advises that Joint Applicants, West Valley & alaff have agreed that appro- 
priate date for OL hearings to begin would bo on 85081 1 Written testimony & pro 
posed exhibits should be tiled on 850501 & 17.Related correspondence 
DEWEY, LS Hearing Branch 3 #285 391. 85/04/01. LAZO.R M.. CALLIHAN.D, 
COLE,R F Atomic Safety and Licensing Board Panel 2pp 29602.104-29682 105 

8504080247 Forwards documsnls re proposed amend lo License SNM-1922 to author- 
ize increase fn quantity of total Pu possessed from 3 g to 6 g Related correspond- 
ence 

DEWEY, LS. Hearing Branch 3 #285 385. 85/04/03 LAZO.R M . CALLIHAN.D. 
COLE,R.F. Atomic Safely and Licensing Board Panel 6pp 29682 027-29682 031 

8504090147 Forwards NRC 850320 memo & SSER 7,Seclion 4 re hoi functional testing 
problems & proposed remedies. Related correspondence, 

DEWEY, LS, Hearing Branch 3 #285 425 85/04/04. BERNABEI.L Government Ac- 
countability Project lepp 29700.330-29700345 
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O!)D^220-2fi4 tliat ( P<)lliulino v^ill lour fcici1i-ti(9<i on i^'^OSOGOtio ropro 

soninlivo ol esmli purly invilod In rtitontl tour NolilicrtUon of «TUoni!anco lotiuosloa l>v 
O’):™! £i<Jiv('(h:in U'jDlin 

POl Coiiiinfchslonon 0}^'1 Offico of iho rxociilivo L-og,!! Difoc 

hir Ip ?!TO04'J i?ni)1()(l43 


0503260045 IG Info Notice 8b-026. “Vacuum Relief Sya for 9WR Mark I & tl Contain 
monls Svc llsl end 

Divi'iion of Emergency Preparedness & Engineering Response (Post 
OonsolidQtod Edison Co of New York, Inc 92pp 29667 107 


li. Goriornl coiroapofulonce 

DSO^OtOOSQ Intofim Ihnl bonrd of iliioclors will propose corporate rostruclure of compa 
ny suhj to 'ilDckholtlOfS approval In Api tOOS.as discuasotl wr/M Lie lira on 
ObO'n'i Nfiwn rnlonuo dUI 960315 A proposod roslriiclurrj omnnizalion chad one! 

VAN [lHUNT.f E Anroiiii Public Sravlco Co 05703/25 (3LNTON,ll Office of Nucloar 
flarti'lernejuilalion Dirndor 3(ip 2/1-2D57I 274 

0504080350 I orward'r ndws rolunse ro iilil hoard of directors proposed corporal a 
rnMtriicluro.siibk to storkholdar eppmviil nt U50410 munting C«otporata restruoUire in^ 
rtudt'n fiinmitlun of hoklmn rompany 

VANUMUNt.f f Ati/ona Piililic Sorviro Co R5/03/25 MARTIN JU Ftegton 5, OMico 
el Dirtit'lnr 4pp 20066 050-2011(15 001 

0504050266 Panuoslii all iiiluro NRC carrospendonco ro plar^l bo loi warded lo listed 
aififrerts 

VAN PHHNT.FL Ari/una Puhllo aorvico Co 65/03/2B KNIGHION.GW Licensing 

rirni\ch3 1|i 2(100 1 aiUPROhl 210 


J. insurnneo A ladornaily Informallon 

05040 100GO rorwarrh I ndorsoinonl 21 lo NEl lA Poliry NF 266 
VAN HHUNTjP E Ari^onn PiibNi) Sorvlcu Co, Ob/03/25 Olflco of Nuctoar Ronctor 
nriOeliikon, CJIreclor ?pp 295/1 P20 29571 22/ 


05040 1003D IE Info Notice 65 027. “NoMicalions to NRC Operations Ctr & Reporting 
Evanls in LERs “ Svc list end 

JORDAN, E 1 Division of Emergency Preparedness & Engineering Response (Post 
030103) 65/04/03 Consolidated Edison Co of New York, Inc 98pp 29690 255 
29690 302 

8504260540 Forwards Insp Ropla 50-529/85'13 & 50-530/85 06 on 850304 08 & IB- 
22 No violalions noted 

KIFISCH.D F Rogton 5. Office of Director 05/04/04 VAN BRUNT, E E Arizona Public 
ServiCoCo Ip 29989 210 29939 216 

“6504250645 Insp Repls 50 529/85 13 & 50-530/85-06 on 650304 08 & 18 22 No vio- 
lations or deviations noted Major areas inspected welding of steel structures & sup- 
ports & handling & storage of equipment A matls 

WAGNER.WJ, YOUNGJ. MILLER, L F Region 6. Office of Director 05/04/03 6pp 
29080 211-29989 216 

8504290014 Forwards Insp Repls 50 528/05 06,50 529/05 11 a 50-530/85 08 on 
050304-09 No violation noted 

KIRSCH.OF Region 5, Office of Direclor 85/04/04 VAN BRUNT, EE Arizona Public 
Service Co 2pp 30053 104 30053 210 

-8504290016 Insp Repls 50 528/05 06,50-529/85-11 & 50-530/85 08 on 850304- 
00 No violation or deviation noted Major areas inspected compliance w/l0CFR50.App 
R Soclions G.J,L & O 

QUALLS.P. RAMSEY, C, YOUNG.T Region 5, Office of Director 85/04/02 15pp 
30053 196 30053 210 


Q. Insfecllari roporla, IE Gullollas A corroaponclonce 

0504110043 lorwilfitn In^p lUtpIn 50 52&/B? 05,50 529/65 07 & 50 530/05 04 on 
OliUP1 1 15 No vicliilion iiolod 

KfnSCtLD F (ioglon 5. Office of Director 95/03/20 VAN DFlilNT.E L Arizona PublJc 
Service f:o ?p|; 2'l//7 024 20/ /7 032 

-8504110046 Insp RepH 50 b?0/BO.O5.bO 520/B5 0/ A 50 530/85 04 on 859211- 
16 No VJtilnliun or duviallon noted Major nroas inspected lirormoe action on 
iQCH^fiO.'jnfe) fonnl iJuNclonclos & progrnm dlroctcd In&p of opornting filaltlng 
SORENSEN.rtC: , MILIFFLLF Hogion 5. Oifico of Dlroclor (15/03/15, Vpp 
20/7/026 20//7 032 

6503190050 H Inin Notico Ob 022, ‘3 Itnilorquo Motor Operated Valves Resulling From 
Incorrccl Inslnlfftlloii o1 f^irlon Gear "Svc li*il end 

JORDAN, E I CiviDlnn of rtnnrnnncy Propnrfliliioss & Ennlnourlng Respoiiso (Post 
^ loOpp 20507001 


830103) 115/03/21 
?0b07 ODb 


Consotidalod fdl'icn Co of Now Yojk 


OB032I0401 IE Info Nollcn 85 023. “Inadequato Siiivolllanco & F^ostMolnl A Post Mod 
Syfl Tesllnfl ” Svc list onci » „ . 

JOnDAN.F I. OivJbion of Lrnoroancy PfOpnr<3dno8«> & Ennineorinn Rosponso fPosi 
630103) 05/03 /2? CensdUftlml ttllson Co o1 N«w York, Inc fODpp, 2965G001- 
20550 107 

0504110464 Fopwarrla livip Ropts 60 628/08 01,50 520/06 01 A 50 530/65 01 on 
fMl201-850131 & noilco of viofaiion 

KIRSCU.Df Rngion b, OffiCd of Orroclor 00/03/22 VAN 13RUNT,F E Arizona Public 
SofvJco Co Ppp HOMo 1 15 29780 131 

-8504110490 Nnlico of violation from fnsp on 041201 850131 
WILLLfUF Region 5. Olfico 0l Dintdor 1)6/93/22 Ip 29780,117-20780 1 17, 

- 0604110303 Insp Rents 50 525/05 91.50 526/05 01 & 50 530/05 01 on 041201- 
85013 LVi elation noted failure fo assure that woleJIng oi> RVAC units complied w/draw- 

nlinNASzlail. 0ALL,jn. MILLFR.LF, noglon Q, Oftlco of DifOClor 05/03/14 
Mpp 26/50 116 20760 131 


8504290110 Forwards fnsp Repts 50-529/85 05 & 50 530/85 03 on 850201 0302 No 
violations or dovialions icJenlilied 

KinSCH.DF Rogion 6. Offfco of Director 85/04/08 VAN BRUNT.E E Arizona Public 
Servico Co Ip. 30053 179 39053 106 

--6504290124 Insp Repls 50-529/85 05 A 50 530/85 03 on 050201-0302 No violalions 
IcJentlliod Major areas Inspected activities re Unit 2 conlammenl structural integrity lest 
& inslallaUon of Unit 3 electrical cable 

HERNANDEZ.G H , fiALl,J R . CLARK.C A Region 5. Office of Director 85/03/20 
Opp, 30053 160 30953 168 

8504050042 Suppl I to IE tnfo Notice 85 003, “Separation of Primary Reactor Coolant 
Pump Shaft A Impeller '' Svc list end 

JOHDAN.C.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/09 Consolidaled Edison Co ol New York, Inc lOIpp 29791 025- 
20791‘12G 


6S04050047 IE fofo Nolico 85 028. “Partial Loss of AC Power & Diesel Generator Deg- 
rad a1ion.“ Svc list ertcl ^ , 

JORDAN, Et Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/04/09 Consolidated Edi-son Co of New York, Inc 109pp 29790 278* 
20791 024 


9504290089 Forwards Inap Repls 50-528/65 04 A 50 529/85 06 on B50201-0310 A 

K?RSCh!o p'^Rsglon 5, Office of Director 85/04/09 VAN BRUNT.E E Arizona Public 
SorviCO Go 2pp 30053 281 -30053 299 

“860429OD9& Insp Repls 50-528/85 04 A 50-529/85 06 on 850201-0310 Violalion 
noted falluro to adhere to procedures governing control of maint oc/noion 

ZIMMERMAN.R , FIORELLI.G , BOSTED.C Region 5. Office of Director 85/03/26 
15pp 30053 285-30053 299 

B504090419 IE fnfo NoUce 05-029, “Use of Unqualified Sources in Well Logging Appli 

PARTLOW^J^G^Owidon of inspection Programs (Post 860212). 86/04/12 Consolidal 
ed Edison Co of New York, Inc 66pp 29832 001-29632 023 


0503220414 IL Info Noliro QG 024, “Fnlluroa of FYotoclivo Coalings In PJpos A HXs” 
Svc list cincli 

JORDAN, C L Division of Emuffloncy Proparodneas A Fnginoofinfl Response (Ppsi 
030103} 85/03/26 Conootidnled Edison Co of Now York, Inc lOBpp 29506.154- 
29500 363 


8504170240 IE Irtfo Notice 05-030, “Microbiologically Induced Corrosion Containment 
Svc Water Sys “ Svc list end . » ^ 

JORDAN.EX Division of Emergency Preparedness ^Engmeerina Response (Post 
639103), 85/04/19 Consolidated Edison Co ol New York, Inc 109pp 29966 258- 
260 66 363 


6604100010 F-erwardB Insp Repls 50 626/04 59,50 529/84 39 A 60 530/84-20 of^ 
841 128 950125NO violnllon nolod . . 

KtnSCtl.D F Rcnian 3, Office of Director 65/03/27, VAN URUNT.E E Arizona Public 
BorvIcoCo, 2pp 29011420-290111140 

-8504180616 Insp Repls 60-520/64-50.50 529/64-39 A 60 530/04-28 on 641126- 
050 125 No nonccmplfanco or (Jovmlion nolad Major areas Inspected roullna [oiiowup 

ECkTiARdTj^^HO^^ MILLUn.LF Rogion 5, Olfico of Dkoctor 80/03/27 10pp 
20911 131-2001 L14B 

6604020205 Forwards updated ovatuahon of pilot program for conducllrigi annual tea in 
hsps A heavily loading alio w/ro8fdonl [nspcctors.por 050228 prolimlnary review of 

I^ARffl'e’ nogloffaifco'o/aro^ 05/03/?# TAVlOn.J DiroolOf’a OHIco, 
Oto Xapociloitancl Enforcoraonl Vpp 30577 226-28577:230, 

8604180499 RcsDonds lo 050121 cLgeoation lo Include slallstlcs In analysis of Units 2 
A 3 rolnsp Proorarn tor hoavity loadod suppor la Iriiliaticjn of special const insp plana 
diacusBOii Sfaliailcml ovafuallon will bo comploled by Jill 1905 _ „ , 

VAN BRUNT, E.E Arizona Public Service Co 65/03/20 KIRSCH.D F. Rogion &, Ofheo 
of Dlractor 2pp 20050 174-29059.170 

8603280037 IE Info Nolico 85 026, “Consldoratlpn ol Thermal Ccndilipns in Design A 
Install alien of Supports for DJqsgI Q alter alor Exhausl Silencers Svo list oncL 
JORDAN.El Divialon of Emergor^cy PfQMradnoBs ^ 

030103) 05/04/02 Con solid otod Edison Co. ol Now York, Inc, 107pp. 20667.199 
20667 306 


B504190055 IE Info Nolico 05 032, “Recent Engine Failures of Emergency Diesel Gen- 
JORDAN.Ix ”oiv1sion of Emergency Preparedness & 

839103) 85/04/22 Consolidated Edison Co of New York, Inc i09pp 29988 239- 
29900 347 

B5O410OO6O IE Info Nolice 85-033, “Undersized Nozzle To-S hell Welded Joints In Tariks 
A HXs Constructed Under Rules of ASME Boiler A Pressure Vessel Code. Svc list 

JORbAN.EL DJVision ol Emergency Preparedness A Engineering Response (Post 
030103). 85/04/22, Consolidated Edison Co of New York. Inc lOBpp 29989.001- 
29900 107. 

6504220347 IE Info Notice 84-04, Rev 1 . "Defsclencies in Ferro-Resonanl Transformers." 

?OR DANIEL Division of Emaroency Preparedness & Engineering Response (Post 
& 30103 ).' 85/04/24. ConsoUdaled Edison Co, of New York, Inc Tl8pp. 30027 067- 
30027^104. 

R. Periodic operating reports A related correspondence 

8504120182 Responds to FOIA request for Caseload forecast Panel fifes in Ofc of Re- 
.Vr.fi UrttFnrtwards listed documents Documents also available In PDR 
FELTON 9 M. Division Of Rules and Records* 84/06/06 KILLEFER.C Shaw, Pittman, 
Polls A Trowbridge. 2pp 30300 003 30303 129 
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>8504120426 Forwards updated const status repts as oi 830630 
FASNACHT.D B Arizona Public Service Co 03/07/0B fnlormation Systems Branch 
4pp 30318 012-30318 015 

>6504150133 Forwards updated const status repts as of 830930 
VAN BRUNT, E E Arizona Public Service Co 83/11/03 Information Systems Branch 
4pp 30318 077-30318 080 

■8504150330 Forwards updated const status repts as of 820930 
FASNACHT.D B Arizona Public Service Co 82/10/13 Information Systems Branch 
4pp 30325 285-30325 288. 

■6504150446 Fonvards updated const status repts as of 830331 
FASNACHT,D B Arizona Public Service Co 83/04/26 Information Systems Branch 
4pp 30326 031-30326 034 


S. Reportable occurrences, LERs & related correspondence 

8504010048 Fonrrards deliciency evaluation ropt revs considered substantive to final 
repts Revs evaluated as nonsubstantive noted 

VAN BRUNT, E E Arizona Public Service Co 05/03/12 KIHSCH.D F Region 5. Office 
of Director 4pp 29571 222-29571 225 

BS041 10181 Interim Deficiency Repl DER 85 05 re nonsegregalod bus fire penetrations 
w/o proper taping on bus conductor wtthin firestop area Initially reported on 
850219 Final rept will be submitted by 85040$ 

VAN BRUNT,E E Arizona Public Service Co 85/03/19 KIRSCH,D F Region 5, Office 
of Director 3pp 20777 250-29777 252 

6504110172 Interim Deficiency Rept DER 85 01 re auxiliary feedwater pump drive 
turbine Due to extensive investigation & evaluation, final rept delayed until 850405 
VAN BRUNT, E E Arizona Public Service Co 85/03/19 WRSCH.D F Region 5. Office 
of Director Spp 29777 162-29777 163 

8604050277 Part 21 ropt ro possiblo defect In minerat-insutated cable 
assemblies Design, mfg & qualification tosling of high range containment area monitor- 
ing sys completed.Design qualification rept end 

COLTON, A M Kaman Co 86/04/02 TAYLOR.J. Director's Office, Office of Inspec- 
tion and Enforcement 2pp 29663 144*20664 297 

-8504050279 Part 21 rept re failure of mineral insulated cable undergoing Class IE 
qualification testing Investigation underway Design, procurement, mfg & testing expect- 
ed to be completed by May 1983 

PIRAINO.D Kaman Co 82/11/17 Region 4. Office of Director 7pp 29663 146 
29663 152 

8504240639 Final Doficiency & Part 21 Ropt DER 05 04 re Ruskin fire dampers not in 
stalled per manufacturer Installation instructions Initially reported on 850211 Dampers 
will be fastened to assure UL certification maintained 

VAN BRUNT.E E Arizona Public Service Co B5/04/05 KIRSCH.DF Region 6 , Office 
of DireclOf 5pp 29077 328 29977 332 

8604300022 PNO*V*B5 022 on G50423, explosion & fire occurred in oil cooled current 
transformer following testing of mam generator.No personnel Inluries occurred Cause 
of fire & extent of damage currently being evaluated 

CHAFFEE.A , 2IMMERMAN.R Region 5. Office of Director 05/04/23 Ip 30058 210* 
30050 210 


8504170459 Noilfrcalion of 850403 meeting w/util & C-E in Bolhosda.MD, to discuss 
secondary water chemistry & Chapter 1 5 reanalysis 

KNIGHTON.GW Licensing Branch 3 85/04/01 LICITRA.E A Licensing Branch 3 
3pp 29906 040-29906 050 

8504050215 Forwards “Evaluation of Spray Pond Weld Corrosion," per telcon 
request Investigation identified weld teak m 6 inch diameter stainless steel pipe inside 
©ssenlial spray pond 

VAN BRUNT.F E Arizona Public Service Co 85/04/03 KNIGHTON.G W Licensing 
Branch 3 Ip 29665 190 29665 200 

“8604050218 “Evaluation of Spray Pond Weld Corrosion " 

• Arizona Public Service Co 06/04/02 lOpp 29665 191 29665 200 

8504050263 Forwards summary of proposed FSAR & Amend 14 changes, list of differ* 
encos & justifications of Amend 14 char^ges & EE Van Brunt 841219 Ur forwarding 
updated listings for licensing documents 

VAN BRUNTS E Arizona Public Service Co 85/04/03 KNIGHTON.GW Licensing 
Branch 3 lOpp 29661 219 29661 244 

8604160396 Forwards response to NRC 850312 request for addi info re pressunzer 
safety valves (nfo establishes acceptability of increased blowdown of pressunzer 
safety valves for power operation 

VAN BRUNT.E E Arizona Public Service Co 85/04/12 KNIGHTON.GW Licensing 
Branchs 19pp 29815 077*29815 095 

8504170409 Forwards chemistry limit comparison to close License Condition 
2 C (23), incorporating excerpt from Section 3 a of SECY-B4-13A & tables from Steam 
Generator Owners Group Special Repl EPRI NP 2704 

VAN BRUNT.E E Arizona Public Service Co 85/04/15 KNIGHTON.GW Licensing 
Branch 3 15pp 29628 051-29828 065 

8504180212 Forwards categorization of FSAR Chapter 15 safely analyses & schedule 
of reaoalyses to be performed, per License Condition 2 C ( 21 ) Results of reanalysis of 
events listed will bo submitted by 851001 

VAN BRUNT.ee Arizona Public Service Co 85/04/15 KNIGHTON.GW Licensing 
Branch 3 14epp 29058 083 29858 231 

8504120206 Generic Ltr 85 06 to all PWR licensees & all applicants for OLs re QA guld* 
ance for ATWS equipment not safely-related Sve list end 

THOMPSON, HL Division of Licensing 85/04/16 Consolidated Edison Co of Now 
York. Inc 22pp 29947 200-29947 309 

8504120031 Generic Ltr 05 02 to all PWR licensees & applicants, holders ol CPs & Fort 
St Vrain re recommended actions stemming from NRC integrated program for resolu 
tion of unresolved safely issues ro steam generaior tube inlegrily Sve list end 
THOMPSON, H L Division of Licensing 05/04/17 Yankee Atomic ElecUic Co 12?pp 
29953 071-29953 262 

8604 230453 Forwards supplemental response to Generic Lit 03 24 ra Salem ATWS 
event Response provides addI Info re Areas 1 & 3 of util 841218 Itr.Includmg Rev 0 to 
Procedure 79AC-9ZZ08, “Post Trip Review Reporting " 

VAN BRUNT.E E Arizona Public Service Co 85/04/19 KNIGHTON.GW Licensing 
Branch 3 Cpp 29952 1 12*20952 152 

..8504230457 Rev 0 to Procedure 79 AC 9ZZ0fl, "Post-Trip Review Reporting ’’ 

SELF.J.. BYRON, OR Arizona Public Service Co 83/12/05 5pp 29952 118- 
20952 122 


V. Operator Examinations 

8504010237 Summary of 850220 meeting w/otll In Belhesda.MD re requirements for 
cross licensing of operators on mullipio units Lists of meeting attendees end 
LICITRA.EA Licensing Branch 3 05/03/10 Licensing Branch 3 6 pp 29574 267* 
20574 271 


DOCKET STN-50.530 PALO VERDE NUCLEAR STATION, UNIT 3 


A. AppKcation/constructlon stage documents & correspondence 


8504120182 Responds to FOIA request for Caseload Forecast Panel files In Ofc of Re- 
source Mgl Forwards listed documenis Documents also available in PDR 
FELTON.J M Division of Rules and Records 84/06/06 KILLEFER.C Shaw. Pittman, 
Potts & Trowbridge 2pp 30300 003-30303 129 

“8208140227 Notification of 820629 mooling w/util to discuss status ol schedule revi- 
sion for facility completion 

LICITRA.EA. Licensing Branch 3 82/06/09 MIRAGLiA.FJ Licensing Branch 3 2pp 
30334 325-30334 326 

“8504160166 Summary of NRC Caseload Forecast Panel 801028*30 meetings w/ulll In 
Buckeye, AH & 001029 site visit re plant const status Meeting agenda, attendees & re* 
fated Infojncludlng startup schedule mlleslones & NRC 831 1 18 press release encL 
* NRC • No DolaHed Aflillalion Given 80/11/06 NRC * No Detailed Affiliation Given 
600pp 30334*327-30336 025. 

8504050221 Forwards updated summary of remaining work & coats re deletion of RCS 
pipe whip restraints & Jet impingement shields requested m 841210 application to 

amend CPPR.142 & CPI=>R-143 , 

VAN BRUNT.E E Arizona Public Servlco Co 85/03/26 KNIGHTON.G, W Licensing 
Branch 3 2pp 29665.175-29665 177 

8504050259 Forwards revised draft FSAR Section 1 1 5 changing latest schedule for li- 
censing of facility. Unit 2 schedulad to receive OL by Dec 1985 & Unit 3 by Dec 1986, 
VAN bIhUNT.E E Arizona Public Service Co 85/03/20 KNIGHTON.G W Licensing 
Branch 3 2pp 29661 348>2966V349 


8504050189 Informs of changes to 630926 salt deposition & impact morilloring 
plan .including monitoring location.soil sampling analysis & vegetation sampling/analy- 
sis changes Program objectives unaffeclea 

VAN BRUNT.E E. Arizona Public Service Co 85/03/29 KNIGHTON.G W Licensing 


Branch 3. 3pp 29666 189 29666 191 


-8504230464 Rev 1 to Procedure 79IS-9Z203, "Post Trip Review Ropt “ 
RICHAROSON.M P . CLYDE.M L Arizona Public Service Co 85/04/11 OOpp 
29952 123*29952 152 

8504290337 Discusses revised Chapter 15 analyses per License Condition 
2 C( 21 ) Proposed changes will bo reviowod considering as-built configuration & impact 
on Chapter 15 analyses Revised program will be implemented by 660701 
VAN BRUNT.ee Arizona Public Service Co 05/04/23 KNIGHTON.GW Licensing 
Branch 3 Ip 30048 381-30048 361 

8504290381 Forwards draft change to FSAR Table 6 2 1 3, revising pressunzer compart 
ment design wall loading from 54 psld to 73 psld Revised voluo evaluated & 
acceptable Design erdorra of FSAR Section 3 8 confirmed 

VAN BRUNT.E E Arizona Public Service Co 85/04/25 KNIGHTON.G W Licensing 
Branch 3 4pp 30047 359 30047 362, 

8B04300222 Forwards proposed change to FSAR Fiauro 9 4 9. "P&l Diagram HVAC- 
Fug) Bldg ” Quality classification for temp elomenls for charcoal fillers in fuel bldg as 
sontial air handling units downgraded to non Quality Class O 
VAN BRUNT.E E Arizona Public Servlco Co 85/04/26 KNIGHTON.G W Licensing 
Branch 3 4pp 30057 072-30057 075 

8504300338 Ack receipt of 850228 Amend 14 to FSAR.changing OA program descrip- 
tion contained In Chapter 17 Review & evaluation of submittal will require more than 
60 days 

KIRS(:H,DF Region 5, Office of Director 05/04/26 VAN BRUNT.E E Arizona Public 
Service Co Ip 30065 265 30065 265 


E. NRC Safely Evaluation Report (SER), supple & correspondence 

8504240113 Forwards QA Branch SSER 7 input re proposed changes to OA organiza- 
tional structure & clardications to OA related reg guides Ulil responses to concerns 
should bo submitted & accepted prior to issuance of SSER 7 
GRACE.JN, Division of QA, Safeguards & Insp Programs (830103-850212) 84/12/ 
05 KNIGHTON.GW Licensing Branch 3 lOpp 29986 183 29988 192 

8501080276 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
PALO VERDE NUCLEAR GENERATING STATION, UNIT NOS 1,2 AND 3 Docket 
Nos 50 526,50-520 & 50 530 (Arizona Public Service Company) 

• Division of Licensing NUREG 0857 S07 84/12/31 157pp 20260 004-2D269 160 

8504010194 Provides status rept on SSER 7 ro fire protection related design change 

e ackagos under 10CFR60,App R Mods scheduled for completion by 050401 
AN BRUNT.E.E Arizona Public Servlco Co 85/03/29 KNIGHTON.G W. Licensing 
Branch 3 3pp 29569 106 29569 10B 
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6604000147 Foiwards NHC e503?0 memo & SSER7,Soction 4 re hoi functional to sling 
probJema & proposed remortios Rolatod corrasponrionco 

DEWEY, LS Hearing Branch 3 235 425 85/'04/04 BERNA.BEU Govoinmem Ac^ 

couilabiMy fVo|oc1 16pp 20700 330^20700 345 

Q504120160 Forwards summary ot NRC comment ro proposed program plan, porllci 
paml listing &. handouts for 860308 mooting concorninn function & task analysis per 
dotallod conirol room design rowiow summary ^opt & SSER 7 

VAN 0RVJNT.ee Arizona Public Sorvico Co 85/04/04 KNIQHTON.Q W, Llcenslno 
□ranch 3 t2pp 20766 307 20708 310 

D604170S&1 Informs lhat emergancy operating procedures revised to Incorporate [nad- 
oquaio core cooling InstrumDntalion per Rov 2 lo CEN 152, “Emorgancy Procedure 
Gliidolini’S a SSCR G 

VAN BRUNT, EE Arizona Public Sorvico Co, 05/04/15 KNIGHTON,GW Licenalno 
Branch 3 2pp 20823 203 23823 265 


r. Security, medical, omergoncy tc lire protoctlon plans 


86043 10134 "1934 Palo Vordo Nucloar Generating Station Emergency Preparedness 
Exera&o " 

' Arizona Public Service Co 84/09/26 320pp 20583 091 39569 050 


B50410012D Forwards public version of revised omorgonw plan Implementing 
proccduros.rncluding EPIP'03 ro noliltcaUon of unusual 6vanl,EPIP’27 ro post accident 
sampling & analysis & EPIP 30 re equipment Inventory 

VAN nniJNT.E E Arizona Public Service Co 85/02/22 MART IN. J B Region 5. Offico 
of Director 2pp 20764 211 20764 305 

-8504109135 Public version of revised omorgoncy plan implomenling 
pre CO dure s. including EPIP 03 ro nolificaHon ot unusual evont.EPIP 27 re post accident 
sampling & onaiygls & EPIP 33 re equrpmonl Invon lory W/05 0402 release memo 
‘ Arizona Public Service Co 85/02/22 02pp 29764 213-29764 305, 

6504250275 Public version of omorgoncy plan implomenling procoduros, including Rev 
5 to EPIP‘Q4 ro alorl Imptomonling actions. Rev 3 to EPIP 20 ro personnel assembly & 
accountability ■& Rev 3 lo EPIP 22 ro porsonnol in]ufy.W/85'04tB release memo 
• Arizona Public Sorvico Co. 65/03/3! 63pp. 30020.209*90026 204 


8504020136 Submits analysis of smoke detoclion sys inslallalionjn response to 
050304 06 opbn Horn horn App R eudil Dovlalion from provisions of NFPA 72F Sec- 
Uon 4 3 7 3. "Beam Const •' raquostod 

VAN BRUNT, E E Arizona Public Service Co 65/03/25. KNIGHTON,G W Licensing 
Branch 3 2pp. 29560 334.29560 335 

0504020205 Forwards updated evaluation of pilot program for conducting anirua! team 
insps & heavily loading site w/ros1dant Inspociors.por 650226 preliminary review of 
pilot program Pilot program successful 

MARTIN.JB nogion 5. Olfico of Director e5/'03/2e. TAYLOR, J Director's Office, 
Olficeof InspectlOin and Eniforcomorit 7pp 20577.226 20577 230 


6504010104 Provides status fopl on SSER 7 re lire protection-related design change 
packagoa under lOCFRSO.App R Mods scheduled for completion ^ 859401 
VAN SnUNLEE Arizona Public Service Co 65/03/20 KNIGHTON, GW Licensing 
Branchs 9pp 29560 106-20569’ 108 

6504260459 Forwards public version of omorgoncy plan implementing 
procodurosjncluding Rev 0 to ETIP*03, "Notiflcalion of Unusual tvoni ” A Rov 6 to 
t PIP-98, "Emergency Equipmonl A Supply Inventory/* W/060410 rcleaso memo 
VAN 0RUNT.EC Airzona Public Service Co 05/04/02 MARTIN, J.B Region 6, Offico 
of DiroclOf 6pp 30022 059 30022 187, 


-.0504250462 Public version ol emergency plan Implomenling procedures, Including Rev 
6 Jo EPIP 03, "NoliliCQlion of Unusual Event Implomenling Actions" & Rov 5 to EPIP- 


05, *'Sil0 Area Emorgoncy Implemontlng Actions " 

POQE,R,W. Arizona Public Service Co, 85/03/1 1 123pp 00022 065.3 0022.- 


167. 


6504120160 Forwards summary of NRC commenla ro proposed program plan, partici- 
pant listing & handotils (or 650398 meeting concornlng function & task analysts, per 
detail od control room do sign review summary reel & SStR 7 
VAN BRUNT, G,E, Arizona Public Service Co, d5/04/04 KNIGMTON.GW. Licensing 
Branch 3. 12pp. 2G706 307-29786 318 

6604290014 Forwards Insp Ropts 50-520/85-06,60-529/65-11 & 60-530/85 06 on 
850304 03 No violation nolod ^ -r r- ^ un 

KIRSCH.D F, Region 6, Office Of Dtroclor 05/04/04. VAN BRUNT, E E. Arizona Public 
Sorvico Co 2pp 30953.194.30053 210 

«05O4296Oie Insp Rcpla 60 528/85 06,60 526/65-11 A 50 530/85-08 on 050 304- 
08.No violailor> or dovlalion noled.Walor areas Inspected compliance w/10CFR50,App 

QUALLS?P. R'4^on ^'Office of Director 65/04/02. 16pp. 30053 ’196-30053’210 

9604250392 Summary of 65030B meeting w/uUI \n Bothesda.MD re plans for performing 
task aralpis In support of detailed control room design roview.Llsl of meeting atten- 

lFcitRA^GA Llconsing Branch 3 65/04/11. Licensing Branch 3, 3pp 30026 341- 
30026 343 

6504170391 Informs lhat omergency operating procodurea revised to Incorporate load 
equate core cooling insirumenlallon per Rev 2 lo CEN-152, "Emergency Procedure 

VAN^BFflJNf!t?i.^Ar^ona Public Service Co. 85/04/16. KNIGHTON^QW. Licensing 
Branch 3 2pp 29820*203 20028.265. 

8504179422 Forwards draft of proposed change to FSAR Section 9B,2 lo correct com 
busllblo loading error in Fire Zone 54.Correcl combustible loading Is 66 mino!05,not 1 

VAN^BRUNT.E^E^I'Vr^zQ^^ Co 05/04/15. KNIGHTON, G.W. Licensing 

Branch 3. epp. 20828 001.29828006 

Branch 3. Ip 29327361 29627361 


8504290419 Forwards evaluation confirming compliance w/App R requirements re ca- 
pability to achtevG & maintain cold shutdown within 72 h of control room 
fire Procedures 41 AO 1ZZ44 need not be revised, per discussions w/P Qualls 
VAN BRUNT, E E Arizona Public Service Co 85/04/25 KNIGHTON, G W Licensing 
Branch 3 4pp 30047 355-30047 358 


G, Adfudl calory correspondence 


8 604060 258 Advises that Joint Applicants, West Valley & slafi have agreed that appro- 
priate date for OL hearings lo begin would be on 850611 Wnlton testimony & pro- 
posed exhibits should bo filed on GS0501 & 17 Related correspondence 
DEWEY.LS Hearing Branch 3 //2Q5 391 85/04/01 LAZO,R M , CALLIHAN.D, 
COLE.R F Atomic Safety and Licensing Board Panel 2pp 29682 104-29682 105 

850408 0247 Forwards documents re proposed amend to License SNM-1922 lo author 
ize increase In quantity of total Pu possessed from 3 g to 6 g Related correspond 
enco. 

DEWEY.LS Hearing Branch 3 #205 385 85/04/03 LAZO.R M . CALLIHAN.D, 
COLE.R F Atomic Safety and Licensing Board Panel 5pp 29662 027-29682 031 

8504090147 Fonvaids NRC 650320 memo & SSER 7. Section 4 re hot functional testing 
Dfoblems & proposed remedies Related correspondence 

DEWEY.LS Hearing Branch 3 // 265 425 85/04/04 BERNABE1.L Government Ac- 
countability Project IBpp 29700 330 29700’345 


K. General correspondence 


650401Q03S Informs lhat board of directors will propose corporate rostructuro of compa 
ny sub] to slockhotdors approval in Apr 1985, as discussed w/M LIcitra on 
060315 News release did 850315 & proposed restructure organization chart end 
VAN BRUNT.E E Arizona Public Service Co 85/03/25 DENTON, H Office of Nuclear 
Reader Regulation, Director 3pp 29571 271-29571 274 

8504060350 Forwards news release re util board of directors proposed corporate 
reslruclure.sub} to stockholder approval at 850418 meeting Corporate reaUuclure In- 
eludes forma lion ol holding company 

VAN BRUNT,E E Arizona Public Service Co 85/03/25 MARTIN, J B Region 5. Office 
Ofoirector 4pp 23685 088 29685 091 

8604050266 Requests all future NRC correspondence ro plant be forwarded to listed 
address. 

VAN BRUNT, EE Arizona Public Service Co 85/03/28 KNIGHTON, GW Licensing 
Branch 3. Ip 29661 218-29661.218 


J, Insurance & Indemnity Information 


8504010050 Forwards Endorsement 21 lo NELIA Policy NF-a66 
VAN BRUNT, E E Arizona PubUc Sen/ice Co 85/03/25 Office of Nuclear Reactor 
Regulatfon, Director 2pp 29571 226 29571 227 


O. Inspection reports, IE Bulletins 8c correspondence 

8504110043 Forwards Insp Repts 50-528/85 05,50 529/65-07 8 50 530/85 04 OP 
05021 M5.No vFolallon noted 

KIRSCH.D F Region 5, Office of Director 85/03/20 VAN BRUNT, E E Arizona Public 
Service Co 2pp 29777 024-29777 032 

-8504110048 Insp Repts 50 520/85-05.50-529/85 07 & 50-530/85 04 on B56211- 
15 No violation or deviation nolod Major areas inspected licensee action on 
10CFR50 5 S(q) const deficiencies & program directed msp of operating staffing 
SORENSEN.RC, MILLER, LF Region 5, Office of Director 85/03/15 7pp 
29777*026-29777 032 

8503190069 IE Info Notice 85-022, "Llmilorquo Motor-Operated Valves Resulting From 
Incorrect Installation of Pinion Gear " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/03/21 Consolidated Edison Co ol New York, Inc 108pp 29597 001- 
29597*005 

8603210461 IE Info Notice 85-023, "Inadequate Surveiffance & Post-Mafnl & Post-Mod 
Sys Testing," Sve list end 

JORDAN, EL, Division Of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/22. Consolidated Edison Co ot New York. Inc 108pp 29656 001- 
29 656 1 07, 

8604110494 Forwards Insp Repts 50 528/85.01,50-529/85 01 & 50-530/85-01 on 
841201-850131 & notice of violation 

KIRSCH.DvF Roflioji 5, Office ol Director 85/03/22 VAN BRUNT, E E Arizona Public 
Service Co 2pp 29780 115-29780 131 

-8604110603 Insp Repts 50-628/85-01,50-529/65-01 & 50 530/85 01 on 841201- 
8S0 131 .Violation noted failure to assure lhat welding on HVAC units complied w/draw* 

HifS?ANDEl?G^H , BALL.J R , MILLER, L F. Region 5, Office of Director 85/03/14 
14pp, 2970O'1 18-29780*1 31 

0503220444 IE Info Notice 85 024, "Failures of Protective Coatings in Pipes & HXs 
Sve list end. 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/03/26 Consolidated Edison Co ot New York, Inc fospp 29596 154- 
29596,363 

8504180610 Foiwards Insp Repts 50 -528/ 84 -59,50-5 2 9/ 84-3 9 & 50-530/84-28 on 
841 1 26 850126 No violation noted 

KIRSCH.D F. Region 5, Office of Director 85/03/27 VAN BRUNT, E E. Arizona Public 
Service Co, 2pp, 29911 129-29911 .148 
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-8504180B15 !nsp Repls 50 528/84*59,50-529/84-39 & 50 530/84*28 on B41126 
850125 No noncompljance or devjalion noted Major areas inspected routine followup 
of various allegation^ 

ECKHARDT.J , HON,A , MILLER, LF Region 5, Office of Director 85/03/27 18pp 
29911 131 29911 148 

8504020295 Forwards updated evaluation ot pilot program for conducting annual team 
insps & heavily loading site w/rc<)tdant inspectors, per 850226 preliminary review of 
pilot Dfogram Pilot program successful 

MARTI ISLJ B Region 5. Office of Director 85/03/28 TAYLOR, J Director's Office. 
Office of Inspection and Enforcement 7pp 29577 226*29577 238 

8504180499 Responds to 850121 suggestion to include statistics in analysis of Units 2 
& 3 rcinsp program tor heavily loaded supports (nitration of special const insp plans 
discusseu Statistical evaluation will bo compIctocJ by Jul 1985 
VAN BRUNT, E E Arizona Public Service Co 85/03/28 KIRSCH.DF Region 5, Office 
of Director 2pp 29859 174-20859175 

8503280037 IE Info Notice 85 025, "Consideration of Thermal Conditions in Design & 
Installation of Supports (or Diosel Generator Exhaust Silencers " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc 107pp 29667 199 
29667 305 

65032SOQ4S IE Info Notice 85 026, "Vacuum Relief Sys for BWR Mark I & II Contain- 
manls " Svc list enct 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc 92pp 29667 107- 
29667 198 

8504010039 IE Info Notice 05 027, "Notifications to NRC Operations Ctr & Roporling 
Events in LERs '* Svc list end 

JORDAN.E L Divisior^ of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/03 Consolidated Edison Co ot New York, Inc 98pp 29690 255- 
29690 362 

8504250540 Forwards Insp Repls 50-529/85*13 & 50-530/85*06 on 850304*00 & 18- 
22 No violations noted 

KIRSCH.D F Region 5. Office of Director 85/04/04 VAN BRUNT.E E Arizona Public 
Service Co Ip 29989 210 29989 216 

-85042S0546 Insp Repls 60-529/05*13 & 50 530/85 06 on 850304-08 a 18 22 No vio 
lations Of deviations noted Major areas inspected welding of steel structures & sup- 
ports & handling & storage of equipment & mails 

WAGNER.WJ, YOUNG J. MILLER, LF Region 5, Olfice of Director 05/04/03 Gpp 
29989 211*29989 216 

6504290014 Forwards Insp Repls 50 528/85 06,50-529/05*11 a 50 530/85 08 on 
050304 08 No violation noted 

KIRSCH,DF Region 5, Office of Director 85/04/04 VAN BRUNT, EE Arizona Public 
Service Co 2pp 30053 194 30053 210 

-8604290016 Insp Ropts 50 528/85^06.50 529/85*11 A 50 530/85*08 on 860304- 
08 No violation or deviation noted Major areas inspected compliance w/lOCFRBO.App 
R Sections G,J,L & 0 

QUALLS, P , RAMSEY, C . YOUNG, T Region 5, Office of Director 05/04/02 15pp 
30053 196 30053 210 

6504200116 Forwartfs fnsp Repls 50-529/85 05 & 50-530/85 03 on 850201*0302 No 
violations or deviations laoritifiQd 

KIRSCH.D F Region 5, Office of Diroclor 85/04/08 VAN BRUNT, E E Arizona Public 
Service Co ip 30053 179*30053 18Q 

-6504290124 Insp Repls 50*529/85*05 & 60-530/85 03 on 850201 0302 No VJOlations 
identified Major areas inspected aclivilies re Unit 2 containment structural integrity lost 
a installation of Unit 3 electncQl cable 

HERNANDEZ.G H . BALL.J R . CLARK, C A Region 6, Office of Director 85/03/20 
Opp 30053.180-30053 188 

8504060042 SuppI 1 to IE Info Nolice 85 003, "Separation of Primary Reactor Coolant 
Pump Shaft & Impeller" Svc list end 

JORDAN.E t Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of Now York, Inc lOIpp 29791 025- 
20791-126 

8604050047 IE tnfo Notice 05 020, "Partial Loss ot AC Power & Diesel Generator Deg 
radation '* Svc list end 

JORDAN.E L Division of Emergency Preparedness & Enginoering Response (Post 
830103) 85/04/09 Consolidated Edison Co of Now York, fnc f09pp 29790 278 
29791 024 

650409D419 IE Info Notice 05 029, "Uso of Unquallfiod Sources tn Well Logging Appli- 
cations ” Svc list end 

PARTLOW.JG Division of Inspection Programs (Post 850212) 85/04/12 Consolidat- 
ed Edison Co of New York, Inc 66pp 29832 001 29832 023 

6504170240 IE Info Notice 65-030. "Microblologically Induced Corrosion Contalnmonl 
Svc Water Sys " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engmeering Response (Post 
830103) 85/04/19 Consolidated Edison Co of New York, Inc T09pp 29966 258- 
29966 363 

8504190056 IE Info Notice 85 032, "Recont Engine Failures of Emeroency Diesel Gen- 
erators " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/22 Consolidated Edison Co of Now York. Inc T09pp 29988r239- 
29908 347 

8504190060 IE Info Notice 05 033, "Undersized Nozzle To -Shell Welded Jolnls in Tanks 
A HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code" Svc fist 
end 

JORDAN.E L Division of Emergency Preparedness A Englnearirra Responso (Post 
630103) 85/04/22 Consolidated Edisoh Co of New York, Inc lODpp 29989 001- 
29989 107 


8504220347 IE Info Notice 04 84, Rev 1, “Deficiencies in Ferro Resonant Transformers " 
Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/24 Consolidated Edison Co ol Now York. Inc 11 Opp 30027 067 
30027 184 


R. Periodic operating reports A related correepondonce 

8504120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source Mot Forwards listed documents Documents also available in PDR 
FELTON.JM Division of Rules and Records 84/06/05 KILLEFEB.C Shaw, Pittman. 
Potts A Trowbridge 2pp 30300003 30383 12fl 

«85041 20428 Forwards updated const status repts as of 830630 
FASNACHT.D B Arizona Public Service Co 83/07/08 Information Systems Branch 
4pp 30318 012-30318 015 

-8504150133 Foiwards updated const status repls as of 830930 
VAN BRUNT, EE Arizona Public Sen/ice Co 63/11/03 Information Sysloms Branch 
4pp 30318 077 30318 080 

-0504150330 Forwards updated con.st status repls as of 820930 
FASNACHT.D B Arizona Public Service Co 62/10/13 information Systems Branch 
4pp 30325 2 85-30325 208 

-8504150446 Forwards updated const status repts as ot 830331 
FASNACHT.D B Arizona Public Service Co 03/04/26 Information Systems Branch 
4pp 30326 0 31 30326 034 


S. Reportafate occurrences, LCRs A related correspondence 

0604010048 Forwards deficiency evaluation ropt revs considorod substantive to final 
repls Revs evaluated as nonsubstantive noted 

VA^N BRUNT, E E Arizona Public Service Co 05/03/12 KIRSCH.D F Region 5. Olfice 
of Director 4pp 29571 222-29571 225 

86C4 110161 Intorim Deficiency Repl OER 85 05 re non segregated bus lire penetrations 
w/o proper (aping on bus conductor wjthin firestop area Initially reported on 
850219 Final root will be submitted by 850405 

VAN BRUNT, E.E Arizona Public Service Co 85/03/ 19 KIRSCH.D F Region 6. Olhee 
of Director 3pp 20777 250 20777 262 

8504110172 Interim Deficiency Repl DER 85 01 re auxiliary feedwater pump dnvo 
turbine Due to extensive investigation A evaluation.lmal repl dflayoct until 850405 
VAN BRUNT, E E Arizona Public Service Co 85/03/19 KIRSCH.D F Region 5. Office 
of Diroclor 2pp 29777 162*20777 163 

6504050277 Part 21 rept re possible delect in mlneral-insulaled cable 
assemblies Design, mfg & qualification testing of high range containment area monitor- 
ing sys completed Design qualification rept er>cf 

COLTON, AM Kaman Co 05/04/02 TAYLOR.J Director's Office, Olfico of insp ec 
lion and Enforcement 2pp 29663 144 29664 297 

-8504050279 Part 21 ropl re failure of mineral-insulatod cable undergoing Class IE 
qualification testing Investigation undorway Dosigaprocuremonl.mfg A losing expect- 
ed to bo comploted by May 1903 

PIRAINO.O Kaman Co 82/11/17 Region 4, Office of Director 7pp 29663 U6 
29663 152 

8504240839 Final Deficiency A Part 21 Rept DER 85*04 ro Ruskln fire dampors not in 
stalled per manufacturer instdllation instructions Initially reported on 850211 Dampers 
will bo fastened to assure UL certification maintained 

VAN BRUNT. E E Arizona Public Service Co 85/04/05 KIRSCH.D F Region 5. Office 
of Director 5pp 29977 326 29977 332 


DOCKET 50-537 CLINCH RIVER BREEDER REACTOR 


A. Applicallon/constructlon stage documents & corroapondonce 

8504040337 Forwards FR nolico.ASLAB 031215 order.ASLB 850311 Memorandum A 
Order ALA&-755 A FX Gavigan C 41 01 2 Ur ra terminalEon of LWA for const project 
DENTON, HR Office of Nuclear Reactor Regulalion, Director 85/03/27 
GAVIGAN,F X Energy, Depi of, Clinch River Breedar Reactor Plant 3pp 29619 306 
29619 329 

-6504040342 Notice of withdrawal of application for CP A revocation of LWA 
KING.TL Division of Safety Technology 85/03/27 3pp 29610 309-29619.320 


DOCKET STM-60-546 MARBLE HILL NUCLEAR STATION, UNIT 1 


A. AppllcaUon/construction stage documents & coirespondenco 

8504120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source Mgl Forwards Itsled documents Documents also available in PDR 
FELTON, JM Division of Rglos and Records 04/06/06 KILlEFER.C Shaw, Pillman. 
Polls A Trowbridge 2pp 30300 003-30303 1 20. 

-8504160451 Forwards updated const status repts as of 8304GO for inclusion in 
NUREG 0030, per 830314 submittal 

SHIELDS.SW Public Service Co of Indiana. Inc, 83/06/16 HARTFIELO.RA Infor- 
mation Systems Branch 3pp 30326 038-38328040 

“8604160171 Corrects error In 790312 summary of Caseload Forecasl Pane! 790227 A 
28 site visits Steam generator & reactor vessel placement begins in Aug A Sept 
10?9,re5pecHvGly NRG News Announcements 00*64 A 79-89 end 
CREWS.lA Public Service Co of Indiana, fnc 79/04/12 WILSON, JN NRC - No 
Detailed Affitialion Given 5pp 30337 073-30337 07/ 
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■ 0504150102 ^lcv 0 to "Aniofiflod Slal<5mont of Policy During Susponsion o1 Work Ac- 
tivilios List o1 flcliVQ pfoced liras R organic a lional clireclory onci 
SHIELDS, SW Public Sorvico Co Of Indiann, Inc B-l/Ol/l? 15pp 30337 OQO 
30337 094 ' ^ 

-*ft&0'lieoi08 Notillos ol 70{)5O3 maoUng w/J Coughm to roclalm rosulls of Casoload 
Torocnst PaiVQl visit & conclusions & to diqcuss proposotJ londoring of FSAR in 
Mny Proposod agonda & rolal<>tJ dociimonttnionjnctudino pro loci schiedulo oncl 
BOYD, ns NPC - No Dolalloci Anillfilion Given 79/04/17 VASSAUO^D. WILSON, J . 
AE3ELL,T NRC • No Dotoilod Affillnllon Given 275pp 30337 005-30337 278 

0504110604 Forwards roc^uosl (or addi Info ro lormlnatlor^ of activiUoa authorized under 
GPPn-170 & CPPn 171 Bite visit roQuIrod to liatormino adoguacy of siio stobilhzation 
plon.lnfo rtioboated within 45 (leva of lt< rocolpt 

YOUNQDLOOD.W J Liconainc) Branch \ B5/04/02 SHIELDS.SW Public Service Co 
ol Indiana, Inc 3pp 207G9 2QO-2076Q 270 

05040DQ20a Forwards SW Shields 050301 Itr to HR Denton ro surrendoring CPPR-t70 
&. CPPn-171 & aiimmanzing util plan to stabilize silo & motion lo tannin ate proceed 
ina 

VOIGT, MH LeBoaul, Lamb, Leiby &. MticRao, VOIGT,HH Public Sorvico Co of Indi 
onn. Inc //SaS 3B/ 85/04/04, SMITHJW, PARIS.O H , LINENBERGER,G Atomic 
Safolyond LIconsIng Board Pnno! Spp 20679'35 1-20679 355 

8504120206 Genoric Hr 05 06 lo all PWR liconseoa A all npplicanls for OLs ro QA guld 
nnco for ATWS oqulpmianl not safely related, Sve list ond 

THOMPSON,!! L Division o< Ucenaing B5/04/16 Consolidalod Edison Co of Now 
York, Inc 22pp 2004? 200-20947,300 


0504170240 IE Info Notice 05 030, ' Microbiologically Induced Corrosion Containment 
Sve Water Sys '' Sve list one! 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
030103) 85/04/19 Consotidaled Edison Co of New Yotk. tnc 109pp 29966 250- 
29966 363 

8504190055 IE tnfo Nolice 85 032, “Recent Engine Failures of Emergency Diesel Gen- 
erators " Sve Hst end 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
030103) 05/04/22 Consolidated Edison Co, of New York, Inc 109pp 299BQ 239 
2998B 347 


8604190060 IE Info Notice 85 033, “Undersized Nozzle-To-Shell Welded Joints in Tanks 
& HXa Consifuc'ted Under Rules of ASME Boiler A Pressure Vessel Code *' Sve list 
orict 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, tnc 108pp 29989 001- 
29089 107 


8504220347 fE Info Nolico 64 04 .Rev 1, '’Deficiencies in Ferro Resonaru Transformers’* 
Sve fist enc? 

JORDAN,E L Oivjslon of Emergency Preparedness A Engineering Response (Post 
830103) 05/04/24 Consolidated Edison Co of New York, Inc 118pp 30027 067- 
50027 184 


Periodic operating reports A related correspondence 


Q. Adjudicatory corroapencfonco 

8S0408D158 Mollob to tormhato OL procoodlno CPs surrondorod to NRC by 650301 
Itr Cortiflccito ei Sve and 

VOIGT, HH Public Service Co of Indiana, lac VOIQT,HVi Wabash Valloy Power As- 
flociation, Inc VOIGT ,MH LoBoouf, lamb. Loiby A MacRao //2a5 407 05/04/04 
Atomic Safoly and Licensing Board Panel 3pp 20679 265 20579 207 

0504000206 Forwards SW Shields 050301 Itr to HR Denton ro surronderiag CPPR-170 
& CPPFl 171 A summarizing iilil plan to slabLIlze site A mollon lo tcrmlnato proceed 

vSlQT^H H loOoGiil, Lamb. Leiby A MacRae VOIQT.H.H Public Servico Co of Indi- 
ana. Inc 307, 05/04/04. SMITH, 1W.. PARIS.O.H , LINENBERGER.G Alomic 
Safety and llconslng Board Pa no! 5pp 29679 351-20670 355 

86042Q0067 Rosponao to opplicanl 050404 motion !□ termlnato procatidlno Urges that 
ASLO rot gran! motion until NRC has opportunity lo comploto roviow of silo rostora 
lion p!nn & ftddi Info. 

CHAN.E.I Hoarmo Branch 2 //2es 710 B5/04/24 Atomic Safety nnd Licensing 
Board Ponol 5pp 30046'001.30046 012 

-85 04291)093 Affidavit of PW O’Connor re const of plant Corllficoto of Sve oncl 
O’CONNOR.PW Division of Licensing 05/04/24 7pp 30046 006-30046 012 


Q. inopocllori reports, IE Bullottns & corrospondenco 


0BO319O6B9 IC Into Notico 00 022, "Llmltorquo Motor OpofatocI Valves Rosulilng From 
Incorrocl Inaiaitalloa ef Pinion Gear Sve list oncl 

JORDAN.E.L Dlvififon of Emorgoncy Prepare dnosa & Enninoonnn Response (Post 
630103). 05/03/21 Consolidated Etfison Co of Now Vorfi. Inc fOQpp, 20597.001- 
20597 005 


6503210461 IE Info Notice 65 023, "Inodequato Servo lllanco & Poat-Malnl A Post Mod 
Sys To sling ” Sve liB I end ^ ^ ^ . 

JORDAN, tL, DivLaion oJ Emornoacy Proparednoss A Enpinooring Rosponso (Post 
830103) 05/03/22, Conaolidatod Edison Co of Now Yorh. inc TOOpp 29856001- 
20056 107, 


8603 220 4 4 4 IE Info Nollco 05 024, '"Failures of ProlacUvo Coatings in Pipes & HXs 


Svo Iksl oriel „ r. , , 

JORDAN, F L Division ol Emorgoncy Proparodness A Enginoodn 
030103) fi5/03/20. Consotidatod Edison Co of Now York, Inc 
20506 363. 


g Response (Post 
loapp, 29596154 - 


6693209037 IE Infe Notice 05-025, "Considoratlon of Tliermal Conditions In Oosign & 
tnslallation of Supports lor Diesel Gcnoralor Exhaust Sdencors ” Sve list oncl 
JORDAN.E.L Division of Emergency Prepare dnoaa & Engineering R^&ponso (Post 
630103) 65/04/02, ConBolidatod Edison Co of New York, Inc ro7pp 20667 100 
29067 305. 


8503200046 IE Info Notice 86 026, "Vacuum Relief Sys for BWR Mark I A If Contain- 

JOnOAN,El ' DivISon of Emorgoncy Proparodnoag A engineering Response (Post 
039103) 65/04/02. Consolldalod Edison Co of New York, Inc 02pp 20667,107- 
20667-1 Oa 

8504010039 IE Info Nolico 05 927, “Notifications to NRC Opomtiong Clr & Reporting 

JORDWG L DivJon'ol^Omorgtincy Proparednoss A Eofllnoofinfl Responso (Post 
030103) 85/04/93 Consolidated Edison Co, oi Now York. Inc 08pp 29690 2Db- 
20600 362 

6504050042 SuppI 1 to IE Info Notice 05 903, “Separation ol Pflmaiy Reactor Coolant 
Pump S)ia1 1 & Impeller “ Sve list oncl ^ , , r. 

JORDAN.E L Division of Er^ofooncy Prepared r^oss & Engineering Response (Post 
830103} 65/94/99 Conaolidatod Edison Co of Now York, Inc tOlpp 20701.025 
2O7O1i120 

8604050947 IE Info Notice B5 026, “Partial Loss Ol AC Power & Diesel Generator Deg 
J(?R0AN,E^rDiilSl of Emergency Proparednoas ^ 

030103) 05/04/00 Consolidated Edison Co ol Now York. Inc t09pp 29790 270- 
29791,024. 

8504090410 IE Info Notice 05-029, "Lise of Unqualified Sources in Wolf Logging Appil* 

PAnTLbw!j^G?OiI?slon of Inspection ProgFams (Post 050212) 85/04/12 Conaolldat- 
od Edison Co ot New York, Inc 66pp- 20032 001-20652 023 


6504120182 Responds to FOiA request for Caseload Forecast Panel files in Ofc of Re 
source Mat Forwards listed documents Documents also available in PDR 
FELTON.J M Division of Rules and Records 04/06/06 KILIEFER.C Shaw, Pillman, 
Polls & Trowbridge 2pp 30300 003 30303 129 

-0504120439 Forwards updated const status repls as of 830731 Info for inclusion in 
NUREQ 0930 

SHIELDS.SW Public Service Co of Indiana, Inc 83/09/15 HARTFIELD.R A Infor- 
mation Systems Branch 5pp 30318 019-30310 023 

-8504150191 Forwards updated const status repls as of 830130 Info for Inclusion m 
NUREG 0030 

SHIELDS.SW Public Service Co of Indiana, Inc 03/03/14 HAFITFIELD.R A Infor- 
mation Systems Branch Spp 30325179 30325.161. 


8. Reportable occurrences, LERs & related correspondence 


0504030263 Part 21 repl re sorios ol cracked welds discovered in generators Welds oc 
curred in conical bailie section of coil guards At! units will be inspected Affected plants 

BORWANJG Louis-Aliis Co 85/03/29 TAYLOR.J M Director’s Office. Office of fn 
specllon and Enforcemont 4pp 29587 312-29587 315 


DOCKET STM‘50 547 MARBLE HILL NUCLEAR STATION, UNIT 2 


A AppllcaUin /construction stage documents & correspondence 

0504120182 Responds to FOIA request for Caseload Forecast Panel files tn Ofc of Re 
source Mat Forwards listed documents Documents also available in PDR 
FELTON.J M Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Pittman, 
Potts A Trowbridge 2pp 30300.003 30303 129 

-8504150451 Forwards updated const status repts as of 830430 for Inclusion in 

N UR EG-0039, per 830314 submittal _ . . , 

SHIELDS.SW Public Service Co of Indiana, Inc 83/06/15 HARTFIELD.RA Infer 
malion Systems Branch 3pp 30326 038-30326 0'40 

-8504160171 Corrects error in 790312 summary of Casetoad Forecast Panel 790227 & 
20 site visits Steam generator & reactor vessel placement begins in Aug & Sept 

1979, respectively NRC Nows Announcements 80 64 & 79 89 enicf 

CREWS, LA PuDlic Service Co of Indiana. Inc 79/04/12 WILSON.J N NRC - No 
Detailed Alfiliallon Given 5pp 30337 073-30337 077 

-8504160182 Rev 0 to "Amandod Siatemenl of Policy During Suspension of Work Ac- 
tivities “ List of active proceduros & organizational directory end 
SHIELDS.SW Public Service Co of Indiana, Inc 84/01/17 15pp 30337 000- 
30337 094 

-6504160160 Notifies ol 790503 meeting w/J Coughm to reclaim results ot Caseload 
Forecast Panel visit & conclusions & to discuss proposed tendering of FSAR In 
May Proposed agenda & related docu men tat ion, including prole cl schedule end 
BOYD.R S NRC - No Detailed Aflifialion Given 79/04/17 VASSALLO.D , WILSON.J , 
ABEtL,T NRC - No Detailed Affiliation Given 275pp 30337 095-30337 270 

0504110604 Forwards request for add I info re termination of activities authorized under 
CPPFt-tyo & CPPR-17t Site visit required lo determine adequacy of site stabilization 
ptan Info requested within 45 days of ftr receipt 

YoCiNGBLOOD.B J Licensing Branch 1 05/04/02. SHIELDS, S W Public Service Co. 
of Indiana, Inc 3pp 29769‘26B -29769 270 

8504060208 Forwards SW Shields 069301 Itr lo HR Denton ro surrendering CPPR 170 
8 ^ CPPR'171 & summarizing util plan lo stabilizo site & motion lo terminate proceed- 

V^IGT.HH LeBoouf, Lamb, Leiby & MacRae #285 387. 85/04/04 SMITH, I W 
Atomic Safely and Licensing Board Panel 5pp 29679 351-29679 355 

8504120206 Generic Ur 85 06 lo all PWR licensees & all appficanfs for OLs ro OA guid- 
ance for ATWS equipment not safely- related Sve list end ^ 

THOMPSON.HL Division of Licensing 85/04/ 16 Consolidated Edison Co of New 
York. Inc. 2Zpp 29947,280-29947 309. 
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8504 120031 Generic Hr 85 02 to all PWR licensees & ^pjicants.tiofders ol CPs & Fort 
St Vrain re recommended actions stemming from NRG integrated program for resolu 
lion of unresolved safely issues re steam qoneralor tube integrity Svc list end 
THOMPSON.H L Division of Licensing 85/04/17 Yankeo Atomic Electric Co i27pp 
29953 071*20953 262 


G Adjudicatory correspondence 

8604080158 Motion to terminate OL proceeding CPs surrendered to NRC by 850301 
Mr Certificate of Svc end 

VOIGT, H H Public Service Co of Indiana, Inc VOIGT.H H Wabash Valley Power As 
socialion, Inc VOIGT, H H LeBoeuf, lamb, Leiby & MacRae 1^1285 407 85/04/04 
Atomic Safety and Licensing Board Panel 3pp 29679 265-29679 267 

8504060200 Forwards SW Shields 850301 Mr to HR Denton re surrendering CPPR-170 
& CPPR-171 & summarizing util plan to stabilize site & motion to terminate proceed- 
ing 

VOIGT, H H LeBoeuf, Lamb. Leiby & MacRae VOIGT, H H Public Service Co of Incli 
ana. Inc //285 387 85/04/04 SMITH.IW, PARIS.O H . LINENBERGEH.G Atomic 
Safely and Licensing Board Panel 5pp 2G679 351-29679 355 

8504290087 Response to applicant 850404 motion to terminate proceeding Urges that 
ASLB not grant motion until NRC has opportunity to complete review of site roslora 
tion plan & addi mio 

CHAN.E I Hearing Branch 2 //285 710 05/04/24 Atomic Safety and Licensing 
Board Panel 5pp 30046 001-30046 012 

-8504290093 Affidavit of PW O’Connor re const of plant Certificate of Svc end 
O’CONNOR.PW Division of Licensing 85/04/24 7pp 30046 006 30046 012 


0 Inspection reports. IE Bulletins & correspondence 

8503190659 IE Info Notice 85 022. “Llmltorque Motor-Operated Valves Resulting From 
Incorrect Installation of Pinion Gear ” Svc fist end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response {Post 
830103) 85/03/21 Consolidated Edison Co of Now YorR, Inc lOSpp 29597 001- 
29597 005 

8503210461 IE Info Notice 85-023, "Inadequate Surveillance & Post Meint & Post Mod 
Sys Testing " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/22 Consolidated Edison Co of New YorR, Inc lOQpp 29650 001- 
29656 107 

8503220444 lE Info Notice 85 024, "Failures of Protective Coatings In Pipes & HXs " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response {Post 
830103) 85/09/26 Consotidated Edison Co of Now York, Inc lODpp 20596 154- 
29596 363 

8503200037 IE Info Notice 85 025, ''Consideration of Thermal Conditions In Design & 
Installation of Supports for Diesel Generator Exhaust Silencers" Svc list end 
JORDAN. E,L Division of Emergency Preparedness & Engineering Response {Post 
830103) 85/04/02 Consolidated Edison Co of Now York. Inc 107pp 29607 199 
29667 305 

8503280045 IE Info Notice 85 026, "Vacuum Relief Sys for BWR Mark I & II Contain- 
menls " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 86/04/02 Con&olidafed Edison Co of Now York, Inc 92pp 29667 107- 
29667 198 

8504010039 IE Info Notice 85 027, "Notifications to NRC Operations Ctr & Reporting 
Events in LERs " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/03 Consolidated Edison Co of Now York, fnc 90pp 29690 256- 
29690 362 

8504050042 SuppI 1 to IE (nfo Notice 85 003, "Separation of Primary Reactor Coolant 
Pump Shaft & Impeller " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of New York, Inc 101pp 29791 025- 
29791 126 

6504050047 IE Info Notice 85 020, "Partial Loss of AC Power & Diesel Generator Deg 
radation" Svc list end 

JORDAN.E L. Division of Emergency Preparedness & Englnoerinn Response (Post 
830103) 05/04/09 Consolidated Edison Co of New YorK, Inc 109pp 29790 278- 
29701 024 

8504090419 IE Info Notice 85 029, "Use of Unqualified Sources in Well Logging Appli- 
cations " Svc list end 

PARTLOW.J G Division of Inspection Programs (Post 850212) 85/04/12 Consolidat- 
ed Edison Co of New York, Inc 66pp 29832 001-29832 023 

8504170240 IE Info Notice 85 030, "Microbiologically Induced Corrosion Containment 
Svc Water Sys " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/19 Consolidated Edison Co of New York, Inc f09pp 29966 250 
29966363 

8504190055 IE Info Notice 85 032, "Recent Engine Failures of Emergency Diesel Gen 
era tors " Svc list end. 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York, Inc 109pp 29988 239- 
29988 347 

8604190060 IE Info Notice 05 033, "Undersized Nozzle To-Shell Wefded Joints in Tanks 
& HXs Constructed Undor Rules of ASME Boiler & Pressure Vessel Code " Svc fist 
end 

JORDAN.E L Division of Emergency Preparedness 8i Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New York. Inc 108pp 20989 001- 
20989 107 


8504220347 IE Info Notice 04-84, Rev 1, ‘Deficiencies in Ferro Resonanl Transformers ' 
Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/24 Consolidated Edison Co of New York, Inc itOpp 30027 067- 
30027 184 


R Periodic operating reports & related correspondence 


8504120162 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re 
source Mgt Forwards listed documents Documents also available in PDR 
FELTON, JM Division of Rules and Records 84/06/06 KILLEFER.C Shaw. Pittman. 
Potts & Trowbridge 2pp 30300 003 30303 129 

“8S04120439 Forwards updated const status repls as of 630731 Info for inclusion m 
NUREG 0030 

SHIELDS, SW Public Service Co of Indiana. Inc 83/09/15 HARTFiELD.RA Infor- 
mation Systems Branch 5pp 30318 019 30318 023 

-8504150191 Forwards updated const status repls as of 8301 30 Info for jndusion in 
NUREG 0030 

SHIELDS, SW Public Service Co of Indiana, inc 83/03/14 HARTFIELD.RA Infor- 
mation Systems Branch 3pp 30325 179 30325 181 


S. Reportable occurrences, LERs & related correspondence 


8504030263 Part 21 repl re series of cracked welds discovered in general ors Wolds oc- 
curred in conical baffle section of coil guards All units will be Inspected Affected plants 
listed 

BORMAN, JG Louis-Allis Co 85/03/29 TAYLOR.J M Director’s Office, Office of In- 
spection and Enforcement 4pp 29587 312 20587 315 


DOCKET STN-S0-5S6 BLACK FOX STATION, UNIT 1 


A. Appllcatlon/constructlon stage documents & correspondence 


8504120162 Responds to FOtA request for Caseload Forecast Panel tiles in Ofc of Re- 
source Mgt Forwards listed documents Documents also available in PDR 
FELTON.JM Division of Rules and Records 04/06/06 KILLEFER.C Shaw, Pittman, 
Potts & Trowbridge 2pp 30300 003-30303 129 


DOCKET STN-50-557 BLACK FOX STATION, UNIT 2 


A Appllcnllon/construclton stage documents & correspondence 


8504120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re 
source Mgt Forwards listed documents Documents also available in PDR 
FELTON,J M Division of Rules and Records B4/06/06 KILLEFER.C Shaw, Pittman, 
Polls & Trowbridge 2pp 30300 003 30303 129 


DOCKET 50-601 RESAR SP/90 


A. Appllcatlon/constructlon stage documents & correspondence 


8604030110 Summary of 850213 & 14 meetings w/Wostinnhouso ro questions or> Sec 
lions 5 4 7 & 6 3 of Module 1 (or RESAR-SP/90 Format response expccled in near 
future List of mooting attendees end, 

PATEL.CP, Standardization & Special Projects Branch 05/03/22 THOMAS, CO 
Standardization & Special Projects Branch 3pp 29627 104-29627 186 


DOCKET 50-602 TEXAS, UNIV. OF 


A, Appllcatlon/constructlon stage documents & correspondence 


6604020222 Advises that end notice of proposed issuance of CP & OL being forwarded 
for FR publication Notice changes nonpulsing power limit & pulse magnitude from 
original notice 

THOMAS, CO Standardization & Special Pfoiecls Branch 85/03/22 KLEIN.DE 
Texas, Univ of, Austin, TX 3pp 29585 040 29585 047 

-8504020228 Notice of proposed issuance of CP & 01 
THOMAS, C 0 Standardization & Special Projects Branch 85/03/22 5pp 29585 043 
29585 047 

8504120012 Forwards responses to NRC questions generated by review of OA program 
submitted by 041109 Hr Q list for structures, sys & components end 
BAUER.T.L, KLEIN.DE. Texas. Univ of, Austin. TX 85/04/04, THOMAS.C Standard 
rzation & Special Projects Branch 5pp 29784 284 29784 288 

8504290423 Forwards revised Tech Specs, mcorporatmg changes In response to discus- 
sions during 850122 site visit & tatcons w/NRC 

BAUER.TL Texas, Univ of, Austin, TX 85/04/22 THOMAS.C Standardization & 
Special Projects Branch Ip 30049 278 30D49 278 

-8504290427 Revised Tech Specs, incorporating changes in response to discussions 
during 850122 site visit & falcons w/NRC 
* Texas, Univ of. Austin. TX. 85/04/30. 52pp 30049 279-30049 330 


I. Financial Information 
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0504230393 Provides hnantial irlo as annond to Paragraph (h of general info siibmitted 
;n 831109 license application & subsequent submittals Funding approval for major 
changes m physical plant is responsibility of hoard of regents 

WALLS, H A Texas, Univ oi, Austin, TX B5/04/15 THOMAS, C Standardization & 
Spec/a! Projects Branch Spp 29^50 307-2£)35<} 30^ 


DOMESTIC LICENSINO OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70 13000 eATTELLE MEMORIAL INSTfTUTE, CQLUMOUS, OH 


0504170236 IE Info Noiico d5'031, ''Buildup o1 Enriched U in Ventilation Ducts & Asso 
cialGd Effluent TreatitiGni Sys " Sv-c list enci 

PAIlTLOW,J G Divisior\ of In&pecicn Programs (Post B5021i2) 85/04^19 Battolle 
Memorial Irstitulo, Columbus Laboratories 66pp 30027 001 30027 066 


DOCKET 70^0027 BABCOCK & WILCOX CO.. LYNCHBURG. VA 


flS04300033 Application for amend to License SNM-4a,aulhonzinQ lull 

production Section V to licenso.containing process descnplion end Updated license 
pMQs wiJJ bo subrmltDd upon con^Jetion o1 safety anotyS'S 

Kelly .JW Babcock & WiIcok Go 82/09(^03 PAGE.RG Uranium Fuel Licensing 
Branch 25pp 30072 11 8'30072 145 

• 8504 300040 Advises that B 2 0903 Itr re full production of research reactor fuel etemeni 
facility, will requite furlher amend fo License SNM 42 Minor safely & environ amend 
fee requijfid 

WEISS,D Ucan.se Fee Manaaemeni Branch B2/10/04 KELLY, JW Babcock & 
Wilcox Co 2pp 30072 141.30072 145 

8SQ4t6062G Forvvards revised pages to Section fV of pnysicaf security 
pi an, incorporating results of internal review Pages wit Wield (ref 10CFR2 790) 
REGAN.NA Bdbcock & Wifcox Co 85/02/20 GflACE.J N nsgion 2. Ofrice of Oircc- 
lor Ip 29036 1C8 2GB3610fi 

8564090430 Application for amend to License SNM'42,autfiorrzing procesyng of two 
lots of low enriched matt for powder labncation before closing mall balance hoe paid 
REG AN, N A Babcock & Wilcox Go 05/03/05 6ROWN.W 8 Fuef Facility Safeguards 
Licensing Branch Ip 89743 956 29743 358 

05O4Q 90331 Submits info re shipment of SNM of mo derate strategic significance to MIT 
Research Reactor,Camb ridge. MA .per 10CFR73 72 

REGAN, N A Behcock & Wilcox Co &5f03/13 GRACE, J N Region 2. Office Of Direc- 
tor 3pp 29754 133*29754 134 

8504100040 Submits info re five shipments of SNM to Oak Ridge, TN on 
650408,09,11,15 & 17, per 10CFR73 72<a)lh) Info includes shipper 

name.receiver.carrjcr.dcparluro times, estimated arrival times, transfer points & mocio o1 
transport a lion 

REGAN, N A Babcock & Wilcox Co 85/03/13 GRACE.J N Region 2. Olftco of Direc 
toi 3pp 23775 026 29775 030 

8504260463 Forwards rovi5.ed Paqo 19 1 to Rev 6 to physical security plan, reclassifying 
outside storage area as controlled access area Pane withheld fret tOCFR2 790) 
REGAN, N A Babcock & Wilcox Co 85/03/28 GfTACE.jN Region 2, Office of Direc 
lor tp 3Q036 33Q.3Q03B 338 

B5641 50059 Advises that portions of revised fundamental nuclear matt control plan in* 
consistent W/10CFR70 32(c) as delineated in end Plan must bo modihedEncI with 
hold (fe! f0CFH2 790) 

STOHR.jp Region 2. Oflito uf Director 85/04/00 TETRAULT.RE Babcock & 
Wilcox Co 2pp 29799 197-29709 198 

8504170236 IE Info Notice 85 031, ''Buildup of Enriched U In Vonlilation Ducts & Asso 
Gialad Elfluoni Treatmeril Sys" Sve list one! 

PARTLOW.JG Division of Inspection Programs (Post 850212) 85/04/19 Baltelle 
Monnorial Insiilule, Columbus Laboratories 66pp 30027 00 1 -30027 066 

850 4 250003 Advisos that 640325 rov to fundamental nuclear rnall control plan consist 
ent w/provisions of 10CFR70 32(c) & acceptable 

STOHR.J P Region 2 Of lice of Director 85/04/19 TETRAULT,R E Babcock a 
Wilcox Co 1p 299B6027 299B6027 


DOCKET 70 0028 BABCOCK & WILCOX CO.. ALLIANCE, OH 


8504230238 PNO 111 65 036 On a504tfa,ficensce reported loss of lour gmrradiatod U di- 
oxide fuel pellets Pellats may have bean accidentally discarded as trash Investigation 
continuing 

MADEOA.T, CREED, J Region 3, Olfice of Director 85/04/17 Ip 29950 273- 
29S50 273 


DOCKET 70*0038 COMBUSTION ENGtNEERtNG, IMC , WINDSOR, CT 


8504170236 IL Info Notice 85 031, "Buildup of Enriched U in Ventilation Ducts 6i Asso- 
ciated Effluent Treatment Sys " Sve list one! 

PARTLOW,JG Division ol Inspection Programs (Post 650212} 85/04/19 Datlollo 
Memorial Institute, Columbus Laboratories 66pp 30027 001-30027 066 


DOCKET 70*0122 J L. SHEPARD & ASSOCIATES, GLENDALE 


B5042202T4 Requests renewal of OA program approval for rddioacllvo mall 
package 01 22, Rov 1 Fee paid 

HARRISON, ER Jt Shepherd & Associates 85/03/26 MACDONALO.CE Tronspor- 
talion Certificalton Branch t6pp 29942 281-29942 295 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC, ERWIN, TN 


8504 150478 Ack receipt of 641 120 Itr informing NRC of steps taken to correct violation 
noted in Insp Ropt 70 0143/64 30 Response does not meet requirement of 
10CFR2 201 Supplemental response roquosled within 30 days of Ur date 
STOHR.JP Regior^ 2. Office of Oiroclor 85/01/22 GUINN.FK Nuclear Fuel Serv- 
ices, Inc (subs of Getty Oil Co } Ip 29808 345 29808 347 

*-8504150484 Ack receipt of 850228 response, supplementing 841120 responso to 
841012 notice of violation Responso acceptable 

STOHB.jp Region 2, Office of Director 85/03/22 GUINN.FK Nuclear Fuel Serv 
Ices, Inc (subs of Getty Oil Co ) Ip 29808 346-29606 346 

-8504150490 Forwards supplemonial response to NRC 850122 Itr re violations noted in 
Insp Rept 70 0143/64-30 Reaponse withhold (ref 10CFR2 790) 

GLflNN.hK Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 85/02/28 STOHR.P 
Region 2, Office of Director tp 20608 347-29808 347 

05O416O4B4 Forwards Insp Rept 70 0143/66-02 No violations or deviations noted 
BARR.K P Region 2, Oflica of Director 85/02/19 QUINN, F K Nuclear Fuel Services. 
Inc (subs 0 l(jQlly Oil Co ) 2pp 29821,033-29621 041 

-8504160487 Insp Ropt 70-0143/85 02 on 650107-31 No violations or deviations 
noted Mapr areas inspected nonroulino events, plant operations, nuclear criticality 
safety & radiation & environ protection 

LEEJD, MCALPINE.EJ Region 2, Office of Diroclor 65/02/14 7pp 29821 035 
29821 041 

6504160588 Forwards rev fo Seclion 30 of fondamenfaf nuefear mafi confrof plan Rev 
withheld (reJ 10CFR2 790) 

hENSLEy.K D NuUear Fuef Services, fnc (subs of Getty Oil Go) 85/03/11 
GnACE.J N Region 2, Office of Director tp 29836 186-29836 186 

8504100541 Forwardb rev to Section 2 0 of fundamental nuclear matt control plariRav 
Withhold (ref 10CFR2 790) 

HENSLEY,K D Nuctoar Fuel Services, Inc (subs of Geliy Oil Co), 65/0371$, 
GRACE.J N. Region 2, Ofhuo of Director Ip 29836 282-29836 202 

8S1)4160564 Forwards rev to Section 4 0 of fundamental nuclear mall control plan Rov 
withheld (rot 10CFR2 790) 

HENSLEY, KD Nuclear Fuel Servicos, Inc (subs of Gottv Oil Co) 85/03/15 
GRACE.J N Region 2. Office of Director Ip 29836 196-20636 106 

65041S0668 Expresses appreciation lor 650131 briefing on drug alcohot abuse pro 
veniion program Prcvenlivo measures in areas of drug & alcohol abuse beneficial 
GRACE,JN- Region 2, Office of Director 85/03/19 GUINN, F K Nuclear Fuo) Serv 
tcQS, Inc (subs of Gotty Oil Go ) Ip 29809 361-20809 361 

8S04170137 Ack receipt of 8501 10 & 0228 llrs informing NRC ol steps taken to corroct 
violations noted in Insp Ropt 70 0143/84-42 

STOHR,JP Region 2, Office of Diroclor 85/03/21, GUINN.FK Nuclear Firol Serv- 
ices, Inc (subs ol Getty Oil Co) Ip 29640 260 29640 262 

-6504170144 Ack receipt of 850110 III informing NRC of steps taken to correct viola 
tions noted in Insp Rept 70-0143/84-42 Supplemental response addressing correc- 
tive & prove nlivo actions required within 30 days 

STOHR.J P Region 2, Ollice of Diroclor 85/02/01 GUINN.F K. Nuclear Fuel Serv 
Ices, Inc (6Ubs oi Getty Oil Co) Ip 29840 261 29840 261 

-8504170160 Forwards proprietary supplemeniat responso to NRC 841211 Itr ro viola 
lions noted In Insp Rept 70 0143/64 42 Responso withheld (ref 10CFR2 790) 
GUINN.FK Nuclear Fuel SorvicoB, Inc (subs of Getty Oil Co) 65/02/20 

STOHR.jp Region 2. Offico of Director Ip 29840 262*29640 262 

8504220092 Application for amend to License SNM*124,rovi3lng Section 200 re organi 
zaiional chances to provide moro oversight on health & safety programs Fee paid 
CLARK.J R Nuclear Fuel Servicos, Inc (subs of Gotty Oil Co ) 05/03/22 

CROW.WT Uranium Fuel Licencing Branch 14pp 29943 133 29943 146 

0504220412 Application for amend lo License SNM-124, permitting inslallallon of manu 
ally operated, closed head comblnalion water spray/ sprinkler sys Foe paid 
IDEKER.R.L Nuclear Fuol Sorvices, Inc (suds, of Getty Oil Co) 05/03/25, 

CROW.WT Uranium Fuel Licensing Branch 4pp 29947 259-29947 282 

-8504 2204 14 "Nuclear Salety Evaluation ol Water Sprinkling in Highly Enriched Scrap 
Recovery Area A " 

MORTON, H Morion & Poller. 85/08/14 19pp 29947 263 20947 262 

8504010102 Fonvards Insp Ropt 70-0143/85 05 on 850204-0308 & notice of 
violation Notice of violation withhold (ref 10CFR2 790 & 73 21) 

STOHR.J P Region 2, Offico of Director 65/03/26. GUINN.F K Nuclear Fuel Serv- 
ices, Inc (subs of Golly Oil Co ) 3pp 29569 152-29569 154 

-8504010186 Insp Rept 70 0143/85 05 on 850204-0306.Violalion'j idenlified failure lo 
follow procedures lor storage ol SNM 8^ inadequate operating procedures Dolatls wilh 
held (rol tOCFR2 7Q0 & 73 21) 

LEEJD, MCALPINE.EJ Region 2. Office of Diroclor 85/03/20 Ip. 20569 154. 
20568 154 

8604170210 Forwards rev to Section 6 0 o! fundamental nuclear matt control plan Enel 
withheld (rOI 10CFR2 790), 

HENSLEV.KD Nuclear fuel Services, fnc, (subs of Getty Oil Co) 35/03/26 
GRACE.J N Region 2, Olfice of Director 1p 29904 268-29904 266 

8604190582 Application to amend Licorkse SNM* 124 .permitting mod of furnaco located 
in modilfod fuel pilot facility in Bldg 301 Fee paid 

lOEKER.RL Nuclear Fuel Services, Inc (subs ol Getty Oil Co), 85/03/27 
CROW.WT Uranium Fuol Licensing Branch 13pp 29937 290 29937 300 

8504160473 Forwards Insp Ropt 70 0143/84 39 on 841015 20,1105 09, 1205 19 & 
8B0107-l7,Vkola1ions netad 

GRACE, JN Region 2, Office of Director 85/03/28, GUINN.FK Nuclear Fuel Serv 
ices, Inc (subs ol Gotty Oil Co) 2pp 29021:063 29821 085 
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-8504160478 Insp Rept 70 0143/B4 39 on 641015-20.1105 09,1205-19 & 850107- 
17 Violation noleO failure to conduct operations in accordance w/ approved or ade- 
quate procedures S failure to perform adequate evaluations of employee exposures 
WEDDINGTON.R £ , LEE,T D , JENKINS, G R Region 2, Office of Director 85/03/15 
21pp 29021 065-29821 085 


8504180334 Advises that on 850327, shorl-torm fire occurred in Bfdg 302 Slight in 
crease in airborne radioactivity concentrations occurred in immediate area 
GUINN.F K Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 85/03/28 
GRACE, J N Region 2, Office of Director 2pp 29920 253*29920 255 

8504040302 PNO If 05*034 on 050329, notified of inverttory difference resulting from 
physical inventory of 850228 Difference due to accounting loss exceeded associated 
limit of error, but within regulatory requirements Investigation underway 
MCALPINE.EJ, LEEJ D Region 2, Office of Director 05/04/01 Ip 29607 322- 
29607 322 


8604180296 Submits items of interest Meetings held on 850326 & 0401 w/ 
Malllnckrodt,lnc & w/Nuclear Fuel Svcs, Inc, respectively 

CROW.W T Uranium Fuel Licensing Branch 85/04/04 DAVIS,J G Office of Nuclear 
Material Safety & Safeguards, Director 2pp 20885 335 29885 336 

8504220135 Advises that portions of 841121 Rev 68 to plan consistent w/ provisions of 
10CFR70 32(c) & acceptable Inconsistent portions should be modified to accommo 
dale end comments W/o end 

STOHR,JP Region 2 , Office of Director 85/04/15 GUINN.F K Nuclear Fuel Serv- 
ices, Inc (subs of Getty Oil Co) Ip 29920 074 29920 074 

8504230017 Advises that 850312 rev to fundamental nuclear matl control plan consist- 
ent w/provisions of 10CFR70 32 & acceptabta 

STOHR.JP, Region 2, Office of Director 85/04/18 GUINN.F K Nuclear Fuel Serv- 
ices, Inc (subs of Getty Oil Co) 1p 29950 089*29950 089 

650423Q028 Advises that 850311 rev to fundamental nuclear mati control plan consist- 
ent w/ provisions of 10CFn70 32(c) & acceptable 

STOHR.J P Region 2, Office of Director 85/04/18 GUINN.F K Nuclear Fuel Serv- 
ices. Inc (subs of Getty OtJ Co ) 2pp 20950 212-29950 213 

8504230406 Advises that 850321 rev to fundamental nuclear matl control plan consist- 
ent w/provisions of 10CFR70 32 & acceptable 

STOHR.JP. Region 2, Office of Director. 85/04/18 GUINN.F K Nuclear Fuel Serv- 
ices, Inc (subs of Getty Oil Co ) Ip 29951 134-20951 134 

8504230461 Advises that 850315 rev to fundamental nuclear control plan consistent w/ 
provisions of 10CFR70 32(c) & acceptable 

STOHR.JP Region 2, Office of Director 85/04/18 GUINN.F K Nuclear Fuel Serv- 
ices. Inc (subs of Getty Oi{ Co ) Ip 29952 084-29952 084 

6504170236 IE Info Notice 85 031, "Buildup of Enriched U in Ventilation Ducts & Asso- 
ciated Effluent Treatment Sys " Svc list end 

PARTLOW.JG Division of Inspection Programs (Post 050212) 85/04/19 Battollo 
Memorial Institute. Columbus Laboratories 66pp 30027 001-30027 066 


DOCKET 70-0364 BABCOCK & WILCOX CO„ APOLLO, PA 


DOCKET 70-0371 UNC NAVAL PRODUCTS, INC , UNCASVILLE, CT 

6504040470 Forwards Insp Rept 70 0371/85 01, on 650114-18 No violations noted 
MARTIN.TT Region 1, Office of Director 65/02/22 AMY.GO United Nuclear Corp 
(subs of UNC Resources, Ire ) 2pp 29606 294-29668 297 

-8504040475 Insp Rept 70 0371/85 01 on 650114-18 No noncompliance noted Ma|or 
area inspected physical inventory 

DELLA RATTA.A, SMITH.GC. KEIMIG.R R Region 1, Office of Director 85/02/12 
2pp 20668 206 29668 297 

8504080269 Requests extension of comptoiion date for RER response action schedule 
specified in Item 2 2 1-4 & item 2 3 2-1, due to delay In processing security guard 
clearances 

GIGLIOTTI.RJ United Nuclear Corp (subs of UNC Resources, Inc) 85/03/13 
BROWN, W 8 Fuel Facility Safeguards Licensing Branch 3pp 29712 200 29712 202 

8504060264 Responds to 850125 request for rept outlining plan & appropriate timeta- 
bles re use of alternate methods relative to use of cut o matic operation to section 
assembled components Conclusions listed 

AMY.GO United Nuclear Corp (subs of UNC Resources. Inc) 85/03/18 
BROWN, WB Fuel Facility Safeguards Licensing Branch 4pp 29712 203 29712 206 

8S04030405 Submits items of interest re update of Licenses SNM-1107 & SNM- 
t823,DOT technical request re route designations & draft application to renew Li- 
cense SNM 368 

CROW.W T Uranium Fuel Licensing Branch 85/03/20 DAViS.J G Ofiico of Nuclear 
Material Safety & Safeguards, Director 2pp 29606 122-29606 123 

8504020117 Forwards Safeguards fnsp Rept 70 0371/85 02 on 850204 08 & 19-22 No 
violations noted 

MARTIN.TT Region 1. Office of Director 85/03/26 AMY.GO UNC Resources, Inc 
2pp 20580 336 29580 340. 

-0504020119 Safeguards Insp Rept 70 0371/85 02 on 850204 06 & 19-22 No roncom- 
pliance noted Major areas Inspected feed mat) containers & element invonlory 
SMITH, G,C,. DELLA nATTA,A, ZI8ULSKI.H Region 1, Office of Director 85/03/18 
3pp 20580 338-29580 340 

8504170236 IE Info Notice 85 031, "Buildup of Enriched U in Ventilation Ducts & Asso- 
ciated Effluent Treatment Sys " Svc list end 

PARTLOW.JG Division of Inspection Programs (Post 850212) 85/04/19 Battetl© 
Memorial Institute, Columbus Laboratories 66pp 30027 001-30027 066 


DOCKET 70-0398 COMMERCE, DEPT. OF, WASHINGTON, DC 

8504050373 Forwards finding of no significant impact & environ assessment (NUREQ 
1130) re renewal & consolidation of Licenses SNM 362, SMB 405,06 00566 05,08 • 
00566-10 & 08 00566 12 

CROW.W T Uranium Fuel Licensing Branch 65/03/27 PEVEY.LE Commerce, Dept 
of, National Bureau of Standards ip 29674 293-29674 295 


6504080172 Forwards info re historical disposal of malts, per recent insp request 
LEWIS.JR Babcock & Wilcox Co 85/02/28 CLEMENTS, P. Region 1, Office of Di- 
rector 250pp 29692 001-29692 259 

8504020419 Proposes to remove surface spots containing contact exposure levels at or 
above 20 uR/h,idontifiod In Oak Ridge Associated Univs ropUrom upper slope of 
Parks Township, PA, burlaf site 

AUSTIN.MA Babcock & Wilcox Co 85/02/27 ROUSE.LC Advanced Fuel & Spent 
Fuel Licensing Branch 2pp 29586 216 29586 217 

8504040023 Forwards "Vol Reduction Svcs Facility (VRSF) Sys Description Manual," 
per 850125,31 & 0215 commitments Manual provides description of equipment & ac- 
tivities & addresses safely issues. 

AUSTIN Babcock & Wilcox Co 85/03/15 ROUSE.LC Advanced Fuel & Spenl Fuel 
Licensing Branch 2pp 29667 037-29667 106 

-8504040024 "Vol Reduction Svcs Facility (VRSF) Sys Description Manual " 

• Babcock & Wilcox Co 85/03/31 73pp 29667 039-29667 108 

S5040 10227 Responds to 050227 Hr re proposed actions at Parks Township burial 
site Plan to remove surface contaminated soil containing contact exposure levels at or 
above 20 uR/h desirable & should begin as soon as weather permits 
ROUSE.LC Advanced Fuel & Spent Fuel Licensing Branch 05/03/21 AUSTIN.MA 
Babcock a Wilcox Co Ip 29574,313-29574 313 

8504050176 Responds to 060227 Hr to Peiladino re site used (or past disposal of low 
level radwastes on plant site owned a operated by aaw Meeting held on 050313 to 
discuss background info on disposal area a radiological survey 
DIRCKS.WJ Office of the Executive Director for Operations 85/03/22 SYNAR.M 
House of Rep , Government Operations 3pp 29674 296-29674 299, 

-8504050180 Requests arrangementa for subcommittee review of NRC files a inter- 
views w/ knowledgeable persons re disposal of radwastes at site near Leechburg In 
Parks Town ship, PA 

SYNAR.M House of Rep , Government Operations 85/02/27 PALLADINO.N J Com- 
missioners Ip 29674.299-20674 299 

8504100429 Discusses JH White 840214 request for hearing re application for emend to 
License SNM 414.De1ay associated w/ conduct of hearing would conflict w/Commis- 
slon policy favoring expeditious action re low level waste vol reduction 
FISCHER. K P Babcock & Wilcox Co. #285 454 85/04/02 Docketing & Services 
Branch 3pp 29721.345 29721 347 

8504250321 Summary of 850403 meeting w/B&W in Silver Spring, MO re status of vot 
reduction svcs facility application Interest expressed by B&W re separate review of 
compaction & incineration portion of application Attendance list end. 

LOYSEN.P. Advanced Fuel & Spent Fual Licensing Branch. 85^4/15 ROUSE.LC 
Advanced Fuel & Spent Fuel Licensing Branch 3pp. 30026 348-30026 350. 

6504170236 IE Info Notice 85 031, "Buildup of Enriched U in Ventilation Ducts & Asso- 
ciated Effluent Treatment Sys " Svc list end 

PARTLOW.JG Division of Inspection Programs (Post 850212) 85/04/19 Battelle 
Memorial Institute, Columbus Laboratories 6&pp. 30027 OOt-30027.066 


-0504050376 Notice of finding of no significant impact & availability of end environ as 
sessment (NUREG 1130) re ronowal & consolidation of Licenses SNM 362, SMB 
405,08 00566 05, 08 OOS66 10 & 08 00566-12 

CROW.W T Uranium Fuel Licensing Branch 85/03/27 50pp 20674 294-29674 295 

8504040287 Forwards Insp Rept 70 0308/85 01 on 850130 0201 & notice of violation 
MARTIN, T.T Region 1 . Office of Director 85/03/28 PEVEY.LE Commerce, Dept of. 
National Bureau of Slandards 2pp. 2960?334-29607 343 

-8604040289 Notice of violation from tnsp on 050130 0201 
‘ Region 1, Office of Director 05/03/28 1p 29607 336 29607 336 

-0504040293 Insp Rept 70 0398/85 01 on 650130 0201 Violation Idenlifiod unauthor- 
ized receipt, possession & use of spent reactor fuel 

ROTH.J, KEIMIG.R R Region 1, Office of Director 05/03/11. 7pp 29607 337- 
29607 343 

8504000548 ENVIRONMENTAL ASSESSMENT FOR RENEWAL AND CONSOLIDA- 
TION OF MATERIALS LICENSE NOS SNM 362.SMB-405.08 00566 05. 08 00566- 
10, AND 08 00S66 12 

* Division of Fuel Cycle & Material Safety NUREG-1130 65/03/31 45pp Available at 
NRC $3 76 29713 038-29713 083 


DOCKET 70-0687 UNION CARBIDE CORP,, TUXEDO, NY 

8504120256 Responds to violations noted in Insp Rept 70 06D7/65 01 Corrective 
actions.alpha radioactive detection device placed at normal exits from bldg housing 
production operations involving U-235 

MCGOVERN. JJ Union Carbide Corp 85/03/29 MARTIN.TT Regior^ 1, Office of Di- 
rector, tp 29784 213-29784 213 

0504170236 IE Info Notice 85 031, "Buildup of Enriched U in Ventilation Ducts & Asso- 
ciated Effluent Treatment Sys " Svc list end 

PARTLOW,JQ Division of Inspection Programs (Post 850212) 85/04/19 Battelle 
Memorial Institute, Columbus Laboratories 66pp 30027 001 30027 066 


DOCKET 70-0698 WE8TINQHOUSE ELECTRIC CORP., PITTSBURGH, PA 

8504170494 Forwards ravjaed Pages 5,6 & 6a to environ analysis submitted on 850208 
re ^plication for amend to License SNM 770 

NARDl.AJ Westinghouse Electric Com 05/03/26 CROW.W.T Uranium Fuel Licens 
ing Branch 5pp 29905 321-29905 325 

0504170620 Forwards "Results of Groundwater Monitoring Samples at Waltz Mill 
Slte.Quartofly Rept 9" Concentration ol Sf-90 in 5 of 37 monitoring wells exceeded 
max permissible concentration 

GALM.DT Wesllng^house Electric Corp 85/03/26 MURLEY.T. Region 1. Ofiico ol Dl 
rector 2pp. 20909 012-20909 037 
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-a504170627 ‘ResuHs of Groundwater Monitoring Samples at Waltz Mill Site.Quarterly 
R0P19 ’ 

* Woslinglnouse Eleclnc Corp 85/03/26 24pp 29909 014 29909 037 

8S04Q80142 Submits itoms of interest On B50327,moelmg hQld w/OOE re proposed 
design changes for Canonsburg remedial action plan On 650321 A gS^msetings held 
w/GA Go re future licensed activities & -w/Westinghoiise re 

deconfamirati on, respectively 

CROW.WT Uranjum Fuel Licensing Branch 65/03/28 DAVIS J.G Oivi5,ion of Fuel 
Cycle A Material Safely ip 29711 316-29711 318 

8504300647 Supple monial application for amend to License SNM770 to permit 
receipt, treatment A packaging of waste matts received from other licensed operations 
NARDI.A J. Westinghousa Electric Corp. 65/04/08 CROW.W T Urartum Fuel Licens- 
ing Branch 4pp 30070 326-30070 329 


DOCKET 70*0734 QA TECHNOLOQIES. INC,» SAN DIEGO. CA 

e5'04090046 Ack receipt of £50125 Hr re review of certain facility features A plans for 
lakirrg corrective action Requests extension of response period until 85060/ due to 
changes in plans to produce high enriched U at facility 

MOWiRY.W R GA TechnologiBS, (nc /General Atomic Co 85/03/05 BROWN, W B 
Fuel Facility Safeguards Licensing Sranch 3pp 29752 171-20752 172 

6504060142 Submits items of interest On 650327.ineeting held w/DOE re proposed 
design changes for Canonsburg remedial acLior^ plan On 850321 A 25, meetings held 

w/GA Co re future licensed activities A w/Westinghouse re 

dacontamlnatior^.fespectjvelv 

CROW.WT U/anium Fuel Uconsing Branch BB/OS/SB DAVJS.JG Division of Fuel 
Cycle & Material Safety Ip 29711 318-29711 3id 

8604170236 IE Info Notice 85'031. “Buildup of Enriched U in Ventilation Duels A Asso- 
ciated Effluent Treatment Sy$“ Sve list end 

PARTLOW»JG Division cl Inspection Programs (Post 850212), 85/04/19 Baltella 
Memorial Instdule, Columbus Laboratories 66pp 30027:001-30027 066 

8504230522 Forwards Safeguards Insp Ropl 70 0734/85 01 on 850311-15 A 0403 No 
violations observed 

MONTQOMERY,J L Region 5. Olfice of Direcior £5/04/19 COLANDREA.TR GA 
Technologies, Inc /General Atorrlc Co 2pp, 29952 359-29952 360 

-8504230330 Mall Control A Accounting Safeguards Insp Rapt 70-0734/85-01 on 
BS0311-15 & 0403 No violations noleoMaior areas inspected operation & internal 
control A measurement sys Details withheld (ref 10CFR2 790) 

NELSON.GB, SCHUSTER, M D Region 5, Offico of Director 85/04/18 Ip 
29952360 29952 060 


DOCKET 70-0754 GENERAL ELECTRIC CO., PLEASANTON, CA 

8504260374 Forwards spent fuel route lor shipment ol irradiated reactor fuel frorn 
Northern Stales Power Co to GE.Morris.lL Fee paid 

KIRKLAND^W W General Electric Co 64/08/15 HILLMAN.CR Office ol Nuclear Ma- 
terial Safely & Safeguards, Director 9pp 30035 276-3Q035 285 

85Q4160596 “Annual Rept 1984 “ W/B56327 Itr 
CUNNINGHAM, G E General Efeciric Co 84/12/31 CDNNINQHAM,RE. Division ol 
Fuel Cycle A Material Safety 59pp 29836 030 29836 09 1 

B504020054 Informs that spent reactof fuel transportation route, requested in 850305 
Ur, in accordance w/10CFR73 37 A approved Assurance ol highway safely responslblt. 
ity of licensee A carrier & NRC approval not intended as relief 
SHERR.TS Material Tratister Safeguards Licensing Branch 85/03/18 
KIRKLAND, M W. Genera! Electric Co 34pp 29585 007-29585 130 

8504020427 Revised “Valtecilos Nuclear Ctr Radiological Contingency Plan." W/ 
850308 llr 

CUNNINGHAM.G E. General Elecliic Co 8S/03/31. CUNNINGHAM.R.E, Division of 
Fuel Cycfe A Material Safety 5Spp 29586 100-29566 151. 

8504160475 Advises (hat Nhcwiif 'forward biff foraddf fee for review of 840815 appfica- 
tlon for approval of transportalion route Route approved by NRC 641022 Itr 
MtLLER.WO Licence Fee Management Branch 85/04/08 KIRKLAND.MW General 
Electric Co 1p 29336 291-29636 291 

8504170236 IE Into Notice 85-031. “Buildup of Enriched U if) Ventilation Ducts A Asso 
ciated Eliluenl Trealmont 8vs “ Sve list end 

PARTLOW,JG Division of Inspection Programs (Post 850212) 85/04/19 Baltelle 
Memorial Instil ute, Columbus Lahoralories 66pp 30027 OOt *30027 060. 


DOCKET 70-0320 UNITED NUCLEAR CORP„ WOOD flIVER JUNCTION, Rl 

8604300066 Forwards “Final Survey Repl, Process Area Sleelwork,Roo( Area," per 
820906 request Maml work on roof being scheduled per 621006 lelcon agreement 
HELGESON.KA United Nuclear Corp fsubs of UNU Resources, Inc) 82/10/08. 
NRC - No Detailed Affiliation Given Ip. 30093 001-30093 097 

-6504300070 “Final Survey Rept, Process Area Steelwork, Roof Area/* W/two overside 
tirawings Apedure cards available m PDR 

■* United Nuclear Corp (subs of UNC Resources, Inc) 82/10/08 lOOpp 30093 002- 
30093 097 

£604160277 Forwards insp Rept 70 0820/85-01, on 850220 No violations observed, 
MARTIN.T 1. Region 1. Office of DireuoL 65/04/09 AMY.QO, United Nuclear Corp 
(subs of UNC Resources, Inc ) 2pp 29813.108-29813.113 

-^8504160262 Insp Rept 79 0820/65-01 on Q5D220 No violations identified. Major areas 
injected status of oecom missioning of facility 

ROTH.J, KEIMIG.RR Region 1, Office of Director 65/03/27. 4pp 29813 110- 
29810 113 

8504170236 IE Info Notice 85 031. “Buildup ol Enriched U in Ventilaltoh Ducts A Asso- 
ciated Eflluanl Treafmenl Sys," Sve list end 

PARTLOW.JG Division of Inspection Programs (Posi 850212) 66/04/19, Baltelle 
Memorial I natil ute. Columbus Laboratori as 6^6pp 30027.001-30027.066. 


DOCKET 70-0624 BABCOCK A WILCOX CO., LYNCHBURG, VA 

6594160053 Forwards Insp Rept 70 0824/84 06 on 841218 19 A notice of violation A 
proposed imposition of civil penally 

GRACE.J N Region 2, Office of Director 65/02/28 ENGELDER J C Babcock A 
WfteoxCo 3pp 29820 104-29820 115 

-8504160070 Notice of violation A proposed imposition of civil penalty in amount of 
$2,600 

GRACE,J.N Region 2, Olfice of Director 85/02/26 3pp 29820 107-29620109 

-6504160083 Insp Rept 70 0824/84-06 on 841218-19 Violations noted extremity expo 
sure in excess of applicable limit A failure to make surveys necessary to comply w/ 
regufafions 

P6^ERY,WW. JENKINS, Q R Region 2, Office of Director 85/02/06 6pp 29820 110 
29820115 

8504060455 Forwards payment In amount of S2,500 for Enforcement Action 85 
13, notice of violation A proposed imposition of civil penalty Corrective 
actions individuals performing fuel burnup analysis withdrawn from work waadioactive 
ma(f 

ENGELDER.T G Babcock A Wilcox Co 85/03/28 Direclor‘s Office, Office of Inspec- 
tion and Enforcement. 6pp 29677 008-29677 013 

6504170236 IE Info Notice 85-031, "Buildup of Enriched U in Ventilation Ducts A Asso- 
ciated Effluent Treatment Sys " Sve fist end 

PARTLOW.JG Division ol Inspection Programs (Post 850212) 85/04/19 Batlelle 
Memorlali Institute, Columbus Laboratories. 66pp 30027:001-30027 066 


DOCKET 70-0925 KERR-MCQEE NUCLEAR CORP., OKLAHOMA CITY, OK 

6504170236 IE Info Nollce 65 031, “Buildup of Enriched U in Ventilation Ducts A Asso 
ciated Effluent Treatment Sys“ Sve list end 

PARTLOW,JG Division of Inspecbon Programs (Post 850212) 85/04/19 Dalielle 
Memorial Institute, Columbus Laboratories, 66pp 30027.001-30027 066 


DOCKET 70-0984 BATTELLE MEMORIAL INSTITUTE, RICHLAND, WA 

BS04170236 IE Info Nollce 85-031, “Buildup of Enriched U in Venlilallon Ducts A Asso 
ciated Eliluenl Treatment Sys *' Sve list end 

PARTLOW,JQ, Division of Inspection Programs (Post 850212) 86/04/19. Baltollo 
Memorial Institute, Columbus Laboratories 66pp. 30027,001-30027 066 


DOCKET 70-1007 GENERAL ELECTRIC CO., SAN JOSE, CA 

6604 170631 “Annual Repl,1984 " W/860327 Itr 
CUNNINGHAM.G € General Electric Co 84/12/31 CUNNINGHA(vl.C Division of 
Fuel i^cle A Material Safety 59pp 29906 324-29907 021, 


DOCKET 70-1100 COMBUSTION ENGINEERING, INC , WINDSOR, OT 

8504170236 IE Info Notice 65 031, “Buildup of Enriched U in Ventilation Ducts A Asso- 
ciated Effluent Treatment Sys “ Sve list end. 

PARTLOW,JO. Division of Inspection Programs (Post 850212) 85/04/19 Batlelle 
Memorial Institute, Columbus Laboratories 66pp 30027 001-30027'066 


DOCKET 70-1113 GENERAL ELECTRIC CO., WILMINGTON, NC 

8504180013 Forwards revs to fundamental nuclear mail control plan for fuel fabnoalion 
facility in Wtlnrtlngton.NC Ends withheld (ref 10CFR2J90) 

VAU(aHAN.C.M General Electric Co. 85/03/06. GRACE.J N Region 2, Offico of Dl- 
rector. Ip 29920 317-29920'317. 

8504150703 Confirms 850301 (elcon arrangements re 650313 mgt meeting In 
Atlanla.QA to discuss results of certain NRC inaps at facility Proposed mealing 
agenda end 

STOHR.JP, Region 2, Office ol Director 65/03/11 LEES.E A General Electric Co 
Spp 29609.312-29809 313 

8504100111 Requests transfer of funds concerning License SNM-1097 renewal fee for- 
warded on 610504 

MILLER.W.O. License Fee Management Branch 85/03/29. RAKOWSKI.R E Finan- 
cial Operations Branch Ip 29774 301 -20774*361 

86 04100136 Informs that review cosla for 810429 application for renewal of License 
SNM-1097 exceeded max lee.No addl tee required 

MILLER.W O, License Fea Managemef>l Branch 85/03/29 VAUGHAN, C M General 
Electric Co Ip 29774.350-29774.350 

BS0426D466 Forwards rev to fundamental nuclear mall control plan Rev withhold (ret 
10CFR2.790) 

VAUGHAN, C M General Electric Co 85/04/01 GRACE, J N Region 2, Olfica ol Di- 
rector Ip 30038.332-30038 332 

B5D409Q012 Advises that 841226 rev to fundamental nuclear mall control plan consist- 
ent w/provislons of 10GFR70.32(c) A acceptable 

STOHfl.JP Region 2, Office of Direcior 85/04/03 LEES,E.A General Efeciric Co 
Ip, 29699 359-29699 359 

8S04160009 Advises that 850110 rev to fundamental nuclear mail control plan consist* 
ent w/provtelons of 10CFR70 32(c) A acceptable 

STOHR.J.P. Region 2, Office of Director 85/04/12 LEES, E A. General Electric Co 
ip. 29816 001-29816.001. 

6504170236 IE Info Notice 85 031. "Buildup of Enriched U in Ventilation Ducts A Asso- 
ciated Effluent Troaiment Sys.*' Sve list enci 

PARTLOWJQ. Division of Inspection Programs (Post 850212). 85/04/19 Batlelle 
Memorial Institute, Columbus Laboratories. 66pp. 300271001-30027.066 
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301 


8504300403 Advisos lhat 850401 rev lo lundamenlal nuclear mall control plan consisl- 
enl ^/provisions of 10CFR70 32(c) & acceptable 

STOHR J P Region 2 Office of Director B5/04/25 LEES.E A General Electric Co 
2pp 30066 157*30066 150 

8504300502 Advises lhat 850227 rev to fundamental nuclear matl control plan consist 
enl w/provisions of 10CFR70 32(c) & acceptable 

STOHR.jp Region 2, Olfice of Director 85/04/25 LEES.E A General Electric Co 
2pp 30063 213*30063 214 


DOCKET 70*1143 WESTINGHOUSE ELECTRIC CORP., PITTSBURGH, PA 


850417023G IE Info Notice 05 031, "Buildup of Enriched U m Ventilation Ducts & Asso 
ciated Effluent Treatment Sys " Sve list end 

PARTLOW.JG Division of Inspection Programs (Post 050212) 85/04/19 Battello 
Memorial Inslitote, Columbus Laboratories 66pp 30027 001-30027 066 


DOCKET 70-1257 EXXON NUCLEAR CO., INC., RICHLAND. WA 


8504020159 Forwards Safeguards Insp Rept 70 1257/85 03 on 850225 0301 & 07 No 
viQlalions observed 

MONTGOMERY, J L Region 5. Office of Director 05/03/27 NILSON.R Exxon Nude* 
ar Co , Inc (subs of Exxon Corp ) Ip 295B3 092 29503 093 

-8504020166 Safeguards Insp Repl 70-1257/85 03 on 650225 0301 & 07 No violations 
identified Major areas inspected facility organi2ation & mgt controls, facility operations 
& internal controls Details withheld (ref 10CFR2 790) 

NELSON.GB, SCHUSTEB.M D Region 6. Office of Director 85/03/27 1p 
295B3 093-29503 093 

8504170236 IE Info Notice 05 031, "Buildup of Enriched U in Ventilation Duels & Asso 
ciated Eflluenl Treatment Sys " Sve list end 

PARTLOWJG Division of Inspection Programs (Post 850212) 85/04/19 Batlelle 
Memortal Inslilulo, Columbus Laboratories 66pp 30027 001 -30027 066 


DOCKET 70-1151 WESTINGHOUSE ELECTRIC CORP . PITTSBURGH, PA 


8504150078 Confirms 850226 lolcon arrangements re 850315 mgt meeting lo discuss 
current & future changes in plant operations Proposed meetirig agenda end 
STOHR.J P Region 2, Office of Director 85/03/00 D'AMOR^M Westinghouso Elec- 
tric Corp 2pp 29009 232-29809 233 

8504030405 Submits items of interest re update of Licenses SNM-1107 & SNM- 
1623, DOT technical request re route designations & draft application to renew Li 
cense SNM-368 

CROW.W T Uranium Fuel Licensing Branch 05/03/20 DAVIS.J G Olfice of Nuclear 
Material Safety & Safeguards, Director 2pp 29606 122-28606 123 

8504010018 Forwards payment of Bills 001 98.00200 & D0201 for accumulated review 
costs for processing amends to License SNM 1107 

NARDI.AJ Woslinghouso Electric Corp 85/03/26 MILLER. WO License Fee Man- 
agement Branch Ip 29571 197-29571 197 

8504170507 Ack receipt of 850315 Ur informing NRC of steps taken to correct violation 
noted in Insp Rept 70-1151/84-16 

STOHR.J P Region 2, Office of Director 85/03/26 D’AMORE.M Westinghouso Efec 
trie Corp Ip 29900 112-29900 113 

-8504170509 Responds lo NRC 850213 Ur re violations noted in Insp Ropt 70-1151/ 
84-16 Corrective actions withheld (ref 10CFR2 790) 

D’AMORE.M Weslinqhouse Electric Corp 05/03/15 STOHR.J P Region 2. Olfice of 
Director Ip 29900 113 29900 113 

85D426Q475 Submits info re addi facilities & oquipmer>t to be installed at Columbia site 
to support expanded operations, including two addI uranyl nitrate storage tanka & addI 
30.000 gallon tank lor staging contammatod waste water 

REITLER.E K Woslinghouse Eloctric Corp 85/03/29 CROW.W T Uranium Fuel Li- 
censing Branch 5pp 30030 11 1-3Q03B 115 

6504170236 IE Info Notice 85 031, "Buildup of Enriched U In Ventilation Ducts & Asso 
dated Effluent Treatment Sys " Sve list onci 

PARTLOW.JG Division of Inspection Programs (Post 850212) 05/04/19 Batlolle 
Memorial Institute, Columbus Laboratories 66pp 30027.001-30027 066 

8604250150 Advisos that 850301 rov to fundamental nuclear matl control plan consist- 
ent w/provisions of 10CFR70 32(c) & acceptablo 

STOHR.J P Region 2, Office oi Director 85/04/19 D'AMORE.M Westinghouso Elec 
trie Corp Ip 29985 210-29985 219 


DOCKET 70-1201 BABCOCK & WILCOX CO , LYNCHBURG, VA 


6S03070002 Ack receipt of 850208 Itr informing NRC of steps token lo correct violation 
noted in Insp Repl 70 1201/04-10 

GRACE, J N Region 2, Office of Director 66/02/21 ALTO.R A Babcock & Wilcox Co 
Ip 29268 085-20260 085 

-8503070004 Responds to violation noted in Insp Ropt 70 1201/84-10 Corroclivo 
actions Mfg Procedure MA-31 1 rowritten lo require comptolo unloading of shipping 
conlalnor regardless of contents 

ZEFF.D W Babcock & Wilcox Co 85/02/08 O’REILLY.J P Region 2, Olfico of Oirec 
(or Ip 29268 006-292GB 086 

8504260353 Informs that organization structure will be revised & personnel replaced as 
needed Author will bo acting as manager of mails & facilities 
ALTO.R A Babcock & WiTcox Co 85/04/01 PAGE.RG Uranium Fuel Licensing 
Branch 2pp 30035 359 30035 360 

8504170236 IE Info Notice 85 031, "Buildup of Enriched U In Ventilation Ducts & Asso- 
ciated Effluent Treatment Sys " Sve list end 

PARTLOW.JG Division of Inspection Programs (Post 050212) 85/04/19 Battello 
Memorial Institute, Columbus Laboratories 66pp 30027 001-30027 066 


DOCKET 70-1308 GENERAL ELECTRIC CO., SAN JOSE, CA 


8504170116 Forwards annual financial repl for 19B4 per 10CFR2 55(b} W/o end 
STITT.R K General Etectric Co 85/03/21 CUNNiNGHAM.R E Division of Fuel Cycle 
& Material Safety Ip 29904 034 29904 035 

8504170236 IE Info Notice 65 031, "Buildup of Enriched U In Ventilation Ducts & Asso 
ciaiod Effluent Treatment Sys " Sve list end 

PARTLOW.JG Division of Inspection Programs (Post 650212) 85/04/19 Battelle 
Memorial Institute, Columbus Laboratories G6pp 30027 001 30027 066 


DOCKET 70-2199 VETERANS ADMIN. MEDICAL CENTER, WASHINGTON, DC 


6504030362 Discusses insp of Licenses 06 00942 04,08-00942-05 & SNM 1 605 & for- 
wards order modifying licenses & notice oi violation 

TAYLOR, J M Dlfoclor’s Office, Office of Inspection and Enforcement 85/03/27 
GAVAZZi.AA Veterans Admin Medical CenlDr, Washington, DC 2pp 29627 132- 
2D627 133 

-8S04030388 Order modifying Licenses 08 00942 04,06 00942 05 & $NM-1065 lo re- 
quire llconsoe lo retain Independent expert lo perform assessment of radiation safety 

? rogram within 30 days 

AYLOR.J M Director’s Office, Olfice of Inspection and Enlorcomonl 85/03/27 Vat- 
ofans Admin Medical Center, Washington, DC 6pp, 29627 134-29627 139 

-8504030370 Notice of violation from insp on 850122 Violations noted quantities of I- 
125,0-14 & tritium sent to landfill not licensed lo receive radioactivo malls & restricted 
area unlocked & not under constant surveillance 

TAYLOR,J M Director’s Offico, Office of Inspection and Enforcomonl 86/03/27 4pp 
29627 140-29627 143 


DOCKET 70-2836 CINCINNATI GAS & ELECTRIC CO., CINCINNATI, OH 


8504030405 Submits items of Interest re update of Licenses SNM-1107 & SNM- 
1823, DOT technical request re route designations & draft application to renev/ Li- 
cense SNM 368 

CROW.W T. Uranium Fuel Licensing Branch B5/03/20 DAVIS.J G OMico of Nuclear 
Material Safety & Safeguards.Oireclor. 2pp 29606 122-20606 123 


DOCKET 70-2928 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 


6504160567 Application for amend to License SNM-1873,reflec1inn organizational 
changes & authorizing romovat of metal covers over spent fuel pool when pool not 
flooded 

SHELL, B H. Tennessee Valley AutliorUy 65/03/26 ROUSE.L C Advanced Fuel & 
Spent Fuel Licensing Branch 6pp 29836 187-29036 193 

8504260381 Advises of issuance of Amend 4 to Lrcense SNM-1873, authorizing removal 
of metal covers on fuel In spent fuel pool 

CROW.W T Uranium Fuel Licensing Branch 85/04/19 SHELL, RH Tennessee 
Valley Aulhonly Ip 30035 273 30035 2/6 

-8S042603BS Recommends approval of 650326 application to amend License SNM- 
1673, requesting relief from 800513 commitment to place molal covers over fresh fuel 
When stored in spent fuel pool racks 

aiDINGER.GH, CROW.W T Uranium Fuel Ltconslng Branch 85/04/19 Uranium 
Fuel Licensing Branch Ip 30035,274-30035 274 

-B504260395 Advises lhat environ assessment or EIS unwarranted re 850326 request 
for amend to License SNM-1B73 permitting removal of metal covers over fuel stored 
In spent fuel pool Alternate methods will be used to protect fuel from dust 
CROW.W T Uranium Fuel Licensing Branch. 85/04/10 Uranium Fuel Licensing 
Branch Ip 30035 275 30035*275 


DOCKET 70-1207 NAVY, DEPT. OF, SILVER SPRING, MD 

8504170486 Forwards application for amends to Licenses ID-00166 22. SNM-1 147,45 
02757-01,45 07823-05,45 07823-06 & SMB-1145, authorizing ono radiation safety offi 
cer for all licenses 

DURFEE,P J Navy, Dept of, Naval Sea Systems Command B5/03/29 Materials Li- 
censing Branch Ip 29905 326-29905 320 

-6504170462 Application for amends to Licenses SNM-1 147,19 00166 22, 45 02757- 
01, SMB-1 145,45 07823 05 & 45 07823 06,naming RT Whitman as radiation safety of- 
ficer for all licenses . . . „ , , 

MEREDITH. J D Navy, Dept of 85/03/19 Division of Fuel Cycle & Material Safely 
3pp 29905 327-29905 328 


DOCKET 70-2948 NIAGARA MOHAWK POWER CO., SYRACUSE, NY 


6504030030 Forwards application to amend License SNM 1895 re receipt, 
possession, (nsp & storage of new fuel assemblies Associated security & contingency 
plans will be submitted under separate cover 

WETTERHAHN.M J Connor & Wellerhahn WETTERMAHN,M,J Niagara Mohawk 
Power Corp 85/03/08 DAVIS.J G Olfice of Nuclear Material Safety & 
Safeguards, Director 2pp 29606 034-29606 053, 

-6S04030034 Application to amend License SNM-1 895 lo include receipt, 
possession, msp & storage of U enriched In U-235 contained In 600 fuel assemblies 
MANGAN.CV. Niagara Mohawk Power Corp 85/03/06 10pp 29606036 29606 053 
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8SQ4030<iai Ack recGipl o1 6S030& application for anriend to Licenso 5'MM*'I695 to 
rec€i\/Q, inspect &. store raw fuel assemblies at plant May 196S date for issuing amend 
not rea/jsfic Reg Gunie 3 JS.Rei/ 1 should be reviewed A appircal/on updated 
CROW.WT Urarmno Fuel Licensing Branch 85/03/24 WETTERHAHN.M J Conner 
& Wetler^ahn WeTTERHAHN.M J Niagara Mohawk Power Corp Ip 29606 341- 
29606 34 1 


DOCKET 70-2966 CLEVELAND ELECTRIC ILLUMiNATINQ CO., CLEVELAND, OH 

8504240370 Forwards Matls License SNM-1298.SSER 6 & 850307 review of 
820630.020930.630527,30,0022,841115.850107 & 25 applications W/o SSER 6 Relat- 
ed correspondence 

WOODHEAD.CP Hearing Branch 4 #285 670 85/04/22 GLEASON.4P, 

KLINEJ R . OiRIGHT.G O Atomic Safety and Licensing Board Panel 23pp 
29969 060 29969083 


DOCKET 70-2982 ROCHESTER, UNIV. OF, ROCHESTER, NY 

8504050043 Insp Findings & Licensee Ack an G50130 of License SNM-1918 Insp 
fine mgs no viofafions nofeef 

OBERG,CT Region 1. Office ol Director 85/01/30, Ip 29675066 29675 066 


DOCKET 70-2984 ARIZONA PUBLIC SERVICE CO., PHOENIX, AZ 

8504080247 Forwards documents re proposed amend to License SNM-1d22 to auihor- 
increase in <iuanUly of folef Pu possessed from 3 g to 8 g Related correspond- 
ence 

DEVJEY.LS Hearing Branch 3 #285 365 85/04/03 LAZO.H M . CALLIHAN.D, 
COLE,R F. Atomic Safety and Licensing Board Parbel 5pp 89682 027-29682 031 


DOCKET 70-3011 PUBLIC SERVICE ELECTRIC GAS CO. NEWARK, MJ 

0504170460 Forwards request for info to complete review of 641113 application for 
receipt, posses Sion, in sp & storage of fresh fuel assemblies required for operation of 
Hope Creek, 

KODALLK Uranium Fuet Licensing Branch 85/04/05 PRESTON, 8 A Public Service 
Electric & Gas Co of New Jersey 3pp 29906045 29906 047 


DOCKET 70-3014 NORTHEAST NUCLEAR ENERGY CO., HARTFORD 

35042B0326 Forwards request for addi info required to complete safely review of 
850128 application for receipt, possession & storage of fresh fuel ossemb1ies.Cf-252 
startup sources, Am-6e source & flux mapping & post-accident detectors 
KODALLK Uranium Fuel Licensing Branch 85/03/07 SHAFFtaCJ. Northeast UlHi 
ties Service Co <sub5 of Northeast Utilities) 4pp 30032 008 30032 011 

8504250527 Forwards License SNM-19SO,aulhoiizir\g storage ol spent fuel assemblies 
in shipping containers Exemption from required criticality alarm sys approved, per end 
findmg of no significant Impact.envirort assessment & SER. 

CROW.WT Uranium Fuel Licensing Branch 85/04/16 COUNSIL,WG Northeast Nu 
clear Energy Go (subs of Northeast Utilities) 3pp 30026 144-30026 109 

-8504250534 License SNM 1050 for Northeast Nuclear Energy Co.auttionzing 
receipt,po6s6sslon,insp, storage packaging of fuel assemblies & other SNM for deliv- 
ery to carrier Unaxacuted Amend 16 to Indemnity Agreemenl B 39 end, 

CROW.W T Division ol Fuel Cycio & Material Safety 65/04/16 6pp 30026 147- 
30026 152 

-850 4 250539 Environ assessment supporting proposed license to receive new fuel 
KODALI.KK. CROW.WT Uranium Fuel Licensing Branch 85/04/04 3pp 

30026.153-30026 156 

-8&04250541 Notice of finding ol no significant impact for issuance ol License SNM 
1969 

CROW.WT. Uranium Fuel Licensing Branch 85/04/04 2pp 30026 156 30026 167 

-8504250545 Safety evaluation Supporting issuance of License SNM-1950, authorizing 
early receipt of fuat for insp & preparation of fuel for reactor loading 
KODALI.K K , CROW.W.T. Uranium Fuel Licensing Branch, 85/04/16 12pp, 

30026 158-30026 169 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71-0004 GENERAL ELECTRIC CO. 


8504000511 Forwards request for add irvfo re renewal ol QA program for radioactive 
matt package 0004 Into requested within 60 days of Itr date 

MACDONALD, C E Tfansporfaticjn Certihcalion Branch 85/04/01. VAN HOOMISSEN 
General Efectric Uranium Management Corp 2pp, 29746.016-29746.017 


DOCKET 71-0024 HITTMAM NUCLEAR & DEVELOPMENT CORP. 


8504150617 Forwards QA program approval for radioactive mail package 0024,Rov 8, 
MACDONALD, GE Transportation Certification Branch, 85/04/04 ROWE,BS Wes- 
tinghouse HiUman Nuclear, Inc. ip. 29611*808-29811.209 

-8504160844 QA program approval for radioactive mail packagB.Q024,Rev 8, 
MACDONALD, CH Trans porlat ion Certilication Branch 85/04/04. Ip. 29311.209- 
29811-209. 


DOCKET 71-0029 MSI TESTING, INC. 


8504240453 Advises that QA program approval for radioactive matl package 0029 ex 
pires on 650131 Renewal must on requested within 30 days of expiration if renewal 
noJ desired.NRC should be so notified 

MACOONALD^CE Transportation Certilication Branch 84/12/04 GRIFFITHS.W S 
MSI Testing, Inc Ip 29978 347-29978 347 


DOCKET 71-0044 UNITED AIRLINES, INC. 


8504080001 Forwards QA program approval for radioactive matl package 0044, Rev 2 
MACDONALD, CE Transportation Certification Branch 85/03/25 RtTCHIE.WJ, 
United Airlines, fnc Ip 29712336-29712 337 

-as 04080064 OA program approval for radioactive matl package 0044, Rev 2 
WACDONALO.CE Transportation CerUlication Branch 85/03/25 Ip 29712 337 
29712 337 


DOCKET 71-0662 INDUSTRIAL NUCLEAR CO. 


8504100054 Requests renewal of OA program approval for radioactive mail 
package 0062 Fee paid 

GUTHBERTSON.T Industrial Nuclear Co 85/03/15 MACDONALD, C,E Trans porta- 
tionCortificalion Biiancb 1p 29775 244-29775 260 

8SD4230222 Forwards QA program approval lor radioactive mail package 0062, Rev 3 
MACDONALD.CE Transportation Cortification Branch 05/04/12 CUTHBERTSON.T 
Industrial Nuclear Co Ip 29972 359 29972 360 

-8504230227 QA program approval for radioactive mall packaga:0062,Rov 3 
MACDONALD, CE Transportation Cerlificalion Branch 05/04/12 Ip 29972 360 
29072 360 


DOCKET 71-0060 BABCOCK & WILCOX CO. 


8504090435 Requests renewal of QA program approval for radioactive matl 
package 0OQ8.Fee paid 

REGAN.N A Babcock & Wilcox Co, 85/03/06 MACDONALD, C E Transporlalion Cer- 
tificalion Branch 2pp 29743 359 29743 360 

8S04160342 Forwards QA program approval lor radioactive matl package 0000, Rov 2 
MACDONALD, C E Transportation Certfficatfon Branch 85/04/03 REGAN.N A Bab- 
cock & Wilcox Co lp 20836 336-29B36 339 

-6504160345 QA program approval for radioacllvo matl package 008B,Rov 2 
MACDONALO.Ce Transportalion Certification Branch 85/04/03 tp. 29836,339 
29836 339, 


DOCKET 71-0115 BABCOCK & WILCOX CO. 


6504240456 Advises that QA program approval for radioactive matl package 01 15 ex- 
pires on 050131 Renewal must oe rsqueatod within 30 days of expiration if renewal 
not desired.NRC should be so notified 

MAODONAiaCE Transportation Certification Branch 04/12/04 2EFF,DW Bab- 
cock & Wilcox Co lp 29078 345-29070.345 


DOCKET 71-0129 NAVY, DEPT. OF 


8604240077 Advises that QA program approvai for radioactive matl package 01 29 ex- 
pires on B50131 Renewal must do requested within 30 days of expiration If renewal 
not desired.NRC should be so notified 

MACDONALD.C.E Tranaporlatlon Certification Branch 84/12/04 Navy, Dept of lp. 
29906 215-29966 215 


DOCKET ri-0176 NAVY, DEPT. OF 


6504240095 Advises that OA program approval for radioactive matl package 0178 ex- 
pires on B50131 Renewal must do requested within 30 days ol expiration II renewal 
not desired.NRC should be so notified 

MACDONALO.CE Transportation Certilication Branch. 04/12/04 Navy, Dept. oJ lp 
29866 209-29906 209 


DOCKET 71-0177 FEDERAL AVIATION ADMIN. 


8504090456 Advises ol termination of License 50-14306-01 on 810024 Renewal of OA 
program approval for radioactive matl package. 01 77 not required 
CUNNINGHAM, F.L Federal Aviation Admfnlslralion. 85/03/19 MACDONALO.CE 
Transportation Certification Branch 2pp 29744.348-29744‘348 

8504180099 Confirms that OA program approval for radioactive mall packa0e'O177 will 
expire on 650430,1 n response to 850319 Itr. 

MACDONALD.C E. Transportation Certification Branch 85/04/03. GUNNINGHAM,F,L 
Federal Aviation Administration, lp. 29032 026-29832.025 


DOCKET 71-0199 WAVY, DEPT. OF 


6504230455 Notifies that QA program approval lor radioactive matl package. 01 99 ex- 
pired on 650228 

MACDONALD, C,E Transportation Certification Branch 85/04/10 Navy, Dept, of In 
29972 341-29972.341 



DOCKETED ITEMS 303 


DOCKET 71-0206 PHYOR FOUNDRY, INC 

8504150851 Forwards QA progfam approval for radioactive mat! package 02O6.R6v 3 
MACDONALD, Ce Tra n‘iportali on Cert if i cal ior> Branch 85/04/03 GILBREATH, JH 
Pryor Foundry, fnc lp 29811 206-29811 207 

*•8504150657 QA program approval for radioactive matl package 0206.Rev 3 
MACDONALD, CE Transporlalion Certification Branch 85/04/03 Ip 29811 207- 
29811 207 


DOCKET 71'023B AGRICULTURE, DEPT OF 

8504240082 Advises that OA program approval for radioactive matl package 0238 ©x 
pires on 850131 Renewal must db requested within 30 days of expiration If renewal 
not desired, NRG should be so notified 

MACDONAID.CE Transportation Certification Branch 84/12/04 JARRETT,RD Ag- 
riculture, Dept of. Research Center Ip 29986 214-20986 214 


DOCKET 71-0359 PICK INSTRUMENT PRODUCTS CO , INC 


8504050101 Advises that QA program approval for radioactive mall package 0359 ex- 
pires on 850531 Renewal must be requested within 30 days of expiration If renewal 
not dosired.NRC should bo so nolified 

MACDONALD.CE Transportation Certification Branch 85/03/25 PICKENS.FO Pick 
Instrument Products Co .Inc 1p 29675 010-29675 018 


DOCKET 71-0360 NAVY, DEPT. OF 


85Q40Q0116 Fonr/ards QA program approval for radioactive matl package 0360, Rev 2 
MACDONALD.C E Transportation Certification Branch 85/03/25 Navy, Dept of Ip 
29712 056 20712 057 

-6504080129 QA program approval for radioactive matl package 0360,R6V 2 
MACDONALD.C E Transportation Certification Branch 85/03/25 Ip 29712 057- 
29712 067 


DOCKET 71-0364 NAVY, DEPT. OF 


86040B0072 Advises that QA program approval for radioactive mall package 0364 ex- 
pires on 850531 Renewal must do requested within 30 days of expiration If renewal 
not dosired.NRC should be so notified 

MACDONALD.C E Transportation Cerlification Branch 05/03/25 Navy, Dept of Ip 
29712 271-29712 271 


DOCKET 71-0365 ARNOLD GREENE TESTING LABORATORIES, INC, 

6504050163 Advises that OA program approval for radioactive mall package 0365 ex- 
pires on 850531 Renewal must ue requested within 30 days of expiration If renewal 
not dosired.NRC should be so notified 

MACDONALD.C E Transportation Certilicatlon Branch 85/03/25 GREENE, A Arnold 
Greono Testing Laboratories, Inc Ip 20674 305-29674 305 

8504260477 Forwards OA program for radioactive matl package 0365 
DITONDO.N Arnold Greene Testing Laboralonos.lnc 85/04/03 MACDONAID.CE 
Transportation Certification Branch Ip 30038 105 30038 110 

“85042G04G0 QA program 

^ Arnold Greene Testing Laboralonos.lnc 80/06/04 3pp 30038 107-30038110 


DOCKET 71-0372 BOEING CO 


6504100011 Requests renewal of QA program approval for radioactive matl 
package 0372 Feo paid 

MORGAN.WE Boeing Co 85/03/11 MACDONALD.C E Transportation Certification 
Branch 1p 2977S 062-29775 003 

8504160349 Forwards QA program approval for radioactive matl package* 0372, Rev 2 
MACDONALD, C.E Transportation Certification Branch, 85/04/03 MORGAN, WE 
Boeing Co Ip 29836 336 20836 337 

“8504160354 QA program approval for radioactive matl package 0372, Rev 2 
MACDONALD.C E Transportation Certification Branch 85/04/03 Ip 29836,337 
29836 337 


DOCKET 71-0373 NAVY, DEPT. OF 

6504220016 Forwards application for renewal of QA program approval for radioactive 
matl package, 0373 

OURhEE.PJ Navy, Dept of, Naval Sea Systems Command 85/04/08 Transporta- 
tion Certification Branch 1p 29941 336-29941 340 

-8504220018 Application for renewal of QA program approval lor radioactive mall pack- 
age 0373 

LAMKIN.HB Navy. Dept of 85/04/01 Office of Nuclear Material Safety & 
Safeguards.Direclor 2pp 29941.339-29941’340, 


DOCKET 71-0374 EAGLE INSPECTION, INC. 

8504080108 Advises that QA program approval for radioactive matl packoge,0374 ex- 
pires on 860531 Renewal must bo requested within 30 days of expiration If renewal 
not dosired.NRC should bo so notified 

MACDONALD.C E Transportation Certification Branch 85/03/25. STOUT, G A Eagle 
Inspectlon.Inc. ip 29712 065 29712 065 


DOCKET 71-0376 UNITED STATES PIPE & FOUNDRY CO 

8504080027 Advises that QA program approval for radioactive matl package 0376 ex- 
pires on 050531 Renewal must be requested within 30 days of expiration M renewal 
not desired, NRC should bo so notified 

MACDONAID.CE Transportation Ceriiftcation Branch 85/03/25 KOSTRUB.J S 
U S Pipe & Foundry Co Ip 29712 356-29712 358 

8504300593 Requests remittance of fee for 850404 application to renew QA program 
approval for radioactive mall package 03 76, per 1OCFR170 

JACKSON.G license Fee Management Branch 85/04/22 BUVUKMIHCi.C US Pipe 
& Foundry Co 1 p 30070 348 30070 348 


DOCKET 71-0397 TELEDYNE ENERGY SYSTEMS 


8504240092 Advises that OA program approval for radioaclive matl package 0397 ex- 
pires on BS0131 Renewal must be requested within 30 days of explralion If renewal 
not desired, NRC should be so notified 

MACDONALD.C E Transportation Certllicalion Branch 84/12/04 MCQREW.JW Te 
ledyne Energy Systems Ip 29986 210-29986 210 


DOCKET 71-0510 GESELLSCHAFT FUER NUKLEAR SERVICE, MBH 

8504 160526 Informs that General Nuclear Sys.lnc will submit QA program & assume 
responsibility for cask licensing in US VJ Barnhart will be conlact for all future licens- 
ing matters 

♦ Gosallschaft fuer Nuklear Service, mbH 85/03/08 MACDONALD.C E , ROUSE.L C 
NRC - No Oolaifed Affiliation Given 3pp 29336 263 29636 285 

8504170S56 Notifies that NRC comments on OA handbook Incorporated into consolidat- 
ed OA program to be submitted by General Nuclear Sysjnc on 85031 5, per 841113 
request Responsibility for cask llcenshg rests w/GNSI,USA 

• Gesellschaft fuer Nuklear Service. mbH 85/03/08 MACDONALD.C E . ROUSE.L C 
NRC - No Detailed Affiliation Given 3pp 29905 006 29905 008 

8504030154 Informs that responsibility for cask licensing fn US transforrod to Gosell- 
schafl Nuclear Sys.fnc (GNSI)OA program will be submitted by GNSI by 850315,per 
841113 request 

* Qosells^aft fuer Nuklear Service, mbH 85/03/12 MACDONALD, ROUSE.L C 
NRC • No Deiailod Affiliation Given 3pp 20627 164-29627 166 


DOCKET 71-0530 UNITED INSPECTION 

8504170464 Requests registration as user of Tech/Ops Models 660.660 & 683 & 
source changer Models 650,750 & 771 Foe paid 

BUSBY.E United Inspection. Inc 85/01/24 Transportation Certification Branch 2pp 
29906.023-29906 044 

-8504170471 QA Program 

BUSBY.E United Inspection, fnc 65/01/24 4pp 29906025-29906 028 

-8504170473 Requests payment of addi fee for 850124 application for approval of QA 
program 

JACKSON.G License Fee Management Branch 85/02/20 BUSBY.E United Inspec- 
tion. Inc Ip 29906.029 29906 044 

8504230155 Forwards OA program approval for radioactive mall package 0530.Rev 0 
MACDONALD.C E Transporlalion CortIficalJon Branch 85/04/12 BUSBY.E United 
Inspectlon.Inc Ip 29973 011 29973 012, 

-8504230158 QA program approval for radioactive matl package 0530, Rev 0 
MACDONALD.C E Transportation Cortificnlion Branch 85/04/12 Ip 29973 012- 
20073 012 


DOCKET 71*0631 COBE LABORATORIES 

0504090259 Forwards Rev 0 to “Summary of QA Program for Packaging & Transporta 
tton of Radloactivo Matl " 

COLLINS, RM Cobe Laboratories, Inc 85/03/13. QORDAN.L Transporlalion Cortifi 
cation Branch Ip 29731 316-29731 347 

-8504090286 Rev 0 to “Summary of QA Program for Packaging & Transportation of 
Radloactivo Matl " 

* Cobe Laboratories, Inc 85/03/13 31pp. 29731*317-29731 347, 

8504160394 Forwards OA program approval for radioactive matl package, 0531 .Rev 0 
MACDONALD.C E Transportation Certification Branch. 85/04/04. GOLLINS.R M 
Cobe Laboratories, Inc, lp 29811*307-29811 308, 

-6504150398 OA program approval for radioactive matl package 0531, Rev 0 
MACDONALD.C E, Transporlalion Certification Branch 85/04/04. Ip 29611 308- 
20811:308 


DOCKET 71*0535 TEXAS, UNIV. OF 

6504170340 Forwards OA program re receipt of 59 TRIGA fuel elements, amending info 
provided In 850316 Itr, 

BAUER.T.U Texas. Univ of. Austin, TX 86/03/22, MCDONALD, C A Transporlalion 
Cerllficollon Branch 2pp 29904*162-29904 175, 

-8504170349 QA program re receipt ol 59 TRIGA fuel elements 
•Texas. Univ of, Austin, TX 85/03/22 12pp 29904.164-29904*175. 

8604160195 Forwards QA program approval for radioactive matl package 0535, Rev 0 
MACDONALD.C E Transportation Certification Branch, 85/04/03 BAUER.T L Texas. 
Univ of. Austin, TX. Ip 29836 095-29636 095 

-8504160197 QA program approval for radioactive matl package 053$, Rev 0 
MACDONALD,G,E Transportation Certilicallon Branch 85/04/03 ip 29836 095 
29836 09$ 
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OOCKET 7106-(0 NAVY, DEPT. OF 

0604300015 Ftoquobh QA pmyrnm {ipprovol for rod inactive mall packana 0540 
KLINE, RL Ndvy, Dopl of 95^04/11 Otfico of Nucloar Malarial Safely & 
Safe [jiJaridbiDIroc lor ip 30072 314 30073321 


DOCKET 71*6089 MODELi UNC-2000, UNITED NUCLEAR CORP 

85043C0105 Application for ronpwal of CoMificato o1 Compliance 5086 tor Modal UNC 
2G00 

KIRK,WF Untied Nucloor Gorp (snUa ol UNC Rosotreos, Inc) 85/04/0? 
MACDONALD.CE Tranaporlaiion Cof Idle allon Branch 2pp 30072 100-30072 101 


DOCKET 71-53Q4 MODEL* NP^B7-0442. NEUTRON PRODUCTS, INC 

0504080400 Summary of 8503P0 maolinn w/Noulfon ProductaJiiiC In Silver Spring.MD 
ro addi corUonls In Modol NPI'G7*0442 & ro-dosi^nod Model NPI 20WC 5 
OlDEGAARDLN.n It Tr«mspOrtalion Goruficalion Branch 85/04/02 Transporlnlian 
Corliticailon branch 2pp 20715 355-20715 356 

8504230469 Advises lhal curronl packaph dos1nn,as mod iliod, does no1 meoi ro quire 
monts of Coriificalo of Complinnco SOOl.basod on info In 050406 Hr Package should 
nol bo uaod ■until repairs mado 

MACOONALO.CE Trahspoilalion Certificnilon Branch 05/04/16 SCHWOERER.F 
Noulfon ProUiJCla. Inc 2pp, 20972 337-20972 338 


DOCKET 71*693» MODElt QE-1EOO, GENERAL ELECTRIC CO. 

OBO4040137 Roquoais rGOlalratiori as user ol Modol GE 1500 
BAIRD, MR Cobe LDhoralorlos, Inc 05/03/13 Olfico of Nucloar Material Safety & 
Safeguards, Dirocicr 2pp 20630 357 28630 350 

0504160057 NolHiCQlBon of roglslralion ns user of Model QE-1500 In response to 
050313 lOnUDSL , ^ . 

MACDONALD,CE Tran s portal Ion Co rllficnilon Branch 05/01/05 BAIRD, MR Cobo 
tnbo rotor 103, tnc. tp 29631 347 20D34 347 


6501160578 Notification of registration as user of Model BMI-1 in response lo B50312 
request 

MACDONALD.CE Transportation Certiticalion Branch 85/04/0B FAW.R E Kansas 
Slate Univ, Manhalfan, KS Ip 29536 185-29835 1S5 


DOCKET 71-5980 MODEL GE-600. GENERAL ELECTRIC CO 

6504030490 Ferwards revised Cortilicatton Drawings 129D4742,129D4744 & 129D4745 
& Drawina 129D474[3,p0r 860225 Hr Drawings revised lo include both seals described 
in 8411 1b application for renewal & lo eliminate oplipnal potyethylene liner 
CUNNINGHAM.G E Genoral Electric Co 05/03/08 MACDONALD.C E Transporia- 
lion Cortifi cation Branch ip 29598 250-29590 259 

6504000129 Forwards Rev 9 lo Cerlificato of Compliance 5980 for Model GE-600 
MACDONALD.CE Transportation Cerlilicalion Branch 85/04/01 
CUNNINGHAM.G E. General Electric Co 2pp 29749 357-29749 362 

'-8B0409QI31 Certificate of Compliance 5980, Rev 9, for Model GE 600 Approval record 
end 

MACDONALD.CE Transporlaiion Certification Branch 85/04/01 4pp 29749 358- 
29749 362 


docket 71-5984 MODEL 5964, J-L SHEPHERD & ASSOCIATES 

8504100072 Forwards request for renewal of Certificate ol Compliance 5984 for Model 
5984 Fee paid 

GOLOBALrw.,J. J L Shepherd & Associalos 85/03/12 MACDONALD.CE Transpor- 
tation Cerlification Branch ip 2D775 012 29775 014 

-8504100076 Application for renewal of Certificate ol Campliance 5984 for Model 5984 
SHeFHERD.JL JL Shepherd & Associates B5/01/10 MACDONALD.CE Transpor- 
tation CertificaKon Branch 2pp 29775 013 29775 014 


docket 71*6058 MODEL; B-3, U.S ECOLOGY, INC. 


DOCKET 7F5050 MODEL; BCL4, DATTELLE COLUMBUS LABORATORY 

0504080287 RonLiQsta onci TA Russell 050125 Ur for\VQrdinu two ovorsizo drawings 
markod propriotaTy ho placed In PD R, per NUS 050212 authorization ^ ^ 

MACDONALD.C t Transporlaticri Corlilicalion Branch 65/03/27, SCOTT.S Docu 
front Mnnagomont Branch, ip 29712 360 29712 363 

-0604080276 Forwards two ovarsi/o tlrawirvgss ro mod to Model OCC 4, In rosponso to 
RM Odognardon roquost Aporturo cardfr ovalloblo in PDR Too paid 
RUSSEL1,TA NUS Corn 65/01/25 MACDONALD.CE Transporlalioh Cortificalion 
Branch 2pp 2971? 36U20/12 363 


DOCKET 71-69B7 MODEL; OMM. BATTELLE COLUMBUS LABORATORY 


8504110087 Cons-olidated application for renewal of Certificate of Compliance 6058 for 
Model B-3 

RUZICKA.WG Union Carbide Corp 05/03/31 MACDONALD.CE Transportatiori 
Corlificaiton Branch 4pp 29769 204 29790 036 

-0564110101 Application for amend lo license, incorporating use of DOT SP 6058 con 
talner for fissite & large quantity radioactive mail 

SlMGHUK.Jb Protoclivo Packaging, Inc 74/03/04 Atomic Energy Commission 6pp 
29769 220-29769 225 


-8504110109 ''Safety Analysis (or Shipment of Radwaste Mails in Modified NECO Ship 
ptng Cask Model B3-1 " . 

• oallelle Memorial Insttlule, Columbus Laboratories 69/03/14 85pp 29789 226- 
20789 312 


9B04046190 RoquosUrofllaUatlon as usorof Model QMI 1 
FAW.R E Kansas Slafo Untv, Manhatlaa KS. 05/03/12 MACDONALD.CE Trans- 
portation Cor lifi call on Dranch 2pp 20630 355 29030 356 

8664040131 Roquosls rogialration as user ol Model I3MI*1 _ _ ^ 

BGNVENI8Tr,J Nor Difop Corp 05/03/13 MACDONALD.C E, Tronsporlallon Corlifi 
cetiori Branch 2pp 20030 36 1-20630 '362 

8504040142 Roquostfi reQisMon es user ol Modal BMI-1 
BAUER, T I Toxfls. Urttv. of. Ausiktt. TX 05/03/10 MACDONALD.CE Tranaporlotlon 
Corfiftcatfon Grancd 2pp 29630 352 20630 3C3 

050410049B Forwards "Romoval ol Wale; From Load Covdy of BMl-1 .Docket 6057 
Rocuosis that NRC removo 850301 roslriellon. Imposed on cask & allow uso undor 
Corllfjcalo of Complinnco 6057 . , , 

0URIAN.RJ BnUallo Momorlal Insliluto, Columbus Lohoratorlos 05/03/22 
MACDONALD.C t, Transportation Cerllflcatlo a Branch 2pp 2GD38 127*20930 132 

*•0604190498 'Removal of Walor From Load Cavity of BMI 1 .Docket 5057 " 

• BaUQllo Memorial InstUuto, Columbus Laboratorios 85/03/21. 4pp 20930 129- 
28038 13? 

0604050278 Olfors no ohjacilons lo 650322 roquoal lo return Modo! BMI 1 packaging 
(cask) to normal sve, provided dotormirifttlon made lhal rosldiinl hcUviiy in load cavity 

Ihrtft Tunn A nimnlitv nf rnHloar^tiun mail 

Branch 55/03/27. TOY.H L DaHollo 
Ip. 20674,203 20674 263 

0604160567 Forwards application for amend lo CertifJeato of Complinnco 5957 for 

DARNf?ART,VJ Chont* Nuclear Systems, Irtc 05/03/28 MCOONALD.C E Transpor- 
infion Cortificalion Branch Ip, 20836 197-20030 206 

-8604169561 Application for omand to Coriificato of Complinnco 5057 lor Modal DMI 
1 Roquosift approval ot changa in fuel basket configuration used w/ shipment of 
TRfGA resoGr^r roQCiaf fuel rods 

* Chem*Nucloar Sysioms, Inc 65/03/20. lOpp. 29036 196 20636 200 

BB04096512 Nolificalton of reglslralion as esor of Model BMI- 1, In rosponso lo 650313 

MACDONALD, C,G Transportation Cerllficalion Branch 85/04/01 0ENVENISTE.J 
Norihrop Research 8 foclinical Conlor Ip 29745 015*20745 01 5 

0604100556 Issues amand to Cerfificalo of Compllartce 5957 for Model BMM.aulhonz- 
)ng addi conloniB as specified Ih 050320 19 .^PefovaUocofd enc 
MACDONALD.CE Transportation Cortificalion Branch 05/64/01, KIN rNER.S Chem 
Nucloar Systems, Inc. 2pf) 20776 242-20775 243 

06O416O2Q2 Noll lie ftlion of roglstralion as user of Modoi BMI 1 in rosponse to 050318 

iM/lclJoNAlD.C E. Transporlallon Cortificafion Branch 05/04/00 BAUER. T L Texas, 
Univ of, Au8lln,TK Ip 29811 '322 29811 322 


riyrnuii 

nol flroator Ihnn Typo A quantity of radioaclivo mall 
MA(;DONAtD,C E Tronaporlfllion Cortificalion Ora 
Momorlal Inslduto, ColumbuB Laboratorlos. ip, 2967 


-0504110117 Forwards Rev A to "Safely Analysis for Shipment of Radwaste Malls in 
Modified NECO Shipping Cask Model B3 1 ” Rev shows that casks as corrected meet 

m9niANJR'^j''^'0^ll!l0^ Memorial Institute, Columbus Laboralorias 79/04/12 
MACDONALD.CE Transportation CeAificaKon Branch 2pp 29789 313 29789 314 


-8004110122 Rev A lo "Safely Analysis for Shipment of Radwaste Malls in Modified 
NECO Shipping Cask Model B3-1 " One oversize drawing one! Aperture card available 

Qat?all 0 Memorial tnslitute, Columbus Laboratories 79/04/09 50pp 29789 315 
29700.036 


DOCKET 71-8272 MODEL; €272, U.S ECOLOGY, INC. 

0604220016 Requests renewal of Cerlificale of Compliance 8272 for Mode! 6272 Fee 

§ AUER RE US Ecology, Inc ^formerly Nuclear Engir^eenng, Inc ) 85/03/20 
MACDONALD.CE Transportation Certification Branch 2pp 2994f341 29941 342 

0504240463 Forwords Rev 7 to Cerlificale of Domphanca 6272 for Mod^ 6272 
MACDONALD.C E Transporfaf/on CmUitcaUon Branch 35/04/1 1 5COyiLLE,J J. US 
Ecology, Inc (lormerly Nuclear Engineering. Inc ) 2pp 29978 335*29978 340 

-8504240467 Certilicale of Compliance 6272, Rev 7.f0f Model 6272 Approval record 

MACDONALD.CE Tran sportation Certification Branch 85/04/11 4pp 29978 337 
20078 340 


SOCKET 71-6346 MODEL; FSV-1, GA TECHNOLOGIES, INC. 

3504260290 Application for rev lo Certlftcat© of Compliance 6346 for M^el FSy-1, 
MCBRIDE.M Public Service Co of Colorado. 85/04/04 MACDONALO.C E Transpor- 
talion Cerllficalion Branch* 2pp 30037 264-30037 314 

-8504260296 "Evaluation of Model FSV-iA Packaging for Transport of 
Solid.Nonfissile.IrradiatGd & Contaminated Hardware '* 

• Public Service Co ol Colorado 85/04/04 40pp 30037 266*30037 314 


OCKET 71-6574 MODEL: HN-200, HITTMAN NUCLEAR & DEVELOPMENT CORP. 

504040178 Requests that Rev 0 to SAR STD-R.02*014 & Rev 0 lo Drawings SIO 02 
nan STD 02 062 & STD 02-061 submitted w/05Ol31 application for renewal of Cerlifi 
Sle of Compliance e574.b0 withdrawn from PDR (ref 10CFR2 790) /Mlidav4 encl 
LEDUC R Jwesfinghouae Hiilman Nuclear, Inc 85/03/12 MACDONALD.C Trans- 
port alion Certification Branch 4pp, 29619 096-29619.101 
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0504090492 Requests registration as user of Models HN-100 Senes 1.2 & 3.HN-100S & 
HN-200 

SNIFFER J D Pacific Gas & Electric Co 05/03/15 DAVIS, J G Office of Nuclear Ma 
tenal Safely & Safeguards, Director 2pp 29745 023 29745 023 

85040B0030 Fonwards request for addi info re 050131 application for renewal & amend 
to Cerlificale o1 Compliance 6574 Response should bo submitted m form of revised 
pages within 60 days 

MACDONALD.CE Transportation Certification Branch 85/03/21 ROWE.BS Wes 
tinghouSQ Hiltrnan Nuclear. Inc 5pp 20712 353-29712 357 

8604080084 Notification of registrolion as user of listed models. Includmg HN-100 
Series 1. HN-100 Senes 2 & NUPAC 140-2 0. in response to 050315 request 
MACDONALD.CE Transportation Certification Branch 85/03/25 CRANE, PA Pacific 
Gas & Electric Co 1p 29712 152-29712 152 

8504180344 Requests registration as user of listed packages 
WELLS, L A Philadelphia Electric Co 25036 05/03/25 Office of Nuclear Material 
Safety & Safeguards, Director Ip 29920 251-29920 252 


DOCKET 71-6601 MODEL CNS 8-120, CHEM-NUCUEAR SYSTEMS, INC. 

85041B0344 Requests registration as user of listed packages 
WELLS, LA Philadelphia Electric Co 25036 05/03/25 Office of Nuclear Material 
Safety & Safeguards, Director 1p 29920 251-20920 252 


DOCKET 71-6639 MODEL. MH-IA, ENERGY, DEPT OF 

8504290018 Revised application lor certificate of compliance for Model MH- 
IA Requests approval for U atuminido & U silicidos as authorized contents 
GARRISON, R F Energy, Dept of 85/04/15 MACDONALD.CE Transporlalion Certi 
fication Branch 2pp 30055 307-30055 30D 


DOCKET 71-9001 MODEL: IF-30Q, GENERAL ELECTRIC CO. 

8604230600 Supplemental application for renewal of Certificate of Compliance 0001 for 
Model IF 300 Revised SAP pages & drawings end 

VAN HOOMISSEN General Electric Co 85/04/04 MACDONALD.C E Transporlalion 
Certification Branch 81 pp 29972207-29972285 


DOCKET 71-9008 MODEL SOO-SU, AUTOMATION INDUSTRIES, INC 

8504170080 Revised application for renewal of Corllficate of Compliance 9008 for 
Model Al 500 SU 

MUNRO,JJ Tech/Ops {formerly Technical Operations) 85/03/20 MACDONALD.CE 
Transportation Certification Branch Ip 29903 297-29904 033 

- 8504170096 Rev 0 to “SAR TGch/Ops.lnc,ModDl Al 500 SU Typo B(U) Package USA/ 
9006/ B(U) ” 

* Tech/Ops (formerly Technical Operations) 85/03/01 lOOpp 29903 300-29004 033 


DOCKET 71-9015 MODEL: TN-0, -SL, VIRGINIA ELECTRIC & POWER CO. 

8504240623 Advises that Certificates of Compliance 0016 & 9016 for Models TN O.TN* 
6L & TN-9 will expire on 850630 Submittal of consolidated SER 30 days prior to expi- 
ration date necessary to renew package. 

MACDONALD,CE Transportation Certification Branch 84/12/03 GOLDMANN.K 
Transnucloar, Inc Ip 29970 209-29978 200 

8504190504 Application for amend to Certificate of Compliance 9015, permitting tempo- 
rary waiver on certain annual malnt activities to allow for shipment of solid.nonfissito, 
irradiated hardware prior to porformnnco of tests Fee paid 

GOLDMANN.K Transnucloar, Inc 65/04/01 MACDONALD.C E Transportation Certi 
fication Branch 3pp. 29939 124-29939 126 

8504230448 Issues amend to Certificate of Compliance 0015 for Model TN 81, authoriz- 
ing contents of Item 5(b)(1)(il) w/o performing periodic tests & mam! Approval end 
MACDONALD.CE Transportation Cortificalion Branch 85/04/12 GOLDMANN.K 
Transnucloar, Inc 2pp 29972 339 29972 340 


DOCKET 71-9016 MODEL TN-9, COMMONWEALTH EDISON CO. 

8504240623 Advises that Certificates of Compliance 9015 & 9016 for Models TN 8,TN 
8L & TN 9 will expire on 850630 Submittal of consolidated SER 30 days prior to expi 
ration date necessary to renew package 

MACDONALD.CE Transportation Certlficalton Branch 64/12/03 GOLDMANN.K 
Transnuclear, Inc Ip 20970 298-20978 208 


DOCKET 71-9024 MODEL: STL-201, ST. LOUIS TESTING LABORATORIES 

8504240117 Notifies that Certificate of Compliance 0024, Rev 4 for Model STL-201 .ex- 
pired on 850228 

MACDONALD.CE Transporlalion Certification Branch 05/04/10 TROWBRIDGE, C D 
St Louis Testing Lahoratones, Inc 1p 29986 180-29086 180 


DOCKET 71-9033 MODEL; 660 & 660E, TECHNICAL OPERATIONS, INC. 

8504170464 Requests registration as user of Toch/Ops Models 660,680 & 6B3 & 
source changer Models 650,760 & 771 Fee paid 

BUSBY, E United Inspection, Inc 05/01/24 Transporlalion Cortificalion Branch 2pp 
29906 023-29906 044 


DOCKET 71-9036 MODEL: 680 & 660E, TECH OPS, INC. 

8504170464 Requests registration as user of Tech/Ops Models 660,600 & 683 & 
source changer Models 650,750 & 771. Fee paid 

BUSBY.E United Inspection, Inc 85/01/24 Transportation Ceriifioation Branch 2pp 
29906 023-29906 044 


DOCKET 71-9056 MODEL. SPEC 2-T, SOURCE PRODUCTION & EQUIPMENT CO , 


8504300583 Requests payment for 850400 application to amend Certificate d Compli 
ance 9066, per 10CFR170 

JACKSON, G License Fee Management Branch Q5/04/22 DICHARRY.R D Source 
Production & Equipment Co .Inc Ip 30072 019-30072 019 


DOCKET 71-9073 MODEL OH-142 SERIES & NUS 10-135, NUCLEAR PACKAGING 


8504160344 Requests registration as user of listed packages 
WELLS, LA Philadelphia Electric Co 25036 05/03/25 Office of Nuclear Material 
Safety & Safeguards, Director Ip 29920 251 29920 252 

0504240122 Noldication of registration as user of Models PAS 1, OH-142, OH 142 
MKI.OH 142 MKI0.OH-142 MKII & NUS 10 136, in response to 060325 request 
MACDONALD.CE Transportation Certification Branch 85/04/10 KNAPP.WJ Phlla 
delphta Electric Co ip 29906 170 29986 179 

8504230463 Forwards request for addI info In response to 050228 application for 
amend to Certificate of Compliance 9073 for Model OH 142 Info should be submitted 
within 30 days 

MACDONALD.CE Transportation Certification Branch 85/04/15 TEMUS.CJ Nude 
ar Packaging, Inc 3pp 29972 334-29972 336 


DOCKET 71-9079 MODEL HN-100, SERIES 2 & 2A, HITTMAN NUCLEAR 


8504090492 Requests registration as user of Models HN-100 Series 1,2 & 3,HN 100S & 
HN 200 

SNIFFER, J D Pacific Gas & Electric Co 85/03/15 DAVIS, JG Office of Nuclear Ma- 
terial Safety & Safeguards, Oireclor 2pp 20745 023 29745 023 

8504080084 Notification of registration as user of listed models. Including HN 100 
Series 1. HN-100 Senes 2 & NUPAC 14 D 2 0. in response to 850315 roquesl 
MACDONALD.CE Transporlalion Certification Branch 85/03/25 CRANE, PA Pacific 
Gas & Electfic Co ip 29712 152-29712 152 

8504180344 Requests registration as user of listed packages 
WELLS, L A f^iladelphta Electric Co 25036 85/03/25 Office of Nuclear Material 
Safely & Safeguards.Dlreclor Ip 29920 251-29920 252 


DOCKET 71-9080 MODEL: HN-800, NUPAC 7-100 & CNS 7-100, HITTMAN 
NUCLEAR 


6504040111 Requests registration as user of Modal NUPAC 7-100 
THOMAS.B J International Nulronlcs, fne 85/03/19 Office ef Nuclear Maferial Safely 
& Safeguards.Dlreclor Ip 29619 032-20619 034 

8504000026 Notification of registration as user of Model HN-600. NUPAC 100 & CNS 7- 
100 in response to 050319 request 

MACDONALD.C E Transportation Corlilicalion Branch 05/03/25 WELSH, J A Inter 
national Nulronics, Inc Ip 20712 359 29712 359 

8504160344 Requests registration as user of listed packages 
WELLS.LA fmiladelphia Electric Co 25036 85/03/25 Office of Nuclear Material 
Safety & Safeguards.Dlreclor Ip 2G920 251-29920 252 


DOCKET 71-9086 MODEL HN-100, SERIES 1, HITTMAN NUCLEAR 


8504090402 Roque‘5is rogisiration as user of Models HN-100 Series 1,2 & 3,HN*100S & 
HN-200 

SHIFFen.JD Pacific Gas & Electric Co 85/03/15 DAVIS, JG Offreo of Nuclear Ma- 
terial Safety & Safeguards, Director 2pp 29745 023-29745 023 

8504060084 Notification of rogistraiion as user of listed models, mdudmg HN-100 
Series I.HN 100 Senes 2 & NUPAC 14D 2 0, in response to 850315 request 
MACDONALD.CE Transportation Certification Branch 85/03/25 CRANE.PA Pacific 
Gas & Eleclric Co ip 29712 152-29712 162 

65Q41B0344 Requests registration as user of listed packages 
WELLS.LA pTiiladetphla Efoctric Co 25036 85/03/25 Office of Nuclear Malerla! 
Safety & Safeguards, Director Ip 29920 251 29920 252 


DOCKET 71-9089 MODEL: HN-IOOS, HITTMAN NUCLEAR & DEVELOPMENT CORP, 


8504090492 Requests registration as user of Models HN-100 Sories 1,2 & 3, HN-IOOS & 
HN 200 

SHIFFER.JO Pacific Gas & Electric Co 85/03/15 DAVIS.JG Oflico of Nuclear Ma 
lerial Safety & Safeguards, Director 2pp, 29745 023-20745 023 

8504080084 Notification of registration as user of listed models, including HN 100 
Series 1, HN-100 Senes 2 & NUPAC 14D-2.0, in response to 050315 roquesl, 
MACDONALD.C E Transportation Certification Branch 85/03/25 CRANE.P A. Pacific 
Gas & Eleclric Co 1p 29712 152-29712*162 

8504180344 Requests registration as user of listed packages 
WELLS.L A Philadelphia Electric Co 25036 85/03/25 Office of Nuclear Material 
Safety & Safeguards.Dlreclor Ip 29920 251 29920 252 


DOCKET 71-9094 MODEL: CNS 14-195.H, CHEM-NUCLEAR SYSTEMS, INC. 


6504160344 Requests registration as user of listed packages 
WELLS.LA Philadelphia Efeclric Co 25036 86/03/2^5 Office of Nuclear Material 
Safety & Safoguards.Oirector Ip 29020 251-29920 252 
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DOCKET 71-9096 MODEL- CNS 21-300, CHEM-NUCLEAR SYSTEMS, INC. 

8504040133 Requests regislratJon as use: of Model CNS 21 300 
VENCt.RJ Corrmonwealih Edison Ce 85/03/13 MACDONALD CE Transportation 
Certificalton Branch 2pp 29630 359-29630 360 

8504000113 Noli/ication ol regislralion as user o1 Wodol CNS 21*300 in response to 
050313 request 

MACDONALD.CG Transporlalion CerlKication Branch 65/03/25 VENCI.RJ Com 
monwe ail h Edison Co Ip 29712 058-29712 058 

8504180344 Requests registration as user of listed packages 
WELLS, L A Philaderphia Eleclnc Co 25036 85/03/25 Office of Nuclear Material 
Safety & Safeguards, Director Ip 29920 251-29920 252 


DOCKET 71*0102 MODEL- MPI-20WC-Q, NEUTRON PRODUCTS. INC, 


8504080409 Summary of 850329 meelina w/Neutfon Producfs.lnc m Silver Spring,MD 
re addt contents la Model NPI 87 0442 & red©s^gned Model NPI 20WC*6s 
ODEGAARDEN.R H Transportation Certilicalion Branch 85/04/02 Transportation 
Certilicalion Branch 2pp 29715 355*29715 356 


DOCKET 71-9151 MODEL: HN-IOO SERIES 3, HITTMAN NUCLEAR 


8504090492 Requests reglslralian as user of Models HN 100 Series 1,2 & 3,HN 100S & 
HN 209 

SHIFFER.JD Pacific Gas & Etectric Co 85/03/16. DAVIS, J.G Office of Nuctear Ma 
tonal Safety & Safeguards, Director 2pp 29745023 29745023 

8504080084 Notillcalion of fegislralion as user of listed models, including HN-100 
Series 1.HN 100 Series 2 & NllPAC 14D-2 0, in response to 850315 request 
M AC DO N ALO , C E. Transportation Certification Branch 85/03/25 CRANE, PA Pacific 
Gas & Electric Co Ip 29712 152*29712 152 

8504100344 Requosls reglstretioni as user of listed packages 
WELLS.L A f^iladelphia Elecirtc Co 25036 85/03/25 Office of Nuclear Material 
Safely & Safe guards.Direc tor Ip 29920 251*29920 252 

65043000S5 Req neats registiaticn as user of Model HN-100 Series 3 
HINTZiDC Wisconsin Public Service Co/p, 85/04/10 DAVIS.JG Office of Nuclear 
Material Safety AS afeguards.DI rector 2pp 3 0072 199 30072 200 


DOCKET 71-9159 MODEL: NUPAC 14/100L, /190M A /10OH, NUCLEAR PKQ, INC, 


8504040085 Advises that licensed Type A shielded shipping conlamars delivered to 
users w/secondary lid retaining aluds made from Incorrect mall Retrofit program un- 
dertaken to replace studs on affected casks w/ASTM A-320 Type L7 studs 
OLIVADOTLJR Nuclear Packaging. Inc 85/03/11 MACDONALD, CE Transportation 
Corlificaiion Branch 3pp 29819,072 29619,074 


DOCKET 71-9168 MODEL: CNS 8-12DB, CHEM-NUCLEAR SYSTEMS, INC. 

8604040114 Forwards Rev 4 to "SAB for Chem-Nucloar Sy&.Inc Modal CNS 8*1 20B 
Type B Radwesla Shipping Cask Typos on Pages 1 3 A 8-1 corrected & rev reffecls 
R Odegaarden comments 

BARNHART.VJ Cham Nuclear Systems. Inc 85/03/15 MACDONALD.CE Tran&por* 
taiion Certification Branch 1p 29619 024 29619 031 

-8S04040i115 Rev 4 to "SAR for Cham Nuclear Sys.Inc Model CNS 8-t20B Type 0 
Radwaile Shipping Cask " 

* Chem Nuclear Systems. Inc 85/03/31 7pp 20619 025-29619 031. 


DOCKET 71-9176 MODEL* NUPAC 14/210L & 14/210N, NUCLEAR PACKAGING, 
INC. 


8504040'085 Advises that licensed Type A shielded shipping containers delivered to 
users w/secondary lid retaining studs made from incorrocl mail Retrofit program un- 
dertaken to replace studs on affected casks w/ASTM A 320 Type L7 sluds 
OUIVADOTI,JR Nuclear Packaging, Inc 85/03/11 MAC DON ALD, C E, Transportation 
Certification Branch 3pp 29619 072 29619 074 

8594080075 Notification ol registration as user of Models NUPAC 14/210L.NUPAC 14/ 
210H & CNS I 14-2 15 HA I n response to 850308 request 

MACDONAIO.CE Trans port alioh Certification Branch 85/03/25 TUCKER.W.B 
Duke Power Co tp 29712 270 29712 270 

B5041002S9 Notification of registration as user of Models NUPAC 14/210L,NUPAC 14/ 
21 OH & CNS! 14 2l5HA.fn response to 850301 request 

MACDONALD.CE Transportation Certification Branch BS/04/01. DlEDERfCH.Q.J 
Commonwealth Edison Co Ip 29764 356-29764,356 

8504090513 Noiificatian of reglstratfon as user of Models NUPAC 14/201L.NUPAC 14/ 
210H & CM 51 14-21 SHA.En response lo 850329 requesl W/o stated end 
MACDONALD.CE Transportation Certificalion Branch 85/04/02, VENCl.R J Com* 
mo nweallh Edison Co 1p 29745 014-29745 014 


DOCKET 71*9184 MODEL: PA8-1, NUCLEAR PACKAGING, INC. 

85041B0344 ftaquosts registration as user of listed packages 
WELLS.L A Philadelphia Efectric Co 25036 85/03/25 Olfice of Nuclear Material 
Safety & Safeguards, Director. 1p, 29920 251-29920*252 

8504240122 Nolification of registration a$ user of Models PAS-1 .OH- 142, OH-t42 
MKI.OH‘t42MKIB.OH 142 MKH & NUS 10 135.in response lo B50325 roquesi 
MACDONALD.CE Transpoftalion Certification Branch 85/04/10 KNAPP,W.J Phila- 
delphia Electric Co Ip 29986 179-26986:179 


DOCKET 71-9190 MODEL: CASTOR V, GESELLSCHAPT FUER NUKLEAR 
SERVICE. MSH 

6504160525 Informs lhat General Nuclear Sys.Inc will submit QA program & assume 
responsibility for cask licensing in USVJ Barnhart will be contact for all luturo [icens- 
ing matters 

• Geselfschaft fuer Nuklear Service, mbH 95/03/08 MACDONALaCE , ROUSE.l C 
NRC - No Detailed Affiliation Given 3pp 29838 263 29836 285 

8604170558 Noliflos that NRC comments on QA handbook incorporated fnto consolidat- 
ed OA program to be submitted by General Nuclear Sys.Inc on 850315, per 841113 
request Responsibility for cask licensing rests w/GNSI.UsA 
“ Gosollschaft fue/ Nuktear Service, mbH 85/03/08 MACDONALD.C E , ROUSE.L C 
NRC • No Oefaifed Affifiafion Given 3pp 29905 006 20905 008 

6604030154 Informs that responsibility for cask licensing in US transferred to Geselt- 
schafl Nuclear Sys.Inc (GNSI)QA program will be submitted by GNSI by 85031 5, per 
0411 13 request 

* Gosells^afl fuer Nuklear Service, mbH 85/03/12 MACDONALD, ROUSE.L C 
NRC - No Detailed Affiliation Given 3pp 29627 1 64-20627 1G6 


DOCKET 71-0192 MODEL: AP-300, ANEFCO, INC. 

0594080173 Forwards request for addi info re 840501 appllcotlon.as supplemented for 
approval ol Model AP-300 Response should be submilted In form of revised pagas 
within 30 days 

MACDONALD.C E Transportation Corlificalion Branch 85/03/20 MURPHY, J D 
Anafco.rnc 3pp 29712 267-29712 269 


DOCKET 71-9193 MODEL: NES-5. NUCLEAR ENERGY SERVICES, INC. 

8604160181 Fonvards amend fee & revised pages to Rev 5 to "SAR for Modal NES-5 
Package to 10CrR71 Type B{U) Packaging Requirements " 

MAY, JR, Nuclear Energy Services, Inc 85/03/22 MACDONALD.CE Transporlation 
Certification Branch 2pp 20836096-29836 100 

-8504160167 Revised pages to Rev 5 to "SAR for Mode) NES 5 Package to 10CFR71 
Type B(U) Packaging Requirements " 

MAY.J.R Nuclear Energy Services, Inc, 85/03/31 3pp 29836 098-29636*100 

8504180371 Requests registration as user of Nuclear Energy Sves Model NES-5 
MURPHY.W.P Vermom Yankee Nuclear Power Corp 05/03/26, Office of Nuclear 
Material Safety & Safeguards, Director Ip 29920 247 29920,247 

8604100556 Forwards Rev 2 to Certificate of Compliance 9193 for Model NES-S 
MACDONALD.CE Transportation Gertiftcalion Branch 85/04/01 MAY.J R Nuclear 
Energy Sowicas, Inc tp 29775 237-29775 241 

-*6504100565 CeriHlcale of Compliance 91 93, Rev 2, for Model NES 5 Approval record 
encl 

MACDONALD.CE Transportation Certification Branch 85/04/01 4pp 29775 23B* 
29775 241. 

6504230469 Forwards Rev 3 to Cerlificale of Compliance 9193 for Model NES 5 
MACDONALD.CE Transportation Cerlificalion Branch 85/04/11 MAY.J R Nuclaar 
Energy Services, Inc 1 p 299?2'320-29972 332 

-8504230471 Certificate of Compliance 9193,Rev 3,for Model NES 5 
MACDONALD.CE Transportation Certification Branch 85/04/11 4pp 2D972.3SD- 
29972 332 


DOCKET 71-9106 MODEL: UX-30, NUCLEAR PACKAGING, INC, 

6504090173 Forwards request for add! fnfo to conflnue review of 850118 application for 
amend to Model UX-30 re Rev B to Drawing X-20-234D,ShQel 1 & structural consider- 
ations of clip 

MACDONALD.CE Transportation Certification Branch 65/04/01 TEMUS.CJ Nude 
er Packaging, Ir^c 2pp. 29752 169 29752 170. 


DOCKET 71-9200 MODEL; 92Q0, NUCLEAR PACKAGING, INC. 

8504050353 Summary of 850322 meeting w/Nuclear Packaglng.lnc in Silver Spring, MO 
re design of shipping cask for shipment of TMI failed fuer from TMl lo EG&G Idaho 
ODEGAARDEN, R H Transportallon Cerllfication Branch 06/03/25 Transportation 
Certification Branch ip 29671 352-2967 V352 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 72-0001 MORRIS OPERATIONS, GENERAL ELECTRIC CO. 

85041701 16 Forwards annua) financio) rept lor 1984 per 10CFR2 55(b) W/o end. 
STITT.R K, General Electric Co 85/03/21 CUNNINGHAM.R E Division of Fuel Cycle 
& Material Safety 1 p 29904 034-29904 03S 


DOCKET 72-0002 VIRGINIA ELECTRIC & POWER CO, 

$503070677 Responds to Senator JW Warner Itr ra constituent llrs concerning licensing 
of dry cask storage of spent fudVEPCO notified NRC In Mar 1983 of selection ol 
CASTOR V dry storage cask for licensing appDcalion 

OIRCKS.WJ Office of the Executive Director for Operations. e5/D2/27 
WARNER.JW Senate 4pp 29282*105-29282 108, 

•*$503070670 Forwards comments from constiluenUJ Parker, re licensing of dry cask 
storage of rad waste Review of correspondence & preparation of rept on problem re- 
quested 

WAflNER,JW- Senate 85/02/04 KAMMERER.C, Olfice of Congressional Affairs 
3pp, 20282100 29282 111. 



DOCKETED ITEMS 307 


•85030706BO Fowards commonts from constituent LL Harrell.re ticensing ofdry cask 
alorage for radwaate Review of correspondence & preparation of rept on problem re 

WARNERJ W Senate 85/02/04 KAMMERER.C Office of Congressional Affairs 
3pp 29282 112-29282 114 


8504180502 Notifies of name changes to Virginia Power, North Carolina Power & West 
Virginia Power to permit company to identify more closely w/cuslomers & to achieve 

sfEW^RlIw U Virginia Power (Virginia Electric & Power Co ) 85/03/15 DAWS J <3 
Office of Nuclear Material Safely S Safeguards, Director 2pp 29836 183-29836 184 


0504300596 Forwards changes to dry cask tSFSI security program Changes withheld 
(ret 10CFR73 21) . ^ v 

STEWART.WL Virginia Power (Virginia Eleclrtc & Power Co) 85/03/15 
0ROWN.W B Fuel Facility Sateguards Licensing Branch Ip 30070 347 30070 347 


8504040373 Summary of 850320 meeling w/ulil,Science Applications, Inc & Bechtel in 
Silver Sp^ring.MD re ISFSI applJcalion „ , ^ oh / m/ot 

ROBERTS.Jp Advanced Fuel & Spent Fuel Licensing Branch 05/03/27 
ROUSE.LC Advanced Fuel & Spent Fuel Licensing Branch 4pp 296iw295 
29619 298 

8504 170605 Advises that info re util license application for dry storage of spent fuel will 
be forwarded as issued, including er^viron assessment, SERs on cask design & storage 
&ys a licensing decision, per 840314 request ocmjiuNJi 

DIRCKS.W J Office of the Executive Director lor Operations 85/04/04 
SLAUGHTER, D F House of Rep 3pp 29909 146'29909 152 


-8604170694 Requests to be kept informed on slatus/progress of util licensing applies 
lion for dry cask storage at Surry Nuclear Piant.per constitu^t inquiry 
slaughter, OF House of Rep 85/03/14 DIRCKS.W J Office of the Executive Di 
rector for Operations 4pp 29909 149 29909 152 


8504260358 Forwards addi info duo to typo in 8S0208 response to Question 3 Dose 
mto for top of QNS cask should read 0 6 mrem/h gamma ^ 

STEW/^RT.WU Viramia Power (Virginia Electric & Power Co) 
CUNNINGHAM, R E uivision of Fuel Cycle & Material Safety 3pp 30035 312* 


30035 314 


8504190554 Forwards notice ol issuance & finding of no agnikeam '^psc\ & erwtror' 
assessment re 621008 application to construct & operate dry cask ISFSI 
R0LISE,LC Advanced Fuel & Spent Fuel Ucensir^g Branch 85/04/12 
STEWART.WL Virginia Power (Virginia Electric & Power Co) 2pp 29924 1 /a 
29924 261 

-8504190560 NoUco of issuance of environ assessment & Finding of no significant 
impact re 821008 application to construct & operate dry cask ISFSI 
H(jUSE L C Advanced fuel & Spent Fuel Licensing Branch 85/04/12 12pp 
29924 181 29924 192 

-8504 190566 Environ assessment re const & operation of dry cask fSFSI 

• Office of Nuclear Material Safety & Safeguords.DIreclor 85/04/30 79pp 
29924 193 29924 261 

0504230509 Forwards FR notice of finding of no significant impact re environ assess- 
manl for VEPCO Surry site dry storage cask ISFSI for transmission to Congressman 

Slaughter, per W Dircks 850404 commitment W/o end 

ROUSE.LC Advanced Fuel & Spent Fuel Licensing Branch 85/04/15 
KAMMEHER.C Office of Congressional Affairs Ip 29972 28/ 29972 287 


docket 72*0003 CAROLINA POWER & LIGHT CO. 

8604220204 Forwards FR notice of consideraliori of malls license for storage of spent 

ROl/s^X,C Advanced Fuel & Spent Fuel Licensinja Branch 85/04/15 UTLEY, E E 
Carolina Power & Light Co 2pp< 29942 357-29942 363 

-8504220287 Notice of consideration of matls license for storage of spent fuel at plant 

& notice of opportunity for hearing ^ „ u 

HOUSE, L.C Advanced Fuel & Spent Fuel Licensing Branch 05/04/12 5pp 
29942 359 29942 363 
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10CFR COMMISSION MEETING RECORDS 

8409260617 Tfeinscnpt of Commission 840910 briefing in Washington, DC re steam gen- 
erator generic requirements Pp 1 63 Supporting documentatiori end 
‘ Commisslonofs 84/09/10 78pp 27056 255-27056 332 

B504040141 Staff requirements memo ro Commission B50320 briefing in 
Washmgton.DC on status of Nuclear Ulil Mat & Human Resources Committee 
(NUMARC) activities. NUMARC will work w/NRC to define problem that operator ap- 
proach ro sowed 

HOYLE.JC Office of the Secretary of the Commission MB5032OB 85/04/02 
DIRCKS.WJ Office of the Executive Director for Operations Ip 29630 354- 

29630 364 

8S04040158 Staff requirements memo re Commission BSD315 discussion/possible vote 
on full power OL for facility 

HOYLE, J C Office of the Secretary of the Commission M850315B 65/03/25 
DIRCKS.WJ Office of the Executive Director for Operations Ip 29610 147- 

29619 147 

8504040448 Transcript of 050320 meeting in Washington, DC re proposed rule consolt* 
dating ali medical use requirements In 10CFR35 Pp 1-87 Supporting documentation 
end 

•Commissioners 05/03/20 lOOpp 29657 170 29657 276 

6504040493 Transcript of 050320 meelinp in Washington, DO re Nudear Util Mgt & 
Human Resources Committee major initiatives Pp 1-75 Supporting documentation 
end 

•Commissioners 85/03/20 79pp 29856 311-20657 030 

8504080037 Staff roquiroments memo re 050320 meeting in Washington.DC to discuss 
proposed revs to 10CFR35, "Medical Uso of Byproduct Malls " Staff summary of con- 
siderations re pationiB receiving radiation therapy requested 
HOYLE, J.C Office of the Secretary of the Commission M850320A 85/03/29 
DIRCKS.WJ Office of the Executive Director for Operations 2pp 29712,342- 
20712 343 

8604080046 Staff requirements memo re 850307 meeting in Washingtor>.DC w/ Advisory 
Pane) on Decontamination of TMI-2 to discuss agenda items from A Morris 650227 Ur 
to Palladino Proposal on scope of inquiry requested 

HOYLE.JC Office of the Secretary of the Commission MB50307A 85/03/29 
DIRCKS.W J Office of the Executive Director for Operations PLAfNE.H H Office of 
the General Counsel HAYES.Q B Office of Investigation 2pp 29712 340-29712 341 

8504100323 Staff requirements memo ro Commission 850314 briefing In 
Washington.DC on further actions on source term reassessment & future actions 
HOYLE.JC Office of the Secretary of the Commission M850314 85/04/01 
DIRCKS.WJ Office of the Executive Director for Operations Ip 29774 313- 
29774 313 

8504150261 Transcript of 850403 briefing on source term in Washington, DCPp 1- 
181 Supporting documentation end 
•Commissioners 85/04/03 251pp 20812,115 29813 005 

8504160286 Transcript of 850403 briefing by IDCOR on evaluation of nuclear power 
plant nsk in Washington, DC. Pp 1-54 

• Commlsslonora 85/04/03 59pp 29812.056 29812.114 

8504160487 Transcript of 850404 affirmalion/discusslon 6 vote In Washington.DC re 
SECY-B5-82 on TMI Alert 10CFn2 206 petition & SECY 85 51 A on disqualification of 
Judge Smith. Pp 1-4 

♦ Commissioners 05/04/04 Opp 29011 277 29811 284 

6504160010 Transcript of 850402 public meeting in Washington.DC re environ qualifica- 
tion of electrical equipment & status of compliance w/1QCpR 60 49 Pp 1-92 Supporting 
documentation end 

•Commissioners 05/04/02 lOBpp 29034 227-20034 332 

8504160616 Transcript of 040404 public/moetfng In Washington.DC re Indian Point 
emergency planning order Pp 1-49 

* Commissioners. 86/04/04. 62pp. 29836 109 29830>161 

6504230636 Staff requirements memo re discussion of SECY-05-100 concerning draft 
decision concluding Indian Point epoclal proceedings In Washington.DC Commission 
should submit individual votes so order can bo alfirmod within 2 wKs. 

HOYLE, J.C. Office of the Secretary of the Commission M650404A 05/04/12 
ZERBE.J.E Office of Policy Evaluations PLAINE.H E. Office of the General Counsel 
2pp 29972 307-29072.30B 

0504260337 Transcript of 050411 periodic moollng w/ACRS in Washington, DC re pro- 
posed rule on backfilling & noecl for Nall Trans portal ion Safety Board-type of organ! 
zallon for nuclear eafoty Pp 1-75 Supporting documentation end 
•Commissioners 05/04/ fl 86pp 30020 043 30020 120 

8504250445 Transcript of 700416 dosed discussion In Washington.DC re personnel as- 
pects of TMI investigation Pp 1-60, 

•Commissioners 79/04/18. 70pp 30022 293-30022-362 

8SO4250447 Transcript of Commission 790417 closed discussion In Washington, DC re 
personnel aspects of TMI Investigation Pp 1-74.Parlions deleted 

• Commissioners. 70/04/17. 75pp 30022 217-30022 202 

0604250497 Transcript of Commission 790410 closed meeting ro Investigation Pp 1- 
65 Supporting documentation end 
•Commissioners 79/04/10, 6Bpp 30022,001-30022 050. 

8604250601 Transcript of Commission 790408 mooting In Washington.DC re update of 
info on TMI 2Pp 1-131. 

•Commissioners /9/04/06. 140pp 30026.103-30026,029, 

8604260324 Transcript of Commission 790410 discussion of correspondence in 
Washington.DC re TMIPp M7 

•Commissioners 70/04/10 19pp 30036 001-30036,018. 


8504290033 Transcript of Commission 790409 meeting in Washington.DC & leicon from 
H Denton Pp 1-65 Supporting documentation end 

• Commissioners 79/04/09 6app 30055 236 30055 303 

8504290044 Staff requirements memo ro Commission 050403 briefing in 
Washington.DC on "Nuclear Power Plant Response to Severe Accidents,’’ by repre- 
sentatives of IDCOR No staff requirements Issued 

HOYLE, J C Office of Ihe Secretary of the Commission M850403B 05/04/22 Office 
of the Secretary of the Commission ip 30055 229 30065 229 

8504290050 Staff requirements memo ro 850411 periodic meeting w/ACRS in 
Washington.DC re comments on proposed rule on backfilling & need for Nall Trans- 
portation Safety Board typo of organization for nuclear safety 
HOYLE.JC Office of the Secretary of the Commission M850411 06/04/22 

FRALEY.R F ACRS Advisory Committee on Reactor Safeguards ZERRE.J E Office 
of Policy Evaluations tp 30055 220-30055 220 

8504300601 Transcript of 850418 affirmalion/discussion & vole In Washington.DC on 
SECY-05-103 ro change to NRC emergency preparedness rule to conform w/Court of 
Appeals decision Pp 1 3 

•Commissioners 85/04/18 7pp 30070 340 30070 346 

8504300607 Transcript of Commission 8504 18 meeting In Washington.DC re responses 
to NRC comments on TMI-1 steam generators Pp 1-111 Trowbridge 850410 llr.SJ 
Chilk 840424 Itr.PR Clark 6S0418 Hr & statomeni ro iMI-l steam generators end 

• Commissioners 85/04/10 140pp 30071 226 30072 012 

8504300611 Transcript of Commission 850417 briofmo in Washington.DC re TMI-1 
steam generators & other aspects of status Pp 1-78 Supporting documentation end 

• Commissioners 05/04/17 96pp 30071 129 30071 225 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


8504040240 Transcript of ACRS Subcommllleo on Class 9 Accidents 850327 meeting In 
Washington.DC Pp 1 382 Supporting documenlalion, Including viewgraphs.end 
* ACRS - Advisory Commillae on Reactor Safeguards 65/03/27 562pp 20812 297- 
29614 136 


8604040344 Transcript of ACRS Subcommittees on Exireme External Phenomena & 
plant 050321 meeting in Culver City.CA Pp 1 449 Supporting documentation end 
* ACRS - Advisory CommiUoo on Reactor Safeguards 05/03/21 645pp 29609 001- 
29810 185 


8504100257 Transcript of ACRS Subcommilteo on Long-Range Plans for NRC B50405 
meoling in Washington.DC Pp 1 174 

• ACRS Advisory Committee on Reactor Safeguards 85/04/05 175pp, 29720-231- 
29729.046 

8504100264 Transcript of ACRS Subcommittee on GESSAR II & Retiability & Probabllls 
tic Assessment 060329 meeting In Albuquerque, NM Pp 604 650 & 722-748 Rdaled 
info end 

• ACRS Advisory Committee on Reactor Safeguards 05/03/29 B6pp 29729 137- 
20729 225 

0504100418 Transcript of ACRS Subcommittee on GESSAR H & Reliability & PRA 
850328 meeting in Albuquorquo.NM Pp 207*466 & 508 603 Supporting documonla 
lion end 

• ACRS - Advisory CommiUoo on Reactor Safeguards 85/03/28 249pp 20723 001 

29723 249 

85041004BO Transcript of ACRS Subcommittee on Human Factors 850404 meeting in 
Washington, OC Pp 1-293 Supporting documentation end 

• ACRS - Advisory Committee on Reactor Safeguards 05/04/04 309pp. 29723 250- 

29724 208 

8504160051 Transcript of ACRS Subcommittee on Slate of Nuclear Power Safely 
850410 meeting In Washington.DC Pa 1 60 

• ACRS - Advisory Committee on Reactor Safeguards 85/04/10. 62pp 20799-295 
20799 357 

6504150116 Transcript of ACRS Subcommittee on Safety Research Programs 660410 
meeting In Washington.DC re NRR draft repl, "NRC Safety Research Program '' Pp 1- 
173 Supporting documentation end 

• ACRS Advisory Committee on Reactor Safeguards 85/04/10 186pp 29798,230- 
29790 053 


8504160317 Transcript of ACRS 300lh general meeting on 850412 In 
Washington.DC Pp 1 59 

* ACRS - Advisory Committee on Reactor Safeguards 85/04/12 62pp 29814 073- 
29814 134 


8504160407 Transcript of ACRS 3001h general meeting on 850411 in 
Washington.DC Pp 1-36, 

• ACHS - Advisory CommiUoe on Reactor Safeguards 84/04/11 37pp 29815 012- 
20815-049 

6504170011 Transcript of ACRS Subcommittee on ECCS 850403 meeting in 
WashlngtoaOC Pp l 317 Related documonlatlon end. 

* ACRS - Advisory Committee on Reactor Safeguards 85/04/03 455pp 20828 269- 
29029 363 

8604190002 Partial response to 040116 request for INPO & NRC documonls re )NPO 
role ir> & procedures for reporting info to NRC.^p G M documents In PDR Idontifiod 
documents partially & completely withheld tref FOIA Exemptions 4 & 5) 

DIRCKS.WJ, Office of the Executive Diroclor for Operations 84/07/31 TOTTEN, M 
Public Citizen Litigation Group lOOpp 30073 004-30074,228 
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« 0504190079 Requests review o1 end D Mod for comments on JNPO/NPRDS scope 
manual Individual comments do not represent committee position Explartalion by INPO 
& NRG to committee ra how reporting requirements mesh requested 
MAJOR, R ACRS • Advisory Committee on Reactor Sategiiards 0235 83/06/29 
HEBDON^F Program Technology Branch Ip 30075 017.30075 017 

“9504190033 Responds to B30614 msmo ra INPO reportable sys & components 
manual Aoproach to manual systematic & well organized Detailed evaluation would 
require knowledge of inlorface of sys w/ revised NRG LER sys 
MOELLER, DW ACRS . Advisory Commitles on Reactor Safeguards 83/06/24 
MAJOR. R ACRS - Advisory CommiUea on Reactor Safeguards 3pp 30075 01B- 
30075 020 

'-8504 1901 74 Summarizes B31213 meeting w/INPO in Atlanla.GA to ©xclianga info or» 
activities ra maint & radio logccal protection Due to lack of time, radiological protection 
not discussed 

ALDERMAN, H NRG . No Detailed Aflihation Given 03/12/15 MICHELSON.C ACRS 
- Advisory Commiltee On Reactor Safeguards 49pp 30075 231.30075 279 

-8 S 04 220147 Fowards most reconl internal status rept per 830903 presenlalion to 
ACRS.at virhich ACRS expressed doubt re ability to attalri full uUI participation in 
NPRDS W/o and 

WILKINSON, E P Institute of Nuclear Power Operations 89/11/07 HAY.JJ ACRS 
Advisory Committee on Reactor Safeguards Ip 30091 182 30091 192 

8504190691 Summery of ACRS Subcommittees or> San Onofre Unit 1 & SEP 841127 
combined niGettng In Washing ton.DC ro cuirenl status of seismic upgrade 
program Agenda & vievvgraphs end 

' ACRS - Advisory Committee on Reactor Safeguards 85/01/02 ACRS - Advisory 
Committee on Reactor Safeguards 30pp 29930 034 2993B 063 

8504190601 Summary of ACRS SubcommiUeo on Reactor Hadtological Effects 840927' 
28 meetings in Washington, DC re proposed amends to 10CFR20 specifying residual 
radioactive cor^tammation limits & hriofmg on generic safety issues Agenda end 

* ACRS - Advisory CommiUoo on Reactor Safeguards 85/03/07 ACRS ♦ Advisory 
CommiUee on Reactor Safeguards 27pp 29924 315-29924 347. 

8504198603 Summary of ACRS Subcommittee on Waste Mgt 850117-18 meetings in 
Washington, DC re review of malhodotogy used by DOE in selecting high levol waste 
repository sites & review plan for DES 

' ACRS * Advisory Commitloe on Read or Safeguards 65/02/13 ACRS - Advisory 
Committoa on Reaclor Safeguards 31 pp 29937 301-29937.332. 

6S0419ff606 Summary o1 ACRS SubcommiUee on Air Sys 841129 mealing in 
Washing lon.DC re reviow of rept of Control Room Habilabllily Working Group & Ge 
nenc Safety Issue 43 status Agenda & attendance list end 

* ACRS - Advisor C-ommlltee on Hoactor Safeguards 65/01/03 ACRS - Advisory 
Commiltee on Reactor Safeguards 15pp 29938 083 29938 097 

8604190615 Summary of ACRS Subcommittee on Class.Q Accidents 841120 maeling In 
Washington, DC re approach ACRS should employ to review severe accident research 
program List of allendeos erc1 

■* ACRS - Advisory Committee on Reactor Safeguards 64/12/20 ACRS ♦ Advisory 
Commiltea on Reactor Safeguards I5pp 2 893809 8*29938 112 

8504230010 Summary of ACRS 297tn meeting on 850110*12 In Washlnglorr, DCAppa 
end 

* ACflS • Advisory Commiltee on Reaclor Safeguards 85/04/10 ACRS • Advisory 
Committee on Reactor Safeguards 136pp 29943 001'20943 132 

8504220012 Summary of ACRS 259fh meeting on 841101*03 in Washington, DC. Apps 
and 

’ ACRS Advisory Corrvmittea on Reaclor Safeguards 84/10/24 ACRS * Advisory 
Committee on Reactor Safeguards 200pp 2994 J 142 29941 337 

BS04320269 Summary of ACRS Subcommitto on Safety Research Program 850109 
meeting in Wa 3 lilngton,DC re NRC Safety Research Program & FY86 & FY87 budget 

* ACRS • Advisory Committee on Reactor Safeguards 85/02/06 ACRS - Advisory 
Committee on Reactor Safeguards t7pp 29942 2^97*29942 336 

“6S04220260 Requests that ACRS B40109 meeting be -closed.per Exemption 9 of Cir- 
cular A*10 Disclosure of predeciaional budget info would bo detrimental to decislor) 
process of Executive Dept & could affect contractors 

CONTI, EF Policy, Planning a Control Staff (post 840429) 65/01/03 FRALEY, R F 
ACRS - Advisory Commiltee on Reactor Safeguards 23pp 29042 314 2^942 336 

8584220302 Summary of ACRS Human Factors Subcommittee 841010 meeting In 
Washington, DC re experience levels of reactor operators Agenda & attendees list 
end 

* ACRS * Advisory Committee on Reactor Safeguards 65/01/25 ACRS * Advisory 
Commiltee on Reactor Safeguards Opp 29942 344*29942 352 

8S04220306 Summary of ACRS Subcommittees on GESSAR-11 & Reliability & ProbabI 
listio Assessment 641918*19 meelings In Los AngBles,CA ra QE application for final 
design approval 

* ACRS • Advisory Commitleo on Reaclor Safeguards 85/01/31. ACRS • Advisory 
Commiilfaa oa Reactor Safeguards 29pp 29947 078 29947 106 

8504220311 Summary of ACRS 29Bth meeting on 841213-15 in Wdshlnigton,DC Apps 
enc) 

" ACRS * Advisory CommiUee on Reactor Safeguards 84/12/15 ACRS * Advisory 
Committee on Reactor Safeguards 2e0pp 29942 001*29942‘28Q 

8504220430 Suirmary of ACRS Subcommjttee on Safety Resoarch Program 841212 
meeting In Washington, DC re proposed safety research program & budgot (or FY66 & 
67 & Ir^act of anflclpated budgei reduction ^ 0 MB, 

' ACRS * Advisory Commitlee on Reaclor Safeguards 85/01/09 ACRS - Advisory 
Committee on Reactor Safeguards 54pp 29947 139.2a947i192, 

8504229461 Summary of ACRS Subcommittee on Meta) Components B41108 09 meet* 
ings In Washington, DC re status of ^*Repl of NRC Piping Review Committee on Eval 
uatiojn of Potential for Pipe Brealts," NUREQ 1061, Vo) III, final draft Agenda end 

* ACRS - Advisory Committee on Reaclor Safeguards 84/12/17 ACRS - Advisory 
Committee on Reactor Safeguards 27pp 29947,112-29947:138. 


8504240698 Summary of ACRS Subcommitlee on Reactor Operations 850109 meeling 
in Washinglon,DC re recent plant operating experience, including scram sys programs 
& upper head injection level instrumentation Agenda end 

• ACRS - Advisory Committee on Reactor Safeguards 85/03/07 ACRS * Advisory 
Commiltee on Reaclor Safeguards 18pp 29906 280-299B6 305 

8504240701 Summary of ACRS ECCS Subcommittee 041128*29 meelinas in 
Washington, DC re reviow of RES thermal hydraulic research programs for ACRS rept 
to Congress & Yankee Atomic Efsctric request for App K exemption 
’ ACRS - Advisory Cornmillee on Reactor Safeguards 05/01/07 ACRS * Advisory 
Committee on Reactor Safeguards C3pp 29906 225 29980 287 

8504250337 Transcript of 650411 periodic meeting w/ACRS In Washington, DC r© pro 
posed rule on backfilling & need for Natl Transportation Safely Board typo of organ 
zfition for nuclear safety Pp 1 *75 Supporting documentation end 
•Commissioners 05/04/11 BBpp 30028 043.30028 120 

8504260005 Commends induslry initiative m undertaking PR As & requests greater 
access lo RRAs w/o discouraging initiative Interest expressed ro NRC criteria con 
Germing repoitablllty of PRA results 

WARD.DA ACRS - Advisory Committee on Reactor Safeguards 85/04/17 
DIHCKS.WJ Office of the Executive Director for Operations Ip 30030 012* 
30030 012 

6504260026 Comments on NRC briefing to ACRS Subcommittee on Extreme External 
Phenomena during 050321 meeting re proposed approach to quantification of seismic 
margins Attention to list of insights developing from seismic PRAs recommended 
WAhO.OA ACRS ' Advisory ComrTjfIfee on Reaclor Sateguarcis 86/04/17 

DIRCKS.WJ Office o( the Executive Director for Operations 2pp 30038 010- 
30038 oil 

8504260032 Discusses conclusions drawn m 841219 Draft 2 to "NRC Safety Research 
Program/' re base level of funding for program Rept not convincing as argument for 
base level of funding 

WARD.DA ACRS * Advisory Committee on Reactor Safeguards 65/04/15 

DIRCKS.WJ Office of the Executive Director for Operations 3pp 30038 007. 
30038 009 

8504260036 Comments on ACRS 850411*13 meetings re ACRS role In advising NRC 
on matters pertaining lo civilian radwaste mot program Repls of ACRS Waste Mgt 
SubcommiltOQ will be forwardod lo NRC ACRS will only deliberate & issue repts on 
major Issues 

WARD.DA ACRS - Advisory Committee on Reactor Safeguards 85/04/15 

PALlADINO.N,J Commissioners Ip 30038 006 30038 006 

8504260042 Responds lo Commissioners request during 041102 meeting for ACRS do* 
scriptior> of specific elements for systematic approach to exam of each nuclear plant 
nov/ under const or operallon.Obtainlng PRA or surrogate plant recommended 
WARD.DA ACRS - Advisory Committee on Reactor Safeguards 65/04/15 

PALLADINO.NJ Commissionors 3pp 30038 003 30030 005 

8504290050 Staff reguiramonts memo re 850411 periodic meeting w/ACRS in 
Washington, DC ro commar>t8 on proposed ruie on backfitlmg 8 need for Nall Trans- 
portation Safety Board type of organization for nuclear safety 
HOYLE. JG Office of the Socratary of the Commission M850411 05/04/22 

FRALEY.n F ACRS - Advisory CommiUae on Reaclor Safeguards ZERBE.J E Office 
of Policy Evaluations ip 30855 220*30056 228 

8&04300894 Transcripl of ACRS Subcommittee on Reliability Assurance 050423 meet- 
ing in Wasbington.DC Pp 1*268 Supporting documentation end 

* ACRS Advisory Committee on Reaclor Safeguards 85/04/23 378pp 30059 01S 
30060.030. 

0504300477 Responds lo ACRS repl on use of ‘’check-operator" concept for licensed 
reactor operator requalification Concept reviewed at Commission 850311 
meettna ACRS will cor^llnuo to be Informed of any NRC action on concept 
DIRCKS.WJ Office of the Executive Director for Operations 85/04/^22 WARD.D 
ACRS - Advisory Committee on Reactor Safeguards 6pp 30070 212*30070 210. 


ADVCM NRC ADVISORY COMMITTEE 


8504980045 Staff requirements memo ro 850307 meeting In Washington, DC w/ Advisory 
Panel on Decontamination of TM) 2 to discuss agenda items from A Morris 850227 Ur 
to Palladi no Proposal on scope of Inquiry requested 

HOYLE,J,C- Office of the Socrolary of the Commission M05D3O7A 85/03/29 
DIRCKS.WJ Office of Iho Executive Director for Operations PLAINE.H H Ofileo of 
the General Counsel, HAYES, B B Ollico of Investigation 2pp 29712;340 20712 341 

8504290329 Comments on proposed rule 10CFR2 re enforcement policy. Violations 
paid for by stockholders, ratepayers or taxpayers, not by responsible individual or 
mot NRC policies highly ineffective 

LEWIS, Ml. Lewis, M. 50FR1142 020. 85/04/15 Advisory CommiUee on Enforcemoni 
Policy. Ip. 30048.362-30048 362. 


COMMISSION NRC COMMISSIONERS 


8604010230 Forwards legislative proposal In form ol draft bill amending federal criminal 
cQdo to make killing, assaullinp.reslsting. Intimidating or Interfering w/NRC employee 
engaged in performance of official NRC duties a crime. 

PAICadiNO.NJ Commissioners 05/03/12, BUSH.G H Senate, Presideni of the 
Senate Ip 29574,201*29574.299. 

“6504010231 Forwards legislativa proposal in form ol draft bill amending federal crimi- 
nal coda to make killing, assaulli no, reslstir^, intimidating or interfering w/NRC employ- 
ee engaged in performance of otlTclal NRC duties a crime 

PAILAOTnO.N J. Commissioners 85/03/12 O'NEILL.TP House of Rep., Speaker of 
I he House. 8pp, 29574' 292-2957 4 -299. 

S60401023S Forwards NRC legislative proposal in form of draft bill to amend Section 
200 of Energy Reorganization Act ol 1974 lo extend coverage to assure nolificalion of 
defects or viotations in nuclear power plants 

PALLADINO.NJ Commisaloners 65/03/12 BUSH.G Senate, Presldont of the 
Senate 2pp. 29574-272-29574.2 90 
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-8504010236 Forwards NRC legislative proposal in lorm of draft bill to amend Section 
206 of Energy Reorganization Act of 1974 to extend covorago to assure notification of 
defects or violations in nuclear power plarits 

PALLADINO.NJ Commissioners 86/03/12 O'NEILL,! P House of Rep , Speaker of 
the House 17pp 29574 274*29574 290 

B5D4020207 Forwards draft bill adding Section 112 to Atomic Energy Act of 1054.10 
lessen threat of employee sabotage of nuclear power plant Arvalysis.memo supporting 
bill & dOJ views end 

PALLADINO.N J Commissioners 05/03/12 BUSH.G Senate, President of the 
Senate 2pp 29585 048 29585 062 

-8504020212 Forwards draft bill adding Section 112 to Atomic Energy Act of 1954,to 
lessen threat of employee sabotage of nuclear power plant Analysis, memo supporting 
bill & DOJ views end 

PALLADINO.NJ Commissioners 05/03/12 O'NEtLL.T P House of Rep, Speaker of 
the House 1 1pp 295B5 050 29585 062 

-S504020216 Responds to request for DOJ views re proposed amend to Atomic Energy 
Act of 1954, providing for limited security checks of persons w/urtescorted access to 
nuclear facilities Amend strongly supported 

MCCONNELL, R A Justice, Dept of 83/08/31 PALLADINO.NJ Commissioners 2pp 
29685 061*29585 082 

8604020324 Forwards proposed (egistallon authorizing appropriations for FYOe & 
FY87,per Section 261 of Atomic Energy Act of 1954 & Section 305 of Energy Roorga 
nizallon Act of 1974 Amounts shown for FY67 represent NRC estimates 
PALLADINO.NJ Commissioners 85/03/12 BUSH.QH Senate Ip 29585 340- 
29585 360 

—3604020327 Forwards proposed legislation authorizing appropriations for FY86 & 
FY87,per Section 261 of Atomic Energy Act of 1954 & Section 305 of Energy Reorga* 
nizallon Act of 1974 Amounts shown for FY87 represent NRC Gslimates 
PALLADINO.NJ Commissioners 85/03/12 O’NEILL, T.P. House of Rep, Speaker of 
the House Ip 29585 341-29585 341 

-6604020331 Forwards proposed legislation authorizing appropriations for FY86 & 
FY07,per Section 261 or Atomic Energy Act of 1954 & Section 305 of Energy Reorga 
nization Act of 1974 Amounts shown for FY87 represent NRC ostimalos 
PALLADINO.N J Comraisslonors. 85/03/12, UDALL.M K House of Rep , Interior & In 
sular Affairs Ip 29586 342-29505 342 

-8604020334 Forwards proposed legislation Quthonzlnjg appropriations for FY80 & 
FYfi7,por Section 261 oi Atomic Energy Act of 1954 & Section 305 of Energy Reorga- 
nization Act of 1974 Amounts shown for FYD7 fopresonl NRC eslimalos 
PALLADINO.NJ Commissioners. 85/03/12 MARKEY.EJ House of Hop , Energy A 
Commerce 1p 29585 343-29505 343 

-8604020338 Forwards proposed legislation authorizing appropriations for FY66 & 
FY87,per Section 261 of Atomic Energy Act of 1954 & Section 305 of Energy Reorga- 
nization Act of 1974 Amounts shown for FY87 roprosen! NRC estimates 
PALLADINO.N J Commissioners. 85/03/12 SIMPSON,A K Ftouee ol Rep , Environ- 
ment & Public Works 7pp 29585 344 29505 350 

8504020340 Forwards Doc 1984 quarterly ropt on nondisclosure of safeguards info.per 
Section 207(a) of Public Law 96-295 

PALLADINO.NJ Commissioners 05/03/18 O’NEILL, T P House of Rep , Speaker of 
the House Ip 29585'318-29505 322 

-8604020343 Forwards Dec 1 084 quarterly rept on nondisclosure ol safeguards Info.per 
Section 207(a) of Public Law 90-295 

PALLADINO.NJ Commisslonors 85/03/10 BUSH.GH Senate 4pp 20BB5 319- 
29685 322 

8504030041 Responds to 850223 Itr re effects of earthquakes on facility emergency 
planning Request for public forum denied 

PALLADINO.N. J Commissioners 05/03/13 CULVER.N San Luis Obispo Mothers for 
Poace 6pp 29606 024-29606 030. 


8604040414 Responds to 850227 Itr to Chairrr^ari Palladpno re TM! shuldown Hearings 
hold on magor contentions Commission currently awaiting cornplelion of public hear- 
ings & resolution of open Issues ro mgt Integrity 

DENTON.H R Office of Nuclear Reactor Regulation, Director 85/03/28 
BENDER, J P Bender & Shoemakof. fnc 5pp 2961 B 308-2961 B 311 

-8504040415 Requests info re TM1 1 rosier t Concerns raised 
BENDER.J P- Bonder & Shoemaker, Inc 85/02/27 PALLADINO.NJ Commissioners 
Ip 29619 251-29019 252 

8504060161 Weekly info ropt for wk ending 85D322 
REHM.T A OfliCD of the Executive Director for Oporaitons 85/03/29 40pp 
29711 334-29712 011 

8504100694 Advises that NRC issuing notice of violation & proposed ImposHlon of civil 
penalties to util for violations involving mail false slatements re Tech Specs, in re 
aponse to 050308 Ur 

PALLADINO.NJ Commissionofs 85/03/22, MARKEY.EJ House of Rep. Energy & 
Commerce ip 29776 207-29775 218 

-8504100600 Requests lo bo informed oJ Commission decision on final onforcemont 
action to licensee ro apparont mall false slalom ents by util about facility, in response 
lo 850100 Itr 

MARKEY.E J House of Rep , Energy & Commerce 85/03/08 PALLADINO.N J Com 
missioners Ip 29775 218-29775 218 

8504100692 Forwards commenls on DOE rept, "Managing Nuclear Waste - Seller 
Idea.’’ per Boggs 650219 request Comments highlight regulatory uncertainties lhat 
arise from DOE advisory panel recommendations 

PALLADINO.NJ Commissioners 65/03/22 HERRINGTON, J S Energy, Dept of 
6pp 20774 225 29774 255 

-8504100894 Forwards DOE proposed response fo requirement of Section 303 of Nu 
clear Waslo Policy Act oJ 19 62. including Secretary of Energy draft Hr to 
Congress Review & comments roquestod 

0OuGS,O,J. Energy, Dopt of 85/02/19 PALLADINO.N J Commissioners 24pp 
29774 231.20774-i55 

8504100751 Forwards proposed reprogramming adjustmants w/ explanation to support 
request for reprogramming approval lo fund approved pay raises & to identify pro 
posed rescission as result of Section 2991 of Deficit Reduction Act of 1984 
PALLADINO.NJ Commissioners 86/03/20 BEVILL.T House of Rep, Appropriations 
MARKEY.E. House of Rep , Energy & Commerce UDALL.M House of Rep , interior S 
Insular Affairs 7pp 29764 30B 29764 314 

8504180020 Weekly info ropt for wk endtng 050329. 

REHM.T.A Office ol the Executive Director for Ope rations 65/04/05 35pp 

29834 102-20834 226. 

8504220308 Weekly Info repi for wk ending 050405 
REHM.T A Office of the Execullvo Director for Oporations 65/04/15 3Qpp 

2094 7 049-29947 077 

85042S0074 Clarifies three paragraphs of Commissioner AsBelstino testimony re FY06 
budget request before Subcommiltoo on Energy & Water Development on 850327 Ru- 
quests Hr be made official pari ol committee transcript 

PALLADINO.NJ Commissioners 86/04/11. BEVILL.T Houso of Rep . Approprlallons 
3pp 30030,129 30030.131 

8604250140 Forwards description of NRC contractual projecia re nuclear ronprotif ora- 
tion for Jan 1081 - Mar 1085 8 1905 policy 8i planning guidance statemenUn re- 
sponse lo 650222 Hr 

PALLADINO.NJ Commisstoners 85/04/09 MARKEY.E J Houso of Rep. Environ 
ment & Public Works Ip 30930 049-3 0030.082 


-*8504030044 Requests public forum to discuss facility evacuation plans in case of 
earthquake emergency 

CULVER.N. San Luis Obispo Mothers for Peace 65/02/23 PALLADINO.N Commis 
sioners 1p 29606 030 29606 030 

6604040329 Forwards draft bill.analysis of proposal, comparative tost 8 memo explaining 
need for proposal re eliminating duplicative FR notices concerning Agreement Slate 
program 

PALLADINO.NJ Commisslonors. 65/03/12. BUSH.Q.H Sonata. President of the 
Senate Ip 29657 305-29857 310 

-6504040332 Forwards draft biil.anatysis of proposal, comparative tost & memo explain 
ing need for proposal re eliminating duplicative FR notices concerning Agreement 
State program 

PALLADINO.N J. Commisslonors. 85/03/12 O’NEILL.T P House of Rep. Speaker of 
the House 5pp. 29657 306-29657'310 

8604040330 Forwards leglslalivo proposal in form ol draft bill amending Section 147 ol 
Atomic Energy Act ol 1954 Bill would clarify Commission authority to protect generic 
safeguards info from public disclosure 

PALLADINO.NJ Commissioners 85/03/12, BUSH.G, H. Senate, President of the 
Senate Ip 29657 311-29057 322 

-8504040343 Forwards legislative proposal in form of draft bill amending Section 147 of 
Atomic Energy Act of 1964 Bill would clarify that Commission authorized lo protect ge 
nerics safeguards info from public disclosure 

PALLADINO.NJ Commissioners 85/03/12 O’NEILL.T.P House of Rep . Speaker of 
the House, tipp 29657.31 2-29657 322. 

850404034B Forwards proposed draft bill, detailing need for legislation expanding Sec- 
tion 236 of Atomic Energy Act of 1 954 to consider sabotage ol nuclear production or 
facility during const as criminal act 

PALLADINO.NJ Commissioners 85/03/12. BUSH.GH. Senalo. President of the 
Senate ip 29657.296-29657 304. 


-8504250161 Forwards description of NRC conlraclual projects re nuoloar nonprolifara- 
lion for Jan 1981 - Mar 1985 & 1985 policy & planning guidance stalomenl.Sn re 
sponse to 050222 Hr 

PALLADINO.NJ Commiaelonors 85/04/09 BARNES.M D. Houso of Rep Ip 
30030 050-30030 DQO 

-8504250173 "NRC Contractual Proiecls In Support of Norvproliforallon & Inll Safe- 
guards, 1981 85" 

^ NRC * No Detailed Affiliation Given 85/04/09. 30pp 3O930.CI51 30030 080 

-8504250183 Requests Info re external research programs on nuclear nonproliferation 
lor period of Jan 1901 to present 

BARNES.MD. MARKEY.E J House Of Rep 05/02/22 PALLADINO.NJ Commission- 
ers 2pp 30030 081-30030,082. 

0504260147 Submits clarifying comments on Assolaline 050319 statement before 
Senate Subcommittee on Energy & Water Davotopmenl Reduction In ficensing ac- 
tions should not be characiorizetl as "substantial ’’ 

PALLADINO.NJ Commissioners. 85/04/10 HATFIELD, MO Senate. Appropriations 
3pp 30030,044-30030 040 

8504250209 Advises that discretionary release of proprietary portions of GESSAR-1I 
PRA & related documents not warranted Potential injury to GE competilivo posilior^ 
from release outweighs minimal enhancement of peer review 
PALLADINO.NJ. Commissioners. 85/04/16 WARD, DA ACRS • Advisory Commilteo 
on Reactor Safeguards 3pp, 30029 332-30029 334, 

8504250516 Responds to 850226 Hr re shipment of spent nuclear rods from West 
Volley, NY to Oyster Creek Nuclear Station, Roulo wilf be resurveyed to ensure against 
any serious safeguarding dangers over Routo I 287 

PALLADINO.NJ Co mrnissi on era 85/04/04 KEAN.TH New Jersey, Stale oL 2pp 
300211355 30021.368 


-6604040362 Forwards proposed draft bill.detallmg need for legislation expanding Sec- 
tion 236 of Atomic Energy Act of 1954 to consider sabotage of nuclear production or 
utilization facility during const as criminal act. 

PALLADINO.NJ Commissioners 85/03/12. O'NEILL, TP House of Rep., Speaker of 
the House 0pp 29657-207*29657.304 


■8604260525 Expresses concern w/ shipment of spent nuclear fuel rods from West 
Valley, NY to Oyater Creek Nuclear Station Requests NRC relnspect already approved 
route.focusing on portion of 1-287 scheduled for conal 

KEAN.TH, New Jersey, Slate of 65/05/20. PALLADINO.N Commissioners. 2pp 
30021*357-30021.358 
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8504250544 Advices 1hat neither author nor member ot aulhar slatl parlrctpaled in unau 
thcrfzed public release of transoript^s o1 C orr mission deliberations re lull power 
OL Relevant correspondence end W/o oncl 

ASSELSTINEJK Commissioners 65/04/09 MYERS.JT House oi Rap . Appropria 
lions 2pp 30021 351^30021 352 

8504290494 Weekly info rent for wk ending 850412 
BEHMJ A Office of Ihe Executive Director for Operations 86/04/19 39pp 
30055 076 30055 f 14 

8504300237 Responds to 650326 !tr re nuclear power plant sfandardizahon Concurs w/ 
assessmenl of imporlance of stand a rdizai ion Proposed rev to 1976 standardization 
policy statement will be issued this summer for public comment. 

DENTON HR Office o1 Nuclear Reactor Reguration, Director 85/04/19 
STASZESKY,FM Alfilial ion Not Assigned 4pp 30072 150-30072 157 

-<QS0430'0250 Summarizes items to bo emphasized to achieve progress re nuclear 
power plant standardization Standardization holpful in altainmg regulatory stability, cost 
& schedule control & to ensure good experience from past not lost 
STASZESKY.FM Bechtel Corp 85/03/28 PALLADINO.N J , ROBERTS,! W, 
ASSELST|NE,J K Commissioners 4pp 30072 154 30072 157 

8504300639 Responds to 650326 quesUons re Generic Ur 83 28 & IE Info Notice 85 
16 implementation of shunt trip mods scheduled to be completed at ell facilities by 
Dec 1986Specilic licensee actions to address undervoltage output boards under 
study 

DIRCKS.VVJ Office of the Executive Director for Operations GL'83 28 65/04/22 
ASSEISTINE Comrtiissioners 8pp 30070 294-30070 325 

'•0504300642 Requests addi info re establishment ol lequired actions & anticipated 
dalo of full compliance per Generic Ltr 83-23 & reason for not requiring licensee 
acton on potentially generfe problem described in lE Info Nolico 85-10 
ASSELSTINEJK Commissioners GLB3 28 85/03/26 DlRCKEWd Office of the 
Executive Director for Operations 2pp 30070302-30070325 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


8409200005 Notification ol contract execution.Mod 2, to "Use of TVA Reactor Simulator 
Facilities at Chattanooga.TN for Training on Browas Ferry .Sequoyah 8 Bellefonte Sim- 
ufabrs " Contractor tVa Power Proouction Training Cfr 

UMBEL.O Technical Assistance Co nlracls Branch FIN 8 0717 NRC-05-84-153 04/ 
09/05 SHOVVE,SK Director's Office, Office of Inspection and Enforcement Ip 
26602 299 26602 391 

-*6409290006 Mod 2,deobligaling funds Jo "Use of TVA Reactor Simulator Facilities at 
Chatlanooga.TN for Training on Browns Ferry, Sequoyah & Bellefonte Simulators" 
JOHNSON.RJ Tennessee Valley Authority SMITH.PA Division of Contracts FIN B- 
8717 NRC05-8M53 84/09/05 2pp 26602 300 26602 301 

8504020365 Nctiticatio-n of contract execution, Mod 2, to "BWR Nucloar Engineering 
Courses " Contractor GE 

WOLLETT.S Technical Assistance Contracts Branch FIN BB719 NRC 05 83-219 
65/03/05 BLAHA,JL Program Support & Analysis Staff HAVENS.OH NRC - No 
Detailed Aftilration Given Ip 29566 012-29566 013 

-3504020370 Mod 2,extendmo performance period through 850830 & exercising option 
for GE course, to "BWR Nuclear Engineering Courses '' 

PIERCE.R L General Electric Co EDGEWORTH, PJ Division of Contracts FIN B 
67 fO NRC 05 fi3-2T9. 65/03/05 Ip. 20566 Of 3 29586 013 

6504020373 Nolificafion of conliacl execution, Mod 4,lo "Consultant Examiners" 
Contractor Roc^weff fnti 

UTTLE.M Technical Assisi a nca Contracts Branch FIN 6-3010 NRC-03-77 043 65/ 
03/22 BOVaRS, COLLINS.P NRC - No Detailed Atfiliaiion Gwen Ip 29586010- 
2958601 1 

-8504020375 Mod 4, deobli gating unliquidated balance, to "Consullanl Examiners " 
JOHNSON.RA Rockwell Intern a lion al Corp EDGEWORTH.PJ Division of Corrt rads 
FINE 3010 NRCD3-77-043 85/03/22 Ip 2958601 1 295B6 01 1 

6504020360 Notification of contract oxecutiorii.Mod 5, to "Development ol Reg Guide & 
ReguPatory Analysos ’’ Contractor Analysis & Technology.! no 

HAWKINS, 0 Technical Assistance Contracls Branch FIN B B645 NRC 02 03-107 
85/03/19 THOMPSON.HL Division of Human Factors Safety SHARKMAN.S NRC - 
No Detailed Affiliation Given Ip 29566 006-29566 009 

- 6504020385 Mod S.oxlending performance period to 850930 & addiqn Task 8 re regu 
lalory analysis on final revs to 10CFfl55,to "Devotopmeni ol Reg Guido & Regulatory 
Analyses" 

' Analysis & Technology, Inc THOWPSON.RO Division of Cenlracls FIN B 8645 
NRC 02 63-107 85/03^9 3pp 29586007-29586009 

6504030161 Notification of conlracl execution, Mod 3jo "Radiation Monitoring Program 
Requirements *' Confraclor NV State. 

STfcWART.S Techrrical Assistance Contracts Branch FIN B-8355 NRC 28-83-610 
85/03/25 MCOSCAR,J. Region 1, Office oJ Director. KOTTAN.J J. NRC - No Delallod 
Affjlialion Given. Ip 29627:161 29627' I6t 

-8504038165 Mod a.pro^^ding funds for CYdS & changing 8&R & appropriation 
numbefB,lo"RadiationMonitorinQPrOflramRequiremants'^ 

• New York. State ol. THOMPSON, R D Division of Cohlracts FIN B 8355 NRC 28 
83 610. 85/03/25 2pp 29027.162-29627.163 

850493 8169 Notification of contract executIon,Mod 10, to "Model Documentation A In 
House Training lor Unsalurated FlowA Treosporl Modeling," Contractor' Water, Waste 
& Land.Inc 

GOLEM AN,R. Administralrve Conliacls Branch. NRC 02-83-030. 85/03/21 DAVIS J 
Office of Nuclear Materiat Safely & Safeguards, Director. WIDMAYER.D NRC - No De 
taifed Affiliation Given 1p 29627,15929627 159 

- 0504030176 Mod tO.extendbng period of performance to 850401, to "Model Documen- 
tation & In-House Training for Unsaturaled Flow Transport Modeling ” 

DAVIS, I A Water, Waste & Land. Inc EDGEWORTH.PJ Division o! Contracts. NHC- 
02-83-030 85/03/21 1p 20627 160-29627,160 


6504030181 Notilication ot contract execution.Mod 6, to “Region V Data Entry Sves" 
Contractor Phoenix Inll 

BROMBERG, BJ Admmislrative Contracts Branch FINBABOi NRC 33-63 467 85/ 
03/21 BASSETT, HS Office of Resource Management, Director ZOLLICOFFER.J 
NRC No Detailed Affiliation Given Ip 29627 144-29627 144 

"8504030187 Mod 6, adding overtime provisions & amount, to "Region V Data Entry 
Sves " 

THOM AS, BT Phoenfx International WtQGINS.E Division of Contracts FIN B 6891 
NRC-33 83 467 05/03/21 2pp 29627 145 29627 146 

6504030262 Notification of contract oxeculion.Mod 4, to 'Enhancoment ot Nuctoar Re 
porting & Anatysis Sys " Contractor Boeing Computer Sves 

SILVIS.R M Admimstralive Contracts Branch FIN S 6003 9 NRC-02 78 083 85/03/ 
26 DAVIS.JG Office ot Nuclear Material Safety 8 Safoguards.Direclor SPARKS,E 
NRC No Detailed Atfilialion Given Ip 29606 004-29608 086 

--85O4030265 Mod A.deobligating funds & incorporating 1978 & 1970 final overhead 
rates, to "Enhancement of Nuclear Reporting & Analysis Sys " 

KIEt.R L Boeing Computer Services Co (div of Boeing Co) HAGAN, T Division ol 
Contracts FIN B 6083 9 NRC 02-78 083 85/03/26 2pp 29606 086 29806 088 

8504030297 Corroded notification of conlracl oxoculion.Mod 3, to " Estimation of Atmos 
phene Dispersion at Nuclear Reactor Plants Utilizing Real Time Anomometor Stniis 
bes " Conlracloi Colorado Stale Univ 

STEWARTS Technical Assibtanco Contracts Branch NRG 04 81 202 84/07/16 
FOREHANO.W Office of Nuclear Regulatory Research. Director Ip 29606 128- 
20606 126 

8504630301 Notification of contract execution, Mod 6, to “Page Makeup Sves" 
Contractor Art Sves & Publications, Inc 

LITTLE.M Technical Assistance Contracts Branch NRC 10 02-365 05/03/21 
DORIE.W J Office of Administration THOT-THOMPSON NRC - No Detailed Alfiliation 
Given Ip 29606 124 29606125 

"8584030304 Mod 6.deobligating unliquidated halance.to "Page Makeup Sves " 
HATOSY.CA ASAP, Inc THOMIPSON.RD Division of doniracts NRC 10 82 365 
85/03/21 Ip 20606 125 29606 125 

8504040092 Notification of grant oxeculion.Mod l.to "Inti Conference on Power Plant 
Simulatloni" Grantee Univ of Arizona 

STEWARTS Technical Assistance Contracts Branch FIN G-10Q9 NRC G 04 84 013 
85/03/19 BATSON, W Office of Nuclear Regulatory flesoarch, Director KELBER.C 
NRC • No Dolailed Affiliation Given 1p 29619 070 29619 071 

- 8504040087 Mod t, extending period Of peffornianco to 85053 l.to "Inll Confercnco on 
Power Plant Simulalign " 

WHEELER, JT Arizona. Univ of, Tucson. AZ EDGEWORTH.PJ Division ot Con 
fracts FIN G- 1069 NRC-G04B4 013 85/03/19 Ip 29610 071-29619 071 

6504040101 Nolihcalion of contract execution, Mod 5.to "Low Level Nuclear Waste 
Processing & Shallowr Land Burial Trench Isolation " Contractor Univ ol Arizona 
STEWARTS Technical Assistance Contracts Branch NRC 04 01 220 85/03/1 \ 
QATSON.W Office of Nuclear Regulatory Research, Director O'DONNELL.E NRC 
No Detailed Affilialton Given 4p 20619 040 29619 042 

"8604040106 Mod S.oxtendmg period of performance to 850630.10 "Low Lovol Nuctoar 
Waste Processing & Shallow Lend Burial Tronch Isolation " 

WHEELER, JT Arizona, Univ of. Tucson, AZ EDGEWORTH.PJ Division of Con- 
tracts NRC-04 81-220 85/03/11 2pp 29619041 29619042 

8504040152 Notification of conlracl oxeculion.Mod 8,to "Stonographic Reporting Sves 
Within Washrnnton.OC Metropolitan Area ’ Contractor Ace r edernl Roporlers.lrc 
WCLEAREN.T Administrative Contracts Branch NRC 17 85 207 85/03/20 

CHILK.SJ, MCGREGOR, EW Office ot the Secretary of tho Commission Ip 
2961 & 150 29619 154 

"8504040167 Mod O.mcorporafing provision for magnotic tape record of hoarinns when 
ordered by Commission, to "Stenographic Roporting Sves Within Washington, DC Mel- 
ropolitan Area " 

PENN.AI, Ace Federal Reporters, Inc WIGGINS.E Division of Conlracls NRC 17 85 
207 85/03/26 4pp 29610151-29619.154 

8504040607 Noliflcalton of conlracl execution "Technical Assistonco in NRC Irisp & 
Enforcemanl Operalions," awarded lo Paramolor, fnc 

JESSUP, B. PAQE.M Technical Assistance Conlracls Branch FIN B 0745 NRC 05 
85-167 65/03/25 CORLEY.D Director’s OIJico, Office of Inspocllon and Enforce 
ment PHILLiPS.H NRC -No Detailed Affiliation Given Ip 20656 227-20656 263 

"8504040510 Contract "Technlcat Assistance m NRC Insp & Enforcement OperaUans." 
awarded to Para meler, fnc 

LOFY.D Paramotor, Inc SMITH.PA Division of Contracts FIN B-874i5 NRC-05 85 
167 85/03/25 26pp 29650 228-29656 253 

8504040511 Notification of contract oxeculion.Mod 1,to "P re ope ration at & Startup insp 
Program Procedure Development " Contractor Pentekjnc 

PAGE.M Technical Assistance Conlracls Branch FIN B 6728 NRC 05 84-156 85/ 
03/25 DEYOUNG.R C Director’s Olfico, Office of Inspection and Enforcemoni 
DARBER.G NRC - No Detailed Affiliation Given 1p 29656 224-29656 228 

--85D4O40515 Mod ^expanding slatomonl of work .extendi no performance period lo 
860624 &, adding Incremental funding, lo "Prooperational & Startup Insp Program Pro- 
cedure Developrnenf *' 

' Penlek, Inc EDGEWORTH.PJ Division of Conlracls FIN B-8721 NRC 05 64-156, 
85/03/25 2pp. 20656 225-29656 226 

8504040516 Notification ol contract execution "Technical Assistance m NRC Insp & 
Enforcement Operations, " awarded lo Paramoter, Inc 

JESSUP, B , PAGE.M Technical Assistance Contracts Branch FIN B-B769. NRC 05- 
85-157 85/03/26 CORLEY, D Director’s Ofltce, Office of Inspection and Enforco- 
ment BARNOID.A NRC - No Detailed Affiliation Given tp 29656 183 29656 207. 

"0604040571 Contract "Technical Assisianco in NRC Insp & Enforcement Operations," 
awarded to Parametor.lnc. 

LOFYpD Parameter. Inc SMITH.PA Division of Contracts FIN B 8729, NRC 05 85 
167 85/03/25. 24pp 29656184-29656 207 
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8504060071 Nolificalion of coniract oxoculion Annual Subscnplions.” awardGcl lo 
McGraw H<ll,lnc 

BROMBERG, Administrative Contracts Branch NRC-10 85-244 85/03/26 

BESAW.W Division of Technical information & Document Control CONYNGHAM.M 
NRC No Detailed Affiliation Given Ip 29712 272 29712 335 

-8504080078 Solicitation.offer & award of “Annual Subscriptions" to McGraw Hill.Inc 
FERRANTEJ McGraw Hill Publications Co WIGGINS, E Division of Contracts NBC- 

10 05 244 85/01/31 65pp 29712 273 29712 336 

8504080312 Notification of contract execution "Career Counselma Svcs," awarded to 
BEMW.Inc 

DAVIS, K A Acfminislrativo Contracts Branch NRC-1 0 85-214 85/03/05 
GOLDMAN. PJ Managemen! Dovefopmeni & Training Staff VANSANTEN,L NRC 
No Detailed Affitialion Given ip 29689 287-29690 010 

-8604080317 Coniract “Career Counseling Svcs,‘ awarded to BEMW.Inc 
MENDELSON.I N Binder, Elster, Mondorson & Wheeler, Inc HAGAN, T F Division of 
Contracts NRC-10 85-214 85/03/05 06pp 29609 286 29690 010 

6504090367 Notificalion of contract execution, Mod 3, to “Press Clipping Svcs " 
Contractor Press Intelligence, Inc 

LITTLE, M Technical Assistance Contracts Branch NRC-10 03 298 85/03/29 
BESAW.W J Division of Technical Information & Document Control CONYNGHAM.M 
NRC - No Detailed Affiliation Given Ip 29740 021 29748 022 

-6504090393 Mod 3,dGobligating unliquidated balance lo close out contract.to "Press 
Clipping Svcs " 

JONES.J M Press Inlelligenco. Inc THOMPSON, D Division of Conlracls NRC-10 83 
298 05/03/29 Ip 2074 B 022-29746 022 

8504090397 Notification of contract execulion.Mod 4.lo “Investigation Into Stale of 
Stress in Crust Under Northeastern US " Contractor Columbia Univ 
LITTLE, M Technical Assistance Contracts Branch FIN B-7245 NRC 04 81-180 85/ 
03/29 BATSON, W Office of Nuclear Regulatory Research. Director ZURFLUEH.E 
NRC - No Detailed Affiliation Given Ip 29748 019 29748 020 

-6504090402 Mod 4,dGobll9aling unliquidatod balance to close out contract.to "Invosli 
gallon Into Stalo of Stress in Crust L/rder Northeastern US " 

LEWIS.J P Columbia Univ, New York, NY EOQEWORTH.PJ Division of Conlracts 
FIN 0-7245 NRC 04 01-180 05/03/29 Ip 29748 020-29748 020 

8504100001 Nolificalion of contract execution “Technical Assistance in Seismo-Tec- 
tonic Impacts On U Recovery & Low Lovol Waste," awarded to US Army Corps of 
Engineers 

MACE.M Technical Asslstanco Conlracts Branch FIN D 1017 NRC 02 85 003 85/ 
02/14 DAVIS, J Office of Nuclear Malonal Safely & Safeguards.Oireclor 
BLACKFORD, M NRC - No Detailed Affiliation Gtvon Ip 29775 001-29775 011 

-0504100098 Lir Contract NRC 02 85 003 “Technical Assistance in Seismo-Tccionic 
Impacts on U Recovery & Low Level Waslo,” awarded lo US Army Corps of Engi 
neers 

SMITH, PA Division of Contracts FIN D 1017 NRC 02-05 003 85/01/tl 
MCCORMICK, WN Army, Dept of, Corps of Engineers lOpp 29775 002-29775 011 

8504100629 Notification of contract oxocution.Mod 38,to "Technical Assistance to Sup 
port NRC IE Personnel In Invosligalions of tncidonls " Contractor Parameter, Inc 
WOULETT.S Adminislralivo Conlracts Branch FIN B 1302 NRC 05 02-249 85/03/ 

11 BLAHA.J Director’s Office, Office of Inspection and Enforcement 
SHEWMAKER.R NRC ■ No Detailed Affiliation Given Ip 29775 100 29775 109 

-0504100644 Mod 30, Increasing funds.definiiizing Mods 8,9 & 10 to Task Order 67 & 
mods lo Task Orders 47,50 & 53,to “Technlcat Assistance to Support NRC IE Person- 
nel in Investigations of Incidents " 

LOFY.R A Paramolor, Inc EDGEWORTH.PJ Division of Conlracls FIN B 1302 
NRC 05 82 249 85/03/11 9pp 29775181-29775 109 

8504100666 Nolificalion of coniract execulion.Mod 6. to "Monthly Update of NRC Rules 
& Regulations " Contractor Metrotoc.Inc 

COLEMAN.R Adminislralivo Contracts Branch, NRC 10 03-350 85/03/04 

FELTON, J M Division of Rules end Records PHILLIPS.J NRC - No Detailed Alfill- 
alion Given Ip 29775 196 20775 108 

-8504100672 Mod 6,establishing final indirect cost rales, to "Monthly Update of NRC 
Roles A Regwlaflens " 

NELSON, J E Molrotec, Inc IVORY.B J Smell Business Administration WIGGINS, E 
Administrative Contracts Branch NRC 10 83 350 05/03/04, 2pp 29776'197- 
20775198 

8504100697 Notification of contract executlon.Mod l.lo "NRC Operations Clr Video 
Wall Sys *' Coniraclor Future Viow.Inc 

MCLEAREN.T Admlnlstrativo Contracts Branch FIN B0743, NRC 05-85-155 05/03/ 
25 MUIR, A P Director's Office, Office of Inspectior^ and Enforcement PRIEbE,R 
NRC • No Detailed Affiliation Given Ip 29764 350-20764.363 

•‘8504100700 Mod 1, changing spec.correciing billing error & adding funds to "NRC Op 
eratlons Ctr Video Wall Sys^' 

* Future View, Inc WIGGINS, E Division of Contracts FIN B 8743 NRC 05 85-155 
85/03/25 3pp 29764 351-20764 353 

8504100703 Notification of contract executlon.Mod 3,lo "Pennsylvania Seismic Monitor- 
ing Network (NEUSSN) & Rotated Tectonic Studios'* Coniraclor Pennsylvania State 
Univ 

STEWART, S Technical Assistance Contracts Branch FIN B-0204, NRC 04-83-021 
85/03/15 BATSON.W Office of Nuclear Regulatory Research, Director MURPHY.A 
NRC - No Detailed Affiliation Given Ip 20764 345-29764 340 

-8504100796 Mod 3, extending period of performance to 850331 & adding funds to 
"Pennsylvania Seismic Monitoring Network fNEUSSN) & Related Tectonic Studios " 
BABE.KS Ponnsylvania Slate Univ., University Park, FA EDGEWORTH.PJ, Division 
of Contracts FIN B-8294 NRC 04-83 021 85/03/15, 4pp 29764 346-29764.349 

8604110567 Notification of contract oxecutlon.Mod 6, to "Study of Reactivity Effacl of 
Bubble Collapse In Fast Flux Tost Facility " Contractor Univ of Maryland. 

StLVlS.RM Adminlslratwe Conlracls Branch FIN B 5890 NRC 03-76-106 85/04/02 
DENTON, H R, Office of Nuclear Reactor Regulation, Director LOIS.L NRC - No De- 
tailed Affiliation Given. Ip 29769 245-29769 246 


-8504110590 Ltr Contract NRC 03 76 186, Mod 6 dcobligaimg funds.to "Study of Reac- 
tivity Effect of Bubble Collapse in Fast Flux Test Facility " 

HAGAN, T Administrative Conlracls Branch FIN B 5090 NRC 03 76 186 85/03/26 
HEATH, M Maryland. Univ of. College Park, MD ip 29769 246 29769 246 

8504110693 Notificalion of coniract execution, Mod ft.lo 'Operation & Maml of NRC 
Document Control Sys " Contractor SBA Subcontractor Technassociales.Inc 
BROMBERG, B Administrative Contracts Branch FIN D 1228 NRC 10 84-211 85/ 
03/23 NORRY.P G , LUNDY. J Olfice of Administration Ip 29769 247-29769 250 

-8504 110597 Mod 8,adding overtime amounLlo "Operation & Mamt of NRC Document 
Control Sys" 

THOMAS.ME Small Business Adminislralion ZENTNER.M A Technassocialos, Inc 
WIGGtNS.E Division of Conlracls FIN D- 1228 NRC 10 84-211 85/03/23 3pp 
29769 240-29769 250 


8504110602 Notification of contract execulion.Mod 7.lo Operafion & Mamt of NRC 
Document Control Sys" Contractor SBA Subcontractor Technassociatos, Inc 
BROMSERG.B Adminislralivo Conlracts Branch FIN D 1228 NRC 10 84 211 85/ 
03/21 NORRY.P G , lUNDY.J Office of Administration 1p 29769 213 20769 218 

-8504110606 Mod 7, changing prototype NUREG search sys,1o "Operation & Mainl of 
NRC Docunfiont Control Sys " 

THOMAS.ME Small Business Administralion ZENTNER.MA Technassociates, Inc 
WIGGINS.E Division of Contracts FIN 0-1228 NHC-10 84-211 85/03/21 5pp 
29769 214-29769 218 

8504110609 Notification of contract execution "Purchase of Radiophones," awarded lo 
Communicaiions Applied Technology 

BAZIN, JP Administrative Contracts Branch FIN B-8365 NRC-2fl B5 363 85/03/22 
MARTtN.TT Region 1, Office of Director BELLAMY. R NRC - No Detaitod Affiliation 
Given Ip 29789 120-20789 172 

”8504110612 Contract "Purchase of Radiophones," awarded lo Communications Ap 
plied Technology 

LEYMAN.G S Communications Applied Technology DAVIS, K A Division of Contracts 
FIN B 8365 NRC 28 06-363 85/03/22 51pp 29789 121 29709 172 

8504120004 Notification of conlracl oxocution.Mod 6,lo “Goursos in C E Facility Design 
& Operation " Contraclor'C E Power Sys 

UMBEL, D Tochnical Assislanco Conlracls Branch FIN B 1301 NRC 05 82-241 85/ 
03/18 MUIR. A P Director’s Office, Office of Inspection and Enforcomeni SHOWE.S 
NRC - No Detailed Affiliation Given Ip 29795 134 29795 136 

”850412000$ Mod 6, exercising option for addi course & oxtondiog period of perform 
anco to 850430.to "Courses in G E Facility Design & Operation " 

LECLAIR.DE Combuslion Erginoormg, Inc EDGEWORTH.PJ Division of Conlracts 
FIN B 1301 NRC 05 82 241 05/03/18 2pp 20795 135 29705 136 

8504120367 Notification of conlracl execution, Mod 1,lo “Prepare 5 Yr Telecommunica- 
tion Plan " Coniraclor SBA Subcontractor KOH Sys.Inc 

COLEMAN.R Division of Contracts NRC 10 84 535 85/03/05 CORLEY.J Division 
of Facilitios & Operations JONES.J NRC - No Detailed Affiliation Given Ip 
29795 033.29705 038 

”8504120372 Mod 1, incorporating security roquircments.lo "Prepare 5-Yr Tolacommunl- 
cation Plan " 

THOMAS, M E Small Business Admlmstralfon * KOH Systems. Inc WIGGINS.E Divi 
slon of Contracts NRC-IO 84-535 85/03/05 5pp 29795 034 29795 038 

8504120380 Nolificalion of conlracl executlon.Mod 2, to "Analysis & Dovelopmonl of 
Recommendations re OA.Safely & Reliability " Contractor Geo B's.Inc 
MCLEAREN.T Adminislralivo Conlracls Branch NRC 02 84 007 85/02/25 

DAVtS.JG Office of Nuclear Malarial Safety & Safoguards.Diroctor DELEGATI.M 
NRC - No Delallorf Affiliation Given Ip 20795 027-29795 032 

-8504 1203 84 Mod 2,modifying schedulo for Tasks 2 & 3,to "Analysis & Oovelopmont of 
Recommendations re QA, Safely & Reliability " 

BLAND.W M GooB's, Inc EDGEWORTH.P J Division of Conlracls NRC 02 84 007 
85/02/25 6pp 29795 028 29795 032. 

8604120391 Notification of contract oxocution.Mod 3,to "Region IV Data Entry Svcs" 
Conlractor AlC Analysis Corp 

COLEMAN.R Administrative Conlfacis Branch FIN D 1201 NRC 33 04-363 85/02/ 
26 BASSETT.H Division of Automated fnformalion Servicos KAY.Q NRC - No De- 
tailed A'filiatlon Given Ip 29794 282-20794 283 

”8504120308 Mod 3,changing key personnol.lo "Region IV Data Entry Svcs" 
DOHERTY.MJ AlC Analysts Corp WIGGINS.E Division of Conlracls FIN D 1201 
NRC-33-04 303 85/02/21 Ip 29794 283-29794 203 

8504150579 Notification of contract executlon.Mod 7,lo "Fire Proteclion Program 
Review Case Work Plant 1." Contractor Gage Babcock & Assoc 
UMBEL.D, Tochnical Assistance Contracts Branch FIN 9 8020. NRC 03 82-116 85/ 
04/02 VOLLMER.R H Division of Engineering WiNG.J NRC • No Dolalled Affiliation 
Given Ip, 29811 231 29811 233 

-8504150639 Mod 7,termlnaling coniract, to "Fire Protection Program Review Case 
Work Plant 1," 

COHN, 8 M Gage Babcock Associales, Inc EDGEWORTH.P J Division of Contracts 
FIN B 8020 NRC 03-82-118 85/04/02 2pp 29011 232 29811 233, 

8504150673 Forwards performance evaluation of State of SC for 1084 & review of 1983 
annual rept Problems w/ collecting & splitting certain environ samples for 1983 rept 
Identified Overall performance good Contract will be continued 
STOHR.J.P. Ronion 2, Office of Director NRC-29 83 624 05/03/25, SHEALY.H Q 
South Carofma, Sfate of tp 29818 238 29818 242, 

“8504160690 Performance evaluation of Stale of SC for 1984 & review of 1983 annual 
repl re environ monfloring conlracl program 

ADAMOVITZ.S S . MONTGOMERY.D M Region 2. Office of DIfeclor NRC 29 83 624 
85/03/10 4pp 29818 239-29818 242 
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S504.160B13 Notification of contract execution, Mod 12, to ''Publication Distribution Svca" 
Contractor Computer Data Sys, Inc 

LITTCE,M Technical Assistance Contracts Branch NRC-1O8 0 362 85/04/08 

0ESAW„W Division of Technical Information & Document Control SCOTT, S NRC - 
No Del ailed Affiliation Given tp 29836 010 29836 011 

-S6Q4160615 Mod 12.deobligating unliquidated bafanca remaining undor contractdo 
“Publication Distribution Svc 8 ^ 

' Computer Data Systems, Inc THOMPSON.R D Division of Contracts NRC*10&0 
362 64/04/08 Ip 29B36 01 1-29836 01 1 


-850 4230532 Mod 2.rewising scheduled CY84 leasing & funding, to “Dresden & Perry 
Simulator Leasing " 

JONES, J General Electric Co THOMPSON.R L Division of Contracls FIN B87t3 
NRC 05 64-159 85/04/08. 2pp 29972 323 29972 324 


8504240062 Notification of contract execution, Mod 2, to “Review of Tornado Mis site 
PRALfmenck Generating Station & Seabrook Nuclear Power Rant" Contractor NDS 
WOLLETT.S Technical Assistance Contracls Branch NRC 03 84 088 85/04/12 
BERNERO.BM Division of Systems Integration (post 811005) ANAND.R NRC - No 
Detailed Afhliation Given Ip 29978 325-29978 326 


8504170282 Nolilicallon of contract execution.Wod 4»to “Furnish, In stall, Mod ity & 
Remove Twinaxial Cables ” Contractor Visions Data Cables, Inc 
BROMBERG, BJ Administrative Contracts Branch NRC 10 64-215 85/04/04 

CORLEY.J H Division of Facility Operations RSHER.L NRC - No Detailed Aflifiatron 
Given Ip 29904 248 29904 250 


-8504170269 Mod 4.Qxercislng option to extend contract & increasing ceiling amount, to 
"Furnfsh, Install, Modify & Remove Twinaxial Cables 

GORDON,! P Visions Dala Cable, Inc WIGGINS, E Division of Contracts NRC-lO-84- 
215 B5/04/04 2pp. 29904 249-29904 250 

8504170279 Notification of contract execution, Mod 2.lo “Preoperational & Startup Insp 
Program Procedure Development'* Contractor Penlek.Inc 

PAGE,M Tecimica) Assistance Contracts Branch FIN 6-8721 NRC-05 84-156 85/ 
04/08 OEYOUNG.RC Director’s Office. Office of Inspection and Enforcement 
BARBER.Q NRC - No Detailed Affitialion Given Ip 29904 242-29904*243 


-B5041702B4 Mod 2, corroding error in statement of funding obfigatlon from Mod l.lo 
“Preoperalional & Startup Insp Program Procedure Development ' 

' Pentek, Inc THOMPSON.R Division of Contracls FIN B 8721 NRC-05-B4-156 85/ 
04/08 Ip 29904 243-29904 243 


8504170292 Notification o1 contract execution "Sys Mgt/Programmmg Support," award 

ed la SBA/Tochnassociates.Inc ^ ^ 

BAZIN.J P Technical Assistance Contracts Branch FIN O 1363 NRC 33-85 322 85/ 
03/20 BASSETT ,HS Division of Automated fnfoimation Services BAOfNI.B NRC - 
No Detailed Affiliation Given Ip 29901 037 29901 170 


-8504170296 Contract "Sys Mgt/ Programming Support," awarded to SBA/ 
Technassociates.lnc . „ , * 

* Small Business Admlnislraticn * Technassociates. Inc IVORY.BJ Division of Con- 
tracts FIN D 1363 NRC 33 85 322 85/03/20 134pp 29901 038 29901 170 


-8504240088 Llr Contract NRC 03-84 088, Mod 2, extending period of performance to 
851231,10 "Review of Tornado Missile PRA-limerick.Seabrook,Hope Creek & Oconee 

THOMPSON.R D Technical Assistance Contracts Branch NRC-03-84 000 05/03/88 
SIMIU.E Commerce, Dept of, National Bureau of Standards tp 29979 326- 
20978 326 

8504240116 Notification of grant execution, Mod 3, to "Carryover & Foil Back in Steam 
Generators " Grantee MIT ^ 

STEWART.SD Technical Assistance Contracts Branch FIN 0-1004 NRC-G-04-B4- 
001 85/04/09 0ATSON,W Office of Nuclear Regulatory Research, Director HO- 
PE NFELD. Z LIBER NRC - No Detailed Affiliation Given Ip 29906 181-29906 102 

-8504240123 Mod 3, increasing funds for FY05,to “Carryover & Fall Back in Steam 
Generators'* ^ . 

DRUMMER, GH Massachusetts Institute of Technology, Cambridge, MA 

MORTON.KV Technical Assistance Contracls Branch FIN G-1064 NRC-Q 04-84- 
001 85/04/09 ip 299B6 182-29906 182 

8504240137 Notification of conlracl execution, Mod 6. to “Coordination of Cooperative 
Organizations Participating in Geological, Geophysical & Saismological Studies 

Contractor St Louis Univ _ 

STEWART.SD Technical Assistance Contracts Branch FIN 0-7242 NRC 04 80 229 
85/03/26 BATSON.W Office of Nuclear Regulatory Research, Director 
O’DONNELL, E NRC - No Detailed Affiliation Given Ip 29986 176 29986 17B 

-BS04240149 Mod 6, increasing funds for FY85 & extending period of performance lo 
059630, to ''Coordination of Cooperative Organizations Participating in 
Qeofogtcal, Geophysical & Soismological Studies" _ 

NEDV^K.BP St Louis Umv. St Louis, MO EDGEWORTH, PJ Division of Contracts 
FIN 0-7242 NRC-04 80 229 85/03/26 2pp 29906 177-29906 178 


35Q417Q549 Notification of contract execullon.Mod 9, to "Fire Proteclion Program 
Review & Evaluabof>" Contractor Gage-Babcock & 

UMBEL,D Technical Assistance Contracts Branch FIN B 6804 NRC-03-81-103. 05/ 
04/02 VOLLMER.R H Division of Engineering WING.J NRC - No Detailed Affiliation 
Given ip 29907,356-29907 358 


6504240170 Notification of contract execution, Mod 0,to "Ocean Site Hydrodynamic Re- 
sponse Consideration for Floating Nuclear Power Plants " Contracfor David Taylor 
Naval R&D Ctf 

LRTLE.M Technical Assistance Contracts Branch FIN B-5183 NRC 03-75 100 85/ 
04/12 SCHROEDER.F, BOSNAK.R NRC ■ No Detailed Affiliation Given tp 
29978 382-29978 363 


•0504170551 Mod 9, tormina ling con tract, to “Fire Protection Program Review & Evalua- 

i^^HN.a M Gage Babcock Associates, Inc EDGEWORTHP J Division of Contracts 
FIN 0 6804 NRC-03 81-103 85/04/02 2pp 29907 357-29907 358 


8604170564 Noliticallon of contract execution, Mod 7,to "Fire Protec lion Program 
Review Case Work Plant 2 ’* Conlractor Gage-Babcock & Assoc, Inc 
UMBEL, D. Technical Assistance Contracts Branch FIN 0 6028 NflC 03-82-121 05/ 
04/02 VOLLMER.R Division of Engineenng WINGJ NflC - No Detailed Affiliation 
Given 1p 29907 300 29907 302 


-8604170555 Mod 7, terminating contract, lo “Fire Protection Program Review Case 


COHflB^Rl^G age Babcock Associates, (nc EDGEWORTH.P J Division of Contracts 
FIN 8-8028 NRG 03-82-121 85/04/02 2pp. 20907 301-29907 302 


B504170569 Notification of conlracl execution, Mod 19, lo "Technical Assistance in Svp- 
port of NRC Reactor Licensing Aclion • Program 2 ’’ Conlractor Franklin Research Ctr 
WOLLETT.S Technical Assistance Contracts Branch FfN B 8891. NflC 03 81-130 
85/04/02 THOMPSON.H L Division of Licensing CARRINGTON.M NRC • No De- 
tailed Allilialion Given Ip. 29907 346-29907 34B 

-0504170572 Mod IS.adding incremental funding, to "Technical Aasfstanco in Support 
of NRC Reactor Licensing Aclion - Program 2 " 

• ARVIN/CALSPAN Advanced Technology Center THOMPSON,R 0. Division of Con 
tracts FIN B 6891. NRC 03 81 130. 85/04/02 2pp 29907 347-29907 348. 

8504170571 Notification of conlracl execullon.Mod 7,to "Severe Accident Conse- 
quences Mitigation " Contractor R&D Assoc.Inc. 

PAGE.M Technical Assistance Contracts Branch FIN 0 6625. NRC-03 63 092 85/ 
04/00 BERNERO.R Division of Systems Integral lOn (post 01 lOOS) HARDIN.W NRC 
- No Detailed AtfiliBlIon Given Ip 29907 349-29907 355 


-8504170576 Mod 7,adding add! work & increasing cost ceiling, lo "Severe Accident 

Consequences Mitigation " 

WHITE. J W R&D Associates. THOMPSON.R D Divislor) of Contracts FIN 9 8625 
NRC 03 83-092 85/04/08. 6pp 29907 350 29907355 

8504170592 Notification of contract execution, Mod 3, to "Application of Intensity Re 
^ns 0 Spectral Amplitude Corret alien Solsmlo Design Problems in Eastern US’ 

ContraclorCompulerSclencesCorp 

SILVIS.R M Admiftf 3 Iralive Contracts Branch FIN B 6316 NRC-04-78'237 05/04/09 
BATSON.W. Office of Nuclear Regulatory Research, Director, MURPHY ,J NRC * No 
Detailed Affiliation Given Ip. 29904 145 29904.147 


•8504170599 Mod 3, Incorporating 1979/1900 overhead rates, to "Application of Intensi 
ty Response Spectral Amplitude Correlation Seismic Design Problems In Eastern LIS" 
GARY, JR Computer Sciences Corp. WiGGINS.E, Division of Coniracts. FIN B-6316, 
NRC 04 78 237- 65/04/09 2pp. 29904 146-29904*147 


-8S04240177 Mod B.doobligating unliquidate balance & closing out "Ocean Sito Hydro 
dynamic Response ConsiaeralFon for Floating Nuclear Power Plants " 

WALLOS.Rfc David W Taylor Naval Research & Development Center 
THOMPSON.R D Division of Contracts FIN B 5183 NRC 03 76-108 85/04/12 Ip 
29978 363-29970 363 

8 504240233 Notification of grant execution, Mod 3, to “Partial Support of Geological Set 
encos Board." Grantee NAS ^ 

STEWART.S Technical Assistance Contracls Branch FIN G-1054 NRC-G-04-03-007 
85/04/03. BATSON.W, Office of Nuclear Regulatory Research, Director 
ZURFLUEH.E NRG • No Detailed Affiiialion Given Ip 29978 359-29978 360 

-B504240239 Mod 3, extending period of performance through 860531, to "Partial Sup- 
port of Geological Sciences Board " _ 

SMITH, PA National Academy of Sciences THOMPSON.R D Technical Assists nco 
Contracts Branch FIN Q 1054 NRC-G-04-83-fl07 85/04/03 Ip 29978 360- 

29978 360. 


8504240246 Notification of conlracl oxecution.Mod 12,lo "Confirmatory Research Re 

Dating of Groundwater." Conlractor Univ of Arizona 

STEWART.S Technical Assistance Contracts Branch FIN 8-6628 NRC 04-78 272 
85/03/20 BATSON.W Office of Nuclear Regulatory Research. Director 
BIRCHARD.G NRC - No Detailed Affiliation Given Ip 29978 355-29978 350. 


•6504240254 Mod 12»chanpln9 method of payment to treasury financial communica- 
tions sys, to ‘'Confirmelory Research Re Dating of Groundwater " 

WHEELER, JT Arizona, Univ of, Tucson. AZ MORTON.KV Division of Conlfacls. 
FIN B-6628 NRC 04-78-272 85/03/20 3pp 2097B 356 29978 358 


8504240258 Notification of contract oxecution.Mod 23, to "Licensing Technical Assist- 
ance " Contractor Science Applications Inti Corp 

MCLEAREN.T Administrative Contracls Branch FIN D-1 022-5 NRC 02-83-035 85/ 
04/11 DAVIS, J Office of Nuclear Material Safely & Safeguards.Director LOYSEN.P 
NRC - No Detailed Ainiiation Given 1p 29978 350-29978 353 


-8504240264 Mod 23,Issuing revised Task Order 011 & deobligatlng funds, lo "Licens- 
ing Technfeal Assistance " 

LEVfCK.M L Science Applications International Corp (formerly Science Applications, 
Inc) WIGGINS.E Division of Contracts. FIN D-1022-5 NnC-02 83 035 B5/04/11 
3pp 29978 351-29978*353 

8504240494 Notification of contract execution, Mod 12.to “Support Sves for Research & 
Evaluation of Severe Accident Phenomenon & Millgalion." Conlractor Sat telle Cotum* 
bus Labs. 

IWOLLETT.S Technical Assistance Contracts Branch FIN 8-7499. NRC 04-84-1 27. 
85/04/11. BATSON.W Office of Nuclear Regulatory Research, Director SCOTT, H 
NRC - No Detailed Affilialion Given Ip 2997B 332-29978*334 


8504230514 Notification of contract execullon.Mod 2, to "Dresden & Perry Simulator 
Leasing " Conlraclor GE Nuclear Power Sys Oiv 

PAGE.M Technical Assistance Cantracts Branch. FIN B-e713 NRC-05-84-1 59. 85/ 
04/08 CORLEY.D. Difector’s Office, Office of Inspection and Enforcement 
HAVENS.O H. NRC - No Detailed Affiliation Given Ip 29972*322-29972 324 


-6504240497 Mod 12.providing no cost extension to Task Orders 3,5 & 7,lo "Support 
Sves (or Research & Evaluation of Severe Accident Phenomenon & MUigalton.” 
SEWELL.H M Battelle Memorial Inshlule, Columbus Laboratories THOMPSON.R D. 
Division of Contracts FIN B-7499 NRC 04 84-127. 85/04/11 2pp. 29978*333- 
29978 334 
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85D4240504 NoliMcalion of grani execuUon.Mod 5,lo “Thermal-Hycfrauloc Transients Be 
liaviof of Coolant m Simulalod Reactor-Coop " Grantee Unw of Maryland 
STEWART, S Technical Assistance Contracts Branch FIN G-1043 NRC G 04 02-013 
05/04/02 BATSON, W Office of Nuclear Regulatory Research, Director YOUNG, M 
NRC - No Detailed Affiliation Given Ip 29978 327-29978 328 

••8S04240S07 Mod 5,providinp mcfemenlal funds & chaining BSR numbor,to "Thermal 
Hydraulic Transients Behavior of Coolant m Simulated Reaclor-Coop 
MEDINA.V Maryland, Univ of. College Park, MD EDGEWORTH.PJ Technical AssIsF 
ance Contf acts Branch FIN G-1043 NRC G 04 82 013 85/04/02 Ip 29078 328- 
29978 328 


-8504250434 Ltr Contract NRC 04 78-263 Mod fe.deob ligating unliquidated balance.to 
"Thermal Stresses in Waste Disposal Sv& ’’ 

THOMPSON, R D Division of Contracts FIN B 6340 NRC 04 70-268 85/03/29 
HASBROOK.R E Iowa Slato Univ , Ames, lA l p 30026 335 30026 335 

8504250533 Notification of conlracl oxocuUon.Mod 6, to "Executive Development Pro 
gram ' Contractor USOA Graduate School 

SILVJS.R M AdmmistraiiVG Contracts Brartch NRC 10 80 399 85/04/10 

BARRY, L W Office of Resource Management, Director ALLAN, R A NRC No De 
tailed Affiliation Given Ip 30021 353 30021 354 


8504240512 Notification of conlracl execution, Mod 14, to "Field & Theoretical Investiga- 
tions of Mass Energy Transport in Subsurface Matls a1 Waste Disposal Sites" 
Contractor Univ of Arizona 

STEWART, S Technical Assistance Contracts Branch FIN B 5753 NRC 04-78-275 
85/03/20 BATSON.W Office of Nuclear Regulatory Research, Director RANDALL.J 
NRC - No Detailed Affiliation Given Ip 29978 321 29978 324 

-0504240519 Mod 14, changing method of payment to financial communication sys.to 
"Ftetd & Theoretical Investigations of Mass Energy Transport in Subsurface Mails at 
Waste Di^osal Siteb " 

WHEELER.J T Arizona, Univ of, Tucson, AZ MORTON.KV Technical Assistance 
Contracts Branch FIN B 5753 NRC 04-78-275 85/03/20 3pp 29978 322- 

29976 324 

8804240526 Notification of contract execution, Mod 15,to "Field & Theoretical Investlga 
lions of Mass Energy Transport m Subsurface Matls at Waste Disposal Sites" 
Contractor Univ of Arizona 

STEWART,S Technical Assistance Contracts Branch FIN B-5753 NRC 04-70^275 
85/04/05, BATSON, W Office of Nuclear Regulatory Research, Director RANDALL, J 
NRC - No Detailed Affiliation Given Ip 29988 103-29968 117 

-6504240533 Mod IS.exlendino period of performance & adding funding, lo "Field & 
Theoroticat Investigations of Mass Energy Transport In Subsurface Matls al Waste 
Disposal Sites " 

WHEELER.J T, SWENSON.F A Arizona, Univ of. Tucson, AZ THOMPSON, RD Divl 
Sion of Contracts FIN B 5753 NRC 04-78 275 86/04/05 14pp 2098B 104- 
29960,117 

6504240637 Notification of contract execution, Mod 6,to "Low Level Nuclear Waste 
Processing & Shallow Land Burial Trench Isolation " Contractor Univ of Arizona 
STEWART.S Technical Assistance Contracts Branch NRC-04-8 1-220 85/03/20 
BATSON ,W Ollice of Nuclear Regulatory Research, Diroclor O'0ONNELL,E NRC - 
No Detallocl Affilialion Given Ip. 20978 294 20978 297 


—8504250539 Mod B.deobligating funds, to "Exacutivo Development Program " 

SHEA, AC Agriculture. Dept of THOMPSON,R D Oivi&ion of Contracts NRC 10-80 
399 05/04/18 Ip 3002t 364 3002 1 354 

6504260276 Notification of contract execution, Mod t,lo "Development of Plant Specific 
Representatives " Contractor Energy .Inc 

HAWKINS.D Technical Assistance Contracts Branch FIN D 1563 NRC 04-84-145 
85/04/17 BATSON.W Office of Nuclear Hegufatory Research, Director 
TROUTMAN.C NRC No Detailed Afilliation Given ip 30036 362 30036 363 

-8504260281 Mod l.oxlanding period of porformancB to 85051 5, lo "Development of 
Plant Specific Representatives" 

LUNOBLADE.DR Energy, Inc THOMPSON.R D Division of Conlracls FIN D-1563 
NRC 04-84-14$ 85/04/17 Ip 30036 363 3 0036 363 

8504260403 Notifjcalion of conlracl execution "Aging Eftocls on Sys Performance & 
Functional Sys Intoraclioris " av/ardeci lo SEA, Inc 

JESSUP.B Technical Assistance Contracts Branch NRC 04 05 104 85/04/10 
BATSON.W Office of Nuclear Regulatory Research, Director VORA.J H NRC No 
Detailed Affiliation Given ip 30038 339-30038 356 

-8504260409 Conlracl "Aging Eftects on Sys PerlormancQ & Functional Sys (nterac 
tions," awarded to SEA. Inc 

CLEVELAND.JW SEA. Inc SMITH, PA Division of Conlracls NRC 04 85 104 85/ 
04/10 17pp 30038 340-30030 358 

0504290017 Notification of conlracl executlon.Mod 1 l.to "Re view & Evalualion ol Goo 
logic & Saismic Features of Nuclear Power Silos " Conlraclor USQS 
LITTLE, M Technical Assistance Contracts Branch FIN 0-6639 NRC-03 60 113 85/ 
04/19 VOLLMER.RH Division of Engineering JACKSON, R NRC ■ No Detailed Aflili 
all on Given Ip 30055 309 30055 310 


-6504240643 Mod 6,changlng method of payment to treasury financial communications 
sys.lo "Low Level Nuclear Waslo Processing & Shallow Land Burial Trench Isolation " 
WHEELER.J! Arizona, Univ ol. Tucson. AZ, MORTON.KV Technical Assistance 
Contracla Branch NRC 04-81-220 85/03/20 3pp 29978 205-29970 297 


-0504290020 Mod 1 l.deob ligating unliquidated balance remaining under coniract.lo 
"Review & Evaluation of Geologic & Sotsmlc Foaluros of Nuclear Power Sites " 
FILSON.J R Interior, Dept of. Geological Survey THOMPSON.R D Division of Con- 
tracts FIN 8-6039 NRC.03G0 1f3 85/04/10 Ip 30055 310 30055 310 


8S04240642 Corrected notification of contract oxoculion.Mod n,to "Supporl Sves for 
Research & Evaluation of Severe Accident Phenomenon & Mitigation" Total NRC ob 
ligations corrected Contractor Battello Columbus Labs 

WOLLETT.S Technical Assistance Contracts Branch FIN B-7499. NRC 04 84-127 
05/03/05. BATSON.W Office of Nuclear Regulatory Research, Director SCOTT.H 
NRC • No Detailed Affiliation Gwen 1p 29978 293-29078 293 

0604240648 Notification of contract ekocution.Mod Il.to "Scaling Rock Masses" 
Contractor Univ of Arizona 

STEWART.S Technical Assistance Contracts Branch FIN 0-8627 NRC 04-78-271 
85/03/20 BATSON.W Office of Nuclear Regulatory Research, Director DOYLE.L 
NRC - No Detailed Affiliation Given 1p 29978 289-2DD7D 292 

-0504240653 Mod 11, changing method of paymant to treasury financial communica 
lions sys.to "Sealing Rock Masses " 

WHEELER.J! Arizona. Univ of, Tucson, AZ MORTON.KV Technical Assistance 
Contracta Branch FIN B6627 NRC-04-7B-271 85/03/20 3pp 29970 200 

29978-202 


860426009/ Notification of contract oxoculion.Mod 3,to "Scionlific & Engineering Assist- 
ance & Sves " Contractor SBA Subcontractor Engineoring & Economics Research, Inc 
UMBEL, D Technical Assislanco Contracts Branch FIND 1143 MRC 04-84-120 05/ 
04/17 BATSON.W Office of Nuclear Regulatory Research, Director, tp, 30030 092- 
30030 093 

-B504250117 Mod 3, changing Article IX ro key personnel.to ‘‘Sclenliflc & Engineering 
Assistance & Sves " 

* Smalt Business Administration * Engineering & Economics Research, fnc 
EDQEWORTH.P J. Division of Contracts FIND-1143 NRC 04 84-120 65/04/17 Ip 
30030 093 30030.093 


SS04250223 Nolification of confroct exocutionJ4od 5, to "Guldollnos on Use of Geoch- 
ronologicat Methods in Nuclear Power Plant Siting " Contractor, GH Curtis, 

SILVIS.RM. Division ol Contracts FIN 0-10057 NRC 01-77-070 85/04/12 
BATSON.W. Office ol Nuclear Reactor Regulation. Director BERATAN.L NRC - No 
Detailed Affiliation Given Ip 30020,313-30029 313. 

-8504260227 Mod 5,doob1lgaling bolanco remaining In coniracLlo "Guidelines on Use 
of Goochronotogicol Methods In Nuclear Power Plant Siting" 

CURTIS, GH Calllornta, Univ of, Berkeley. CA WIGGINS.E Division of Conlracls FIN 
0 10057. 85/04/12 Ip. 30029.314-30029-314 

8604260431 Nolification of contract GXflcution,Mod 3,lo "Near Ground Tornado Wind 
Fields " Contf actor. Texas Tech Univ 

LITTLE, M. Technical Assistance Contracts Branch. FIN B 8099 NRC 04 82 002 85/ 
04/17 FOREHAND, W. Office of Nuclear Regulatory Rosaarch, Director 
KORNASIEWICZ.R NRC * No Detailed Affiliation Given. Ip 30026 336 30026 337 


-8604260432 Mod S.doobligating unliquidated balonce.to "Near Ground Tornado Wind 
Fields." 

DARLING, J.R Texas Tech Univ . Lubbock. TX THOMPSON.R D Division of Con- 
tracts PIN 0-8099 NRC.04-82.002 85/04/17 Ip 30026 337-30026‘337 


8504290025 Notification of contract oxectitlon.Mod 1,lo "Technical Assistance in Ro 
viewing Work oi Licensee IDVP Conlraclor for Specific Nuclear Prelect" 
Contractor Weatec Svcs.fnc 

HAWKINS.D Technical Assistance Contracts Branch FIN B 6728 NRC 05 85-160 
85/04/17 HIGGINS.K Director’s Offtco, Office ol Inspection and Enforcement, 
M1LHOAN.J NRC - No Dolailed Allihation Given Ip 30055 304 30055 306 

-85042900 3 0 Mod 1, replacing projoct olficer & adding high rate geographical area 
under Section G 6, to "Technical Assistance m Reviewing Work of Licensea IDVP Con- 
tractor for Specific Nuclear Project " 

SARGENT, I, H WESTEC Services, Inc THOMPSON.R D Division ol Contracts FIN B 
8720 NRC 05-05 160 85/04/17 2pp 30055 305 30Q55 306 

0504290052 Notification of contract execution, Mod 3, to "Consultation & Review of Nu 
clear Power Pfanl Sites " Contractor USGS 

LITTLE.M Technical Assislanco Conlracts Branch FIN 0-6548, NRC 09 79-145 85/ 
04/19 MULLER.OR . DENtSE.R NRC - No Detailed Affiliation Gwen 1p 30055 226- 
30055 2 27 

-8604290055 Mod O.dcoblinating unliquidated balariice remaining under contracUo 
"Consultation & Review ol Nuclear Power Plant Sites " 

FILSON.J R Interior. Dept ol. Geological Survey. THOMPSON.R D Division of Con 
tracts FIN B 6548 NRC 93-79 145 05/04/19. Ip 30055 227-30055 227 

65042D0082 Notification of contract oxocutloafwfod 13.to "Study of Pattern & Ages of 
Post Motamorphlsm Faults in Part of Northern Piedmont oi Virginia & North Carolina " 
Conlraclor Virginia Polylechnic Inst & Slate Univ 

HAWKINS.D Technical Assislanca Conlracls Branch FIN A-9027. NRC 04-75 237, 
05/04/17 BATSON.W Office of Nuclaor Regulatory Research, Director MURPHY.A 
NRC - No Detailed Affiliation Given Ip 30055 P23-3Q055 226 

-850429006S Mod 19, extending period ol performance to B51091,lo "Sludy of Pattern 
& Ages oi Post-Metamorphlsm Faults In Part of Northern Piedmont oi Virginia & North 
Carolina '* 

STEISS.AW, Virginia Polylechnic Insliiuto & Stale Univ, Blacksburg, VA 
THOMPSON.R D Divieton of Contracts FtN A-9027- NR 0-04 75-237 85/04/17 2pp 
30055 224-30055 225 

8604290067 Notification, of contract execution.Mod 13, to '"Support Sves for Research & 
Evaluation of Severe Accident Phenomenon & Mi ligation " Contractor BMI 
WOLLETT.S Technical Assistance Contracts Branch FIN 8 7499. NRC 04 04 127 
85/04/ 12 BATSON.W Office of Nuclear Regulatory Resoarch, Director DENNING.R 
NRC - No Detailed Affiliation Given Ip 30055 221-30055 222, 

-0504290071 Mod 13, providing Incremental fun ding ,to "Support Sves for Research & 
Evaluation of Severe Accident Phenomenon & Mitigation " 

* Batlelle Memorial Institute, Columbus Laboratories THOMPSON.R 0 Division of 
Conlracls, FIN B-7499 NRC 04 04-127 85/04/12 Ip 39065 222-30055 222 


8504260433 Nolification of contract execution, Mod 6.to "Thermal Stresses in Waste 


Ol^osal Sys " Contractor Iowa State Univ _ 

LITTLE.M Technical Assislanco Conlracts Branch. FIN Q 6340 NRC 04-70-268 W/ 
04/17 BATSON.W Office ol Nuclear Regulatory Research. Director KIM.KS, NRC - 
No Oelailod Affiliation Qlvon, Ip. 30026.334-30026 335 


8504290121 Notilication of conlracl execution, Mod 21, to "Licensing Technical Assist- 
ance.” Contractor Science Applications Inti Corp 

MCLEAREN.T Administrative Contracts Branch FIN B-7395 5 NRC 02-83-035. 05/ 
04/11 DAVIS, J Office of Nuclear Material Safety & Safeguards, Director LOYSEN.P 
NRC • No Ootaifed Affiliation Given 1p 30065 181-30055 183 
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-8504290123 21, adding Task G lo Task Ord&f 006 & increasing task order ceiling 

& lotal amount of contracUlo “Ucensmg Technical Assistance" 

LEVICK,M L Science Applications Internalronal Corp (tormerly Science Applications, 
Inc) WIGGINS.E Division of Contracls FIN B 7305 5 N RC'02'83-035 85/04/11 
2pp 30055 162 30055 183 

6504290128 Notification of conlracl oxeciilion.Mod 22.to 'licensing Technical Assisl- 
anco ' Conlraclor Science Applications fnlf Corp 

MCLEARENJ Administrative Contracts Branch NRC02 83 035 85/04/11 DAVIS.J 
Office ol Nuclear Material Safety & Safeguards, Director LOYSEN.P. NRC No Do 
failed Affiliation Given Ip 30055 178 30055 180 

-8S0429013& Mod 22, adding no-co&t extension & extending penod of performance to 
650228 for Task Orders 001 & 010, to "Licensing Technical Assistance " 

LEVICKML Science Applications Inlornationa! Carp (formerly Science Applications, 
Inc) WiGGINS,E Division of Contracls NRC‘02 83 035 85/04/11 2pp 30055 179- 
30055 180 

6504300643 Nolilicalion of cenlracl execulion.Mod 11, to ''Info Mgt for NRC Ope/altons 
Ctr " Contractor Phoenix Assoc, Inc 

COLEWAN.R Administrative Contracls Branch IN B 8709 NRC05B3-21B 85/04/ 
11 BASSETT, H Division of Aulamate-d Inlormatiorv Services BAOINLB NRC No De- 
tailed Afliliation Given Ip 30070 3 30 300/0 332 

-6S0430D645 Mod 1 1, establish mg new provisional indirect cost rates.to "Info Mgt for 
NRC Operations Ctr " 

BREIDENBAUGH.J Phoenix Associates, Inc WIGGINS, E Division of Contracls FIN 
0-6709 NRC-05 03-210 65/04/11 2pp 30070 331-30070 332 


FDIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 

6502090015 Responds to FOIA requoBl for 14 categories of records wrillan during or 
sinco 19B3 re reportable evonls forwards Apps A & 6 documents Documents also 
available in PDR App C documenls withheld frof FOIA Exen^ption 5) 

FELTONJ M Division of Rules and Records C4/07/03 TOTTEN, Ml Public Citizen 
LUigal ion Group 18pp 20823 004-28826 334 

-8305110121 Informs that LERs From 020609 to 830131 adequately described ovenls & 
are acceptable No noticeabla trends or patlorns Identified which licenseo had not al- 
ready tried to resolve 

SEYFRIT.KV Reactor Operations Analysis Branch 03/05/03 LEWIS,RC Division of 
Projects Resident Programs 2pp 20823193-26823 194 

-8404110511 Forwards SALP input re evaluation of LERs from Jan 1983 - Feb 
1984 LERs accepfabfo & reasonably detailed (o permu understanding of events 
SEYFRIT.KV Reactor Operations Analysis Branch 84/03/15 LEWTS.R C Division of 
PfO|ecl & Resident Programs 2pp 20823 313 28823 316 

8S04120167 FOIA request lor documents compiled & mairttained by VYH Lovelace in 
connection w/NRC Caseload Forecast Panel & all repls & data submitted by appli 
cants & licensees to panel (or docketing purposes 

KILIEFER.C Shaw, Piltman, Potts & Trowbridge 84/05/14 FELTON, J M Division of 
Rules and Records 2pp 30300 001 30300 002 

0504120182 Responds to FOIA request tor Caseload Forecast Panel files in Ofc of Re- 
source Mfll Forwards listed documents Documents also available in PDR 
FELTON, J M Division of Rules and Records 84/08/0G KILLEFER.C Shaw, Pittman, 
Polls & Trowbridge 2pp 30300 003-30303 129 

-.8504160111 Aorees w/adminislrairvely closing 840209 FOIA 64 103 request for Info re 
NRC Caseload Forecast Panel 830912-14 silo visiLper 848223 teJeon 
DREY.K Allilialcon Nol Assign od 84/02/27 PAPPAS.C Oflice ol Adminisl ration Ip 

30333 24 8 3033 3 249 

-7609190190 Informs of Inlervenor Riley’s In lent to visit sub] facility to attend NRC 
meeting w/Duko Pwr on 760926 re fuel load forecast & plant con sir 
B1RKEL.R A Light Water Readers Branch 2 70/09/12 BAER.R L Llghl Water Roac- 
lors Bratveh 2 Ip 30337 281-30337 281 

-7905241)894 Summary ot 790402-04 site visit lo evaluate fire protection program List 
ol areas of concerns end 

GIARDINA.HJ Auxiliary Systems Branch 79/05/01 BENAROYA,V Auxiliary Systems 
Branch 7pp 30333 216-30333 222 

••8607310690 Discusses estimated const comprolion schedule tor Unkl 2 More detailed 
plant specific best estimate fuel load data analysis for Unit 2 will be performed & re- 
sults provided to Forecast PanoLuiil & general counsel 

BOYD.R S Division of Project Management 78/03/87 TOURTEt LOTTE, J Hearinn 
Branch 4 2pp 30328 008-30328 009 

-8009030050 PNO-l!l 80-131 ort a00710.ro5idenl inspector notified that slop work was 
being placed on all clGctricaf work & that 100 cloclridans would be laid off effective 
80071 1 Evaluation of all electrical worft for compliance underway 
VANDEUT Region 3, Chicago, Office ol the Director 00/07/10 Ip 30328 006 
30328 006 

-8111300512 Adviies ol caseload forecast panel visit cancetlatiort per R Purple 81 1109 
request Util fuel load estimate has slipped (rom 811231 to Feb 1982 
SCHWENCER.A Licensing Branch 2 81/11/10 TEDESCO.R L Assistant Director for 
Licensing, ip 30313 038 30313 039 

-9202220609 Discusses differences between caseload forecast panel visits & mgt 
meolings Project managers should plan mgl level meolings w/ II sled plants lo resolved 
dilferencQs in const complellon estimates 

TEDESCO.RL A sslstan I Director for Licensing. 82/01/25 YOUNQBLOOD.J Licens- 
ing Branch 1 SCHWENCER.A Licensing Branch 2 MIRAGIIA^F Licensing Branch 3, 
3pp 30313 039 30313 041 

-8206110346 Fofvrards util 020504 Itf Uansmitlina Info re SER open items which will 
not be completed by core load Supplemental SER input requested by 820625. 
TEDESCO.RL Assistant Director for Licensing 82/06/02 SPEIS,T.P AssisianH Direc- 
tor for Reactor Safely Ip 30303 130 30303 130. 

- 8206140227 Notification of 820629 meeting w/util to discuss status of schedule revi- 
sion for facility completion 

LICITRA.E A Licensing Branch 3. 82/06/09 M1RAGLIA,F J Licensing Branch 3. gpp 

30334 325 30334 326 


-8207120196 Requests caseload forecast panel visit be scheduled Ulil will bu subnut 
hng OL application in Nov 1982 

EiSENHLiT.DG Division of Licensino 82/07/02 BASSETT,H S Division ot Automai 
ed Informaiion Services Ip 30336 026-30336 026 

— B211040074 Summary of 821001 meoling w/uiil in Belhesda.MD re const completion 
dale Based on present estimated core load dale, OL should be ibsuod in mid Doc 
NERSESy Licensing Branch 3 82/10/13 Licensing Branch 3 3pp 30303 131 
30303 133 

-8211060525 Nolificalion ol 821018 meeting w/ulil at site to discuss const completion 
dale in light ol difticullies in completing quality conlirmation program 
KINTNER.LL Licensing Branch i 82/10/12 YOUNG BLOOO.R J Licensing Brar^ch 
1 2pp 30307 317-30307 318 

-8211120214 Informs that caseload forecast panel visit coordinated w/licensing projecl 
manager & applicant scheduled for wk of 821 1 15 

BASSETT, H S Division ol Automated Information Services 82/10/29 
EiSENHUT.OG Division of Licensing Ip 30310 264-30319 269 

-8302020162 Requests scheduling of Caseload Forecast Panel site visit for Feb 1963 
EISENHUr.DQ Division of Licensing 83/01/27 BASSETT.H S Division of Automat 
ed Information Services ip 30337 279 30337 279 

-8305020589 Notilicalion of 830426 mgt meeting w/util in Belhesda MO to discuss in 
forma! results ol caseload forecast pane) 030413 15 silo visit 
SCHWENCER.A Licensing Branch 2 03/04/21 PURPLE, R Division ol Licensing 
SCROGGINS, R Office of Resource Management, Director NOVAK, T Assistant Djroc 
tor for Licensing ip 30340 149-30340 149 

-8305050270 Notification of 830428 mgl meeting w/ulit to discuss results of caseload 
forecast panel 830222-24 site visit 

SCHWENCER.A Licensing Branch 2 83/04/25 PURPLE.R, Divisior^ ol Llconslng 
SCROGGINS.R Division of Automated Information Services NOVAK.T Assistant Di 
rector lor Licensing Ip 30337 280 30337 280 

-8305200108 Notification of 830520 meeting in Bethesda.MD to discuss results of 
caseload forecast panel 630413-15 mgt mooting w/util 

SCHWENCER.A Licensing Branch 2 03/05/12 PURPLE.R Division ol Licensing 
SCROGGINS.R Office of Resource Management, Director NOVAK J Assistant Direc- 
tor for Licensing Ip 30340148-30340 148 

-8306260165 Gorttirms caseload forecast panel 830810-12 site visit 
ABELSON.H Licensing Branch 2 03/06/21 LOVELACE.W NRC ■ No Delailod Affili- 
ation Given Ip 30320 007-30328 007 

-8312120050 Summary of 030927-29 caseload forecast meetings w/ulil onsiia re pro 
jected fuel load dale 

BURWELL,S9 licensing Branch 1 83/11/20 Licensing Branch 1 54pp 30333 2Q1- 
30333 334. 

-8404180425 Summarizes 830321 meeting of caseload forecast team in Arlinglor-.TK re 
const completion schedule 

IPPOLITO.T A Division of Licensing 84/03/29 EISENHUT.D G Division oi Licensing 
2pp 30341 342-30341 343 

-6604120184 Summary of 730606 & 07 meetings & site visit re collection of info on 
const & lest compleliori for use by NRC Caseload Forecast Panel in estimating fuo) 
load date Related ir^fo end 

KINTNER.LL llghl Water Reactors Branch 1 78/07/07 Light Water Reactors 
Branch 1 1 76pp 3031 1 349 30312 114 

- 8504120210 Discusses estimates of fuel load date Util will propose Sept 1903 as fuel 
load dale Resident inspectors eslimalo Dec 1983 plus or minus 2 months 
KELLEY, D L , TAYLOR, R G Region 4. Oflice of Director 83/02/23 BURWELL.S B 
Ltcansing Branch 1 Ip 30312 135 30312* 135 

-8504120214 Documents 840504 discussion w/WG Counsil re projecied fuel load Sepl 
1964 fuel toad possible if changes made, including rev lo existing sys ol room turnover 
to sys turnover 

IPPOLITO.T A Comanche Peak Project (Technical Review Team) 04/05/04 
EISENHUT.OG, Division of Licensing 1p 30312 136 30312*136 

-0504120220 Nolilies of reassignment of OL review from R Navonti.S Varga & M Serv- 
ice lo S Burwotl.R Baer & J Lee 

VASSALLO.OB Assistant Director for Light Water Reactors 79/02/01 BOYD.R S 
Division of Project Management Ip 30312 137-30312 137 

-8604120220 Forwards updated const status repls as of 031231 for LaSaElo Unit 
2,0ryon Units 1 & 2 & Sraidwood Units 1 & 2 Info for inclusion in NUREG 0030 
PETERSON, EM Commonwealth Edison Co 84/01/30 HARTFIELD.R A Information 
Systems Branch 5pp 30318 170 30310 174 

-8504120236 "Status of Comanche Peak Steam Electric Station Unit l.Apr 1984 ” NRC 
News Announcements 79 22 & 80-14 re reactor vosso! support structure misonenla 
tion & ASLB 800430 prehearing conference m Fort Worth,TK also end 
• Texas Utililios Electric Co (formerty Texas Utilitlos Gonernling Co) 04/04/30 
375 pp 3031 2 1 40 303 1 3 037 

-•8504120250 Comments on end draft rept on Caseload Forecast Panel 790320 21 
meeting w/ulil Recommends Apr 1981 dale be changed lo Dec 1981 w/cavoat of iur- 
Iher changes Relaled documents end 

6ASSEtT.HS Analysis & Plannlno Branch 79/04/02 BURWELL.S Division oF 
Project Management 900pp 30313 042-30314 301, 

-8504120255 Noillication ol 771026 meeling w/util m R Boyd ole to discuss final reso- 
lution of outstanding items Date & time changed Related info end 
MLYNCZAK.MM Light Water Reactors Branch 2 77/09/26 KNiEL.K Light Water 
Reactors Branch 2 fSOpp. 30314 302-30315 020 

-8504120257 Forwards updated const status repts as ol 031231 for Watts Bar Units 1 
& 2 & Qollefonto Units 1 & 2 Info for inclusion In NUREG 0300 June 1084 & Dec 1905 
fuel load dates for Walls Bar Units 1 & 2,r0speclivo;y 

MILLS, LM Tenneaseo Valley Authority 84/01/24 Information Systems Branch Sod 
30318175 30318 103 / « 



NONDOCKETED ITEMS 317 


-050412026Q "PrGsenlation to NRC Caseload Forecast Panel, ’ on B30126 
' Duquosno light Co 83/01 /3t 210pp 30315 029 30315 198 

-8504120267 Discusses update info ro const & testing status of facility Listing of out- 
standing Items & status end Add! items may be identified during msp Util projects 
7C0424 as fuel load date Region IV projecls 700601 Related info end 
SNItZEK.J H Division of Reactor Operations Inspections 70/03/07 VASSALLO.D B 
Assistant Director for Light Water Reactors 3Bpp 30315 199-30315 234 

-8604120275 Forwards updated const status rept as of 031227 Commercial operation 
scheduled for 860501 

BOHLKE.WH Slone & Webster Engineering Corp Ln040il90003 04/01/19 
HARTFIELO,ra Information Systems Branch 3pp 30318 184 30310 166 

-8504120279 Forwards updated const status rept as of 040331 Info for inclusion in 
NUREG-0030 Const completed & fuel loading commenced 

CURTIS.NW Pennsylvania Power & Light Co PIA 2169 84/04/06 HARTFIELD.RA 
Office of Resource Managomenl, Director 3pp 30318 107 30310 189 

-B504120202 Forwards updated const status repts as of 840331 Temporary suspension 
of const announced 040418 

DEVINCENTIS.J Public Service Co of New Hampshire SBN 652 04/05/04 
HARTFIELD.R A Information Systems Branch 5pp 30310 190 30318 194 

■ 06041202Q4 "TVA.Div of ConslProjoct Trend Analysis, Manpower/ Progross/ Sched 
ulo '■ 

* Tornosoeo Valley Authority 81/07/30 200pp 30315 235 30316 014 

-8B04 120206 Summary of 770706 00 site visit re const progress, scliedule & ostimalod 
fuol load dalo 

LOVELACE, WH Office of Management and Program Analysis 77/00/17 
MCDONALD, WG Office of Managomont and Program Analysis 4pp 30316 015- 
30316 018 

-650412028Q Forwards updated const status repts os of 840331 for Waffs Bar Units 1 
& 2 & BQllefonle Units 1 & 2 Info for Inclusion in NUREG-0030 
MILLS,L M Tennessee Valley Authority 84/04/25 Information Systems Branch 9pp 
30318 105 30318'203 

-8B041202Q9 Notification of 770912 meeting w/ulil In R Boyd ofc to discuss licensing 
review schedule 

MLYNCZAK.M M. Light Water Reactors Branch 2 77/08/26 BOYD,R S Division of 
Project Managomont 2pp 30316 019 30316 020 

-0504120292 Summary of 770727 followup silo visit ro evaluation of const progress & 
fuel load dato 

LOVELACE, W H Office of Managomont and Program Analysis 77/08/17 
MCDONALO.WQ Office of Manngemonl and Program Analysis 2pp. 30316 021- 
30316 022 

-8504120295 Requests uUondance at 770822 mooting w/utll In R Boyd ofc to discuss 
fuol load date 

MLYNCZAK.M M Ligfit Wator Rooclors Branch 2 77/00/10 LOVELACE, W A Olflco 
of Monagemonl and Pfogrom Analysis 1p, 30316 023-30316 024 

-0504 120299 Notification ol 770822 mooting w/ufil In R Boyd ofc lo discuss const/ 
prooporatlonal testing schedule 

MLYNCZAK.M, M Light Water Reactors Branch 2 77/08/10 BOYO.RS Division ol 
Project Management 2pp 30316 026-30316 026 

- 8604120306 Notification of 771019 meeting w/ulil In R Boyd ofc lo discuss final reso 
lulion of outstanding Itoms. 

MLYNCZAK.M M Light Water Reactors Branch 2 77/00/26 KNIEL,K Light Water 
Reactors Branch 2 2pp 30316 027 30316 020 

-0504120307 Informs of need lo prepare lo talk w/Haller 
BUCK Office of Mananomonl and Program Analysis 70/06/0? KARLS,, 
LOVELACe.B. PfKE.W NRC • No Dolmlod Affiliation Given 2pp, 30316 029- 
30316 030 

-8504120308 Notification of 700412-13 site visit w/util to discuss acluat fuel load dato 
PIKE.WJ Light Water Reactors Branch 3 70/03/30 PARR, 0 0 Light Water Reac- 
tors Branch 3 2pp 30316 031 30316 032 


-6504120340 Forwards updated const status repts as of 840419 tor LaSalle Unit 
2,Bryon Units 1 & 2 & Braidwood Units 1 & 2 Info for inclusion in NUREG 0030 
PETERSON, EM Cummonweallh Edison Co 84/04/19 HARTFIELD.RA Office ol 
Resource Management, Director Upp 30310 220 30318 230 

-8504120344 Forwards updated const status rept as of 640331 Const 77 5«'o 
c^pleted On 040403 announced that tommercial operation delayed until late 1986 
BOHLKE.WH Slone & Webster Engineering Cofp Ln84O4250002 84/04/25 Infor 
mation Systems Branch 5pp 30318 231-30318 235 

“8504120347 Forwards updated const status rept as of 790831 Specific schedule 
changes listed Related info end W/o rept 

TREICHLER.H S Illinois Power Co 79/09/13 Information Systems Branch 7pp 
30318 236 30318 242 


■6504120352 Forwards updated const status rcpts as of 790901 tnlo for inclusion in 
Yellow Book Related into encl Preoperalional testing program has been merged for 
both units 

MilLER.DB Consumers Power Co CSM 0157 79/09/11 KEPPlER.J G Regions, 
Chicago. Oflice of the Director l4pp 30318 243 30318 256 


—8504120356 Provides daily staff notes for 780911 Fault observed in emergency s»vc 
water discharge tunnel at Perry Util review program rejected ail inslalfcd hangers in- 
spected in May Aug 1978 al Fermi 2 Stop work order issued 
* OHice of me ExecuUve Director lor Operations 78/09/12 HENDRIE, GILINSKY. 
KENNEDY Commissioners app 30300 005 30300 006 


-8504120359 Forwards updated const status repts as of 621201 Info for inclusion in 
NUREG 0030 

BECKMAN, DA Southern California Edison Co 82/12/03 HARTFIELD.RA Informa- 
tion Systems Branch 3pp 30318 257-30310 259 


■8504120364 Forwards updated const status repts as ol 820930 
DEVINCENTIS.J Public Service Co of Now Hampshire SBN-346 82/10/25 
HARTFIELD.R A Information Systems Branch 5pp 30318 260 30318 264 

■0504120365 Notifies of 700606 07 meetings at facility & In Detroit, Ml lo discuss const 
status & schedule & lo enable NRC Forecast Panel lo conlirm fuel load dale Agenda 
£ refaled mfo oncf 

KINTNER.LL NRC - No Detailed Affilialw Given 78/05/30 STOLZ.JF NRC - No 
Oolallod Affiliation Given 635pp 30300 007 30301 102 


-6604120370 Repts on 770628 30 visit lo plant site for evaluation of const & oreopera 
tional test progress Rolated mfo onci 

LOVELACE.WH NRC - No Detailed Affiliation Given 77/06/ 15 MCDONALD.WG 
NRC • No Dolallod Affiliation Given 26pp 30301 103 30301 126 

-6504120371 Forwards updated const status ropl as of 620930 Info for inclusion tn 
NUREG 0030 

SMITH.JL Long Island Lighting Co SNRC784 62/10/29 information Systems 
Branch app 30316 265 30316 267 

-8504120376 Forwards updaled const blatus ropl as of 630930 Info for inclusion in 
NUREG 0030 Related Info encl 

SMITH.JL Lor\g Island Lighting Co SNRC 977 03/11/07 tnlor mation Systems 
Branch 4epp 30317 050 30317 097 

-6604120376 Provides daily staff notes for 81 1106 Sequoyah 2 achieved initial 
crIlicaliW.Ulil informed NRC lhat Brown & Root has withdrawn compteleiy from South 
Texas Pfoiecl 

DtRCKS.WJ Office of Ihe Exocutive Oiroctor for OperaKons 81/11/09. PALLADlNO, 
GILINSKY, BRADFORD Commissioriors Ip 30301 252 30301 252 


-8604120377 Forwards annolaled corrected const status repts as of 620930 Info for in 
elusion in NUREG 0030 

GOLD8BRG,Jh Houston Lfghfmg & Power Co STHLAE-900 82/10/27 
HARTFIELD.RA Information Systems Branch 6pp 30318 268-30318 2/3 

-8504120381 Summary of 770912 meeting w/utll re resolution of outstanding 
issues Atlondanco list encl 

MLYNCZAK.M M. Light Water Reactors Branch 2 77/09/26. Light Water Reactors 
Branch 2 4 pp 30317 096 30317 101 


■8604120311 Summary of NRC Caseload Forocast Ponol 010021*23 site visit ro const 
progress & current 8 fuluro const plans Cornptollon of Unit 1 unlikely before Apr 1984 
HERNAN,RW Licensing Branch 4 81/10/29 Licensing Branch 4 Upp 30310033- 
303 1G 043 


■8504120366 Forwards updated const status rept as of 820930 Info for inclusion in 
NUREG-0030 

UHRfG,R E Florida Power & Ltghl Co, L-82 457 82/10/27 HARTFIELD.R A Informa 
lion Systems Branch 2pp 30318,274-30318 275 


-0604120327 Forwards updated const status ropl ns of 840331 
LANDRIEU.PR Public Service Electric & Gas Co o( New Jersey 84/04/11. 
HARTFIELD.RA Information Systems Branch 3pp 303 10'204 30318 208. 


'6604120390 Notification of 771020 meeling w/ulil in R Boyd ofc to discuss final reso 
lutlon of outstanding items Time & date changed 

MLYNCZAK.M M, Light Water Reactors Branch 2 77/09/26 KNIEL.K Light Water 
Reactors Branch 2 4pp 30317 102-30317 105 


•8604120330 Forwards updated const status rept as of 040331 
ZIMMERMAN, SR Caroline Power & Light Co NLS 04-192 04/04/20 

HARTFIELD.R. A. Information Systems Branch 3pp 30310 207-30318*209 


-8604120332 “TVA.Div of Enoinearing Design, Projocl Trend Analysis, Manpower/ 
Progross/Schedulo," for C1O620-O725 

‘ Tennessee Valley Authority 81/07/25 126pp. 30316 044-30316*131 


'8504120334 Forwards updated const status root as ol 840331 Info lor inclusion In 
NUREG-0030 Unit 1 const 83 4% completed Target dato for fuel food remains at 
860103 

HALUD.P Illinois Power Co 0982-L 04/05/02 HARTFIELD.R,A Information Systems 
Branch 5pp. 30318 210 30310,214. 


“8504120336 Requests Casoload Forecast Panel silo visit be roschedulod for 830324 & 
25 due lo ASLB request tor Indopondenl assessment of appHcanl fuef load date 
EISENHUT.DG Division of Licensing 03/03/18 SCROQGiNS.R M. Division of Aulo 
mated Information Services 390pp, 30316*132-30317*049 


>6504120338 Forwards updated const status ropl as of 840324 Info for jpclusion in 
NUREG 0030 Unit 1 fuol load dale scheduled for Apr 1 985, Commercial operation 
plannod for Dec 1985 Unit 2 canceled on 040105 , a o a ■ i 

BOOKER, JE Gulf States Utllllies Co. RBG-17.580. 04/04/16 HARTFIELD.RA, Infor- 
mation Systems Branch 5pp 30318, 216-30310:2 19 


“8504120393 Provides dally staff notes for 010925 Notices of violalion issued lo utils 
for failure to notify NRC by 810701 of inability to complete implementation of prompt 
public notification sys 

DJRCKS.WJ, Office of Ihe Executive Director for Operations EN-ai-34 81/09/26 
PALLADlNO. GILINSKY. BRADFORD Commissioners Ip 30301 253-30301 253 

“8504120395 Forwards updated const status repts as of 820930 Info (or inclusion m 
NUREG-0030 Unit 1 has loaded fuel & in operations startup mode 
CURTIS.N.W Pennsylvania Power & Light Co PLA-1401 02/11/16. HARTFIELD.R A 
Information Systems Branch 5pp 30318 276 30318 200 

-8504120396 Forwards agenda for 77 .025 meeting w/util lo discuss SER open items 
MLYNCZAK.M M, Light Wafer Reactors Branch 2 77/10/24 Divi-slon of Technical 
Review (NRR-1975 only). 3pp 30317 106-30317 108 

“8504120400 Forwards updated const status rept as of 030630, Related Into also encl 
LANDRIEU.P.R Public Service Electric & Gas Co of New Jersey 83/06/00 
HARTFIELD.R A Information Systems Branch 250pp 30317 109 30317 269. 

“8504120401 Forwards updated const status repts as of 821003 Info for inclusion in 
Yellow Book 

FOSTER.DO Georgia Power Co GN-197 82/10/13 Office of Resource Manage 
ment. Director 5pp 30318 281 302i8,285 
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-8504120407 Forwards updalod const status repl as of 530630 Const approx 90 5% 
compEote Related info atso and 

SCHNELL.DF Unon Electric Co ULNRC 650 03/07/27 Information Systems 
Branch 125pp 30317 270 30310 001 

-8504120408 Forwards updated const status repts as of B20930lnfo for inclusion in 
NUREG QOGO 

B01JCHEy,G D Washington Pubirc Povvor Supply System 02/10/25 

HARTFIELD.R A Information Systems Branch 5pp 30318 206 30318 290 

-8504120412 Forwards updated const status repls as of 630630 Info for inclusion in 
NUREG-GOaO 

ZIMMERMAN.SB Carolina Power & LiOh.1 Co LAP 63-349 83/07/29, 

HARTFIELD.RA Information Systems Branch 5pp 3031 8 002-30318 006 

-8504120422 Forwards updated const status repts as of 030630 Into lor incfusion in 
NUREG-0030 

0OOKER.JE Gull States Utihltes Co RBG-1 5.480 83/07/15, HARTFIELDpR A Infer 
mation Systems Branch 5pp 30318 007-30310 01 1 

-'8504120424 Forwards updated const slalus repts as of 830630 for LaSalle Unit 
2, Byron Unis 1 a 2 & BraidwoocI Unkis 1 a 2 Info for inclusion in NUREG 0030 Relat- 
ed documentation also end 

PETERSON, EM Commonwealth Edison Co 63/07/26 HAflTFIELD,RA Information 
Systems Branch SQOpp 30318 291-30319 130 

-8504 120 4 28 Forwards corrected pages fiom Ocl 1982 const status rept for update of 
(SJUREG-0030 through Third Quarter 1983 Dec 19B2, Mar, June & Sepl 1903 repls nol 
yet received 

GOLDBERG, JH Houston Lighting & Power Co ST-HL-AE-1021 03/10/31 

HARTFIELD.RA Olfice of Resource Management, Director 6pp 30301 254- 
30301 259 

-8504120428 Forwards updated const status repts as of 830630 
FASNACHT.DB Arizona Public Service Co ANPP-SCM- 10643 03/07/08 fnlornnation 
Systems Branch 4pp 30310012 30318015 

-8504120432 Notilies of util 780419 lelcon informing of in-depth audit of const schedule 
re submittal of FSAR Ulil will inform of ro suits 

0OYD,RS NRC No Detailed Aflilialion Given 78/04/19 MATTSON.R, 
BASSETT, 0, VASSALLO,0 NRC - No Detailed Affiliation Given Ip 30301 260- 
30301 260 

-8504120435 Forwards updated const status rept as of 830630 Info for inclusion in 
Yellow Book Consi 72 53®.!. completed 

RHODE, G K Niagara Mohawk Power Gorp 7192 83/08/15 Information Systems 
Branch 3pp 30318 016 30316 016 

-8504120436 Notifies that uiil informed B Porch lhal Itr sent lo H Denton staling that 
commercial operation scheduled for Dec 1905 Fuel load dale expected to slip to Apr 
or June 1985 Related documents end 

SCHWENCER,A Llconsirg Branch 2 81/11/13 TEDESCO.R Asststanl Director for 
Ltconsing 127pp 30319 131-30319 256 

-8504120437 Requests virork w/M Licitra to arrange proposal of visit on 841213-15 
BAS SETT, H S NRC - No Detailed Alfilfation Given 78/10/04 LOVELACE, B. NRC 
No Oolalled Affiliation Given Ip 30301 261-30301 261 

-8504120439 Forwards updated const status repls as of 630731 Info for inclusion fn 
NUREG 0030 

SHIELDS, S W Public Service Co of Indiana, fnc SVP 0126 83 83/00/16 
HARTFIELD.RA Information Systems Branch 5pp 30316 019-30316 023 

“8504120440 Forwards background Info for Gilmsky trip to facility In response to re- 
quest 

tRINER,EG Division of Budget & Analysis 03/00/17 SHOWMAN, S Commissioners. 
7pp 30319 257-30319 263 

-8504128441 Notifies of agreemeni to postpone visit two to throe months to allow com- 
plellon of util reassessment of const schedule NRC 781226 press release re 780111 
scheduled NRC prehearing conference in Houston, TX on faci lilies end 
BOYD.RS NRC- No Detailed Affiliation Given 78/10/03 BASSETT, B NRC - No De- 
tailed Aflilialion Given 3pp 30301 262*30301 264 

-0504120444 Forwards updated const slalus repls as of 630630 fnf-o for inclusion in 
NUHEG-0030 

TUCKER. H B Duke Power Co 83/08/16 Information Systems Branch 5pp 
30318 024 30318 028 

-8504120445 ‘'Startup Program Rept.JuI 1982'’ Incomplete 791031 Press Release I- 
79 144 end 

YOLfNGLING,€ J Long Island Lighting Co 82/00/03 44pp 30320.084-30320 127 

-8504120446 Foiwards utit Ur formalizing new fuel Toad dates of Nov 1961 & Nov 1982 
for Units 1 & 2, respectively Dales consistent w/Case!oad Forecast Panel dates 
flERKOW.H NRC - No Delailed Affilralion Given 78/10/30 SASSETT.B, PARR.O, 
LICITRAM NRG - No Detailed Affiliation GNen tp 30301 265 30301,265 

"8S04120450 Notification of 760405 06 meelings w/ulit 6i Brown 6 Root (n 
Wadsworth, TX to review const status & obtain Info for independent estimate of fuel 
load date for Unit 1 Related documents encL 

COX.TH NRC - No Oalailed Affiliation Given 70/03/30 PARR.O.D. NRC - No De- 
tailed Affiliation Given 270pp 3030 P266'S0302 .083, 

-8504150008 "Watts Bar Nuclear Plant Weekly Progress Rept & Analysis 790406-12," 

• Tennessee Valley Authority 79/04/12, 140pp. 30302 064 30362.163 

-0504150009 "Const Progress. Jan 1983 ■' 

WADEWITZ.G, Tennessee Valley Authority, 63/01/31. 2Q0pp, 30302 164-30302,266 
-8504160011 "Consl Progress, Feb 1983 " 

WADEWiTZ.G Tennessee Valley Authority. 63/02/26 310pp. 30302 269-30303 126 

-0504150014 Notification of 820930 meeting w/util in BeLhesda.MD le const completion 
date 

N ERSES. V Licensing Branch 3, 62/09/27 KERRIGAN.J Licensing Branch 3 tp. 
30303 127-30303 127- 


“8504150016 Forwards consf/slarl up progress rept update for Feb )9B2 

UHRIQ,RE Florida Power & Lighl Co L 82 97 82/03/ 16 EISENHUT.DG Division of 
Licensing 2pp 30303 128 30303 129 

-8504150030 Forwards updated const slalus repts as of 030630 for Walts Bar Units 1 
& 2 A Bellefonte Unils 1 & 2 Info for inclusion In NUREG-0030 
MILLS, L M Tennessee Valley Aulhority 83/07/20 Information Systems Branch 5pp 
30318 029-30316 033 

-8504150037 Forwards updated const status rept as of 830630 Const 67 6% 
completed Commercial operation planned for 060501 

BOHLKE.WH Slone & Webster Engineering Corp TB6307180016 63/07/16 
HARTFIELD.RA Information Systems Branch 5pp 30318 034 30318 038 

“8504150042 Forwards updated const status rept as of 030927 Const 73 1% 
completed Commercial oporation planned for 860501 

BOHLKE.WH Stone & Webster Enginaoring Corp Ln8310120007 83/10/12 
HARTFIELD.RA Information Systems Branch 3pp 30318 039 30318 041 

--6504160045 Forwards documents borrowed previous Friday Related documents end 
BRACH.B Dlroctor‘5 Office, Office of inspection and Enforcomoni 84/02/00 
LOVELACE, B Office of Resource Managoment, Director 1,300pp 30303 13B- 
30305 201 

“8504150048 Forwards updated const status repls as of 830930 for LaSalle Unit 
2,Brypn Unils 1 & 2 & Braidwood Units 1 & 2 Info for inclusion in NUREG 0030 
PETERSON.EM Commonwealth Edison Co 83/10/27 HARTFIELD.RA Information 
Syslems Branch 9pp 30318 042-30310 050 

-6504150053 "WH Zimmer Nuclear Power Stalion Unit 1 Mgl Summary Analysis 
816210 

Cincinnali Gas & Electric Co B1/02/10 560pp 30305 202-30306 244 

“BS04150055 FoAvards updated const status rapt as of 830930,Unlt 1 const approx 
92 6% conipfeted. 

SCHNELl.DF Union Electric Co ULNRC-678 83/10/28 Information Systems 
Branch 3pp. 30318 051-30318 053 

“8504150058 "WH Zimmer Nuclear Power Station Schedule Analysis 781 107 " 

• Cincinnati Gas & Eleciric Co 78/11/07 150pp 30306 246-30306 345 

“8504160063 Confirms 781122 lelcons re discrepancies between Sys Consl CPM Net- 
work Schedules, Sheets 44 & 45 & Computer l-J 701108 listing Summary of discus- 
sions & resulting actions presented. Related documents and 
CULVER»BK Cincinnati Gas & Etecirfc Co X-207 78/11/27 LOVELACE.WH NRC - 
No Detailed Affiliation Given 325pp 30306 346 30307*316 

“6504160067 Requests approval of Caseload Forecast Panel visit to facility on 020707- 
OB 

WHEELER.LL Ltconslng Branch 3 82/06/07 EISENHUT.DG Division of Licensing 
300 pp 30319 270 30320 063 

“0504160068 "Project Status Rept," for period ending 791031 Rept prosenled at 
monthly consl coordination 781107 meeting 

• Kaiser Engineers. 78/11/07 54pp 30307 319-30308 009 

“8504150069 Forwards updated const slalus repts as of 630925 Info for inclusion in 
NUREG 0030 

TUCKER, H.B. Duke Power Co 03/11/15 Information Systems Branch 5pp 
30316 054-30318 058 

“8504160074 "WH Zimmer Nuclear Power Slahon Schedule Analysis, 761 107 " 

• Cincinnali Gas & Eiectric Co 78/11/07 300pp 30308 010-30308 179 

“8504150076 "Level i Met Info Repl " 

• Washington Public Power Supply System 80/01/31 62pp 30306 100-30308 236 

“8604160077 Forwards updated const status rept as of 830930 Info for inclusion In 
NUREG 0030 Unit 2 canceled on 031014 Unit 1 const 81 7% completed Target date 
for fuel load remains at 660103 

HALL, DP Illinois Power Co 0982-L 83/10/27 HARTFIELD.RA Office of Resource 
Management. Director 5pp 30316 059-30316 063 

“6504150080 Provides dally staff notes for 790629 Reinspectlon found improper instal- 
lation of concrete anchors at WPPS 2 Fatal const accident occurred at Indian Point 
2 Stioreham fuel load date slipped five months to Nov 1980, 

GOSSICK.lv Office of the Executive Director for Operations 79/0//02 HENDRIE. 
GfUNSKY, KENNEDY Commissioners, Ip 30320 128-30320 128. 

-8 504150082 Forwards updated consl status repts as of 830630 Info for Inclusion in 
NUREG 0030 

aOUCHEY.GD Washington Public Power Supply System G02-83 661 83/07/25 
HARTFIELD.R.A Information Systems Branch Bpp. 30308 307-30308,314 

“8604150055 Responds to 781211 Itr re application of open meeting policy to facllJly 
review meelings Notices & summarios of all meelings falling within open moolInQ 
policy will be provided 

DENTON.HR Office of Nuclear Reactor Regulation. Director 79/01/16, LIKE, I Suf- 
folk County, NY, Ip 30320129-30320*129. 

“6504150068 Conftrins 81 01 21 lelcon re electrical installalion rates Refinements to 
010116 calculations end Related documenlal/on re const schedule enci 
STAMPIEY.RK Ebasco Services, Inc (subs of Enserch Corp ) RKS-W81-0009 01/ 
01/21 LOVELACE, W. NRC - No Detailed Affiliation Given I.OOOpp 30300.316 
30310 220 

“8604150090 "Independent Design Review.Shoreham Nuclear Power Station " 

• Teledyne Engineenng Services 5633-21 83/03/10 31pp 30320 130-30320160 

“8504150094 Requesls response to listed questions re K Drey FOIA 84-103 request 
concerning Caseload Forecast Panel assessment of observations & analyses of ulil 
prasentations during 830912-14 site visit by 84022 1 

GHIMSLEY.DH, Division of Rules and Records 84/02/13 BRADY, D Oflico of Nude 
ar Reactor Regulation, Director SMIDTH.P Region 3, Office of Director 
BECKWITH, C A, Office of Resource Management, Director 3pp 30310 229 
30310 231 
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“0504160090 FOIA requesl for documents re NRG Caseload Forecast Panel 830912*14 
site vtsit 

OREV.K Drey, K 04/02/09 Office of Admimslralion Ip 30310 232*30310 232 

' 0504150102 Forwards Insp Rept 50 322/77*14 on 770001 04 No noncomplianoe 
noletl 

CARLSON, RT Region 1, Philadelphia, Reactor Construction & Engineering Support 
Branch 77/00/19 WOFFORD, A W Long islanil Lighting Co 2pp 30320 161- 
30320 162 

“0504150107 Confirms 840223 lelcori re adminislrallve closing ol 840209 FOIA request 
re Caseload Forecast Panel 830912 14 site visit Panel review incomplete NRC analy 
SIS of util const schedule requested 

DREY.K Affiliation Not Assigned 84/02/27 PAPPAS, C Office of Administration Ip 
30310 233 30310 233 

*'8504150100 Forwards updated const status repts as of 830930 Info for inclusion in 
NUFlEG-0030 

2iMMEFlMAN.SR Carolina Power & Light Co LAP-83 491 83/10/21 

HAnTFIELD,RA Information Systems Branch 5pp 30318 064-30318 068 

“6504160110 ‘‘Preoperalional Tost Schedule *' 

•Union Electric Co 82/10/13 35pp 30310 234-30310 268 

'■8504150113 "Preoporationat & Acceptance Tost Schedule” Related documentalion 
end 

' Union Electric Co 82/10/11 650pp 30310.269-30311 348 

-•8504160125 Forwards updated const status rept as of 030930 
LANDRIEU,PR Public Service Electric & Gas Co of New Jersey 83/11/15 
HARTFIELD.R A Information Systems Branch 5pp 30318 069 30318 073 

“8504160128 Insp Rept 50-322/77-14 on 770801 04 No noncompliance noted Major 
areas inspected review of const & startup schedule, procedures, work performance & 
lost records Related documents end 

NARROW,L, WALTON, G A Region 1, Philadelphia, Office of the Director 
MCGAUGHY.RW Region 1, Philadelphia. Reactor Construction & Engineering Sup 
port Branch 77/08/18 530pp 30320163 30321 136 

“8504150130 Forwards updated const status rept as of 830930 Info for Inclusion in 
Yellow Book Const 76 82% comploiod 

MANNO.SF Niagara Mohawk Power Corp 7712 83/11/14 Information Systems 
Branch 3pp 30310 074-30918 076 

“8504150133 Forwards updated const status ropls as of 830930 
VAN BRUNT.ee Arizona Public Service Co ANPP-28169.KCK 03/11/03 Informa* 
lion Sysloms Branch 4pp 30318 OTZ-aoS 10 080 

“8504 1501 35 Marked up draft summartos of Caseload Forecast Panel 830927*29 meet* 
Ings w/util & site tour re projection of fuo! load date 

BURWELL.SB Licensing Branch 1 83/10/10 Licensing Branch 1 375pp 

30322 330 30323 191 


“8504150168 Summarizes Fuel Load Pane! 780504 & 05 meetings w/ulil & Bechtol & 
site trip re const status Related documents one! 

MINER, S NRC * No Detailed Affiliation Given 78/00/22 NRC - No Detailed Affiliation 
Given 900pp 30321 141 30322 329 

..8504150169 Forwards updated const status repts as of 821231 Info for inciusiort in 
NUREG 0030 

GOLDBERG ,JH Houston Lighting & Power Co ST-HL AE-932 83/01/28 

HARTFIELD.R A Information Systems Branch 6pp 30325 153 3032$ 158 

.*8504150172 Forwards updated const status repts as of 831231 Info for inclusion in 
NUREG 0030 Unit 1 const 82 6*0 completed Targoi dale for fuel load remains at 
860103 

HALL, OP Illinois Power Co 0982 1 81/01/26 HARTFIELD.R A Information Systems 
Branch 5pp 30318 101-30318 105 

“8504150173 Forwards updated const status rept ns of 821231 Info for inclusion in 
NUREG 0030 

SMITH, JL Long Island Llghling Co SNRC 827 83/01/27 Information Systems 
Branch 3pp 30325 159 30325 161 

“8604150177 Fotv/ards updated const status ropls as of 821231 Into for mcluston in 
NUREG 0030 

BOOKER.JE Gulf Slates Ulifilies Co RBG-14.139 83/01/14 HARPFIELO.RA Inlor* 
mation Systems Branch 9pp 30325 16? 30325 170 

“8504150178 Forwards updated censt status repis as of 831231 Info for inclusion in 
NUREG 0030 

TUCKER, HB Duke Power Co 84/02/20 Information Systems Branch 5pp 
30318 106-30316 110 

“8504150162 Forwards updated const status repts as of 821231 Info for inclusion In 
Yellow Book Const 60 09*io complote 

MAN NO, S F Niagara Mohawk Power Corp 03/02/09 Information Systems Branch 
3pp 30325 1 71-30325 173 

“8504160107 Forwards updated const status repis as ol 830101 Info for inclusion in 
Yellow Book 

MILLER, DB Con^umois Power Co CSC 64S6 83/01/14 HARTFIELD.R A Informa- 
tion Systems Branch 5pp 30325 174 30325 176 

“8504150191 Forwards updated const status repts as of 830130 Info for inclusion in 
NUREG 0030 

SHIELDS.SW Public Service Co of Indiana. Inc SVP 0017-83 83/03/14 

HARTFIELD.R A Information Systems Branch 3pp 30325 179 30325 l&l 

“6504150193 Forwards updated const status repts as of B31231 Info for inclusion in 
NUREG 0030 Unit 1 fuel load date currontly projecled for Apr 1985 Commercial oper 
ation scheduled for Dec 1905 Util voted ort 040105 not to build Unit 2 
BOOKER.JE Gulf Slates Utilitios Co 84/01/13 HARTFIELD.R A fnlormalion Sys 
toms Branch 5pp 30318 111 30918 115 


'6504150139 Provides daily staff notes for 780913 Meeting held w/Nucloar Fuel Sves 
re Inventory dilforences at Erwin, TN facility Operating engineers word on 
strike, 9 topping work at site NRC 010812 press roloaso end 
• OffiCQ of the Exocutivo Director for Operations 78/09/14 HENDRtE, GILINSKY, 
KENNEDY Commissioners 2pp 30321 137 30321 138 


“85041501 9-7 Forwards updated const status ropla as of 830101 Info for inefusion in 
NUREG 0030 Unit 1 fuel load date advanced to 840801 Unit 2 target fuel load date 
remains at 800401 

CLAREY.JJ Philadelphia Electric Co 03/01/28 Information Systems Branch 7pp 
30325 t&2'3 0325' too 


■B504160141 Forwards oxorpts from util monthly ropls re const schoduling since Jan 
1960 Util can supply repts on regular basis upon roquesINRC News Announcement 
01-45 re ASLB plans to conduct public hearing on OL also endW/o rept excerpts 
BERTSCHI.R llllnolB. State of 00/11/26 LOVELACE.W NRC No Detailed AlfiliBlior^ 
Given 2op 30323.192 30323 193 


“8504160143 Forwards updated const status ropl^ as of 830930 info for mduston in 
NUREQ-0030.Unil fuel load currently projoctod (or Apr 1905 w/commerdal oporoHon 
by Dec 1906 Unit 2 remains "not scheduled," 

BOOKER.JE Gulf Stales Utilitloa Co RBQ-16,17S 83/10/14 HARTFIELD.R A Infor- 
mation Systems Branch 5pp 30318 001 30310,085 


■•B51141S0146 Provides const status updoto rept as of 790122 No milestone activities 
slorled or completed during Jan 1979 

BARBERICH.WE, Pennsylvania Power & Light Co PLA-310 79/02/05 

CARLSON.RT Region 1, Office of Director 2pp 30321 130 30321 140 


'8604150163 Forwards updated const status repts as of 030930 
DEVINCENTIS.J Public Service Co ol New Hampshire SBN 577 03/11/03 
HARTFIELD.R A Information Systems Branch 6pp 30310.006-30310 091. 


'8604160167 Forwards updated const status rept os ol 821231 Commercial oporaiion 
scheduled for 860501 

BOHLKE.WH Slone & Webster Engineering Corp TB0301200007 03/01/20 
HARTFIELD.R A Information Syaioms Branch, 5pp 30326 139 30325 143 


“6504150160 Forwards updated const status rept Info for Inclusion In NUREG 0030 W/ 
0 onci 

THHASH.HO Alabama Power Co 79/00/07 LOVELACE.WH NRC * No Delailod A( 
filiation Given Ip 30325 144 30325.144 

“8504160162 Forwards annotated corroclod pages to Oct 1902 const status repts up' 
dating NUREG 0030 through Third Quarter 1903 r.r. a , i 

GO LOQERQJ.H. Houston lighting & Power Co 03/10/31 HARTFIELD.R A Informa- 
tion Systems Branch Opp 30318 092-30310 097. 

“8604150164 Forwards updated const status ropla as of 821220 Info for inclusion In 

FOsTer?d 6 Georgia Power Co GN-aiS. 83/02/14 information Systems Branch 
5pp 30325 145-30325 149 

“65041 501 66 Forwards updated const status rept as of 02 1231 .Info for Inclusion In 

CURTIS, nV Pennsylvania Power & Light Co PLA'1540, 03/02/24. HARTFIELD.R A, 
Information Systems Branch 3pp 30325 150-30325 162 

“8604160167 Forwards updated const status repts as ol 830930 Info for Inclusion in 

CURTIS.Sfw Pennsylvania Power & Light Co PLA-1951 83/11/14 HARTFIELD.R A 
Information Systems Branch 3pp. 30310.098-30310.100 


•*6504150200 Forwards annotated correclod pages lo June 1902 const status ropls up 
dating NUREG 0030 through Fourth Quarter 1963 

GOLDBERG.JH Houston Lighting & Power Co ST-HL-AE-1050 64/02/29 

HAnTFIELD,RA Information Sysloms Bra r\ch 6pp 30310 116 30318121 


--0504150204 Forwards updated const status repis as of 821231 for LaSalle Unit 
2, Byron Units 1 & 2 & Bratdwood Units 1 S 2 Info for inclusion in NUREG 0030 
PETERSON^E M Commonwealth Edison Co 83/91/26 HARTFIELD.R A Information 
Systems Branch I1pp 30325 189-30325 190 

-8804150205 Forwards updated const status repts as of 830925 Info for Inefusion in 
Yellow Book 

FOSTER.DO Georgia Power Co GN-270 63/10/20 Information Systems Branch 
5pp 30310 122-30318 126 

“6804160206 Forwards updated const status rept as of 630930 Info for inclusion In 
NUREG 0030 

COOK.KW Louisiana Power & Light Co W3P83-3530 83/10/20 Information Sys- 
tems Branch 4pp 30310 127-30318 1 30. 


--8604160213 Forwards updated const status rept as of 831231 
LANDRIEU.PR Public Sorvico Electric & Gas Co of New Jersey 63/01/28 
HARTFIELD.R A tnfor mation Sysloms Branch app 30326'200-30325 202 

“8504160216 Forwards updaled const status repts as of 830930 for Watts Bar Unite 1 
& 2 & Bollofonta Units 1 & 2 Info for inclusion in NUREG 0030 
MILLS, L M Tennessee Valley Aulliorily 03/10/21 Information Systems Branch 5pp 
30318 131-30318135 


--65O4150219 Forwards updated const status repts as of 621231 Info for inclusion in 
NUREG 0030 

ZIMMERMAN, SR Carolina Power & Light Co 83/01/27 HARTFIELD.R A Informa- 
llofi Systems Branch 5pp 30325 203 30325 207 

-8604150224 Forwards updated const status repts as of 821231 Info for inclusion In 
NUREG 0030 Unit 1 const 87% complote Target dale of 840103 for fuel load un- 
changed 

RASHO.RP Illinois Power Co 83/01/26 HARTFIELD.R A Information Systems 
Branch 6pp 30325 208'30325 213 


“8504160225 Forwards updated const status rept as of 831231 fnfo for inclusion in 
NUREG 0030 

COOK.KW Louisiana Power & LigfU Co. W3P84 0171 84/01/25 Information Sys- 
tems Branch 4pp 30318 136 30318 139 


“8504150229 Forwards updated const status rept as of 831231 Info lor Inclusion in 
NLIREG'0030 

CURTIS.N.W Pennsylvania Power & LigfU Co PLA-2079, 84/02/14 HARTFIELD.R A 
Information Systems Branch 3pp 3031B 140 30318 142 
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-aSW 150234 Forwards updated const status repls as of 821231 for Watts Bar Units 1 
& 2 & Bellefonto Units 1 & 2 Info for inclusion in NUREG 0030 
MILLS, LM Tennessee Valley Aulhonly 63/0 V21 Information Systems Branch 
16pp 30325 2t4 30325 229 

'<8504150235 Forwards updated const status repts as of 831130 
DEVINCENTfS,J Public Service Co of New Hampshire SBN«62t 84/02/03 
HARTFIELD.HA Information Systems Branch 6pp 30316 143 3031B 14B 

-8504 150240 Forwards updated const status repl as of 831231 Info lor inclusion in 
Yellow Book Const 80% complotet# 

RHODE.G K Niagara Mohawk Power Corp 805 B 84/02/15 Information Sysloms 
Branch 3pp 30318 149 30318 154 

-8504150242 Forwards updated const status rept as of 831231 
LANDRIEUPR Public Service Eloclric & Gas Co of Now Jorsey 84/01/20 
HARTFIELO.RA Information Systems Branch 3pp 30318 155*30318157 

-8S04150244 Clarifies 030126 Itr ro const status Const schedule under 
evaluation Revised schedule anticipated! by June 1083 

HALL.DP Illinois Power Co 0982 1 03/02/03 HARTFIELO.RA Information Systems 
Branch Ip 30325 230-30325 230 

-8504150247 Forwards updated const status rept as o1 031231 Unit 2 canceled on 
831221 

ZIMMERMAN.SR Carolina Power & Light Co NLS 84*026 84/01/23 

HARTFIELO.RA InformalionSystems Branch 5pp 30318158 30318162 

-8504150249 Forwards updated const status repts as of 621231 Into for inclusion in 
NUREG 0030 Fuel toad target dale for Catawba Unit 1 May 1984 
TUCKER.HB Duke Power Co 83/02/03 Information Systems Branch lipp 
30325 231 30325 241 

-8504150250 Forwards updated const status rept as of 631231 Unit 1 const approx 
95% completed 

SCHNELL.DF Union Electric Co ULNRC-726 84/01/20 fnformallon Systems 
Branch 7pp 30318163*30318 169 

-8504150291 Forwards updated const status rept as of 021228 Unit 1 const approx 
86% complete 

SCHNELL.DF Union Eloclric Co ULNRC602 83/01/20 Information Systems 
Branch 3pp 30325 242 30325 244 

-8504150297 Forwards updated const status rept as of 620930 Info for inctusion in 
NUREG 0030 

MAURIN.LV Louisiana Power & Light Co W3P82-31O0 62/09/30 Information Sys 
terns Branch 4pp 30325 246 3 0325 248 

*'8504150300 Forwards updated const status rept as of 621231 Info for Inclusion in 
NUREG 0030 

MAURIN.lv Louisiana Power & Light Co W3P83*196 83/02/07 Information Sys- 
tems Branch 4pp 30325 249 30325 252 

**8504150301 Forwards updated const status repts as of 630830 
DEVINCENTIS,J Public Service Co of New Hampshire SBN-539 03/07/20 
HARTFIELD.n A Information Systems Branch 6pp 30326 253 30325 262 

-8504150305 Forwards updated const stains rept as of 630630 Info for Inclusion m 
NUREG 0030 

DRUMMOND, FJ Louisiana Power & Light Co W3P83'2302 83/07/25 InformaUon 
Sysloms Branch 4pp 30325 263*30325 266 

-8504150308 Forwards updated const status repts as of 830619 Info for Inclusion In 
Yellow Book 

FOSTER.DO Georgia Power Co GN 249 83/68/15 Information Systems Branch 
6pp 30325 267 30325 279 

-8504150324 Forwards updated const status repts as ol 820930 Info for inclusion in 
NUREG 0030 Unit 1 fuel load dato projected for Apr 1985 w/commerclal operation by 
Dec 1965 Uml 2 remains unscheduled 

BOOKER,J B Gulf States Utilities Co RBG 13,550. 62/10/13 HARTFIELO.RA Infor* 
mation Systems Branch lOpp 30325 260 30325 264 

"8504150330 Forwards updated const status repts as of 820930 
FASNACHT.DB Arizona Public Service Co ANPP-SCM 9149 82/10/13 Information 
Systems Branch 4pp 30325 265 30325 2QQ 

-0504150333 Forwards updated consi status rept as of 621029 Info for inclusion in 
NUREG 0030 

MOORE, FK Virginia Power (Virginia Electric & Power Co) 82/10/27 
HARTFIELO.RA I nformafion Systems Branch 3pp 30326 289 30325 291 

-6504160338 Forwards updated const status rept as of B20930 for inclusion In Yellow 
Book Plant const 56 7% complete 

MANNO.SF Niagara Mohawk Power Corp 82/11/15 Information Systems Branch 
4pp 30325 292 30325 205 

-8504150343 Forwards updated const status rept as of 620930 for inclusion in NUREG- 
&D30 

COUNSIL.W 6 Northeast Nuclear Energy Co (subs of Northeast Ulililles) 
COUNSIL.W G Northeast Utilities B105B0 62/10/06 Information Systems Branch 
3pp 30325 296 30325 296 

-8504150350 Forwards updated const status repls as of 821001 for inclusion In Yellow 
Book Const 63% comp la to 

WILLER.OB Consumers Power Co CSC 8394 82/10/25 HARTFIELO.RA Informa 
tion Systems Branch 5pp 30325 299*30325 303 

-8604150357 Forwards updated const status repls as ol 620930 for inclusion in 
NUREG 0030 

TUCKER.H B. Duke Power Co, 82/10/20 Information Systems Branch. 3pp 
30325304*30325 306 

-8504150368 Forwards updated const status repts as of 821001 for inclusion in 
NUREG 0030 Unit 2 fuel load date currently under review due to ruling to defer/ 
canceJ facility by Pennsylvania Public Ulit Commission 

CLAREYJJ Philadelphia Efeciric Co 82/10/19 Information Systems Branch 5pp 
30325307*30325 311 


-8584150370 Forwards updated const status repts as of 820930 for inclusion In 
NUREG 0030 

ZfMMERMAN.SR Carolina Power & Ltghl Co 02/10/20 HARTFIELO.RA Informa 
lion Systems Branch 7pp 30326 312-30325 310 

-8504160377 Forwards updated const status repts as of 820930 for inclusion in 
NUREG 0030 Unit 1 const estimated at complete w/fuel load targolcd for 

840103 

RASHO.RP Illinois Power Co 82/10/25 HARTFIELO.RA Information Systems 
Branch 6pp 30325 319-30325 324 

-6504150384 Fonwards updated const status ropl as of 820930 Fuel load dato roschod 
uled for 640402 Commercial operation will occur in lalo 1964 or oarly 1985 
SCHNELL,OF Union Electric Co ULNRC-569 82/10/25 Information Systems 
Branch t3pp 30325 325 30325 337 

-8504150390 Forwarrfs updated const status repts for LaSalle Units 1 & 2, Byron Units 
I & 2 & Braldwood Units 1 & 2 as of 820930 for inclusion in NUREQ-0030 
PETERSON.EM Commonwealth Edison Co 82/10/27 HARTFIELO.RA InformaUon 
Systems Branch 0pp 30326 338 30325 346 

-B5041S0400 Forwards updated const status repts for Watts Bar Units 1 & 2 & Bollo* 
font© Units 1 & 2 as of 020930 for inclusion in NUREG-0030 New method of calculat* 
ing percenl complete will ba implemented by next reporting period 
MfLlS.LM Tennessee Valley Aulhonly 82/10/15 Information Systems Branch Bpp 
30325 347*30325 351 

-8504150403 Summary of 780717 meeting w/ulils re status of preope rational testing & 
Mark II containment fix Meeting agenda & revised agenda end 
BERKOW.HN Division of Project Management 78/07/18 LOVELACE, 0 NRG* No 
Detailed AffilJalton Given 13pp 30333 223 30333 235 

"8504150411 Forwards upddled const status root as of 8209 30, re fiec ling const 
progress of GO 1% Commercial operation date of 8b0531 remains unchanged 
BOHLKE.WH Slone & Webster Engineering Corp TQ82102Q0003 82/10/20 
HARTFIELD.H A Informatjon Systems Branch 4pp 30325 352*30326 355 

-8504158414 Forwards updated const status rept as of 030331 for inclusion in NUREG* 
0030, per RA Hartfietd 611030 request 

MAURIN.LV Louisiana Power & Light Co W3PB3-1136 83/04/22 InformaUon Sys 
toms Branch 8pp 30325 356 30325 363 

**8504160419 Forwards updated const status repts as of 830327 for inclusion In const 
status rept (Yollow Book) 

FOSTER.DO Georgia Power Co GN-229 83/05/17 Information Sysloms Branch 
6pp 30326001 30326 005 

-8504150423 Forwards updated const status rept as of 830331 for inclusion in NUREG 
0030 

CURTIS.NW Pennsylvania Power & Light Co PLA*1636 03/04/22 HARTFIELD.RA 
Information Systems Branch 3pp 30326 006-30326 008 
P 

-8504150428 Forwards updated const status ropt as of 830331 for inclusion in NUREG* 
0030 

UNRIG, RE Florida Power & Light Co 1-83*279 83/05/03 HARTFIELD.RA Inform a 
tl on Systems Branch 2pp 30326 009*30326 010 

-8604150429 Forwards updated const status repls as of 030331 for inclusion in 
NUREG 0030 

GOLDBERG, JH Houston Lighting & Power Co STHL-AE-953 83/04/20 
HARTFIELO.RA Information Sysloms Branch 6pp 30326 011*30326 016 

-0504160435 Forwards updated const status repts as of 830331 for inclusion In 
NUREG 0030, in response to 81 1030 Itr 

SMITH.JL Long Island Lighting Co SNRC*078 83/04/22 Information Sysloms 
Branch 4pp 30326 017*30326 020 

-8604150437 Forwards updated const status repls as of 630331 
DEVINCENTIS.J Public Service Co of Now Hampshire SBN*503 03/04/20 
HARTFIELO.RA Information Sysloms Branch 5pp 30326 021*30326 025 

-8504160442 Forwards updated const status repts as of 820331 for inclusion m 
NUREG 0030 Fuel load date projected for Apr 1965 Commercial operation lor Unit 1 
scheduled for Dec 1905 Unit 2 remains not scheduled 

BOOKER.JE GuU States Utilities Co RBG-14.029 83/04/15 HARTFIELD.RA Infor 
mation Systems Branch 5pp 30326 026*30326 030 

-8504150446 Forwards updated const status ropts as of 830331 
FASNACHT.DB Arizona Public Service Co AN PP-SCM* 10200 83/04/26 Information 
Systems Branch 4pp 30326 031-30326034, 

-6504150449 Forwards updated const status rept as of 830331 for Inclusion in Yollov/ 
Book Total plant const 65 45% compieto through Mar 1983 

MANNO.SF Niagara Mohdwk Power Corp (6627) 83/05/13 Information Systems 
Branch 3pp 30326 035 30328 037 

**8504150451 Forwards updated const status repts as of 830430 for Inclusion m 
NUREG 0030, per 030314 submittal 

SHIELDS.SW Public Service Co of Indiana. Inc S VP 0098-03 03/08/15 
HARTFIELO.RA Information Systems Branch 3pp 30326 038-30326 040 

-6504150452 Forwards updated const status rept as ol 830331 
LANORIEU.PR Public Service Electric & Gas Co of New Jersey 83/06/06 
HARTFIELD.RA Information Systems Branch 5pp 30326 041*30326 045 

-8604150455 Forwards updated const status repts as of 830331 for inclusion In 
NUREG 0030 

ZIMMERMAN.SR Carolina Power & Light Co LAP 83*150 83/05/04 

HARTFIELO.R A Information Systems Branch 5pp 30326 046 30326 050 

-8504150457 Forwards updated const status rept as of 630331, lor inclusion in NUREG- 
0030 Current project schedule indicates fuel load of Jan 1 984 Commercial opernlion 
projected for Aug 1984 

HALl.DP lllinola Power Co 0982-L 83/04/18 HARTFIELD.RA InformalionSystems 
Branch 6pp 30326 051-30326 056 
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8504150459 Forwards updated const status repts for McGuire Ur>il 2, Calaw«ba Umis 1 
& 2 & Chorokoo Unit 1 as of 830331, per NUREG 0030 Rept last update for McGuire 
Unit 2 due to receipt of OL on 830303 Cherokee Unit 1 canceled on 830429 
TUCKER.HB Duke Power Co 83/05/12 Information Systems Branch 9pp 
30326 057 30326 065 

-6504150461 Forwards updated const status rept as of b3U33l Const approx G0‘’o 
complete 

SCHNELL.D F Union Efeclnc Co ULNRC 621 83/04/30 Information Systems 

Branch 3pp 30326 066 30326 063 

■8504150483 Forwards updated const status repts for LaSalle Unit 2, Byron Units 1 & 2 
& Braiciwood Units 1 & 2 as of 630331 »for inclusion in NUREG 0030 
PETERSON, EM Commonwealth Edison Co 83/04/27 HARTFIELO.RA Inlormation 
Systems Branch 9pp 30326 069 30326 077 

•8504150466 Forwards updated const status repts for Watts Bar & Qellofonle Nuclear 
Plants as of 030331, for Inclusion in NUREG 0030 

MILLS, LM Tennessee ValJoy Authority 83/04/21 Inlormation Systems Branch 5pp 
30326 078 30326 082 

•B5041 50469 Forwards updated const status rept as of 830331 Rept reflects const 
progress of 62®'i> All indicate commerciaf operation date of 860501 
BOHLKE.WH Stono & Webster Enymooring Corp TB830422000R 83/04/2? 

HARTFIELD.R A Information Systems Branch 2pp 30326 083*30326 084 


-8504160660 ‘Jan 1980 Schedule Status to Illinois Commerce Commission for llliriois 
Power Co.Clinton Unil 1 Project " 

• Illinois Power Co 80/01/31 6pp 30327 361 30328 004 

-8504150563 PNS 111 81 008 on ai0724,bomb threat received at site Search discovered 
simulated bomb in sump pump assembly area of turbine bldg Fingerprinting oliminated 
due to numerous handlings of device 

KN[CELEY,JR, CREED, J R Region 3, Chicago, Offico of tho Director (81/03/01) 
81/07/27 Ip 30328 005-30328 005 

-8504150588 “Financing Union Electric Const Program " Viewgraphs end 
WELSHANS.MT Union Electric Co 79/11/21 174pp 30328 010-30328 182 

-8504150506 Testimony ol WS Leo before Subcommittee on Energy, Conservation & 
Power of House Committee on Energy & Comm ere o on 830600 supporting I'ogiBlatron 
to extend NRC authority to issue lempofary OL lor plant 

LEE.WS Duke Power Co LEE.WS Edison Electric Institute 63/08/08 99pp 
30328 183 30320 281 

.-8504150605 Disagrees w/proposecl Ur to ulil re p!ant,per 830Q04 discussion Draft ol 
acceptable version end for consideration W/o end 

HARTFIELO.RA Olfice of Resourco Management. Director 83/08/04 
ADENSAM,EG Office of Nuefoar Reactor Regulation, Director Ip 30326 282 
3032Q 282 


<8504150470 Forwards updated const schedule through Apr 1960 Const 67^b 
complete Fuel load date ol Apr 1982 remains unchanged 

HOWARD. VC Illinois Power Co 80/05/14 LOVELACE.W Office of Management 
and Program Analysis 3p|) 30326 085 30326 007 

■•B504150474 “Ort 1980 Monthly Summary Time Scale Network Rept to Illinois Com 
merco Commission for Illinois Power Co.Clinlon Unit l Project “ Related documonia 
tion end 

* Illinois Power Co 80/10/31 800pp 30326 080 30327 250 

■ 8504150480 “Oct 1980 Schodule Status to Illinois Commerce Commission for Illinois 
Power Co, Clinton Unit 1 Project " 

Mlhnols Power Co 80/10/31 7pp 30327 251 30327 257 

-8504150405 “Sept 1980 Monthly Summary Time Scale Network Repl to Illinois Com- 
merce Commission tor Illinois Power Co.Clinlon Unit 1 Project ” 

• lllinoib Power Co 80/09/30 4pp 30327 250 30327 261 

-8504150489 “Sept 1980 Schedule Status to Illinois Commorco Commission for Illinois 
Power Co.Clinton Unit 1 Project “ 

• Illinois Power Co 80/09/30 6pp 30327 262-30327 207 

-8504150491 “Aug 1980 Monthly Summary Time Scale Network Rept to Illinois Com 
merco Commission for Illinois Power Co.Clinlon Unit 1 Project " 

• Illinois Power Co 80/08/31 4pp 30327 266 30327 2/1 

-8604150494 “Aug 19B0 Schedule Status to Illinois Commerce Commission for Illinois 
Power Co.Clinlon Unit 1 Project “ 

‘ Illinois Power Co 80/06/31 6pp 30327 272-30327 277 

-8504150408 "Jul 1980 Monthly Summa^ Time Scale Network Ropl to Illinois Com- 
merce Commission for Illinois Power Go, Clinton Unit 1 Prolpct “ 

* Illinois Power Co 80/07/31 4p|} 30327 270 30327 201 

-B504150506 “Jul 1980 Schedulo Status to Illinois Commerce Commission (or Illinois 
Power Co.Clinlon Unit 1 Project " 

' Illinois Power Co 00/07/31 8pp 30327 2fl? 30327 289 

-8504150608 “Juno 1080 Monthly Summary Timo Scale Network Ropt to Illinois Com- 
merce Commission for Illinois Power Co.Clinton Unit 1 Project “ 

* Illinois Power Co 80/06/30, 4pp 30327 290-30327 293 

-B504160611 “Juno 1960 Schedule Status to Illinois Commerco Commission tor Illinois 
Power Co.Clinton Unit 1 Project “ 

♦ Illinois Power Co 80/06/30 lOpp 30327 204 30327 303 

• 8604150516 “May 1900 Monthly Summary Time Scalo Network Rept to Illinois Com- 
merce Commission tor Illinois Power Co.Clinton Unit 1 Project “ 

• Illinois Power Co 80/05/31 4pp 30327 304-30327 307 

"B504150518 “May 1080 Schedule Status to Illinois Commorco Commission for Illinois 
Power Co.Ciinton Unit t Project “ 

‘ Illinois Power Co 00/06/31 8pp 30327 300 30327 315 

-8504160524 “Apr 1980 Monthly Summary Time Scale Network Ropl to Illinois Com- 
merce Commission tor Illinois Power Co.Clinlon Unit I Project “ 

’ Illinois Power Co 80/04/30 4pp 30327 316 30327 319 

-6504150529 "Apr 1960 Schedule Status to Illinois Commerce Commission for Illinois 
Power Co.Clinton Unit 1 Project " 

Mllinois Power Co 80/04/30 Opp 30327 320 30327 320, 

-8604150532 “Mar 1900 Monthly Summary Tims Scalo Network Ropl to Illinois Com- 
morco Commission lor Illinois Power Co.Clinton Unit 1 Project “ 

* Illinois Power Co 80/03/31 3pp 30327 329-30327331 

-8504160530 “Mar 1900 Schodule Status lo Illinois Commerce Commission for Illinois 
Power Co.Clinlon Unit 1 Project “ 

' Illinois Power Co 80/03/31 8pp 30327*332 30327 339 


--8504160C09 Informs of Caseload Forecast Panel findings from 830727-20 rneelings & 
site visit ro const completion schedule May 1904 Estimated fuel load date 
optifTiistic Date will be used for planning purposes Reialed documentation end 
NOVAK.T M Assistant Oiroctor for Licensing C3/0B/O4 TUCKER.H 8 Duke Power 
Co 99pp 30328 263 30329 019 

-8504150815 Forwards background inlo on plant for Commissioner Gilinsky trip, in re 
sponae to rogue si Inlo obtained from mspoctors, Region ll.Ofc of Public Affairs.Ofc ef 
Inspector & Auditor, OELD & Mgl Info Branch 

TRIner.E G Division of Budget & Analysis 03/09/16 SHOWMAN, S Cemmisaonors 
7pp 30329 020 30332 045 

-6504150622 Summary of Caseload Forecast Panel B307 12-14 meeting & site visit ro 
projected fuel load date Related documents end 

AULUCK.R Licensing Branch 2 03/09/26 Licensing Branch 2 2.600pp 30332 046 
30333 215 

-8504180063 Forwards updated const status rept for Unit 1 es of 800201 Correction ol 
discfepancpes in 000106 rept also end fnfo (or inclusion ir> NUREG 0030 Fuel load 
dalo changed from June 1980 lo Sept 1960 Unit 2 schedule under review 
SMITH, OH Commonwealth Edison Co 80/03/13 LOVELACE.W H NRC ■ No Oe 
tailed AffJliation Given 2pp, 30333 236 30333 237 

-8504100078 Forwards updated const status rep Is for LaSafie Unils 16 2 8 Byron 
Units 1 & 2 as ol 791231 for lnclusior> in NUflGG-0030 Status ol Braidwood Units 1 & 
2 romelns unchanged 

SMITH, DH Commonwealth Edison Co 80/01/08 LOVELACE.W H NRC ♦ No Do 
tailed Affiliation Given 7pp 30333 238 30333 244 

-0504160093 Submils IE & NR R daily staff notes for 82031? All const & testing for La 
Salle Unil 1 compictod 

OIRCKS.W J Omce of Iho Exocutivo Director for Oporalions 02/03/15 PAILADINO, 
GILINSKY. BRADFORD Commissioners Ip 30333 245-30333 245 

-8504180111 Agroos w/adminiblralivofy closing 640200 FOIA 64-103 request for info re 
NRC Caseload Forecast Panel 03 091 2- 14 site visil.per 640223 lelcon 
DREY.K Allilfalton Not Assigned 64/02/27 PAPPAS.C Olfice of Aclminislralion 1p 
30333 240-30333 240 

-6504160126 RequBSls info & documents ro K Oroy 040209 FOIA-84-103 request re 
NRC Caeoload Forecast Panel 830912 14 site visit Draft summary of NRC Caseload 
Forecast Panel 030912-14 site visit end 

GRIMSLEY.OH Division of Rules and Records 64/02/13 ORADY.D Office of Nude 
ar Reactor Regulation, Director SMIDTH.P Region 3. Olfice of Director 8pp 
30333 250-30333 257 

- 0504160131 Marked up draft summary of NRC Caseload Forecasi Panel 840222 24 
meeting w/util & silo tour List of allencJees. meeting agenda & draft TM Novak Hr 
end 

HARRISON.G Licensing Branch 2 04/04/11 Licensing Branch 2 23pp 30333 258 

30333 280 

-8504160142 Marked up draft summary of Caseload Forecast Panel 636111-13 moel 
ings w/util & site visit ra assossmenl ol projocted fuel load date Meeting agencJa.Itst of 
attendees. viewgraphs & News Roloaso L-14 end 

STEFANO.J J. Licensing Branch 1. 83/01/27 Licensing Branch 1 SOOpp 30333 335* 

30334 324. 

-8504160156 Summary of NRC Caseload Forecast Panel 801020-30 meetings w/ulil in 
Buckeye.AZ & 801029 site visit re plant const status Mooting agenda, attendees & re- 
lated Info, Including startup schedule mitestones & NRC 831 1 18 press release end 

* NRC • No Detailed Affiliation Given 80/11/06 NRC - No Detailed Aflilialion Given 
600pp 30334 327-30336 025 

-8604160163 “Presentation lo NRC Casoload Forecast Panel," on 820922 Related 
documentation end, 

* NOftheasI Nuclear Energy Co, (subs ol Northeast Utilities) 82/69/22 600pp 
30336 027-30337.072 


•8504150543 “Feb 1900 Monthly Summary Time Scale Network Repl to Illinois Com 
merco Commission for Illinois Power Co.Clinton Unit 1 Projecl,'’ 

* Illinois Power Co 60/02/28 5pp 30327 340.30327:344 


-8504150646 "Fob 1980 Schedulo Status lo Illinois Commerce Commission for Illinois 
Power Co, Clinton Unit 1 Project “ 

* Illinois Power Co 80/02/29 7pp 30327 346 30327 351 


-8S041B0552 “Jan 1980 Monthly Summary Time Scale Network Rept to Illinois Com 
merce Commission for Illinois Power Co.Clinton Unit 1 Project “ 

* Illinois Power Co 80/01/31 Opp 30327'3 52 30327 360 


-8604160171 Corrects error in 790312 summary of Caseload Forecasi Panel 7602 27 & 
28 sUe visits Steam generator & reactor vessel placement begins m Aug & Sopt 
1979,respaclively NRC News Announcements 00 64 & 70 89 end 
CREWSX,A Public Service Co of Indiana, Inc 76/04/12 WilLSON.JN NRC • No 
Delalled Affiliation Given 5pp 30337 073-30337 077. 

-8604160175' Confirms 700227 discussion re comments on effect of limited work au- 
Ihonzatlons on project el fort & schedule Facility 1 6% completed at issuance of CP 
CREWS.LA Public Service Co of Indiana, Inc 79/04/05 WILSDN.J N NRC - No 
Detailed Affiliation Given 2pp 30337' 070-30337 079. 
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•8504160182 Rov 0 to '‘Amended Slatamanl ol Policy During Suspension of Work Ac- 
livitles ” List of active procedures & organizational directory end 
SHIEtDS,SW Public Service Co of Indiana, Inc 64/01/17 IGpp 30337 OBO- 
30337 D94 

“8504160108 Notifies of 790503 meeting w/J Coughin to recfaim results of Caseload 
Forecast Panel visit & conclusions & to discuss proposed tendering of RSAR Sn 
May Proposed agenda & related documentation.in eluding protect schedule end 
BOVd.R S NRC - No Detailed Affiliation Given 79/04/17 VASSALLO.D , WILSON. J . 
ABELLJ NflC No Detailed Affiliation Given 275pp 30337 095 30337 278 

• 850-4160207 Suggests Fuel Load Forecast Panel meet w/uti3 on 760826 at site to 
obtain info recomplolion of const & prooperaljonal testing Tenlalive agenda & related 
documentation and 

BAER.RL Light Water Reactors Branch 2 76/08/30 PARKER.WO Duke Power Co 
30pp 30337 282-30337 311 

“8504160213 PNS 7-61-005 on 810805, bomb threat received by telcon to radco 
station Security force aferted Systematic search tn progress 

MCQUEEN.AD, SCHUSTER, M D Regiorr 5, Office of Director 81/08/05 2pp 
30337 312-30337.312 

“0504160217 "Bechte! Design, Engineenog & Procuroment Mgl & Status" Related info 
enci 

MARTIN, DF Bechtel Corp 76/11/29 225pp 30337 313-30330 096 

“5504160233 'lime/ick Generating Station, NRC Caseload Review, Feb 1984 " 

•Bechtel Co rp 84/02/29 400pp 30336 099 30339004 

“8504160235 Nolificalion of 780726 site visit w/utif to discuss Ssfem Uni! 2 fuel load 
date Meeting agenda & draft summary of Caseload Forecast Pane) 030330-31 meet- 
mgs in West FeTidana Partsh.lA re River Bend Unit 1 end 

DROMERICK.AW Light Water Reactors Branch 3 78/07/07. PAR R.O D Light Water 
Reactors Branch 3 3lSpp 30339 005-30339 213 

“0504160242 “Unit 1 Sfatus.La Satie County Station, Station Const " Refaled info end 

* Commonwealth Edison Co 80/03/27 430pp 30339 214-30340143 

“0504160250 Requests documentation re end R Sugarman FOIA 83 763 request for 
throo categories of documents on plant Response requested by B30110 
GRIWSLEY.DH Division of Rules and Records 83/12/26 WILSON, V. Offtco of Nu 
cfear Reactor Reg illation, Director KOHLER, K Region 1 , Office of Director 3pp 
30340 144 30340 146 

“85Q4160256 Informs of telcon w/R Sugarman re FOIA 83 783 request concerning 
const completeness estimates Sugarman not interested in backup mail from Caseload 
Forecast Panel Apr 1963 meeting 

HARTFIELD,n A Division of Bucmel & Anatysis 84/01/20 TOMS.N Division of Rules 
and Records ip 30340147 30340 147, 

“0504160271 "Limerick Generating SlaUon,Prcjec! Status Review Meeting," updated for 
NRC review NRC Nows Announcement 1-79-139 re establishment of resident inspec- 
tor ofc at const site also end 

* Philadolphia Electric Go 63/04/13 650pp 30340 150-30341 335 

“8504160278 Forwards updated const status repls as of 650930 Info for inclusion In 
NUREQ 0030 

60LDBERG.J H Houston Lighting & Power Co ST-HL-AE-1021 83/10/31 

HARTFIEUD,R A Information Systems Branch 6pp 30341,336-30341 341. 

■•0504169286 "Boulh Texas Project.NRC Caseload Forecast " 

‘ Houston Lighting & Power Co 83/1 1/30 73pp 30341 344-30342 054 

"8S04 160292 "Limerick Generating Station,Facilify Turnover, Field Planning & Schodul 
ing " 

* Bechtel Corp 84/02/15 50pp 30342 055-30342 103 

“B5041 69298 "NRC Caseload Review, Feb 1084 " 

* Bechtel Corp 84/02/29 350pp 30342104 30342 320 

8504180502 "Hanford 2, Progress Repl 60 for Mar 1078 " 

* Burns ARceCo 78/03/31 IIOpp 3030 B 257-30308 306 

8504190901 FOIA request for any & all documonls rocelvod from INPO 
reporting, analyzing or evaluating reported events, mishaps or accldor^ts occurring at 
power reactor sites or at any omer stage of nuclear fuel charn.induding mirting & mill- 
ing of U. 

TOTTEN, M Public Citizen Litigabon Group 84/01/16 FELTON.JM. Division of Rules 
and Records 3pp 30073 001-30073 003 

8504190002 Partial response to 840116 requesi for INPO & NRC documents ro INPO 
role in & procedures for reporting InfO' lo NRC App G-M documents Sn PDR fdentifred 
documents parHally & complelery withheld (ref FOIA Exempllons 4 & 5) 

DIRCKS.W J Office Of the Executive Director for Operations 84/07/31, TOTTEN.M 
Public Citizen Litigation Group 3,439pp 3D073 004 30082 202 

“7912188135 Requests inclusion on dislributron list for monthly "Induslry Repi" Back 
issues of rept & other documents publishod by NSAC requested 
HELTEWES.CJ Standardization Branch 79/H/23 POOLE, C Affiliation Not As 
signed Ip 30076 091-38078,091 

“8001038534 Notifies that intent & reason for advanced nolice of proposed rulemakinn 
re NPRDS is clearly slalsd 

THORNBURG, H 0 Division of Reactor Construction fnspeclion. ’*79/00/09 
MORRISON^WM Assistant Director for General Engmearing Standards Ip 

30081 247-30081 247 

• BO0 1 830539 Discusses NPRDS rulemaking In response to NRG 790002 memo Rec- 

ommerds delation of systematic analysis to deter mine safety significance & revision 
of value/impact statement ro safety improvements resulting from validated data 
HANAUER.SH TMf-2 Unresolved Safety Issues Task Forco 79/0B/14. 
MORRISON.WM Assistant DJractor for General Enginaonng Slandards. Ip 

30081 255 30081 255 

“8001030544 Forwards comments on advanced notice of proposed rulemaking re oper- 
ational data gathering & mandatory reporting of NPRDS info Recommends that first 
consideration be given as to whether NPRDS benefits are worth anticipated costs, 
BRYAN.SE Division of Reactor Operations (napectlons. 79/08/29. MORRISON.WM 
Assistant Director for General Engineering Standards 2pp 3D0&1 256 30001 257 


- -80 01030547 Discusses proposed rulemaking for NPRDS Scope & structure of NPRDS 
presonlly limit usefulness & efficiency of data reporting re risk & fetiubllily analyses 
LEVINE,S Office of Nuclear Regulatory Research, Director 79/68/30 
MORRISON.WM Assistant Director for General Engineering Standards Ip 
30081 260 30001 260 

—6001030561 Requests review & comments on documents re advanced notice of pro 
posed rulemaking for operational data gathering & mandatory reporting of NpRDS 
info. 

MORRISON.WM Assistant Director for GaneruJ Engineering Standards 79/08/02 
GOSSICK.LV Office of the Executive Director for Operations LEVINE.S Ofheo ol 
Nuclear Regulatory Research, Director DENTON, H R Otiice of Nuclear Reactor Reg 
ul align, Director 7pp 30081 240-30081 254 

“8001030558 Forwards comments on NPRDS proposed rufemakirg in response lo 
790802 memo 

HALLER.NM Office of Management and Program Analysis 79/08/31 

MORRISON.WM, Assistant Diroclor for General Engineering Standards I7pp 

30081 261 30001 277 

“6001030587 Comments on advanced notice of proposed rulemaking re mandatory ra- 
porting of NPRDS data ays 

KenNEKE.A Olfice of Policy Evaluations 79/08/29 REHM.T A Office of the Execu- 
tive Director for Operations 2pp 30001 250-30081 259 

“B001 030589 Forwards addi comments on proposed rulemaking re mandatory reporting 
of NPRDS info 

RUSSELL, WT Technical & Adminislfalive Support Branch 79/09/07 

MEOEIROS.MS Reactor Systems Standards Branch 7pp 30081 279 30081 285 

“6006270410 -Summary of 800520-22 NPRDS annual mealing in San Antonio.TX re ro- 
sponses to 600130 advanced notice of rulemaking & operational data gathering 
problems Preliminary summary of responses lo advanced notice of rulemaking enef 
MEDEIROS, MS Reactor Systems Standards Branch 80/05/29 MINOGUE.R B 
Office of Standards Oovelopmenl. Director 5pp 30081 295 30001 299 

“6007160323 Discusses proposed cooperalive operalianal data achvilies w/lnst of Nu- 
cl-ear Power Operations & Nuclear Safely Analysis Ctr Possibility of common oper- 
ational experience evaluation data base discussed Draft proposal end 
MICHELSON.C Director's Office 80/06/26 OIRCKS.WJ Office of the Executive Di- 
rector for Operations 7pp 30081 302-30081 308 

“8007280305 Comments on 000529 meeting rept lo RB Mmoguo re NPRDS Status 
quo Is not acceptable NRC must either gam confidence in future effectiveness of 
NPRDS or slop supporting what fs now feeble & Ineffective ays 
HELTEMES.CJ Director^a Office 80/06/04 MEDEIROS.MS Reactor Systems 
Standards Branch 2pp 30081 300 30061 301 

“8 0 081 5001 B Forwards preliminary draft of memorandum of understanding re coopora- 
tivo agreement between NRC, Inst of Nuclear Power Oporaliona & Nuclear Safoly 
Analyses Ctr 

MICHELSON.C Director's Office 80/05/16 DIRCKS.W J Office of the Executive Di- 
rector for Operations 6pp 30081 209 30081 204 

“8009090143 Forwards "fnterim Program Pian.Ofc for Analysis & Evaluation of Oper- 
ational Data " 

MICHELSON.C Director’s Office 80/05/30 PACK.fl Institute of Nuclear Power Op- 
oralions Ip 3007? 137-30077 154 

“8009030144 "interim Program Plan, Ofc for Analysis & Evaluation of Operational Data " 
• Director's Office 00/05/30 17pp 30077 138-30077 154 

- 8910206331 Advises of 800715 meeting w/Nuclear Safely Analysis Ctr & Inst of Nu- 
ePoar Power Operations re potonhal cooperative activities 

MICHELSON,C DIroclor’s Office 80/07/08 DIRCKS.W J Office of the Executive Di- 
rector for Operations Gpp 30001 312 3008 f 319 

- 8010200468 Recommends that end NPRDS rulemaking analysis be used as basis for 
next meeting 

HE8DON.FJ, Director's Olfice 80/07/09 WEISS.EW Office of Slandards Develop- 
ment, Director 3pp 30081 340 30061 340 

“6010210184 Forwards comments on Region 2 rept re INPO briefing to Presidents Nu- 
clear Safety Oversight Committee, per 800717 memo 

MICHELSON,C Director’s Office 80/07/28 OIRCKS.WJ Office of the ExocuUvo Di- 
rector for Operations 2pp 30081 352-30081 353 

“8010220067 NoliUcalion of 800812 meeting w/Southwosl Rosearch Inst to discuss 
NPRDS Names of altondoes requested by 800808 

HARTFIELD.RA Licensee Operations Evaluation Branch 80/08/05 MICHELSON.C, 
HEBDON.F Director's Office BERLINQER.CH Office of Nuclear Reactor Rogulalfon, 
Director 2pp 30061 358-30082 013 

“8010240366 Forwards revised draft re cooperative agreement w/lnst of Nuclear Power 
Operations & Nuclear Safety Analysis Ctr Summarizes comments presented at 
600715 meeting 

MICHELSON.C. Director's Office 80/06/04 DIRCKS.W J Office of the Executive Dj 
rector for Operations 4pp 30001 354-30081 357 

“8011250153 Endorses proposal for INPO/NSAC to support In-house efforts in assess- 
ing operational data Draft questions lo assist in gaining necessary understandings 
end 

MICHELSON.C Director’s Office 80/09/23 JORDAN, E,L Division of Reactor Oper- 
alions Inspections 3pp 30082 014-30082 016 

“8012050330 Forwards comments & concerns re proposed cooperative operational! 
data aclivillas w/fnst of Nuclear Power Operations & Nuclear Safety Analysis Ctr. 
MICHELSON.C Director's Office 80/10A07 OIRCKS.WJ Office of the Executive Di- 
rector for Operations. lOpp 30082 017-30082 028 

“8012120163 Informs of review of package re policy on avoidance of contractor organi- 
zalional conflicts of interest No problems w/recommended actions Assumes sTato- 
ments can be justified 

MICHELSON.C Director’s Office 80/11/26 HALMAN.EL Division of Contracts Ip 

30082 073 30082 073 
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'8012240393 Comments on draft Commission paper re development of requirements 
for integrated operational experience reporting program for data from power 
reactors Ftept should be priority effort 

JORDAN, EL Division or Reactor Operations Inspections 60/10/23 MICHELSON.C 
Director s Office 3pp 30082 039-30002 041 

'0012240396 Forwards addi input re proposed approach to revise NRC sys for event 
reporting lor Commission paper Draft Commission paper end 
MICHELSON.C Director's Office 80/10/06 MINQGUE.R B Office of Standards De- 
velopment, Director tOpp 30082 027 30082 036 

■8101050212 Discusses support for ASME Boiler S Pressure Vessel Code & other nail 
stds activities 

DIRCKS.WJ Office of the Executive Director for Operations 80/10/16 
DENTON, HR Office of Nuclear Reactor Regulation, Director 2pp 30082 037 
30082 038 


-8202160167 Forwards trip rept o( J Partlow accompaniment w/INPO during 811026 
1105 plant evaluation Efforts should be made to deimn how insp program can be 
modilied through utilization ol INPO tindings & actions 

MOSELEY.N C Division of Program Development A Appraisal 81/12/11 
DEYOUNG, RC Director's Office, Office of inspeclion and Enforcement tp 
30079 292-30079 301 

-8202160174 Trip rept of 811026 1105 site evaluation vr/INPO 
PARTLOW.J Q Program Appraisal Branch Bl/12/10 MOSELEY.NC Division of Pro- 
gram Developmonl & Appraisal 5pp 30079 293 30073 301 

- 62021 70Q69 Discusses 811123 meDting.descnbing INPO action on availability of ade- 
quately trained personnel to oporalo plants & provides background & proposed course 
of action on NRC rulemaking on radiological protection plan 
WILKINSON, E P Inslilute of Nucloar Power Operations 01/12/14 DIRCKS.WJ 
Office of the Executive Director for Operations flpp 30076 0D5 30070 01 3 


■0101060183 Forwards revised 001020 drofl Commission paper re integrated operation 
al experience reporting sys 

MICHELSON.C Oireclor’s Office 60/10/24 MINOGUE.R B Office of Standards Oe 
velopmant. Director Ip 30082 042-30082 052 


-8202170496 Proposes effort centered on auditing NPRDS data quality al revised lower 
level of funding Proposed brief end Concurrence requested 

HELTEMES.CJ Director's Office FIN A 6200 61/12/23 ROWSOME.F Division of 
Risk Analysis A Operations (post 840429) 22pp 30082 101-30082 141 


-8101080190 Revised 801020 draft Commission paper re integrated operational oxperi 
ence reporling sys 

MINOGUE.R D Office of Standards Development, Director MtCHELSON.C Director's 
Olfice 60/10/24 12pp 30082 043-30082 052 

-6 10 10702 10 Forwards "Significant Events Program Dascription," Revision l.per 
800930 telcon request W/o end 

ZEBROSKI.E L E I eclric Power Research Institute 80/10/10 MICHELSON.C Direc 
tor’s Office lOpp 30077 110 30077 125 

-8101060108 "New Trends In Evaluation A fmplemenlalon of Safety-Rolaled Operating 
Experience," presented at IAEA 801020 24 Inll Conference on Current Nuclear Power 
Plant Safety Issues, Stockholm, Sweden 

MICHELSON.C Director’s Office 00/10/20 22pp 30077 157-30077 179 

-8103250189 Forwards draft Info paper for Commission indicating NRC support re es- 
tablishment of mduslry-wide & NRC approved operational experience screening sve 
MICHELSON.C Director's Office DENTON, H R Office of Nuclear Reactor ReguTalion, 
Director 01/02/13 DIRCKS.WJ Office of Iho Executive Director (or Operations 2pp 
30078 230 30070 231 

--8103270D39 Forwards ANS Subcommittee Scoping Working Group Ilf w/oncl list of 
sys for each LWR von dor, defining reportable scope ol NPRDS Comments & roeem 
mendallons requested by 810303 

HE0DON.F Director’s Office 81/02/25 MICHEISON.C . CHIRAMAL.M., BROWN, E 
Director's Office 6pp 30070 232 30078 237 

-8104160219 Discusses Aviation Safety Reporting Sys & potential adoption of similar 
sys for nuclear industry 

MICHELSON.C Director's Office 81/03/24 DIRCKS.WJ Office of Iho Executive Di- 
rector for Operations 4pp 30076 230 30078 24 1 

-6106080383 Forwards comments on NPRDS reportablo scope, in response to 810420 
memo 

LANIK.G Dlrector'a Office 81/05/06, HEQOON.FJ Director's Office 2pp. 
30078 242 30078 243 


-8203050493 Forwards INPO proposal for updating & expanding existing NRC/INPO 
memo of agreement Review requested by 820301 

MICHELSON.C Director's Office 82/02/09 DENTON.N R Office of Nuclear Reactor 
Regulation. Director MINOGUE.R B Office of Nudoar Regulatory Research, Director 
DEYOUNG, RC Director's Ofllco, Office of Inspection and Enforcement 11 pp 
30078 178-30076 178 

-8203110022 Discussed progress w/INPO re coordination on radiation protection 
pfan.App to umbrella memo of agreomer^l between NRC & INPO targeted for signa 
lures on 620402 Staff will develop comnntssion paper recommonding arrond to 
10CFR20 

DENTON.H R Office of Nuclear Reactor Regulation, Diroclor 62/02/11 DIRCKvS.W J 
Office of tho Executive Director for Operalions Ip 30076 306 30076 353 

-8203120052 Forwards draft INPO-NRC memo of agraemont w/comments keyed to 
markups on copy 

HOUSTON, R,w Assistant Director for Core & P/anl Systems 82/02/17 
HeLTEMES,J Director's Office lOpp 30073 200 30078 209 

-8203180031 Forwards aid order for DOE work, "NPRDS QA & Data Review" 
MICHELSON.C Director's Office. FIN A 6290 82/03/01 WILLIAMS.CE Energy, 
Dept of Ip. 30078 154 30076 163 

-8203180042 Std order for DOE work "NPRDS QA & Data Review." issued to 
INEL Statement of work end 

MICHELSON.C Director’s Office FIN A-6290 FO 62-019 82/01/18 9pp 30076 155- 
30078 163 

-‘8203190024 Advises that J Heltemea will serve as representative to NPRDS Technical 
Advisory Committee, 

MICHELSON.C Director's Office 02/02/23 WILKINSON, EP Institute of Nuclear 
Power Operations Ip 30078 21 1-30073 21 1 

-0203190170 Forwards Ihoughls & commenls on technical Advisory Committee 
820204 05 meeting In Atlanta, GA 

HEBOON.F Director's Office 02/02/23 Director’s Office 5pp 300/8 167 30078 171 


'8106260055 Forwards memorandum of ngroomont on cooperative relationship w/lnsl 
for Nucloar Power Oporatlon 6 Nucloar Safety Anolyeis Clr for collecllon/foedback of 
oporational experience Info & data for nucloar power plants 
MICHELSON.C Director's Office CF-344 81/05/13. DIRCKS.WJ. Office of tho Exec- 
ulive Director for Operations. Ip 30078 244-30070 264 

•6107070031 Forwards memorandum ol agreement between fnst of Nuclear Power Op 
erations & Nuclear Safety Analysis Ctr & NRC 

MICHELSON.C Director’s Office CF-353 B1/0G/1G BABBITT.B, Nuclear Safely 
Oversight Committee ip 30078:101-30078 104 

•8100130266 Discusses disiribullon to PDR of corre^ondence & repts fo Inst for Nu- 
clear Power Operations/ Nuclear Safety Analysis Clr/ NRC memorandum of agree- 
ment 

HELTEMES.CJ Director's Office 81/07/29 MICHELSON.C, Director’s Office. Ip. 
30078 255-30078 255 


8110300207 Summary of INPO NRC/DHFS 811007 meeting re IPNO lack of Influence 
in gelling utils to formulate operator training program Agenda & NRC research update 
end 

OENNIQ.R.L Dlrector'a Olfice. 61/10/13 Director’s Office. 3pp 30078 256 
30078-258 


-6111160027 Ack receipt of 611027 Ur requesting NRC roproeentalive for consultation 
ro development of moiliodology for analyzing comparative risks & costs associated w/ 
transportation of large quantity radioactive malls . _ , 

DIRCKS.WJ Office of the Executive Direclor for Operations. 81/10/29. 
SANTMAN.L D Transportation, Dept of 2pp 30078,2Sfl-30078-260 


•8201200367 Forwards 810601 memorandum of understanding (MOU) w/INPO & Nu- 
clear Safety Analysis Ctr, per discussion at staff meeting INPO to propose modified 
MOU.provicling prfnciptes & objectives for cooperation but eHmInoling limits on scope 
HELTEMES.CJ Director's Office 61/12/11 CASE.E Office of Nuclear Reactor Reg 
ulallon, Director. DEYOUNQ.D. Director’s Office. Office of Inspection and Enforce 
mom ROSS.D Office of Nuefoor Regulatory Research, Director Ip 30079:291- 
30079-291 


■8202030228 Forwards std order for DOE work. "Sequence Coding & Search Sys. 
MICHELSON.C Dlrector’a Office FIN B-1603. 01/12/18 Energy. Dept of Ip 
30078 149-30078-153 


-6202030230 Std order for DOE work. "Sequence Coding & Search Sys/' Issued lo 
ORNL Statement of work end 

MICHELSON.C Director’s Office FIN 3-1663 20-82-012 81/12/17. 4pp. 30076- 160- 
30078-153 


-8203240279 Forwards info requested by Energy & Water Development Appropriations 
Subcommittee in 020222 memo. 

HELTEMES.CJ Director’s Office 92/03/03 TRINER.E G Division of Budget 3pp 
30076-212-30078-214 

-8204070110 Forwards NRC 820223 Itr to INPO re participation in NPRDS advisory 
groups Ofc must maintain contact w/NPRDS to assure INPO adequately considers 
particular noeds for operational data. 

MICHELSON.C Director's Olfice 62/03/03. DENTON.H.R Office of Nuclear Reactor 
Regulation, Diroclor DEYOUNG, RC Director’s Offico. Office of Inspection and En 
forcement MINOGUE,R D Office of Nuclear Regulatory Research, Director 2pp 
30076 210-30078-210 

-8204220103 Forwards for signature, memorandum of agreement between INPO & NRC 
ro exchange of operational experience data & App 1 to agreement Effective date of 
820401 requested 

DIRCKS.WJ Office of the Executive Director for Operations 82/03/29 
WILKINSON.E.P. Institute ol Nuclear Power Operations Ip 30078-179-30076 199 

-8204220110 Forwards proposed INPO rev lo memorandum of agreement between 
INPO & NRC re exchange of operational experience data Memorandum should be 
reviewed, approved & returned to INPO for signature 

MICHELSON,C Director's Office 82/03/22. DIRCKS.WJ Offico of the Execulwa 01- 
rector for Operations 5pp. 30070 173-30078-177 

-8204290105 Forwards for approval, proposed App 5 lo memorandum of agreement be- 
tween NRC & INFO re util evaluations. 

DEYOUNG, RC. Director's Olfice, Offico of Inspection and Enforcement 02/03/12 
DIRCKS,W,J. Office of the Executive Dfreclor for Oporatlons 4pp. 30076 216 
30078:216 

-6204290476 Responds lo 811116 memo.Neilher !E info netPeo nor power reactor 
event rept appropriate for disseminating Info re EGOS actuations on US FWRs 
HELTEMES.CJ Director's Office. 82/03/30 MINNERS.W. Safety Program Evaluation 
Branch tp 30078 219-30076 219 

-8206110001 Comments on NPRDS administration unider INPO.Concerns should be 
presented to INPO at earliest opportunity 

DENNIG,RL. Director’s Oflice B2/04/22, HELTEMES.C.J Director's Office. 3pp 
30078:220 3 0078 222. 

-8205130322 Comments on potential for recognizing INPO evaluations wilhin regulatory 
program as potential alternative lo IE Performance Appraisal Team insp.ln response to 
Commissioner J Ahoarne 820208 request 

DIRCKS.WJ. Olfice of the Executive Director for Operations 82/02/23 
PALLADtNO.N , GILINSKY, BRADFORD Commissioners 43pp 30077 279-30077-321. 
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- 8206070104 Lists ilern^ 1o bo deh1i1(D{J m end ot byslemalic re evatualioo oi TMt 
aciton pfan iloms sliH in dcvalopnienl atawe 

UIRCKS.WJ 0^llCO ol Iho EhccuIivg Director for Operations B2/05/14 
DENTON, HR Ofitce of f^uclear noaclor Roqulalion, Director MlNOGUE.RB Olfico 
or rjucioar R&ifularory Rosunrch, Director DErOUNG.RC Director’s Office, Ofliceof 
hspcction and Enfoi cement ?pf> 30070 2P'J 30078 224 

— 820Q210046- Comments Oii NPRDS reportablo sys a component scope rnanual for 
B&W reactors Dolicionnes & errors tn base document indicated 
PELLET, J t Dircflor's Office 82/05/17 HEBDON.FJ Director's Office 3pp 
^J007B22/3007&?2t} 

-0206220012 Expresses concern that chilled water sys & associated HVAC sys ihal 
cool roams contairiinn essential components are not included in reportable scope of 
NPRDS Descriptions & oereric drawings should be rev lowed 

HEQOON.r J Director's Oflico 62/ 06/04 LOGAN.B Duke Power Co Opp 
300/a 1G-1 G007fl IfiG 

•0207010474 Approves lirnilaliorts on use ot nuclear plant reliability data sys data base 
stipulalrd m Itom 1 ot 620102 Hr Repts & conclusions resulting from auditing effort 
will ho provided per request QA & data review end 

MICttEUSON,C Director’s Odico 62/04/30 HAUGTER.RL Institute of Nuclear 
Power Operations 1p 30076 133 30075 162 

• *8207010521 Forwards drall Commission paper 1ransr?iitting lirst somiarnua! rept of 
NPflUS status Rept adefrossos problems oJ NPRDS & NRC program to monitor im 
provomonl in NPRDS data 

MICHELSON.C Oiroclor's OHico 62/06/16 DENTON.Hn Office ol Nuclear Reactor 
Regulation, Director DEYOUNG, RC Director's Office, Office ot Inspaclton and En 
forcomont MINOGUE.RB Office of Nuciloar Regulatory Resoarch, Director 30pp 
30080 250-3U080 27D 

••8267160329 Forwards proposed engmeenng data sections lor genenc classes 
GENERA & PUMPXX Comrnents to bo considered at 820708-09 meeting of working 
group listed 

rfCBDON F J Director’s Olfico 82/06/25 FINNICUM.DJ Combustion Enginooring, 
Ino t3pp 30077 073 30077,085 

-0207220028 Forwards bucjgested changoa to INPO program plan for nuclear plant reli 
ability data sys. Current version considerable improvement over draft 
MlNOGUE,RE3. Office ol Niicloar Renulatory Research. Director D2/07/13 

MtCHELSON.C Director’s Office 3pp 30076054 3D076056 

-0207220179 Summarizes 02C604 tefcon w/(NPO re review of first draft of INEL 
NIPRDS audit General communis provided on Revision 0 

DENNiG.n Director’s Ofirco 02/06/29 Director's Oflico 2pp 30000 202 30080 283 

-0208040244 SubiTiits comments on program plar^ for NPRDS as requested in 820607 
memo 

DENTON.hr OiflCQ of Nuclear Reactor Regulation, Director 02/07/16 

WICHELSON.C Director’s Oflico Ip 30000 20-0 30080 290 

•*8200120005 Forwards alternative approach re cataslrophlc.de graded, Incipient hierar 
chv event reporting Approach lakes advantage of seventy concept while praserving 
failure modes easily grasped by operators & anatysto 

DENNIG.RL Director’s Olfico 02/00/02 ADDY.RJ Northeast Utilillos 4pp 
30077 066-30077 096, 

••8200170016 Raquests NPRDS file tape updated through second quarter of 1982, per 
8206 10 tclccrii 

DENK|IG,R L OiiGCtor's Office 82/08/04 WEYRAUCH,A Institute of Nuclear Power 
Oporallofis Ip 30051 050 30081 050 

-8209230074 Summary of NPRDS data reporting -working group B2081819 
meeting Proposed NPRDS plant ropoiting organization guidalines end 
DENNIG.R Director's Oflico 92/00/31 Dircclor’s Office 7pp 30000 296 30000 302 

-8210040935 Informs that necessary arrangements made for distribution of INPO SIg 
nil leant Event Fepts 8 Significant Operating Event Repls lo ACRS 4 selected 
consultants Tliree completo sets of past repts end W/o and 

MICHELSON.C Director’s Office 02/09/28 FRALEY.R F ACRS ♦ Advisory Commit 
tee on Reactor Safeguards 2pp 30000 312*30000 313 

-6210189322 Supports ACRS request lo distribute INPO operational experience ropts 
MICHELSON.C Director’s Office 02/09/29 WILKINSON.EP Institute of Nuclear 
Power Operations Ip 30091 042 30061 043 

-82 10250007 Forwards program & action plans (or 1983 & progress rept for 
NPRDS ReprosentalivG will Be at 821026 users group meetino to answer queslior^s & 
take sugcoslions W/o end 

WICIIELSON.C Director’s Office 82/10/01 DENTON.H R Office of Nuclear Reactor 
Regulation, Director DEYOUNG, RC Director’s Office, Office of Inspoctfon and En 
forcemcnl MINOGUE,R D Olfico of Nuclear Regulatory Research* Director 3pp 
30080 314 300B0 316 

-8219290556 Informs that NRG has no comments on NPRDS program plan, NPRDS 
progress rapt or NPRDS action plan for 1983 

HELTEMSaCJ Dlrectcr'a Oifico 82/10/01 HAUETEH.R L Inalituto of Nuclear 
Power Op G rations Ip 30081 044*30081044 

-0211100453 Forwards documentation discussing Commission of European Cornmuni- 
lies AO reporting ays &. comments on draft working paper Info should not be dls 
cussed outside INPO W/o end 

MICHELSON.C Director's Office 82/10/28 WILKINSON.E P Insliluie of Nuclear 
Powor Operations- Ip 30061 047-30001 047 

-8211110160 Forwards summary ot NPRDS users group 021026 meeting re status of 
reportable «cope,ojigtnBoring dala.ddta reporting & data usage working group 
projects 

HESDON.FJ Program Technology Branch 82/11/01 Program Technology Branch, 
5pp 30080 318 30050 322 

-8211170473 Submits topics for proposed discussions during wk of 821213 In Atlanta 
SEYFRIT.KV Reactor Operations Analysis Branch B2/I1/09 COHN, 8 Institute of 
Nuclear Power Operations 2pp 30091 046-30061,049, 


-9212150290 Responds to 82i00l request to review NPRDS documentation No com- 
ments offered 

DENTON.H Office of Nudear Reactor Regulation. Director 82/11/15 
MICHELSON.C Director’s Office 2pp 30080 323 300B0 324 

—9301 140020 Requests assistance in resolving questions re accessing data fiorn INPO 
plant-specific, data base, per INPO/NRC Memorandum of Agreement 
MICHELSON.C Director's Office 02/12/15 WILKINSON.E P Institute of Nuctesr 
Power Operations 2pp 30080 246-30080 249 

-6301200033 "Rept of Task Group on Owners Certification for Nuclear Power Plants" 

' American Society of Mechanical Engineers 02/01/14 16pp 30079 047-30079 062 

-8301250602 informs that INPO made progress since assuming mot of NPRDS, w/ fail- 
ure reporting up for ulils not participating previously Timely reporting required of com- 
ponent failures leading to operalion in degraded mode 

WILKINSON.E P Institute of Nuclear Power Operations 82/12/22 DIRCKS.W Office 
of the Executeva Director for Operations 2pp 30075 34S 30076 346 

-8301280360 Forwards engineering evaluation & case study repts Commenis or possi- 
ble improvomonts appreciated INPO will bo placed on routine distribution for future 
roots W/o end 

MICHELSON.C Director’s Office 63/01/05 WILKINSON.E P Institute ol Nudear 
Power Operations Ip 30001.062-30081 062 

-B3G3170071 Requests advisement re formal requirements involving Nuclear Safety 
Analysis CIr/EPRt lo ba mei prior to use of software (SIEVE coda) described In 
NSAC 54, "Uaing PRA to Access Nudear Power Plant Operating Events " 
HELTEMES.CJ Director’s Office 83/02/17 ROSSIN.A D Nuclear Safely Analysis 
Center Ip 30077 100 30077 100 

-B303170654 Forwards recommandalion to proceed w/coordinalion plan for radiologi- 
cal activities w/iNPO 

MATTSON.RJ Division of Systems Inlegralton (post 611005) 83/02/25 

DENTON.H R Oflice ot Nuclear Reactor Regulaiton, Director 7pp 30080 343- 
30090 349 

-8304190372 Discusses commems from NRC ofes re availability & timeliness of INPO 
repts concerning opera Ilona! experience Some ofes concerned about delays in re 
c Giving certain (NPu ropla 

HEITEMES.CJ Oireclor’s Office 83/03/31 ZEBROSKI.E L Institute of Nuclear 
Power Operations Opp 30081 071-30061 073 

-8304220634 Returns executed coordination plans for NRC/INPO training /elated 
activlltos Specific coordination plan agreements provide valuable data & info ox* 
change 

OIRCKS.WJ Office of the Executive Director for Operations 63/04/05 
WILKINSON.E P Institute of Nuclear Power Operations 12pp 30081 074-30081 005 

-8304220638 Forwards NRC/INPO coordination plans for signature Status ot plans 
under 020401 umbrella memo of agreement outlined 

WILKINSON.E P Instilula of Nuclear Power Operations 83/03/03 OIRCKS.WJ 
Office of the Executive Director for Operations 11pp 30060 353*30081 001, 

-0304200235 Responds to 830118 Itr requesting remeval ol restriction of access to lor- 
oign into forwarded to INPO by NRC Confidenllalily agreement provides adequate 
level of protection Written confirmation of agreement requested 
HELTEMES.CJ Director’s Office 83/04/08 WILKINSON.E P Inslilulo of Nuclear 
Power Operations 2pp 30081 006 30081 097 

-6305110166 Authorizes INPO to provide NPRDS data to listed contractors Contrac- 
tors informed & have accepted that NPRDS data to be used only in conjunction w/ 
contracts 

BOYLE.EL Program Technology Branch 83/04/22 SIMARD.R Inslilulo of Nuclear 
Power Operations 2pp 30074 309-30074 326 

“0306130521 Informs that AEOD has extensive communication w/INPO fn area ol oper- 
ational data & analysis Author will serve as AEOD contact on INPO matters 
HELTEMES.CJ Director’s Office 63/05/31 ROE.JW Office of the Executive Dire c 
tor for Operations Ip 30082 178*30082 179 

-8306290121 Forwards proposed rev to INPO scope manual developed to Improve 
NPRDS reporting for verification that specific classes of sys & components considered 
essential still wilnln NPRDS scope Comments requested ^ mid-June W/o end 
HELTEMES.CJ Director’s Office 83/06/02 FRALEY.R F. ACRS * Advisory Commit- 
tee on Reactor Safeguards 2pp 300B2 179 30082 180 

—8306290626 Responds to 630510 memo re establishment of Div of Technical Info & 
Document Control as central point of distribution ol INPO documents 
DEYOUNG.RG Director's Office, Office of Inspection and Enforcement 83/05/25 
NORRY.PG. Office of Admtnistralion Ip. 30082 166-30082 174 

-8306290635 Responds to 830422 request re receipt & maint ot INPO documents Div 
of Technical Info & Document Control prepared lo servo as conlral point of dislnbu* 
ffon 

NORRY^PG Office of Administration. 63/05/10 HELTEMES.CJ Dlroctor’s Office 
Ip, 30082*169 30082 174, 

-0307180223 Forwards revised proposed program for evaluation of industry efforts to 
achieve ALARA integrated radiation protection programs Rev incorporates 
NRR.RES.IE & regional responses to HR Denton 630421 Ur 

MATTSON.R J Division of Systems Integration (post 811005). 63/06/16 GOLLER.K 
Division of Facility Operations TAYLOR, J M Division of Engineering & Quality Assur- 
ance (Pre 830103) MARTIN.TT, Division of Engineering & Technical Programs 9pp 
30002.194 30082 201, 

-B 3072200 17 Discusses review of NRC/INPO radiation pro lection/ ALAR A 
guidance NRC & INPO guidance available for ail signiltcant areas re 
radialion.prolQctiun/ALARA programs 

CONGEL.FJ Radiological Assessment Branch 83/06/30 MULLER, D R Assistant Di 
rector for ftadialton Protaction 8pp 30075 021-30075 028 

-8306160573 Informs of current actions re access to foreign info received In confidence 
by NRC under bilateral agreements Requests for specific documents should be made 
to H Faulkner in Ofc of Inti Programs 

HELTEMES.CJ Director’s Office 83/07/26 WILKINSON.E P Institute of Nuclear 
Power Operations 2pp 30074 229*30074>230 
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-^•6310070047 Summary of NRC/INPO 630913 coordination meeting in Atlanta. GA re 
human factors Next meeting tentatively scheduled for 831213 in Bethesda.MD 
JONES, D0 Division of Human Factors Safety 83/09/19 THOMPSON, H L Division 
of Human Factors Safety 10pp 30075 192-30075 201 

-8310270112 Forwards summary of 830913 joint NRC/tNPO coordination meeting in 
Atlanta, GA Items highlighted include lack of DOE funding for job task analysis effort & 
pronross in developing prospective plant manager training program 
THOMPSON.H L Division of Human Factors Safety 83/10/18 DENTON, HR Office 
ol Nuclear Reactor Ragulalton, Director Ip 30076 1 91-30075 191 

—8312090099 Forwards signed Coordination Plan for NRC/INPO Training Related Ac- 
tivities (App 4 to Memorandum of Agreement) Revs concerning job & task analysis ac- 
tivities will improve usefullness of previous agreement 

DIRCKS.WJ Office of the Executive Director for Operations 83/11/23 
WILKINSON, E P Institute of Nuclear Power Operations I6pp 30074 238-30074 253 

-8312090105 Forwards Coordination Plan for NRC/INPO Training Related Activities 
(App 4 to Memorandum of Agreoment) for signature 

WILKfNSON.EP Institute of Nuclear Power Operations 83/11/15 DIRCKS.WJ 
OfliCB of the Executive Director for Operations Ip 30074 294-30074 308 

-8312220142 Responds to 631128 memo requesting comments on draft description o# 
NRC needs re public access to NPRDS & draft response to Critical Mass Energy 
Project 830929 Itr 

DEYOUNG.RC Director’s Oflico, Office of Inspoclion and Enforcement 83/12/07 
HELTEMES,CJ Diroctor’s Olfico 1p 30075 225-30075 225 

• •8401180076 Submits revtow of statistical methods for NPRDS Repls deal w/ostimation 
of parameters such as unavailability & reliability Requests peer review prior to next 
NPRD3 Users Group B40320 21 meolmgs 

HEBDON.FJ. Program Technology Branch 64/01/06 CLARK, JW Management Sup- 
port Branch Ip 30079 097 30079 097 

-6402030496 Comments on lists of key component applications for NPRDS, in re- 
sponse to 831202 request Suggested additions to lists end 
DEYOUNG.R C Director's Office, Office of Inspection and Enforcement 84/01/16 
HELTEMES,CJ Director’s Office lipp 30079 135 30079 165 

-8407100131 Comments on list of key component applicallons for NPRDS Timing 
relays in ADS &. timing relays associated w/load shoddlng missing from list & should 
be added 

MINOGUE,R0 Office of Nuclear Rogulatory Research, Director 84/01/04- 
HELTEMES,CJ Director’s Office Ip 30079 096 30079 006 

-8604190004 Forwards sld order for DOE work "NPRDS QA & Data Review’* Order 
provides funding to support progrem to assess quality of current & future data In 
NPRDS data base Statement of work also end 

HELTEMES.CJ Director’s Office FIN A 6290 83/10/18 WADE.T E Energy, Dept 
of Ip 30073 104 30073 105 

-8504190006 Sld order for DOE work "NPRDS QA & Data Review" 

HELTEMES.CJ Director’s Oflico FIN A-6280 00-84 005 83/10/18 28pp 

30073 106 30073 133 

-6604190007 Forwards project & budget proposal for NRC work. "NPRDS OA & Data 
Review " Portion originolty funded in FY80 & FYGl by RES addrossed In "Summary of 
Prior Efforts " 

MILAM.aB Energy, Dopl of FIN A-6200 82/06/03 MICHELSON.C Director’s 
Office Ip 30073 134-30073 134 

-8504190010 Project & budget proposal for NRC work* "NPRDS QA & Data Review” 
OBENCHAIN.C F , SUUIVAN.W H EG&G, Inc FIN A-6290 82/05/31 HE0OON.FJ, 
OENNIG.R L Director’s OlliCD Opp 30073 135-30073 142 

"8504190013 Speech enlilled ’’INPO Update," proaonlod at MIT 810715 nuclear power 
reactor safety course in Cambridge, MA 

PATE.ZT Inslitulo of Nudoar Powor Oporallons 81/07/15 21 pp 30073 143- 
30073 163 

-6504190017 EGG EA'5635 "Statislical Analysis of NPRDS Failure Data Involving 
Pumps or Valves " Related info end 

DILLON, LJ EG&G, Inc FIN A 6290-1 81/10/31 NRC - No Dotailed Afliliation Given 
200pp 30073 164 30073 354 

"6504190022 Requests tape of comploto NPRDS file as updated through First Quarter 
1982 in accordance W/B20610 telconTapo should be forwarded directly to contractor 
for use In next phase of NPRDS audit Required tape characteristics listed 
OENNIG.R L Program Todinolofly Branch 82/06/18 WEYRAIICH.A Institute of Nu 
clear Power Operations 1 03pp 30073 355-30074 095 

"8504190028 Forwards draft reg guide.Task RS 801-4, "Periodic Testiing of Torque Pro 
tecled Motor Operated Valves Important to Safoly " 

MICHELSON.C Diroctor’s Office 82/06/18 WILKINSON, E,P. Inslitulo of Nudoar 
Power Operations Ip 30074 090-30074 096, 

"6504190033 Draff rog guide, Task RS 801-4, '’Periodic Testing ol Torque Protocled 
Motor Operated Valves Importanl to Safety " 

* NRC • No Dotailed Affilfallon Given, 80/00/03. IBpp 30074 007-30074 111 

-8504190036 Summarizes INPO/NRR tochnicol exchange on human faclors 
programs Meeting focused on projects of mutual interest to INPO & NRR in areas of 
conlrol room design & plant procoduros 

OENNIG.R, Director’s Office 81/08/27 Diroctor'a Office Ip 30074.112-30074 112 

-8604190039 Forwards current listing of AEOD studios In progress & 
completed Principal contact listed in case addi info on any study desired 
HELTEMESpJ NRC - No Dolailed Afliliation Given, 01/10/05 CASE.E . DEYOUNG, D . 
ROSS.D NRC - No Detailed Aflllialion Given 13pp 30074*1 13 30074.125 

-8504190043 Notification ol 810825 meeting w/INPO & DOE in Bethesda.MD re techni- 
cal exchange on human factors programs Maaling agenda end 
BECKHAM.D Uconsee Qualifications Branch 01/00/17 HANAUEH.S.H. Division ol 
Human Factors Safety 2pp 30074 128-30074*129 

-0504190047 Requests transfer of responsibility lor FIN A-6290 & associated FY82 
budget from RES to AEOO to lacilllato interaction w/INPO 

MlhraOUE.RB, MICHELSON.C Director’s Office FIN A 6290 81/08/26 

BARRY, LW, NRC - No Detailed Affiliation Given 1p 30074:130-30074-130 


-8504190051 Forwards marked up copies of Ofc of Inspector & Auditor repl re NRC 
efforts to develop relationship w/INPO 

THOMPSON.H L Division of Human Faclors Safety 82/02/26 HELTEMES.J Direc- 
tor's Office 2pp 30074 131 30074 132 

-8504190068 Comments on four events summarized in draft Vol 5 ,Numb 0 r 4 ol "Power 
Reactor Events " Comments numbered to correspond w/draft 
ROSEN.S L Institute of Nuclear Power Operations E-17 01054 04/01/10 

HELTEMES.CJ Director’s Olfico 3pp 30075 349 30075 351 

"8504190073 FoAvards listed slgnifjcanl event ropts.por 020401 MOA W/o 
repls Relaled info end 

ROSEN.S L Institute of Nuclear Power Operations 84/01/11 HELTEMES.CJ Direc- 
tor’s Office 56pp 30075 352-30076 045 

“8504190074 Provides commenls on draft Hr to EP Wilkinson First paragraph must in 
dude ref to INPO document identifying INPO publications Sentence should bo added 
indJcating that mat! other than formal publications will be sent to NRC ofc 
LAFLEUR.JD Office oMnternalional Programs, Director 83/06/29 BESAW.WJ Divi 
Sion of Technical Information & Documont Conlrol 1p 30D75 016 30075 016 

"8604190077 Requests planned discussion topics to MOA by 020224 for B20309 meet 
Ing In Atlanta, GA 

ROSEN.S L Institute of Nuclear Power Operalions B-62 0145 62/02/18 

MICHELSON.C Director’s Office Opp 30076 046 30076 053 

"8504190079 Bequests review of end D Moeller comments on INPO/NPRDS scope 
manual Individual comments do not represent committee position Explanation by INPO 
& NRC to committee re how reporting requirements mesh requeslod 
MAJOR, R ACRS - Advisory Commiltoo on Roaclor Safeguards 0235 83/06/29 
HEBDON.F Program Technology Branch 1p 30075 017 30075 017 

"8604190082 Responds to 820209 memo re proposed MOA w/INPONo specilic com 
menis offoredOELD should review draft MOA to ensure that potonllai FOIA issues 
adequately addressed 

DEYOUNG.RC Direclor’s Oflico, Office of fnspoclion and Enlorcemoni 82/03/08 
MICHELSON.C Director’s Office Ip 30074 133 30074 133 

"8504190083 Responds to 630614 memo ro INPO reportable sys & components 
rrranual Approach to manual systematic & well organized Detailed evaluation would 
require Knowledge of interface ol sys w/rovised NRC LER ays 
MOELLER.DW ACRS - Advisoiy Commitleo on Reactor Safeguards 83/06/24 
MAJOR. R ACRS - Advisory Commiltoo on Reactor Safeguards 3pp 30975018 
30075 020 

-8504190087 Informs of dovolopmonl of end revised version of original MOA.elfoclivo 
810601, per 820125 discussions Original splits MOA into generic or umbrella state 
ments covering activities & relationships common lo variety ol topics 
WILKINSON.E P. Inslilute of Nuclear Powor Operations 02/03/19 DIRCKS.WJ 
Office of Ihe Executive Director for Operations lOpj) 30074 134 30074 143 

"05O419OD68 Informs that NRC Document Conlrol Sys.NPRDS data baso, NRC/INPO 
LER data baso.NRC gray book data baso & technical library data baso to be made 
available under MOA in response to request for access to data bases la support 
AEOO 

HAUETER.R L Inslitulo of Nuclear Power Operations 82/08/02 MICHELSON.C Di 
rector’s Office 6pp 30076057-30076 062 

-8604190089 Responds to 820200 requosl for comments re accoplahility of proposed 
NRC/INPO MOA MOA broad enough to provide umbrella agreamenl for polerllal ex 
change &. coordination ol research & stds ro activities & info 
GOLLER.KR Division of Facility Operations 02/03/04 MICHELSON.C Director’s 
Office 2pp 30074 144-30074 145 

"8604190095 Responds lo G20209 memo ro proposed MOA w/INPO Draft should re- 
ceive OELD review lo ensure that any potential FOIA Issues adequately addressed & 
that consultation w/INPO conslstenl w/rulemaking procedures 
DEYOUNG.RC Olreclo/'s Oflice, Office of Inspection and Enforcement 02/03/03 
MICHELSON.C Director’s Office Ip 30077 275 39077 275, 

-8504190097 Forwards audil of INPO significant event evaluation & info network pro 
gram conductod on 820628 30 to dotormlne d objoclivo of program being 
achieved QA program should be parlodically reviewed 

WILKINSON.EP Inslilute ol Nudoar Powor Oporalions 82/11/23 THOMPSON.H.L 
NRC - No Detailed Affiliation Given 10pp. 30076 063-30076 072 

”8594190099 Nolificalion of 830824 mooting w/INPO in Allanla.GA List ol proposed 
discussion topics prepared by INPO end Proposed topics closely coincide w/matl dis 
cussed at 030622 meeting of ofc ropresenlativos. 

KOE,JW Office of the Executive Director for Operalions 83/07/27 QESAW.W 
Olfico of Admlnlstrallon HELTEMES.CJ Director’s Office SCINTO.J Office of the 
Executive Legal Director 3pp 30075 032-30075 119 

-8504190194 Forwards response lo Item 2 of Energy & Water Development Appropria 
lions Subcommittee requests, per 620222 memo. 

HELTEMES.CJ Director’s Office 62/03/03 TRINER.EC Office of Admlnlslralion 
3pp 30077 276 30077 270 

• 8504190105 Forwards INPO documanis supplied to NRC under provisions ol NRC/ 
INPO 820401 MOA Info not lo bo released w/o consent of INPO W/o end 
HELTEMES.CJ Director’s Office 83/OB/OS CASE.E.G Olflce of Nuclear Roaclor 
Regulatior^, Director JORDAN.E L Director’s Ofiice, Office of Inspection and Enforce* 
manl ROSS.DF OKice ol Nuclear Rogulatoiy Research, Director Ip 30075 120* 
30075.120, 

"8504190106 Forwards profiles on INPO mambor utila produced thus far Further pro- 
files to be sent as production of add! profiles continuos Related info end 
DUNKLE.M.K Inslltuto of Nuclear Powor Operations 82/05/05 MICHELSON.C Di- 
rector’s Office 103pp 30078 073-30076 1 75 

"8504199109 Forwards observations, comments & handouts from 830900 10 NPRDS 
users group meetings in Atlanla.QA Pessimism expressed about probability lhat 
NPRDS will become viable sys based on data provided by INPO 
HEBDON.F J Program Technology Branch 83/08/15 HELTEMES.CJ Director's 
Office 3pp 30075121-30075123 
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-85041 ao 114 Informs that AEOD delorminod that INPO producls of type end ahoultj 
not be included in Document Cont/ol Sys Unless determination made per Manual 
Chapterr 02a2,documenls cannol bo processed through regulatoo^ info sys 
SCOTT^R S Documenl Management Branch 83/03/23 WILSON, V Management 
Analysis Branch 1p 30074 146 3&Q74 1 48 

-8504190115 Anroes that 1978 annual repi much belter than 1978 annual 
rapt Hcv^ever.addl listings & summaries satisfying needs of user groups would improve 
annual rapt lurlher Related info end 

TASHJIAN.BM Southwest Research Institute 17 5352(80 304) BO/12/05 

RUBINSTEIN.D Olhce of Resource MAtlagdmentj Oifectof 97pp 30076:176- 
30076 272 

■'850'! 190 116 Forwards INPO documents supplied to INfHC under provisions of NRC/ 
INPO &2040I MOA Info not to ba released w/o consent of INPOW/o end 
HELTEMES.CJ Director's Office Q3/0B/22 CASE,E G Olfice of Nuclear Reactor 
Regulation, Director JORDAN.EL Director’s Office, Office of Inspecliorv and Enforce 
menl ROSS,DF Office of Nuclear Regulatory Research. Director 6pp 30076 124 
30075 129 

-B5D4190119 Informs that as NPRDS bo comes more famillar.needs will bo communicat 
ed to AEOD re p re sen tall vs s m various MPRDS advisory & working groups No com' 
ments offered re AEOD memo on NRC input to NPHDS 

DENTON, H R Ollico of Nuclear Reactor Regulation. Director 62/04/05 
MJCHELSON.C Director’s Olfice Ip 30074 147 30074 147 

-B504 190121 Advises that INEL (contractor) instructed to treat INPO NPRDS data baso 
as confidential until question of confidentiality resolved w/INPO mgl 
HELTEMES.J NRC * No Detailed Affiliation Given 00564 63/10/03 ROE.J NRC 
No Detailed Affiliation Given Ip 30075 1 30-30075 1 30 

-BS04190122 Forwards recenl INPO review of emergency preparedness program W/o 
end 

RUETER.D A Arkansas Power & Light Co 0 CAN 050202 62/05/04 COLUNS.J.T 
Region 4. Office of Director Ip 3D076 273 30076 273 

-8504190125 Forwards revised numbering scheme dovetoped to assign docket num 
bers to foreign nuclear reactors List revised to place reactors in alpha numeric order & 
provide addi numbering space for units in numbering sequence 
COHN.BL Instilule of Nuclear Power Operations 181-0063 81/10/01. BOYLE, EL 
Director’s Office 38pp 30077 322-30 077 359 

-8504190127 Comments on 820414-16 Neutron Respondence Escape Probabifity Reff 
ability Data Workshop re current PR A procedurea & associated role of 
NPRDS,NPRDS may not have viable role PRA 

HEBDON,FJ Diroclor's Office 82/04/21 MICHELSON.C Director’s Office 2pp, 
30074 148-30074 149 

-850419012B Summarizes discussions re plans for using INEL 1o review NPRDS 
program Comm ilment to provide semiannual repts to Commissioners recognized & 
willingness to provide assistance expressed 

HAUETER.R L mstilute of Nuclear Power Operations 82/04/02 MiCHELSONO 01 
rector's Office 2pp 30075 131-30075 132 

-8504190131 Forwdrds minutes of NPRDS Engineenng Data Working Group 020524 
meeting Related info enci 

FINN1CIIM,DJ Combustion Engineering. Inc 02/05/24 HEBDON.FJ Director's 
Office 40pp 30076 274-30077 026 

-9504190134 Forwards sys descriptions & drawings to bo used to define reportable 
scope of NPRDS Comments requosted by &2DS12 Review of accuracy of drawings 
requesfod W/o encf 

HEBDON.FJ Director’s Olfice 82/05/03 ORN STEIN. H , LANNING.W . IMBRO.G 
NRC - No DelailecJ Afliliation Given 3pp 30074 150 30074 152 

-8504190133 Forwards NUREQ/CR 2631, “Logical Framework for tdanllfying Equip 
mart Important to Safetpn Nuclear Power Plants" Sandia FYB3 program statement 
of work describing overall objectives of tasks also ancL 

PARTLOWJG Division of QA, Safeguards & Insp Programs (630103-850212) 83/ 
10/17 DEYOUNG, RC Director’s Office, Office of fnspection and Enforcement 
MINOGUE.RB Olfice of Nuclear Regulatory Research, Director DENTON.H.R Office 
of Nuclear Reactor Regulation, Diroclor 2pp 30075 163 30075 190 

-8504190140 Requests approval to obtain microfilm copies of public portion of compul 
erized Document Control Sys S tapes In order to avoid duplicate filming [ndexing of 
matls 

ZEBROSKI.EL Irislitute of Nuclear Power Oporations B 01-0197 81/10/05 
□IRCKS.WJ Offico of the EKecutive Director for Oporations 6pp 30077 360 
30078004 

-8504190145 Forwards suggestions for changas In sys used In SCSS, resulting from 
efforts to standardize sys names used In NPRDS & El IS during several recent meet- 
ings w/EIIS working group & INPO/NPRDS program manager 
HEBDON.FJ Director’s Office 82/05/04 MICHELSON.C Director’s Olfice. 3pp 
30074 153-30074 155 

-8504190148 Forwards INPO response to criteria for safeguarding IRS matllNPO slate 
meal of confidentiality under rev 

HELTEMES.J Director's Olfice 82/05/10 LAFLEUR,J Office of Intarnallonal Pro 
grams, Direclor Ip 30074.156 30074156 

-8504 1901 52 Offers no substanlivo comments following review o1 Ends 2 & 3 to 
031128 memo re public access to NPRDS data 

KEPPLER.JG Region 3, Office of Direclor. 83/11/07. HELTEMES.CJ DIrecloi’s 
Oflice Ip 30075 202^50075 2SA. 

-0504190163 Designates Director of Oiv of Reactor Programs as lead IE contact for 
INPO melters 

DEYOUNG, RC Director’s Office, Office of Inspection and Enforcement 82/05/14 
GRIMES.B K Division of Emergency Preparedness & Engineering Response (Post 
830103) JORDAN.E L Division of Engineering & Quality Assurance (Pre 830103) 
COBB.LI Director’s Office. Office of Inspection and Enforcement. Ip 30074'157- 
30074-157 

• 8504190156 Summary of 820513-14 coordination meetings w/NPRDS engineering 
data working group & El IS working group to discuss need for changes to engineering 
data section of engines rmg data root 

HEBDON.FJ Dlreclor’s Office 02/05/19, Direclor's Office. tOpp. 30074'15B- 
30074 167, 


-B504190151 Comments on CJ Haltemos 831128 memo to regional administrators ro 
public access to NPRDS No negative comments re Ends 2 & 3 made provided inior 
pretation to Item 1 of Enel 2 consistent w/mtent of NRC need 
COLLINS.JT Region 4. Oflice of Director 83/12/07 HELTEMES.CJ Directors 
Oflice Ip 30076 226 30D75 226 

-B&a416016& Provides comments on Heliemes 831120 memo re public access to 
NPRDS data Contact w/NPRDS limited to indirect usage through AEOD Use of 
NPRDS via ofo computer terminal essentially mil due to sys not being user friendly 
MURLEY.T.E Region 1, Office of Director 83/12/07 HELTEMES.CJ Director ^3 
Olfice Ip 30075 227-30075,227 

-8604190167 Returns two INPO significanl operating experience repts, per 620212 
request Repts inadvertently received w/regulatory documents sent by Documonl Mgl 
Branch Repts not abstracted into computer sys W/o end 

BUCHANANJ R Oak Rtdge National Laboratory 02/02/17 CROOKS.J L Diroclor’s 
Office ip 30077.029 30077 029 

-8604190170 Forwards Rev 1 to FIN A 6290, “NPRDS QA & Dala Review,” prepared 
in accordance w/C Michelson 830116 ilr to CE Williams ro sld order for DOE work 
MILAM.SB. Energy. Dept of RN A 6290 B3/0S/0B HELTEMES.CJ Diroctor'a 
Office Ip 30077 030 30077 030 

-8504190172 Commenls on 831128 memo re public access to NPRDS data Use of 
NPRDS to conduct Informal data reviews initiated as result of interest or upon suggos- 
tion of Individual recommended 

0’REILLY.JP Region 2, Office of Director 83/12/00 HELTEMES.CJ Director's 
Offreo 2pp- 30075 228-30076 230 

-8504190174 Summarizes 831213 meeting w/INPO in Allanta.GA to exchange Info on 
activities re maint & radioiogical protection Due to lack of time .radiological protection 
not discussed, 

ALDERMAN.H. NRC - No Detailed Aflillalion Given 83/12/15 MICHELSON.C ACRS 
' Advisory CommiUee on Reactor Safeguards 49pp 30076'231 *30075 279 

-0BO419O175 Rev 1 to projocl & budget proposal for NRC work ' NPRDS QA & Dala 
Review.” Related info end 

OBENCHAIN.CF EG&G. Inc LAATS.E T , GENTIILON.CD Energy Engineering 
Group. FIN A 6290 83/05/31 HEBDON^F J , DENNIG.R L Director’s Office 42pp 
30077.031-30077*072 

-0SO41 90176 Provides meeting highlights for NPRDS users group 831213-14 mootings 
NPRDS users group moving toward formal operating proceaures INPO nuclear ulil 
task action committee leaning toward taking credit for NPRDS participation 
DENNIG.R L. Director’s Office 83/12/19 Director's Office Ip 30075 280-30075 280 

-6504190179 Informs of understanding that Initial effort re list of key component eppU- 
cations for NPRDS being limited until ^ys operational & users have had chance to 
becomo acquainted w/sya & sys capabililias.per 831202 memo 
KEPPLER.JG. Region 3. Office of Director 0275A 83/12/20 HELTEMES.CJ Direc- 
tor's Office app 30076.281-30075 283 

-8504190181 Provides commenls on 831212 memo fo list of key component app lie a 
lions for NPRDS Combination of abbreviations for HPS1 & abandonment of uso of ab 
brevla lions recommended 

GAQUARDO.JE. Region 4, Office of Direclor 83/12/29 HELTEMES.CJ Director's 
Office 3pp 3007S 284-30075 266 

-8S04190182 Forwards dralt copy of NPRDS dala analysis rept Repl documonls current 
(results of onojoing OA & data review tasks performed for AEOD 
SAFFELL,BF. NRC • No Detailed Affiliation Given FIN A'6290 03/01/11 
SOLECKUE EQ&G, Inc Ip 30077 099 30077 099 

-8504190184 Informs that SWR1 requested to provide NPRDS data base, per 820618 Itr 
to A Weyrauoh Data provided in accordance w/ conditions listed in Paragraph 1 of RL 
Haueter 020402 ftr to C Mfehefson 

WEYRAUCKA.W Instilule of Nuclear Power Operations 82/08/20 DENNIG.R L 
Program Technology Branch Ip 30075:287-30075 287 

—8504190188 Responds to 820709 Itr requesting venfication of NRC understanding of 
basis of which significant event repts & significant operating oxperionca repts provided 
to Commission 

WILKINSON.E.P. Institute of Nuclear Power Oporations 02/07/15 MICHELSON.C 
Director's Office. Ip. 30075 268-30075 288 

-8504190189 Informs that extensive rev required on INPO plan Plan contains no doer 
statement of NPRDS objectives & no definition of roles of technical advisory commit- 
tee Objectives of NPRDS as basis for evaluating plan discussed 
MINOGU£*R.B. Office of Nuctear Regulatory Research, Director 82/05/26 
MICHELSON.C Director's Office. 2pp 30074 108-3 0074 ‘169 

-8504190191 informs that operating & incident into sent to NRC will be given to 
INPO Info will be reviewed by INPO tor safety significance & coded for uso In generic 
studies & Info on safety problems will flow back through bilateral exchange 
LAFLEUR,JD. Office of Intarnallona! Programs. Director 64/04/13 MOTTE.F. Bel 
glum. Govt of 3pp. 30077 101-30077.109 

-8604190194 Summarizas 810320 meeting w/C Michelson & INPO re presen lalive R 
Pack.Pack interested In exploring posslblity of producing agreement between INPO & 
NRC covering Info exchange & points of contact for interactions 
HALLEH,NiM Office of Management and Program Analysis 81/03/20 DIRCKS^W J. 
Office of Ihe ExecuHve Director tor Operations Ipt 30074,170 30074'170' 

-8504190195 Forwards draft statement re significant event repts & significant operating 
experience repts sub] to RA Udell 620603 & 11 F01A requests 8 request that docu- 
menlft nol be pofatfely released 

MICHELSON.C, Dfrector’s Oflice 82/07/09 WILKINSON.E.P Institute of Nuclear 
Power Operations 4pp 30075 289 30076:306 

-8504190201 Forwards draft sat ol drawings for BWRs rwortable scops of NPRDS 
ays, prepared by reportable scope working group of ANS Subcommittee Review of 
drawings A commenls re adequacy of proposed reportable scope requeslod W/o 
end 

HEBDON,F,J, Director's Oflice 81/04/20 RUBIN, S, Director's Office 1p. 30074. 171- 
30074,171 
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-^504 190204 Expresses concerns re INPO request *or access to Document Control 
SysQueslions ensurance that adequate hardware & softwaFa socurdy can be mam 
tamed to prevonl access to other than publicly available docu merits 
ROWE.P Office of the Executive Director for Operations 6l/ia/t5 HEBOON.F Di 
rector's Office CLARKE,DJ Operations & Administrative Division 2pp 30076 261 
3C078 262 

— 6504 190206 Forwards revised draft MOU w/NRC & INPO on cooperative relationship 
in colleclion, evaluation & feedback of operational experience mfo & data for nuclear 
power plants Version basically same as that discussed in 800715 meeting 
BREEN, R J Nuclear Safely Analysis Center ROSEN, S L Institute of Nuclear Power 
Operations 80/09/15 MICHELSON.C Diroctor'a Office lipp 30077 126-30077 136 

'■«aS04 190207 Agrees w/B Morrison that R Dannig should be agenda representative at 
NPHDS meeting on 810512 Donnig should contaci J Boylo to clarify arrangemenlM 
Medoiroa will attend meeting as DFO repre santativo 

8ERNERO,RM Division oT Risk Analysis & Operations (post 840420) flt/04/24 
VESELY.WE, DENNING, H L Risk Methodology & Data Branch Ip 30074 1 72* 
30074 172 

-*8504190209 Irlorms that in order to preserve proper confidentiality of significant ov-onl 
repis & significant operating experience repls disclosed in response to FOIA 
raquQsl, Identification of plants, utils & vendors must bo deleted 
WILKINS0N,E P Institute of Nuclear Power Operations 82/07/23 MICHELSON.C 
Director's Office 2pp 30075 307 30075 308 

-8504190216 Forwards advance ropy of UNPO/nucloar safely analysis clr version of 
memorandum of agreement as background to meeting w/INPO/nuclear safety anaty 
SIS ctr All changes to suggested version shown in rod 

HELTEMES.J NRG * No Delatled Affiliafion Given 81/05/08 MCCHELSON,C NRG * 
No Detailed Affiliation Given 8pp 30074 1 73*30074,180 

-■6S04190219 Comments on Vol 4, Number 3 of draff “Power Reactor Events " Change 
ro discussion of HPI nozzle repair on Page 15 suggested 

ROSEN.S L Instilute of Nuclear Power Oporations B 82-0666 82/08/05 

HELTEMES.CJ Director’s Office Ip 30075 309 30075 309 

-8504190220 Informs that LOFT div of EG&G invited to util operations personnel par- 
ticipation in next LOFT lest Total of eight to ten poople would go to INEL for briefing 
on test procoduros 

MURLEY.TE Division of Reactor Safety Research 80/00/12 WILKINSON.E Insli 
lute of Nuclear Power Oporations Ip 30077 155 30077 155 

-6504 190224 Informs that slgnficanl event ropts idonlifted in 620723 Itr missing from 
fifes & have never been transmitted to NRC Repts based upon non-LER events 
which affected utils did not agree to release to NRC 

HAUETER.R L Institute of Nuclear Power Operations 82/08/06 THOMPSON, G F 
Director's Office, Ip 30075 310 30075 310 

-8504190227 Informs of review of NPRDS scopo manual for Weslinghouse reactors, per 
620503 nolo In genural, accuracy Of drawings can be improved Tmporlani valves & 
malor instrumonlation omilled 

TREHAN.NK Director’s Office 82/05/25 HEBDON.FJ Director's Office Ip 
30074 181*30074 101 

-8504190220 Forwards pronrini of paper on oporalional data assessment to be pro 
sented In Stockholm, Sweden on 601020 Overview of iniJustry.liconse© & NRC aclivi 
lies provided 

MICHELSON.C Director's Office 80/10/10 ROSEN.S L Institute of Nuclear Power 
Operations 39pp 3007/156 300/7 156 


-8504190249 Forwards INPO/nuclear safety analysis ctr SERs & aignsficant operalmg 
event repts & formal repts issued by INPO Routine distribution of eddi SERs & signifi- 
cant operafing event repts will be maintained 

HELTEMES.CJ Director's Office 81/10/29 CASE,E Office of Nuclear Reactor Reg- 
ulation, Director JORDAN, E Director’s Office. Olfice o1 Inspection and Enforcement 
Ip 30074 203 30074 203 

“8504190253 Provtdos comments on Vol 4.Numbor 4 of May June 1982 draft "Power 
Events" ro inoperable overpressure protection sys & broken reactor coolant pump 
bolls 

ROSEN.SX Instilule of Nuclear Power Operations 82/10/14 HELTEMES.CJ Direc- 
tor's Office 7pp 30075 318*30075324 

“8504190256 Forwards receni Itr from INPO requesting distribution of foreigrt operating 
rrbfo given to NRC Sub) must be addressed in broad context because of WOA w/INPO 
HELTEMES.CJ Director’s Office 82/01/13 LAFLEUR.J Office of International Pro- 
grams, Director BECKER, J Office of the Executive Legal Director Ip 30074 204- 
30074 204 

“85041D025B tnforms of continuation of pursuit of industry action re drug awareness 
policy JJ O'Connor S21020 Ur end 

WILKINSON.E P Institute of Nuclear Power Oporalrons 62/11/01 DIRCKS.WJ 
Office of tho Executive Director for Operalions 2pp 30075 325 30075 326 

-8504190259 Extends invitation to be active participant in dovolopmenl of Inlograted 
operational exparlenco reporting sys W/ assistance, sys providing quantity & quality of 
operational expenenco data needed by industry can be developed 
OIRCKS.W J Office of the Executive Director for Operations 81/01/28 
HAUETER.R L InsUlulo of Nucleaf Power Operations ip 30077' 190 30077 190 

-8604190251 Informs lhal R Hauoler recommonds dissolution of separate, ongoing 
group & that ad hoc working groups bo formed from NPRDS users group to handle 
specific issues Parlicipation In data usago working group commended 
SIMARD.R, InslilLlo of Nuclear Power Oporalrons 82/11/04 DENNIG.R Director’s 
Office Ip 3 0075 327*3007 5 3 27 

-8604190262 Forwards NUREG-0B65. “US Nuclear Regulatory Commission Policy & 
Plannning Guidance, 1982 " 

PALLADINO.N Commissioners 82/01/27 NRC * No Detailed Affifialion Given Ip 
30074 205 30074 205 

-8504100266 Forwards "PerlormancG Obloclivas & Criteria for Corporate Evaluation & 
Assistance Visits" & "Nuclear Plant Porrormance Monitoring Info^' Evaluation should 
include rovcow of corporate support & monitoring of nuclear station W/o ends 
PATE.ZT IfTSliluto of Nuclear Power Operations 82/12/06 THOMPSON, HL Division 
of Human Factors Safely 2pp 30075 320-30076 330 

-8504190267 NUREG 0805 101 US NUCLEAR REGULATORY COMMISSION POLICY 
AND PLANNING GUIDANCE 1902 

• Commisstonofs 82/01/31 17pp 30074 206-30074 222 

-8604190271 Informs lhal negalivo repi received from NPRDS evaluation o1 82 failures 
to see If Info pul in sys should bo viowed w/ caution Support at CEO (ovel encour- 
aged 

WiLKINSON.EP Institute of Nuclear Power Operations 82/12/16 DIRCKS.WJ 
Office of tho Executive Director for Operations 2pp 30075 339 30075 340 

-8504190272 Rev 4 to draft ''Coordinated Industry Emergency Operating Procoduros 
Plan " 

* Insliluto of Nuclear Power Oporations 81/12/12 31pp 30076 014 30078 044 


8504100232 Trip ropt of 010514-15 visit to NPRDS v/orkshop lo preser^l current mfo 
on devolqpmenl of inlcgrafed operational oxporionce reporting sys 
DENNIG.R L Oflico of Nuclear Regufatory Rosoarchj Director 81/06/01 Office of 
Nuctear Rogulalory Research, Director t2pp 30074 102-30074 197 

8504190233 Forwards users group charier approved by mpl Membership considerably 
expanded Util participation Increased & roprosontatives recruited from AE 
parficlpanlsjjor industry review group recommondalions 

HAUETER.R L Instilule of Nuclear Power Oporulions 02/00/09 HELTEMES.CJ Di 
rector's Officu 4pp 30075 311 30075 314 

*8604100237 Forwards first progross ropl on NPRDS Issuance of ropts to members & 
participants approx every 8 months planned Comments & suggestions solicited W/o 
end 

HAUETER.R L Institute of Nuclear Power Operations 02/08/10 HELTEMES.J Direc 
tor's Office ip 30075 315*30075 315 

■0504190239 Summary of meeting In Atlanta, GA of ANS 58 20 subcommitteo which 
provided technical direction lo NPRDS sys 

HEBDON.FJ Director’s Office 81/10/21 OIroctoi's Oflico 4pp 30074 196 
30074 201 

■8504190242 Informs that SWRI requeslod lo provide NPRDS data base.irr response to 
620604 hr Data provided In accordance w/ conditions listed in Paragraph 1 of RL 
Hauoter 020402 Itr to G Micholson 

WEYRAUCH.AW Inslituto of Nuclear Power Operations 82/00/12 DENNtG.R L 
Program Technology Branch Ip 30075 316-30075 316 

-0604190245 Forwards INPO/ nuclear snfoiN analysis clr SERs & significoni oporatino 
event ropts Routine distribution of addi SERs & significant operating ©vonls repts wift 
ho maintained W/o end 

HELTEMES.CJ Dlroctor's Office 81/10/20. ROSS.D Office of Nuclear Rogulalory 
Research, Director Ip 30074,202 30074 202 


-8504190273 Forwards draft audit ropt on roviow of NRC efforts lo develop relationship 
w/INPO Sustantivo disagreement w/facts or conclusions can bo discussed informally 
before response submilted 

CUMMINGS, JJ Office of Inspector & Auditor 0044 82/02/16 DIRCKS.WJ Office of 
the Executive Director for Operations Ip 30074 223*30074 223 

-85 04 1 90276 Informs that multi step process will bo followed re proposed integrated 
operational experience reporting sys Approval of concept permits development o1 pro- 
posed rule & related guidance to proceed 

DIRCKS.WJ Office of the ExecuUvo Director for Operations 01/01/28 
WILKINSON.E P Institute of Nuclear Power Operalions 2pp 30077 191-30077 192 

-8604190277 Forwards 821220 telex re roquosl that NRC & Slgnificanl Event Evalua- 
tion & Info Network Events Analysts staff Identify sys & components for tracking which 
might not generate LERs under proposed rulemaking 

* Inalduto of Nuctear Power Oporations 82/12/29 HELTEMES.CJ Director’s Office 
1p 30075 341-30075 3 41- 

-8604190279 Forwards comments on draff Ju( Aug 1901 Issue of “Power Rea dor 
Events" Contimied use as public Info document encouraged 
ROSEN.S L instilute of Nuclear Power Operalions 61/12/21 MICHELSON.C Direc- 
tor's Olfice 3pp 30078 045*30078 047 

-8504190200 Forwards brief wrileiip on scopo & naluro of MOA w/INPO & nuclear 
safely analysis ctr on operational axpenenco Ciirronl MOA end 
HELTEMES.CJ Director’s Olfico 82/02/22 BARRY, L NRC - No Detailed Affiliation 
Given, 3pp 30074 224-30074 226 

“0504160282 Informs of request that Significant Event Evaluation & Irfo Network 
Events Analysis staff identify sys components for trsekmg which might not generate 
LERs under proposed rulemaking 

WILKINSON.E P. Insliliila of Nuclear Power Oporations 62/12/20 DIRCKS.W NRC - 
No Detailed Affiliation Given 3pp 30675 342-30075 344 


“8504190246 Requests thoughts re SECY-OO-SO? requirement for Improvamonls In ex- 
isting integrated operational experience reporting Sys, particularly concerning scope of 
reporting 

HEBDON.FJ Director’s Office 01/01/22 HAUTER.R.L Instilute of Nuclear Power 
Operalions lOpp 30077 160-30077:109 


-8504190240 Forwards 1003 NPRDS action plan Commenls S suggestions whcch will 
guide activities during 1903 & define planned scopo of conlraclor aclivilles for 1983 
solicited NPRDS program plan also onci W/o ends 

HAUETER.R L Inslitule Of Nuclear Power Oporations 82/09/13 HELTEMES.J Direc- 
lor's Olfice Ip 30075 317*30075 317 


“9504190205 Forwards minutes of 610317 meelmg in Allanta.GA re MOA covering 
operational data analysis area 

PATE.ZT (nslilule of NueJoar Power Operations 81/03/20 MICHELSON.C, 
HELTEMES.J. NRC • No Detailed Affiliation Given 7pp 30078 046 30076 054 

“8504190288 Requests that updated NPRDS tape be ser>l at end of each quarter for 
use in NPRDS audit program, when r-e&ponslbifily assumed for updaling data 
base Tape of NPRDS data base plus info on data base structure needed lo read tape 
requested. 

HEBDON.FJ Program Technology Branch. 83/07/10, SIMABD.R Institute of Nuclear 
Power Operations Ip 30074 '22/ 30074'227 
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■B5041&02ei9 Informs Iha^ as resuU or rec€nl rcorganizahon AEOD now Kas lead ro- 
sponsitJilily for NPRDS acliviUas wdhin NRC, inclJding provision of rrain contacl lof 
MRC^NPRDS dtacussiiDrs & lecfinical diroclion for Inpartile conlracl 
MICHELSON.C Direcior'a Office BI/05/05 HAUETERRL Institute of Nuclear 
Po^er Operations Ip 30077 193 30077 193 

8504190292 Inlorms of concern v//polential impacl of rulemaking described tn SECY 
at ’94 Imposition of massrvo education program on soriously understaffed industry has 
serious safety Implications 

WILKINSOM.EP Institute ot Nuclear Power Operations BI/05/01 DIRCKS^WJ 
Oflice o1 the Exoculivo Director for Operations 17pp 30078 055 30076 07t 

•S5041902B4 Informs that effective OSOSQl PJ Hebdon will bo representative on 
NPROS users group Hebdon currently pfans to aftend next users group meoting on 
630009 1C 

HEL7EMES.CJ Director’s Office 04/07/19 LOGAN B Institute of Nuclear Power 
Oporaliona tp 30974 22 Q 30974 22a 

■8504190297 Requests review of 8. comments on o/icl pralimma^ draft of proposed 
rule lor LER sys wilhm 30 days Close work w/INPO over next saveraS months expect 
ed as proposed rule prepared & refined 

MICHELSON^C Director's Office 81/09/18 WILKlNSON,EP Instilule of Nuclear 
Power Onoralions 9pp 3D077 194-30077 202 

•8504199299 Responds to 621215 Itr requesting expansion ir> flow of info on operation 
al data Outline addresses exchange oi plant spaciiic data base 8 access to stgrificani 
event root/ significant operating experience ropts 

WILKINS^ON^EP Institute of Nuclear Power Operations 82/12/28 M5CHELSONC 
Oiroc tor’s Olfice 2pp 30075 347-39075 340 

■8594190300 Urges clarification of educational reqiiiromonls contemplatod in SECY^SI* 
84 which would benoht opcralional safety by retaining experienced shift operators & 
by permitting ordorlv daveiopod o1 future educational pfan^ 

WILKINSOHEP Institute of Nuclear Power Operations 81/05/20 OIRCKS.WJ 
Office of the Execulivo Duector for Operations 2pp 30076 072*30076 073 


•8504 190340 Forwards comments on NPRDS scoping manual, per 010526 llr 
HEBDORFJ Dire dor’s Office 81/07/06 TASHJfAN.B M Southwest Research Inst 
lute 3pp 30078 1 07-30078 148 

•8504I903S0 Informs that commitmenl/performance indicators for all NRG regulal'd 
onlitiDS not reqijesls.so as not to stille or chill critical seH-evafualci 
roCGss Obligation to repl any subslanliat safety hazard reinterated 
IRCKS.WJ Office of the Executive Director for Operalions 83/40/20 

WILKINSON.E P Institiito of Nuclear Power Operations Ip 30074 236 30074 216 

-6504190356 Recommends granting tNPO on-tine access to publicly available porticn^ 
of Documenl Control Sys data base Specilic concerns should be examlned.iniciud n ^ 
question re adequate security 

BOWE.P 01 lice of the Executive Director for Operations 81/10/15 HEBDON.F O 
roclor’s Of|[ce CLARKE, DJ Operations & Administrative Division 2pp 30074 126 
3W4 127 

-0504199391 Forwards LER microfiche as requested File covers period from 1969 to 
(ermination of data base in Oct 19St Update in fife tabelied m fiche header as miscer- 
laneous or updates & Uled as group in front of regular LER fiche W/o end 
aOYLE.E L Pfogram Fechnology Branch 83/11/07 REILLY, DL Institute of Nuclear 
Power Operatfons tp 30074 237’:iOQ74 237 

•8504190378 Concurs w/interim solution to reactor protection sys/ESF actuation- sjs 
Instrumentation reportinn problem proposed in recent Ur to NPRDS user 
group Provision of examples for word card recommended 

HELTEMES.CJ Director’s Office 84/01/25 SIMARD.R Inslllute of Nuclear Powe- 
Oporaliobs 3pp, 30074 254 30074 256 

-DS04190384 Informs of botief that info contained in repts describing abnormal reactor 
operating experiences in OECD counlries has potential for assisting US reactor opera 
tors & that inclusion of roviow of ropts m review process important 
ROSEN, SL Institute ot Nuclear Power Operations B 82 0420 82/01/03 

MICHELSON.C Director's Oflice 2pp 30074 267-30074 258 


--8504 190303 Forwards description of effort lo develop plan for improving current per- 
sonnel shorlago in nuclear util industry 

WILKINSON, EP Institute of Nuclear Power Oporatians 81/05/20 DIRCKS.WJ 
Olheo of the Executive Director for Operations 1 1 pp 30070 074-30078 084 

■.■6504190306 Responds to 611093 Hr requesting access to Document Control 
Sys Microfiche copies of public portion of Document Control Sys .tapes of indexed info 
& monthly Index of microiiche & index tapes can be provided 
OfRCKS.wJ Office of the executive Director for Operations. 01/10/29 
ZEBROSKI.E L Institute o1 Nuclear Power Operations 2pp 39077 203 30077 211 

"B604190307 Forwards draft Vol 5. Number 2 of “Power Reactor Events” for Mar-Apr 
1083 Review of content & degree of dolail in nine events under "Sunnmarios of 
Events" as well as abstracts requested Suggestions for future Improvements oncour- 
gaged 

HEItEWES.CJ Director’s Office B3/09/12 ROSEN.S L Institute of Nudear Power 
Operations Ip 30074 23t. 30074 231 

•-85C4196310 Forwards list of locations of RAPICOM high speed facsimito machmos 
now In SVC List Indicates locaUon of equipment wahin r\ucfcer industry & may be of 
help as commu meat ions avonuo 

ROSEN, SL Institute of Nuclear Power Operations 81/00/93 SCOTT, RS Document 
Management Branch 2pp 3007B 005-3007B 086 

-6504190311 Forwards draft Vol 5. Number 2 of "Powsr Reactor Events" lor Mar-Apr 
1963 Rdviw of content & degree of detail In nine events under ’’Summaries of Events” 
as wall as abstracts requested Suggestions for future improvemonls encouraged 
HEITEWES.CJ Director’s Office., 63/09/12 LAYMAN, W Nuclear Safely Analysis 
Center, Ip 30074 232 39074 232 

-8504190316 Forwards draft pre$& release re significant ovanle evaluation & info net 
work program, as followup to 810706 tolcon 

WILKINSON.E P InaUtute of Nuclear Power Operations 81/07/06 0IRCK5. STELLO, 
DENTON NRC • No Detailed Affiliation Given 3pp 3007B 087-30070 089 

-8504190310 Forwards draft Vol 5, Number 2 of "Powor Reactor Evonis” tor Mar-Apr 
1903 Review oi content & degree of detail In nine events under "Summaries of 
Events” as wall as abstracts requested Sirggostions for future improvemonta encour- 
aged 

HeLT 6MES,CJ Director’s Office B3/09/12 SCHWARTZ.SA, Division of Emergency 
Preparedness & Engineering Response fPost 630103) MinAGLIA,F Division of Ll 
censing Ip 30074 233*30074 233 

- 8504190319 Accepts E Boyle as member of ANS5B20 subcommUlco lo replace D 
Hartfield in response lo 010506 llr 

HAUETER.RL Inslituto of Nuclear Power Operalions 01/05/11 MICHEtSON.C Di 
rector’s Offreo f p 30078 090 30070 090 

-0504 190324 FoAvards draff Vol 5,NumbQr 2 of ’’Power Reaclor Events" for Mar-Apr 
1963 Review of centonf & degree of detail In nine events under “Surniniarios ot 
Evenis" as well as abstracts foquosted Suggestions lor future improvements encour- 
gagad 

H^TEMES.C J. Direcior’a Office 63/09/12 MURLEY.TE Region 1, Office of Direc 
tor O'REILLY, JP Regiot) 2, Office of Oireclof, KEPPLER.J G Region 3. Office of DI- 
recto/ 1i> 30074 234 30074 234 

-8504190327 Forwards laleal formal EG&G rapt on NPRDS Findings used lo prepare 
Jul SECY 83-4 A rapt lo Commission Comments requested W/o encl 
DENNIQ.fl L Program Technology Branch 03/09/21 SIMARD.R Inslilule of Nuclear 
Power Operations ip 39974 235 30974 235 


-D 504 1903 91 Reilerates recent request for assistance of R Donnig on data usage work- 
ing group R Denning continued prosonce as part of working group would be most ben- 
eficial 

StNARD.n Inslilule of Nuclear Power Operations 62/01/07 MICHELSON.C Dree- 
tor’s Office 6pp 30074 259-30074 263 

-0504190398 Forwards draft modified MOA for review 
WILKINSON,E P. Institute of Nuclear Powor Operations 82/01/25 DIRCKSAVJ 
Office of the Executive Director for Operations 6pp 30074 264-30074 293 

-0504190415 Forwards by-laws & certificate of incorporationjor use in develop) rg char 
tor & membershfp tor federaUon on owner cerfdicaHon 

SEIDERLING.R K Inslilule of Nuclear Power Operations 82/04/15 TAYLOR.J NRC 
- No Doleited Aflilralion Given 32pp 30074 327-30074 35D 

-8504190420 Informs that conditions delineated In 820319 Itr for receipt of NEA at nor 
mat operating experience data accopfablo Conversations w/JD LaFIciir identified Iao 
areas where restricllons should bo modified 

VER STEEG.CJ InslitulQ of Nuclear Power Operations 82/04/16 MICHELSONC 
Director’s Office I5pp 30074 359 30075 010 

-6504100424 Provldoa commonls on "Power Reactor Events," Vo! 4,NumbBf 1 
ROSEN,SL Inslilule of Nuclear Power Operations 02/05/03 HELTEMES.CJ Or^c- 
tor’s Office 2pp 30075 Of 1-30075 012 

-8504190431 Forwards nnicroficho containing all LERs received during First Quarter 
1S82 Unlike 1981 filmiriig formaLonty event yr being referenced Each microfiche ident 
lied by docket number, plant name & plant acronym W/o encl 
BRANUM,TN Institute of Nuclear Power Operations B 82 0420 02/05/19 

BOYLE,E L Director's Office Ip. 30075 013-30075 013 

-8504190439 Forwards Commission program & policy guldanco & informs that need for 
& important role of CRGR emphasized In Commission policy guidance & In rccer^l 
speeches by Chairman W/o encL 

HELTEMES.CJ Director’s Office 82/02/22 ZEBROSKf,E Inslliulo of Nuclear Pc /.er 
Operations ip 30077 212-30077 213 

-8504190444 Forwards sample of generic sys description & drawings used in IE P^VR 
fundamentals training course Drawing & descriptions based on Westinghouae P\\P 
design 

HE0DON.F Director’s Office 82/03/17 WEYRAUCH.A Inslilule of Nuclear Power 
Operations PARRISJ Tennessee Valley Authority. 62pp 30077,214 30077 2 63 

-6604190447 Forwards revised Commission comments on proposed LER rula Prev.CKJS 
version should bo tossed Publishing of rule for comment undonvay Consideration that 
rosfrlcled info nol now included requested W/o end 

HELTEMES,J Dlroclor’s Office Q2/04/29 COHN, 8 Institute of Nuclear Power Oper- 
ations Ip 30077 264-30077 272 

-0504196454 Informs that charter for NPRDS users group under development & w,ll be 
dislribulDd lo all representatives In near future, Concern of travel funds lo all users 
group organizations recognized 

HAUET^.RL Institute of Nuclear Power Operations B 02 0425 02/O$/2O 

MICHELSON.C Director's Office Ip 30076 014-30075 014 

-0504190457 OKera no comments on "Powor Reactor Events," Vot 4, Nunf^ber 2 
ROSEN, S L Institute of Nuclear Power Operations 02/06/00 HELTEfwtES.C J Direc- 
tor’s Office Ip 30075 015 30075 015 


■850419D326 Informs that due lo ongoing work associated w/Integ rated operational ex- 
perience reporting sys.vote on list of sys that should bo included In rGhabillty data sys 
such as NPRDS considered fnapproprialo.per 610216 llr 

HEBDON.F* Director’s Office 01/03/24 LOGAN.BW. American Nuclear Socloty 
LOQAN.B.W Duke Power Co, 9pp 30076 092-30078 100 


'0504190462 Forwards EG&G draft rept on NPRDS Rent currentty under review bi 
AEOD & revs likely before issuance in final form Review of (actual info eequested 
since first rept must be completed by late June W/o encl 

M3CHELSON.C Director's Office 82/05/10 HAUETER.R InslitulQ of Nuclear Pa* er 
Oporation-s Ip 30077 2?3-30077’273 


■0604199340 Forwards table alphabeticaily arranged by component name of compo- 
nent codes currently in use Assistance In identifying how NPRDS woutd oodo compo 
nenls lacking NPRDS codes requestad 

HEBDON.FJ Director’s Olfico 81/06/17, JOHNSON, R Southwest Rogearch InstK 
tule 2pp 30078 105 30078 106 


-8594100464 Informs of determination that INPO can be granted access to operat ng 
expenenco & other data useful to ongoing INPO analyses provided in confidence 
under bilateral info exchange 5 cooperation arrangement program 
MICHELSON.C Djreclor’s Office 82/05/19 SMITH, R 5 InstllulQ of Nuclear Power 
Operations Ip 30077 274 30077 274 
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-■8504220001 Forwards two sels of microfilm conlaming all LERs roceived by INPO 
during first three quarters of 19B2Fiche made w/o yellow title stripe as 
requested Next transmittal of fiche anticipated in rmd to late Feb W/o end 
8RANUM,TN Institute of Nuclear Power Operations 83/01/19 BOYLE, EL Direc 
tor's Office Ip 30078 354 30078 354 

-8504220002 Provides comments on draft Vol 4.Number 5, ‘'Power Reactor Events" 
W/o enct Table identifying INPO documents re events described in rept encl List of 
NRG related events also end 

ROSEN, S L Institute of Nuclear Power Operations 83/01/31 HELTEMES.CJ Direc 
tor's Office 30pp 30078 355 30070 022 

—8504220003 Forwards draft pfans covering evaluation programs (operating & 
const), training programs & radiological protection,for review m preparation for 830225 
meeting 

PATE.ZT Institute of Nuclear Power Operations VM039 83/02/16 TAYLOR, J , 
THOMPSON, H NRC - No Detailed AtfilJation Given 12pp 30079 023-30079 034 

-8504220004 Confirms 0302 1 8 conversation w/EP Wilkinson Outline of presentation & 
list of personnel attending end Copy of malls to bo made available 1 day prior to 
830311 briefing 

SMITH,DG Institute of Nuclear Power Oporaliona 83/02/22 STOLOFF,L Office of 
the Secretary of the Commission 3pp 30079 035-30079 037 

-8504220005 Forwards two sets of microfilm containing all 1981 LERs received Suppt 
liche to be issued to account for few LERs still missing at time of filming Transmittal 
replaces 820519 transmittal of 1981 LERs in entirety W/o encJ 
BRANUM.T N Institute ot Nuclear Power Operations 83/02/28 BOYLE, E L Direc- 
tor's Office Ip 30079 038-30079 038 

-8504220006 Responds to 830222 Itr requesting comments on draft Vol 4, Number 6, 
"Power Reactor Events" Event described in Soclion 1 1 should be modified to in- 
clude rel to other failure modes for code safely valves 

ROSEN,S L Institute of Nuclear Power Operations 83/03/01, HELTEMES,CJ Direc- 
tor's Ollice Ip 30079 039 30079 040 

-0504220007 Forwards two sets of microfilm containing all LERs recoivod during Fourth 
Quarter 1982 As in previous filming, header of each fiche indicates plant docket 
number on lett Next transmittal in Apr to cover First Quarter 1983 W/o encl 
BRANUM.T N Institute of Nuclear Power Operations 83/03/10 BOYLE, E L Direc- 
tor’s Office Ip 30079 041-30079 041 

•-8504220008 Forwards 10 add! copies of significant event ovaluation & Info network 
program plan W/o encl 

HOWARD, A S Instilulo of Nuclear Power Operations 03/03/24 HELTEMES.J Direc- 
tor’s Office ip 30079 042-30070 042 

-8504220009 Forwards listed significant event repts.per 020401 MOA Attached info 
should be treated as (NPO confidential W/o encl 

ROSEN,SL Institute of Nuclear Power Operations 83/04/00 HELTEMES,CJ Direc 
tor’s Office 1p 30079 043 30079 043 

-6504220011 Forwards rnatf to suppi mooting, including background on proposed coun- 
sil of nuclear insp organizalions S WP Johnson 020903 Ur to EP Wilkinson 
WILKINSON, E P Institute of Nuclear Power Operations 82/09/03 DIRCKS,WJ Di- 
rector’s Office 3pp 30070 044-30079 046 

-6504220014 Informs that based on 820903 proposal for more efficient utilization of ro 
sources of agencies involved in lioenslng of nucloar power plants,ngoncie8 that could 
participate include INPO,NnC,ANI & Nucloar Mutual Ltd 

DIRGKS.WJ Director's Oftico 03/01/17 JOHNSON.WP American Society of Me 
chanical Engineers 2pp, 30079 063 30079 064 

-6504220017 Confirms understanding that updates of public portion of documonl con- 
trol sys will continue to bo sent on monthly basis Monthly update should Include com 
putor tapes of new transactions & microfilm ot now documents assigned to file 
ROSEN,SL InslilulG of Nuclear Power Operations 63/04/29 HELTEMES.CJ Direc- 
tor’s Office Ip 30079 065-30070 065 

•-8504220019 Agrees to 030408 Itr containing conditions under which access to foreign 
3 rational data to he provided Procedure "Facilities & Roco/ds Mgt Oept.Records 

S t Section, Instruction RM 1, Foreign Document Security" end 

LKINSON.EP Instlluto of Nuclear Power Operations 83/05/03 HELTEMES,CJ, 
Director's Office 6pp 30070 060 30079 0/1 

-8504220021 Responds to 830331 Hr to EL Zebroski Utils Involved to bo conlaclod w/ 
request that significant event repls In question bo released Some ropis might still bo 
considered proprietary 

ROSEN, S L Inslitulo of Nuclear Power Operations 03/05/03 HELTEMES.C J, Direc- 
tor’s Office 2pp 30079 072 30079 073 

-8504220024 Provides guidance to assist In making judgements to match generic 
manual drawings to each plant P&ID Introductory section to bo added in Rev 1 to 
scope manual to provtdo general guidance on scoping & reporting 
ROSEN, S L Inslifuto of Nuclear Power Operations 83/05/11 DENNIG.RL, Diroclor's 
Office 2pp 30078.074-30070075, 

-8504220028 Forwards NPRDS briefing to Commisslonors scheduled for 830527 Sum- 
mary to bo presented in approx 15 minutes so as to leave majority of lime for ques- 
tions 8 l discussions 

WILKINSON.EP Institute of Nuclear Power Operations, 83/05/20 OIRCKS,WJ 
Office of the Executive Director for Operations Ip, 30079,076 30079 076 

-8504220030 Forwards brioling to Gommissioners on NPRDS Detailed rept presented 
for record Rept to bo summanzod.w/prosentatlon of approx 15 minutes so as to leave 
majority of time for questions & discussions Attendees to Include EP Wilkinson 
WILKINSON.EP Insliluto of Nuctoar Power Operations 83/05/20 STOLOFF.LM 
Office of the Secretary of the Commission Ip 30079,077-30079 077 

—8604220033 Provides comments on Vol 4, Number 7 draft of "Powor Reactor Events " 
Design capability of pfants In "Flooding tncldonls at Two Plant'* should bo idenlifiod In 
terms of flood height in order to put situations in perspective, 

ROSEN, SL Insfituto of Nuclear Power Operations 63/05/24 HEL.TEMES,CJ Direc- 
tor’s Office 1p 30079'079-30079 079, 


-•8504220037 Forwards corporate criteria covering fitness for duly program as followup 
to 83020 9 llrCfitoria reviowed by training & cdiic & evaluation & assistance industry 
review groups Revised plant rnteria re fitness encl 

WILKINSON.EP Institute of Nuclear Power Operations 03/06/02 DIRCKS.WJ Di 
rector's Office 3pp 30079 080 30079 002 

—8504220040 Requests comments on review of encl NPRDS program plan by 
820706 R Minogue memo w/commonfs on draft plan encl W/o ends 
MICHELSON.C Director’s Office 02/06/07 OENTON.H R Office of Nuclear Reactor 
Regulalian, Director DE'YOUNG.RC Director's Office, Office of Inspection and En 
forcemanl MfNOQUE.RB Office ol Nuclear Regulatory Research, Director tp 
30080 21 6-30080 216, 

-0504220041 Forwards NPRDS repls re failures due to maint/toslmg.per 031212 
memo Ropts list sys & component faituros ifml had maini/ testing indicated as primary 
of secondary cause of failure W/o end 

IPPOLITO.T A Director’s Office 83/12/30 RUSSELL, WT Division of Human Factors 
Safety Ip 30079 083-30079 003 

-•8504220043 Fonwards revised INPO confidonfiality agreement & revised AEOD sum 
mary of principal points of policy statement on IAEA mil ays for exchange of operating 
experience, per conversation 

HELTEMES.J Director’s Office 82/06/09 LAFLEUR.J Office of International Pro- 
grams, Director 6pp 30080 217 30080 224 

-0504220046 Informs of need to define issues on NPRDS that involvo other ofes & 
need to meet w/ofes to dovefop coordinated position/ response & need to define an 
ticl paled questions in preparation for upcoming meeting 

HELTEMES.J NRC - No Delailed Affiliallon Given 03/04/14 HEDDON.F NRC - No 
Detailed Affillatton Given 1 p 30079 084-30079 004 

-8504220046 Informs of understanding that info requested on 82060Q by R Udell of 
Critical Maas Energy Project via tolcon w/ E Boy to on loan from INPO withhold as 
privileaed.commerlcal Info supplied to Commisscon 

CROdkS.JL Diroclof’s Office 02/06/16 HELTEMES.CJ Director's Office Ip 
30080 225-30080 245 

-8504220054 Informs of considerationa In dosigning.ongineerlng failure data 
audit fNPO look over onlir© approach to defining reportable scope inllux Safely class 
approach found unworkoblo 

DENNIG.RL Program Technology Branch 84/07/31 HE0DON.FJ Program Tech 
nofogy Branch 2pp 30000 280-30080 281 

-8504220057 Responds to 820615 memo re current status of cooperative agreement 
w/INPO r© oparallonal data Recommends task group bo formed to represent regions 
in overhaul of NPRDS & to coordinate aclivilies re operational data 
COLLINS,JT Region 4, Office of Director 02/07/07 MICHELSON.C Director’s 
Office Ip 30080 204-30080 284 

—8504220060 Forwards (NPO documents supplied under provisions of NRC/ 1 NPO 
020401 MOA Mall confidential to INPO & may not be released to third parly w/o 
INPO consent VV/o end 

HELTEMES.CJ Director's OMico 83/04/19 CASE.EG Office of Nuclear Reactor 
Regutation, Director JORDAN, EL Director’s Olficc, Offico of Inspection ard Enforce 
ment ROSS.DF Division of Risk Analysis & Operations (post 840429) Ip 
30079 085 3007 9 005. 

-8504220D82 CommenlS on first of two technical info exchange moelings on 820609 & 
10 w/INPO Attendance Ilst.IJst of topics discussed, tNPO organization at & parsonnol 
data & meeting handouts onci W/o encl 

RUBIN.S D Reactor Operations Analysis Branch 82/07/08 Reactor Operations Anal- 
ysts Branch 2pp 30060 265 30080 209 

-8504220064 Forwards summary providing concise compilation of INPO evaluallors at 
operating sites to be used as ref documonl W/o end 

NORELlUa.CE Region 3, Offico of Diroclor 83/06/03 KEPPLER.J G . OAVIS.H B . 
HIHD.J A Region 3. Office of Director Ip 30079 006 30079 086 

-8604220065 Responds to 820319 Itr re MOA "Coordination Plan for NRC/ INPO Ap 
praisal & Evaluation Activities" nearing complotlor^ & should bo ready for signing 
soon Agreement In principle re app on Accrodilalion of Nucloar Util Training" exists 
DIRCKS.WJ Office of the Executive Director (or Operations 82/04/20 
WILKINSON.EP Inslifuto of Nucloar Power Operations, 3pp 30001 051-30061 056 

-0504220066 Responds to 030309 memo re summaries of recent INPO ovaluation 
repts Indications of beneficial practicos & accomplishments & areas in which improve- 
ments recommended and 

NELSON.RL Region 3, Offico of Direcfor 83/04/05 STREETER, J F Region 3. 
Office of Director 9pp. 30079 087 30079 095 

-8604220070 Requests fisted SERs discovered missing from files 
THOMPSON.G.F Direclor’s Office, 02/07/23 HAUETER.R Inslifuto of Nuclear Power 
Operalio n s 1 p. 3008 1 057-3008 1 057 

-8504220074 Requests routine distribution of all INPO SERs & significant operating 
event ropis, per 820615 memo, 

O'REILLY.J.P. Region 2. Office of Director 82/07/21 MICHELSON.C. Director’s 
Olfico Ip 30080 291 30000 292 

-8S04220076 Forwards executed voucher recoivod from DOE Based Oh agreed scope 
of work .billing appears lo bo within parameters of std order for DOE work 
DANDOIS.DB NRC - No Detailed Affiliation Given FIN A 6290 82/00/13 
HEBDON.F Director's Ofitco 3pp 30060 293-30000 295 

-8504220078 Proposes lo provido restricted IRS repls w/ understandings designed lo 
prevent release to genoral public or to nails of othor countries.including agreemont to 
protect, usG.slore & mark repls as propnelary info 

MICHELSON.C Director’s 6fftca 82/03/09 SMITH.R S Institute of Nucloar Power 
Operations Ip 30081 056-30081 060 

-8504220080 Summary of 820025 joint meeting of NPRDS engineering data working 
group & IEEE unique Idenlilication working group Some component funclion identifier 
codes in £IIS come from ISA/S5 1 & ANS1/C37 2 

HEBDON.F J. Director’s Office 82/09/01. Director's Office Ip 30000,303 30000 303, 
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'•8504220031 Forwards listed foreign operating experience rcpis /eceivcd from OECD/ 
NEA per IMPOyNRC oporaiionat data agreements W/o end 

LAFLEUR.JO Ofjico of Internatio rial Programs. Director a2/05/30 ROSEN. S L Insti 
tiite ol Nuclear Power Operations 2pp 30081 061 30(181 061 

-8504220092 Responds to 831208 request for comments on list ol key componenl ap 
plications for NPRDS List of suggested additions enci 

O'REILLY.J P Region 2. Offjco of Diroclor 84/01/06 HELTEMES.GJ Director’s 
Olfjce 3pp 30079 0&8 30079 1 00 

-fl5'O422OO03 Forwards INPO oonlidentiatity slatomenl Acceplability of agreements 
understood Ac reemont will bo modified on as-needed basis 

HELTEMES.GJ Director’s Of lice 82/09/23 LAFLEUH.J Ollico of In ternaiional Pro- 
grams, Director 8pp 30000 304-30080 311 

"0504220085 Requests assistance in determining whether NPRDS unit- specific or ulil- 
spocific data qualify under FOIA Exemplton 4 as being exempt from 
disclosure Informal response due before 0*10113 meeting w/EDO 
HELTEMES,CJ Director’s Oflice 04/01/09 CUNNINGHAM.G H Oficce of the Execu- 
twe Legal Director 2pp 30079 1 01-30079 134 

"8504220080 Forwards fatesl NPRDS rept for comment W/o end 
MICHELSON.C Director’s Office 83/01/10 WILKINSON.E , ZEBROSKI.E , 
NAUETER.R NRC - No Detailed Affiliauan Given ip 300B1 063 3(3001 064 

"8594220090 Foiv/arcJs EG&G summary oi NPRDS autfjl results to date Review in delail 
encouraged since results provide good overall porspective on condition of 
sys Comments on draft scoping manual may not have been addressed In final version 
DENNtG.R L Program TechnoTogy Branch 83/02/10 SIMARD.R Inslituto ol Nuclear 
Power Operations Ip 30001 065 30081 065 

"9504220091 Responds to 830112 Itr roquestinq establishment of cer'iual NRC point of 
contact for distribution cf iNPD doctimor^ls AEOD requested to assist in reaching 
agree mont 

DIRCKS.WJ Office of the Executive Director lor Operations 83/02/16 
WILKIN50N.E P Ins li lute of Nuclear Power Operations 2pp 30061 066 30061 070 

-8504220693 Concurs w/CJ Micholson draft ttr to EP Wilkinson adding new senlonco 
at end of Item 4 re authorization of bulk transfers by INFO of /aw data supplied by 
NRCfi adding rtew paraaraph concerning provision of foreign operating info 
LAFLEUR.JO Office of Tnternatiortal Programs, Director 84/07/31 MlCHELSON.CJ 
Director’s Oflice Ip 30081 088 30081 088 

.•0504220096 Informs of review of 821001 "Program Plan lor Nuclear Plant Roliabilily 
Data Sys " No sigr>ilicani comments provided Use of componenl loliabilily data to op- 
limi'Ze frequency of testing & calibr activities should be addrassecl 
GAGLIARDO.JE Region 4. Office of Director B2/10/25 MICHELSON.C Director’s 
Office Ip 30080 317 30080 317 

-0504220097 Forwards malls sent on 830603 to ACRS.including performance objoc- 
lives & criteria for plant ovalualions & for corporate ovafuation & assistance 
visits Meeting on 830804 anticipated W/o one! 

WILKINSON.E P Institute of Nuclear Power Operations 63/08/03 FRALEY>R ACRS 
' Advisory Committee on Reactor Safeguards 2pp 30001 089 300B1 090 

-8504220101 Forwards WW Berry 830531 Ur fo EP Wilhin&on re NPRDS Ltf addresses 
some difficult issues but shows slrong commitmeni to NPRDS on part of VEPCO 
WILKINSON.EP Institute ol Nucloar Power Operations 63/06/07 DIRCKS.WJ 
Office of the Executive Director for Operations 2pp 30001 091-30001 092 

- 8504220102 Comments on action re "Integrated Operational Experience Reporting 
Sys," SECY 60 S07 Conclusions re NPRDS as contained in SECY-BO 507 Inaccurate 
& misleading 

HAUETER.RL Inslilule of Nuclear Power Operations 00/12/16 AHEAHNE,J Com 
missroners 4pp 30079 166 30079 169 

"5504220105 Informs that measurable results from util commitments to begin or resumo 
participation m NPRDS in terms ol reporting & data usage beginning to be seen Chart 
indicating various measures of uiil pariicrnation m NPRDS since 1970 end 
ROSEN.SL Institute of Nuclear Power Operations 63/06/20 HELTEMES.GJ Direc 
tor’s Office 6pp 30031 093 30061 090 

"0504220106 Requests that Commissioners nol grant approval requesled in Consent 
Calender item 60 507 re integrated operaUonal experienc© reporting sya until INFO/ 
Nuclear Safely Analysis Clr & ulil industry involved 

WILKINSON.EP fnstitulo of Nuclear Power Oporaiions 60/12/16 AHEARNE.J Com- 
missioners Ip 30079 170 30079 170 

--05O422O1O7 Provides agenda for 021217 meetinq w/INPO in Atlanla.GA Topics to bo 
discussed include INPO assessment of curienl status of NPHOSJNPO assessment of 
EG&G studios & INPO rficommondatlons for Dec 1982 ropt to Commission ro NPRDS 
HEBOON.FJ Program Technology Cranch 54/12/09 HELTEMES.GJ Djrector’s 
Office 5pp 30080 325 30080 329 

-0504220110 Opines that present LER sys & proposed inlegraled operational experi- 
ence reporling sys unsatisfactory in highlighting human errors Comments on exempt- 
ing sys from punitive action requested 

WTlkiNSON.EP Institute of Nuclear Power Operations 31/02/13 DIRCKS.WS 
Office of Ifio Executive Director lor Operations 1 p 30079 171-30079 171 

-8504220112 Requests raleaso of integrated operational experience /eportin9 sys pro- 
posed rulemaking & 810504 sys descnplron, for review 

HAUETER.R L Institute of Nuclear Power Operations BI/05/20 MtCHELSON^C Di- 
rector’s Office Ip 30 079 172 30079 172 

-8504220114 Commenis on proposed semiannual NPRDS progress repl to 
Commissioners Concern expressed that repl & cover Ilf do nol give proper credit for 
progress achieved Statements inaccurately rellechng util participation included 
ROSEN, SL Institute of Nucloar Power Operations 83/06/27 HELTEMES.GJ Direc 
tor's Office. 2pp 30081 099 30081 100 

-8504220116 Informs that permission to make copies of evaluation repls received from 
utifs denied m response to request InslituKonat plan setting forth INPO relationship w/ 
membGrs.parlictpants & govl end W/o end 

HOWARD.A S tnsliUile of Nuclear Power Operations 63/07/05 JONES.B Region 2, 
Offico of Director Ip 30061 1O1-300B1 101 


.-6504220116 Forwards dolailed responses to Moeller commonls on draft NPRDS re- 
portable scope manual made In 830624 llr NPRDS scoping & reporting can bo dis 
cussed in more detail at 830B04 presontalion if Moeller or ACRS members d os ire 
ROSEN.SL Inslilute of Nuclear Power Operations 03/07/28 MAJOR, R ACRS Ad* 
visory CommiltoE) on Reactor Safeguards I9pp 30081 102-30081 120 

"6564220120 Comments on Vol 5, Number 1 of draft "Power Reactor Events" re failure 
of automatic reactor trip sys.main feedwator lino break due to water hammer & block 
ing of automatic safety inleclion signals No comments provided on other events 
ROSEN.SL Institute of Nuclear Power Operations 83/00/15 HELTEMES.GJ Darec- 
lor'sOlfice 2pp 30081 121.30001 122 

-'8504220123 Forwards executed INPO/Nuclear SafeW Analysis Ctr (NSACy NRC 
MOAAIso forwards represenlalive sample of INPO/NSAC Joini Ur to member 
ulils, scheduled for mailing on 810603 

HOBBY, M 0 Instilute ol Nuclear Power Operations 81/06/02 DIRCKS.WJ Olfico ol 
the Executive Director for Operations Ip 30079 173-30079 170 

"8504220124 Forwards complete set of mtcrolicho of LERs from facility, per 
telcon Replacement of existing fiche w/enci ftche wil) update files Notification ol when 
add I LER microfiche to be sent requested 

REILLY, OT Instilute of Nuclear Power Operations FRM 93267 83/08/16 BOYLE.E 
Director's Office ip 30081 123 30081 123 

"6504220126 Summarizes 830117-18 meetings of NPRDS users group at INPO head 
quarters in Atlanta, GA Preliminary meeting agenda accurately outlines topics dis 
cussed at meeting end 

DENNIG.RL Director's Office 83/02/02 Director’s Offico I3pp 3008D330 
30000 342 

"0604220127 Requests comment on end recent printout of foreign dockets, per 
830913 discussion 

WHEELOCK.JT Institute of Nuclear Power Operations FRM 83335 83/D9/13 
BOYLE, EL Director’s OMice 50pp 30081 124-30081 173 

"B504220128 Confirms discussions w/BL Cohn establishing followup meoting on 
810908 in Gethesda.MO to discuss MOA Items to bo Included should be supplied to 
BL Cohen prior to 610910 to be added to agenda 

HAUETER.RL Institute of Nuclear Power Operations 01/07/20 MICHELSON.C Di 
rector’s O Mice Ip 30079170 30079 179 

"8504220130 Forwards ZT Pato 830919 llr to Willenburg re institutional plan & TJ Sulli- 
van 030912 memo concerning visit by M Kerrigan of 0MB Interactions finltlated by 
GAO & 0MB as discussed 

PATE,Z Institute of Nuclear Power Operations 03/00/25 ROE.J NRC No Detailed 
Affiliation Given 4pp 30081 174*30081 177 

—8504220133 Offers no signilicant technical comments on Vo) 5, Number 2 ol drall 
"Power Reactor Events " 

ROSEN, S L Institute of Nuclear Power Oporaiions 83/09/26 HELTEMES.C J Direc 
tor's Offico Ip 30081 178 30081 170 

—6504220134 Forwards "Significant Event Evaluation & Info Network (SEE-IN),’’ for 
review & comments 

WILKINSON.EP Institute of Nuclear Power Oporaiions 81/00/06 DENTON.H R 
Offico of Nucloar Reactor Regulation. Orreclor 2pp 30079 180*30078 181 

—8504220136 “Significant Event Evaluation & Info Network (SEE-IN) ’’ 

• Institute of Nuclear Power Oporaiions 80/11/30 70pp 30079 182 30079 259 

"BS04220136 Forwards LER microfiche requested W/o end 
BRANUM.TN* Institute of Nuclear Power Operations FRM 83373 83/09/27 

BOYLE, E Director’s Offico ip 30081 179 30081 179 

•'6S0422O139 Informs of designation of T Sullivan as point of conlaU. effective immodi 
aloly 

WILKINSON.EP Institute of Nuclear Power Operations 83/10/10 DIRCKS.WJ 
Office of the Executive Director for Oporaiions Ip 30081 180 30081 180 

•'0504220141 Forwards significant event evaluation & Info network program 
description Certain organizational changes implemented, transferring solo responsibiE 
ily to INPO effective 820101 

WILKINSON.EP Institute of Nuclear Power Oporaiions 81/00/19 DENTON.H R 
Office of Nuclear Reactor Regulalion, Director Ip 30079.260 30079 260 

-8504220143 Forwards unconirollod set of NPRDS reportable sys & componenl scope 
manual W/o oncl 

SIMARD.RL tnstitute of Nuclear Power Operations 83/10/19 EBERSOLE.J ACRS- 
Advisoiy Committee on Reactor Safeguards Ip 30081 101 '30081.1 81 

-8504220145 Forwards INPO request for review & comment on significant ovCnl oval- 
uation & Info network program w/dralt of proposed response Provision of comments 
on suggestions to J Thomas by 81 0826 requested 

YOUN(3bLOOD.BJ Licensing Branch 1 81/00/24. HANAUER.S Division ol Human 
Factors Safely, MURLEY.T. Division of Safety Technology MICHELSON.C Dlreclor’s 
Office 5pp 30079 261 30079 265 

-S504220147 Forwards most recent internal status rept per 830803 prose nlalion to 
ACRS, at which ACRS expressed doubt re ability to allaln full util parttcipateon In 
NPRDS W/o end 

WILKINSON.EP Inditule ol Nuclear Power Operations 83/11/07 RAY.J J ACRS- 
Advisory Committee on Reactor Safeguards Ip 30081.102-30081 182 

- 8504220149 Advises that INPO & EEI will not ask for further funding support from 
NRC for routine operation of NPRDS beyond 811231 expiration of current NRC/EEI/ 
SWRI contract.por Wilkinson 810709 itr to Dircks & 010721 conversations 
HAU£TEH,R L Institute of Nuclear Power Operations 01/00/24 MICHELSON.C Di* 
rector’s Office 3pp 30079 266-30079 264 

"8504220150 Informs lhal In conjunctiorr w/scheduled discussions between INPO & 
AEOOJNPO offered to provide presentation to interested NRC staff members doacrib 
Ing INPO "SEE-IN" program Presentation scheduled for 030330 
HELTEMES.GJ Director's Office. 83/03/10 DENTON.H R Office of Nuclear Reactor 
Regulalion, Director DEYOUNQ.flC Director's Office, Office of Inspection and Em 
forcomenl MINOGUE.R Q Offico of Nuclear Regulatory Researen, Diroctor 1p 
30080 350 30000 350 
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■6504220153 Commenls on most rocenl draft of "Power Reactor Events '* W/regarcf to 
Item 1 7 ro damage to thermal shield only four C-E plants have thermaf shields & two 
plants are removing shields 



-6504220155 Summarizes 830306 visit to IMPO in Atlanta, GA re INPO 
organization, programs & function 

SHEWMON.P ACRS • Advisory Committee on Reactor Safeguards 83/03/10 ACRS 
Advisory Committee on Reactor Safeguards Ip 30080 351*30080 351 

-6504220156 Lists topics discussed during meeting w/D Wilkinson Items include radi- 
ation protection plans, accradiation of framing programs, control room reviews/proce- 
dures/SPDS & ulil mgl 

DIRCKS.WJ Office of the Executive Director for Operadons 81/13/02 
MICHELSON.C Oireclor's Office DEYOUNG.RC Director’s Onice, Office of Inspec- 
tion and Enforcement DENTON. H R Office of Nucfear Reaclor Rogulatlon, Director 
6pp 30079 265 30079 290 

“6504220156 Forwards data tapes & accornparwjng documentation for complete 
NPROS record file Tapes may be forwarded <o EG&G to evaluate utif participation in 
NPRDS Mall classified confidential for NRC & EG&Q use only W/o end 
nOSEN.SL Institute of Nucfear Power Operations 83/11/16 HELTEMES.CJ Direc- 
tor’s Office Ip 30091 185-30081 185 

“6504220159 Requests comment on end recent draft of several NRC* INPO coordina- 
tion plans developed by program ofes Review of ’‘Appraisal A Evaluation Aclivitles" 
would especially bo appreciated Currently approved plan end 
DEYOUNG.RC Director’s Office, Office of Inspection and Enforcement 83/03/16 
HAYNES, R C Region 1, Office of Oireclof 0'R&LLY,J P Region 2. Office of Director 
KEPPLER.J G Region 3, Office of Director Ip 30080 352-30080 352 

“6504 2201 63 Informs that distribution of products based on AO reportfr^g sys data dis- 
tributed to NSSS suppliers or AEs will not conflicl w/requlrements of 631028 
Itr Policies prohibit primary data distribution 

PATENT Institute of Nuclear Power Operations 03/11/26 HELTEMES.CJ Direc- 
tor’s Office 32pp 30081 188 30081 217 

“BS04220168 Concurs in general on needs re access & subsequent release of NPRDS 
data listed In 831219 Hr However,concerns re statements on posslbfe subsequent 
data release expressed 

WILKINSON.E P Institute of Nuclear Power Oporalions 83/12/29 HELTEMES.CJ 
Director’s Office Qpp 30081 218 30081 222 

“0504220167 Forwards documents received under provisions of 820401 memorandum 
of agreement w/INPO & Nuclear Safety Analysis Ctr Info provided w/o specific restric- 
tions re further distribution 

HELTEMES.CJ Director’s Office 83/03/31 CASE.EG Office of Nuclear Reactor 
Regulation, Director JORDAN, E L Director's Office, Office of Inspection and Enforce 
ment ROSS.D F Office of Nuclear Regulatory Rosearch, Director Ip 30081 002- 
30081 024 


“8504220167 Forwards listed significant event rep ts, per 820401 MOA W/o end 
ROSEN.SL I nslilute of Nuclear Power Operations 83/10/18 HELTEMES.CJ Direc- 
tor’s Office Ip 30081 246 30081 246 

“8504220190 Opposes mandatory participation in operational data gathering sys in re- 
sponse to 810115 advance notice of proposed ruComaking proposing development of 
Integrated operational experience reporting sys 

BOUCHEV.U D Washington Public Power Supply System NS L KAH-81-028 81/02/ 
27 WEISS.EW Office of Standards OovelopmenL Director 2pp 30079 357 
30070 358 

--6S04220193 Ack receipt of 820628 documents re activities of INPO Senes is impres- 
sive compilation of info.gurdanco & performance objectives &. should servo as bench 
mark for activities. 

DIRCKS.WJ. Office of the Executive Direclor for Oporalions 82/07/12 
WILKINSON.E P Inslituta of Nuclear Power Operations Ip 30081 027-30081 027 

“8504220196 Speech onlilled, " Presentation by BepresenlaLves of INPO lo 
Commissioners.NRC on NPRDS " Related info enci 

* Institute of Nuclear Power Operations 83/05/27 04pp 30079 359 30080 086 

“8504220197 Fonvards "Perlormanco Objectives & Criteria for Plant Evaluations," 
’’Performance Objaclives & Criteria for Assislance Visits to Plants Under Const,’’ & 
"Performance Objectives & Criteria for Corporate Evaluations " W/o encI 
WILKINSON.E P Institute of Nucfear Power Operations 92/06/28 COLLINSJT, 
DAVIS.JG, DENTON, H R NRC • fSlo Detailed Affiliation Given 3pp 30081 028 
300B1 030 

“8504220201 ‘’NPRDS Long Range Action Plan " 

* EGAG. Inc 83/09/13 129pp 30060 087-30060 215 

“8504220202 Forwards executed App 2 lo umbrella MOA entitled, "Coordination Plan 
for NRC/INPO Appraisal & Evaluation Aclivilies " 

DIRCKS.WJ Office of the Executive Director for Operations 82/08/24 
WILKINSON.E P Institute of Nuclear Power Ope/alions 9pp 30081 031-30081 041 

-6504220206 Forwards listed foreign reactor operating experience ropls received from 
OECD/NEA.per INPS/NRC operational data agreement 

SZENT-IVANY.E Office of International Programs, Director 62/ 12/03 ROSEN, S L 
InsHtute of Nuclear Power Operations Ip 30081 045 30061 645 

“6504220207 Forwards listed foreign operating experience repts recaived from OECO/ 
NEA.pof INPO/NRC operational data agreement W/o end 

SZENT-IVANY.E Office of Inlernalional Programs. Director 62/10/15 ROSEN.SL 
Institute of Nuclear Power Operations. Ip 30061 046 30001 {)-46 

“8504230186 Outlines major points brought oul in 791031 mooting w/ Nuclear Safety 
Analysis Ctr Director E zebroski Nuclear Safety Analysis Ctr asked to sit on several 
util In house audit boards 

MEDEIROS.M.S Director’s Office, 70/11/06 Director’s Office 3pp 300B1 286- 
30001 280 


•0504220166 Sid order for DOE work "NPRDS QA & Data Review ’’ 

MICHELSON.C Direclor’a Office TILLER.RE Energy, Dept, of FIN A-6290 80 03- 
017 83/01/17 lipp 30079 302-30070'3 12 

•6504220170 Describes changes In plans to restore viability & effectiveness of 
NPRDS Reportable sys & componenf scope manual produced to give uniform guid- 
ance to utils on which plant & component sys reported to NPRDS 
ROSEN.SL Institute of Nuclear Power Operations. 63/12/19 HELTEMES.C.J Direc- 
tor's Office 7pp 30081 223-30001 240. 

‘6504220171 Forwards confidentiality egreemenl to be modified as needed to authorize 
release to on-loan employees of foreign companies ro operational data received by 
Commission under IRS info exchange 

ZEQROSKLE.L. Institute of Nuclear Power Operations 82/09/28 MICHELSON.C. Di- 
rector’s Office 7pp 30079 313 30079 319 

•6504220174 Preliminary draft "NPRDS Plant Reliability Data Sys Progress Reel " 
HAUETER.RL Institute of Nuclear Power Oporalions 02/06/30 15pp. 30079 320- 
30079 334 

•8504220175 Forwards briefing to Commissioners to assist In preparation for 830527 
mooting W/O end 

ROSEN.SL Institute of Nuclear Power Operations 03/05/20 HELTEMES.J Direc- 
tor's Office Ip 30081 241-30001 241 

-8504220177 Requests approval lo allow access to inti operational data by noncitizen 
employees & personnel on loan As condition of employment, employees will sign confi 
dentlallty agroemont which will be reviewod by staff 

WILKINSON.E P, InsHluto of Nuclear Power Operations 03/01/18 MICHELSON.C 
Director's Office Ip 30001 242-30981242 

'B50422018D Requests acceplenco of end std order for DOE work, "NPRDS QA & 
Data Rovlow " 0 refer provides funding to support program to assess quality of currant 
& future data In NPRDS data base Statement of work also end 
MICHELSON.C Director’s Office FIN A 6290. 83/01/16. WILLIAMS, CE Energy, 
Dept, of Ip 30079 335-30070 335, 

•8604220161 Informs of preparation of first of semiannual status repts on effectiveness 
of mgt of NPRDS & responsiveness of NPRDS to NRC needs.FIrsl rept will address 
problems associated w/NPRDS & INPO plana to rectify problems 
MICHELSON.C Director’s Office 82/05/26 ZEBROSKI, E. Institute of Nuclear Power 
Operations ip 30081 025-30081 026 

■8604220102 Forwards listed significant event repts, per 820401 MOA, W/o ends 
ROSEN, S L Institute of Nucloar Power Operations 83/07/29. HELTEMES.CJ. Direc- 
tor's Office 2pp 30081*243 30081-244 

-6604220164 " Evaluation of Generation Availability Data Sys (GADS) va NPROS *' 
DEAN.W.H, Washington Public Power Supply System 81^6/30, 21pp 30079 336 
30070 356, 

■6604220186 Forwards significant operational experience rept 03-7, per MOA Updated 
list of significant operational experience repts issued in 1983 one), W/o end 
ROSEN.S L Institute of Nuclear Power Operations. 03/06/12 HELTEMES.CJ. Direc- 
tor'sOffice Ip 30081 245-30081.245 


“8504230205 Forwards Informal organization charts & current personnel assignments at 
INPO INPO currently employs 63 lochnical employees w/200 anticipated hy end of 
yr.per recent meeting w/R Pack.S Rosen & D Qillisplo 

HELTEMES.J NRC - No Detailed Affiliation Given 80/06/27 Dueclor's Office 3pp 
30081 300-30D61.311 

“8604230200 Provides views re continuation of support of NPRDS Recommended 
action to extend particlpotion in NPRDS should bo approvod Component failure & en 
gineertng data files are Integral part of recommended roporting sys 
MICHELSON.C Director’s Office 80/12/16 DIRCKS.WJ Orttc© of the Executive Di 
rector for Operations Ip 30082 074-30062 074 

“6504230212 Forwards rapt of 600700 conferance by Nuclear Safety Oversight Com 
millee at INPO.per JP O’Reilly request Briefing provided Insight ro industry perceptrons 
of NRC response to Incident 

CLARK.K M Region 2. Atlanta, Office of the Director 60/07/08 STELLO.V Office of 
Inspection & Enmreoment, Ofrico of the Director. 26pp, 3C001 320 300B1 345. 

“8504230215 Responds to 601021 memo to JW Mayarrf re applicability of Part 21 re 
porting requirements to INPO/Nuclear Safely Analysis Ctr Memo referred for responso 
because of Involvement w/Part 21 matters. 

CUNNINQHAM.G H Office of the Executive Legal Director 61/01/13 MC NELSON .C 
Direclor’s Office 4pp 30082,075 30062 076. 

“0504230220 Forwards 800706 memo from KM Clark to Slello re INPO briefing oJ Nu 
clear Safety Oversight CommiUee.for review W/o end Related info end, 

DIRCKS,W.J. Ofilce of Ihe Executive Director for Operations 80/07/17 
MICHELSON.C Director's Office 3pp 30081:349-30061 351 

“6S04230223 Summary of 601203 04 NPRDS SubcammiltGO meetings In San 
Antonio, TX Subcommillee Chairman B Hauoter on oxteaded loan from Consumor 
Power Co lo INPO & now heads div fosponslblo for data collection INPO plans to visit 
utils annually 

HE0DON.F Diraclor’sOffice. 81/01/14, Di/ector’a Office 2pp 30082079-30082082 

“8604230231 Summary of 810127 meeting w/INPO INPO will send "jurisdicllon stale 
ments" to Hanauer Aquisitlon of statements suggested if dGScnplion of INPO charter 
included 

HEBDON.FJ, Director's Office 81/01/28 Oiroctor’s Office 2pp 30002 003- 
30002 085 

“0504230240 Forwards notice doscubing meeting scheduled w/B Kaueter of 
INPO Meeting Intended to be Informal discussion of scope & content of Integrated 
operational experience reporting sys 

HEBDON.FJ. Direclor's Office. 81/02/09, ADENSAM.E . KNIGHT.J E . ROEJ. Office 
of Nuclear Reactor Regulation, Director. Ip 30062 066 30082 08$. 

“8604230250 Forwards INPO keyword Index for significant operating evont repts & 
SERs Computer fisting of LERs by number classified Try INPO as 

significant, conditionally significant or significant by others end Updates to be sont br 
monthly. 

HELTEMES.CJ Director’s Olllce 83/04/Q1 CASE.EG OffiCQ of Nuclear Reaclor 
Regulation, Director ROSS.DF. Office of Nuclear Regulatory Research, Director 
JORDON.E L Division of Emergency Preparedness & Engineering Rosponso (Post 
030103). 2pp, 30082 OB7-3OO02.O88 
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■ 8504230259 Requests review of end INFO rept on diesel genarato: failures conlaining 
recommendations for increasing reliability of djesel generators Insp program would be 
enrianced by including recommen dial ions 

DAVIS, A 0 ftegior^ 3, Office of Director B3/04/04 hJORELIUS,C E , SPESSAHO,R L 
Region 3, Office of Director 6pp 30082 089^30082 093 

-‘8504230264 Summary of rnoeling w/Heltemes, Weiss & Wenzinger re integrated oper- 
ating experience sys Emphasis on schedule for preparinq proposed rule Wenzinger 
proposed rule not possible due to uncontrollable future 
HE BOON, F NRG - No Detailed Affilialton Given 80/? 0/30 NRG No Detailed Affili- 
alronGcven 2pp 30882 053 30082 054 

-8504230265 Informs that audit repts provided by INFO to licensees stamped INPO 
confidential hut have been going through document control sys obligation or responsl 
billy for maintaining roots questioned 

• NRC - No Delarled Aflilialion Given 83/04/21, NRC - No Detailed Affilialron Given 
Ip 30032 094-30082 100 

-8504230270 Forwards “Contractor Organizational Conflicts of Interest," 41CFH20 ef- 
eclivo rule Waiver in awarding of contract to SWRI for continuation of svcs previously 
furnished re NPRDS granled 

HALMAN,EL Division of Contracts 80/11/10 DIRCKS.WJ Office of the Executive 
Direclor for Oparations 6pp 38082 055-30082 072 

- 8504230281 Agrees that INPO conficfenlialjly agreemenl.when signed by all Individuals 

on loan employees having access to info forwarded to INPO by 
NRC, provides adequate level of protection However .listed restrictions must be met 
WiCHELSON,C Director’s Office 00643 84/07/31 WILKINSON, E P Institute of Nir 
clear Power Operations 5pp 30082 142-30082 146 

"8584230293 Requesls that DR Muller be designated as individual to receive INPO 
documents re radiaUon prole ction.ralher than W Houston, as designated in 830422 
memo 

MULLER, DR Division of Systems Integration (post 811005) 83/04/27 

HELTEMES.CJ Director’s Oil jce 4pp 30082 t47-300B2 150 

”8604230304 Informs that DOE proposal that EG&G help INPO tmprove NPRDS ropre 
sents possible confiict of inleresl P LiUeneker did not share concern 
DENNIG,R L Program Technology Branch 83/05/03 Program Technology Branch 
Ip 30082151-30002 151 

"6604230312 Inquiries as to whether proposed NPRDS scopQ,failufe rept content & en- 
gineering rept content meet regulatory needs for component failure data Comments 
needed by 830520 to develop staff position for Commission 830527 NPRDS briefing 
HELTEWES,CJ Director’s Oflice 03/05/05 DENTON,Hn Office of Nuclear Reactor 
Regulation, Director DEYOUNG, RC Director's Office, Office of Inspection and En- 
forcement MINCGUE,RB Office of Nuclear Regulatory Research, Director 2pp 
30082 1 52-30082 1 53 

"B5C4230317 Informs of review of 830505 NPRDS proposed reportable scope No com- 
ments on proposed scope proveded 

OAVIS.JG Division o1 Fuel Cycle & Material Safely 83/05/16 HELTEMES.CJ Direc- 
tor's Office Ip 30082 155-30082 160 

..8584230329 Informs of review of scope of reportabifily for NPRDS In general, level of 
into required by region in performing responsibilities can be met by Items 1-8 of 
Tobfes 1 & 2 identified tn analysis 

COLLINS.JT Region 4, Office of Director 83/05/19 HELTEMES.CJ Director's 
Office 1p 30082 161 30082 161 

-8504230337 Comments on whether presently proposed NPRDS sc ope, failure rept con- 
tent & engineering rept content meet regulatory needs for component failure data,per 
630505 mamo In general, regjfalory needs met 

ALLAN.JM Region 1. Office of Director 83/05/20 HELTEMES.CJ Director’s Office 
2pp 30082 162 30062 163 

-8504230346 Informs of apporntmeni of J Roe to provide general coordination w/INPO 
to rectify situation whereby soveral responsible ofes deal w/INPO w/o any single 
manager having responsibility for general oversight & coordinalion 
DJRCkS.WJ Office of the Executive Direclor for Operations 83/06/24 NRC ♦ No 
Detailed Aflilialion Given Ip 30082 164-30002 164 

-8504230354 Informs of designation of T Stiliivan as point of contacl w/NRC lo replace 
2 Pale 

WILKINSON.EP InslitulG of Nuclear Power Oporalions 03/10/18 DIRCKS.WJ 
Office of the Executive Director lor Operations 1p 30082 1 65-300 B2 165 

-8504230364 Provides comments on requesi for info on NPRDS reportable 
scope Proposed NPRDS scope appears adequate for needs Needs more closoly as- 
sociated w/insp effort as opposed to equipment reliability analysis 
KEPPLER.JG Region 3, Office of Director 83/05/26 HELTEMES.CJ Director's 
Office Ip 30082 175-30082 176 

“6504230372 Informs that NPRDS proposed reportable scope as presented in NPRDS 
reportable sys & component manual, Rev O, satisfactory to fulfill regional needs, per 
830505 memo Increase in usefulness of failuro data incorporated by NPRDS noted 
O'REILLY.JP Region 2, Office of Director 63/05/27 HELTEMES.CJ Director’s 
Office 2pp 38082 176 30082 177 

"8604230379 Provides answers lo NPRDS proposed reporlablo scope, per 030505 
memo, Proposed NPRDS scope.failure rept content & engineering ropt content meet 
regulatory needs for component failure date 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 83/06/02 HELTEMES.CJ Director’s Office Ip 30082 1 81-30082 1 81. 

- 8504238385 Informs I hat H Faulkner designated as contact for ofc mailers involving 
INPO Past involve menl w/INPO has been in connection w/ exchanging foreign Inci- 
dent Info 

SHEA,J fl Office of ljilerr?a1ional Programs, Director. 83/06/02 ROE,J Office of the 
Executive Direclor for Operations Ip 30082182-30082*183 

"8504230388 Informs that proposed scope & faiture rept content for newly proposed 
NPRDS reportable sys & component manual.Rev O.does not fully meet NRC needs for 
component failure data 

MINOGUE.R B Office of Nuclear Regulatory Research. Director 83/06/06 
HELTEMES.CJ Director's Office 4pp 30082 184-30082 188 


-8504230392 Notifies of 830622 meeting In Belhesda.MD re coordination of INPO & 
NRC interactions Each ofc representative should be prepared to provide brief descrip 
lion of ofc interaction w/INPO 

ROE,J W Office of the Executive Director for Operations 83/06/14 Office of the Ex 
ecutive Director for Operations 5pp 30082 189 30002 193 

-0604230397 Forwards INPO request to extend document cor>trol sys 
agreement Besaw provided copy w/J Roe INPO/NRC interaction agenda on 
830622 Extension of agreement for add? yr will be recommended pending decision on 
commerical availability 

SCOTT.nS Document Management Branch 00420 83/06/20 LUNDY, J Office of 
Administration 2pp 30082 202-30082 202 

-8504230399 Advises that agreement w/INPO officially expired in Oct 1 932, a It hough 
updates still being transmitted Requests analysis of possible problems/issues w7o 
end 

HE8DON,F Program Technology Branch 83/06/17 SCOTT.S NRC No Detailed Af 
filiation Given Ip. 30082 203-30062 203 

-8504290031 Informs that RL Haueter & RL Slmard to he present at 830527 NPRDS 
presentation lo Commissioners to assist in responding to questions Briefing to covei 
NPRDS development, INPO involvement in NPRDS & INPO/util interactions on 
NPRDS, 

WILKINSON.EP Institute of Nuclear Power Oparations 03/05/13 STOLOFF.LM 
Office of the Secretary of the Commission Ip 30079 078-30079 070 

-8201200373 Discusses agenda items for meeting on INPO-related matters Items in 
dude radiation protection plans.accreditalion of training prog rams, control room ro 
views & praclices,util mgt reviews & emergency preparedness reviews 
DIRCKS,WJ Office of the Executive Director (or Operations 81/12/02 
MICHELSON.C Direclor'a Office, DEYOUNG, R C Director’s Office, Office of Inspec 
tion and Enforcement DENTON, H R, Office of Nuclear Reactor Regulation, Director 
3pp 30076 263-30076'265 

-8204260102 Submits comments re review of proposed NRC/tNPO memo of agree 
ment 

DENTON,H,R Office of Nuclear Reactor Regulation, Director 82/03/31 
MfCHELSON.C Director's Office Ip. 30078 172-30076 172 

-0206070180 Submits info requested in 620414 memo re TMf action pfan tracking 
sys Staff requested lo update status of action plan items Status rept & recemmenda 
tions for changes expected In late Oct/Nov 

OinCKS,WJ Office of the Executive Director for Operations 82/05/14 
AHEARNE,J F Commissioners 2pp 30078 225-30078'226 
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8504010025 Informs that all procedures required to govern control of heavy loads lifted 
by reactor bldg polar crane fisted in Table 4 of 640301 submittal will be comploted 
prior to fuel load w/excepllon of Load 5, "Portable, Refueling Shield " 

BOOKER.J E. Gulf States Utilities Co RBG 20,495, 65/03/25 DENTON.H R Office of 
Nuclear Reactor Regulation, Director Ip 29570 020-29570 020 

6504010112 Requests exemption from 10CFR50.46 re proposed Amend 64 to Tech 
Specs Proprietary "Evaluation of Margin Between App K Evaluation Modal & Best Cal 
eolations of Large Break LOCA for Kewaunee Nuclear Unit,’’ end Rept withheld Fee 
paid 

GIESLEfl,CW Wisconsin Public Service Cor p NRC-65 62 85/03/29 DENTON.H R 
Office of Nuclear Reactor Regulation. Director 13pp 29567 034-29567 046 

B504020276 Submits addi info re Phase 1 of NUREG 0612, "Control of Heavy Loads at 
Nuclear Power Plants." per SER Confirmatory Item 21 Safe load paths lor heavy load 
handlina sys discussed 

ZIMMERMAM.S,R Carolina Power & Light Co NLS-05-081 85/03/28 DENTON.H R 
Office of Nuciear Reactor Reguiation, Director 14pp 29681 173-20581 260 

8504030327 Forwards safety evaiuation re fiux reduction using tow leakage fuel mgt 
schemes lo comply w/NRC pressurized thermal shock requirements Schema will 
enable operation lor 32 EFPY & until end of license in CY 2000 
STOLZ,J F Operating Reactors Branch 4 85/03/14 HUKILL.H,D Goneral Public Util 
ities Corp - GPU Service Corp 4pp, 29606 165 29606 102 

"8504030330 Safety evaluation supporting flux reduction using low leakage fuel mgt 
schemes to comply w/NRC pressurized Inarmal shock requirements 
• NRC - No Detailed Affiliation Given 85/03/14 14pp 29606 169 29606 182 

6504060514 Discusses schedule for resolving & completing Generic Issue 67 re steam 
generator staff actions End prioritization evaluation for sumtems In issue will be incor- 
porated Into NUREG 0933, ’ Wonlizalion of Generic Safely Issues " 

DENTON.H H Office of Nuclear Reactor Regulation, Director Q5/03/2G 
0ERNERO,R,M Division of Systems Integration (post 811005) THOWPSON.H L Divi- 
sion of Licensing RUSSELL, w.J, Division of Human Factors Safety 46pp 2971 S 357- 
29716 039 


6504090265 Discusses technical changes to 830309 justification to exclude Gallon 
crane from consideration of cranes capable of carrying heavy loads.per NUREG 0612 
& GeneriQ Ltr 81-07 

HINTZ,DC Wisconsin Public Service Corp NRC-85-70 85/04/04 Office of Nuclear 
Reactor Regulation, Director 2pp. 29699 123-29699 124 

8504100499 Forwards util comments on facility pressurized thermal shock 
study, Requests thal document be placed in PDB w/existing file on Unresolved Safety 
Issue A-49 NUREG/GR 3935 end. ' 

SHOTKIN.LM Reactor Systems Research Branch. 85/03/29 BA! LEY, I K Record 
Services Bfar?ch (Document Control Desk) 22pp 29770 001-29770 022 

"8409260842 NUREG/CR-3935 DRFT DRAFT THERMAL-HYDRAULIC ANALYSES OF 
OVERCOOLINQ SEQUENCES FOB HB ROBINSON UNIT 2, PRESSURIZED THER- 
MAL SHOCK STUDY 

FLETCHER, CD. EG(tG, Inc. FIN A-6047 EQQ-2335, 84/00/31 NRC - No DelaiCod 
Affillatiori Given, 326pp 29770 023-29771,008 
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8504120031 Ganertc Ltr 85 02 lo all PWP Ircensoos & ^pNcants, holders of CPs & Fort 
Si Vrain re recooimended actions stemming from NRC integrated program for resolu 
lion of unresolved snlety issues re steam generator tube integrily Svc list end 
THOMPSON, H L Division of Licensing 85/04/17 Vankeo Atomic Electric Co 127pp 

29953 071-29953 262 

8504 170542 Forwards comments on NRC responses to questions re 850228 budget au 
thonzalion hearing concerning control sys failures & pressurized thernnal 
shock Answers not responsive to que&lions & provide maccurnie & misleading info 
BASDEKAS.D L NRC - No Detailed Affiliation Given 05/03/19 UDALL.M K House of 
Rep , Interior & Insular Affairs 8pp 29905 164 29905 176 

-8504170545 Discusses concerns ra Unresolved Safely Issues A 47 & A 49 re controi 
sys failures & pressurized thermal shock, respectively Info r© events that occurred 
before, during & after ACRS meeting provided 

BASDEKAS,D L Electrical Engineering Instrumentation & Control Branch (post 
840429) 85/03/06 PALLADINO, ROBERTS, ASSELSTINE Commissioners 5pp 
29905 172-29905 176 

B504 170560 Foiwards safety evalualion re NUREG-06J2 concerning control of heavy 
loads Review based on response to 801222 generic tlr Guidelines In NUREQO012 
satisfied Phase I acceptable 

MILLER, viR Operating Roaclors Branch 3 65/04/02 WILLIAMS.JW Florida Power 
& Light Co 29pp 29907 308 29907 309 

-6504170662 Safety evaluation re NUREG 061 2, concerning control of heavy 
loads Review based on response io 001222 generic ltr Guidelines rn NUREG 0612 
satisfied Phase I acceptable 

’ Office of Nuclear Reactor Regulation, Djreclor 86/04/02 ip 29907 309*29907 309 

-8503270133 EQG-HS 6263 R01 Rev 1 to “Control of Heavy Loads at Nuclear Power 
Plants, St Lucie Plant, Unit 2 (Pha&o I) “ 

SHABER.C R EG&G, Inc FIN A 6457 05/03/31 NRC - No Detailed Affilration Given 
27pp 29007 310*29907 336 

8504180036 Forwards evaluation of fluK reduction using low leakage fuel mgt schemes 
to comply w/NRC pressurized thermal shock roquiremenls & SALP inpul 
STOL2,J F Operating Reactors Branch 4 85/03/28 RODRIQUEZ, R J Sacramento 
Municipal Utility District 2pp 29019 340 29919 3G2 

-8504160042 Safety evaluation of flux reduction using tow leakage fuel mgt schedule to 
comply w/NRC pressurized thermal shock roquiremonls SALP input end 
* NRC - No Detailocf Aflillalion Given 05/03/28 I3pp 20919 350 29919 362 

0504220362 NUREG/CR 4109 TRAC-PFI ANALYSES OF POTENTIAL PRESSURIZED* 
THERMAL SHOCK TRANSIENTS AT CAiVERT CLIFFS/UNIT 1.A Combustion Engi- 
neering PWR 

SPRIGQS.Q D . KOENIG,J E . SMITH.R C Los Alamos Scronlific Laboratory FIN A 
7315 LA 10321 MS 66/04/30 Division of Accident Evalualion 355pp 29953 331* 

29954 328 

8504250355 Forwards Amends 91 & 95 to Licenses DPR*24 & DPR-27, 

respoclivoly.safoiy evaluation & notice of denial Amends change Tech Specs to pro 
vide adril roslriclions on nnovomont of heavy loads over spent fuel pool 
MILLER, JR Operating Reactors Branch 3 05/04/08 FAY.CW Wisconsin Electric 
Power Co 3pp 30020 001 30029 050 

-8504250362 Amends 91 & 95 to Licensos DPR*24 & DPR*27.respecNvaly, changing 
Tech Specs to provide add! roslriclions on movomonl of heavy loads over spent luel 
pooLmiscollanoous corrections & cdllonal changes 

mILLER,J R Operating Reactors Branch 3 DPR 27 A 095 85/04/08 4pp 
30029 004-30029 041 

-8604250375 Safely evalualion supporting Amends 91 & 95 to Licenses DPR 24 A 
DPn-27,rospocllvoly 

' Ollico of Nuclear Reactor Rogulalion, Director 05/04/08 6pp 30029 042 
30029 047 

0504300263 Forwards revised responso to NRC 8411 15 Mr ro lifting devices not specifj 
callv dosionod per 850410 mooting A NUREG-OOI? Open item fuRy rosolved 
COUNSIL.W G , SEARS, C P Nortnonst Ni'icloar Energy Co (subs of Northeast Utill* 
lies) COUNSIL.W G Norlhonsl Utililios 1311522 05/04/22 YOUNGBLOOD.B J U 
censing Branch 1 3pp 30058 077 30050 079 

8504300322 Forwards Rov 0 lo 15/37 2 Q07-1 10, "TMI 2 Div SER for Heavy Load 
Handling Over rMI-2 Reactor Vossol/’ for review A opprovol Heavy load handling ac- 
livilios can bo performed w/o risk to public Foo paid 

STANDERFER.F R General miblic Ulihlies Corp - GPU Sorvico Corp 4410 85 L- 
0069 85/04/19 SNYDER.B J TMI Program Office, 1p 30068,083*30058109 

-8504300327 153/-2 G07-1 10 ROO Rov 0 to “TMI 2 0\v SER for Hoavy Load Handling 
Over TMl-2 Reactor Vossol “ 

’ General Public Ulililios Corp * GF^U Sorvico Corp 85/04/10 26pp 30058 084- 
30058’ 109 


l&E INSPECTION AND ENFORCEMENT 

6603190669 IE Info Notice 85 022. “Llmitorque Motor Operated Valves Resulting From 
Incorrect Installation of Pinion Goar " Svc list onci 

JORDAN, E L Division of Emergency Proparodnoba & Enginoering Response (Post 
030103) 85/03/21 Consolidated Edison Co of Now York, Inc lOOpp 29696.261- 
29597 005 

8503210461 IE Info Nolice 85 023, “Inadoquato Survoillance & Posl-Malnl & Post Mod 
Sys Testing “ &vc tta\ end ^ , 

JORDAN, EL Division of Ernorgoncy PropafodnoS‘1 A Enoinoering Response (Post 
830103) 05/03/22, Consoliclalod Edison Co of Now York, Inc lOOpp 29656 001- 
29656 107 

8503220444 IE Info Nollco 85 024, 'T=ailUf08 of Pfolocbvo CoDhngs In Pipes & HXs “ 
Svc list one! ^ „ ,r, I 

JORDAN, E L Division of Emergency Proparodness & Enginoerinig Response (Post 
630103) 85/03/26 Consolidated Edison Co of Now York, Inc lOOpp 20596.154- 
29596 260 


8603260037 IE Info Notice 85 025, ’ Constderalion of Thermal Conditions in Design A 
Installation of Supports tor Diesel Generator Exhaust Silencers " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/02 Consolidated Edison Co ot New York, Inc 107pp 29667 199 
29667 305 

6503260046 IE Info Notice 86*026, “Vacuum Relief Sys for BWR Mark I & II Contarn 
inents “ Svc list end 

JORDAN.E L Division of Emergency Preparedness & Enginoering Responso (Post 
830103) 85/04/02 Consolidated Edison Co of New York. Inc 92pp 29667 107- 
29667 198 

8504010039 IE Info Notice 85 027. “Notifccabons to NRC Operations Ctr & Reporting 
Events in LERs ” SvC list enci 

JORDAN.EL Division of Emergency Preparedness A Engineering Responso (Post 
030103) 85/04/03 Consolidated Edison Co of New York. Inc 96pp 20690 255- 
29690 362 

8604020126 PNO-I 05-O19Aon 85031 9, visual crack-liko indications existed in core spray 
Junction Boxes C & D Cause undelerimnod Stock will be cut out & replaced 
STROSNIDER.J, DURRJ Region 1, Office of Director 05/03/27 Ip 29578 320 
29570 320 

6504020131 PNG 11-85 032 on 650323, slJqht increase in radioactivity detected in sec 
ondary steam generator water Plant will shut down for 2 wks to plug lube leaks in 
sleam gonerator 

JENISON.K, ELROD,S Region 2, Office of Director 85/03/26 Ip 29578 326 
29570 326 

8504020170 il 85 033 on 050328, maint worker killed & three others injured Caused 
by falling crane hook Inside unit lurbtne bldg Investigation underway Plant shut down 
for refueling & mods 

RULAND.W, CANTRELL.FS Region 2, Office of Director 85/03/20 Ip 29580 264- 
29580 264 

6S04020279 PNO III B5 023A ficensoe determined fack of instrument air pressure re 
sponsible for failure of two MSlVs to properly close Defeclive valves replaced & sails 
factorily retested RHR pump IB did not fail to automatically start 
LERCH.R , GREENMAN.E Region 3. Office of Director 95/03/27 ip 29581 354- 
29501 354 

8504020347 PNO til 85 028 on 850326,licensee arrested by FBI on charges of unlawful 
possession 8 use of radioactive mail FBF & NRC confiscated 2 to 4 Ci Am 241 Mat! 
will be iransporlod to Mound Labs Conlamlnatron evidenl 

PAPERfELLO.C , DAVIS, A B Region 3, Office of Director 85/03/26 2pp 29578147* 
20578148 

8504040105 EN 84 069A on 850402,Qrdar imposing civil monetary penalties in amount 
of $5,000 issued AcJion based on violations re overexposure of two individuals duo lo 

P oor radiation controls Licensee may request hearing within 30 days 
LACK.E , AXELRAD,J Director’s Offlca, Office ol Inspection and Enforcement 85/ 
04/02 1p 29612 1 31-29612 131 

8604040392 PNO 118 5 034 on 850320, notified of inventory difference resulting from 
physical invontory of 850228 Oifferonce duo to accounting loss oxcoodod associated 
limit of error.bul within regulatory requirements Investigation underway 
MCALPINE.EJ, LEE, TO Region 2, Office of Director 85/04/01 Ip 29607 322- 
29607 322 

6504040409 EN8S003Aon 8S0115, order revoking License 21 19339*01 Is3ued,based 
on failure to respond to notice of violation 

FLACK, E . AXELRAD,J Director’s Office, Ollice of Inspection ar\d Enforcement 85/ 
04/02, Ip 29607 310*20607 310 

8604050042 SuppI 1 to IE Info Nolice 05 003, “Separation of Primary Reactor Coolant 
Pump Shaft & Impeller “ Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Posi 
830103) 05/04/09 Consolidated Edison Co of New York, inc lOIpp 29791 025 
29791 126 

8604050047 IE Info Notice 65 028, “Parlial Loss of AC Power & Diesel Gcneralor Dog 
radation “ Svc list end 

JORDAN,Ei Division of Emergency Preparedness & Engineering Rosponse (Post 
830103) 85/04/09 Consolidated Edison Co of Now York, Inc lODpp 29790 278 
29791 024 

8604060076 PNO*l 85-022 on 85O402,crack found In TDI Emergency Diesel Genoralor 
101 air start chock valve bodyValvos made by Williams Gauge Cotnsp ol all TDI 
engine air start check valves lo be comploted by ond ol wk 

ESELGHOTH.P, KELLY.E Region 1, Office of Dirocior 85/04/03 Ip 29681 121- 
29601 ’121 

8504080227 PNO I 05-021 on 850402, packago conlalnrnfl 10 mCi 1-125 found lo have 
removable surface contamination levels two limes higher than permitted Source 
unknown, Region I continuing roviow w/iiconsoo & shipper El clu Pont 
JOHANSEK.J. GLENN.J Region 1. Offica ol Director 05/04/02 Ip 29681 050 
206B1 050 

8504080293 PNO*ll 05 035 on 850401, plant shut down for repairs Caused by valve 
packing leak approaching Tech Specs limn on leakage inside drywet! Recirculation 
valve packing & otoctro hydrautre on leaks repairod 

HARDIN.AK, FREDHICKSON.P Region 2. Oflico of Oireclor 85/04/03 Ip 
29678 361-29670 361 

0504080511 EN 65 032 Informs Commission lhal order requiring entry & removal of ra 
dioactiva mall being Issued to JC Haynes Co Action based on unauthorized uso of 
licensed mall & contamlnalion of facility, 

FLACK, E , AXELRAD.J Director’s Olfice. Olhee of Inspection and Enforcemeal 85/ 
04/06 Ip 29677 220 29677 220 

0504090114 PNO IV 85 012A on 850402. inspector found five boxes each containing 
144 rofrigerallon deodorizers w/surface dose rates of approx 0 5 mrem/h Addi prod 
ucl samples being obtained lo determine varlarsce In dose rate 
CAIN.Cl, EVERETT, RJ Region 4, OffJee of Director 85/04/03 2pp 29700.328* 
29700 320 
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8504090293- PNO'IV-flS 014 on 850403.Acctjray Model SK 301 deriaity gauge w/50 mCi 
double oncapsulaled Cs 137 source reporled nni-ssing Gauge nnisiaKen for scrap & 
hauled oti w/oiher scrap melals lo Pacilic Hide & Fur Co 

SANBORN, Q Region 4, Office of Direclor B5/04/05 2pp 29699 085 Z969D 086 

850409030t PNO IV-05>O13on 35040 1, North Dakola radiation A. noise control program 
staff notifped State oi ND of Ir-IOZ source disconnect & 850330 overexiposure of ra* 
diographer Radiographer receiving medical aUention 

HEYER.R S Region 4, Office of Dire dor 65/04/02 Ip 29699 299 29699 239 

8504090305 PNO-I 05*011 A ort 650216,th7Qe generally licensed gauges destroyed by 
fife m bldg belonging lo Ludlow Corp Krypton gauges returned lo manufacttrer Ludlow 
Corp employed consultant to assist in decontamination of site 
COSTELLO.F, JOYNER, J Region 1, Office of Director 85/04/05 Ip 29707 233- 
29707 233 

6504090419 IE Info Notice 65 029, “Use of Unqualified Sources in Wall Logging Appli- 
catms “ Syc er^cf 

PARTLOW.JG Division of Inspeclion Programs (Post 650212) 85/04/12 Consofidal- 
ed Edison Co of Now York. Inc 66pp 29831 320 29832 023 

0504110337 PNO I 85 023 on 850405, private citizen discovered fow level radwasto 
abandoned In lield in Monroe Tow nsfiip,NJ Waste corisisted of vials, syringes & hosp 
gowns Origin unknown Mall removed & secured in local hosp 
MILLERJ. GLENN,J Region 1. Office of Director 8&/04/0B ip 29768351- 
20768 35 f 

8504120052 PNQ.III 85-022A on a50405,lhroLigh wall crack & 7 indications of cracks ora 
weld in recirculation sys piping idenlifisd Causo of cracking under evaluation w/ 
GE Insp o! sys continuing Inservice msp of weld in progress 

0OYD.D. WARNICK.R Region 3, Office of Director 65/04/05 Ip 29786 341- 
29756 34 f 

6504120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source Mgl Forwards listed documonls Oocumenis also available in PDR 
FELTONJM Division of Rules and Records 84/06/06 KILLEFER,C Shaw. Pitlman. 
Polls & Trowbridge 2pp 30300 003 30303 129 

-8009030050 PNO 111-80-131 on 800710.residGnt inspector notified that stop work was 
being placed on all eleclrlcal work & that 100 electricians would be laid off effoclivo 
80071 1 Evaluation of all electrical work for compltanco underway 
VANDEL.T Region 3. Chicago. Office of Ihe Director BO/OT/IO Ip 30328006- 
30326 006 

•>851)4150563 PNS III 61-008 on B10724.bomb threat received at site Search discovered 
Simulated bomb in sump pump assembly area of turbir^e bldg Fingerprinting eliminated 
due to numerous handlings of device 

KNICELEY.JR, CREED.JR Region 3. Chicago, Office of iho Direclor (01/03/01) 
81/07/27 Ip 30328 005-30328 005 

-8504160213 PNS V 81 008 on 810B05,bonib threat received by tolcon lo radio 
station Security force alerted Systematic search in progress 

MCQUEEN.AD, SCHUSTER, MD Region 5. Office of Director 81/08/05 2pp 
30337 312-30337 312 

BS041 20191 PNO III &5 02 6A licensee completed repairs to CRD circuitry associated w/ 
control rod which could not be withdrawn &. to ventilation fans AddI probtoms w/CRDs 
will extend current outage until 850407 

JACKIW,!, SHAFER, W Region 3, Oflice of Director 85/04/04 ip 29704'243- 
29784 243 

851)4120253 PNO-19 65 035 on 850406, unit taken out of sve less than 3 h after shut- 
down due to flucluating leak rate indications on two seals of reactor coolant 

R ump Seals will be replaced during oulage expected to last 5 days 
AnD!N,AK, FREDRICKSON,P Region 2. Oftreo of Direclor, 85/04/08 ip 
29784 210-29764 210 

85 041 50052 PN 0-1-85 024 initial NDE (eddy current testing) of about 100 lubes in steam 
generator 1 showed lass than expected reject rale Caused by copper 
interference Steam generator cleaned & major increase in reject rate noted 
8HEDLOSKY,JT , MCCABE, EC Region 1. Office of Director 05/04/10 Ip, 
29799 35 B 29799 358 

8504160267 EN 84 076Aon 850412, order Imposing civil monetary penalty In amount of 
$1,000 issuodAclion based on numerous violations of Iransporlalior^ requirements & 
licensee 650207 response to NRC 841228 notice of violation 
KLINGLER.C , AXELRAD,J Director’s Office, Office o1 Inspeclion and Enforcomerit 
85/04/12 ip 29800 066 29600 066 

8504150345 PNO III 65 026A o.n B50326.facili1y contaminated by Am 241 Caused by 
using Am 241 lo affeci color charges in diamonds Cleanup work expected lo begin 
within 2 wks 

AXELSON.W, HIND.J Region 3, Oflico ol Director 85/04/09, Ip 29800137- 
29806 137 

6504160013 PNO-IY85 015 on 650410.nonlsolab]o reactor coolant teak identified on t 
1/2 inch cold leg drain line upstream of isoiation valve RBD 6B Unit cooled down in 
preparation for repairs Leak estimated at 0 1 gpm 

MARTI M,L E Region 4. Office of Director 85/04/11 ip 29816 002 29815 002 

050416007$ Forwards draft IE info notice re loose phosphor in Panasonic 600 series 
badge TLD elements, for review Comments received prior lo 850515 will be considered 
in preparation of final version 

BAER,R L Engineering & GenarJe Communicallons Branch 65/04/08- KATZMAN.D, 
Panasonic Industrial (S, 3pp 29834 344-29034 346 

8604160140 PNO-lV-85*011.on 6503 27, con tract worker fell 8 ft into drywell Worker 
taken to hosp in protective clothing Emergency plan acbvatedNo contamlnahon 
found in hosp or on transporting vehIcFe 

BENNETT.W R Region 4. Office of Direclor, 85/03/27 Ip 29813 114 29813 114 

0604160272 PNO IV‘65 014Aon 860-4 tO.Accuray Model SH 301 density -gauge found in 
scrap metal at Pacific Hide & Fur Co In Helena,MT Gauge undamaged & source (50 
mCi Cs-137) inlacl 

SANBORN.G Region 4. Office of Dlredor 85/04/ 1 1 Ip 29813 242 2981 3 242 


8504160357 PNO-JV 85 012 on 850329, Region IV informed First Inti Corp lhal distnbu 
lion of "Endless” refrigerator deodorant product to general public contrary to NRC 
regulations Oislribulion suspended AddI surveys will be conducted 
EVERETT,J, BANG ART, R Region 4, Office of Director 85/04/01 2pp 29021 003* 
29821 004 

8504170013 EN84-067Aon 841 115, Commission notified of IE Intent to issue noticed 
violation & proposed imposition of civil penally in amount of $50,000 to licensee Order 
inyjosing penalty being Issued based on licensee 641221 response 
BEACH^ , AXELRAD,J Director's Office, Office of Inspeclion and Enforcement 66/ 
04/08 Ip 20904 304-29904 304 

8504170238 IE Info Notice 05 031, “Buildup of Enriched U in Ventilation Duels & Asso 
elated Effluent Treatment Sys “ Sve list end 

PARTL0W,JQ Division of Inspection Programs (Post 850212) 85/04/10 Battelle 
Memorial Institute, Columbus Laboratories 66pp 30027 001-3002? 066 

0504170240 IE fnfo Nolics 85 030, “Mlcrobiologlcally Induced Corrosion Containment 
Sve Water Sys ** Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/10 Consolidated Edison Co of New York. Inc I09pp 29966 258 
29967 002 

8504180022 PNO-V-85 018 on 850328, power ascension program & 100 h warranty rim 
completed w/turbine trip/reactor trip from 100% power, folio wed by natural circulati-on 
boron Injection mixing test Malnt outage planned before return to power 
DODDS.R T , MENDONCA.M Region 5. Office of Director 85/03/29 Ip 29916163 
29916 163 

0504180391 PNO-V-85 020 on 850400, unit tripped due to generator trip on low seal oil 
pressure Caused by failed fitting on pressure regulator sensing line Hydrogen fire oc 
curred Sensing line being repaired 

NARBUT.P, JOHNSON, P Region 6. Office of Director 05/04/09 IP 26858 357 
29858 357 

8604160479 PNO-II 06 037 on 05O412,Reglon II advised by State of FL (hat Iwo sec- 
tions of wet! casinos ai North Daytona Beach, FL j[ob site contained low levels ci 
radioaclivity Caused by presence of Co 60 in metal Radioactive mall survey planned 
TROJANOWKSI.R , STOHR,J P Region 2, Office of Director 05/04/12 2pp 
2 9859 273 29059 274 

B5O418O401 PN04II-85 033'on B50410,reaclor tripped due lo four control rods dropping 
Into reactor Cause under investigation Contamination Incident occurred in auxiliary 
bldg Caused by ternporary piping mod allowing pressure on rupture disk 
FORNEY, W , GREG ER.L. WARNICK.R Region 3, Office of Direclor 85/04/11 1p 
29059 255 29859 255 

0504190055 IE tnfo Notice 85 032, “Recent Engine Failures of Emergency Diesel Gen 
erators “ Sve fist end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/22 Consolidated Edison Co of New York, Inc t09pp 29998 200- 
29980 347 

8504190060 IE Info Notice 85 033, “Undersized Nozzle To-Shell Welded Joints In Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code" Sve fiat 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidated Edison Co of New VorK, Inc foopp 20969 091- 
20980*10? 

8504190397 PNO-f 86 02$ on 8504 16, painter attacked following repl of incident of alter- 
ing palming test plate to union Individuals accused of altering plates & atlacKing 
pointer fired, Licensee Investigation underway 

REBEtOWSKl.T , MCCABE.E Region 1, Office of Director 05/04/17 Ip 29B19 094 
29910 094 

8504220059 EN-B5 033 on 85O415,nolic0 of violation & proposed Imposition of civil pen- 
alties In amount of $500 Issued to licensee Action based on numerous 
violallo ns, including whole body radiation exposure exceeding 10CFR20 101 limits 
ROBINSON, P, AXELRAO.J Director's Office, Office of Inspeclion and Enforcement 
85/04/16, Ip 29920 1 1 7-29929 117 

8504220224 PNO V-85 0i9 Oh 860403,nonpoflabio gamma ray density gauge contalmng 
150 mCi C8-t37 lost Caused by employees Inadvertently placing & shipping gaugo w/ 
scrap metal Licensee planning to search & sun/ey boxcars 

MONTGOMERY,J L Region 6, Office of Director 85/04/03 tp 20939 329 
29939 329 

8504220347 IE Info Notice 84 84, Rev 1, “Deficiencies in Ferro-Resonant Transformers “ 
Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Resp-onso (Post 
830103) 85/04/24 Consolidated Edison Co of New York, Inc. tlfipp 30027 007- 
30027 184 

8504230100 PNO-lll-85 0209 on 8504l7,lnilial site work leading lo doconlaminalion ol 
JC Haynes lab facility scheduled to begin Haynes lab contaminated w/looso Am 
241 Haynes arrested on 850326 for unaulnonzed possession 

AXELSON.W, H1ND,J Region 3, Oflice of Director 85/04/16 1p, 29948 189* 

29948 189 

6504230238 PNO III B5 036 on 8504 16, licensee reported loss of four unirradlatfid O dt 
oxide fuel pellets Pellets may have been accidentally discarded as trash Investigation 
continuing 

MADEDAJ. CREEO.J Region 3, Office of Direclor 85/04/17. Ip 29950 273- 
29950 273 

0504230209 PNO I 86 026 on 850415Jo3S of 24 mCi t-125 seed implanted in rat lum-or 
discovered, Technician (ailed lo survey contents ol mall at cage bollom prior 1o dis 
carding as trash Event reviewed w/personnel 

COSTELLO, F. KINNEMAN.J, Region 1, Office of Director 85/04/17 Ip 89940 231* 

29949 231, 

0504230297 PNO V-SS 021.on 850417,NSSS & balance-of-plant ESF actuation sys sig 
nals inadvertently generated due to loss of auctioneered power supply lo Channels B 
& D Caused by opening Instrument bus battery Breakers B & D, 

M1LLER,L, ZIMMERMAN.R Region 5, Office of Direclor 65/04/18 Ip 20948‘238 
29948 238, 
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6504230314 PNO III 05 034 on 85041 1 ,1 icons 80 completed low power pKysics Issling 
cality^^ open Sjx*wk program of maint & preparatory activities leading to crili- 

Director 65/04/15 Ip 


850423Q343 PNO If 85 039 on 85041 7, turbine tripped at 100% power, resulting in lifting 
of nnam stoarn safety relief valves & clumping steam inventory to atmosphere Caused 
oloctromc circuit card in efectro*nydraulrc control sys 
299^5? 351^ ■ Region 2, Office of Director 85/04/18 2pp 29051 350 


6504230401 PNO 11-85 038 on 850417.palnting contractor employee working In torus fell 
4 ft employee taken to hosp suffering from head lacerations Anli conlaminallon cloth- 
ing removed at ho^ No bodily contaminatron present 

R^LAND.W, CANTRELL.F Region 2, Offree of Director 85/04/18 Ip 29951 130 


6504230411 PNO-llf 85 035 on 85Q314,ane package of sealed Am*241 capsules miss* 
irig in transit belween O'Hare Inti Airport & Hong Kong Licensee placed tracer on 
shipment 

i-VNCH.J, WIEDEMAN.D Region 3, Office of Director 85/04/16 Ip 29951 153- 


8504250129 PNO III 85 032 on 850410, briofeaso containing three medical doses of Tc 
vehicle being loaded outside facility Throe doses of Tc-99m.tolal(ng 
189 mCiJnlendocf for diagnostic medical tests Local pofico notified 
MULLAUER.J , WIEDEMAN.D Region 3, Office of Director 85/04/10. Ip 30020 021- 

QnriOrl CiOi ^ 


6504250137 P NO- 1 1 85 037 B updating 950412 & 16 info ro radioaclive well casing 
pipoNRC requests state agoncios perform addi surveys Results to date indicate no 
significant hazard exists from use of plpo casings 

TROJANOWSKI.R , BARR.K P Region 2, Office of Director 85/04/19 2pp 
29985 220 20905 221 

8504250165 Forwards commonls ro draft Supp! 1 to IE Info Notice 85 20 re motor oper- 
ated valve failures duo to hammering offcci Co-mments Insure correct temnlnolony & 
accurate facts 

WARSING.DS Llmitorquo Coro IEIND5 20 05/04/16 DAER.R L NRG - No Detailed 
Affiliation Given 6pp 29905 15G 29985.161 

8504250363 PNO IV-05 017 on 050419, laborer working on normal cooling toviier slipped 
& (oil 40 ft to concroto floor Injured laborer transforred Immediatoly to local hosp & 
pronounced dead on arrival 

JAUOON.J P Region 4, Office of Director 85/04/19 Ip 29905 103 20985 103 

8504290 1B5 PNO II 05 040 on 850420, two mechanics sustained minor Iniunos which did 
nol require hospitalizafion when vo! control tank failed during hydrostatic tests Failure 
occurred during filling operations of tank 

DANCE.H, anOWNlEt.V Region 2, Office of Direclor 85/04/22 ip 30045 346- 
30045 346 


0504290208 PNO fl 85 042 on 850423, workman installing Insulafion fell approx 4 ft off 
scaffolding oulsido plant malnl bldg Workman sustained fractured skull No radioactive 
confamlnation involved In injury Slato of AL informed 

CANTRELL.F S , BROWNLEE, V Region 2, Office of Director 05/04/23 Id 
30046 200 30046 200 

6604200412 PNO II 05 041 on 050320, visual Insps.mngnollc parllcio & ultrasonic testing 
confirmed surfaco & subsurfaco imporfecticns on Inside surface of three steam oonor- 
ator girth welds, dotocied during Aug 1983 inservIce insp 

JENISON.K, DLAKE.JJ neglon 2, Office of Director 05/04/23 2pp 30051 007- 
30051 008 


8604030512 Speech onlilled ‘"How Reliable Does Waste Package Hava lo Be" presenl- 
ed at 8511 13-15 NEA /OECD workshop m Albuquerque.NM 
WICK, E A NRG No Delailed Affiliation Given 84/11/13 6pp 29605 340 29605 346 

85040400*1 flesporsds to 850215 reouesl for comments on 8NL study of need for inde- 
pendenl agency to Investigate incidents at nuefear power plants Current sys effective 
In Identifying safety concerns w/o burden lo licensees 

DENTON, H R Office of Nuclear Reactor Renulatlon, Director 85/03/26 

HELTEWES.CJ Director's Office 2pp 29619 155-29619 160 

0504040438 Summary of 850307 meeting re operating reactors events Viewgraphs 
end 

CRUTCHFIELD, D Assistant Oireclor for Safety Assessment 85/03/28 

THOMPSON, H L Division of Licensing 26pp 29628 011-29628038 

86041 0070 & Responds to 050228 Ur ro info on availability of reactor design 
blueprints Pamphlet ort PDR cnfltlod, "PDR Users Guido" & summary of NRC llcens 
ing process end W/o enefs 

DtNTON.HR Office of Nuclear Reactor RGgiilalion, Director 85/04/02 

AMHONEY.O Freedom Development Co 5pp 29764 336-29764 341 

-8504100708 Requesls info on avail abifity of existing roactor design blueprints which 
can be scaled down to modular 10 WW reactors by using CAD/CAM computers 
AMHONEY.D Freedom Development Co. 85/02/28 PALLAOINO.NJ Commission 
era 2pp 29764 339 2&7e4 341 


8504180262 Responds to 650304 request for Info re GA Whitehead 850222 inquiry on 
us© of civil penalty as enforcement toof Civil ponaltias altach emphasis to problems 
DJRCKS.WJ Office of Iho Executive Director for Operations 85/03/28 SMITH.V 
House of Rep lipp 29085 337 29885 347 


8504160312 Notification of 650413 meeting in Bethesda.MD lo discuss hcenslng action 
rept & reviewer ropt 

LAINAS.QC Assistant Director for Operating Reactors 85/04/11 Assistant Director 
for Operating Reactors 2pp 29665 330 29885 331 


6504160566 Discussos special repl. "Review of Operational Experience From Non- 
powor fleaefors’’* Ropt accepted NRR wifi establish program & procoduros for acquir- 
ing & reviewing events 

DENTON, H R Office of Nuclear Roactor Rogulaflon, Director 85/04/00 
HELTEMES.CJ. Direclor’s Office. Ip 29909 322-29909 356 


8504190186 Requests proprietary roviow of insp ropt prior to publication & omission or 
delefion of all refs lo customer names, sales figures A similar confidonial or proprio- 
laiy info 

BOKOR.d Robert-Jamos Sales. Inc 85/03/28 NRC - No Dolallod Affilialion Given 
Ip 29886 265-29886265 


8SO422O104 Summary of 8S0404 operating reactors events mooting w/ofc diroctors.div 
directors & representatives 

CRUTCHFIELD, 0 Assistant Director for Safely Assessment 85/04/10 

THOMPSON.H L Division of Licensing 3app 29947 001-29947 039 

6504230157 Summary of 850215 meeting w/ASEA-ATOM Co of Sweden re application 
of 10CFR50 GDC lo PIUS concept List of attendees A handouts end 
KINGJL Division of Safety Technology 85/04/11 SPEIS.TP Dvision of Safely 
Tocbnology 0pp 20973 003-20973 010 

6604240543 Forwards "GIMCS Second Quarter FY85 Update," per info requested by 
040815 comments ori "Annual Ropt on Resolution of Generic Safely Issues " 
SPEiS.TP Division of Safety Tocnnology 85/04/10. DENTON.HH Office of Nucloar 
Reactor Rogulalion, Director 2pp 29987 170 20988024 


6504300022 PNO V-05 022 on 850423, explosion & liro occurred In oil cooled current 
transformer following fosting cl main gonoralorNo personnel Injunoa occurred Cause 
of fire & oxlonl of darnago currently being evaluated 

CHAFFEE, A , ZIMMERMAN, R Roglon 5, Office of Director 85/04/23 Ip 30056 210- 
30050 210 ^ 

0504300037 PNO I 85 020 on 050423, bldg housing rndioactivo mall partially doslroyed 
by firo Radioactivo mall moved lo anollior bldg Wipes showed no Indication of 
leakage Region will roviow inddenl during next insp 

FRIEDMAN, L , GLENN, J, JOYNER, J Region 1, Office ol Director 85/04/24 lo 
30056 200 30050 200 ' 

0504300619 Advises that intent of IE Info Notice 82 31 misinterpreted, per 850329 Ur IE 
davolopod guidolinos to holp iiconsoes control & manage underwater work to prevent 
ovorexposuros Diving option to perform malnl tasks supported 
BAER.n L Engineering & Genorlc Communications Branch lEIN 02 31 05/04/22 
HOLLIS.J L Nuclonr Utility Construction 3pp 30072 107 30072.109 


MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 

0410220163 Discusses background & provides general Info ro granting oxompllons for 
snubbers from survolllanco roqulromQnto,por 040514 roquest uautfon should be used 
In granting exemptions from functional testing roquiremenls 

EISENHLrr.D.Q Division of Licensing 04/18/10 BISHOP.T W Region 5, Olfico of Di- 
rector 5pp 27115 091-27116095, 

8503000160 Forwards propriolary "Final Ropl on Fnatallalion ol Xotox Model 501A-18R 
Radiation Monitoring Sys & Training ol US Customs Personnof" Ropl withhold 
WHITACRE,Q Xotox. Inc NRC-DR 04/1450 84/12/10 CAIN.C Region 4, Office oJ 
Director Ip 29204,003-20284 003 

6504030446 Concurs w/proposed rov lo Manual Chapter 0616. "Operational Safely 
Data Review," sub) to Incorporation of end comments, in response to 050216 ro- 
QUOSl 

DENTON, H R, Office of Nuclear Renctor Roflufallon, Director. 85/03/20 
HELTEMES.C J. Director’s Office 2pp. 20606,103 29606 104 

• 8602250024 Forwards.for review & concurronco.proposed rev to NRC Manual Chapter 
0515, "Operational Safely Data Review.'’ Response raquostod by 650319 
HELTEMES.C J Director's Office Q5/02/1Q. DENTON, HR Office of Nucloar Reactor 
Renulallon, Director DA VIS, J G Office of Nucloar Material Safely & 

Sareouards.Olrector TAYLOR,J M Director’s Office, OKico of InapocUon and Cnforce- 
monl 17pp 29606 105 29606 121 


-8504240646 "GIMCS Second Quarter FY65 Update " 

* Office of Nuclear Reactor Regulation, Director, 85/04/30 213pp 29907 172- 
20988.024. 

8504260121 Requests current Chapter 1 lo 10CFfl2l, "Repoding of Oetocls & Non 
compliance." Company manufacluror of eloctrical cable tray supplied lo nucloar power 
plants throughoul US 

WAKEFIELD.D MP'HuskyCorp 85/03/28 Dsroc tor's Office, Office of Inspection and 
Etiforcemonl Ip 29905 227-20985 227. 

8504250414 Comments on technicat accuracy of preliminary case sludy rept, 
"Overprasaunzallon of EGGS In BWRs," per 850307 request Concurs w/findings that 
ECCS overpressunzallon polontially serious & warrants action. 

DENTON, H R Office of Nuclear Reactor Regulation. Diroctor 65/04/12 
HELTEMES.C J Director’s Office. 5pp 30029 056 30029 100 

8504260416 Forwards FR noirce addressing Blafement of policy on handling of late alio 
gations for Incorporation into proposed NRC Manual Chapter 0517, "Mat of Alfega 
dons" 

DIRCKS.WJ Office of Ihe ExoculSve Director for Operations 85/04/12 Rooton 1, 
Office of Director 4pp 30038357 3 8038 360 

8504300260 Forwards Commission monthly FR notice of issuanco of amends lo OLs 
Involving NSHC.W/o end 

DENTON.H R Office of Nuclear Reactor Regulation, Dlredor 85/04/09 SIMPSON, A 
Senate, Environment & Public Works ip 30072 149-30072,149 


NUREQ NUREQ REPORTS AND RELATED CORRESPONDENCE 

79Q6290232 Forwards NUffEG 0567 "Staff Safety Evaluation of Long Term Post-Acci 
dent Cooling of TMI-2." W/o end 

MATTSON.R J. Division of Systems Safely 70/05/09. FRALEY, R AGRS - Advisory 
Committee on Reactor Safeguards Ip. 30039 118 30938’ 329 

7909270689 NUREG 0591 ENVIRON ASSESSMENT-USE OF EPICOR4I ATTMI-2 
* Office ol Nuclear Reactor Regulation, Director 79/08/14 32pp, 30030 073 
30038:104, 

8004160453 Forwards Draft 2 of NUREG-0600, "TMI Action Pian" Draft 3 Is scheduled 
for Issue by end of Feb 1980, 

MATTSON.R J NRC Three Wile Island Task Force. 80/01/29 GOSSICK,L Office of 
the Executive Director for Operations 8pp 30030 309-30030317 
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“80041 00469 Fonvards cobl oslinaaltJS lor irrpl&rrorklalton ol NUREG 0660 PrDlimtnarv 
appraisal gives rnghtenmci costs 

LEE.S Conimonwealll^ Edison Co 80/01/17 WATTSON,n Division ol Systems 
Safety 1p 30030 317-30030 317 

“B001 210140 Forwards (ndusiry cost ostiinatas of implemonling NUREG0660, devel* 
oped Ijy Comm Erf.DuKo Povvc/ Co & TVA Concfurfob MfIC estimates ot costs & man- 
□war IS close to low end esliniaie, but sigmlicantly below higb end 

Atomic Industrial Forum 80/01/1/ DENTOWH OMico of Nuclear Roaclor 
Re f^ulation, Director 8pp 30030 310 30030 325 

8501090275 N1JREG-0B57 S07 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION or PALO VERDE NUCLEAR GENERATING STATlON,UNIT NOS 1,2 
AND 3 Opcket Nos 50-528,50 529 & 50 530 (Arizona Public Service Company) 

• Division of Licor^sing 84/12/31 157pp 20269 004 2B269 160 

8504010013 Forwards rosponso lo SER (NUREG-1031) Conlirmatory Item 15 ro thcr 
mal hYcfraulic analysis lo support N t loop oporalton Inlet How distributions for three a 
four loops in operation providod lor coayjarison 

COUNSIL.WG Northeast Nuclear Energy Co (subs ol Nortlieasl Utilities) 
COUNSIL,WG N a rthoasl Utilities BIMm 85/03/22 VOUNGBLOOD.B J Licensing 
Brandt 1 5pp 295/1 102 2 957 1 1 96 


'->S64402028B Rept 50 362/85 10 on 850311 No violation or deviation noted Major 
areas inspected licenseo actions to resolve previously identified findings re po^si acci- 
dent sampiirg^sys & selected NUREG 0737 requifcments 

NICHOLAS, JB , MURRAY.B , CROSSMAN.W A Region 4, Office of Director 65/03/ 
26 3pp 29561 13 9-2 9581 141 

6504030043 NUREG 0750 V19 NOl NUGIEAR REGULATORY COMMISSION 
ISSUANCES January-March 1984 

• Division of Technical InlormaliOft A Document Control 84/03/31 1,01 2pd 
29620 001-29622 292 

6504030051 Application to amend License DPR-43, providing Proposed Amend 66 to 
Tifrcb Spec re specs & surveillance requiremarTts /or dams concerning radioactive ef 
fluents a radiological environ monitoring program.per NUREG-0472 Fee paid 
GIESLER.CW Wisconsin Public Sotvico Corp KlRC B5 66 85/03/29 DENTON H R 
Oftice of Nuefoar Reactor Regulation, Director 25pp 29590 026-29590 132 

6504030055 NUREG-08ei S05 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF WOLF CREEK GENERATING STATION.UNfT 1 Docket No 50 
482 (Karrsas Ges And Electnc Company, et af) 

* Division of Licensing B5/03/31 240pp Available at NRC 56 50 29599 29B- 
29600 177. 


8504010024 Informs that several motor opuratod valves (MOV) identifibcl in 000207 Hr 
shouCd not bo considered m itiarmal overload analysis per SEP Topic III 10 A for ti&to<f 
reasons Thermal overload protection dovicos on remaining MOVs approprialo 
COUNSIL.WG Northeast Niicloar Energy Co (subs ol NoftIW’ast Utilllios) 
COUNSIL.WG Norlhoost Ulililios B 11407 85/03/22 ZWOLkNSKIJA Operating Re 
actors E ranch 5 'Jpp 29571 177-29571 179 

6504010025 Informs lhat all proteduros raquirod lo govoriT control of heavy loads liltetl 
by roactor bldg polar crane listed m Table 4 of 040301 subnnitlal will bo complolod 
prior to IugI load w/oxcoplion ol Load 5, • portable, Boluolmg Shlold 
BOOKER. J E Gull Slates Utilities Co RBG ? 0,49 5 05/03/25 DENTON. H R Offico of 
Nuclear Reactor Rogufation, Director Ip 29570 020-20570 020 

6504010044 Forwards response lo 850129 rnquost tor eddl Into re NUREG 0737,1 tom 
II K 3 2a,con earning auto malic rieprossurization sys valves Info submittad will bo incor- 
ooraled into Amond 10 to FSAR ^ 

MANGAN.C.V Niagara Mohawk Rower Corp (NMP2L 037J) 05/03/26 

SCHWENCLR.A Licensing Branch 2 7pp 29671 275 29571 281 

0504010166 Forwards rev lo LM Mills 840124 responso to NUREG 0737,llom HE 1 ro 
request lor exemption lo mstall hIgTi range nobio gas monitors on auxiliary bldgvqnl 
MCCLOUO.DE Tonnessoo Valley Authority 85/03/26 AOENSAM.E Licensing 
Branch 4 2pp 29569 20Q 29569 209 

6504010104 Submits roquosls for schodular relief tor implomanlalion ol NUREG- 
0737,Suppl 1 requiremonls per Generic Ltr 6? 33 Time extension lo moot require 
manls of NRC Q402S1 conlirmatory order until 681231 renuostod SuppOfUng mfo onct 
GUCWA.L T, Georgia Power Co Gl -82-33 85/03/22 STOLZ.JF Operating Reactor s 
Branch 4 app 295C9 195-PB569 203 

8504020086 NUREQ/CR 4067 SUMMARY OF BARRIER DEGRADATION EVENTS 
AND SMALL ACCIDENTS IN U S COMMERCIAL NUCLEAR POWER PLANTS 
SAILOR,VL, COLBERT, JJ Brookhavon National Laboratoiy FIN A 37/0 DNU- 
NU REG-6 1842 85/03/31 Division ol Satflty Technology 66pp Avalinblo a1 NRC 
S4 59 29585 1 35-29505 203 

6504029107 informs o1 completion of coro damago nssossmant methodology, closing 
out utit 840815 commifment for NUREG-0737,llom II 0 3 

MURPHY.WP Vormonl Yankee Nuclear Powor Corp FVY 85 30 85/04/01 
VASSALL0,D B Operaling Readers Branch 2 Ip 29579 337 20570 337 

6504020190 Sthmlts addl commorils ro NUREQ/CR-3511. “Interim Ro liability Cvaliia 
lion Program Rept Analysis ol Catvorl Cliffs Nuctonr Power Planl Unit 1 “ Manual over 
rido or jccirculalion acUi alien signal to LPS1 pumps Inslallod ^ ^ 

tUNDVALL.A E fialtimofo Gas a Electric Co 85/03/26 MILLER.J R Operotmo Ro 
actors Branch 3 4pp 20580 359-29580 362 

850402020B Informs of complolion of ncliviUoa including (mplGmantnlion ol upgraded 
enierncncy oparatinn proeoduros based on Westinghouso Owners Group 
guidelines, por ulil 840430 commilmont a tlcm I C 1 of Supnl t to NUREG 0737 
shipper Jd Pacific Gas a ElGCtrIc Co DDL 85 128 8^03/26 KNIGHTON, GW Li- 
censing Branch 3 Ip 20503 163 20553 183 

0504020263 Confirms aclions ro Llcenso Condition 2C(5l for hounding drywolJ equip- 
monl qualification lomp profile Eloclncel Gquipmont in primary conlalnmonl environ 
montally Qualiltod to NUREG 0588 gonoric tomp profilo 

KEMPEH.J S plillaclelphla Electric Co 85/03/25 SCHWENCER,A Liconsing Qrnrictt 
2 2pp 29581 16 1 29581 162 

6604020260 Fofwardg uptlalQd status ol of foils to comply oquipmonl qualification re 

quimmorns ol NUREG 0566, per D50326 mooting w/NRC 

MCCLOUD, DE Tonnc'iscc Vfl II ay Authority 65/03/27 DENTON, MR OMteo ol Nu 
clear Reactor Roaulntion. Director 3pp 20581,287 gOBftl 289 

0504020274 Forwards Insp Rept 50 219/85 03 on BDOIOBOno open Horn ro whole 

body do6o inside main security bldg noted ^ 

KISTERcHB Renion K Offico of Director 65/03/27 FIEDLER.PQ Gonoral Public 
Utilities Corp GPU Service Corp 2pp 20581:337-20581 342 

“0504020276 Insp Ropl 50-210/85 03 on 550108 Ono Open Hem nolod re unacceptably 
high Inlegraled whole body dose of 62 rom for math security b3dg,por NUREG- 

kFlLy!e^M .^B^AUNACK.W Region 1, Office of Director 85/03/06, 4pp 20501.339- 
29581 3A2 

0504820275 Submits addl info lo Phase 1 of NUREG 061?, “Control of Heavy Loads at 
Nuclear Power Plants, “ por SER Contirmafory llem 21 Safe toad paths for hoavy load 
handling sys discussed _ 

ZIMMERMAN, S.R Carolina Power & Light Co NtS 65 061 85/03/28 pENTON,HB 
Offico of Nuclear Reactor Rcgulalioit, Diracior t4pp 20581 173 2950 1 260. 

8504020206 Forwards Insp Repl 50-302/65-10 on 850311 No viotalions or deviotiona 

JOHNSON, EH Region 4, Offico of Oiroclor 05/03/27 tEDDICK,R S Louisiana 
Power 8 Light Co 2pp 29581 137 2968) 141 


8504030062 NUREG/BR-005 t V06 N4 POWER REACTOR EVENTS July Augusi 1984 
MASSABO.SA Director's Qlfica 85/02/20 67pp 2959B 260-29598 325 

050403Q069 Forwards Amend 17 to FSAR tor River Bond Station, in response to open & 
confirmatory items in SER (NUREG 0989) & requests for addi mfo 
CAHILL.WJ Gulf Slates UtiUlies Co 05/03/29 DENTON.HR Office o1 Nuclear Re 
aefor Regulation, Director 4pp 29594 001-29596110 

8504030070 NOREG-Q748 VOS NOt OPERATING REACTORS LICENSING ACTIONS 
SUMMARY Data As Of January 31,1985 (Orange Book) 

* Division of Budget & Analysis G5/03/31 332pp 29598 326 29599 297 

0504030267 Foiwarda SPDS SAR & schedule for implementation of SPDS.per StppI t 
10 NUREG 0737 Sys wiff be operational by Nov 1986 if scheduled maintained 
COUNSIL,WG , BISHOP, R W Northeast Nuclear Energy Co (subs ol Northeast Ulila- 
fies) COUNSfL.lVG Northeast UNitias A029S9 85/03/25 MILLER, JR Operating 
Roaefors Branch 3 4pp 29591 026 29691 081 

-8504030271 "SPDS SAR.MilIslone Nuclear Power Slation.Unil 2 " 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) 55/03/31 52pp 
29591 030-29691 081 

8504030299 NUREG-0750 V21 NOl NUCLEAR REGULATORY COMMISSION IS- 
SUANCES FOR JANUARY 19Q6 Pages 1-273 

* Division ol Tochhical Informalion & Document Conlrol 65/03/31 281 pp 

29624 081-29624 362 


0504030336 Ack receipt of 850227 application for relief from certain NUREG 9737 
roQUiromenls Remltlance of foe requested.pur 10CFR17O 12(c) & 170 2l 
OIQGS.R M License Ego Managomenl Branch 85/03/27 HARRINGTON.W D 
Boston Ecfisor^ Co 1p 29606 tSf 15 1 


8504030391 Responds to 841129 & 850131 requests for extension for completion dale 
for Itom 2 b ol Commission B40614 order re detailed control room desagn 
review Extension granted to 660101 Revised commitments end 
THOMPSON.HL Division of Licensing 85/03/11 MUSOLF.D M. Northern Stales 
Power Co 4pp 29606 351 29606 354 

6504030400 NUREG/ CR-2462 V07 REVIEW OF DOE WASTE PACKAGE 
PROGRAM Subtask 1 f • Nalional Waste Package Program April 1984 Seplamber 
1004 

SOO.P Brookhaven National Laboratory FIN A 3164 0NL NUREG‘51494 85/03/31 
Division of Wasto Managomertl flBpp Available at NRC 64 50 29604 266-29604 350 


8504030412 NUREG/CR 2000 V04 N2 LICENSEE EVENT REPORT (iERy 
COMPiLATfON For Month Oi February 1936 ^ ^ , 

' Oak Ridge Nalional Laboratory RN A-9135 onNL/NSIC-200 65/02/28 Direcloi's 
Office 70pp 29604 359-29605 064 


8504030414 NUREG/cn-2482 V06 REVIEW OF DOE WASTE PACKAGE 
PROGRAM Sublask 1 1 - National Waste Package Program October 1983 - March 


1984 

SOO,P Brookhaven National Laboratory FIN A 3164 BNL NUREG 51494 85/03/31 
Division ol Wasto Management 59pp Available at NRC $4 25 29B05 065 29605,122 


0504030419 NUREG/CR 4030 RAOIONUCLIOE MIGRATION IN GROUND 

?^CHT® J^^r?!oWAN.C E , ROBERTSON.D E Battelle Momoriai Institute, Pacific 
Northwest Laboratories FIN B 2300 PHL-5209 85/03/31 Division of Radiation Pro- 
grams 01 Earth Sciences (post B40420) 56pp Available at NRC S4 25 29605 123 
29605 177 


0504030427 NUREG 11 IS CATEGORIZATION OF REACTOR SAFETY ISSUES FROM 

^ Dilnston^ Fhfk^Ana^^^ & Opemlions (post 840429) 85/03/31 167pp Available al 
NRC $7 50 29598 072-29598 249 


0504030436 NUREG/CR-3805 V02 ENGINEERING CHARACTERIZATiON OF 
GROUND MOTION Task II Effects Of Ground Motion Characteristics On Siruchjral 
pQsponso Considering Localized Structural Nortlmeanties And Soil Structure Interao- 

KENNE^WR P . KINCAID.F H, SHORT, S A Structural Mechanics Associates FiN B- 
0580 05/03/31* Division of Engineering Technology 158pp Available at NRC §5 50 
59004 105-20604*265 


0504030452 Forwards "Coniormance to Rog Guide 1 97, Cooper Nuclear Statior^" JusU 
kcaUons (or oxcepUana for some items acceptablo.w/excepiions Response io open 
Items Identified In repl requested within 60 days of Ik r^oipt 

VASSAtLO.DB Operating Reactors Brancn 2 85/03/11 PILANT.J M, Nebmska 
Public Power Dlslnct 2pp 2960Q 306-29606 323 

..860110056S '^Conformance lo Reg Guids 1 ^^.^oopar Nuclaar station," interim 
UDYAC EG&G Inc FIN A-6483 TAG 51082 84/12/31 NRC - No Delailed AlMi 
ofion Given 17pp 29606 307-29606 323 
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8504030453 NUREG/CR-4170 AN ULTRA HtGH SPEED RESIDUE PROCESSOR FOR 
SAFT INSPECTION SYSTEM IMAGE ENHANCEMENT 

POLKYJN MILLER, DD Sigma Research, Inc FIN 0 1133 05/03/31 Division of 
Engineering Technology 42pp Available at NRG S3 76 29605 170 29605 219 

0504030456 NUREG/CR*4046 DETERMINING CRITICAL FLOW VALVE CHARACTER- 
ISTICS USING EXTRAPOLATION TECHNIQUES 

JARRELL.D B EG&G, Inc FIN A 6048 EGG 2357 85/03/31 OfUce oJ Nuclear Regu 
lalory Research, Director 28pp 29605 220-29605 248 

8504030485 Forwards Amends 96 & 64 to Licenses DPR-51 & NPF-6, respectively & 
safely ovaluaiion Amends revise Tech Specs lo require keys to key operated hands 
witches for containment purge valves be removed when valves required to be closed 
LEE,R S Operating Reactors Branch 3 VISSING.G S Operating Reactors Branch 4 
85/03/10 GRIFFIN, JM Arkansas Pov^er & Light Co 2pp 29606 210-29606 233 

-6504030493 Safety evalualion supporting Amends 96 & 64 to Licenses DPR-51 & 
NPF 6, respectively 

’ Office of Nuclear Reactor Regulation, Director 85/03/18 2pp 29606 221* 
29606 233 

8504030496 Grants 050129 request lor mod of 840614 order, extending lime to imple 
merit post TMI related items set forih in NUREQ 0737,Suppl 1 due to delays re prepa 
ration of safety analysis for SPDS 

THOMPSON,H L Division of Licensing 85/03/06 RANDAZZA.J B Maine Yankee 
Atomic Power Co 5pp 29625 358 296^5 362 

8504040001 NUREG 1100 RADIOACTIVITY TRANSPORT FOLLOWING STEAM GEN 
ERATOR TUBE RUPTURE 

HOPENFELD,J Division of Accident Evatoalion 85/03/31 45pp Available al NRC 
S3 76 29630 269 20630 310 

6504040003 NUREG/CR 3709 METHODS OF MINIMIZING GROUNDWATER CON 
TAMlNATfON FROM IN SITU LEACH URANIUM MINING Final Report 
DEUTSCH.WJ, MARTIN.WJ, EARY.L E Battelle Memorial Institute, Pacific North 
west Labornlonos FIN B 2379 PNL-5319 85/03/31 Division of Radiation Programs 
& Earth Scioncos (post 840429) 15Qpp Availabte at NRC $5 50 29629 075 
29629 232 

8604040006 NUREG/CR 4172 A USER'S GUIDE FOR MERGE 
FREEMAN-KELLY, JUNG.R.G Baltollo Memorial Inslitulo, Columbus Laboratories 
FIN 0 6747 BMf 2121 05/03/31 Division of Accident Evaluation 41 pp Available at 
NRC $4 00 29629 233-29629 276 

8604040007 NUREG/CR.3019 RECOMMENDED WELDED CRITERIA FOR USE IN 
THE FABRICATION OF SHIPPING CONTAINERS FOR RADIOACTIVE MATERIALS 
MONROE, R E , WOO.H H , SEARS, R G Lawrence Livermore National Laboratory FIN 
A 0291 LiCRL-53044 85/03/31 Division of Fuel Cycle & Material Safely 16pp 
29619 236 20619 250 

8504040029 Forwards Amends 108 & 45 to Liconsos OPR 57 & NPF-5, respectively & 
safety evaluation Amends revise Tech Specs to be consislenl w/guldotmes In Generic 
Ur 83 36 re NUREG-0737.llomb II B 3 & II F 1 

RIVENBARK,QW Oporalinn Reactors Branch 4 QL 83 36 85/03/10 BECKHAM, JT 
Georgia Power Co 3pp 29619 199 2961i9 228 

-8604040033 Amends 108 & 45 to Licenses DPR 5? & NPF-5,rGSpBclive!y, revising 
Tech Specs to be consistent w/guidollnos In Generic Ltr 83-36 ro NUREG 0737Jtoms 
II 9 3,11 F 1 1,11 F 1 2, II F 1 3 & IIFI 4 

STOLZ,J F Operating Reactors Branch 4 NPF 05 A 045 85/03/18. 23pp 
29619 202-29619 224 

-0504040037 Safety ovaluaiion supporting Amends 100 & 45 to licenses OPR-57 & 
NPF 5,rospoclivoly 

* Office of Nuclear Reactor Regulation, Director GL-Q3 36 85/03/16 4pp 
29619 225-29619 228 

8604040191 Forwards Amend 6 lo License R 94 Tech Specs & SER (NUREG 
1098) Amend renews OL for 20 yrs from issuance date 

THOMPSON.H L Division of Licensing 85/03/26 KANE.R S Manhattan Collogo, Riv- 
erdale, NY 4pp 20830 146 29630 260 

-6504040202 Amend 6 lo Liconso n-94,ronowlng OL for 20 yrs from issuance 
dale Viowgraphs end 

THOMPSON, ML Division of Licensing 85/03/06 61 pp 20630 150-29630 260 

8504040195 Forwards Rev 6 to response to NUREG 05&&,incorporating final resolution 
of all environ qualification audit Items, updated into for main steam line break in dog- 
house & equipment addition & deletions Attachment 5 not revised 
TUCKER.HB Duke Power Co 05/04/01. DENTON, HR Office of Nuclear Reactor 
Regulation, Director ADENSAM.EG Liconsino Branch 4 26Gpp 29611 001- 
29611 268. 

8504040219 NUREG 0750 VI 0 N02 NUCLEAR REGULATORY COMMISSION 

ISSUANCE April-Juno 1984 Pp 93/-1,606 

* Division of Technical Information & Document Control 84/06/30 /55pp 

29658 001-29660 036 

8504040276 Submits addi Info re Item 1 of 041127 Hr concerning NUREG 0737,llGm 
II 0 1, "Performance Testing of Rollol & SefoW Valves” Major rupture of main Iced 
water pipe ovont will be reanalyzed using LOFTRAN code, 

SHIFFER.JD Pacific Gas & Electric Co DCL-86 131, 65/03/28 KNIGHTON.GW Li- 
censing Branch 3 2pp 20612 104*20612 IBS 

8504040208 Forwards final response to NRC 041212 request for addI info re BWR 
Owners Group rept.ln response to NUREQ O737,lt0m IlDI, “Analysis of Generic 
BWR Safety Relief Valve Operability “ 

DALE.L F Mississippi Power & Light Co AECM-85/0099 85/03/20 DENTON,H R 
Office of Nuclear Roaclor Regulation, Director 15pp 20608 300-29608 3 1 4 

8504040413 LER 05 003 00 on 850222, omergGnev safeguard features actuation ws 
setpoint adjusted to 1 ,600 psig Caused by B&W reanalyais of small break LOCA 
transients, per NUREG 0737 Setpoint changes initialed W/06032 6 Hr. 

HAYNES, R F . TUCKER.H 0 Duke Power Co 85/03/25 4pp. 2067O'2OB 29670 208 

8504040418 NUREG.0760 V20 102 INDEXES TO NUCLAER REGULATORY COMMIS 
SION ISSUANCES FOR JULY-DECEMBER 1984 

' Division of Technical Information & Document Control 85/03/31 105pp 

29618193 29618 307 


8504040417 NUREG/CR-3B54 FABRICATION CRITERIA FOR SHIPPING CONTAIN 
ERS 

FISCHBR.LE, LAI.W Lawrence Livermore National Lahoralory FIN A-0374 UCRL 
53544 05/03/31 Division of Engineering Technology 17pp Available al NRC S3 00 
29619 007*29619 023 

8604040423 NUREG/CR-41 73 CORSOH USER'S MANUAL 
KUHLMAN.MR, LEHMICKE,DJ Batlelfe Memorial Institute, Columbus Laboratories 
MEYER, RO NRC • No Detailed Atfilialion Given FIN B-6747 BMI2122 85/03/31 
Division of Accident Evaluation 60pp Available at NRC S4 50 29618 312*29619 006 

8604040424 NUREG/CR 3990 CHARCOAL I^ERFORMANCE UNDER ACCIDENT CON 
DITIONS IN LIGHT-WATER REACTORS 

DEITZ.VR Navy. Dept of. Naval Research Lab FIN B 7232 5520 05/03/31 Divi 
Sion of Accidenl Evaluation 190pp Available at NRC S6 00 29628 058 29628 242 

8604040427 NUREG 0798 SOS SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF ENRICO FERMI ATOMIC POWER PLANT, UNIT NO 2 Docket No 
50 341 (Detroit Edison Company) 

* Division o1 Licensing 05/03/31 2Q0pp Available al NRC $6 GO 29628 243 
29629 074 

0604040429 NUREG 0606 V07 N01 UNRESOLVED SAFETY ISSUES SUMMARY Data 
As Of February 15, 1985 (Aqua Book) 

* Division of Safety Technology 85/03/31 55pp 29627 321-29628 010 

85040404BD Informs that NRC has issued SuppI 5 to NUREG 0796 ro faciMy 
YOUNGBLOOD, BJ Licensing Branch 1 85/03/20 JENS.W Detroit Edison Co 3pp 
20657 140-29657 142 

8504040496 Informs of review of 050305 memo forwarding draft Commission paper, ltr 
of iransmitlol to Congress & Fourth Quarter CY84 AO rept to Congress Addi info,per 
requosl,Qncf 

DENTON, H R Office of Nuclear Reactor Rogulatlon, Director 85/03/20 

HELTEMES.CJ Orroclor’s Office 5pp 20656 265-29656 310 

-8503130027 Discusses end draft Commission paper, lUs of transmitlal to Congress & 
Fourth Quarter CY04 AO ropl to Congress Comments & updating info (or ends re- 
quested by 850318 

HELTEMES.CJ Director's Office 65/03/05 DENTON.H R Office of Nuclear Reactor 
Regulation, Director DAVIS, J G Office of Nuclear Material Safety & 
Safe guards, Director MINOGUE.R Q Office of Nuclear Regulatory Research, Director 
46pp 29656 270-29656 310 

8504050101 Forwards Insp Rept 50-402/84-66 on 841203 07 No violalion or deviation 
noted Response to comments & generic issues requested within 20 days 
DENJSE,RP Region 4, Office of Director 05/02/10 KOESTER.Q L Kansas Gas & 
Electric Co 2pp 29675 161-20675 217 

-8504050168 Insp Rept 50-482/84 58 on d41203'07 No violation or deviation 
noted Major areas InspectedQmergency.abnormal, operations, maint & admlnistraliva & 
survoillanco procedures 

ORDERS,W. BROWNLEE.VL Region 2, Office of Director 86/01/15 35pp 
29675 103-29675 217 

0604050210 Forwards status list of addi equipment qualification actions that must be 
completed to satisfy 10CFRS0 49 & dolalled update to aid in review, per NUREG 0560 
DOMER.J A Tennessoo Valley Aulhorily 85/04/83 ADENSAM.E LIconsing Branch 
4 30pp 29665 200 20665 237 

8504060217 Submits add! Info re slalus of containment purging & venling.in response to 
NRC 840203 & 0411 requests Reduction In risk purported In NUREG 07a7,Item 
II E 4 2(7) not clearly demonstrated 

HARRINGTON, W D Boston Edison Co 0ECO 65 063 85/04/01 VASSALLO.D8 
Operating Reactors Branch 2 7pp 29665 178-29S65 104. 

0504050249 Forwards "Rept on EGOS Outages for 1984," per Soclron II K 3 17 of 
NUREG 0660 & NUREG 0737 vol of FSAR Based on rept, changes in mainl programs 
or Tech Spacs ro ECCS unwarranted 

MEDFORO,MO Southern California Edison Co 85/04/01. KNIGHTON,GW Licons 
ingBrar^chS 75pp 29662 017-29662 091 

8504050280 NUREQ 0905 CLOSEOUT OF IE BULLETIN 79 12 SHORT-PERIOD 
SCRAMS AT BOILING WATER REACTORS 

DEBEVEC.CJ , HOLLAND, R A Emergency Preparodnoss Branch IEB-79 12 85/03/ 
31 21pp Available al NRC $3 75 29673 144-29673 179 

8504050281 NUREG-IOBO TECHNICAL SPECIFICATIONS FOR FERMI-2 Docket No 
50 341 (Detroit Edison Company) 

* Division of Licensing 85/03/31 601pp Available at NRC SIOOO 29672 001- 
20673 143. 

8504050283 NUREG 0847 S04 SAFETY EVALUATE N REPORT RELATED TO THE 
OPERATION OF WATTS BAR NUCLEAR PLANT,UNITS 1 AND 2 Docket Nos 60- 
390 And 50-391 (Tennessee Valley Aulhorily) 

* Division of Licensing 85/03/j1 45pp Available al NRC $4 00 29673180 
29673 227 

0504050284 NUnEG/CR-4061 LEACHATE PLUME MIGRATION DOWNGRADIENT 
FROM URANIUM TAILINGS DISPOSAL IN MINE STORES 

NELSON. R W, MCKEON.TJ . CONBERE.W Battelle Memorial msltlulo, Pacific Norlh- 
wesl Laboratories FIN B-2370 PNL-531& 05/02/20 Division of Radiation Programs 
& Earth Sciences (post 840429) 02pp. Available at NRC $5 80. 29673 228 
29673 310 

8504060287 NUREG 0713 VOS OCCUPATIONAL RADIATION EXPOSURE AT COM 
MERCIAL NUCLEAR POWER REACTORS - 1983 ANNUAL REPORT 
BROOKS.BQ, Division of Radiation Programs & Earth Sciences (post 340429) 85/ 
03/31 126pp Available al NRC $5 00 29674 001-29674 131 

8504050200 Documents results of tosl performed using Procedure 46 106 01 to sub 
slantiale alternative approach proposed in Relief Requost VR 44 re Inservlce testing 
program.per SSER 4 (NUREG-0798) Rev 0 lo proceduro end 
JENS.W H Delroil Edison Co 85/04/02 YOUNGBLOOD, B J Licensing Branch 1 
2pp. 29663 128-20663 141 
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9504050372 NUREG/CR 4120 MATHEMATICAL MODELING OF ULTIMATE HEAT 
SINK COOLING PONDS 

POL^CASTRO,A J . WASTAG.M , DUNN,W E Argonno Natiojial Laboratory FIN A- 
2238 ANL/ES'143 B5/03/31 Division of Radiatjon Progrems & Eartb Sciences (post 
043420)1 276pp Available atNRC S7 00 29671 054-29671 329 

8504050373 Forwards lirding of no significant impact & environ assessment (NUREG- 
1130) re renewal & consolidation of Licenses SNM 3 62, SMB 405.06-00566 05, OB 
00566-10 5 08 00666 12 

CROW.WT Uranium Fuel Licensing Branch 85/03/27 PEVEYXE Commerce, Dopt 
0l, NalJonal Bureau of Standards 1 p 29674 293 2S&74 296. 

-8504050378 Notice of fmding of no significant impact & avaifahrlity of end environ as^ 
sessment (NUREQ 1130) re renewal & consolidation of Licenses SNM-362,SMB' 
405,06 00566 05, OB 00566 10 & 0B-Q0566 12 

CROW.W T Uranium Fuel Licensing Branch 85/03/27 50pp 29674 294-29674 295 

8504050378 Informs of 650603 06 preimpfe mentation audit of detailed control room 
design program plan submitted on 840928 in accordance w/Supp! 1 to NUREG- 
0737 Listed and it arrangements requested Tentative audit agenda end 
KNIGMTON.GW Licensing Branch 3 85/03/22 LEDDICK.flS Louisiana Power & 
Light Co Spp 2&671,330 29671 334 

8504080074 Forwards updated status of environ qualification of alt equipment, per 
850325 m Be ling Explanation of addi components not meeting requirements of 
NUREG 0505 also end 

MCCLOUD, D E Tennessee Valiey Authority 85/03/27, DENTQN,H R Office of Nu- 
clear Reactor Regulation, Director 7pp 29679 334-29679 340 

8504060157 Discusses util 850415 response to Generic Ltr 82-33 (Suppi 1 to NUREG- 
0737) Util justification for exceptions to Reg Guide 1 97 tor some items 
acceptable Response to end INEL interim repi requested within 60 days 
SCHWENCER,A Licensing Branch 2 6L-82-33 85/03/26 MITTL.R L Public Service 
Efectfic & Gas Co of New Jersey Spp 29711 289-29711 307 

-8503270570 "Confcrmance to fleg Guide 1 97,Hopa Creek Generating Station " 
UDY.AC EG&G, Inc FIN A 6493 GL82 33. 85/03/31. NRC • No Detailed Affiliation 
Given 16pp 2971 1 292 29711307 

8504080163 Discusses util 841204 response Id Generic Lir 84-23 re fr^rovomenls In 
BWR water level mstrumenlation to satisfy requirements of NUFiEG-0737.Uem 
li F 2 Upon completion of mods fisted license conditions will be satisfied 
SCHWENCER.A Licensing Branch 2. QL-84-23 85/03/26 FARRAR.D L. Common- 
wealth Edison Co 4pp 29711.330-29711 333 

0504080238 Forwards answer to Graterford Inmates proposed contentions re evacu- 
ation plan for Grater ford 

OTTO.T Q. Pennsylvania, Commonwealth of #265 404 OL 85/04/04 Docketing & 
Services Branch ip 2 9681 076 29681 096 

*•8504080250 Answer lo Graterford Inmates 850215 proposed contentions & 850322 
concerns re evacuation plan for Graterford Supporting document ation & Certificate of 
Sve end 

FERKiN.ZQ Pennsylvania, Commonwealth Of. OL 85/04/04 Alomic Safety and Li- 
censing Board Panel 20pp 29681 077-29681 096 

8S0408026D Advises that submittal of design change packages re engineering for two 
prassuuzer safely & reiief valve mods will be delayed until 850830 due to delay In 
receipt of engineering info 

STEWART,VvL Virgania Power {Virginia Electric & Power Co) 782A 85/03/29 
DENTON, H R Office of Nuclear Reactor Regulation, Director. VARGA, S A. Operating 
Reactors Branch 1. 2pp 29677 359-29677 360 

8504080286 Forwards SER on util response lo integrated plant safety assessment 
rapt, Section 4 23 3 (NUREG-0B26) re ESF switchover from injection to recirculation 
mode issue resolved Seclion 4 23 3 complete 

ZWOLINSKI.JA Operating Reactors Branch 5 LS05 85 04-003 85/04/02 

COUNSIL.WG Connecticut Yankee Atomic Power Co 4pp 29676 349 29670 356 

-6504080292 SER supporting util response to rntog rated plant safety assessment 
rapt, Sec lion 4 23 3 (NUREG 0B26) concerning time for operator action for ESF switch- 
over from injection to racircufation mode 

• NRC - No Detailed Affifialion Given 86/04/02 4pp 29678 353 29678 356 

8504080319 Notice to Commission, ASLAB.ASLB & parlies forwarding PR Clerk 650329 
ltr to HR Denton forwarding EH Stier repl re alleged harassment of RD Parka per 
Suppi S to NUREG-0680 Sve list end 

BLAKE,E L Generaf Public Uli lilies Corn - GPU Service Corp BLAKE, E L Shaw, Pitt- 
man. Potts & Trowbridge #285 386 SP 85/04/04 Commissioners, 75pp. 29685 221- 

29685 294 

8504980324 Forwards Insp Root 50-331/85 05 o/> 850226-0301 8 notice of violation 
PAPERIELLO.C J Region 3, Office of Director 85/04/01. LIU.L Iowa Electric Light & 
Power Co 2pp 29685 094 29665 109 

-8504060333 Insp Repi 50-331/85 05 on 850226 0301 Violation noted shipping mani- 
fest for Waste Shioment 84-53 failed to Identify waste classifioation for Drum 84-A 64 
which contained Class A waste 

HUETER.tJ, GRANT.WB, GREGER.LR Region 3. Office of Director. B5/04/0K 
IGpp 29666097 29685109 

8504080327 Forwards EH Slier 850329 comments on Suppi 5 lo NUREG 0660 re al- 
leged harassment of RD Parks Related info end. 

CL^RK.P R General Public Utilities Corp ■ GPU Service Corp 85/t>3/29, 
DENTON.hr Office of Nuefear Reactor Regulation, Director 71pp 29685 295- 

29686 003 

85046&034B CJariftes 840716 request for addI Info re NUREQ-0737,llem II K 3 28 re 
qualification of accumufators on automatic depressuirization sys valves, Existing check 
valves replaced w/ environmentally & seismicalty qualified valves 
BAYNE,J P New York Power Aulnonly {formerly Power Authority of the Slate of New 
York) JPN8 5 24 86/04/01 VASSAL LO, D B. Operating Reactors Branch 2 2pp, 
29685 092-29685 093 


8504080386 Fowards Insp Rept 50 341/85 17 on 850312-14 No noncompliance noted 
PAPERIELLO.C J Region 3, Office of Director 85/04/01 JENS.WH Detroit Edison 
Co 2pp 20665 061-29685 066 

-0504080377 Insp Rept 50 341/85-17 on 850312-14 No vlofalton or deviation 
noted Major areas inspected preoperatior^al radiation protection program, including 
status of corlain NUREG 0737 items, dram sys & air cleaning sys 
HUETER.L J , PAUL.H A , GREQER.L R Region 3, Office of Director 85/04/01 4pp 
26685 063 20685 066 

6504080435 Forwards proprietary HAFA 135(Ph "Instrumented fnsp Technique as Alier- 
native to Hydro Testing Requirements for AsME Class 1,2 & 3 Sys & Components, ' 
for raviow by 850601 Affidavit end Rept withheld (ref 10CFR2 790) 

ASKWtTH,HH HAFA Inti , Inc HII.85 904 85/04/02 THOMAS, CO Slandardiza 
lion & Special Projects Branch Spp 20689 001-29689 010 

6S04QB0453 Forwards updated FSAR for E Fermi Unit 2 
JENS.WH Detroit Edison Co NE 85 0467 85/03/28 DENTON, HR Office of Nucle- 
ar Reactor Rogulalton, Director Ip 29732 001-29735 226 

-0504060523 App H to E Fermi Unit 2 updated FSAR. "Responses to NUREG-0737 " 

* Detroit Edison Co 65/03/31 49pp 29735 179-29735 226 

8604080477 Fonvards Insp Repls 50-295/05 05 & 50 304/85-05 on 050304 08 & 18- 
20 No noncompllanco noted 

PAPERIELLO.C J. Region 3, Office of Director 85/04/02 REED.C Commonwealth 
Edison Co 2pp 29677 196-29677 209 

-8504080404 Insp Repts 50-295/85-05 & 50-304/85 05 on 850304-06 No violation or 
deviation noted Major areas inspected rediation protection program during maint 
outage, in dueling organl 2 a 1 (on,p 6 rsonn 0 l, facilities, equipment & programs 
LOVENDALE.P C . GILL,C , GREGER,L R Region 3, Office o/ Director 50 304/aS 05 
85/04/02 12pp 29677 198 29677 209 

8604000514 Discusses schedule for resolving & completing Generic Issue 67 r© steam 
generator staff actions Enel prioritization evaluation for suDilems in issue will bo incor- 
porated Into NUREG 0933, Prioritization of Generic Safely Issues " 

OENTON.HR Office of Nuclear Roaclor Regulation, Diredor. 85/03/28 
SERNERO.RM Division of Systems Integration (post 811005) 46pe 29715 357- 
29716 039 

8504000548 NUREG- 1130 ENVIRONMENTAL ASSESSMENT FOR RENEWAL AND 
CONSOLIDATION OF MATERIALS LICENSE NOS SNM 362, SMB 405,00-00566-05, 
08 00566- 10. AND 08 00566-12 

• Division of Fuel Cycle & Material Safety 05/03/31 45pp Available at NRC S3 75 
29713 038 29713 083, 

8504090005 Forwards detaifad control room design review.per Supp! 1 to NUREQ -0737 
& Generic Ltr 82-33 

ANDREWS, RL Omaha Public Power District LIC 85-135 85/04/01 MIILER.JR Di 
vision of Licensing Ip 29703 177 29703 330 

8504090008 NUREG 0020 V09 N02 LICENSED OPERATING REACTORS STATUS 
SUMMARY REPORT Data As Of January 31,1905.{Gray Book I) 

• Division of Budget & Analysis. 85/03/31 421 pp 29740 31 1 -29742 014 

0504090010 NUREQ/CR-3825 V03-4 ACOUSTIC EMISSiON/FLAW RELATiONSHIP 
FOR IN SERVICE MONITORING OF NUCLEAR PRESSURE VESSELS Quarterly 
Report, April 1984 - September 1964 Volumes 3 and 4 

HUTTON.P H , KURTZ.R J Battello Memorial Institute, Pacific Northwest Laboratories 
FIN B 2088 PNL-5126 85/03/31 Division of Engineering Technology 22pp Avail- 
able at NRC $3 50 29754 016 29754 044 

8504090013 NUREQ.1096 SAFETY EVALUATION REPORT RELATED TO THE RE- 
NEWAL OF THE OPERATING LICENSE FOR THE TRIQtA TRAINING AND RE- 
SEARCH REACTOR AT THE UNIVERSITY OF UTAH Docket No 50 407 {Unwarsity 
of til ah 

• Division of Licensing 85/03/31 70pp Available at NRC S4 50 29754 045 
29754 1 22 

8504090015 NUREG 0797 S09 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATiON OF COMANCHE PEAK STEAM ELECTRIC STATION, UNITS 1 AND 
2 Docket Nos 50 445 And 50 446 (Texas Utilities Generating Company) 

* Division of Licensing 85/03/31 170pp Available at NRC S6 00. 29730 116 
2973 0 204 

8504090018 NURE6-1031 S01 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF MILLSTONE NUCLEAR POWER STATION, UNIT 3 Docket No 50- 
423. {Northeast Nuclear Energy Company) 

‘ Division of Licensing 85/03/31 75pp 29753.001-29753 096 

8504090020 NUREG 0540 V07 N01 TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAI LAB LE January 1-31,1985 

* Division of Technical Information & Document Control 85/03/31 66 Spp 

20742 015 2 0743 314 

B504Q 90067 Forwards fnsp Rept 50-305/85 03 on 850305 08 & 12 & notice of vlolallon 
PAPERIELLO.C J Region 3, Office of Director 85/04/04 HINTZ.D C Wisconsin 
Public Service Corp 2pp 29700 157-29700169 

—8504090077 Insp Repi 50 305/85 03 on 850305 09 & 12 Violations noted personal 
overexposifra in excess of 10CFR20 101 limits & failure lo conduct whole body count 
on worker w/faciaf contamination in accordance w/Procedura RC-HP-1 04 
NICHOLSON.NA, GREGER.LR Region 3, Office of Director IEIN85 06 85/04/04 
lOpp 29700160-29700169 

8504090120 Forwards "Study of Tornado Wind Forces on LACBWR & GENOA-3 Chim- 
neys,'* per NUREG 0827, SEP Topic lll-2,in response to 850326 request 
LINDER, F, Dairyland Power Cooperative LAC-10673. 85/04/01 ZWOLINSKI.J Oper- 
ating Raaciora Branch 5 Ip. 29701 076 29701 120 


8504080363 Summarizes 850321 meeting w/util in Arlington, TX lo review plan for staff- 
ing emergency response facrlily In event of accident.per NUREG 0737, Suppi I. View- 
graphs en.d 

mart IN, RD Region 4, Office of Director 85/04/02 GRIFFIN, JM. Arkansas Power 
& Light Co 16pp 29685 067-29685 082 


8504090191 Responds to Generic Ltr 84-24 re environ qualification documanlation 
revorification Qualification documentation available for all equipment idenllfied In 
10GFfl50 49 lists SSER 4 {NUREG-0043) demonstrated compliance w/10CFn60 49 
WILLIAMS.J.W Florida Power & Light Co IEB-82 04 85/04/02 THOMPSON.H L Di- 
vision of Licensing 3pp 29700 251-29700 253 
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8504090235 NUREG 1087 FINAL ENVIRONMENTAL STATEMENT RELATED TO THE 
OPERATION OF VOGTLE ELECTRIC GENERATING PLANT, UNITS 1 AND 2 Docket 
Nos 50 424 And 50 425 (Georgia Power Company) 

* Division of Licensing 85/03/31 461pp 29748 035 29749 1 35 

8504090251 Forwards Rev 0 to ES-84 07, ’‘Fort Calhoun Station Reg Guide t 97, Rev 2 
Response,” per SuppI 1 to NUREG 0737 (Generic Ur 82-33) & util 830416 commit- 
ment 

ANDREWS, RL Omaha Public Power District LIC85 1t7 85/04/01 DENTON.HR 
Office of Nuclear Reactor Regulation, Director 1p 29699 103-29699 244 

-•8504090255 ES 84 07 ROO Rev 0 to "Fort Calhoun Station Reg Guide 1 97,Rev 2 Re- 
sponse " 

’ Omaha Public Power District 85/03/31 61 pp 29699184-29699 244 

8504090260 Clarifies position on implementalion o1 NUREG 0737, Items II K 3 21, "Re 
start of Core Spray" & II F 1 5, "Containment Water Level Monitor ” Rationale & justi 
fication for torus water level indication sys configuration provided 
FIEDLER, P B Ger^eral Public Utilities Corp - GPU Service Corp 85/04/03 
EISENHUT.DG Division of Licensing 2pp 29699 125 29699 126 

B504090265 Discusses technical changes to 830309 lustification lo exclude Gallon 
crane from consideration of cranes capable of carrying heavy loads, per NUREG 061 2 
& Generic Ltr 81 07 

HINTZ,DC Wisconsin Public Service Corp NRC 85-70 85/04/04 Office of Nuclear 
Reactor Regulation, Director 2pp 29699 123 29699 124 

8504090323 Grants 840531 request for variance from NUREG 0737, Item II F 1 require- 
ment re isokinetic sampling Variance acceptable provided fisted conditions met 
STOLZ.J F Operating Reactors Branch 4 05/03/27 CROUSE, R P Toledo Edison 
Co 2pp 29764 125-29754 126 

8604090456 NUREG/CR-4174 ROCK MASS SEALING - EXPERIMENTAL ASSESS 
MENT OF BOREHOLE PLUG PERFORMANCE Annual Report, Juno 1083 • May 1984 
DAEMEN.J J , GREER, W B , ADlSOMA,G S Arizona, Univ of, Tucson, AZ FIN B- 
6627 85/03/31 Division of Radiation Programs & Earth Sciences (post 840429) 
3B4PP 29739 193 29740 215 

8504090471 Summary of 050304 meeting w/ulil on site re util program for upgrading & 
clarifying Tech Specs 

WIGGINTON.D L Operating Reactors Branch t 05/03/25 Operating Reactors 
Branch 1 3pp 29744 313-29744 315 

6504100132 Discusses review & approval of revised core damage procedure, per 
NUnEG-0737,ltem II B 3, "Post-Accident Sampling Sys" Remaining open criterion 
satisfied 

VARGA, S A Operating Reactors Branch 1 85/03/26 MCDONALD, RP Alabama 
Power Co 3pp 29774 351-20774 353 

8504100151 Advises of complotlon of review of 050220 schedule for reactor vessel 
level sys completion, per NUREG-0737 Item IIP 2 Proposed schedule to complete 
reedeo inatallalions during refueling outages acceplabto 

LAIN AS, G C Assistant Director tor Operating Reactors 05/03/21 MCDONALD. R P 
Alabama Power Co 3pp 20764 361-29764 363 

8504100200 Application for amend to License DPn-72, consisting of Rev 0 to Tech Spec 
Change Request 133, proposing requirement for post accident sampling sys & auto 
mated isotopic monitoring sys, per NUREG-0737, Items tl B 3 & II F 1 2 Pee paid. 
WESTAFER.G R Florida Powor Corp (subs Florida Progress Corp) GL-83 37 65/ 
03/29 OENTON.H R Office of Nuclear Reactor Regulation, Director 5pp. 29729 340 
29729 345 

8504 1002 19 Informs of Intent to apply previously approved QA program to Iran^ort & 
packaging of radwaste malls per 10CFfl71 101 Program accepted via SSER 6 
iNUREG-0787).Chaptor 17 

COOK.KW Louisiana Powor & Light Co W3P85 0624 85/04/01 Office of Nuclear 
Material Safety 8 Sqfoguards, Director 2pp 29729 350-29729 351 

8504100336 Discusses util 050325 hr IndtcnlJng that LER would be forwarded re late 
submittal of Info on 1084 personnel exposure Detailed review of NUREG-1022, SuppI 
1, Section II, Item 2 0 indicates LER submittal not required 

SHtFFERJ D, Pacific Gas & Electric Co DCL-S5-135 85/03/29 MARTIN.J 0 Region 
5, Ojfice of Director Ip 29750-241-29768 241 

8504100499 Forwards util comments on facility prossuihzed thermal shock 
study Requests that document be placed In PDR w/oxisting filo on Unresolved Safety 
Issue A.49 NUREG/CR-3035 end 

SHOTKIN.L M Reactor Systems Research Branch 85/03/20 BAILEY, I K Record 
Services Branch (Document Control Desk) 22pp 20770 001-29770,022 

. 8409260642 NUREQ/CR.3035 DRFT DRAPT THERMAL-HYDRAULIC ANALYSES OF 
OVERCOOLINQ SEQUENCES FOR HB ROBINSON UNIT 2, PRESSURIZED THER- 
MAL SHOCK STUDY 

FLETCHER, C D EG&G, Inc. FIN A 6047 E6G.2336. 64/00/31 NRC - No Detailed 
Affiliation Given 320pp 20770 023-29771 008 

8504100701 Summary of CRGR Meeting 73 on 050312 re proposed Rev 1 to SRP 
13 5 2, "Operating & Main! Procedures,” to Implemenl NhC positions in NUREG- 
0737, SuppI 1 List of atlendoos end 

STELLO.V. Committee lo Review Generic Requirements GL'82-33 85/03/26 
DIRCKS.WJ. Office of the Executive Director for Operations 3pp 29764-108- 
29764:190 

8504100737 Advises lhat, based on Div of Licensing roanalysis of records & reviews re 
NEDE-23785-1,foos still appropnale for Vol III Paymant requested by 850402 
MILLER.WO License Foe Management Branch 05/03/26 PFEFFERLEN.H.C Gen- 
eral Eledric Co 3pp 20764-316 29764 317 

8S04110030 Forwards SSER 9 (NUREG 0797) re operation of plant SuppI addresses util 
analyses supporting request for amend to FSAR lo eliminate commitmenl for quafilica 
lion of coatings Inside reactor containment bldg W/o end 

NOONAN.V.S Division of Licensing 05/04/03, SPENCE,M D Texas Utilities ElecUic 
Co (formerly Texas Utilities Generating Co ), 4pp 29769 203-20789:296 

0504110103 Forwards Insp Ropl 50-344/80 00 on 850211-15 & notices of violation & 
deviation Results of insp in areas ro administrative controls discussed 
KIRSCH.O F Region 5, Office of Director 86/03/22 WITHERS.8 D Portland General 
EtactricCo 4pp 29777,300-29777 334 


-8504110112 Notreo of deviation from insp on 05021 1 15 
YOUNQ.T Region 5, Offico of Director 85/03/22 Ip 29777 312-29777 312 

-8504110110 Insp Repl 50 344/85 08 on 850211 15 Violation & deviation noted testing 
& installation section of mainl request forms loft blank & unsigned after complelion of 
quality related mainl & work on MR 84-1 136 beyond instruction scope 
YOUNG, T, 0UBDOIN.JF . CREWS.JL Region 5. Offico of Director 65/03/14 22pp 
29777 313 29777 334 

6504110165 Forwards addendum to mlerim finding on otfaite radiological omergoncy ro 
sponso plans resolving all NUREG 0654 FEMA-REP-1,Rov 1 planning Glemonls re olf- 
site radiological emergency pfannrna 

KRIMM.RW Fedoral Emorgency Management Agency 85/{l4/09 JORDAN, E L Divi 
Sion of Emergency Preparedness & Engineering Response (Post 830103) 3pp 
29766 040-2 9766 042 

8504110182 Informs of further delay in response to Questions 12 & 13 of SCR re plnnt 
specific ATOG procedures generation package Due to delay in preparation of EPRI 
steam genorator tube rupture analysis, response now expected by Aug 1985 
HUKILL.H D Genera! Public Ultlilies Corp GPU Seivice Corp 521 1 85 2062 65/04/ 
04 STOLZ.J F Operating Reactors Branch 4 Ip 29766 108-29766 108 

6504110287 Forwards Insp Repts 50 315/85 09 & 50 316/05 09 on 850212-0318 No 
noncomplrance noted 

SHAFER.WD Region 3, Office of Drrec tor 85/04/01 DOLAN.J E American Electric 
Power Service Corp DOLAN, JE Indiana & Michigan Eloclric Co 2pp 29768 303- 
29768 310 

-6504110294 fnsp Repts 50-315/85 09 & 50 316/85-09 on 850212-0318 Ne noncom- 
plfance or deviations noted Major areas Inspected previous insp findings, operalional 
aafety.LERsJE bulletins & circulars & NURE(j 0737 

WRIGHT, GC. Region 3. Offico of Director, 50-316/85 09 05/04/01 14pp 

29768 305 29780 318 

6504110437 Forwards draft SER ro procedures gonoralion package tor emarnency op 
arating procedures, submitted on 84002G Response to open items requestad lo facllt 
tata NRC review & util 650930 schedule for Implementation of procoduros 
SCHWENCER.A Licensing Branch 2 85/04/01 FARRAR, D L Commonwealth Edison 
Co 14pp 29700 101 29790114 

8504110626 Requests lhat within 30 days Protect Manager E Sylvoslor be provided w/ 
schedule for submittaf of supplement al datailod contrd room design review summary 
repl responding to end 64 1228 in progress audit re NUREG 0737,SupE>l 1 
vAsSALLO.Ob Operating Reactors Branch 2 05/03/20 PILANT.JM Nobrasko 
Public Power District 3pp 29781 321-20781 339 

8504110636 Forwards safety evaluation ro SPOS compliance w/Genoric Llr 02-33 & 
NUREG 0737Jlem I 0 2 Concerns expressed re adequacy of radiation dala & display 
format clutter AddI info ro Isrolatlon devices raquosted within 60 days 
VASSALLO.DB Operating Reactors Branch 2 GL-02-33 65/03/21 

HARRINGTON, W D. Boston Edison Co 2pp 20781.340 20781 350 

-8604110642 Safety evaluation re SPDS compliance w/N UR EG-0 737. SuppI 1 Con 
corns expressed ro adequac)/ of radiation data & display format clultorAddl Info ro 
isolation devices bolween SPDS & safety sys requested within 60 days 
* Offico of Nuclear Reactor Regulation, Director 85/03/21 9pp 29781 342 
29781 350 

8504120008 Responds to NRC 850228 Hr ro violations nolod in Insp Repts 50 352/85 
02 & 50 353/85 01 Corrective actions inoperable status of loose parls monitoring sys 

B roper ly fogged & control room vent sys blocking soquoncos being revised 
ALTROFF.SL Philadelphia Electric Co 86/03/20 STAROSTECKI.R Region 1. 
Office of Oiroctor 5pp 29704 270 29784 203 

8604120031 Generic Llr 85 02 to all PWR llconsees & appileanta, holders of CPs & Fort 
SI Vrain re recommended actions stemming from NRC integraled program for rosolu 
tion of unresolved safety issues re sloam generator lube integrity Sve list end 
THOMPSON, HL Division of Licensing Q6/04/17 Yankee Atomic Electric Co 127pp 
29953 071-29953 262 

8504126170 Submits addi info requested In 850400 lelcon re conclusion lhat no signifi- 
cant hazards associated w/requested schoduto change for Initial ope rabidly of 
SPDS Change requires no rev to operating Itmlts, procoduros or solpolnts 
KEMPEn.J.S Philadelphia Electric Co 66/04/09 DENTON, H,R Office of Nuclear Re- 
actor Regulation, Director 5pp 20703 166 20786 170 

6504120182 Responds lo FOIA request for Caseload Forocnsl Panel files in Ofc of Ro 
source Mat Forwards listed documents Documents also available in PDR 
FELT0N,JM Division of Rules and Records 84/06/06, KILLEFER.C Shaw, Pittman, 
Potts 8 Trowbridge 2pp 30300 003-30303 129 

-6504120228 Forwards updated const status ropls as of 8312311 for LaSalle Unit 
2,Brypn Units 1 & 2 & Braldwood Units 1 & 2 Info for inclusion In NUREQ-0030 
PETERSON, EM Commonwealth Edison Co 84/01/30 HARTFIEL0,RA fnformalfon 
Systems Branch 6pp 30318 170 30318 174 

-6504120267 Forwards updated const status repts as of 831231 for Walls Bar Units 1 
& 2 & Belle fonle Units 1 & 2 Info for inclusion in NUREG 0300 June 1084 & Doc 1005 
fuel toad dates for Watts Bar Units 1 & 2,respoctivoly 

MILLS.L.M Tonneaseo Valley Authority B4/01/24 Informnlion Systems Branch 9 pd 
30318-175 30310,183 , 

-8504120279 Forwards updated const status rapt as of 840331 Info lor inclusion In 
NUREG 0030 Const completed 8 fuel loading commenced 

CURTIS, NW Pennsylvania Power & Light Co PLA-2160 84/04/OS HARTFIELD.R A 
Office of Resource Management, Director. 3pp 3031 8’ 187-30316 109 

-0604120288 Forwards updated consi status repla as of 040331 for Walls Bar Units 1 
& 2 & Bellefonte Units 1 & 2 Info for Inclusion in NUREG-0030 
MILLS.L M, Tennessee VaHey Authority 84/04/25 Information Systems Branch Odd 
30318-195 30318 203, 

-8504120934 Forwards updated const status r^t as ol 040331 Info for inclusion in 
NUREG 0030, Unit 1 const 83 4% completed Target dale for fuel load remains at 
860103 

HALL.DP Illinois Power Co. 0082-L 04/05/02 HARTFIELO.R.A Information Svstoma 
Branch, 5pp 30318 210 30318 214 ^ 
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-6SO412033B Forwards iipdatocJ const status ropt as of 040324 for inclusion in 
NUREG 0030 UnH 1 1uol load data schodulod tor Apr 1995 Com msrcrat operation 
pfannod for Doc tgaS Unit 2. cancofod on 840105 

BOOKER, JE Gulf Slalos UtililiQS Co RBG 17,580 64/04/16 HARTFIELO.RA Infor^ 
mahon Systems Branch 5pp 303IB 215 30318 219 

‘•B604 120340 Forwards updnlod const status repts as of 640419 for LaSalle Unit 
2,0rvon Units 1 & 2 & Braidwood Units 1 & 2 Inlo lor inclusion in NUREG 0030 
PETERSON, EM ConimDnwoallh Edison Co 84/04/19 HARTFIELD.R A Ofhce of 
Resourco Managomont, Director ilpp 30318 220 30316 230 

••8604120359 Forwards updated consl status ropts as of 821201 Inlo for inclusion tr^ 
NUREG 0030 

QECKWAN.BA Southern Colilornia Edison Co 02/12/03 HARTFIELO.R A Informa- 
tion Systoms Gronch 3pp 30318 257 30318 259 

”8504120371 Forwards updated const status ropt as of 820930 Inlo for inclusion In 
NUREG 0030 

aMlTH.JL Long Island Lighting Co SNRC-784 62/10/29 Information Systems 
Branch Opp 30319 285 30310 287 

* 8504 120375 Forwards updated const status rapt as of 030930 info for inclusion in 
NUREG 0030 Rolaled info end 

SMITH, JX Long Island Lighting Co SNRC 9/7 B3/11/07 rnformation Systems 
Branch 4Dpp 30317 050 30317 097 

”8S04 120377 Forwards annotated cojfocted const status repis as oi 620930 Info tor In- 
clusion m NUREG 0030 

GOLDBERG.JH Houston Lighting & Power Co ST HL-AE 900 82/10/27 

HARTFtELD.R A, Information Syaioms Branch 6pp 30318 260-30318 273 

-•9504120386 forwards updated consl status ropt as of 620930 Info for inclusion In 
NUREG-003Q 

UHRIG.RE Florida Power & Light Co L 62-457 82/10/27 HARTFIELD.R A Informa- 
lion Systems Branch fipp 30318 274-30310 276 

-85041203'95 Forwards updated const status repis as of 020930 Info for Inclusion In 
NUREG-0030 Unit 1 has loaded fuel & in operations startup mode 
CURTIS, N W Pennsylvania Power A Light Co PLA-1401, 82/1 1/16 HARTFIELD.R A 
Information Systems Branch 5pp 30318 276-30318 260 

-66041S04D8 Forwards updated const status repis as of 820930 Info for Inclusion in 
NUREG 0030 

BOUCHEViQ D Washington Public Power Supply System 82/10/25 

HARTFtELD.R A Info rmahon Systems Branch 5pp 3031&2C6-30318 290 

”6604120412 Forwards updated const status ropta as of 830630 Info for inclusion tn 
NUREG 0030 

ZIMMER MAN>SR Caroiina Power & Light Co LAP 03-349 83/07/29- 

HARTFtELO.RA Infomnnlion Systoms Branch 5pp 30318 0D2 30318 006 

”8504120422 Forwards updated consl status ropts as of 830630 Info for Inclusion In 
NUREG 0030 

BOOKEnjE Gulf States UliiilLoa Co RBQ.15.4B6 83/07/15 HARTFIELD.R A Infor- 
mation Systems Branch 5pp 30318 007 30318 011 

”0604120424 Forwards updated consl status repis as ol 030630 for LaSallo Unit 
2, Byron Units 1 & 2 & Broidwcod Units 1 A 2 Info lor inclusion In NUREG 0030 Rolal 
ocf dacumontation also enci 

PETERSON, EM Common weallh Edison Co 03/07/26 HARTFIELD.R A Inlormalton 
Systems Branch 300pp 30316 291 30319 130 

-0BO4120426 Forwards correcled pagas from Oct 1082 consl status ropl for updalo of 
NUREG 0030 through Third Quarto r 1983 Dec 1902, Mar, Juno & Sepi 1903 repis not 
yot received 

GOLDBERGJH Houslon Llghimg & Power Co STHL-AE-t021 83/10/31. 
HARTFIELD.R A Office ol Resourco MananGmont, DJreclor 6pp 30301 254 
3D301 259 

-6504120439 Forwards updated const status ropts as of 030731, tnfo for inclusion In 
NUREG 0030 

SHIELDS, SW Public Service Co of Indiana, Inc SVP0126 03 83/09/15 

HARTFIELD.R A Information Syglo ms Branch 5pp 30316 019-30318 023 

-6504120444 Forwards updalod const aialus repis as of B30630lnto for inclusion in 
NUREG 0630 

TUCKER, MB Duke Power Co 63/08/16 Information Systems Branch 5pp 
30318 024-30310 029 

-0504150030 Forwards updated const status ropts as of 630630 for Walts Bar Units 1 
& 2 & Bollelonie Units 1 & 2 Info for inclusion in NUREG 0630 
MILLS, L M Tennossoo Valtoy Authority 03/07/20 Inlormalion Systems Branch 5pp. 
00318 020-30318 033 

-8504160048 Forwards updated const status repts as ol 830930 for LaSalle Unit 
2.Byron Units 1 & 2 & Braidwood Units 1 & 2 Into for inclusion in NUREG 0030 
PETERSON.EM Comrronwoallh Edison Co 63/10/27 HARTFIELD.R A Information 
SyslefTis Branch Opp 30318 042-30318 050 

*•8604150069 Forwards updated consl status ropts as of 630925 Info for Inclusion In 
NUREG 0030 

TUCKER, HB Duke Power Co B3/11/15 Information Systems Branch. 5pp 
30318054 30316 059 

-0504150062 Forwards updated consl status repts as of 630630 Info for Inclusion In 
NUREG-0030 

aOUCHEY.G D Washington Public Power Supply System Q 02-03-95 1 63/07/25 
HARTFIELD.R A Information Systems Branch 8pp 30306 307 3030S 314 

-8504160100 Forwards updated const slalua ropts as of 830930 Into for inclusion In 
NUREG-0030 

ZIMMERMAN, S,R Carolina Power & Light Co LAP83 491. 83/10/21. 

HARTFIELD.R A Information Systems Branch 5pp 30318 064 30318 060 

-8504160143 Forwards updatod const status repis as of 830930, Info for Inclusion In 
NUREG-0030 Unit fuel load currently prajecled For Apr 1085 w/commerctal operation 
by Dec 1985 Unit 2 remains "not scnoduled ’’ 

BOOKER, JE Gulf States Utilities Co RBG 16,172 93/10/14 HARTFIELD.R A Inter 
mation Systems Branch, 5pp 30318 091-30316 005 


-B5041 50160 Forwards updated const status repl Info for inclusion m NUREG 0030 W/ 
o end 

THRASH.H O Alabama Power Co 79/08/07 LOVELACE, W H NRC No Detailed Af- 
filiation Given 1p 30325 144-30325 144 

”0504160162 Forwards annotated corrected pages to Oct 1982 const status repis up- 
daf/ng NL/REG-0030 thfough Third Ouarter t983 

GOLDBERG.JH Houstonlighling & Power Co 83/10/31 HARTFIELD.R A Informa 
Hon SystGrrvs Branch 6pp 30310 092 30318 097 

”8504160166 Forwards updated const status ropt as ol 821231 Info for inclusion in 
NUREG-0030 

CURTIS.NVl/ Pennsylvania Power & Light Co PLA-1540 83/02/24 HARTFIELD.h A 
Information Systems Branch 3pp 30325 150-30325 152 

”8804160167 Forwards updated const status repis as of 830930 Info lor inclusion in 
NUREG 0030 

CURTIS, NW Pennsylvania Power & Light Co PLA-1951 83/11/14 HARTFIELD.R A 
Info rmalion Systems Branch 3pp 30318 098-30318 100 

”0504150169 Forwards updated consl status repis as of 821231 info for inclusign in 
NUFfEG'0030 

GOLOBERG.J H, Houslon Lighting & Power Co ST HL-AE-932 63/0 1/2B 

HARTFIELD.R A Information Systems Branch Opp 30325 153-30325 15B 

--BS04 150172 Forwards updated consl status repts as of 831231 Info for inclusion In 
NUREG 0030 Unit 1 const 82 6% completed Targel date for fuel load remains at 
860103 

HALL, DP Illinois Power Co 0982 1 84/01/26 HARTFIELD.R A Info rmalion Systems 
0rar\ch 5pp 30316 101-30318 105 

”8504150173 Forwards updated const status rept as of 821231 Info for inclusion In 
NUREG 0030 

SMITH.JL Long Island Lighling Co SNRC-e27 03/01/27. Information Systems 
Branch 3pp 30325 1 59 30325 161 

”6604150177 Forwards updated consl status repts as of 821231 Info (or inclusion In 
NUREG-0030 

BOOKER.JE Gulf Slates Utilities Co n&G-14,139 83/01/14 HARTFIELD.R A Inlor 
mahon Systems Branch 0pp 30325 162-30325 170 

”6504150178 Forwards updated const status repts as of 831231 Into for inclusion in 
NUnEG.0030 

TUCKER.H B Duko Power Co 84/02/20 Information Syaioms Branch 5pp 
30316 106 30318 110 

”0504150191 Forwards updated consl status repts as of 830130 Info for inclusion in 
NUREG 0030 

SHIELDS.SW Public ServJco Co of Indiana. Inc SVP 0017-63 63/03/14 

HARTFIELO.R A, Information Systems Branch 3pp 30325 179-30325HG1 

--9504160193 Forwards updated const status repts as of 831231 fnfo for Inclusion In 
NUREG 0030 Unit 1 fuel load dale currently prolocted for Apr 1985 Commercial opor- 
a lion scheduled for Dec 1965 Util voted on 840105 not to build Unit 2 
BOOKER.JE Gulf States Ulililies Co 84/01/13 HARTFIELD.R A Information Sys 
toms Branch 5pp 30318 111 -3031 8 115 

”8504150197 Forwards updated const status repts as of 830101 info (or inclusion in 
NUREG 0030 Unit 1 fuel toad date advanced to B40Q01 Unit 2 target fuel load date 
remains at 080401 

CLAREY.JJ Philadelphia Electric Co 83/01/28 Information Systems Branch 7pp 
30325 162-30326 188 

-0504160200 Forwards annotated corrected pages to June 1992 consl status repis up- 
dating NUREG-0030 through Fourth Quarter 1983 

GOLOBERG.J H Houston Lighting & Power Co STHL-AE 1050 64/02/29 

HARTFIELD.R A Information Systems Branch Opp 30318 1 16 3031 8'iai 

”0504150204 Forwards updalod const status repts as of 621231 for LaSailo Unit 
2,Byron Units 1 & 2 & Braidwood Units 1 & 2 Info (or inclusion in NUREG-C)030 
PETERSOM.EM Commonwealth Edison Co 83/01/26 HARTFIELD.R A Information 
Systems Branch 11pp. 30325 189 30325 199 

”8504150203 Forwards updated const status rept as of 830930 Info (or Inclusion In 
NUnEG.0030 

COOK.KW Louisiana Power & Light Co W3P83-3530 83/10/20 Informalion Sys 
(oms Branch 4pp 30318 J 27-303 18 130 

”8504150216 Forwards updated consl status repts as of 830930 for Walts Bar Units 1 
& 2 & Bollafonto Units 1 &. 2 1r)fo for inclusion in NUREG 0030 
MILLS.LM Tennessee Valley Authonly 83/10/21 Informalion Systems Branch 5pp 
30318 131-30318 135 

-8504150219 Forwards updalod const status repts as of 821231 Info For Inclusion In 
NUREG 0030 

ZIMMERMAN.SR Carolina Power & Light Co. 83/01/27 HARTFIELD.R A Informa- 
tion Systems Branch 5pp 30325 203-30325 207 

-8604160224 Forwards updated const status repts as of B21231 Info for mcliisior^ in 
NUREG 0030 Unit 1 const 07% complete Target date of 040103 (or fuel load un- 
changed 

RASHO.RP lllmois Power Co 83/01/26 HARTFIELD.R A Information Systems 
Branch 6 pp. 30325 208 30325 213 

-0504150226 Forwards updated const status repl as of 831231 Info for inclusion In 
NUREG-0030, 

COOK.K.W Louisiana Power & Light Co W3Pe4-0l71 84/01/25 Information Sys 
toms Branch 4pp 30318 136-30316 139 

-8504150229 Forwards updated const status rept as ol 83 1231 .Info for inclusion in 
NUREG-0030. 

CURT IS, N W. Pennsylvania Power & Light Co PLA-2079 84/02/14 HARTFIELD.R A 
Information Syslems Branch 3pp 30318 140-30318,142 
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■8504150234 Forwards updated const status repls as of 821231 for Walts Bar Units l 
& 2 & Bellefonte Units 1 & 2 Info for inclusion in NUREG 0030 
MILLS.LM Tennessee Vattoy Authority 83/01/21 Information Sysloms Branch 
I6pp 30325 214 30325 229 


■8504150465 Forwards updated const status repts as of G30331 for inclusion in 

zJmJJeRMAN.S R Carolina Power & Light Co LAP 03 160 83/05/04 

HARTFIELD.R A Informalion Sysloms Branch 5pp 30326 046 30326 050 


■8504150249 Forwards updated const status repls as of 821231 Info for inclusion in 
NUREG 0030 Fuel load target date lor Catawba Unil 1 Way 1984 
tucker, HB Duke Power Co 83/02/03 Information Systems Branch lipp 
30325 231-30325 241 


•>8504150297 Forwards updated const status rept as of 820930 Info for mctusion in 
NUREG 0030 

MAURIN,L V Louisiana Power & Lighl Co W3P82-3108 82/09/30 Information Sys 
terns Branch 4pp 30325 245-30325 248 

-8504150300 Fon«ards updated const status rept as of 821231 fnfo for inclusion in 
NUREG 0030 

MAURIN.lv Louisiana Power & Light Co W3P83-198 Q3/02/07 Information Sys- 
tems Branch 4pp 30325 249 30325 252 

-6604150305 Fonvards updated const status rept as of 830630 Info for inclusion in 
NUREG 0030 

DRUMMOND, FJ Louisiana Power & Light Co W3P83 2392 83707/25 Information 
Sysloms Branch 4pp 30325 263 30326 266 

-6504150324 Forwards updated const status repls as of 820930 Info for inclusion in 
NUREG 0030 Unit 1 fuel load dato projected for Apr 1985 w/commercial operation by 
Doc 1985 Unit 2 remains unscheduled 

BOOKER.JE Gulf Slates Utilities Co RBG-1 3,550 82/10/13 HARTFIELD.RA Infor- 
mation Systems Branch lOpp 30325 280 30325 284 

-6504150333 Forwards updated const status rept as of 821029 Info for inclusion m 
NUREG 0030 

MOORE.FK Virginia Power (Virginia Electric & Power Co) 82/10/27 
HARTFIELO.R A Information Systems Branch 3pp 30325 289 30325 291 

••B504150343 Forwards updated const status rept as of 820930 for inclusion in NUREG- 
0030 

COUNSIL.WG 'Northeast Nuclear Energy Co (subs of Northeast Utflilies) 
COUNSIUWQ Northeast Utilities B10580 82/10/06 Information Systems Branch 
3pp 30325 296-30325 298 

-B604 150357 Forwards updated const status repts as of 820930 for inclusion m 
NUREG 0030 ^ , . , „ ^ « 

TUCKER, HB Duke Power Co 82/10/29 Informalion Systems Branch 3pp 
30325 304-30325 306 

-8504150368 Forwards updated consl status repts as of 021001 for Inclusion in 
NUREG 0030 Unil 2 fuel load dato currently under review due to ruling to defer/ 
cancel facility by Pennsylvania Public Util Commission 

CLAREY.JJ Philadelphia Electric Co 82/10/19 Inlormation Systems Branch 5pp 
30325 307 30326 311 


-6604150370 Forwards updated consl status repts as of 020930 tor inctusien in 
NUREQ-0030 

ZIMMERMAN.SR Carolina Power & Light Co 02/10/20 HARTFIELD.RA Informa 
t!on Systems Branch 7pp 30325 312 30325 010 

-6504150377 Forwards updated const status repts as of 020930 tor Inclusion in 
NUREG 0030 Unit 1 const estimated at 05 0% compteta w/fuol load targeted tor 
840103 

RASHO.RP Illinois Power Co 82/10/25 HARTFfELD,RA Informalion Systems 
Branch 6pp 30325 319-30325‘324 


-8504150457 FgrwdicJs updated const status rent as of 830331, for inclusion In NUREG- 
0030 Current project schedule incficatos fuel load of Jan 1984 Commercial oporalJon 
projected for Aug 1964 

HALL DP Illinois Power Co 0982-L 03/04/10 HARTFIELD.RA Information Systems 
Branch 6pp 30326 051 30326 056 

“8604150469 Forwards updated consl status repts for McGuiro Unit 2, Catawba Umis 1 
& 2 & Cherokee Unit 1 as of 030331.per NUREG 0030 Rapt last update lor McGuiro 
Uni 2 due to receipt of OL on 630303 Cherokee Unit 1 canceled on 030429 
TUCKER.HB Duke Power Co 83/06/12 Information Systems Branch 9pp 
30326 057 30326 065 

-6504150463 Forwards updated const status repts for LaSalle Unit 2, Byron Units 1 & 2 
& Braidwood Units 1 & 2 as of 83033!, for inclusion m NUREG 0030 
PETERSON.E M Commonwealth Edison Co 83/04727 HARTFIELO.R A Informalion 
Sysloms Branch 9pp 30326 069 30326 077 

-6504 150466 Forwards updated const status repts for Watts Bar & OolJefonto Nuclear 
Plants as of 830331 .for Inclusion in NUREG 0030 

MILLS.LM Tonnosseo Valley Authority 03/04/21 Enformation Systems Branch, 5pp 
30326 078 30326 082 

—6504160063 Forwards updated const status rept for Unit 1 as of 800201 Correction of 
discrepancies In 800106 rept also end Info lor inclusion In NUREG 0030 Fuol load 
date changed from Juno 1080 to Sopl 1900 Unit 2 schedule under review 
SMITf-I.OH Commonwealih Edison Co 80/03713 LOVELACE.WH NRG - No Do 
tailed Affiliation Given 2pp 3033 3 236 30333 237 

-•8504160070 Forwards updalod consl status repts for LaSalle Units 1 & 2 & 

Units 1 & 2 as of 791231 for Inclusion in NUREG 0030 Status of Braidwood Units 1 & 
2 romair>s unchanged _ „ 

SMITH, DH Commonwealth Edison Co 80/01/08 LOVELACE.W.H NRC • No Do- 
latlod Affiliation Given 7pp 30333 230 30333 244 

-8504160278 Forwards updated const status repls as of 830930 Info for Inclusion in 

NUREG 0030 

GOLDBERG, JH Houston Lighting & Power Co ST-HL-AE-1021 03/10/31 

HARTFIELO.R A Information Systems Branch 6pp 30341 336 30341 341 

8504120201 Forwards Insp Repts 50 390/05-00 & 50 391/85 08 on 850121-0228 No 
violations or deviations noted ^ 

VERRELLI.OM. Region 2. Office of Direefor 85/03/20 PARRIS, HG Tannossoe 
Valley Aulhority 2pp 29797 327-29797 359 

-8504120208 Insp Repts 50-390/05 08 & 50 301/05-00 on 850121-0220 No violalions 
or deviations noted Major areas inspected ficonaoa action on previous enforcomonl 
maltcrs.TMl actions Hems & closeout of IE bulletins 

SHYMLOCK.M B . HOLLAND.WE . CALDWELL, C W Region 2, Office of Director 50 
391/85 00 85/03/28 31pp 29707 329 29797 359 

6504120324 Forwards prioritization ovaluafion of Geroftc Isauo 55. "Failure of Class IE 
Safely Related Swttcngoar Circuit Breakers to Close on Oemanef" Priority ranking of 
"DROP" approved Evaluation will bo incorporated into NUREG 0933 
DENTON, HR Oflico of Nuclear Reactor Regulation, Director 05/03/27 

BERNERO.R M Division of Sysloms Integration (post 011005) lOpp 29705 055- 
20705 064 


”8604150390 Forwards updated consl status repls for LaSalle Units 1 & 2, Byron Units 
1 & 2 & Braidwood Units 1 & 2 as of 020930 (or inclusion in NUREG 0030 
PETERSON.E M Commonwealth Edison Co 02/10/27 HARTFIELD.RA Information 
Systems Branch 9pp 30325 338-30325 346 

■■8504150400 Forwards updalod const status ropts for Walls Bar Umis 1 A 2 & Bello 
fonle Units 1 & 2 as of 820930 lor inctusion in NUREG 0030 Now method of calculat- 
ing porcent complete will bo implomonled by next reporting poriot! 

MILLS, LM. Tennessee Valley Aulhority 02/10/15 Information Systems Branch 5pp 
30325 347 30325 351 

-8504150414 Forwards updated const status rept as of 830331 for inclusion in NUREQ- 
OOGO.per RA Hartfield 81 1030 request 

MAURIN.LV Louisiana Power & Light Co W3P83-1136 03/04/22 Informalion Sys- 
tems Branch. Qpp 30325’356*3032^363 

- 8504160423 Forwards updated consl status ropt as of 830331 for inctusion in NUREG- 
0030 

CURTIS.NW Pennsylvania Power & Light Co PLA 1636 83/04/22 HARTFIELD.RA 
Information Systems Branch 3pp 30326 006-30326’008 

-8504150420 Forwards updalod consl status ropt as of 830331 for inclusion in NUREG 
0030 

UHRtG.RE Florida Power & Light Co L 03 279 83/05/03 HARTFIELD.RA Informa 
lion Systems Branch 2pp 30326.009-30326 010, 

-8504150429 Forwards updated const status repts as of 830331 for inclusion in 

GOLDaE^f?GJ.H Houston Lighllng & Power Co STHL-AE-953 83/04/29 
HARTFIELO.R A Informalion Systems Branch 6pp, 30326 01 1-30326 016 


8504160227 Responds to 841001 requost lor Tech Spec changes to document require- 
ments re shift manning overtime limits.fai lures & challongos to prossurlzer PORV & 
safely valves, per NUREG 0737 & Generic Lirs 02-16 & 03*37 
WESTAFER.GR Florida Power Corp (subs Florida Progress Corp ) SF04B5 07 85/ 
04/09 STOLZ,J F Operating Reactors Branch 4 3pp 29799 055 29709 057 

0504150292 Informs Ihnl all Horns scheduled for completion during 1084 refueling 
outage & items addressed in Foolnolo 18 of ulil 840531 Ur complotod.por Supp) 1 to 
NUREG 0737 & Rev 2 to Reg Guide 1 97. 

COUNSIL.WG Connecticut Yankee Atomic Power Co A02959 05/04/02, 

2WOLINSKI.J A Operating Reactors Branch 5 Ip 29709-281-29799 291 

8504150316 Forwards annual schedule update for commit monis ro proposed schedule 
for implemontalion of emorgency response capability require men 19 , per SuppI 1 to 
NUREG 0737, Hems 1 C 1, 1 D 1 . 1 D 2,111 A 1 2 & ILA 2 2 

WESTAFER.G R Florida Power Corp (subs Florida Progress Corp ) 3F04C5 08 05/ 
04/00 STOLZ.JF Operating Reactors Branch 4 7pp 20906.214-20006 220 

8504150334 Forwards suppI to ''Summary Rept cn Oyster Creek Control Room Dosinn 
Review," providing add! info to clarify repi Schedule extensions may bo requested for 
cerifiln commilmonts re Cycle 1 1 outage workscope 

FIEDLER, PB General Public Utititios Corp - GPU Service Corp 05/04/08 
THOMPSON, H Division of Licenslrg. 37pp 29006 163-29806 190 

6504150397 Responds to SER (NUREG- 1 031 ).Opon Items 14 1,14 2 & 14 7 SInlus of 
listed tiro protection open iloms & supporting documentation end 
COUNSIL.WG Norlhoosl Nuclear Energy Co (subs of Norlhoasl Ulililloa), 
COUNSIL.WG Norlhoasl Utillltes B11476 05/04/02 YOUNQBl OOD.Q J Licensing 
Branch 1 53pp 208Q5 336 20DO6 027 


8504160435 Forwards updated const status repls as of 830331 for Inclusion In 

NUREG 0030,in response to 811030 Hr, , ^ 

SMITH, JL Long Island Lighting Co SNRC 070 83/04/22 Information Systems 
Branch 4pp 30320 017-30326 020. 


-6504160442 Forwards updated const status reels as of 020331 for inclusion m 
NUREG 0030 Fuel load date projected (or Apr 1905 Commercial operation for Unit 1 
scheduled for Doc 1985 Unit 2 remains not scheduled r, r» a i i 

BOOKER, J.E Gulf States Utititios Co RaQ-14,829 03/04/15 HARTFIELO.R A Infer 
malion Systems Branch. 5pp 30326 026 30326 030 

-8504150461 Forwards updated const status repls as of 030430 for inclusion in 
NUREG.0030.por B30314 submittal. 

SHIELDS.S.W. Public Service Co. of Indiana, Inc SVP-0090-83 83/06/15 
HARTFIELO.R A Information Systems Branch 3pp. 30326.038 30326.040 


0504150438 Forwards Insp Rept 50 458/05 12 on 850225 0301 & notice of violation 
JOHNSON, E H Region 4, Office of Direclor 85/04/00 CAHILL, W.J. Gull Slates Ulili 
lies Co 2pp 29005 314 29006.335. 

”8504160447 Insp Repl 50 450/05 12 on 050225-030-1 Viofallon noted, missing or In 
complete mdopendent reviewer slgnoti of calculations applicable lo approved OA Cal- 
egory I design change dispositions 

MCNEILL.WM. JAUDON,JP Region 4, Of lice of Director IEB-79-06 06/04/08 
16pp 29805 318 29005 335 

8504150539 Forwards Insp Rept 50-395/85 07 on 850211-15 No violations or devi- 
ations noted 

VERRELU.DM Region 2, Office of Director 85/03/13 DtXON.O.W South Carolina 
Eloctric & Gas Co 2pp 29811 064 2901 1 079 
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*•8504150550 tnsp Rapt 50 395/B5 07 on 050211 15 No vjcilalions or deviations 
notad Maior areas inspected plant trainintj program assessment 
FALCONER, D. CHRISTENSEN.C . POERTNER.K Region 2. Oftico of Director 85/ 
03/11 14pp 29011 066 2SB11 079 

8504160036 Forwards Insp Repts 50 390/85 16 & 50 391/85 15 on 05022 5 03 01 No 
vaolaltons or daviaticns noted Emergency preparedness cfeficiencY previously identified 
not corrected Corrective actions stiould be submitted within 30 days 
WALKER, no Region 2, Ot/ice o( Director 85/03/10 PARRIS, HG Tennessee Valley 
Aulhorily 3pp 29318 3 1 2*29010 325 

-8504160051 Insp Repts 50*390/65-16 & 50 391/85-15 on 850225*0301 No- violations 
or deviations noted Major areas inspected emergency preparedness, licensee re 
s ponses & co/rcclivo aclrons re deficiencies previously Ida n lifted 
KREH.JL Regior> 2, Office of Director 50391/85-15 85/03/15 lipp 29818315 
29818 325 

8504160041 forwards "Procedures Generation Package per SuppI 1 to NUREG 
0737 & Generic Ltr 82*33 Emerge ncy operating mstruclions in end package based on 
Wes ling bouse Owners Group emergency response guidelines 
MEDFORQ.M 0 Southern California Edison Co GL 82 33 85/04/12 

ZWOLINSKIJ A Operating Reactors Branch 5 2pp 29814 228 29814 305 

”0504 160045 ‘■"Pfocedures Generatiorr Package, San Onotre Nuclear Generation Site 
Unit 1 ’■ 

* Seulhern Cafifornfa Edison Co 85/04/12 76pp 29814 230 29814 385 

8504160087 NUREG/CR-3206 TRAC PD2 DEVELOPMENTAL ASSESSMENT. 

KNIGHT,7 D , METZGER. V Los Alamos Scientific Laboratory FIN A 7016 LA-9700* 
MS 85/04/30 DiviSdon of Accident Evaluation 371pp 29835 001-29836 009. 

0504160098 NUREG/CR 39>3 HECTR VERSION 1 0 USER'S MANUAL 
CAMP,AL, WESTER.MJ, DINGMAN.SE Sandia National Laboratories RN A.1246 
SAND84*1522 85/04/30 Division of Accident Evalualton 325pp 29832 026* 

29832 353 

8504160110 NUREG/CR-3193 FORCED CONVEC7IVE,NONEQUiLIBRIUM,POST‘CHF 
HEAT TRANSFER EXPERIMENT DATA AND CORRELATION COMPARISON 
REPORT 

GOTTULA.RC, CONDlE,KG. SUNDARUM,RK EG&G, Inc FIN A-6043 EQQ-2245 
85/04/30 Division of Risk Analysis & Operations <post 840429} 562pp 29833 001* 
29834 191 

8504160276 Forwards response to NRC Question 271 1 re operability of containment 
purge & vent valves {NUREG 0737, 1 ten II E 4 2). per 8501 18 request for addi info 
COUNSIUWG , BISHOP, R W Norfheasl Nuclear Energy Co {subs of Northoast Utili 
ties) COUNSiL,WG Northeast Utitilies A04615 85/04/03 YOUNGBLOOD.a J U* 
consing Branch 1 5pp 29813 230 29313 234 

8504160307 Forwards master schedule for completion of seismic, partially tornado* 
protecled,condensate storage tank.per NUREG 0737, Item II E 1 1 
ENOS.JT Arkansas Power & Light Co 1CAN038510 85/03/29 STOLZ.JF Operat* 
ing Reactors Branch 4 2pp 29B20 286*29820 287 

8504160310 Forwards revs to FSAR Sectior^s 8,2 & B 3 re olfslte power sys & emergen 
cy switchgear bus proteclion, re spec lively, closing SER (NUREG 103l),Confirmatory 
Items 44,45,46 & 60 per J Knox request 

COUNSIL,WG Northeast Nuclear Energy Co {sobs of Northeast Utilities) 
COUNSIL,WG Northeast Utililces SI 1497 65/04/01 YOUNGaLOOD.B J Licensing 
Branch 1 18pp 29616 246 29816 263 

8504160347 forwards "Conlfol Room Design Review Summary Re pi for Shearon Harris 
Nuclear Power Plant, Unil 1," in response to SER (NUREG'1036) Open Horn 1-4 Rept 
includes plans for human factors review of SPDS 

CUTTER,AB Carolina Power & Light Co NLS65 096 86/04/09 DENTON.HR 
Olfice of Nuclear Reactor Regulation. Director 2pp 29B16 265-20B17 276 

8504160459 Forwards Insp Ropl 50 390/85*20 on 850225 0301 No violation or devi 
ation noted 

VERRELLLDM Region 2. Offico of Director 85/03/28 PARRIS, HG Tennessee 
Valley Authority 2pp 29B21 119*29821 135 

-*8504180496 Insp Rept 60 390/85 20 on 850226-0301 No violalion or deviation 
noted Major areas inspectedradiation protection, including organization & mgl, training 
& qualifications, external exposure control & personal dosimelry 
HOSEY,CM , COOPER,WT, J£NKfNS,G R Region 2. Olhce of Director. lES 70 10 
85/03/26 15pp 29821,121*29821.135 

6504169476 Responds to 650408 request for updated ltr of agree men (per emargency 
plan NRC response lo plant emergency described in Rev 1 to NUREG 0728, **NnC 
Incident Response Plan " 

HIND,J A Region 3. Oflsco of Director 85/04/12 LARSON.C.E Northern Stales 
Power Co Ip 29818.046*29818 047 

8S04160554 NUREG/CR*3fl16 V02 REACTOR SAFETY RESEARCH Quarterly 
R-^orLApril-Juna 1904 

* Sandia Nalbonal Laboratories FIN A-1016 SAN 084-1 072, 85/04/30. Division ol Ac- 
cident Evaluation 211pp 29825 153*2 9826 002 

8504160558 Concludes review of NUREG*Q737,TMI Item II E 1 1 re emergency feed* 
water upgrade Upon Inslallalion of redundant flow path from new condensate storage 
tank to emergency feedwater pump.RacommendaUon GL-2 satisfied Issues closed 
STOL2,JF Operating Reactors Branch 4. 85/84/04 QRIFflNJ. Arkansas Power & 
Light Co 2pp 29936 210 29836 211. 

8504160631 Forwards Amend 72 lo license DPR 63 & safely evaluation. Amend 
changes Tech Spec limillng conditions (or oporalton & surveilfance roqulremonla for 
emergency cooting sys & accident monitoring instrumentation 
HERMANN, R A Operating Reactors Branch 2 05/04/01. HOOTEN.BG. Niagara 
Mohawk Power Corp 2pp 29336 012*29836,029 

”6604160635 Safely ©valuation supporting Amend 72 lo License D PR-63 

* Office of Nuclear Reactor Regulation, Director 85/04/01, 4pp. 29836 026 
29636 029 

8504170004 Forwards hsp Repts 60 321/84-50 & 50*366/84*50 on 841113*16 No vio* 
lelfons or deviations noted 

BROWNLEE, Vl Regloj» 2, Office of Director 85/03/07 KELLY.RJ Georgia Power 
Co. 2pp 29840 229 29840 233, 


”8504170007 Insp repts 50 321/04 50 & 50 366/84-50 on 841113 16 No violalaons or 
deviations noted Major areas inspected organization & mgt,©xternal exposure, open 
dems & re insp of post-accident sampling sys 

PEERY.W W . JENKINS, G R Region 2. Office of Director 50-366/04-50 85/02/22 
fipp 29840 231-29840 230 

6504170005 NUREG/CR-3721 V01 PRESSURE MEASUREMENTS IN A HYDROGEN 
COMBUSTION ENVIRONMENT HYDROGEN AIR COMBUSTION TEST SERIES 1 
AND 2 IN THE FITS TANK 

ROLLERpSF Sandia National Laboratories FIN A* 1246 SAND83 2621/1 85/04/30 
Division of Accident Evaluation 59pp 29904 907-29904 362 

6504170009 Contends that w/two minor axceplions.existing Tech Spec 3/4 7 A 7 c con- 
forms w/requiraments of NUREG-0737,ltem II F i 6 re containment hydrogen monitors 
& recommendations of Generic Ltr 83-36 No further action necessary 
HARRINGTON.WD Boston Edison Co BECO 85 071 86/04/11 VASSALLO D B 
Operating Reactors Branch 2 Ip 29830 001*29830 001 

8504170152 Ack receipt of 850304 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50 338/84 06, 50 339/04-06.50 280/84*10 & 50 281/84*10 
WALKER, RD Region 2, Ottic© of Director 05/03/22 STEWART.W L Virginia Power 
(Virginia Electric & Power Co ) Ip 29839 259-29839 307 

”8504170200 Notice of deviation from insp on 840306 0405 
" Region 2, Office of Director IE8-80-05 85/02/01 Ip 29839 278-20B39 278 

”8504170276 Insp Repls 50 280/84-10 & 50-281/84*10 on 840301 31 Vrolalion 
noted Tech Spec limits on RCS cooldown rale exceeded 

BURKe,0 J, DAVIS.M J, ELROD, S Region 2. Office of Director 50-281/84*10 85/ 
02/01 Bpp, 29639 279*29039 285 

--8504170315 Insp Repls 50*330/84 06 & 50 339/84*06 on 840306 0405 Vrolation & 
deviation noted failure of valve lineup sys to ensure quality 8i failure to make Unit 2 
reactor coolant vent sys operable. 

BRANCH, MW Region 2, Office of Director lEB 83 01 85/02/01 21 pp 20039 287- 
29839 307 

8504170234 NUREG/CR 3626 V02 MAINTENANCE PERSONNEL PERFORMANCE 
SIMULATION (MAPPS) MODEL DESCRIPTION OF MODEL 
CON TENT. STRUCTURE. AND SENSITIVITY TESTING 

SIEGEL, A f , BARTTER.WD, WOLF.JJ Oak Ridge National Laboratory FIN B-0451 
ORNL/TM 9041 /V2 85/04/30 Division of Risk Analysis & Operations (post 640429) 
322PP 29902 002 29902 320 

8504170258 Board Nolification 85 037 forwards SSER 30 {NUHEG-0675) llnil 2 piping 
sys & pipe supports meet applicable licensing criteria Listed addI repts In preparation 
THOMPSON, H L Division ol Licensing 85/04/12 PALIADINO, ROBERTS, ASSEL- 
STINE Commissioners 3pp 30056 204 30056 347 

6504170365 Advises that requirements of NUREG 0737, Action llom I D 1 re controi 
room design review metMuUi Plant Actions F-OS, 1 0 1,F-71 & I D 1 2 corDploled NRC 
B40327 SER, 050326 SSER & Science Applications Inti Corp 040815 & 850304 repts 
end 

STOL2.J F Operating Reactors Branch 4 05/04/08 HUKILL.H D General Public Ulil* 
itles Corp - GPU Service Corp 21pp 29906 178*29906 242 

”8504170372 SAFI 86 557*74 R03 Rev 3 to, "Evaluation ol Detailed Conlrol Room 
Design Review Program Plan & Summary Rept for TMI-I," technical evaluation repl 
^ Science Applications International Corp (formerly Science Applications, Inc ) NRC* 
03-82 096 04/06/15 NRC - No Detailed Affiliation Given 30pp 29906199 
29906 229 

”8504170376 "Evaluation of Delailed Control Room Design Review SuppI II to Qumma 
ry Rept for TMI-1," technical evaluation rept 

* Selene© Applications Inlernatfonal Corp (formerly Science Applications, Inc) NRC* 
03 82 09 6 85/03/04 NRC - No Detailed Affiliation Given 13pp 29900 230* 
29906 242 

8604170378 Requests fee for NRC review of 840217 ^plication for amend to License 
DPR*64.proposlng Tech Spec changes for certain NUREG-0737 Hems 
DIGGS, RM License Fee Management Branch 85/04/09 MCNEILL.CA New York 
Power Authority (formerly Power Authority of the Stale ol New York) Ip 29906 177* 
29906 177 

8604170303 Forwards Amend 93 to License DPR.26 & safely evaluation Amend ro- 
V(303 Tech Specs lo incorporate requirements of NUREG 0737, Hem II B 1 re RCS 
vents to efiecliveiy vent noncondensible gases w/o increasing probabitity of LOCA 
NEIGHBORS, J 0. Operating Reactors Branch 1 05/02/20 O’TOOLE, J D Consolidat- 
ed Edison Co of New York, Inc 2pp. 29906.138 29906 150 

”8504170388 Amend 93 lo License DPR-as.revisIng Tech Specs lo Incorporate require 
monts of NUREG 0737, Hem II B 1 ro ability of RCS vents lo efiecliveiy vervt noncon 
densIblG gases from RCS w/o Increasing probability of LOCA 
VARGA, S A Operating Reactors Branch 1. 05/02/25 9pp 20900.140-29906 148 

”8504170482 Safety evaluation supporting Amend 93 to License DPR 26 
“ Offico of Nucloar Reactor Regulation, Director GL-03-37 85/02/20 2pp 
29906149-29906 160 

8504170534 NUREQ/CR-4190 FRACTURE IN GLASS/HIQH LEVEL WASTE CANIS 
TERS 

MARTIN.DM, Iowa State Univ, Ames. lA FIN B-6340 85/04/30 Division of Rad! 
ation Programs & Earth Sciences (post 840429) 81pp. Available at NRC. $4 50. 
29906 243-29906 323. 

B604170557 Notifies that audit of SPDS.per NUREG 0737Jtem I D 2 scheduled for 
850406 09 will bo rescheduled after conaullalion Estimated schedule targat is Airg 
1985 ^ 

STOLZ.J F. Operating Reactors Branch 4 85/04/05 HUKILL.H D General Public UUI* 
Hies Corp - GPU Service Corp 4pp 29907 303*29907 306 

8504170660 Forwards safety evaluation re NUREG-0612 concerning con.1ro1 al heavy 
loads Review based on response to 801222 generic ltr Guidelines in NUREG 0612 
satisfied Phase I acceptable 

MILLER.J R Operating Reactors Branch 3 05/04/02 WILLIAMS.J W. Florida Power 
& Light Co 29pp 29907 308 29907 309. 
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-8504170562 Safely evaluation re NUREG-061 2, concerning control of heavy 
loads Review based on response to 801222 generic Hr Guidelines in MUREGOOlS 
satisfied Phase I acceptable 

' Office of Nuclear Reactor Regulation, Director 05/04/02 Ip 29907,309 29907 309 

-8503270133 EGG HS 6263 R01 Rev 1 to "Cor^trot of Heavy Loads at Nuclear Power 
Plants, St Lucie Plant, Unit 2 (Phase I) " 

SHASER.CR EG&G, Inc FIN A-6457 05/03/31 NRC - No Detailed Affiliation Given 
27pp 29907 310-29907 336 

8504170594 Forwards Amend 105 to License NPF-1 & safety evaluation Amend incor- 
porates post-TMl improvements for equipment Including nobfo gas moniters, water 
level monitors & containment water level monilorsjjor Generic Ltr 83-37 
TRAMMELL, C M Operating Reactors Branch 3 G^L.03-37 85/04/04 WfTHERS.B D 
Portland General Electric Co 2pp 29909 075-29909 100 

-8604170600 Amend 105 to License NPF-1, incorporating post-TMl improvements for 
equipment, including noble gas monitors, containment water level monitors & control 
room habitability requirements per Gonenc Ltr 83-37 Safety evaluation end 
MILLER.J R Operating Reactors Branch 3 GL-83 37 65/04/04 gOpp 29909 077- 
29909 090 

"8604170606 Safety evaluation supparling Amend 105 to License NPF-1 
* Office ol Nuclear Reactor ReguTatlon, Director GL-Q3-37 85/04/04 4pp 
29909 097-29909 100 

8504170679 NUREG/CR-3930 OBSERVED BEHAVIOR OF CESIUM, (ODINE.AND TEL- 
LURIUM IN THE ORNL FISSION PRODUCT RELEASE PROGRAM 
COLLINS, J L , OSBORNE,M F , LORENZ,n A Oak Ridge National Laboratory FIN 0- 
0127 ORNL/TM-9316 85/04/30 Division of Accident Evaluation 73pp 29907 154- 
20907 226 

8504170682 Comments on ‘'Review of Waste Package Vorification Tests." draft bian- 
nual ropt,NUREG/CR-3091.Vol 6 Observation of pitting corrosion on carbon sleeve in 
methane atmosphere w/ & w/o radiation should be more prominently displayed. 
WICK,E A Engineering Branch (Post 831001) FIN A-3164 1968 65/03/04 SOO,P 
Brookhaven National Laboratory 6pp 29901 359 29902 001 

8604170693 NUREG/CR-3647 DESIGN AND FABRICATION OF A l/B-SCALE STEEL 
CONTAINMENT MODEL 

REESE, RT., HORSCHEL,DS Sandla National Laboratories F(N A-2140 SANO04* 
0049 85/04/30 Division of Cnginoorlng Technology 131pp 29007 022-29907*1 53 


8504170760 Advises of completion of review of 84 1004 & 8503D7 submittals re core 
damage procedure Proposed procedure moots Cfliorion (2) of NUREG-0737,ltem 
D.B 3 Procedure for estimating exlonl of reactor core damage ready for use 
STOLZ,J F. Operating Reactors Branch 4. 85/03/20 RODRIQUEZ, R J Sacramento 
Municipal Utility Dislricl 2pp 20909 167-29909,158 

8504160064 Summary of 850403 mooting w/utiJ, Science AppJications.Inc & General 
Physics Corp re control room design review program plan tor facility.Meetlng agenda 
& list of attendees end 

COLBURN, TG Operating Reactors Branch 3 85/04/10 MILLER, J.R. Operating Re 
actors Branch 3 19pp 29919 321-29019.339 

8604180201 NUREG/CR-4180 STATE-OF-THE-ART OF SOLID-STATE MOTOR CON- 
TROLLERS 

JAROSS,RA, MULCAHEY.T.P , KOEHL,E R Argonne National Laboratory FIN A 
2247 ANL-84-102. 85/04/30 Division of Engineering Technology 118pp, 29921 264- 
29922 025. 


8504180216 Forwards eddi info re seismic design considerations for long-term seismic 
criteria & methodology in rooponso to 850327 request & per 850402 03 
commitments Table of atructuros.sys & components will be provided by 850429 
MEDFORD, M O Southorn Cafifornla Edison Co 85/04/16 2WOLINSKI,J A, Operating 
Reactors Branch 5. 2pp. 29840 086 20052 220 


-8504180254 01 0160-1187 ROO "SUPERPIPE Verification to Benchmark Problems 
Contained In NUREG/CR.1677 " 

POWELL, DJ EDS Nuclear, Inc 81/00/21 OiGpp 20049 337-29852.072 


8604180220 Forwards list summarizing complolion of util octivillos ro NUREQ 0737 
requirements Util will iulllH NUREQ-0737 plant requirements upon completion ol re- 

SHIFFiR,J.D" Pacific Gas & EloclriQ Co DCL-05.145 05/04/10. KNIGHT0N.6 W Li- 
censing Branch 3 35pp 29050 234-20850 2QB 


8504180364 Forwards SSER 1 (NUREG-1031) W/o end 
YOUNGBLOOD.B J Licensing Branch 1, 85/04/11 COUNSIUW G Northeast Nuclear 
Energy Co (subs of Northeast Utilities) 3pp 20909.360 29909 362 

8504160373 Confirms that surface exam of two feedwater nozzles scheduled during up- 
coming maint/refUGling outage, per NUREG-0619 Justification for reducing number of 
feedwater nozzles based on sparger configuration 

GUCWA.LT Georgia Power Co NED 85-177 85/04/04 STOLZ.J F Operating Reac- 
tors Branch 4 4pp 20053 225-29853 228 


8604180407 Forwards Insp Repl 50-482/65 15 on 850219 0322.No violation or devl- 

DE°NISe!r^P Region 4, Oflico of Director 65/04/05, KOESTER,QL Kansas Gas & 
Electric Co 2pp 20914 214-29914 223 


•8504180411 Insp Rept 50 402/85 15 on 05021 0-03Z2.No violation or deviation 
noled.Malor areas inspected review & witness of cqnlroi room 
operations, preoporaflonai lost results review, & startup & power ascension lost proce- 

SMITH.R , QRESUAU,f3 A., MARTI N,L E Region 4. Ofiice ol Director. B5/04/05. 8pp 
29914 216-29914 223 


8504180458 Forwards Amend 16 to FSAR,rospondfng to open 8 confirmatory SER 
(NUREG 0989) I terns. Affidavit of Sve & dlslrlbullon list end , 

CAHILL.W.J Gulf States Utilities Co RBG-20837. 86/04/12. DENTON, H R. Olllce of 
Nuclear Reactor Regulation, Director. 4pp 29068 001 -29088'183 

8504180464 Forwards Rev 1 to Ropt 03-4, "Safely Valve Dynamic ...," in response to 
841121 request for addi info re performance testing of relief S safety valves, per 
NUREG 0737, Item II D.1 .W/one oversize drawing Aperture card In POR. 

RODRIGUEZ, R.J Sacramento Munidpal Ulllift District. RJR-86-178. 05/04/12. 
STOLZ,J F Operating Reactors Branch 4. 40pp 29B92‘226-29092:334 


8604180548 Forwards FES (NUREG 1087) re facility oparationFES sont to parties to 
proceeding on 650412 W/o end Related correspondence 

BORDENICK.BM Hoarmo Branch 3 597 OL 85/04/17 MARGULIES.M B . 

LINENDERGER.G , PARIS, O H Atomic Safely and Licensing Beard Panel Ip 
29909 247-2990 9 247 


8504180870 Forwards SER accepting VEP FRD-41, "Reactor Sys Transient Analysis 
Usfng RETRAN Computer Code ’’ Publication of proprietary & nonpropnelary versions 
of rept requested within 3 months per NUREG 0390 

THOMAS.C.O Standardization & special Protects Branch 85/04/11 STEWART,WL 
Virginia Power (Virginra Etectnc & Power Co ) 2pp 29920 268 29920 277 

8504190002 Partial response to 840116 request for INPO & NRC documents re INPO 
role in & procedures for reporting mfo to NRC App G-M documents in PDR Identified 
documents partially & comptately withheld (ref FOIA Exempltons 4 & 5) 

DIRCKS,WJ Office of fhe Executivo Director for Operations 84/07/31 TOTTEN, M 
Public Citizen Litigation Group lOOpp 30073 004-30074 226 

"8504100262 Forwards NUREG'0dB5, "US Nuclear Regulatory Commission Policy & 
Plannning Guidance, 1 982 *' 

PALLADINO.N, Commissioners 82/01/27 NRC • No Detailed Affiliation Given Ip 
30074 205 30074 205 


"8504190267 NUREG 0885 101 US NUCLEAR REGULATORY COMMISSION POLICY 
AND PLANNING GUIDANCE 1002 
• Commissioners 62/01/31 17pp 30074 206 30074 222 


"8504100138 Forwards NUREG/CR 2631, "Logical Framework for tdonlifying Equip 
menl fmportanl to Safely in Nuclear Power Plants Sandia FY83 program statement 
of work describing overall objeclives of tasks also end 

PARTLOW.J G Division of QA, Safeguards & Insp Programs (830103*850212) 03/ 
10/17 DEYOUNG.RC Director's Office, Olfico of (nspeclJon and Enforcement 
MINOQUE.R B. Office of Nuclear Regulatory Research, Director DENTON, HR Office 
of Nuclear Reactor Regulation-, Director 2pp 3007S 163-30075 100. 

6504190021 Forwards SER & technical evafuallon rept ro SPDSSPDS does not fully 
meol require menla of SuppI 1 to NUREG-0737 Proposed use of existing fixed panel 
instrumentation not conclso display, 

THOMPSON,HL Division of Licensing. GL B2-33> 85/04/03 BAUER, EG Philadel 
phia Electric Co. 3pp 29924;2e2-2g924 3 1 4 

"8504190024 Safety evaluation re SPDS SPDS design does not meet basic principles 
staled in Supp) 1 to NUREG 0737 Response to listed Issues requested within 45 days 
* NRC - No Oatailod Affilialion Given. 85/04/03 14pp 29924 265-29924 278 


"6S04190032 "Data Collection & Evaluation of Proposed SPDS, Peach Bottom Units 2 & 
3" 


* Science Applications International Corp (formerly Science Applications, Inc ) NRC 
03-02-096 84/01/04 NRC - No Delalled A(fi1iahor> Given 38pp 20924 279 


20924 314 


6504190156 Responds to NRC 650312 Hr re violations noted In fnsp Rept 60 333/84- 
24 Corrective actions Section 4 0 26 of Procedure PSP-17 wili be revised by B51001 to 
repeat air Injection to ensure removal of water from coolant dilution sample line 
GLOVIER.HA New York Power Authority (formerly Power Authority of the Slato of 
New York) JAFP 05 0324, 85/04/03 MARTIN, T.T Region 1, Office of Director. 11pp 
29806 095-20086 104 

8504160367 Advises of delay In Impfomentation of post-accident sampling const 
&chedule,due to late delivery of components, per NUREG-0737, Item II B 3 Sys will not 
be operebto prior to 941231 

FIEDLER, P.B General Public Utilities Corp GPU Service Corp 64/10/16 
PAULSON, W A Operating Reactors Branch 5 Ip. 29916 049-29D18 049 

8504190369 Forwards response to 850328 request for Info re compliance w/NUREG- 
0737, Hem II F 1 & Rev 2 to Reg Guido 1 97 Proposed FSAR revs will bo included In 
Amend 66 W/10 oversize drawings Aperture cards available in PDR 
SHELL, RH Tennessee Valley Authority 05/04/16 ADENSAM,E Licensing Branch 4 
20pp 298B7 ’207-29887 306 

8604190388 Forwards revised safety evaluation re util 840200,1025 & 1231 submiltala 
of airborne dose calculations lor control room & technical supporl clr during radiofcgi- 
cal emergency, per NUREQ-0737, Hem III D 3 4 Doses accaplBole 
ZWOLINSKI.JA Operating Reactors Branch 5. LS05-a5 04-013 85/04/12 

LINDER, F. Oalryland Power Cooperative 4pp 2991G 070-29919 073 

6504190394 Informs of current plans ro calibr of reactor vessel level instrumentation 
sys, per NUREG O737,ll0m nF2Em0rgoncy procodures will bo submitted by 
851 031. Procedure Implementation scheduled tor 90 days after approval 
CUTTER.AB. Carolina Power & Light Co NLS 05 117 85/04/15 VARGA,S A, Oper- 
ating Reactors Branch 1 2pp. 29919 074-29919.075 

6504 190406 Informs that SPDS operable In accordance w/ require men ts of SuppI 1 to 
NUREG 0737, per 850226 commitment 

SHiFFEH.JD Pacific Gas & Electric Co DCL-05-150 85/04/10 KNIGHTON.GW Li- 
censing Branch 3. Ip 29019 048-29919 048. 

8504190421 Forwards Insp Rapt 50 829/85 04 on 650204-0313 No vpolalions observed, 
WENZINGER.EC. Region f, Office ol Director. 85/04/12 HEIDER.LH, Yankee 
Atomic Efoclrlc Co. 2pp. 2991 8-154 29910.188. 

"6504190428 Insp Rept 50 029/85 94 on 850204-031 3 No violations noted Major 
areas inspected.llconaee review & followup of LERs, IE bulletins, Pari 21, SEP action 
items, operational safety venficetlon & bimonthly safety sys waikdown 
EICHENHOLZ.H, FERLIC,K, ELSASSER.T, Region 1, Office of Director IEB-70 02 
85/04/12 13pp, 29918,156-29918:188. 

8604190465 Forwards Insp Repl 50-409/85 05 on 650-325-29,No violation noted 
PAPERIELLO.CJ, Region 3, Office of Director 85/04/15. LINDE R.F.W Dairyland 
Power Cooperative 2pp 29916 050-29918.062 

"8504190458 Insp Ropl 50 409/85 05 on B50325-29.No violation or deviation 
noled.Malor areas Inspected.radiatlon protection pro gram, Including organization & mgt 
controls, ALAR A program. Interna) & external exposure conlrofs & posting & control 
PAUL.R A , MILLtR,D E , GREGER,L R Region 3, Office of Director. lEIN 86 006. 85/ 
04/15 lipp, 29918 052-290 18-062 
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8504190533 No ti lies (hat ro mods necsssafy in response to Generic Ur b4 23 re insiru 
monlatioo for detection ol inadequalo core cooling, per 8502D7 

submttol Requirements of NUnEG-0737, Horn li F2 salislied 

SCHWENCfIR.A Licensing Brandi 2 0104 23 85/04^11 CURTIS.N W Pennsytva 
nia Power & Light Co 5pp 29937 343.29937 347 


8504220344 NUREG 1125 V02 A COMPILATION OF REPORTS OF THE ADVISORY 
COMMITTEE ON REACTOR SAFEGUARDS. 1957-1 984 Volume 2 Part 1 ACPS Re 
ports On Prd-Pd Reviews (G-P) ' 

* ACRS - Advisory Committee on Reactor Safeguards B5/04/30 720cip- Available at 
NRC S12 00 29944 001-29945 360 


B504190558 Forwards FES (NUREG 10B7) re operation of plant & notice of 
availability W/o FES 

NOVAK.TM Assistant Director lor Licensing 85/04/12 FOSTERDO Georgia Power 
Co 2pp 29938 001-29930 011 

-0504100565 Notice of issuance & availabiiily of FES (NUREG 1087) 

ADENSAM.EG Licensing Branch 4 65704/12 2pp 29938 003 29930 904 

6504220029 Forwards Insp Repls 50 275/05 OS & 50 323/05-07 on G5021 M5 No vro 
ration noted 

WENSLAWSKf.F A Region 5. Office of Director 85/03/29 SNIFFER, JD Pacific Gas 
& Electric Co 2pp 29939 H2 2993D151 

■ 8504220034 Insp Repls 50-275/65 06 & 50 323/D5 07 on 850211*15 No violation or 
cJcviatHOn noted Major areas inspected Unit 1 biological shield radiation survey.Unil 2 
radiation protection program & radiation monitor calibrs 

GARCIA E M , YUHAS.G P Region 5, Office of Director 50-323/65 07 85/03/28 
app 29939 144-29939 151 

B604220115 Fonivafds safely evaluation addressing utif 840002 Ur re provisions for 
meeting requirements of NUREG-0737.TMI Action Item II B 3 on post accident sam 
□ling sys Sys acceplabfo 

VARGA, S A Operating Reactors Branch 1 05/04/11 DOLAN, J Indiana & Michigan 
EIqcUic Co do LAN. J American Eloclnc Power Service Corp 9pp 29041 352- 
29941 360 


8504220361 NUREG/CR 3938 V02 LIGHT-WATER REACTOR SAFETY MATERIALS 
ENGINEERING RESEARCH PROGRAMS Quarterly Progress Report, April June 10Q4 
SHACK.WJ Argonno National Laboratory FIN A-2250 ANL 84 60 85/04/30 Dm 
sjon ol Engineering Technology 92pp 29946 069 29946 163 

8504220369 NUREG/CR 4084 DRY SPENT FUEL STORAGE TEST PLAN FOR DE- 
STRUCTIVE FUEL ROD EXAMINATIONS 

OLSEN.es EG&G. fnc FIN A 6309 EGG 2367 85/04/30 Division of Engineering 
Technology 41pp 29946 364 29946 201 

8504220375 NUREG/CR 4070 V03 BIVALVE FOULING OF NUCLEAR POWER PLANT 
SERVICE-WATER SYSTEMS Factors Thai May Intensify The Safoty Consaqueraces 
Ol Giofoulinq 

HENAGER.CH, DALING.P M , JOHNSON.K I Batlelle Memorial InsKtule. Pacibc 
Northwest Laboralorms FIN B -2463 4 PNL 5300 85/04/30 61 dd Available at NRC 
S4 50 29946 202-29946 262 


8504220382 NUREG/CR 4100 TRAC-PFl ANALYSES OF POTENTIAL PRESSUR12ED- 
THERMAL SHOCK TRANSIENTS AT CALVERT CLIFFS/UNIT 1,A Combustior Engi- 
neerrng PWH 

SPRIGGS,.G D , KOENIG J E, SMITH, RC Los Alamos Scientific Laboratory FIN A- 
7315 LA 10321-MS 85/04/30 Division ol Accident Evaluation 355pp 26953 331- 
29954 328 


8504220179 Responds to NRC roquesl for addi info ro NUREG 0737, Item II 8 3 re post- 
accident sampling sys Licensee nas agreement w/BSW to perform offsite analysis of 
poslulatod post accident samples 

MCGAUGHY.n W Iowa Eloclnc Light & Power Co 85/04/15 DENTO N,H Office of 
Nuc leap Reactor Regulation, Director Gpp 29930 146 20930217 

8504220189 Foiwards "Control Room Design Hoview Program Plan RopL' & ' Summary 
Repl on Rev 3 to Reg Guido 1 97," in response to Generic Ltr 82 33, Sup pi 1 to 
NUREG 0737, "Roquiremonls for Emergency Response Capabilily," Sections 5 & 6 
DIXON, 0 W South Carolina Electric & Gas Co GL 82 33 85/04/15 DENTON, H R 
Offjco of Nuclear Reactor Regulation, Director 2pp 29929 001-29929 110 

8504220199 Advises that interim undiluted liquid grab sample sys installed, per NUREG- 
0737, Item ilD3 & NLIREG-0570,will bo replaced w/seplum sampling poftinstallatjon 
will require loss of sampliry capability for period of 2-5 w9ts 

ALEXICH.MP Indiana & Michigan tfoctric Co AEPNRC067BL 05/04/12 
DENTON.H n Office of Nuctcar Roactor Reaulalion, Director 2pp 29926 360- 
29920 361 


8504220385 NUREG/CR-GBI I RADIOACTIVE MATERIAL (RAM) ACC IDE NT/ INCI- 
DENT DATA ANALYSIS PROGRAM 

EMERSON, E L, MCCLURE, J D Sandia Nalional Laboratories FIN A 1072 SAND82- 
2155 85/04/30 Division of Risk Analysis & Oporalions post 8404291 40pp 
26946 323 29946 363 r i ki- 

B6042203B9 NUREG 1125 V03 A COMPILATION OF REPORTS OF THE ADVISORY 
COMMITTEE ON REACTOR SAFEGUARDS.19G7 1984 Volume 3,Parl 1 ACRS Rs 
ports On Project Reviews <Q-Z) 

• ACRS - Advisory CortimUlee on Reactor Safeguards 65/04/30 563pp Avail at Fo at 
NRC $1000 29954 329 29956 166 

8604220393 NUREG.1125 V01 A COMPILATION OF REPORTS OF THE ADVISORY 
COMMITTEE ON REACTOR SAFEGUARDS, 1957 1984 Volume I.Part 1 ACRS flo- 
ports On PfOiQcl Reviews (A F) 

* ACRS - Advisory Con^millee on Reactor Safeguards 65/04/30 65Bpp AvaiFabfo at 
NRC $11 00 29956 167-29958 101 


8504220213 Forwards "SPOS SAR." per Suppl 1 to NUREG 0737 (Gonoric LIr 82- 
33) Analysis describes basis on which selected paramolors.dnla display & function do- 
termlnod stiffidonl to assess safely slatus of plant for wido range of events 
BAYNE. J P New York Power Aulhon^ (formarly Power Authority of Iho State of Now 
York) GL 82 33 85/04/16 VARGA, S A Operating Roactors Branch 1 Ip 

29929 190-20929 359 

8584220222 Forwards Amend 1 to PGE 1041, •■Dotaited Control Room Design Review 
Summary Rept," Vols 1 & 2 BD Withers 850417 Hr also end 
LENTSCH.JW Portland General Efocinc Co JWL-230 85 05/04/17 Record Sorvicos 
Branch (Oocurjienl Conirol Desk) ip 29930 132*29930145 

-8504220230 Forwards Amand 1 to PGE'1041. "Dolailod Control Room Do^sign Review 
(DCRDR) Summary Repl," originally submilted on 041231 Ref to Romoto Shutdown 
Panel C leo.inilially included per NUREG 0700,removod,por Suppl 1 to NUREG 0737 
WITHERS.QO Portland General Efocinc Co 85/04/17 THOMPSON.H L Division of 
Licensing 2pp 20930 133-29930 145 

-8504220235 PGE 1041 A01 Amend 1 to "Detaifod Control Room Design Review 
(DCRDR) Summary Repl for Trojan Nuclear PfanI " 

• Porllaaci Goneral Electric Co 85/04/30, lipp 29930 135-29930 145 

85D4220226 Discusses training conducted for post-nccldont sampling sys oporators & 
use of sleJ test matrix for accuracy measurement, m rosponso 1o Criterion 16 concerns 
oxprossod in 831221 Hr & NUREG 0737 Horn II D 3 

KAY.JA Yankeo Atomic Efeciric Co FYR 65-44 65/04/16 ZWOLINSKI.JA Operat- 
ing Reactors Branch 5 ip 29929 361-29920 361 

8504220234 Forwards "Grand Gulf Nuclear Station Unit 1 Emergancy Procedures Up- 
grade Program.Proceduros Generation Package," per Gonoric Ltr 82-33, Suppl 1 to 
NUREG 0737 

DALE,LF Mississippi Power & Light Co AECM 65/0110 85/04/11 DENTON.H R 
Office of Nuclear Reactor Regulation. Director 2pp 29930 044-29930 131 

- 8604220237 "Grand Gulf Nuclear Stalion Unit 1 Emergoncy Procedures Upgrade 
Program, Precodure 8 Generation Package 

• Mississippi Power A Light Co 35/04/30 a4pp 29930 046*29930131 


8504220396 NUHEG-1125 VOS A COMPILATION OF REPORTS OF THE ADVISORY 
COMMITTEE ON REACTOR SAFEGUARDS. 1957- 1984 Volume S.Parl 2 ACHS Ro 
ports On Generic Subjocls (HTGR - Rcgulalory Guidos) 

• ACRS - Advisory Committee on Reactor Safeguards 05/04/30 630pp Available al 
NRC $1100 29958 102-29960 014 

BS04220402 NUREG 1125 V06 A COMPILATION OF REPORTS OF THE ADVISORY 
COMMITTEE ON REACTOR SAFEGUARDS. 1 957-1984 Vofume 6, Part SACHS Re 
ports On Generic Subjects (RPA - Appendix C) 

• ACRS - Advisory Commiltoo on Reactor Safeguards 85/04/30 567pp Availablo at 
NRC $1100 29960 015-29961 224 

8504220406 NUREG-1125 V04 A COMPILATION OF REPORTS OF THE ADVISORY 
COMMITTEE ON REACTOR SAFEGUAHOS.1 957-1084 Volume 4. Part 2 ACRS Re- 
ports On Generic Subjocls (Accident Analysis - Generic Items) 

• ACRS - Advisory Committee on Reactor Safeguards B5/04/30 627 pp Avaifabfo at 
NRC $11 00 20961 225-29963 130 

8504220438 NUREG/CR-31 74 V02 GEOPHYSlCAL-GEOLOGfCAL STUDIES OF POS- 
SIBLE EXTENSIONS OF THE NEW MADRID FAULT ZONE Annual Report For 19B3 
HIN2E,WJ, BRAILE.LW Purduo Univ . West Lafayette. IN KELLER.G R Toxas. 
Un.iv of, El Paso. TX FIN B 8077 85/04/30 Division of Radiation Pragrams & Earth 
Sdoncee (post 840429) 60pp Availabte at NRC $4 50 20946 263-29 9 4 6 3 22 

8504220461 Summary of ACRS Subcommittee on Metal Components 841 tOB 09 mecl- 
lr>gB in Washmglon.DC re status of "Repl of NRC Piping Review Commilitoo on Eval- 
uation of Potential for Pipe areaks,” NUREG-1061,Vol lll.final draft Agenda Grc1 

• ACRS - Advisory Commitloo on Reactor Safeguards 84/12/17 ACRS • Advisory 
Commltteoon Roaclor Safeguards 27pp 29947 112-29947 13B 

8504230096 Forwards SER & technical evaluation rept re detailed control room design 
review (DCRDR) Util should conli/m continued participation of human factors special- 
ists In remaining DCRDR activities & provide task analysis documonlallon. 
SCHWENCER.A Licensing Branch 2 85/04/12 CAHILL.WJ Gulf Slates Utilities Co 
t5pp 20973 057-29973 096 


0504220285 Forwards request for 0MB review & suppiorlmg atalement re DOE/NRC 
Forma 742 & 742C & NUREG/BR 0007, "Mall Balance Rept " 

NORRY.PG OlficQ of Administration 85/04/16 MGRAE.J B Oflico of Wahogomont 
a Budget Ip 26943 339 20943 353 

8504220330 NUREQ/BR-OOSI VOB N5 POWER REACTOR EVENTS Seplombor Octo 
ber 1984 

MASSARO.SA Direclor's Office 85/03/31. 55pp 29943 147-20943^201 

0504220336 NUREG 0675 S30 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF DIABLO CANYON NUCLEAR POWER PLANT.UNITS 1 AND 
2 Docket Nos 50-275 And 60 323 (Pacific Gas And Eloclnc Conipany) 

’ Division of Licensing 85/04/30 137pp Available at NRC $5 60 29943 202- 
29943 338 

0504220341 NUREG/CR-4144 IMPORTANCE RANKING BASED ON AGING CONSID- 
ERATIONS OF COMPONENTS INCLUDED IN PROBABILISTIC RISK ASSESS- 
MENTS 

DAVIS.T, SHAFAGHI.A . KURTZ.R. Batlelle Memorial Institulo. Pacific Northwest Lab- 
oratories FIN B 2865 PNL 5389 85/04/30 Division of Engineering Technology 
69pp Available at NRC. $4 50 29946 001-29946 068 


-8503270579 "Technical Evafuation Rept ol Detailed Centro! Room Design Review for 
River Bend Slallon " 

SAVAGE, JW Lawrence Livermore National Laboratory 85/01/29 NRC - Np DetailQd 
Affiballon Givert 25pp 29973 072-29973 096 


0504230110 Forwards SER re vafidlly of chugging loads, par former Bachlet omployoc 
Jul 1984 alfegalion Review of allegation did not uncover any safety margin 
dogradalton Mods not required 

SCHWENCER.A Licensing Branch 2 85/04/11 CURTIS, NW PennsylvanEa Power fi 
Light Co 3pp 29973 013 29973,019 

-8504230116 Safety evaluation on followup allegation re chugging loads at facility.per 
SSER 3 (NUREG 0770) 

• NRC - No Delaifed Affiliation Given 85/04/11 4pp 29973616 20973 019 


0504230206 Forwards revised Tech Spec Pages 77,86 & 93 raNocliriig changes ro shut 
down parameter display sys & reactor water level jnslrumenls.per &2021 1 .830624 6 
041009 requests to amend Licenses DPR 44 & DPR 56, 

DALTROFF.SL Phlladolpbia Electric Co 85/04/18 STOLZ.JP Operalmg Reactors 
Branch 4 2pp 29950 •025-299 50 035 
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-8504230216 Errata lo 0?0?11 030024 A 841000 propQ«^ed charges lo Tech Spec 
Tables 32F&42FS Section 3 2 re ctiannel msirument surveillance 
’ Philadelphia Electric Co 85/04/18 5pp 20950 031-29050 035 

8504230315 Forwards response lo SER (NUREG 1031) Confirmatory Item 27 ro con- 
tammont sump flow approach velocity Revs to Section 6 2 ol FSAR will be included in 
amend lo FSAr 

COUNSIL.W G Northeast Nuclear Energy Co (subs of Northeast Utilities) 
COUNStL.W G Northeast Utilities 611513 85/04/16 VOUNG.Q J Licensing Branch 
1 12pp 29951 216 29951 227 

Q504230387 Forwards info re Unit 2 modociuate core cooling implomenlation rept & de 
scnption of mods to hardware & firmware since Nov 1 984, supplementing Item 3 of 
041 1 21 Hr A Item 8 o( B504 1 5 Hr ro NUREG 0737.Hom IL F 2 

SHIFFER.JD Pacific Gas & Electric Co 001-85-155 85/04/19 KNIGHTON.GW Li 
consmg Branch 3 5pp 29951 301 29951 305 

8504230391 Submits addi info ro Generic Ltr 82-33, SuppI l to NUREG 0737, “Roquiro- 
ments for Emerqency Rosponse Capability” & Itom 1 0 1 concerning detailed control 
room design review, in response to 850221 request 

LINDER, F Dairyland Power Cooperative GL-Q2-33 85/04/12 ZWOLINSKI,J A Oper- 
ating Reactors Branch 5 3pp 29951 127 29951 129 

8504230396 Notifies of doticiannes in emorgency vontilalion sys re NUREG 0737.Hem 
III D 3 4 Util will install redundant control room normal intake radiation monitor to cor- 
rect deficiencies Completion of mods schodulod for Juno 1986 
WILLIAMS JW rionoa Power & Light Co L-05-164 85/04/17 VARGA, S A Operat 
ing Reactors Branch 1 2pp 29950 309-29050 310 


6504250248 Forwards Tech Spec Tables 3 2-H & 42 R.cJanfyinr) footnotes & correcting 
lypos from 840127 & 1207 applications lo amend License DPR 49.incorparaling Go 
ncric Ur 83 36 guidance, per 050222 mceling 

MCGAUGHY.RW Iowa Electric Light & Power Co NG 85 1/04 85/01/22 

DENTON, H Olfice of Nuclear Reaclor Regulalron, Direcior 6pp 29905 131- 
29905 136 

8504260268 NUREG/CR 3004 V04 PHYSICS OF REACTOR SAFETY Quarterly 
Reporl,Oclober-Decombor 1904 

* Argonne National Laboratory FIN A 2015 ANL B4-35 V04 85/04/30 Division of 
Accident Evaluation 20pp 30032 091-30032 113 

0564260331 Forwards SER re NUREG 0737, Item II D 1 & SER Confirmatory Issue 7 Info 
demonstralQs ability of RCS relief & safety valves lo function under expcclod oporal 
ing conditions for DBAs & transients 

YOUNGBLOOD, B J Licensing Branch 1 85/04/15 EDELMAN.MR Cloveland Elec 
Inc Illuminating Co I5pp 30027 185-30027 199 

8504250355 Forwards Amends 91 & 95 to Licensos DPR 24 & DPR-27, 

rospoclively.safoty evaluation & notice of dental Amends charge Tech Specs lo pro 
vide addI restrictions on movement of heavy loads over spent fuel pool 
MILLER, JR Operating Reactors Branch 3 85/04/08 FAY,CW Wisconsin Electric 
Power Co 3pp 30029 001-30029 050 

-8504250362 Amends 91 & 95 to Licenses DPR 24 & DPH-27, respectively, changing 
Tech Specs to provide addi restrictions on movement of heavy loads over spanl fuel 
pool, miscellaneous corrections & editorial changes 

MILLER,JR Operating Reactors Branch 3 DPB-27 A 095 85/04/08 4pp 
30029 004*30029 041 


6504230428 Discussos SER fNUREG 1031) Open Horn 10 re limiting overtime of It 
censed operators performing safety related functions Limits dolinoatod in policy state- 
ment conform lo Generic Ltr 82-12 4 apply to all personnel 

COUNSIL.W G Northeast Nuclear Energy Co (subs of Northeast Utilities) 
COUNSIL.WG Norlhoosl Utilities D11514 85/04/15 YOUNGBLOOD, B J Licensing 
Branch 1 2pp 29951 124 29951 125 


6B0423044G Forwards foe for 841203 appJicalion for amend lo License DPR 67 to in 
corporate NUREG-0737 Tech Specs, per Genoric Ltr 83-37 

WILLIAMS.J W Florida Power & Light Co L-05 160 85/04/17 MILLER, JR Operat 
Ing Reactors Branch 3 ip 29950 359-29950 359 


6504240028 Notifies that 841018 offsite dose calculation manual, as modified on 
850308, conslslenl w/NUREG 0133 & accoplablo ref 

MILLER, JR Operating Reactors Branch 3 85/04/16 ANDREWS, R L Omaha Public 
Power District 2pp 29986,223-29986 224 


0504240343 Confirms schedule for response lo Generic Ur 82-33 (NUREG 0737 SuppI 
1), “Requirements for Emergoncy Rosponso Capability ” Items described in Sections 
DAME can be comploled by startup after firsi refueling 

JENS.WH Detroit Edison Co NE-fl5 0191 05/04/15 YOUNGBLOOD,B J Licensing 
Branch 1 2pp 29967 297-29967 200 

8504240359 Forwards safety ovalaution ro iilil corrective actions taken for access lo 
vital areas.por NUREG 0737,llom IIB2 2. ’‘Plant Shielding Mods” Requirements of 
Item If B 2 2 met ^ ^ 

ZWOLINSKI.J A Operalinn Reactors Branch 5 LS05 85-04 0 23 05/04/19 

FIEDLER, PB General Public Utilities Corp - GPU Service Corp Opp 29967 004 
29967 017 


8604240435 Summary of 850304 meeting w/ulil & BNWL ro review of regulatory ro 
quiroments (NUREG 00D5,lBauo 3), per NRC 050117 Hr 

BE VAN, R B Operating Reactors Branch 2 05/04/09 Operating Reactors Branch 2 
4pp 29980 124 29088 127 


8504240470 Forwards propnotory "Poal-Accidenl Sampling Sys Evaluation Rept/’ ad 
dressing 11 crileriQ of NUREG 0737.TM! Action Item II B 3, per SER (NUREG 0853) Li- 
cense Condition 6, Affidavit end Ropt wilhheld (ref 10CFR2 790) 

SPANGENBERG.F Illinois Powor Co U-0D33 05/04/19 SCHWENCER.A Licensing 
Branch 2 5pp 29969 254-20960 250 


8504240538 Clarifies B&W Owners Group 050210 summary status & schedule for ad- 
dressing abnormal transient oporalmg guidollnes,por SER open items Proposed pro- 
gram deemed appropriate 

ZWOLINSKI.J A Operating Reactors Branch 5 LS05 05-04 008 05/04/10 

LtNN.MA Babcock & Wilcox Operating Plants Owners Group 2pp 29908 025 
29968 026 


8504240555 Requests addi info re qualification program for safely-related mechanical 
equipment.including engineering drawings for listed items, per section 3 11 of SER 
(NUREG 0989) 

SCHWENCER.A Licensing Branch 2 85/04/15 CAHILL.WJ Gulf States Utilities Co 
4pp 29987 166 20987'1B0 


BB04240C93 NUREG-1065 ROl ACCEPTANCE CRITERIA FOR THE LOW ENRICHED 
URANIUM REFORM AMENDMENTS ^ 

EMEIQH,C W , GUNDERSEN.G E . WITHEE.C J Division of Safeguards 85/04/30. 
63pp Available at NRC $4 50 29908 183 29908 2 38 


8504250132 Forwards summary of 050320 lolcon w/ulil re detailed control room design 
r0viQW 

OUDLEY.R Operating Reactors Branch 5 85/04/11 ZWOLINSKI.J A Operating Re- 
actors Branch 5 7pp 30019 331-30010,337. 


8504260146 Requests extension of limo for completing haled emergency response 
Homs, per SuppI 1 to NUREG-0737 duo to lack of manpower Revised complelion 
schedule lisledSchodulo based on avallabilily of rosources. 

VANDEWALLE.D J, Consumers Power Co 85/04/22 Office of Nuclear Reactor Regu 
I alien, Director 5pp 29985 150 20985 154 

8504250188 NUREG/CR.4160 A COMPLIATION OF INFORMATION ON UNCERTAIN- 
TIES INVOLVED IN DEPOSITION MODELING. ^ ^ ^ ^ . , 

LEWELLEN.WS. VARMA.A K,. SHENG.Y P. Aeronautical Research Assoda es of 
Princeton, FIN B-0446 85/04/30 Division of Radiation Prog^rams & Earth Sciences 
(post 040429) 79pp Available at NRC $4 5 0 30032.015 30032.090 


0504260365 Informs that facility selected for emergency responLO facilities appraisal per 
SuppI 1 lo NUREG-0737 Appraisal will be conducted cTunnj wk of 850520-25 
HUNTER.D R Regpon 4, Office of Director 85/04/22 GRIFFIN, J M Arkansas Power 
& Light Co 2pp 29985 113 299B5 114 

6504250301 Forwards “NUREG 0737,Suppl ^ Emergency Response Capability Program 
Plan & Schedule,'" in response lo Generic Hr 02-33 

MEDFORD, MO Southern Calitornia Edison Co GL-fl2 33 05/04/23 

THOMPSON.HL Division of Licensing 2pp 29985 119-29985 130 

-0504250384 ’’NUREG 0737,Suppl 1 Emergency flespemso Capability Program Plan & 
Schedule " 

* Southerr> California Edison Co 85/04/30 lOpp 29985 12 1 29985 130 

0504250308 Forwards Amend 5, renewing LIcenso R 126 (or 20 yrs from date of 
issuance Notice of renewal, notice of finding ol no significant environ impact, environ 
assessment & SER (NUREG-1096) also encl 

THOMPSON.HL Division of Licensing 05/04/17 8ROPHY.JJ Utah, Univ of, Salt 
Lake City. UT 3pp 30027 275 30028 042 

• 8504260400 Environ assessment supporting proposed renewal of license n-f26 for 
20 yrs from date of issuance 

* NRC - No Detailed Affiliation Given 85/03/27 62pp 30027 323 30028 042 

0504260440 NUREG 0591 ROl ENVtRONMENTAl ASSESSMENT, USE OF EPICOH II 
AT THREE MILE ISLANO.UNIT 2 

* Office of Nuclear Reactor Regulatcon. Director 79/10/03 29pp 30022 108 
30022 216 

8504250450 Forwards Insp Rapts 50 275/65 14 a 50 323/05 02 on 850304-OSNo vio 
lation noted 

KIRSCH.DF Region 5, Ofitce of Drroclor 05/04/04 SHIFFER.JD Pacific Gas & 
Electric Co 2pp 29989 308 29989 351 

- 8504250458 tnsp Repla 50 275/G5 14 & 50-323/86 02 on 050304 08 No noncompli 
anco or deviation notod Major aroas inspected area insp.llcenseo actions on previous 
ly Identified Homs, IE bullelins,10CFR50 5S(e) Homs A TMI task action items 
0UROOIN.JF. DODDS, H Regions, Office of Dtrector IEa 79 02 05/04/03 Hpp 
29989 310 29909 320 

0504250472 Forwards Insp Rept 50 210/85 02.doc umenting 050100 meeting w/util in 
Forked Rivor.NJ re unacceptably high integrated whole body doso of 62 rems predict- 
ed at main security bldg 

DONOHEW.J N Operating Reactors Branch 5 LS05 85 04 012 05/04/11 Oporalmg 
Reactors Branch 5 2pp 29989 300 29989 307 

6604200065 Forwards SER re rosolullon of integrated plant safely assessment rept 
(NUREG 0827), Section 4 10, “Turblno Missiles ” Programs & 030920,040404 & 0607 
fuslificati^ns of turbine avers peed opnralions acceplable 

ZWOLINSKI.J A, Operating Reactors Branch 5 LSOS 05 04-026 05/04/19 

LINDER, F* Dairyland Power Cooperative Opp 30025 126 30025133 

-D504260062 SER supporting util resolution ol integrated plant safety assessment rept 
(NUREG 0027),SGClion 4 10, "Turbino Missiles ” 

* Operating Reactors Branch 5 85/84/10 6pp, 30025 128-30025 133 

0504260081 Forwards safety evaluation of util 830831,1219 & 850122 responses to 
Sacllon 4 28 of inlegrateci plant safely assossmont rept (NUREG 0827) Mods suffi- 
cient to resolve issue re dc power sys bus voltage monilorlng & annunciation 
ZWOUNSKt.JA Oporallng Reactors Branch 5 LS05 85 04 029 85/04/24 

LINDER, F Dairyland Power CooporaliVQ 3pp 30025 157-30025165 

-86042600B5 Safety evaluatior^ supporting implemenlalion of battery losllngjnsp & sur- 
veillance w/ proposed mods re generator plant dc bus to assure automatic starling of 
emergency ac power In event of generator plant battery failure 

* NRC • No Detailed Affiliation Given. 05/04/24 6pp 30025 160 30025 165 

0504260122 Forwards “Line-By-Line Evaluation/ Rosponse to NRC Staff Roviow of Clin- 
ton Power Station DatallGd Control Room Design Review Program," par commonls 
during 850220 meoting 

SPANGENBERG.F Illinois Power Co U-0ai7 85/04/24 SCHWENCER.A Licensing 
Branch 2 3pp 30024,086 30024 210 

-8604260127 "Lina By-Line Evalualion/Responso lo NRC Staff Review of Clinton 
Power Station Detailed Control Room Design Review Program Plan " 

‘ Illinois Power Co, 85/03/31 122pp 30024 089 38024 210 
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850-1260195 Application tor amen(^s to Licenses DPH-58 & DP R-74, changing Tech Spec 
Tables 33 3,3 712&-i7l2a & Bases 3/4 7 1 2 lo address water density correc- 
tions when measuring auxiliary toadwater pLjmp discharge prossuro 
ALEWCH.MP Indiana & Michigan Electric Co AEPNRC0856H S6/04/23 
DENTON, HR Office of Nuclear Reactor Regulation, Director. Opp 30024 063- 
30024 076 


8504260237 Forwards Amend 37 to License NPF 14 safety evaluation Amend do- 
leles License Condilion 2C n8](e} due to nonapplicabilily 

SCH WENGER, A Licensing Branch 2 85/04/19 CURTfS.NW Pennsylvania Power & 
Light Co 3pp 30037 33740037 345 

-8504269247 Amend 37 to License NPF-i4.dele1ing license Condition 2C(18)(e) re 
NLIfiEG-0803 on scram discharge piping sys for BWAs w/MarK 15 2 containment 
designs due to non applicability 

THdMPSQN.HL Division of Licensing 85/04/19 Ip 30037 340-30037 340 

8504290008 NUREG 0430 VOS N01 LICENSED FUEL FACILITY STATUS 
REPORT Inventory Difference Data January 1984 - June 1984 {Giay Book ll> 

* Director’s 0/lice, Office of Inspection and Enforcemont 85/04/30 18pp 30056 348- 
30056 363 

8504290231 FoAvards "NUREQ 0737,Suppl 1, Detailed Conirol Room Design Review 
Prcgrem Plan Supp) 3 " End rent contains names & qualifications of persons compris- 
ing design review team par 630913 commitment 

MARSHALL, JG Commonwealth Edison Co 85/04/15 DENTON, HR Offtce of Nu- 
clear Reactor Regulation, Director Ip 30046 116-30046 136 

-8604290236 ”NUREG 0797,Siippl LDatallod Control Room Design Review Program 
Plan SuppI 3 " 

HOWARD,RE Commonwealth Edison Co 24490/1 85/04/09 19pp 30046120- 
30046 136 

8504290238 NUREG 0750 V21 N02 NUCLEAR REGULATORY COMMISSION JS 
SUANCES FOR FEBRUARY 1985 Pages 275-469 

* Division of Technical Information & Document Control 85/04/30 203pp 
30056 001-30056 203 


8504290314 Forwards rosponso to 641029 request for adeti info re NUREG 0737 Item 
II D 1 concerning relief & safety valve performance testing Response to Question 10 
re safety valve blowdowns incomplete -& will be submitted by 850730 
COUNSlL,WQ Connecticut Yankee Atomic Power co A04450 85/04/15 

ZWOLINSKI.J A Operating Reactors Branch 6. Z5pp 30046 227-30046 261 

850429049B FoAvards Human Factors Engrneenng Branch SSER re detailed control 
room design review & Science Applications Inti Corp technical evaluation replAddt 
Info required to satisfy all requirements of Supp1 1 to NUREG 0737 
VARGA, S A Oporating Reactors Branch 1 05/04/17 MCNEILL, C A Public Senrico 
Electric & Gas Co of New Jersey 3pp 30055 1 15 30055 122 

••8S04290S02 SSER re detailed control room design review per SuppI 1 to NUREG 
0737 Util should meet all requirements of SuppI 1 following submittal & review of sat- 
isfactory supplemental summa^ repl addressing noted concerns 
* Human Factors Engineering Branch 65/04/1/ 6pp 30055 118-30055 122 


8504300089 Informs that SENTRY post-accident sampling sys operable & satisfies re- 
quirements of NUREG'0737.llem It B 3 Performance capability demonstrated by com- 
pletion ol listed Items AcK receipt of mail requested 

SNIFFER, JD Pacific Gas & Electric Co DCL-85 109 85/04/25 KNIGHTON.Q W. Li 
con&mg Branch 3 Ip 30059 010-30059 010 


8504300121 NUREG/CR*4111 A COMPARATIVE STUDY OF HEPA FILTER EFFICIEN 
CIES WHEN CHALLENGED WITH THERMAL- AND AIR-JET-GENERATEO Dl 2- 
E7HYLHEXVL SEBECATE.DI Z-ETHYLHEXYL PHTHALATE,AND SODIUM CHLO- 
RIDE 

KERSCHNER.H F , EniNGER,HJ, DEFIELD. JO Los Alamos ScPentific Laboratory 
FIN A-7005 LA-9905 MS 85/04/30 Division of Radialion Programs & Earth Sciences 
{post B40429) 62pp. 30070 220-30070 293 


8504300127 Forwards request fer add) info re CEN 266, *’Joalifjca1ion of Trip Two/ 
Leave Two Reactor Coolant Pumps Strategy During Transients," per NUREG 
0737.ftem II K3 5 Response requested within 30 days of Itr receipt 
ZWOLINSKI.JA Operating Reactors Branch 5 LS05-8§04 036 05/04/26 

VANDEWAUE,DJ Consumers Power Co 6pp, 30057.174-30057.170 

6504300263 Forwards revised response to NRC 841115 ftr re lifting devices not specifi- 
cally designed per 050416 mosling & NUREG 0612 Open item fully resolved 
COUNSIL,WQ, SEARS,CF Northeast Nuclear Energy Co. (suba of Northeast Ulili 
ires) COUNSIL.WG Northeast Utilities 011522.65/04/22 VOUNGBLOOD,BJ. Li 
censing Branch 1 3pp 30058 077-30056 079 


0504300289 Fonvards ulil response to SER <NUREG-1031) Open Item 10 re fustificalion 
for subcompartmenl analysis of only upper reactor cavity, per NRC 840802 
request Info should close item 

COLINSIL,W.G Northeast Nuclear Energy Co (subs of Northeast Ulilities) 
COUNSIUWG Northeast Uhlilios B11517 85/04/19 YOUNGBLOOD.B J licensing 
Branch 1 3pp 30058 t34 30058 136 


0SO43OO322 Forwards Rev 0 to 15737-2-G07-110. "TMf-a Drv SER for Heavy load 
Handling Over TMI 2 Reactor Vessel " for review & approval Heavy load handfing ac- 
Uvibes can be performed w/o risk 1o public.Fee paid 

STANDEHFER.fr General Public Utilities Corp - GPU Service Corp 4410 BB-L- 
0089 85/04/19, SNYOER.BJ, TMI Program Office Ip 30058.083-30058 1 09 

.-6504300827 1537-2 007-110 ROO Rev 0 to "TMI 2 Div SER for Heavy Load Handling 
Over TMI 2 Reactor Vessel." 

* General Public UMiUes Corp • GPU Service Corp 85/04/18 26pp 30058 0B4- 
30056.109 


8504300328 Fonvards Vols 1 & 2 to "Detailed Control Room Design Review Final Sum- 
mary Rflpt Program Implemenlaiion," per Supp1 1 to NU REG-0 7 37 requirements 
COOK.KW Louisiana Power & Light Co. W3P85-1015 65/04/30 KNIGHTON.GW. 
Licensing Branch 3 1p. 30060 03 1-30061 -24 9 

8504300377 Forwards revs to FSARJncluding positions In response to post-TMl Items 
I A 1.1,1 A 1 2,1 A 1 3,1 A21,l A2G & IA3 1 re shift technical advisor & reactor & 
senior reactor operator training & qualifications 

0CX)f<ER,JE Gulf Slates Utilities Co RBQ Z0663 05/04/10. DENTON, H.R Olffce of 
Nuclear Fleactor Regulatlorr, Director 21pp. 30053.104-30063 124. 


8504300380 Informs of status & future plans for SPDS safety assessment sys insfaliied 
In response to NUREG 0737,ltem I D2 Sys will depart from generic sys by indrcalmg 
statistical validity of parameters in alarmed state 

HINTZ.DC Wisconsin Public Service Corp NRC 85 84 05/04/26 VARGA.S A Oper- 
ating Reactors Branch 1 2pp 30065 289 30065 290 

8604300411 Requests extension until next shutdown or Oct 1905 oulago to conform to 
830617 confirmatory order re operability of post accident sampling sys per NUREG- 
0737Jlem fl.B 3 Plant- specific Tech Specs to be provided by 050630 
FIEOLER.PB Goneral Public Utililies Corp - GPU Service Corp GL 83 3Q 85/04/22 
ZWOLINSKI.J A Operating Reactors Branch 5 2pp 30064 054-30064 055, 

6S04300460 Informs that evaluation of 840316 Tech Spec submittal, consisting of two 
separata issues upon which 850227 request for addl fees based, incorrect Roth Gener- 
ic LtrsSa 37 & B2-16 address NUREG-0737 items 

ENOS.JT Arkansas Power & Light Co GL-83-37 85/04/17 DIGGS, R M license 
Fee Managemcnl Branch Ip 30064 043 30064 043 

8504300471 Accepts revised commitment date of 1986 refueling outage to verify con- 
formance to NUREG 0827, Item 4 21 3 2, "Penetration M-19 - Olfgas Vent from Shut- 
down Condenser " 

ZWOLINSKI.J A Operating Reactors Branch 5 LSOS-85 04 037. 05/04/26 
LINDER.F Dafryland Power Cooperative 2pp 30063 224-30063 225 

8504300610 Informs of proposed tailings disposal area monitoring prograrn,per 
40CFR192Alluvium,K sand & N sand zones unsuitable for monitoring as aquifiers W/ 
one oversire map Aperture card available in PDR 

MEDLOCK.RL Bear Creek Uranium Co 01464 84/09/20 PETTENGILL.H , 

PANGBURN.G Uranium Recovery Reid Office 4pp 30092 222 30092 225 

8504300662 Summary of 050319 working meeting w/uM & S&W at plant sile re requiro- 
ments for NUREG 0737, Item III D3 4 2, "Control Room Habitability " Agenda & list of 
attendees end 

DONOHEW.J N Operating Reactors Branch 5 LS05 85 04-220 85/04/16 Oporating 
Reactors Branch 5 lOpp 30067 334-30067 347 


ORG CORRESPONDENCE WITH OTHER ORGANIZATIONS 


0503190659 fE Info Notice 85 022, "limitorque Motor-Operated Valves Rosulting From 
Incorrect Installation of Pimort Goar," Sve list end 

JORDAN, EL Division of Emergency Preparedness & Englneerina Response {Post 
830103) 85/03/21 Consolidated Edison Co of New York, Inc tO0pp 29597 001- 
20597 005 

8503210481 IE Info Notice 65-023, "Inadequate Surveillance & Post Maint & Post-Mod 
Sys Teslinjl " Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response {Post 
830103) 85/03/22 Consolidated Edison Co of New York, fnc fOOpp 29656 001- 
29656107 

8503220444 IE Info Notice 85 024, "Failures of Protective Coatings in Pipes & HXs” 
Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/03/26 Consolidated Edison Co of Now York, Inc 10Bpp 29596 154- 
29596 363 

8503200037 IE Info Notice 85 025, "Consideration of Thermal ConditlonB in Design & 
Insfallatlon of Supports for Diesel Generator Exhaust Silencers " Sve list end 
JORDAN, EL Diviston of Emergency Preparedness & Engineering Rosponso {Post 
030103) 85/04/02 Consolidated Edison Co of Now York, Inc 107pp, 29667 199- 
29667 305 

8503280045 IE Info Notice 85 026, "Vacuum Relief Sys for BWR Mark I & II Conlein- 
ments " Sve list and 

JORDAN, EL Division of Emergency Preparedness & Engineering Response {Post 
830103) 85/04/02 Consolidated Edison Co of New York, Inc 92pp. 29667 107- 
29667 108 

6504010039 IE Info Notice 85 027, "Notifications to NRC Operations Clr 8 Reporting 
Events in LERs " Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/03. Consolidated Edison Co of Now York, Inc OBpp 20690 255- 
29690 362 

8504010106 Forwards HW Krimm 860206 & 08 memos re 841213 remedial exercises to 
demonstrate correction of Category A defictenclos in Hancock County, WV Remedial 
exorcises for State of PA underway Info from FEMA & State of PA end 
MARTfN.TT Region 1. Office of Director 85/03/25, CAREY.J J Duquesno Light Co 
2pp 29571,036-29 571 045 

8504020195 Forwards corrected HH Brown B50328 Itr to G Jett Util request to meet w/ 
FEMA inappropnatd per Slate of NY Supreme Court 650220 decfsicn that util impTo- 
mentation of offsilo emergency plan unlawful Related correspondence 
BROWN.HH Kirkpatrick & Lockhart #285 332 OL 85/03/28 JETT,G Federal 
Emergency Management Agency 3pp 29579,258-29579 260 

8504020302 Informs of factual discrepancy between FEMA prefiled testimony & affidavit 
filed In support of summary disposUion of Sunflower Alliance Contention M Related 
correspondence 

CASSIDY, BP. Federal Emergency Management Agency //285 331 OL 05/03/29 
GLEASON.jp.. KLINE.JP. BRIGHT.GO Atomic Safety and Licensing Board Panel 
2pp 29577 239 29577 240 

6504020312 Con^menls on 850320 Commission policy statement on training & qualilica- 
tlon of nuclear power plant personnel Policy statement supports licensed operator 
training program Certificate of Sve end 

BLAKE, E L Gerteral Public Utilities Corp - GPU Service Corp #285 319 SP. 85/03/ 
28, 75pp 29577:267-29577 337 

8504030178 Forwards request for 0MB review & supporting stalemont re proposed Rev 
3 to Reg Guide 1 23. "uA Program Requirements (Design & Const}," 

NORRY,P.G Office of Administration 85/03/25 MACRAE. J B Office of Management 
& Budgel Ip 29627:147-29027 147 
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8504040506 Forwards request lor OMB review & supporltng siaternem re class exonnp 
Iron tor repls concerning possible nonroulme 99nertc problems 
NORRY.PG Ollice of Management & Budget 85/03/2Q MACRAE, JB Document 
Management Branch Ip 29674 277 29674 282 

8504050025 Forwards Std Form 63 & supporting statement for 10CFR39, “Licenses & 
Radiation Safety Requirements for Well-Logging Operations " Estimated respondent 
burden 14,539 h peryr 

NORRY.PG Office of Administration 85703/20 MACRAE, JB Office ol Management 
& Budget Ip 29674 188 29674 264 

0604050042 SuppI 1 to IE Info Notice 85 003, “Separation ol Primary Reactor Coolant 
Pump Shaft & Impeller ” Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
B30103) 85/04/09 Consolidated Edison Co of Now York, Inc lOlpp 297&1 025- 
29791 126 

8504050047 IE Info Notice 85 028, “Partial Loss of AC Power & Diesel Generator Deg 
radatton “ Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/09 Consolidated Edison Co of Now York. Inc 1O0pp 2979-0 278 
29791 024 

8S04080160 Forwards FEMA evaluation & ropt on 850307 remedial exercise at State 
Correctional Inst at Grater ford .per 850322 commitment Commonwealth of PA.OepI of 
Corrections has no objection to release Related correspondonco 
HASSELL.DF Heanna Branch 2 A<285 309 OL 85/04/02 HOYT.HF Atomic Safety 
and Licensing Board ftnol 6pp 29079 259 29679 284 

8504090026 Forwards FEMA “Final Radiological Emergency Preparedness Exercise 
Repl" evaluating offsite response of slate & local agencies during 841114 emergency 
exercise 

HUNTER, DR Region 4. Ollice of Director 05/04/04, SPENCE, WD, Texas LUifiHes 
Electric Co (formerly Texas Utilities Generating Co ) 2pp 20706 075-29706 154 

8604090140 Forwards FEMA 850226 evaluation of 641024 emergency exercise for 
States of lA 8 NE & local agencies Util requested to continue cooperation during train- 
ing & remedial drill on 850510 to correct Category A deficiency 
HUNTER, DR Region 4, Office of Dlreclor 05/04/04 ANDREWS, RL Omaha Public 
Power Dislrlct 2pp 29701 024-29701 076 

85D4090419 IE Info Notice 85 029, "Use of Urqualified Sources in Well Logging Appll 
cations " Svc list end 

PARTLOW.J G Division of Inspection Programs (Post 850212) 85/04/12 Consolldal 
ed Edison Co of New York, Inc C0pp 29832 001-29832 023 

8504110153 Forwards PP Giordano 850320 memo forwarding supplemental findings on 
offsile radiological emergency preparedness for facility Deiiclenctos listed Plan 
deemed inadequate 

KRIMM.RW Federal Emergency Management Agency 85/04/09 JORDAN, EL Dm 
Sion of Emorgency Preparedness & Engineering Response (Post 030103) 5pp 
29766 043 29766 064 

“0504110182 "Interim Findings of Offsite Radiological Emergency Preparedness for 
Limerick Generating Station ” 

* Federal Emergency Management Agency. 05/03/31 17pp 29766 040 29766064 

8504110165 Forwards addendum to mtorim finding on offsite radiological emergency re 
sponso plans resolving ell NUREG 0654 FEMA-REP-URev 1 planning elements re off 
site radiological emergency planning 

KRIMM.R W Federal Emergency Management Ager\cy. 05/04/09 JORDAN, E L Divi- 
sion of Ememency Preparedness & engineering Response (Post 630103). 3pp 
29766,040 29766 042 

8504160050 Forwards FEMA final repl on 841 10/ emergency proparodness oxerciso No 
dellcioncles Idonlllied W/o end 

BROWNLEE.VL Region 2. Office of Director 05/03/13, WtLLIAMS.JW Florida 
Power & light Co Ip. 20018 362-29010 362 

0504160299 Forwards FEMA 050325 Itr & Slate of MN schedule of corrective actions 
as result of 840619 exorcise Schedule acceptable 

PAPERIELLO.C J Region 3. Office of Director 85/04/11, LtNDER.FW Dalryland 
Power Coop oral IV e Ip 29014 013 29814 010. 

0504160427 Forwards RW Krimm 050403 memo to EL Jordan re llconseo losponse to 
FEMA findings on Rev 4 lo facility transition plen.Rolated correspondenco 
BORDENICK.0M Hearing Branch 3. /If 2B5 532 01-3,65/04/11 MARGULIES.M B , 
KUNE.JR, SHON.FJ Atomic Safely and Licensing Board Panel lipp 29616 193 
29616 203 

0604170024 Forwards request for OMB review & supporting statement re proposed rev 
lo 10CFR35, "Medical Use of Byproduct Mall ” 

NORRY.P.G, Office ol Administfallon 05/04/00 MACRAE,J B. OffiCQ of Managemanl 
& Budget, Ip 29904 093-29904 f16 

8604170240 IE Info Notice 85 030. “Micro biologically Induced Corrosion Confafnmont 
Svc Wafer Sys " Svc list end , „ . 

JORDAN, E L Division of Emergency Proparodness & Enainoering Response (Post 
030103) 85/04/19 Consolidated Edison Co ol New York. Inc 109pp 29966 258- 
29966.363. 

8504170432 Provides status of Category A deficiencies from 840627 full participation 
offsite radiological emergency preparedness exercise Deficiencies adequately 
corrected PP Giordano 850301 memo & summary of deficiencies encl ^ ^ ^ 
KRIMM.R W Federal Emergency Managomanl Agency. 85/04/10 JORpAN.EL Divi- 
sion of Emergency Preparedness & Engineering Response (Post 630103) zapp 
29828 175-29826 202 


8504180430 Summary of 850319 meeting w/Ridihalgh.Eggers & Assoc & Science Appfi 
cations Inll Corp in Stiver Sprmg.MD ro DOE proposed R&D announcement efforts for 
Minimax Sys concept for managing spent fuel 

ROBEHTS,J P Advanced Fuel & Spent Fuel Licensing Branch 85/04/10 
ROUSE, LC Advanced Fuel & Spent Fuel Licensing Branch 50pp 29919 245- 
29919 294 

0504190002 Parlial response to 840116 request for INPO & NRC documents re INFO 
role m & procoduros for reporting info to NFIC App G M documents in PDR Identified 
documents partially & completoly withheld (ref FOIA Exemptions 4 & 5} 

DIRCKS.W J Office of the Executive Director for Oporaltons 84/07/31 TOTTEN, M 
Publrc Citizen Litigation Group tOOpp 30073 004-30074 228 

-•8101080108 "New Trends in Evaluation & Implemenlaion of Sately-R elated Operating 
Experience," presented at IAEA 801020 24 Inti Conlorence on Current Nuclear Power 
Plant Safety Issues, Stockholm, Sweden 

MICHELSON.C Director’s Office 80/10/20 22pp 30077 157-30077179 

—8504190328 fnforms that duo to ongoing work associated w/inlegrat-ed cperatronal ex- 
perience reporting sys, vole on ksl ol sys that should be included in reliability data sys 
such as NPRDS constdared inappropriate, per 810218 Hr 

HEBDON.F Director’s Office 81/03/24 LOGAN,BW American Nuclear Sociely 
LOGAN.B W Duke Power Co Opp 30078 092-30078 100 

“8301200033 "Hept of Task Group on Owners Certification tor Nuclear Power Plants " 

* American Sociely of Mechanical Engineers 82/01/14 l6pp 30079 047-3007’9 062 

“6504220011 Forwards mail to suppl moaling,inclLidirg background on proposed coun- 
sil of fiucleer Insp organizations & WP Johnson 820903 Hr to EP Wilkinson 
WILKINSON.EP Institute of Nuclear Power OperalEons 82/09/03 DIRCKS.W J Di- 
rector's Office 3pp 30079 044 30079 046 

“8504220014 Informs that based on 820903 proposal for more efficient utilization of re- 
sources of agencies involved in licensing of nuclear power plants, agencies that could 
participate tncludo INPO, NRC. AN I & Nuclear Mutual Ltd 

DIRCKS.W J Director’s Office 03/01/17 JOHNSON.W P American Sociely of Me- 
chanical Engineers 2pp 30079 063-30079 064 

“8000030143 foiwards "Interim Program Plan.Ofc for Analysis & Evaluation of Opor- 
alional Data " 

MICHELSON.C. Director’s Office 80/05/30 PACK.R Institute of Nuclear Power Op- 
erations Ip 30977 137-30077 154 

“8111180027 Ack receipt ot 811027 Hr requesting NRC rcpresonlalive for consultalior^ 
re development of methodology for analyzing comparative risks & costs associated w/ 
Iransportellon of large quantity radioactive mails 

DIRCKS.W J Office of the Executive Director for OperaUons 81/10/29 
SANTMAN.LD Transportation, Dopl of 2pp 30070 259-30076 260 

“8202170069 Dlscussos 011 123 meeling.d escribing INPO action on avaifability of ado 
quately trained personnel lo operate plants A provides background & proposed course 
of action on NRC rulemaking on radiological prolecllon plan 
WILKINSON.EP Institute ol Nucloar Power Operations 81/12/14 DIRCKS.W J 
Office of the Executive Director for Operations Opp 30078 005-30078.013 

•■>8203190024 Advises that J Heltomos will serve as ropresonlalivo to NPRDS Technical 
Advisory Committee 

MICHELSON.C Director's Office 82/02/23 WILKINSON.EP Inalilulo of Nuclear 
Power Operations Ip 30070 21 1 30078 21 1 

“8204220103 Forwards lor scgnaturo.memorandumi of agreement between INPO & NRC 
ro exchange of operational experience data & App t lo agreement EflocUve date of 
820401 requested 

DIRCKS.W J OlfiCQ of Ihe Executive Director to/ Operations 82/03/29 
WtLKINSON.E P Institute >of Nuefoar Power Operations Ip 30078 179-30078 109, 

“8207010474 Approves limitations on use of nuclear plant rehab II ity data sys dala base 
stiputaleci in Item, 1 of 820402 itr, Repts & conclusions rosulting from auditing el fort 
will bo provided per request QA & data review one) 

MfCHELSON.C Director’s Office B2/04/30 HAUETER.R L Institute ol Nuclear 
Power Operations Ip 30075 133 30075 162 

--B207220026 Forwards suggested changes lo INPO program plan for nuclear plant roli- 
abllily data sys (Current version consIdorabCo Improve men<t over draft 
MINOGUE.R B Office of Nuclear Regulatory Research, Director 62/07/13 
MICHELSON.C Director’s Ofllco 3pp 30076 054-30076 050. 

“8208170016 Requests NPRDS file tape updated through second quarter of 1082, per 
020610 telcon 

DENNIG.R L Director's Office 02/05/04 WEYRAUCH.A Institute of Nuclear Power 
Operations Ip 3O0Q1 050-30081 OSO 

“8210180322 Supports ACRS request to distribute INPO operational experience repts 
MfCHELSON.C Director’s Office 82/09/26 WILKINSON.EP. halitute ol Nuclear 
Power Operations. Ip 300B1 042 30081 043 

“0210260566 Informs that NRC has no comments on NPRDS program plan, NPRDS 
progress rept or NPRDS action plan tor 1983, 

HELTEMES.CJ Director's Office 82/10/01 HAUETER.R L Inslltulo ol Nuclear 
Power Operations Ip 30001 044 300 B1 044 

“6211170473 Submits topics for proposed daacusslons during wk of 021213 in Atlanta 
SEYFRIT.KV Reactor Operations Analysis Branch 82/11/09 COHN.B Institute of 
Nuclear Power Operations 2pp 30081 048-30061 049. 

“6301140020 Requests assistance In resolving questions re accessing data from INPO 
plant-specific data base.per INPO/ NRC Memorandum of Agreement. 

MICHELSON.C Director's Ollice 82/12/15 WILKINSON.EP Institute of Nucloar 
Power Operations 2pp 30080 246 30080 249 


0504100316 Forwards EL Jordan B50410 memo lo RW Krimm, RW Krimm 06^09 re- 
sponse & PP Giordano 650329 memo to RW Krimm re FEMA supplemental inlerim 
finding on offsile radiological emergency preparedness Related corrosporidonce, 
HAS^LL,OF. Hearing Branch 2. #285 685 OL. 85/04/16 HOYT.HF Atomic Safely 
and Licensing Board Panel 1 1 pp 29853 263 29053‘273. 


^8301250682 Informs that INPO made progress since assuming mg! of NPRDS, w/fall- 
ure reporting up for utils not participating previously Timely roportirig required of com- 
ponent failures teading to operation In degraded mode 

WILKINSON.EP. Institute of Nuclear Power Operations 82/12/22 DIRCKS.W, Office 
of the Executive Director for OperatlonSn 2pp 30075 34 5 30075 346 
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3301260360 Forwards eagineoring evafualion & case study re pts Comments or possi 
biG improvannents appreciated INFO will be placed on routine dustribution tor future 
repts W/o end 

MiCHELSON.C Director's Office 03/01/05 WILKINSON. E P. Institute of Nuclear 
Power Operations 1p 30081 062*30081 062 

-8304190372 Discusses comments Irom NRC otcs re availability a timeliness of INPO 
repts concerning oporational experience Some ofcs concerned about delays in re- 
ceivirg cerlain INPO repts 

HELTEMES, CJ Director's Office 83/03/31. 2EBROSKI.E L Instilule of Nudear 
Power Operations 3pp 30081 071*30081 073 

-8304220634 Returns executed coordination plans tor NRC/INPO training- related 
actiVJires Specific coordinalion plan agreements provide vatuable dale & info ex 
charoe 

DIRCKS.WJ Office of the Executive Director for Operations 83/04/05 
WfLKINSON.EP Institute of Nuclear Power Operations 12pp 30081 074-30081 085 

-8304220638 Forwards NRC/INPO coordination plans for signaluroSlalus of plans 
under 820401 umbrella memo of agreement outlined 

WILKINSON, EP Jnstitule of Nuclear Power Operations 83/03/03 DIRCKS.VVJ 
Office of the Executive Director for Operations 11pp 30080 353-300B1 001 

-0304260235 Responds to 8301 18 Itr requoslmo removal oJ resinclion of access to for- 
eign info forwarded to INPO by NRC Confidentiality agroemenl providos adequate 
level of protection Wntlen confirmation of agreement requosted 
HELTEMES.CJ Oirec tor’s Office 83/04/08 WILKINSON.E P Inslilul© of Nuclear 
Power Opgratlons 2pp 30D81 086-30081 087 

-8305110166 Authorizes INPO to provide NPRDS data to listed contractors Contra c 
tors informed & have accepted that NPRDS data to be used only In conjunction w/ 
contracis 

BOYLE, EL Program Technology Branch 83/04/22 SIMARD.R Inslltulo of Nuclear 
Power Operations 2pp 30074 309-30074 326 

-8300180573 Informs of current acirons re access to foreign Info received In confidence 
by NRC under bilateral agreomonls Requests for specdic documents should be made 
to H Faulkner in Ofc of I nil Programs 

HELTEMES.CJ Director’s Office 83/07/26 WILKINSON.E P Institute ol Nuclear 
Power Oporalions 2pp 30074 229-30074 230 

• 8312090099 Forwards signed Coordination Plan for NRC/INPO Training Related Ac- 
tivities (Aop 4 to Memorandum of AgreemeniJ Revs concerningjob & task analysis ac- 
tivilies will improve useful Iness of previous agreement 

DJRCKS.W J OHico ol the Executive Director for Operations 83/11/23 
WILKINSON.E P Institute of Nuclear Po-wer Operations 16pp 30074 238-30074 253 

• 8312090105 Fonvards Coordination Plan for NRC/INPO Training Related Aclivdies 
(App 4 to Memorandum of Agreomenl) for signature 

WILKINSON.EP Jnslituie of Nuclear Power Operations 83/11/15 DIRCKS.WJ 
Office of fhe Execulive Director for Operations Ip 30074 294 30074 306 

-8584190013 Speech enUlted “INPO' Update." presented at MIT B 1071 5 nuclear power 
reactor safety course in CambrIdge.MA 

PATE.ZT Institute of Nuclear Power Operations 81/07/15 21pp 30073 143- 
30073 163 

-8 S 04 190022 flequesis laps of complete NPRDS file as updated through First Quarter 
19B2 in acccrdance w/820610 tel con Tape should be forwarded directly to contraclor 
for use in next phase of NPRDS audit Required (ape characteristics listed 
DENNIG.R L. Program Technology Branch 82/06/18 WEYRALICH,A Instilule of Nu 
claarPowerOporations 103pp 30073355-30074095 

-8504190068 Comments on four events summarized in draft Vol 5. Number 4 of "Power 
Reactor Events " Comments numbered to correyiond w/draft 
ROSEN.SL Institute of Nuclear Power Operations E-17-01054 84/01/10 

HELTEMES.CJ Director's Olfice 3pp 30075 349-30075 351. 

-8504190073 Forwards listed significant event repts, per B 20401 MO A W/o 
repts Related info end 

ROSEN.SL Institute of Nuclear Power Operations 84/01/11 HELTEMESXJ Direc- 
tor's Office 56pp 30075 352-30076 045 

-9504190077 Requests planned discussion topics re MOA by 820224 for 820309 meet 
ing in Alfanta.GA 

ROSEN.SL InstJlute ci Nuclear Power Operations B-62-0146 82/02/18 

MICHELSON.C Director’s Office 9pp 30076,046 30076 053 

• 8504190067 Informs of development of end revised version of original MOA.oftective 
810601, per 820125 discussfons.Onginal spNls MOA into generic or umbrella state- 
ments covering activities & relationships common to variety of topics 
WILKINSON.EP Inslltulo of Nuclear Power Operations 82/03/19 DiflCKS.WJ 
Office of the Executive Direclor for Operations 10pp 30074*134-30074 143, 

-8504190088 Informs lhal NRC Documenl Control Sys.NPRDS data base, NRC/INPO 
LER data base, NRC gray book data baso & fechnical library data base to be made 
available under MOA in response to request for access to dale bases to support 
AEOD 

HAUETER.R L rnstilute of Nuclear Power Operations 82/OB/02. MICHELSON.C Di 
re dor's Office Gpp 30076 057-30076 062 

-8504190097 Forwards audit of INPO significant event evaluation & info network pro 
gram conducted on 620628-30 <0 determine If objective of program being 
achieved QA program should be period ically reviewed 

WILKINSON.EP, Insltule of Nuclear Power Operations 82/11/23. THOMPSON, H L 
NRC • No Detailed Affiliation Given 10pp. 30070 063-30076 072 

-6504190104 Forwards respor>so to Mem 2 of Energy & Water DevelopitienI Appropria 
tions Subcommittee requests, per 820222 memo. 

HELTEMES.CJ. Directors Office 82/03/03 TRINER.EC Office of Admin islratron 
3pp 30077 276 30077 278 

-8504190106 Forwards profiles on INPO member uMs produced thus far Further pro- 
files 10 be sent as production of addi profiles conllnues Related info end. 

DUNKLLM K Instilute of Nuclear Power Operailons 82/05/05 MICHELSON.C Dr- 
rector's Office 103pp 30076 073-30076 176, 


-0504190125 Forwards revised numbering schema developed lo assign dackel mrni- 
bers lo foreign nuclear reactors List revised lo place reactors in alpha rumoric order & 
provide addi numbering space for units m numbering sequence 
COHN.BL Institute of Nuclear Power Operations 181-0063 81/10/01 BOYLE.EL 
Director’s Office 30pp 30077 322-30077 359 

-8504190128 Summarizos discussions re plans for using INEL lo review NPRDS 
program Commilmant to provide semiannual repts to Commissioners rccognired & 
wtllingnoss to provide assistance expressed 

HAUETER.R L Instilote of Nuclear Power Operations 82/04/02 MlCHELSONC Oi 
rector’s Office 2pp 30075 131-30075 132 

-8S04 190140 Requests approval to obtain microfilm copies of public portion of comput 
flfizod Document Control Sys & tapes in ordor lo ovoid duplicate filming & mdoxir>g oJ 
malls 

ZEBROSKf.EL Institute of Nuclear Power Operations BBl-019? 81/10/05 

OIRCKS.W J Office of the Executive Director for Operations 6pp 30077 360- 
30070 004 

..8504190184 Informs lhal SWRI requested lo provide NPRDS data base, per 820618 Itr 
to A Weyrauch Data provided in accordance w/ conditions listed in Paragraph 1 ol RL 
Haueler 020402 Itr to C Michelson 

WEYRAUCH, AW Institute of Nuclear Power Operations B2/0G/29 DENNIG.ftL 
Program Technology Branch Ip 30075 287-30075 287 

—8504190188 Responds lo 820709 Hr requesting venlication of NRC understanding of 
basis of which significant event repis & significant operating experience repts provided 
to Commission 

WILKINSON.EP Institute of Nuclear Power Operations 02/07/15 MICHELSON.C 
Direclor's Olfice Ip 30075 288 30075 28B 

--8S04 190195 Forwards draft statement re significant event repts & significant operalcrg 
experience repis sub] lo RA Udell 820603 & 11 FOIA requests & request that riocu 
men Is not bo publicly released 

MICHELSON.C Director’s Office 82/07/09 WILKINSON.EP InsUlote of Nuclaar 
Power Operations 4pp 30075 269 30075 306 

-8504190206 Forwards revised draft MOU w/NRC & INPO on cooperative relationship 
in col lection.e valuation & feedback of operational experience info & data for nuefaar 
power plants Version basically same as that discussed in G00715 meeting 
BREEN, RJ Nuclear Safely Analysis Center ROSEN.SL Institute of Nuclear Power 
Operations 00/09/15 MICHELSON.C Director’s Office lipp 30077 126 30077 136 

-8504190209 Informs lhal in order to preserve proper confidentiality of significant eveni 
repts & significant operating experience repts disclosed in response lo FOlA 
request, identification of plants, utils & vendors must bo deleted 
WILKINSON.EP Institute of Nuclear Power Operations 82/07/23 MICHELSON.C 
Director’s Office 2pp 30075 307 30075 308 

-8504190216 Forwards advance copy of INPO/nuclear safety analysis clr version o! 
rremorandum of agreement as background lo meeting w/ INPO/nuclear safely nnaly 
SIS ctr All changes to suggested version shown in red 

HELTEMES.J NRC No Detailed Affiliation Given 81/05/08 MICHELSON.C NRC 
NoOotailed Affiliation Given Opp 30074 173-30074 180 

-8604190219 Comments on Vol 4, Number 3 of draft “Power Reactor Events “ ChangD 
re discussion of HPI nozzle repair on Page 15 suggested 

ROSEN.SL Institute of Nuclear Power Operations, B 82-0666 C2/0B/05 

HELTEMES.CJ Director’s Office Ip 30075 309-30075 300 

-8504190220 Informs that LOFT div of EG&G invited lo util operations porsornol par 
ticipation In next LOFT test Total of eight to ton people would go to INEL lor brisling 
on test procedures 

MURLEY.TE Division of Reactor Safely Research 80/08/12 WILKINSON.E Insli 
lute ot Nuclear Power Operations Ip 30077 166 30077 155 

-8504190224 fnlorms that signficanl event repts identified in 820723 Ur nnisslng from 
flies & have never been transmuted to NRC Repis based upon non LER o vents 
which affected utils did not agree to release lo NRC 

HAUETER.R L Institute of Nuclear Power Operations 82/08/06 THOWPSON.GF 
Director’s Office Ip 30075 310-30075 310 

-8504190229 Forwards preprint ol paper on operational data assossmenl to be pre 
seated in Stockhofm.Swodon on 801020 Overview of induslry.licensea & NRC aclivi 
ties provided 

MICHELSON.C Director’s Office 80/10/10 ROSEN.S.L Institute of Nuclear Potter 
Operations 39pp 30077 156-30077 156 

-8504190233 Fonwards users group charier approved by mgl Membership considerably 
expanded Util participation increased & representatives recruited from At 
participants, per industry review group recommendations 

HAUETER.R L Institute of Nucloar Power Operations 82/08/09 HELTEMES.CJ Dr 
rector’s Office 4pp 30075 311-30075 314 

-8504190237 Forwards first progress repl on NPRDS Issuance of repis to members & 
participants approx every 6 months planned Comments & suggestions solicited W/o 
end 

HAUETER.R L Institute of Nuclear Power Operations 82/08/10 HELTEMES.J Direc 
tor’s Office Ip 30075 315 30075 315 

-8504190242 Informs lhal SWRI requested to provide NPRDS data base, in response to 
820804 Ilf Data provided In accordance w/ conditions listed in Paragraph 1 of FIL 
Hauater 820402 Itr to C Michelson 

WEYRAUCH, AW Institute of Nuclear Power Operations 82/08/12 DENNIQ.RL 
Program Technology Branch Ip 30075 316-30075 316 

-8604190248 Requests thoughts re SECY-80 507 requirement for improvements In ex- 
isting integrated operationar experience reporting Sys, particularly concerning scope ol 
reporting 

HEBDON.FJ Director’s Office 81/01/22 HAUTER.RL Institute of Nuclaar Powor 
Operations lOpp 30077 180-30077 1B9 

-8S04190248 Forwards 1983 NPRDS action plan Comments & suggestions which will 
guide aclivilles during 1983 & define planned scope of contraclor activilies for 1983 
sollcHed NPRDS program plan also end W/o ends 

HAUETER.R L fnstilulo of Nuclear Power Operations 82/09/13 HELTEMES.J! Direc- 
tor’s Office Ip 30075 317-30075 317 
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‘B504190253 Provides commonts on Vol 4, Number 4 of May-June 1982 tlrafl “Power 
Events" re inoperable overpressure protection sys & broken reactor coolant pump 
bolts 

ROSEN.SL Institute of Nucfear Power Operations 82/10/14 HELTEMES.C J Direc* 
tor's Office 7pp 30075 318-30075 324 

-8504190258 Informs of continuation of pursuit of industry action re drug awareness 
policy JJ O’Connor 821020 ttr end 

WILKINSON.E P Instilule of Nuclear Power Operations 82/11/01 DIRCKS.WJ 
Office of the Executive Director for Operations 2pp 30075 325 30075 326 


•8504190303 Forv/ards description of effort to develop plan tor improving current per 
sonnet shortage in nuclear ulil industry 

WILKINSON.E P Institute of Nuclear Power Operations 81/05/20 DIRCKS.WJ 
Office of the Executive Dsrector for Operations t Ipp 30078 074-30078 004 

■85041903 06 Responds to 811005 Hr requesting access to Document Control 
Sys Microfiche copies of public porlton of Document Control Sys, tapes of indexed info 
& monthly index of mtcrolichc & index tapes can be provided 
DIRCKS.WJ Olfico of Ihe Executive Director for Operations 61/10/29 
ZEBROSKLEL Institute of Nuclear Power Operations 2pp 30077 203 30077 2U 


■8504 190259 Extends invitation to be active participant in development of integrated 
operational experience reporting sys W/assistance.sys providing quantity & quality of 
operational experience data needed by industry can be developed 
DIRCKS.WJ Office of the Executive Director for Operations 81/01/28 
HAUETER.n L Institute of Nuclear Power Operations Ip 30077 190-30077 190 

■6504190261 Informs that R Haueter recommends dissolution of separate, ongoing 
group & that ad hoc working groups be formed from NPRDS users group to handle 
specific issues Participation in data usage working group commended 
SIMARD.R Institute of Nuclear Power Operations 02/11/04 DENNIG.R Director's 
Office ip 30075 327-30075 327 

•8504190266 Forwards “Performance Objectives & Criteria for Corporate Evacuation & 
Assistance Visits” & “Nuclear Plant Performance Monitoring Info Evaluation should 
include review of corporate suppoM & monitoring of nuclear station W/o ends 
PATE.ZT Jnslilute of Nuclear Power Operations B2/12/06 THOMPSON.HL Division 
of Human Factors Safety 2pp 30075 328 30075 338 

8504190271 Informs that negative repi received from NPRDS evaluation of 82 failures 
lo see If info put in sys should be viewed w/ caution Support at CEO level encour- 
aged 

WILKINSON.E P Inslituio of Nuclear Power Operations 82/12/16 DIRCKS.WJ 
Office of tho Executive Director for Opoxalions 2pp 30075 339 30075 340 


-•8504190307 Forwards draft Vol 5, Number 2 of “Power Reactor Events" for Mar-Apr 
1983 Review of content ■& degree of detail in nine events under Summaries of 
Events" as ■well as abstracts requested Suggestions for future improvements GMCOur- 

SflEWES.CJ Director's Office 63/09/12 ROSEN.SL Institute of Nudoar Power 
Operations Ip 30074 231 30074 231 

-8504190310 Forwards list of locations of RAPICOM high speed facsimile machines 
now in SVC List indicates location of equipment within nuclear industry & may be of 
help as communications avenue 

nOSEN„SL Institute of Nuclear Power Operations 01/06/03 SCOTT, R S Document 
Manage ment Branch 2pp 30076 065 30078 086 

-6504190316 Forwards draft press release re significant events evaluation & into not 
work pronram.as followup lo 81070 b tele on 

WILKINSON.E P Inslituta of Nuclear Power Operations B1/07/0G DIRCKS STELLO, 
DENTON NRC No Detailed Affilialior> Gwen 3pp 30078 0B7 30076 069 

-8504190319 Accepts E Boyle as momber of ANS-58 20 subcommittee to replace D 
Hartfield in response to 810505 ttr 

HAUETER, RL Institute of Nuclear Power Oparaliona 81/06/11 MICHELSON.C Di 
rector’s Office 1 p 30078 090 3007B 090 


-6504190272 Rov 4 to draft “Coordinated Industry Emergency Operating Procedures 


Mnstitula of Nuclear Power Operations 81/12/12 31pp 30070.014-30078 044 


-8604190276 Informs that mullt step process will bo followed re proposed Integrated 
operational experience reporting sys Approval of concept permits development of pro 
posed rule & related guidance lo proceed 

DIRCKS.WJ. Office of Ihe Executive Olroclor for Operations 81/01/28 
WILKINSON.E P Institute of Nuclear Power Operations 2pp 30077 191 30077 192 

-8504190277 Forwards 821220 telex ro request that NRC & Significant Event Evalua- 
tion & Info Network Events Analysis staff Identify sys & components for tracking which 
might not generate LERs under propoaod rulemaking 

• Jnstituto of Nuclear Power Operations 82/12/20 HELTEMES.C J Director’s Office 
ip 30075 341-30075 341 

-8B0419D279 Forwards commonls on draft Jul-Aug 1981 issue of “Power Reactor 
Events " Continued use as public info document encouraged 

ROSEN, S.L Institute of Nuclear Power Operations 81/12/21 MICHELSON.C Direc- 
tor’s Oflico 3pp 30078 045-30078 047 

-8504100262 Informs of roquest that Significant Event Evaluation & Info Nolwork 
Events Analysis staff Identify sys & components for troeWng which might not generate 
LERs under proposed rulemaking 

WILKINSON.E P Inslituio of Nuclear Power Operalions 82/12/20 DIRCKS, W NRC - 
No Detailed Affiliation Given 3pp. 30076 342*30075,344 


-8604190285 Forwards minutes of 010317 meeting In Atlanta, G A re MOA covering 
operational data analysis area 

PATE.ET Instilule of Nuclear Power Opuralions 01/03/20 MICHELSON.C, 
HELTEMES.J. NRC ■ No Detailed Affiliation Given 7pp 30078 048*30078 064 


■3604190280 Renuoats that updated NPRDS tape be sent at end of each quarter for 
use In NPRDS audit program, when responsibility assumed tor updating data 
base Tape of NPRDS data base plus Info on data base strucluro needed lo read tap© 
requested 

HEBOON.FJ. Program Technology Branch 83/07/19. SIMARD.R tnsliluto of Nuclear 
Power OperalionB Ip 30074 227-30074.227 

■6504190209 Informs that aa result of recent roorganlzallon.AEOD now has lead ro 
sponsibilily lor NPRDS activities within NRC, Including provision of main contact for 
NRC/NPRDS discussions & technical direction lor tripartite contract 
MICHELSON.C, Dlroctor’s Office 81/05/05 HAUETER.R L Inatiluto of Nuclear 
Power Operations Ip 30077 193-30077 103 

■6604190292 Informs of concern w/potontlal Impact of rutomaking described In SECY- 
81 84 Imposition of massive education program on seriously understaffed industry has 
serious safety implications . 

WILKINSON.E P, Institute of Nuclear Power Operations 81/05/01, DIRCKS, W,J 
Office of the Executive Director for Operations. 17pp 30078 055 30078,071 


-B6041 90294 Informs that offecllve 030801 FJ Hebdon will bo reprosenlatlve on 
NPRDS users group.Hebdon currently plans lo attend next users group meeting on 
830609 10 

HELTEMES.C J, Director’s Office 84/07/19. LOG AN, B. Instilule of Nuclear Power 
Operations Ip 30074 228-30074,228, 

-8504190297 Requests review of & commcnle on end praliminary draft o1 proposed 
rule for LER sys within 30 days Closo work w/INPO over next aeveral months expect- 
ed as proposed rule prepared & refined ... . 

MICHt^LSON.C Director’s Oflico 81/09/18. WILKINSON, E,P Inslitule of Nuclear 
Power Operations 9pp. 30077.194 30077'202. 

-8504190298 Responds to 821215 Ilf roquofiting expansion in ffow of info on eporalion- 
al data Outline addresses exchange of plant-specific data base 8 access lo significant 
event root/ significant operating experience repls 

WILKINSON.E P Inslitula of Nuclear Power Operations 82/12/28 MICHELSON.C 
Director's Office 2pp 30075 347-30076.348. 


-8504190300 Urges clarilication of educational requirements contemplated In SECY 81- 
84 which would benefit operational safety by retaining exponenced shift operators & 
by permitting orderly developed of future oducalionol plans. iif i 

WILKINSON.E P. Insltlule of Nuclear Power Oporat tons 81/05/20. DIRCKS^^ 
Office of the Executive Director for OperatEons, 2pp 30070.072-30078 073 


-8504190327 Forwards iatesl forma! EG&G repl on NPRDS Findings used to prepare 
Jul SECY 83 4A rept lo Commission Comments requested W/o end 
DENNIGpR.L Program Technology Branch 03/09/21 SIMARD.R Inslituio of Nuclear 
Power Operations Ip 30074 235-30074 235 

-6504190350 Informs that commilmenl/ performance indicators for all NRC regulated 
entities not requests, so as not lo slitlo or chill critical self evaluation 

B rocess Obligation lo rept any substan.tial safely hazard reinlerated 
IRCKS.WJ Office of the Executive Director for Operations 83/10/20 

WILKINSON.E P Institute of Nuclear Power Operalions Ip 30074 236 30074 236 

-850419O3S1 Forwards LER microfiche as roqijasled Filo covers period from 1969 lo 
tornnination ©I data bsso in Oct 1981 Update in file fabollod in fiche header as miscel 
lanoous or updales 8 Med as group in front of regular LER fiche W/o end 
BOYLE, E L Program Technology Branch 83/ f 1/07 REILLY, DL Institute of Nuclear 
Power Operations Ip 3 0074 237*30074 237 

-8504190378 Concurs w/interim solution lo reactor protection sys/ESF actuation sys 
inslrumenlation reporting problom proposed in recent Hr lo NPRDS usor 
group Provision of oxamples for word card recommended 

HELTEMES.CJ Direclor’s Olfico 04/01/25 SIMARD.R I nshluto of Nuclear Power 
Operations 3pp 30074 254 30074 25C 

-6604190384 Informs of belief that info contained in reots describing abnormal reactor 
operating expenonces In OECD countries has polenlial for aasi sling US reactor opera 
tors & that inclusion of review of repls in review process important 
ROSEN.SL Institute of Nuclear Power Operations B 02 0420 82/01/05 

MICHELSON.C Director's Office 2pp 30074 257 30074 25B 

-8604190391 Reiterates recent request for assistance ol R Donnig on data usago work 
Ing group R Donning continued presence as part of working group would bo most ben 

SINARD.R Institute of Nuclear Power Operations 02/01/ 97 MICHELSON.C Direc 
tor’s Office 5pp 30074 259*30074 2C3 

-8504100396 Forwards draft modified MOA for reviow 
WILKINSON.E P Instilule ol Nuclear Power Operations 82/01/25 DIRCKS.WJ 
Office of the Executive Director for Operations 6pp 30074 2G4-30074 293 

-8504190415 Forwards by-laws & certilicate of incorporatronjor use In developing char- 
ter & membership (or federation on owner cerlilicatlon 

SEIBERLING.R K Institute of Nuclear Power Operations 02/04/15 TAYLOR, J NRC 
■ No Detailed Affiliation Given 32pp 30074 327-30074 35a 

-6604190420 Informs that conditions delineated in 020319 Itr for receipt of NEA abnor- 
mal operating experience data acceptable Conversations w/JD LaFleur identified (wo 
areas where restrictions should bo modifiod 

VER STEEG.CJ Institute of Nuclear Power Operations 82/04/16 MICHELSON.C 
Director’s Otflco I5pp 30074 359-30075 010 

-■8504190424 Provides comments on ’’Powor Reactor Events,” Vol 4, Number t 
ROSEN.SL Institute of Nuclear Power Operations 02/05/03 HELTEMES.C J Direc- 
tor’s Office 2pp 30075 01 1-3D075 012 

-0584190431 Forwards microfjcho containing all LERs received during First Quarter 
1982 Unlike 1981 filming formal, only event yr being referenced Each microfiche idenl! 
fied by docket number.plant name & plant acronym W/o eneJ 
BHANUMJ N Institute of Nuclear Power Operations B 62 0420 82/05/19 
BOYLE.EL Direclor’s Office Ip 300*^5 013 30075.013 

-8504190439 Forwards Commission proi^ram & pohey guldanco & informs that naed for 
& important role of CRGR emphasized in Commlsscon policy guidance & in recent 
speechaa by Chairman.W/o end 

HELTEMES.C J Director's Office 82/02/22 ZEBROSKI.E Inatiluto of Nuclear Power 
Operations Ip 30077 212 30077 213 

-8604190444 Forwards sample ol generic sys description & drawings used in IE PWR 
fundamentals training course Drawing & descriptions based on Westinghouse PWR 
design. 

HEBDON, F Director’s Office 82/03/17 WEYRAUCH A Institute ol Nuclear Power 
Operations PARRIS, J Tennessee Valley Authority 52pp. 30077 214-30077 263 
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-8504190447 FoAvards revised CommissEon commenis on proposed LER rufe Previous 
version should be lossed Publishing of ruCe for cominent underway Consideration that 
restricted info not now included requested W/'o encL 

HELTEMES.J Direcior’s Office 02/04/29 COHN.B Ins liluta of Nuclear Power Oper- 
ations Ip 30077 264 30077 272 

-8504190454 Informs that charter for NPRDS users group under development A will be 
distributed to all re press n tat ivos in near future Concern ot travel funds to all users 
group organizations recognized 

HAUETEH.fl L Institute of Nuclear Power Operations B 82 0425 82/05/20 

MICHELSON,C Director’s Office Ip 00075014 00075 014 

- 8504190457 Offers no comments on ‘'Power Reactor Events/’ Vol 4, Number 2 
ROSEN, S L institute of Nuclear Power Operations &2/O6/0B HELTEMES.CJ Direc- 
tor’s Office 1p 30075 015-30075 015 

-8504190462 Forwards EG&G draff repl on NPRDS Rept currently under review by 
AEOD & revs likely before issuance m final form Review of factual info requested 
since first rept must bo completed by late June W/o end 

MICHELSON.C Director's Office 82/05/10 HAUETER,R Institute of Nuclear Power 
Operations Ip 30077 273-30077 273 

-8504190464 Informs of determlr^alion that INPO can be granted access to operating 
eKperiencQ & other data useful to ongoing INPO analyses provided rn confidenc-e 
under bilateral Info exchange & cooperation arrangement program 
WICHELSON.C Director’s Office 82/05/19 SMITH.R S Institute of Nuclear Power 
Operalions Ip 30077 274-30077 274 

-8504220001 Forwards two sets of microfilm conlamlng all LERs received by INPO 
during first three quarters of 1D82FichQ made w/o yellow title stripe as 
requested Next transmitlal of ftche anticipated in mid to fate Feb W/o end 
BRANUM.TN Institute of Nuclear Power Operations 83/01/19 0OYLE.E L Direc- 
tor’s Office tp 30078 354-30078 354 

-8504220002 Provides comments on draft Vol 4, Number 5, "Power Reactor Events" 
W/o end Table identifying INPO documents re events described in repi encIXfst of 
NRC related events also end 

ROSEN, SL Institute of Nuclear Power Operations 83/01/31 HELTEMES.CJ Direc- 
tor’s Office 30pp 30078355-30079 022 

“0504220003 Forwards drafi plans covering evaluation programs {oporalinq & 
consl), training programs & radiological proteetTonJor review fn preparation (or 830225 
meeting 

PATE,ZT Institute of Nuclear Power Operations VM039 83/02/16 TAYLOR J , 
THOMPSON, H NRC ♦ No Detarled Affiliation Given 12pp 30079 023 30079,034 

-8504220004 Confirms 630218 conversation w/6P Wilkinson Oulllne of presenlallon 8 
list of personnel attending end Copy of matls to ba made available 1 day prior to 
830311 briefing 

SMITH, OG Instilulo of Nuclear Power C^eralions 83/02/22 STOLOFF.i Office of 
the Secretary of the Commission 3pp 30079 035-30079 037 

-8504220005 Forwards two sel3 of microfilm contafr^ing afl 1981 LERs received SuppI 
fiche to be issued to account for few LERs still missing at time o( filming Transmittal 
replaces 820519 transmitlal of 1981 LERs in- entirely W/o end 
BRANLIM,T N Instilute of Nuclear Power Operations 63/02/28 0OYLE,E L Direc- 
tor’s Office ip 30079038 30079 038 

-8504220005 Responds to 830222 Itr requesting comments on draft Vol 4, Number 6, 
’Power Reactor Events " Event described in Section f 1 should be modified to In- 
clude ref to other failure modes for code safety valves 

FIOSEN,Sl Institute of Nuefear Power Operalions 83/03/01 HELTEMES.CJ Direc- 
lor’s Office Ip 30079 099 30079040. 

-8504220007 Forwards two sals of microfilm containing all LERs received during Fourlti 
Quarter 1982 As In previous filming, header of each fiche indicates plant doclKet 
number on left Next Iransmiilal in Apr to cover First Quarler 1983 W/o end 
BRANUM.T N Inslitgte of Nuclear Power Operations 83/63/10 BOYLE.E L Direc- 
tor’s Office Ip 30079 041-30079 041 

• 8504220008 Forwards 10 addi copies of significant event evaluation & Info network 
program plan W/o end 

HOWARD,AS Inslilule of Nuclear Power Operations 83/03/24 HELTEMES.J Olrfic- 
tor’s Of lice Ip 30079 042-30070 042 

-- 8504220009 Forwards listed significant event rcpis.por 626461 MOA Attached fnfo 
should be treated as INPO confIdenllaSW/o encf 

ROSEN, SL Instilute of Nuclear Power Operations 83/04/08 HELTEMES.CJ Direc- 
tor's Office 1p 30079 043-30079 043 

“850422001 1 Forwards mall to suppi meeting, including background oP proposed coun 
sil of nuclear insp organizations & WP Johnson 820903 Ur to EP Wilklnsorr 
WILKINSON.EP Insliluto of Nuclear Power Operations 82/09/63 OIRCKS.WJ Di 
reclor's Office 3pp 30079 044 36070 046 

“6504220014 Informs lhal based on 820003 proposal for more efficient utilization of re- 
sources of agencies Involved in licensing of nuclear power plants, agencies that coufd 
participate Include INPO,NRC,ANI & Nuclear Mutual Ltd 

DJRCKS,WJ Direclor’a Office 03/01/17 JOHNSON.WP American Society of Mo 
chanical Engineers 2pp 30079 063-30079 004 

• 8504220017 Confirms understanding that updates of public portion of document con- 
trol sys will continue jo be sent on monthly basis Monthly update should include com- 
puter tapes of new transactions & microfilm of new documents assigned lo file 
ROSEN.SL Inslilule of Nuclear Power Operations 83/04/29 HELTEMES.CJ Direc- 
tor’s Office Ip 30679 065-30079 0 65 

“85042201)19 Agrees lo 830408 Itr containing conditions under which access to foreign 
operational data to be provided Procedure "Facriities & Records Mgl Dept, Records 
WglSeclion, Instruction RM f. Foreign Document Security’’’ enef 
WflKINSON.E P Institute of Nuclear Power Operalions 83/05/03, HELTEMES.CJ 
Director's Office Gpp 30079 066-30079 071 

“8504221)021 Responds to 830331 itr to EL ZabroskI Utils Involved to be contacted w/ 
request lhal significant evenl repts in question be released Some repls might still be 
considered propnelary 

HOSEN.SL Institute of Nuclear Power Operations 83/05/03, HELTEMESiCJ Direc- 
tor’s Office 2pp 30079 072 30079 073 


-B504220024 Provrdos guidance to assist in making judgements lo match generic 
manuaf drawings to each pfant P&iD Inlroductory sectior> to be added rn Rov 1 lo 
scope manual to provide general guidance on scoping & reporting 
ROSEN.SL Institute of Nuciear Power Operalions 83/05/11 DENNIG.R.L Director's 
Office 2pp 300 79 074 30079 075 

-8504220026 Forwards NPRDS briefing to Commissioners scheduled for 030527 Sum- 
mary lo be presented in approx 15 minutes so as lo leave majority of lime for ques- 
tions & discussions 

WILKINSON.EP Institute of Nuclear Power Operalions 83/05/20 DIRCKS.WJ 
Office of the Executive Director for Operations 1 p 30079 076-30079 676 

-6504220030 Forwards briefing to Commissioners on NPRDS Detailed rept presented 
for record Rept (o be summarized, w/presenlation of approx 15 minutes so as to leave 
maionly of time Jor questions A discussions Atlendees lo include EP WiJkirison 
WILKJNSON.EP Institute of Nuclear Power Operations 83/05/20 STOLOFF.LW 
Office of the Secretary oJ Ihe Commission 1 p 30079 077-30079 077 

-8504220033 Provides comments on Vo! 4. Number 7 draft of "Power Reactor Events" 
Design capability of plants in “Flooding Incidents at Two Plant” should be Idonlilied in 
terms of flood height in order to put situations in porspeclivo 

ROSEN.SL Inalltute of Nuclear Power Operations 83/05/24 HELTEMES.CJ Dcroc- 
tor’s Office Ip 30079 079-30079 079 

-8504220037 FoAvards corporate criteria covering fitness for duly program as followup 
to 830209 hr Criteria reviewed by training A educ & evaluation A assistance industiy 
review groups Revised plant criteria re fitness end 

WILKINSON.EP (nstilule of Nuclear Power Operations 03/06/02 OIRCKS.WJ Oi- 
reclor’a Office. 3pp 30079 080 30079 082 

-8504220065 Responds to 020319 Itr re MOA "Coordination Plan for NRC/ INPO Ap- 
praisal & Evafualion Activities" nearing completion A should be ready for signing 
soon Agroemo fit In prir^cipfe re app on ^'Accreditation of Nuclear Util Training" exists 
DIRCKS.WJ Office of the Executive Director for Operations 82/04/20 
WILKINSON, E P. Inslitule of Nuclear Power Operations 3pp 30081 051-30061 058 

-8504220070 Requests listed SERs discovered missing from files 
THOMPSON.G F Director’s Office 82/07/23 HAUETER.R Institute of Nuclear Power 
Operations 1p 30081 057-30081 057 

-8504220078 Proposes to provide reslncleti IRS repls w/underslandings dosignod 1o 
prevent release to general public or lo nails of other countries.inc lading agreement 1o 
otect, use, store A mark repls as proprietary info 

ICHEL80N.C Director's Office 82/03/09 SMITH, R S Institute of Nuclear Power 
Operations Ip 30081 056 30061 060. 

-850422DOS1 Forwards listed foreign operating experience repts received from OECD/ 
NBA per INPO/NRC operational data agreements W/o end 

lAFLEUR.JD Office of International Programs, Director 02/06/30 ROSEN.SL Inall- 
lute of Nuclear Power Operations. 2pp 30081 061-30081 061 

-8504220090 Forwards EG&G summary of NPRDS audit results lo date Review in dolail 
encouraged since results provide good overall perspective on condition of 
sys Comments on draft scoping manuaf may not have been addressed In final version 
DENNIQ.RL, Program Technology Branch 83/02/10 SIMARD.R Inslilule of Nuclear 
Power Operations Ip 30061 065-30081.065 

-8604220091 Responds to 830112 Itr requesting establishment of central NRG point ot 
contact for dlslrlbullon of INPO documents AEOD requested to assist fn reaching 
agreement. 

DIRCKS.WJ, Office o( the Executive Director for Operations 83/02/16 
WILKINSON, E P Institute of Nuclear Power Oporatlons 2pp 30061 066-30081 070 

-8504220097 Forwards malls sent on 630603 lo ACRS.including performance objec- 
tives A criteria for plant evaluations A for corporate evamation A assistance 
visits Meetlno^on 830804 anlicipaled.W/o end. 

WILKINSON^ P Instilute of Nuclear Power Oporatlons 83/06/03 FRALEY.R ACRS 
- Advisory Committee on Reactor Safeguards 2pp 30061 039-30081 090 

-0504220101 Forwards WW Berry 830531 Ur lo EP Wilkinson re NPRDS Ltr addresses 
some difficuU issues but shows strong commitment to NPRDS on pari of VEPCO 
WILKINSON.EP institute of Nuclear Power Operations 83/06/07 DIRCKS.WJ 
Oifice of the Executive Director for Operations. 2pp 30081.091-30001 092. 

-0604220102 Comments on action re “Integrated Operational Experience Hopoiling 
Sys," SECY-80-S07.Concluslon3 re NPRDS as contained in SECY 80-507 Inaccurate 
A misleading 

HAUETER.R.L InsWute of Nuclear Power Operations. 80/12/16 AHEARNE.J Com- 
missioners 4pp 30079.166 30079 169 

-8504220105 Informs lhal measurable results from util commitments to begin or resume 
participation In NPRDS in terms of reporting A data usage beginning to bo seen Chart 
Indicating various measures of util participation In NPRDS since 1979 end 
ROSEN, S.L Instilute of Nuclear Power Operations 83/06/20 HELTEMES.C J Direc- 
tor’s Office 6pp 30001 093-30081.098 

-8504220106 Requests that Commissioners not grant approval requested in Consent 
Calender Item 80S07 re integrated operational experience reporting sys until INPO/ 
Nuclear Safety Analysis Ctr A util industry involved 

WILKINSON.EP. Instituted Nuclear Power Operations 80/12/16. AHEARNE.J Com- 
missioners, Ip. 30079:170 30079.170 

-8504220110 Opines that present LER sys A proposed Integrated operational expori- 
ance reporting sys unsatisfactory In highlighting numan errors.Comments or> oxen^pt- 
ing sys from punitive action requested 

mKINSON.E,P. Institute of Nuclear Power Operations 81/02/13 DIRCKS.WS 
Office of the Executive Director for Operations Ip. 30079 171-30079 171 

-8504220112 Requests release of Integrated operational experience reporting sya pro- 
posed rulemaking A 810504 sys description, for review. 

HAUETER.R.L. Institute o( Nuclear Power Operations, 81/05/20 MICHELSON.C Di- 
rector’s Office. Ip, 30079.172-30079 1 72. 
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-0504220114 Commsnta on proposed semiarnual NPRDS progress rept to 
Commissioners Concern expressed that rept & cover Itr do not give proper credit for 
progress achieved Statements inaccurately roflectinq util participation included 
ROSEN. SL Institute of Nuclear Power Operations 83/08/27 HELTEWES.CJ Direc- 
tor's Office 2pp 30081 099-30081 tOO 


-8504220163 Informs that clistnPulion ol products based on AO reporting sys data dis 
tribuled to NSSS suppliers or AEs vnll not conlli'l vr 'requiremonls of 831028 
Itr Policies prohibit primary data distribution 

PATE, 2 T Inslilulo of Nuclear Power Oparolioos 03/11/28 HELTEWES.CJ Direc 
tor’s Office 32pp 30081 106 30081 217 


-8504220116 Informs that permission to make copies of evaluation repls received from 
utils denied in response to request Institutional plan setting forth INPO relationship w/ 
ifnembers, participants & govt end W/o end 

HOWARD, AS Institute of Nuclear Power Oporalions 83/07/05 JONES, & Region 2. 
Office of Director lp 30081 101-30001 101 

-B504220118 Forwards detailed responses to Moeller comments on draft NPRDS re- 
portable scope manual made in 830624 Jtr NPRDS scoping & reporting can be dis- 
cussed in more detail at 830804 presentation if Moeller or ACRS members desire 
FtOSEN.S L Institute of Nuclear Power Operations 83/07/28 MAJOR, R ACRS • Ad- 
visory Committee on Reactor Safeguards 19pp 30061 102 30081 120 

-8504220120 Comments on Vol f>, Number 1 of dralt “Power Reactor Events” re failure 
of automatic reactor trip sys.main feedwater Nne break due to water hammer & block- 
ing of automatic safety injection signals No comments provided on other events 
ROSEN, SL InslilulG ol Nuclear Power Operations 83/08/15 HELTEMES.CJ Direc- 
tor’s Office 2pp 30081 121-30081 122 

-8504220123 Forwards executed INPO/Nudear Safety Analysis Ctr (NSAC)/ NRC 
MOA Also forwards rcprosontalive sample oJ INPO/NSAC joint Ur to member 
utils, scheduled for mailing on 610603 

HOBBY,M B Institute of Nuclear Power Oporalions 81/06/02 DIRCKS,W J Office of 
Ihe Executive Director for Operations Ip 30079 173-30079 178, 

-6504220124 Forwards complete set of microticho of LERs from facility, per 
tefcon Replacement of existing ficha w/end fiche will update files Notification of when 
addi LER micro Jicho to be sent requested 

REILLY.DT Institute of Nuclear Power Operations FRM 83267 83/00/16 BOYLE, E 
Director’s Office 1p 30081 123-30081 123 

-BS04220127 Requests comment on end recent printout of foreign dockets, per 
830913 discussion 

WHEELOCK.J T Insliluto of Nuclear Power Oporalions FRM 83335 83/09/13 
BOYLE, EL Director’s Office 50pp 30001 124-30001 173 

*-8504220126 Confirms discussions w/BL Cohn establishing followup meeting on 
810908 In Bot1iesda,MD to discuss MOA Items to be included should bo supplied to 
BL Cohen prior 1o 810910 to bo added to agenda, 

HAUETER.RL Institute of Nuclear Power Operations 81/07/29 M!CHELSON,C Dl- 
rector's Office Ip 30079 179 30079 179 

-8604220130 Forwards 2T Pale 830919 Hr to Witlonburg re Inslilutlonat plan & TJ Sulli 
van 830912 memo concerning visit by M Kerrigan of OM8 Interactions iniliated by 
QAO 8 0MB as discussed 

PATE,Z Instilulo of Niicfoar Power Operations 83/09/25 ROE.J NRC • No Oeiaifed 
Affiliation Given 4pp 30001 174-30001 177 

-8504220133 Offers no significant technical comments on Vol 5, Number 2 of draft 
“Power Reactor Events “ 

ROSEN, SL Institute of Nuclear Power Operations 03/09/26 HELTEMES.CJ Direc- 
tor's Office Ip 30081 170-30001 170 

-8604220134 Forwards “Significant Eveni Evaluation & Info Nelwork (SEE-IN)," (or 
review & commonis 

WILKINSON, EP Instilulo ol Nuclear Powor Operations 01/00/06 DENTON.HH 
Office ol Nucloar Reactor Reguletton, Director 2pp 30079 100 30079 101 

-8504220136 "Significant Event Evaluation & Info Nalwork (SEE IN> " 

* Institute of Nuclear Power Operations 00/11/30 70pp 30079 102-30079 259 

-8504220136 Forwards LER microfiche requested W/o end 
BRANLIM.T N Institute of Nuclear Power Operations FRM 83373 83/09/27 
BOYLE, E Director’s Office lp 30081 179-30001 179 


“6504220166 Concurs m general on needs rc nccosij & stibsaquent release of NPRDS 
data listed in 831219 Itr However, •concerns ro statements on possible subsequent 
data fdaase expressed 

WILKINSON,E P fnstilute ot Nuclear Pov^er Operations 83/12/29 HELTEMES,CJ 
Direclor’s Office 5pp 30081 218 30001 222 

—6504220170 Describes changes in plans to roslore viability & cffeclivenoss of 
NPRDS Reportable sys & component scopo manudf produced to give uniform guid 
ance to utils on which plant & component svs ropci'Cd to NPRDS 
ROSEN, S L Institute of Nuclear Power Operations 83/ 12/19 HELTEMES,C J Direc- 
tor’s Office 7pp 30081 223-30061 240 

-8504220171 Forwards conlrdentialitv aijfecmeiil to ho modifipd as needed lo authorize 
releaso to on-loan omployeos of foreign companies ro opcralional data received by 
Commission under IRS info exchange 

ZEBROSKI.EL In stilute of Nuclear Power Operations 82/09/28 MICHELSON.C Di 
rector's Office 7pp 30079 313-30079 319 

-8504220174 Prefiminaiy draft ' NPROS Plant Reliability Data Sys Progress Rept “ 
HAUETER.RL Instilulo of Nucl< ^r Power Operations 02/06/30 15pp 30079 320 
30079 334 

-B504220175 Forwards briefing to CGmmissionors to assist in preparation lor 830527 
meeting W/o end 

ROSEN, SL I nslilule of Nuclear Power Oporalions 83/05/20 HELTEMES.J Direc- 
tor’s Offico Ip 30081 241-30081 241 

-Q504220177 Requests approval to allow access to mil operational data by roncilizen 
empfoyeeg & personnel on loan As condition of employment, employoos will sign confi 
dontialily agroemanl whidi will bo reviewed by stall 

WILKINSON.E P, insliluto of Nuclear Power Operations 83/01/10 MICHELSON.C 
Director's Office Ip 30081 242 30081 242 

-85042201B1 rnforms ol preparation of first of semiannual status repts on effectiveness 
of mgt of NPRDS & responsiveness ol NPRDS to NRC needs First ropt will address 
problems associated w/NPRDS & INPO plans to rectify problems 
MICHELSON.C Director's Offico 02/05/2G ZESROSKLE Irsfitute of Nuclear Power 
Operaliorts Ip 30001 025-30081 026 

-8504220182 Forwards listed significanl event repU.por 820401 MOA W/o ends 
ROSEN, SL Institute of Nuclear Pc wer Oporalions 83/07/29 HELTEMES.CJ Direc- 
tor’s Office 2pp 30081 243-30001 244 

—8604220186 Forwards significant operational experience ropt 83-7, per MOA Updated 
[isl of significant operaltonal expertenco repls issued in 19S3 end W/o end 
ROSEN.SL Institute ol Nuclear Power Operations 63/08/12 HELTEMES.CJ Oirec 
tor’s Office Ip 30001 245-30081 245 

-8604220167 Forwards listed significant event repts, per 820401 MOA W/o end 
ROSEN.SL Institute of Nuclear Power Opernlions 83/10/16 HELTEMES.CJ Direc- 
lor’s Offico tp 3008 1 240-30081 246 

-8504220193 Ack receipt of 820628 documents re nUiwilies of INPO Series is impres- 
sive compklation of Info, guidance & performance objoctives & should serve as bondi- 
mark for activities 

OIRCKS.WJ Office of the Executivo Director for Operations 82/07/ 1 2 
WILKINSON.E P institute ol Nuclear Powor Operations lp 30061 027 30081 027 

-6504220196 Speech ontillod. "Presen talion by Rep rose nialivos of INPO to 
CommIsstoners.NRC on NPRDS ” Related tnf-o one) 

* tnstitula of Nudoar Power Operations 63/05/27 94p|> 30079 359 30060 006 


-6504220139 Informs of designalion of T Sullivan as point of contact, ollecllve Immedi- 
ately 

WILKINSON.E P Insliluto of Nuclear Power Operations 83/10/18 DIRCKS.WJ 
OMice of tho Executive Director for Operations lp 30001 180 30081 180 


-8504220141 Forwards significanl ovonl evaluation & info nelwork program 
dBScriplion.Cer1ain organizational changes impfemonted, transferring solo responsibil- 
ity to INPO efledive 820101 

WILKINSON, E.P Instilulo of Nudoar Powor Operations 61/00/19 DENTON, H.R 
Office of Nudoar Reactor Regulation, Diroctor. Ip 30079 260-30079,260 


■8504220143 Forwards uncoritfolted set ol NPRDS reportabto sys & componenl scope 

manual W/o end 

SIMARD.R L Institute of Nudoar Power Operations 83/10/10 EBERSOLE.J ACRS- 
Advisory Commitloo on Reactor Sofeguaras Ip 30081 t81-3008V181 


■0504220147 Forwards most recent internal status ropt per 830803 presonlallon lo 
ACRS.at which ACRS expressed doubt ro ability lo attain full ulll porlldpallon in 
NPRDS W/o end . 

WILKINSON.E P Institute ol Nudoar Power OperaOor^s 03/11/07 RAY.JJ ACRS 
Advisory Committee on Reactor Safeguards lp 30081-1 82-30001 '182 


■6504220197 Forwards “Performance Objoctives & Critona for Plant Evaluations," 
"Performance Obloclives & Critoria for Assistance Visits to Pfanls Under Consi," & 
"Performance Objectives & Criteria for Corporal© Evaluallons " W/o end 
WILKINSON.E P Institute of Nuclear Power Oporalions 62/06/28 COLLINS.JT, 
DAVIS,JG. DENTON.hr NRC - No Detailed Affiliation Given 3pp 30061 028- 
30081 030 

•8504220202 Forwards executed App 2 to umbrella MOA enlilied. "Coordination Plan 
for NRC/ INPO Appraisal S Evalualion AnUvilios " 

DIRCKS.WJ Oflice of the Excculivo Director for Operations 82/00/24 
WILKINSON.E P Instilulo of Nuclear Powor Oporalions 9pp 30081 031-300B1 041 

-6604220206 Forwards listed foreign reactor operaling expenonce repls received from 
OECD/NEA,per INPS/NRC operational data agreement 

SZENT-IVANY.E Office of International Programs. Director 02/12/03 ROSEN.SL 
Instilulo of Nudoar Power Oporalions lp 30uB1 045 30031 045 

■0504220207 Forwards listed foreign oporaling axporienc© repts rocoived from OECD/ 
NEA.per INPO/NRG oporaltonal data agreement W/o end 

SZENTIVANY.E Office of International Programs, Direclor 62/10/16 ROSEN.SL 
Institute of Nuclear Power Operations 1 p 30081 046 30031 046 


-8504220149 Advises that INPO & EEI will not ask for further funding support from 
NRC lor routine operation ol NPRDS bayond 011231 oxplralion of current NRC/EEf/ 
SWRi conlracl.per Wilkinson 810700 Itr to Olrcks & 010721 conversations* 
HAUETER.R.L, Instilulo of Nuclear Powor Operations 01/08/24, MICHELSON.C Di- 
redor's Office 3pp 30079 266-30079 204 


■8B04220153 Commonis on most recent draft of "Power Reactor Events." W/regmd lo 
Horn 1 7 re damage to thermal shield only four C-E plants have thermal shields 6 two 
planis aro removing shields ^ _ . 

ROSEN.SL Institute of Nudoar Powor Operations E-8 11163 83/11/11 

HELTEMES.C.J. Direclor’s Offico, lp 30081 '183-30081 '104, 


-0504220150 Forwards data tapos & accompanying documentallon for complete 
NPRDS record filo Tapes may be forwarded lo EG&Q to evaluate ulil parlicipalion lo 
NPRDS Mall classified confidential for NRC & EG&G use onty.W/o erjcl 
ROSEN.SL Institute of Nuclear Power Oporalions. 83/11/10 HELTEMES.CJ Direc- 
tor’s Office lp. 30081 105-30001 185 


-8504230231 Summary of 810127 meeting w/INPOINPO will send "junsdlcUon stale 
ments" to Hanauer Aqubsilion of statoments suggested if description of INPO charter 
included 

HEBDON.FJ Director’s Office 01/01 /2G Diroclor’s Office 2pp 30082 083- 
30062 085 

-6504230281 Agrees that INPO confidonliality agreemonLwhen signed by all individuals 
fnduding foreign on loan employees havinq access to info forwarded to INPO by 
NRC .provides adequate level of protection Howaver.lisled resiriclions must be met 
MICHELSON.C Diroclor’s Office 00643 04/07/31 WILKINSON.E P Institute of Nu 
dear Power Operations 5pp. 30062 142-30002 146 

-8504230354 Informs of dosig nation of T Sullivan as point of contact w/NRC lo replace 
Z Pale 

WILKINSON.E P Institute of Nuclear Power Operations 83/10/18 DIRCKS.WJ 
Office of the Executive Dirocter (or Operations lp 30082 165-30082 165 
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--8504290031 Inlotms lhal RL Hander & RL Simard to be pfoseni at 6305Z7 NPROS 
presentation to Cormtssicjners lo assist in rebpOficJing to quosUons Briefing to cover 
NPROS clevelopmenlJNPO involvement in fJPRDS & INPO/otil intoractions on 
NPnOS 

WILKINSON, E P InsliHilc of Nuclear Power Operalioris B3/05/13 STOLOFF.L M 
Office of the Secretary of the Commission ip 30079 078 30079 078 

-8202030228 Forwards std order for DOE work "Sequence Coding & Search Sys '' 
MICHELSON.C Director's Office FIN 6 1583 01/12/18 Energy. Dopi of Ip 
300761^9 30078 153 

-8202030230 Std order for DOE work Sequence Codmg S Search Sys,” issued to 
ORNL Statement of work one! 

MICHELSON.C Director’s Office FIN B 1583 20 82 012 81/12/17 4pp 30078 150 

30076 153 

-B203180031 Forwards std order for DOE work, 'NPRDS OA & Data Review ” 
MICHELSON.C Director’s Office FIN A 6200 82/03/01 WILLIAMS.CE Energy, 
Dept of Ip 30078 154 30078163 

-8203100042 Std order tor DOE work "NPHDS OA & Data Review, " issued lo 
INEL Statement of work end 

MICHELSON.C Di/GCtar s Office FIN A 6290 TO 92 019 02/01/ID 9pp 30078 155 
30078163 

-8504190004 Forwards std order for DOE work ' NFT-tDS QA & Data Review” Order 
provides lunding to support program to assess quality of current & future data in 
NPRDS data base Stalomonl of work also end 

HELTEMES.CJ DireclOf’s Office FIN A 6290 03/10/10 WADE.TE Energy, Dept 
of Ip 30073 104-30073 105 

-8504190006 Std order for DOE work “NPRDS OA & Data Review” 

HELTEMES.CJ Director's Office FIN A 6290 80 8 4 0 0 5 03710/18 28pp 

30073 106 30073 133 

-8504190007 forwards proiecl & budget proposal for NRC work "NPRDS QA & Data 
Review Portion originally funded in FY80 & FY01 by RES addressed in "Summary of 
Prior Efforts " 

MILAM.S8 Energy, Dept of FIN A 6200 82/06/03 MICHELSON.C Director’s 
Office ip 30073 134 30073 134 

-8504190010 Project & budget proposal for NRC work ‘NPRDS OA & Data Rovlow” 
OBENCHAIN.CF , SULLIVAN, WH EG&G, Inc FJN A-6P90 82/05/31, HEBDOM.F J . 
DENNIG.RL Director’s Oil ice Bpp 30073135 30073 142 

-8504190017 EGG EA 5635 "Stalistical Analysis of NPRDS Failure Data Involving 
Pumps or Valves ” Related info end 

DILLON.LJ EG&G. Inc FIN A 6290*1 81/10/31 NRC - No Oolailed Affiliation Given 
200pp 30073 164 30073 354 

-8504190170 Forwards Rev 1 lo FIN A 6290, "NPRDS QA & Data Roviow,” prepared 
m accordance w/C Micholson 630118 Itr to CE Williams re std order for DOE work 
MILAM.SG Energy. Oept of FIN A 6290 83/06/06 HELTEMES.CJ Director’s 
Office Ip 30077 030 30077 030 

-8504190175 Rev 1 to project & budget proposal for NRC work “NPRDS OA & Data 
Review" Related info end 

OBENCHAIN.CF EG&G. Inc LAATS.ET, GENTILLON.CD Energy Enaineering 
Group FIN A 6290 83/05/31 HEBDON.FJ, DENNIG.RL Director’s Office 42pp 

30077 031-30077 072 

- 8504220160 Sid o/dof for DOE work “NPRDS QA & Data Review ” 

MICHELSON.C Director’s Office TILLER, RE Energy. Dopi of TIN A 6290 80 83- 
017 83/01/17 llpp 30079 302 30079 312 

- 8504220180 Requosls acceplanco of one! std ordor for DOE work "NPRDS QA & 
Data Review" Order provides funding to support program to assess quality of current 
& future data m NPRDS data base Statemonl of work also end 

MICHELSON.C Director’s Office FIN A 6290 83/01/18 WILLIAMS.CE Energy. 
Dept of Ip 30070 335 30079 335 

8504190055 IE Info Nolice 85 032, “Reconl Engine Failures of Emergency Diesel Gen 
erators " Sve iisl end 

JORDAN, EL Division o1 Emergency Proparodnoss & EngInoorJng Response <Poal 
830103) 05/04/22 Consolidated Edison Co of New York, fne 109pp 29968 239 

29988 347 

0504190000 IE Info Notice 05 033, “Undorsizod Nozzle To Shell Welded Joints In Tanks 
& HXs Constructed Under Rules of ASME Boiler & Pressure Vessel Code" Sve list 
end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/22 Consolidalcd Edison Co, of Now Yoik. Inc lOBpp. 29989 001 

29989 107 

85041903S5 Responds lo NRC 850200 request lor views on util proposed rosolullon of 
eight remaining InadequRCies in FEMA 8411 IS Imding on Rev 4 to transition 
Ian RosuJIs of review of rev end 

RIMM.R W Fedora I Emergency Management Agency 85/04/03 JORDAN.E L Divh 
Sion of Emergency Preparedness & tngmeermn Response (Post 830103) lOpp 
29807 307-29887 316 

0604220285 Forwards request for QMS review & supporting statement re OOE/NRC 
Forms 742 & 742C & NUREG/BR 0007, "Mall Balance Repi “ 

NORRY.PG Office of Administration 85/04/15, MCRAE, JB Oftree of Managemenl 
& Budget 1p 26943 339-29043 353 

8504220347 IE Info Nolice 84 04,Rev 1, "Deficiencies in Ferro Rospnanl Transformers " 
Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineenno Response (Post 
630103) B5/04/24, Consolidated Edison Co oi Now York. Inc IIOpp 30027 067- 
30027 184 

8504250213 Forwards comments received from federal, state & focal govl agencBes on 
DES.m response to NRC request 

KNIGHTON, GW Licensing Branch 3 05/04/11 CAREY.JJ Ouquesne Light Co. 3pp 
30029 320 30029 326 


-0504250222 Com-ments or OES Improved analytical work & updated info impoMant to 
FES 

POMPONIO.JR Environmental Protection Agency 65/03/11 KNIGHTON, GW Li- 
censing Branch 3 2pp 30029 329 30029 331 

8504250360 Forwards FEMA repts re stale & local govl emergency preparedness 
programs No Category A deficiencies identified Category B clQficiencies in romodral 
exercise evaluation of public alert & notification sys noted W/o ends 
HUNTER.DR Region 4. Office of Director 85/04/18 KOESTER.Q L Kansas Gas & 
ElecIrreCo 2pp 29985 101-29985 102 

6594260215 Forwards FEMA Region III updated rept of interim findings on offsito emcr 
gervey preparedness Rept referenced in 850329 memo included w/ mails forwarded on 
159416 

HASSELL.DF Hearing Branch 2 //285 693 OL 85/04/23 HOYT,H F Atomic Safety 
and Licensing Board Panel 19pp 30023 057-30023 075 

8504290D01 Forwards Tl Hawkins affidavit omitted from NRC/FEMA response lo appli- 
cant motion for summary disposilfon of EPJ Contention 4(d) Related correspoirdenco 
MOORE, JE Hearing Branch 1 ^^205 706 OL 85/04/24 KELLY.JL, 

CARP ENT ER.J H , BRIGHT.G O Atomic Safety and Licensing Board Panot ip 
30045340 30045 352 


-8504290002 Affidavil of Tf Hawkins re support of applicant motion for summary dispc 
sitionof Gontonlion EPJ-4(d) Related correspondence 

HAWKINS, T I Federal Emergency Management Agency OL 85/02/01 4pp 
30045 340-30045 352 

6S04290011 Responds to approval request for info collection re 10CFR50 95 concern- 
ing security facility approval & safeguarding of nail security info & resiriclod 
area Request approved ifirough 060228 under OMS Number 3150 0047 
MACRAE.JB Office of Managemonl & Budget OM9 3150-0047 05/04/15 

SCOTT, S Document Management Branch 2pp 30055 313 30055 314 

B504290016 Responds to approval request for info collection re 10CFR50 39 on li 
censes & radiation salety requirements for well-logging Request approved through 
861231 under OM6 Number 3150 0129,per Paperwork Reduction Act 
MACRAE.JB Office of Management & Budget 0MB 3150-0129 D5/04/15 

SCOTT, S Document Management Branch 2pp 30055311-30055 312 

8504290379 Answer supporting licensee 850329 motion thal medica) sves for mombers 
of public who may be exposed to radiation provided by existing emergency 
plans Ceilificate of Sve end 

CHANDLER, LJ Hearings Division //205 725 OL 85/04/26, Commissioners 2Bpp 
30051 036 30051 033 

6604300202 Advises that Safety Guide 50 SQ S11A, "Extreme Meteorological Events at 
Nuclear Power Plant Siting, " needs no ctmnge Fertile opportunity exists for developing 
fluidancG ro radiologlcat emergency assessment 

zALCMAN.B Incident Response Branch 05/04/23 GUtLIANLP International Alomic 
Energy Agency Ip 30072 183-30072 183 

8604300317 Informs lhat FEMA performance of offsile agencies during emorgor^cy pre 
parednoss erercSso conduclod on 040911 did not identify deficienciGs affecting public 
liealth & safely Category B deficiency should be corrected 

PAPEHIELLO.C J Region 3, Office of Director 05/04/25 FAY.CW Wisconsin Elec- 
tric Power Co 2pp 30057 326 30050 017 

8594300324 Forwards "Exercise Rept, LaSalle Nuclear Power Station.Jornt Excrciso 
(Partial Participation)" for exercise on 841010 11 Slate of IL correcliv© actions also 
end Corrective aclions for Grundy & LaSalle Counlios provided 
KRIMM.RW Federal Emergency Management Agency 85/04/15 JORDAN.E L Din 
sfon o1 Emergency Preparedness & Engineering Response (Post 830103) IBpp 
30066 081-30066 137 

-8504300331 "Exercise Rept, LaSalle Nuclear Power Slalion, Joint Exercise, (Partial Par 
ficJpalion) “ 

* Federal Emergency Management Agency 84/11/26 39pp 30066 099 30066 137 

850430D3B6 Forwards “Update Rept on Offsito Medical Sves Aspects of Offsite Radio 
logical Emergency Response Pians & Preparedness Measures - San Onofro Nuctaa; 
Generating Station,'' per 850405 memo Stale & local plans meel NUREQ-0654/ 
FEMA REP-1 

KRIMM.RW Federal Emergency Management Agency 65/04/2? JORDAN.E L Dtvi 
Sion o1 Emergency Preparedness & Engineering Response (Posf 839103) I4pp 
30064,007-30064 020 


PR PROPOSED RULE 


8503250263 Offers ACRS comments on proposed rule 10CFR50 on 
backfilling Commission should issue new rule & ask NRC staff to propose monuat 
chapter conforming lo rule 

WARD.D. ACRS • Advisory Committee on Reactor Safeguards 40FR47034 OSa 65/ 
03/12 PALLADINO.NJ Commissioners 3pp 29591 082-29591.084 

8504010082 Advises recipients of comments on proposed rule t0CFR60 lhal Com- 
ments 7,15 & 16 miscoded Number 7 will not be used again Numbers 15 & IQ will be 
used again 

* Docketing & Services Branch 50FR2579 65/03/26 Docketing & Services Branch 
Ip 29571 246-29571 246 

85O4O1O08D Comments on proposed rule 10CFR2 re enforcement policy Commission 
should consider change in policy re mail false statements.se verity categorios & civil 
enatties 

NU7H.DF KMC, fne 50FR1142 028 85/03/27 Docketing & Services Branch Cpp 
29571 265-29571 270. 

8604010169 Comments on proposed rules 10CFR50 & 55 re improving basis lor opera 
tor licensing exams Process specified for application for approval of simulation facility 
neither raasonable nor efficient 

MnTC,R L Public Service Electric & Gas Co of New Jersey 49FR4642e 091 65/03/ 
21 CHILK.SJ Office of the Secretary of the Commission 4pp 29569 294-29569*297 



NONDOCKETED ITEMS 353 


0504030357 Ack recGtpt of commonis on proposed changes to lOCf'RSO A 55 & Reg 
Guides 1 8.1 134 & 1 149 ro operator licenses & conlorining amend Comments will be 
addressed in final reii/s to proposed regulalions & reg gujifes 
DIRCKSW J Office of the Executive Director for Operations 49FR 16428 85/03/25 
WtLLER.J H Nuclear Utility Management 8 f-lumon Resources Committee (NUMARC) 
4pp 29606 139 29606 145 

8504040204 Advises recipients of comments on proposed rule 10GFR2 ihal Comment 
12 miscoded Number 12 will nol be used again 

* Docketing & Services Branch 49FR501Q9 B5/04/02 Dockeling & Services Branch 
Ip 2961 1 301 2961 1 301 

8504040267 Comments on proposed rules 10CFR50 & 55 re improving basis for opera- 
tor licensing exams Plant specific simulator & job task analysis suppoiled Operators 
w/good memory of procedure required by exam wilt rely too heavily on memory 
HUBBARD.DL Affiliation Not Assigned 49Fn4642B 092 05/02/19 Dockolmg & 
Services Branch 2pp 29612 160 29612 161 

8504040309 Comments on propobcd rule 10CFR2 ro NRC enforcement policy Rule op- 
posed due to definilion of mall false slotoment, seventy categories & assessment of 
civil penalties 

KNUTH.D F KMC. Inc 50FR1142 029 85/03/27 Docketing & Services Branch 6ap 
29607 352 29607 357 

8504 110417 Forwards comments of Yakima Indian Nalton on proposed! rule 10CFn60 
ra licensinn procedures for disposal of high tevel radwasto in geologic 
repositories Supports Commission views 

TOUSLEY.D R Harmon, Weiss 8 Jordan TOUSLEY.D R Yakima Indran Nation 
50FR2579 015 05/04/00 CHILK.S Olfico of the Secretary of ihe Commission Ip 
29768 156 2976B 167 

“8504110426 Comments of Yakima Indian Nation on proposed rule 10CFR60 ro licens 
mg procedures for disposal of high level rodwasle in geologic roposilories Issuance of 
draft site characterization analyses for public comment supported 
TOUSLEY.D R Yakima Indian Nation TOUSLEY.D R Harmon. Woiss & Jordon 
5bFR2579 015 05/04/08 Commissioners lipp 29768 157 29760 167 

8504170347 Commonls on proposed rule 10CFR6O re proposed amend to> licensing 
procedures for disposal of nigh level radwaste m goologic roposilorioB Proposed 
changes would limit DO! participation m Nconsinq of repoaitorios 
BLANCHARD, 0 Inferior, Dop I of 50Fn2579 016 85/04/11 Office of iho Secretary 
of the Commission 3pp 29827 235 29827 237 

8504190002 Partial response to 840116 request for INPO & NRC documents re INPO 
rote in ft procedures for reporting info 1o NRC App G M documents in PDR IdenfifiGct 
documents partially & complototy withhold (ref FOIA Exemptions 4 ft 6) 

DIRCKS.W J Otfico of the Executive Diroctor for Operations 84/07/31 TOTTEN, M 
Pubtic Citizen Litigation Group lOOpp 30073 004 30074 228 

5504290321 Forwards comments on proposed rule tOCFROO ro licensing procedures 
for disposal of high level radwaste In geologic repositories Requests that Commission 
schedule public meeting to recoivo oral comments before voting on rule 
SAMPSON, M R Yakima Indian Nation 50FR2579 017 85/04717 CHILK.S Office of 
the Secretary o1 the Commission 2pp 3GD4S 239 30040 251 

“B504290328 Comments on proposed rulo lOCFRCO re licensing procodiiros for dispos 
al of high level radwaste in geologic repositories Opposes elimination of NRC review 
o1 DOE repository site selection process 

TOUSLEY.D R Yakima Indian Nation TOUSLEY.D R Harmon, Weiss & Jordan 
E0FR2579 017 05/04/04 Commissioners llpp 30049 241-30049 251 

8594290329 Comments on proposorl rulo 10CFR2 ro enlorcomont policy Violations 
paid for by stockholders, ratepayers or taxpayers, not by responsible individual or 
mat NRC policies highly Inoffectivo 

LEWIS, M 1 Lewis, M 50rni 142 029 05/04/15 Advisory Commit tee on Enforcement 
Policy Ip 30048 362-30048 362 

8504290360 Comments on proposed rulo lOCFRfiO ro amends to “Disposol of High 
tevel Radwaste in Geologic Repositorios Amends to Licensing Procedures " Meeting 
requested in order to more fully elaboralo & clarify concern 

LOUX.RR Nevada. State of 50FR2679 010 05/04/16 PALLAOINO.N J Commis 
sfoners 2pp 3OO48'355-3OO40 356 

0504290366 Commenfs on proposed ruJe 10CFR60 re slate parlicipation in nuclear 
waste repository silmaconst, operation & decommissioninn procedures Rulo opposed 
duo to need (or NRC & slate participation In DOE siting & ifconslng aclivilios 
SPURGIN.PD Nevada, Stale of 50FR2579 010 85/04/17 Docketing & Services 
Branch 7pp 30051 316 30051 322 

8504300268 Comments on proposed rule 1OCFR50 ro policy for regulation of advanced 
nuclear power plants Loss prescriptive design objoctivos.such as performance 
s Ids, should be part of NRC regulatory approach 

PHUNG.D L Professional Analysis, Inc 50FR11802 001 85/04/15 Offico of the Sec- 
retary of the Commission, 2pp 3005B 081-30058 002 


PRM PETITION FOR RULEMAKING 


8504030237 Package of two comments supporting polifion for rulemaking PRM 71-10 re 
transportation of spont fuel 

LOUX.RR Nevada, Stale of SPURGtN.PO Utah, Slate of 5OFR4066 05/04/01 
Docketing & Services Branch. 4pp 29567 136 295B7 139 

6504100144 Package of two comments opposing petition for rulamaking PRM 71 10 re 
public evaluation & approval of proposed shipments of Irradiated spent nuclear fuo) 
ZIMMERMAN, S R Carolina Power & Light Co THORPE, J R General Public UIIIiIIds 
C orp - GPU Service Corp 5OFR4B60 85/04/08, Dockeling fti Services Branch 5pp 
29729.253-29729 257 

8504100150 Package of five comments supporting polilion for rulemaking PRM-71-10 re 
public evaluation & approval of proposes shipments of Irradiated spent fuel 
GRZYBEK.J E Sierra Club HERSGHLER.E Wyoming, Stale of STROHL.J Wiscon- 
sin, Stale of 50FR4066 85/04/08 Docketing ft Services Branch 8pp 29729 259 
29729 266 


6504100154 Comments on petilion for njlemaMnig PRM-71 10 re transporlntion of irradi 
aled fuel assemblies Shrpmenla of fuel assemblies should bo slopped until tolal prob 
tern assessed ft comprehensive plan impfornontod 

DAVIS, L Earlh Protecior, Inc 50Fn4a66 014 05/04/04 Dorketing & Seivicos 
Branch 2pp 29729 267-29729 26B 

0504100167 Package of Ihree comments supporlmg polilion for ruloniaking PRM 71-10 
re shipments of irradiiatod reactor fuel 

RANE.B Chicago, IL LASH.TB Illinois. Stale of ALLEN.DE AffiNation Nol Assigned 
50FR4B66 05/04/04 CHILK.S J Oflice of the Secretary of Ihe Commission 9pp 
29729 313 20729 321 

6504100419 Package of four commonls opposing petition for rulemaking PRM-71-10 re 
transportation of spent fuel 

PILANT.JM Nebraska Public Power District eVANS.JV Idaho, Stalo of MUSOLF.D 
Northern States Power Co 50FR4a66 85/04/05 CHILK.S J Qflico of the Secrolary 
of the Commissior> 1 7pp 29721 280 2972 1 2 9 7 

6504100459 Package of eight comments supporting pelilron tor rulemaking PRM 71 10 
ro transportation of Irradiated reactor luol 

JACOBSON.N League AgaFnsI Nuclear Dangers HAYES, M J , THOMPSON, J R llli 
nois, Stalo of 50FR4068 85/04/05 Dockotin<t & Services Branch 39pp 29722 290 
29723 249 


0504110443 Package of two comments siipporling petitiorii for rulamaking PRM-71-10 re 
Irnnsportatron of irradiated reactor fuel 

HAHN.K Nebraska. State of MADIGAN.MJ Illinois. Slate of 59Fn48G6 65/04/09 
Docketing & Services Brancfi 5pp 29760 144 297C8 140 

0564120090 Comments on polilion for rulennaklng PHM-71-10 ro storage fncdily for 
commercially produced irradialcd reactor fuel Supports potilion 
JOYCE.JJ Illinois, Stale of 50Fn4866 011 05/04/01 Dockoting & Services Branch 
Ip 20786 326-29786 326 

0504120262 Comments supporting petition for ruramnklng PRM 71 10 re ovaiuaUon & 
approval of spont fuel shipments of type being made by Northern Slate s Power Co 
through State of Wl Routes should bo protected from terrorists Shipmonls disgraceful 
JOHNSON.MR Affiliation Not Assigned SOFRIOGG 033 05/01/01 PHIMPS.J Divl 
Sion of Rules and Records Ip 29764 222 297 84 222 

0504160264 Comments on petition for rulemaking PRM-71-10 re madaquato regulations 
for transport of nuclear spent fuol Basic regulatory sys dumonstratod to be surficlenlly 
oncompasslrig to ensure prolaclion of public hen II h ft saloly 

VOILAND.EF General Eloclnc Co 50FR40e5 035 83/04/09 Dockeling & Services 
Branch 3pp 29813 263 29013 265 

0504160448 Commonls opposing petition for rulemaking PRM-71-10 re shipping radio 
aclivo wastes between two or more poinis 

ANAYA.T Now Mexico. Stale of 5OFn4fl60 34 05/04/08 CHILK.S Offico of the 
Secretary o f lb e Commission Ip 290 1 5 t e 1 -29 8 1 5 1 6 1 

0504170178 Comments on petition for /Lilomaklng PRM-7t-10 re shipment of irradiated 
reactor fuel Opposes rutamahinu 

HARRINGTON, W D Boston Edison Co 50FR4BC6 037 85/04/10 Dockolmg fi Serv 
ices Branch 2pp 29027 294-29827 29S 

0504170237 Comments on polilion for rufemaking PRM 71 1U re shipment of 
radwasto Supports rutomaking 

KLUGE, H Lakeland Audubon Society, Inc 50FR4666 036 D'>/04/on CHILK.S J 
OKico of the Socrotory of t ho Commission Ip 2962/ 296 29627 205 

6604170348 Commonls on peliticn for rulemaking PRM 71-10 ro spopil radioaclivo lue! 
shipments Rulo opposed duo to safely of shipments being jooparc/izod 
SHORT.L M California, Slate of 50Fn40e6 030 05/04/11 Dockolmg & Sorvicos 
Branch ip 20027 238 29327 230 

0604170363 Coremonts supporting polilion for /ulomaking PRM 71 10 ra spent radioac- 
livo fuel shipments 

BISHOP, W A Washmgton. Stalo of 50FH 4806 039 05/04/10 PALLA01Na,N Com 
inlssloners 2pp 29027 251-29027 252. 

8504220036 Comments on petition for rulemaking PRM-7M0 ro slilpmont of spent nu 
clear fuel Supports rulemaking 

CELESTE, RF Ohio. State of 60FR4066 041 05/04/08 Dockellna ft Services 
Branch Ip 29926 073 29920 073 

0604220053 Comments on pelitlon for riiloinaking PRM«7M() ro transport of spent frra 
dialed fuo) on highways NRC should take lead In renufalion Proposod amends to 
10CFR7I should bo adopted 

OTTO.H.W Delaware, Stale of 50Fn4866 040 85/04/16 Dockoting A. Services 
Branch Ip 29029 1 31 29920 1 31 

8504290027 Comments on polilion for rulerriaklng PRM'71'10 ro Iranaporlation of spont 
nuclear fuel Supports rule making 

BROOKS.E. Affillallon Nol Assigned, 50rR4866 043 05/04/02 NRC - No Dolnlleri 
Affiliation Given Ip 30045 178 30045 170 

8504300386 CommontB on potilion for rulemaking PnM-71-10 ro proposed Blupmenla of 
Irradiated reactor fuel Supports more active NFlC rota In rog plating shipmonls el span! 
nuclear fuel ■& issuance of detailed guidollnos 

MARTIN, J G South Carolina, Slate of 50FR4066 042 85/04/05. Ofliico of Iho Socre 
tary of the Commission Ip 30060,173-30066 173 

8604300402 Comments on polilion for rulemaking PnM-7l-lO ro proper shipment of 
spont fuel Unnecessary ft uncoordinalod random slupmonl of spent fuel malls must 
bo avoided 

SMITHA Texas, State of 50FR4866 044 05/04/22 CHILK.S J Office oi the Secro 
lary o1 the Commission 3pp 30066074-30966076 


PROJ PROJECTS - PREDOCKET LICENSING 
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B50402041 1 Farmfd'i affidnvil in support al propnelary info conlamod in topical irepi for 
NUTECH horizontal modijla/ st ora ga syt* for irradiaiecl nudear tiiol.pGr NRC request 
for addondum to mail traiismitled \v/050307 itr 

W>\SSE\.JV f^UTECH Enginears, (no 24968 B5AQ3/12 ROBERTS.J P Advancad 
Tuel & Sponl Fuf*l Licensing Branch 4pp 295B6 253 2D586 256 

0504030164 Ifitormb that responsibility for cask licensing in US transferred to Gesell- 
schaM Nuclear Sys.Inc (GNSI)QA program will ba submitted by GNSI by 8503 1 5, per 
841113 request 

’ Gesellschafl fuar Nuktear Service, mbH 2494B 05/03/12 MACDONALD, 

ROUSE.LC NRC - No Detailed AfCilialion Given 3pp 23627 164-29627 166 

0504000102 Summary of 850310 22 site visit to West Valley demonstration project w/ 
DOE & West Valley Nuclear Svcs re safety topics List of participants & schedule for 
preparation of SER end W/o schedule 

CLARK. AT Advanced Fuel 6 Spent Fuel Licensing Branch ©5/04/03 ROUSE, LC 
Advanced Fuel & Spent Fuol Licensing Branch Spp 29752 161-29752 163 

0604160468 Forwards addi mfo for safety review of NUHOMS topical rapt & suggasts 
mealing Norvproprrelary drawings & computer printouts end 

MASSEY ,JV Nulec, Inc 24964 85/03/07 ROBERTS.J P Advanced Fuel & Spent 
Fuel Licensing Branch 23pp 29836 311-29636 332 

0504160525 Informs that General Nuclear Sys.lnc will submit QA program & assume 
responsibility for cask lice rising jn US VJ Barnhart will be contact for all future licons- 
ing matters 

' Gesellschaft fuer Nuklear Service. mbH 24969 85/03/08 MACDONALD.C E NRC 

• No DolailodAfliliallon Given 3pp 29636 203 20836 285 

0504170131 Forwards addI info re Rev 0 to NUH 001, ’'Topical RepI for NUTECH Hori- 
zontal Modular Storage Sys for Irradiated Nuclear Fuel/’ per 850228 request Proposes 
mealinqs on 050318-19 to discuss ends 

MASSEY ,JV NUTECH Engineers, Inc 24964 85/03/07 ROBERTS.J P. Advanced 
Fuel & Span! Fuel Licensing Branch ia2pp 29903 1 15-29903 296 

8504170556 Notifies that NRC comments on OA handbook incorporated into consolidat- 
ed QA program to be submitted by General Nuefoar Sys.lnc on 050315,pef 641113 
rcquesl Responsibility for cask liconsing rests w/GNSI,USA 

* Gesatlschall fuar Nuklear Service^ inbH 24989 85/03/08 MACDONALD.C E , 
ROUSE.L C NRC • No Detailed Afhliahon Given 3pp 29905 006-29905 008 

8504160229 Forwards responses to queslions & comments identified during review of 
CASTOR V/21 topical SAH 

BARNHART, VJ General Nurloar Systems, Inc C8503-16 05/03/22 ROBERTS.J P 
Advanced Fuel & Sponl Fuel Licensing Branch 27pp 29920 318-29920 345 

0504180545 Forwards comments on 841212 West Valley project plan AddI info needed 
on plans for coordinating w/NRC & DOE repository organizations on waste form ac- 
ceptance crilona & qualification testing 

CLARK.AT Advanced Fuel & Sponl Fuel Licensing Branch 85/04/ H 
HANNUM.W H Energy, Dept of Spp 29920 354 29920 358 

0504180540 Forwards proposed agenda for 050417 18 meohngs at vendor ofes to dis- 
cuss SGClions of NUH 001 (NUTECH topical! ropl) 

ROBERTS.J P Advanced Fuel & Spent Fuel Liconsing Branch 65/04/09 
MASSEY, JV NUTECH Engineers, Inc 4pp 208B5 356 29885 359 

0504240086 Trip rop^t of 850304 07 visit Ici RM Parsons ir> Pasadena. CA re observation 
of OA audit by DOE Ongoing design effort lor momlorcd retrievable storage dis- 
cussed 

CLARK.AT Advanced Fuel & Spent Fuel Licensing Branch 65/04/10 ROUSE.L C 
Advanced Fuel & Spent Fuel Licensing Branch Ip 2 0906 213-29906 213 

8504260208 Summary of DOE 841213-14 meetings vir/Ralph M Parsons Co, 
Wostinghouso.Batlelfe & other conlraclors in Pasadona.CA ro technical m altera con- 
cerning future licensing of monitored retrievable storage facility Ust of attendees end 
CLARK,AT Advanced Fuel & Spent Fuel Licensing Branch 84/12/27 ROUSE.L C 
Advanced Fuel & Spent fuel Licensing Branch 2pp 30020 360 30026 361 

0S04290143 Ack 850312 suhmiltal as valid transmittal of suppi info for CASTOR 1C lopf- 
cal SAR Document considered proprietary Appropriate affidavit end 
BARNHART.VJ General Nuclear Systems. Inc 25034 65/03/22 ROBERTS.J P, Ad 
vanced Fuel A Spent Fuel Licensing Branch 4pp 30055.174-30055 177 


PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 


8564010150 Part 21 rept re defective Rosemount Model 1153 Series B 
transmitters Potential leak path In seal of threads between sensor module & electron 
ICS housing exists Transmitters will bo returned to vendor 

HALL, OP Iflinais Power Co U-10256 85/03/22 KEPPIER,JG. Region 3. Olflce of 
Direclor Spp 29570 021-29570 025 

0504020310 Part 21 A interim deficiency rept re dofectiva Parker-Hannilin Co airline 
check valves in MSIV actuators fnitially reported on 85031 9 Valves failing initial test- 
ing Will be inspected Next rept wilhin 60 days 

QUERIO.RE Commonwealth Edison Co BYRON 85 0426 85/03/21 KEPPLER.JG 
Region 3, Office of Director 2pp 29578 026-2957B 027 

0504030263 Part 21 rept ra soues of cracked welds discovered in generators Wolds oc 
curred in conical bafiia seciron of coil guards All uml$ wiEI bo inspoctod Affected plants 
listed 

BORMAN.JG Louis Allis Co 85/03/29 TAYLOR.J M Director's Of free. Office of In 
speclion and Enforcement 4pp 29587312 29587315 

85040501 13 Inlorim Part 21 & deficiency rept re failure of Gulf & Western MSIV actualor 
latch roller bearing Matter will not be pursued unless plants reactivated 
COOK.JW Consumers Power Co 32207 85/03/22 KEPPLER.JQ Region 3. Office 
of Director 4pp 28676 138-29675 141 

8504050277 Part 21 ropl re possible defect in mlnoral-lnsulatod cabfe 
assemblies Design, mfg & qualification testing of hlgfi-range containment area monilor- 
inn sys completed Design quafification rept one) 

COLTON.AM KamanCo MKT-GEN-85-008. 85/04/02 TAYLOR, J 0(reclor’’s Office. 
Office of inspection and Enforcement 2pp 29663 f 44-29664 297 


-8504050279 Part 21 rept re failure of mineral insulated cable undergoing Class IE 
qualification testing Investigation underway Design, procuremoril.mfg & testing expect- 
ed to be comptetod by May 1903 

PIRAINO.D Kaman Co Kl GEN 02 050 82/11/17 Region 4. Offjce of Dueclor /pp 
29663 146 29663*162 

8504080049 Correcis 050312 Part 21 rept re potential problem w/ check 
valve Mississippi Power & Light did not perform low pressure injection msp of valve 
disk Valves supplied fay Cloy Corps & William Gauge Co 

BOYER, RE Transamerica Oelaval, fnc 85/03/14 Director’s Office. Office of Inspec- 
tion and Enforcement Ip 29679 350-29679 350 

0604080092 Part 21 rept re impact of soli parameter changes on structure 
accelerations Initially reported on 850329 Effect oi change being evaluated Final rept 
Wilt be submitted on 05050 1 

SAILER,WF Gllborl/Commonwealth, Inc (formerly Gilbert Asscciales, fnc) 85/04/ 
02 TAYLOR, J M Director’s Office, Office of inspection and Enforcement 2pp 
29681 119 29661 120 

6504100475 Responds to 840316 Itr re responsibilities under 10CFR21 Ltrs to custom- 
ers re Bonnoy Forge malts lacking chemical overcheck as required by Section fll of 
ASME Code end 

CARTS M Capitol Pipe & Steel Products. Inc (subs of BOWLINE Corp) 84/04/28 
JORDAN.EL Division of Emergency Preparedness & Engineering Response (Posi 
830103) 25pp 29761 057 29761 001 

8504110277 Discusses Bonney Forge Part 21 rept re malls lacking chempcal 
ovarcheck Chemical overcheck to requirements of spec now being performed 
MCGLONE.T J Siainless Pipe & Fillings 04/04/04 JORDAN, E J Division of Emer- 
gency Preparedness & Engineering Response (Post 830103) ip 29776 211* 
29776 21 1 


8504110285 Inlorms of receipt of Bonney Forge 840215 Itr re mall from Carfinvifls plant 
lacking chemical overchocK requirement of NCA-3807 4(e)(2) One order involved w/ 
mail Customer advised 

BROWN.KA Marmon/Keyslone Corp (subs of Marmon Group, Inc) 04/03/26 
JORDAN!, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 4pp 29776165-29776180 

0504110335 Discusses Bonney Forge Part 21 rept re certain furnished mall lacking 
chemical overcheck requirement Necessary steps taken re notification 
LUCAS, RW Dodson bfeet Products, fnc 84/03/22 JORDAN.EL Division of Errer 
gency Preparedness & Engineering Response (Post 030103) Spp 29776 122 


8504110343 Discusses Bonney Forge Part 21 rept re deviation mentioned in 840316 
Ur Notification received from Bonney Forge to romovo one heat code from list 
SWANK, J Joliet Valves, Inc 85/03/29 JORDAN.EL Division of Emergency Pro 
parednass & Engineering Response (Post 830103) 3pp 29776 114-29776 116 

0SO411OS45 Part 21 ropl re Bonnoy Forge malls facking backup chemical analysis or 
exemption per Paragraph NX2610 of Section III of ASME Code List of part numbers 
affected by author 340215 notification Hr & oroduct cataiog enci W/o catalog 
KALE.DL Bonney Forge 84/05/14 ANDERSON.WF Director’s Office, Office o! In 
spoclfon and Enforcement 43pp. 29701 001-20781 043 

8504110648 Part 21 rept re Bonney Forge malls lacking chemical overoheck require 
menl of Paragraph NCA 3867 4(e)(2) of ASME Codo Notification firs 1o customers 
encf.per author 830916 commitment 

KALE.OL Bonnay Forgo 84/02/17 DEYOUNG, R Diroclor’s Office, Office of Inspec 
Non and Enforcement 33pp 29781 148 29781 180 

8504110870 Discusses Bonnoy Forge Part 21 rept re possible code violation All items in 
question in DL Kale 64021:5 Itr not supplied to NRC licensees nor returned to US.m 
response In 340316 Itr 

TAYLOR.D G & W Taylor Forgo Canada Ltd (subs of Gulf & Western Manufacluiing 
Corp) 04/03/29 JORDAN.EL NRC - No Detailed Affiliation Gwen Ip 29770 339 

29779 339 

8504110674 Informs of possible Part 21 condition ro listed Bonney Forgo mall Various 
stainless steel oleis mfg from matis not purchased or tested per ASME Code NCA 
3800 Bonney Forge rept & followup hr from NRG end 

THORNTON.CE Hub. Inc 84/03/29 SELVA.D Baldwin Associates 3pp 29780 003 

29780 030 

-8504110676 Ack receipt of 640215 Hr re Bonn^ Forge matis lacking chomlcot over- 
check required by Section 11 of ASME Boilor & Pressure Vessel Code Vendor rospon- 
sibi titles under Part 21 reiterated Addi customer notification Itrs end 
JORDAN.EL, Division of Emergency Preparedness & Engineering Response (Post 
030103) 64/03/16 Hub, Inc 25pp 297Q0 006-29780 030 

0504 1106 09 Part 21 rept loiwardmg Bechtel purchase order test rept & correspondence 
ro drop shipment of mail at facilities lacking chemical overcheck per Section III of 
ASME BoJior & Pressure Vessel Code 

QEORGE.E A Consolidated Pipe & Supp^ Co 04/05/03 JORDAN.E L Division ol 
Emergency Preparedness & Engineering Response (Post 830103) 7pp 29779 343- 

-8504110696 Reaflrrms responsibliilfes under Part 21 to evaluate deviation re malls 
from Bonney Forgo lacking chemical overcheck requirement & notify NRC if noncom- 
pliance w/regufations found 

JORDAN.EL Division Of Emergency Preparedness & Engineering Response (Post 
830103) 84/03/16 Consolidated Pipe & Supply Co Ip 29779 351-29779 351 

8604110713 Discusses Bonney Forge Part 21 rept S&W notified that evaiu-atfon required 
JG matl delivered to Shoreham not meeting NCA 3967 4(e)(2) requirements 
PENTZ.LC Permulit Co, Inc 84/03/26 JORDAN.EL Division of Emergency Pre- 
paredness & Engineering Response (Post 830103) 2pp 29778 010-29778 01 1 

8504110719 Part 21 rept advising that licensees notified to evaluate extent of problem 
•of mall received from Bonney Forge w/o complete conformance to NCA 3B67.4{o)(2) 
GRAHAM, T, Chicago Tube & Iron Co. 84/03/26 JORDAN.E L Division of Emergency 
Preparedness & Engineering Response (Post 830103) 4pp 29770 174-29778 177 
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6S041 10720 Discusses Bonney FoKje Pan 21 fepl re certain malls purchased w/o all 
necessary tests conducted Mail upgraded from slock w/omission of checX 
analysis Class 3 mall in thermal lee identified 

6AIR,A Pullman, Inc 84*27 04/03/23 MURPHY, G Cmcmnali Gas & Electric Co Ip 
29770 178 29778 170 


8604160323 Pari 21 rept re malfunction m X-SAM salcty sys supplied por lopiral repl 
on nuclear safely related crane being mslalled in England Air pressure being used to 
release brake abnormally Iom due to value malfunclion 

CLARK.CW Ederer, Inc 05/04/12 ZECH.G Director's Olfico Offico of Insperlion 
and Enlorcemenl 3pp 298)4 06) 29814 063 


0504110726 Discusses Bonney Forgo Part 21 repl re deviation in componeni supplred 
by Joliet Valves, Inc Component used m const of safety related level switches 
STEVENSON, DJ Magnelrol International, Inc 04/04/27 GRANT, A Westmqhouse 
Efeciric Corp Ip 29778 179 29778 179 

0604110733 Discusses Bonney Forge Part 21 ropt re 69 items purchased having ASME 
III mall deficiencies Investigation of listed items complete Two items listed unavailable 
but believed to have boon used on non nuclear fabrication or lost in plant 
BORNES.R P Southwest Fabricating & Welding Co (subs of lU Inlernationat Corp) 
84/04/23 KALE.DL Bonney Forge 2pp 29778 201-29778 202 

8504110738 Discusses Bonnoy Forge Part 21 repl re commercial nonsafely related 
mallT Dawson Itrs informing Northeast Ulils.Texas Utils & Brown & Root.Inc of non 
compliance end 

COLUNS.J Amfac Pipe & Supply Co (formerly Tyler Dawson Supply Co) 04/03/27 
JORDAN. E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 9pp 29778 203 29778 211 

8604110742 Forwards notification Itrs sent to customers re Bonney Forge malts lacking 
chemical overcheck required by Paragraph NCA 3867 4(e)(2), per request 
MUZSLAY.M G Gulfalioy 84/03/27 JORDAN, E L Division of Emergency Prepared- 
ness & Engineering Response (Post 830103) 21pp 29778,215 29770 235 

8504120137 Part 21 rept forwarding notifiCRtion Itrs to licensees & purchasers re OL 
Kale Hr advising of drop shipped malls from Bonney Forge facking chemical over- 
check requirement 

REED.R R Liberty Equipment & Supply Co 84/03/27 JORDAN.E L Division of Emer- 
gency Preparedness & Engineering Response (Post 830103) 5pp 29808 080- 

29808 092 

8604120139 Pari 21 rept forwarding notification of purchaser affected mall re shipment 
lacking chemical overchock requirement 

RICHARDS, D Louis P Canuso, Inc 84/03/21 JORDAN.E L Division of Emergency 
Preparedness & Engineering Response (Post 030103) 3pp. 29608 093 29808 095 

8504150206 Part 21 rept re mall furnished to plant w/o all necessary testa 
conducted Mail from stock w/ omission of check analysis upgraded Affected fillings 
under evaluation & will be sent to lab for cliock analysis test 
BAIR, A Pullman, Inc 04-23 84/03/22 GROOVER.E D Georgia Power Co 2pp 

29809 277-29800 278 

8504150216 Part 21 repl re mall delivered to facility lacking chemical overchock 
requirement Affecled piping subassemblies identified Proper evaluation & disposition 
•underway 

MUELLER, J A Power Piping Co (subs of Harlan Eloclric Co) 04/04/11 
FIORENTE.A J Stone & Webster Engineoring Corp 4pp 29008 356-20808 360 

8504160294 Part 21 rept ro discrepant matl furnished by Bonney Forge Purchasers of 
discrepant mall Informed via end Itrs Evaluation will bo portormoef & possible dovi 
alion from NRC requirements provided 

PETERS, P E MeJunkin Corp 04/03/27 JORDAN.E L Division of Emergency Pro 
paredness & Engineering Response (Post 830103) 0pp 20808'348-29808 355 

0504150307 Pari 21 re mall supplied by Bonney Forgo facking chemical overchock End 
notification Hr sent to recipients of mall facking chemical overchock Exhibits used In 
cenluchon w/ltrs also end 

GRUNTHALER Guyon Alloys, Inc 84/06/26 JORDAN.E L Division of Emergoncy 
Preparedness & Engineering Rosponso (Post 830103) 36pp 29809’ 150-29009 106 

0504160434 Part 21 & revised final Dofldon^ Rept NCR W-t74 P re failure of antira 
versing ratchel pins on Siemens Allis ERCW pump shall (nit)ally reported on 
840530 A nil reverse mechanisms modified 

HUFHAM.JW Tonnossee Valley Authority, NCR W-174-P 85/03/19 GRACE,JN 
Region 2, Office of Director, 2pp 29811 001-29011 002 

8504160530 Discusses Bonney Forge Part 21 repl re lack of chemical overchock re- 
quirement of certain malls snipped from Carlinville plant Option 2 of NRC 040316 (Ir 
will be used 

DEMPSEY.MT Barr Co 04/05/16 JORDAN.E L Division of Emergency Prepared- 
ness & Engineering Response (Post 830103) 9pp 29811 053 2SB11 062. 

-8504160537 Reaffirms vendor fosponsibililies under Part 21 to evaluate possible devl- 
alion discussed fn Bonney Forge 840215 Itr & notify NRG & ficensoe if noncompllanco 
w/NRC regulations founo 

JORDAN.E L Division of Emergency Preparedness & Engineoring Response (Post 
830103) 84/03/16 Barr Co Ip 20011 062-20011 062 

8504150636 Part 21 rept responding to 840316 Ur re matls supplied by Bonnoy Forge 
lacking chemical overcheck Purchaser informed ao evalualion can be performed 
DALRYMPLE.C.C Benjamin F Shaw Co (subs, of Blount, fncj, 04/03/29, 
JORDAN.E L Division of Emergoncy Preparedness & Engineering Response (Post 
830103) 4pp 29811 122-29011.125. 


8604160367 Part 21 repl ro Clow William s-H agar chock valve used in starling air sys on 
TOI diesel engines Inilially roporledon 650312TDI will furnish roplacomont Duo chok 
fl valves mfg by TRW Mission of Hcuston.TX & info upon roquost 
BOYER, RE Transamenca Dolavaf Inc 85/04/10 Director's Office, Offico ol Inspec- 
tion and Enforcement 3pp 29816166 29816 188 

8504160382 Part 21 repl re shipment of two non salety grade circuit breakors for safoly 
related appficalronfnitlally reportod on 850405 Breakers never installed Circuit break 
ers relurnod to GE & replaced 

SHERWOOD.GG Ganeraf Efeclric Co MFN-050-05 85/04/00 TAYLOR, J M Direc 
tor’s Office. Office of Inspection and Enfo/comonl 3pp 296)6 143 298)0 145 

8504160537 Final doficiency & Part 21 repl re madoquatu prossiirizer support 
allnchmonls Initially reported on 840906 Field change package issued Installation of 
now shear bars completed for Unit t Unit 2 complQt-ion by 870620 
HUFHAM.JW Tennossoo Valley Authority 05/03/20 GRACE. J N Hogion 2, Olfice ol 
Duector 2pp 20819 201-20B19 203 

8804160566 Part 21 & final deficiancy repUlem 206 ro incorrocl capscrew length for 
TOI amargoncy diosot genorater engino Initially reported on 050219 Capscrow ro- 
placed w/longor ones 

PARSONS.RM Carolina Power « Light Co 206 05/03/10 GRACE, J N Region 2, 
Offico ol Director 4pp 29819 217-29819 220 

8504170067 Part 21 & third inlofim daffclency ropt, Item 190 re Wasting homo 7 6 kvA 
Invorter capacitor terminations Initially roportod on 84)024 Proposed redesign to pro- 
cluda pull lest not accepted by Waslinghouae Noxt ropt by 850419 
PARSONS.R.M CaroJina Power & Light Co 190 85/03/14 QRACE.J N Region 2, 
Offree of Director 4pp 29530,359 29830,362. 

B504170203 Part 21 & doficlGncy rept ro failure of Woslinnhouso muchanfcal Interlock & 
full vollage reversing starters Irmialivr reported on 840215 Two alariera returned to 
Westinghouso Slartar assomWIos working properly 

ROORIGUEZ,RJ Sacramcnlo Municipal Ulifity Oistrrcl RJH 65 180 65/04/00 
MARTIN, J B. Region 5, Office of Oiroclor 2pp 2902/ 297-29B27 200 

8504170226 Part 21 rept re dofeclivo Brand Rex control cable Ini tiaify reported on 
830616 Questionablo cablo reels returned to mamifacluror for oxarn Id onsiiro al)- 
soncoof splices Recommenda ifom bo closed 

RODRfGUEZ.RJ Sacramonlo Municipal Ulilily District RJR 85-100 65/04/01) 
MARTIN,J B Region 5, Office oJ DIroclor 2pp 29027 106 29027 107 

8604 180623 Polenliaf interim defrcloncy & Part S) repl re TDI cmorgency di&so! gonorn- 
lor flexible coupling drive hubafnilially reported on 84-0291 Update will bo provided 
upon const restart 

ROOT.RW Washington Public Power Supply System GDI 04-0063 64/03/01 

MARTIN, J.B Region 5, Office of Director 3pp 29912 156-29912.150 

8504180629 Inlortm deficiency & Part 21 ropt ro TDI emergency diosol generator turbo 
charger thrust bearing lubrication TDI rocommondod debign change will bo ovaluated 
prior to implejnenlalion Next rept by 04)007 

rOOT.RW Washington Public Power Supply System G01 B4-0101 64/04/06 

MARTIN.J 8. Region 5, Offico of Dfroclor 3pp 2991 2’206 29012 200 

8504220013 Interim daficlency & Part 21 ropt ro Ruskln backdraft damporcounlorwolnhl 
assembly Initially reported on 840302 Ruskin Mfg submitted rocomniordailon for 
9 trengtbening counterweight arm assomblEas 8i rovisod seismic ropt 
ROOT.RW Washington Public Power Supply System G01 B4 0073 84/03/10 

MARTIHJB Regions, Office ol Director 3pp 29930 179 29939*101 

8504230403 Part 21 repl re postufatod circuloting water plpa expansion jainf failure In 
turbine btdgJnItlally reported on 850418, Water flow paths cennactinQ nonsQloiy relat- 
ed bldg to safelv-relatod Seiamic Category I areas isolated 

SAILER,W.F. Gfibert/Commonwoallb, Inc (formerly Gilbert Associates, Inc) 65/04/ 
19 TAYLOR, J,M Director’s Office, Offico of Inspection and Enforcomonl 2np 
29951 214 29051 216 ' 


8504230440 Suppi 9 to Part 21 ropt ro omergoncy diesol genorator ttiormoalalic volvo 
malfunction fall safe to full cooling position Initially reportod on 820526 Overrun na- 
somblies utifizing cotton pins to lock nut to stem installed 

MORIARTV.JM Cofl IndusIrJes, Inc 05/03/27 KEPPLER,J,G Ronlon 3. Offico of Dl- 
rector Ip 29950*248 20050 246 


8504240639 Final Deficloncy 8. Part 21 Ropt DER 85 04 re Rgskin fire dampers nol In- 
stalled per manufacturer fnalallalion Inslruclions.lnifially reported on 850211 Dampers 
will bo fastened lo assure UL certification mainlafnod 

VAN BRUNT, E E Arizona Public Service Co DER 05 04 85/04/05. KIRSCH.D F 
Region 6, Office of Director. 5pp, 29977 328-20977 332 


8504160064 Part 21 & supplemental final Deficiency Repl NCR W-206 P re corrosion on 
Weslinghouse reactor pressure vessel flange & neaa 0-ring Qroov 0 S,(nllially reported 
on 841120 Corrosion removed by hand griding.Cfad scalding surface repaired 
HUFHAM.JW Tennessee Valley Authority. NCR W-206 P 85/03/05. GRACE, J.N, 
Region 2, Office ol Director 2pp 29B18’350-29O1O 359. 


8504260114 Part 21 repl re polenliaf long-lonn problem of transforinors supplied as part 
of voflage regulating equipment for emergency diesol goneralor By8,por QS0320 
meeting Rept will be siibmitiod upon comptelTon of m oof Inge w/pa/tlos Involved 
LEUSINK.K H. Louis-Allis Co HCC-NRC-1. C5/94/01 MURLE'AT E Region t. Offico 
of Director Ip. 29985:228 29985*228, ' 


8504160113 Part 21 & suppi to third Interim deficiency repl re Increased environ temps 
in main steam valve rooms Inilially reported on 840522 Engineering Change Notice 
5401 issued for Insulation of electrical conduit 

HUFHAM.J W Tennessee Valley Authority. 65/03/07 GRACE, J N Region 2, Offico of 
Director Ip 29021 016 29821:016 


8B04260515 Part 21 & second Interim deficloncy rept, Item 103 ro Weslinghouse compo- 
nanl cooling water ays overprossurlzatlon. Initially reoorled on 650813 CorrectWo 
action being invosllgaled Final rept will be submlltecf by 051031, 

PARSONS.R M Carolina Power & Light Co NRC-340. 85/04/11, GRAC0.J N Roqlon 
2, OKlce of DlraclOf. 4pp 209B9 230 29989*233 ^ 


8504160147 Part 21 & Final Deficiency Repl NCR 3527 re defective wiring connections 
In Auma Actuators, Inc motor operators supplied by Jamesbury Corp,lnlTially reported 
on 641012 Ait terminations of affected valves replaced by Auma 
HUFHAM.JW Tennessee Valley Authority. NCff 3527 85/03/05 QRACE.JN Region 
2. Office of Director 2pp 29820*181-29020:182, 


rar« w odtuium iiiiwiin uvj(uiwrit;y rupi,nuin lui ro rvoppors CO inc dO- 
^'oupTing In TDI emorgency diosol engine goar 
v^au.lnltlally raporlott on 82O&O0,Fjnal rept will be submitted by 850012 ^ 

PARSONS.R M Carolina Power & Light Co NRC-340 05/94/10. QnACE.J N. Rooion 
2, Office of Director 4pp 29989 226 29089 229 nuuiuu 


fectlve 


case 
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85tl4260033 Fuat intfi/ifn defictency & PaFt 21 rept re cracked welds on TOl rliesel flen^ 
erator tiirbochargers Initmf'y reported on Deliciency under evaluation Next rept 

finlicipated on or about 050715 

HUFHAM J W Tennessee Valley Authority 05/04/^1 2 GRAC£,J N Region 2, Office ci 
Oireclor 2pp 30033 358 aoOaa 350 

8504260079 Pari 21 & first interim Deluioncy Hept NCR 4030 ro two cracks in cylinder 
block of TO) diesd generator IB IrutialEy reported on 850318 Util evaluating micros- 
Irtclureof block mall on both Unit 1 generators Next rept by 860715 
HUFHAM.JW Tennessee Valley Authonly NCR 4030 85/04/12 GRACES N Regsorr 
2, Otiice of Director 2pp 30035 247-30035 248 

8504260173 Final Deltciency & Pari 21 Rept NRCS5O055 re Goitld.tnc binding inter- 
lorks which prevent low spaed operation of Ian coolers Initially reported on 
850122 Vendor reworked interlock aclualors to improved design developed by Gould 
PARSONS.RM Carolina Power & LighI Co NRC-asO 65/04/12 GRACE.J N Region 
a. Office or Direclor 3pp 30032 360 00032 362 

8504260340 Part 21 8 fillh supplcmontal deficiency rept ro bonnet studs i/nproporly tor- 
qued on DHR valves Irnlially reported on B11222 Corrective action will be delayed until 
850731 rito to sluds being procured from riew vendor, 

HUFHAM.JW Tennessee Valley Aulhorily 65/04/15 GRACE,JN Renton 2. Of lice of 
Director ip 30033 058 30033 058 

8504290377 Part 21 rept re Ruskin Mfg Co wolds usee) to pin damper to dampor & 
damper section to mu) lien pi ales wolds not in accordance w/approvod design 
drawings Drawing 5415 rovisod to indicato v^cfd spacing Drawing of weld spacing oncl 
HILLJD Ruskin Manufacturing Co 05/04/22 D rector's Office. Office of Inspection 
end Enforcement Spp 30051 233 30051 237 

8504290480 Pari 21 second revised final doficioncy rept ro Westnghouse RCS Instru 
mcnlation nol moeting rcquiremnnls Inilially reported on 820409 New iransmiflers In- 
slalled QuaMreakon repts will be sent before Un.it 1 criticality 

HUFHAM.JW Tennessee Valley Aulhonly 85/04/12 GRACE, JN Region 2, Office of 
Oircclor Spp 30053 326.30053 327 

8504300459 Part 21 repl forwarding Rev i to insp procedure for Invesligafing emergen- 
cy desri goneralors for fractured welds on air deflectors Rev will be forwarded to 
each facility 

LEUSINK.HH Louis-Allis Co 05/04/23 TAYLOH.J M Director’s Office, Office of fn- 
speclion and Enfcrcemenl Spp 30063 250 30063 252 


QA999 QUALITY ASSURANCE INSPECTIONS 

8504020138 Responds to NRC 050107 Hr re violation noted ir> QA Program Insp Repl 
99900827/64 01 Correclive actions OA manual revised & QA manager wiH /nonitor 
bulfelin board lo ensure complianco w/NRC posting requirements 
BENO.T A Elma Engmoormg Co 85/03/26 ZECH.GG Vendor Program Branch 
12pp 29576 347 2957&3S8 

8504020197 Confirms QA program insp at Now Havcn.CT plant on 85042 2 26.per 
850315 tetcon 

ZECH.GG Vendor Prograrii Branch 86/04/01 LORIMER.NA Rockbostos Co Ip 
29501 273 29581 273 

8504020219 Forwards QA Program Insp Repts 99900896/65 01 & 09900697/85 01 for 
Iransmiltal to aLleger re venaors utilized at Comanche Peak, per NRC Manual Chapter 
517 

ZECH.GG Vendor Program Branch 85/04/01 NOONAN, VS Comanche Peak 
Project (Technical Review Team) ip 29582 339-29503 002 

8504020236 Forwards QA Program Insp Rept 99900505/84 02 Rapt Identifies concerns 
found during insp of Ebasco Svcs.fnc actiyiiras Evaluation ro product or vendor sve 
quality & acceptability requested W/o end 

JOHNSON, EH Region 4, Office of Dirodor 85/03/29 LEODICK.R S Louisiana 
Power 6 Light Co 2pp 29683 052 29683 053 

8S 04920241 Forwards QA Program tnsp Rept 99900323/84-01 for Info 6 
action Evafuation of significance of findings re quality & acceplability of vendor prod- 
ucts & sves requested w/o end 

JOHNSON,EH Region 4, Office oi Director 85/03/29 CAHfLL,WJ Gulf Slates Ulili- 
ties Co 2pp 29503 056 29583 057 

8604020260 Confirms OA program insp at Whippany^NJ facility on 060408-1 2,per 
856315 icicon 

ZECH.GG Vendor Program Branch 65/04/01 DIETZ, Gfl Jsomedix, Inc (subs of 
Masefield Enterprises, he) lp 295B1 155 295B1 155 

8504040291 Confirms QA program insp at Narce,CA plant on 850415 10, per 650328 
leicon 

ZECH.GG Vendor Program Branch 85/04/02 SADLIER.R C Wy la Laboratories lp 
29607 323 29607 323 

8504050184 Forwards OA Program Insp Rept 99900530/84 02 on 841210 13 a notice 
of nonconformance 

ZECH.GG Vendor Program Branch 85/03/01 SCHULMAN.M CYGNA Energy Serv- 
ices 2pp 29675 222-29675 237 

-8504050186 Notice of nonconformance from rnsp on 841210 13 
‘ Vendor Program Branch 85/03/01 Ip 29675 224-29675 224 

- 8504050188 QA Program Insp Rept 99900630/04 02 on 041210-13. Noripconformance 
noted no EPLATE or benchmark solulion results given for three dimensional baseplate 
elements or concrete elements 

SEARS.PM, CRAIG, j Vendor Program Branch 85/03/01 13pp, 29675 225 

29675 237 

8504050344 Forwards OA Program Insp Rept 99900686/84-01 Evaluation of aignifi 
cance of reported findings re quality & acceptability of product or sve provided by 
vendor requested W/o oncl 

JOHNSON.EH Region 4. Office of Director* 85/03/29 LEE.OR Public Service Co 
0l Colorado 2pp 29667 322-29667 323 

8S04950384 Forwards OA Program Insp Repl 99900803/84 01 on 841126-30 & notice 
of nonconformance Effective quality program not implemented during time period ihal 
deficient mail mfg 

ZECH.GG Vendor Program Branch 85/03/08 LAWLESS.J Hexcel Corp 3pp 
29668 027-29660 062 


“8504050385 Notice of rtonconformanco from insp on 841126 30 

* Vendor Program Branch 05/03/08 11pp 2966B 030-29666 040 

-0504050306 QA Program Insp Ropi 99900893/84-01 on 841126 30 Noncompliance 
noted laiture to imptemont training program as described in QA manual & work orders 
do not provide complete descnplions of tasks in listed areas 

BAKER.ET. MEHSCHOFF.E W Vendor Program Branch 85/03/08 22[>p 

29668 041-29668 062 

£504000145 Forwards OA Program Insp Rept 99900025/85-01 on B50212-14 & notice 
o1 nonconlormar^ce Written slatemeni w corroclive steps required wilhin 30 days 
ZECH.GG Vendor Program Branch 85/04/05 BOHNES.R P Southwest Fabricating 
8 Welding Co (subs of lU Internetlonaf Corp) 2pp 29661 101 29681 113 

-6504080183 Molico of nonconformance from insp on 050212-14 

* Vendor Program Brar^ch 85/04/05 1p 29681 103 29681 103 

-8504080169 QA Program Insp Repl 99900025/85 01 on 850212-14 Nonconformance 
noted no eniry recorded on radiographic reader sheet rept for rejectable linear irdiCa 
lion exceeding acceplance criteria of NC-5320 of ASME Code Section III 
OLLER.RE, MEHSCHOFF.E W Vendor Program Branch 65/03/22 lOpp 
29601 104 29681:113 

8504080279 Forwards QA Program Insp Repl 99900796/85 01 on 850122-25 & notices 
of viofalton & nonconformance 

ZECH.GG Vendor Program Branch 85/04/04 BOBSIN.W Custom Alloy Corp 3pp 
29662 053 29602 073 

-8504080283 Notice of violation from insp on 050122-25 

* Vendor Program Branch 85/04/04 Ip 206B2O56 29682 056 

-B504080287 Nolico of nonconformance from Insp on 850122-25 

* Vendor Program Branch. 85/04/04 3pp 29682 057-29682 059 

-8504000294 QA Program Insp Rept 99900796/85 01 on 850122-25 Viorations 
noted failure lo specify 10CFH21 applicability requirements on listed purchase orders 
& failuro lo purchase from approved vendor 

MIEGEL.N J Division of QA, Vendor & Technical Training Cenlor Programs (Posl 
650212) MERCHOFF.EW Vendor Program Branch 05/03/28 14pp 29602 060- 
29662 073 

8504100255 Forwards QA Program Insp Repl 99900521/04 03 on 841210-13 & nohCfl 
of nonconformance 

ZECM.G G Vendor Program Branch 85/04/09 HINKLEMAN.L G Gechlel Corp 2pp 

29720 115 29729 136 

-8504100261 Notice of nonconformance from insp on 841210 13 

* Vendor Program Branch 85/04/09 Ip 29729 117-29729 117 

“8504100271 QA Program Insp Repl 99900521/84 03 on 041210-13 Non compliance 
noted required lest for nuclear sve conlrol valves, JM 601 A, not conducted by vorclor & 
wilnossed by supplier quality reprosentalive 

WIIANO.PO, CRAtG.JW Vendor Program Branch 05/04/09 10pp 29729 116* 
29729 136 

8504100467 Forwards OA Program Insp Rept 90900784/85-01 on 850107-10 & notices 
of violation & nonconformance 

ZECH.G.G Vendor Program Branch 05/04/00 ASTLEY.E R Saridvtk Special Metals 
Corp 2pp 29721 322 29721 323 

-8504160471 Notice of violation from insp on 850107-10 

* Vendor Program Branch 05/04/08 Ip 29721 324 20721 324 

“8504100476 Notice of nonconformance from Insp on 850107-10 

* Vendor Program Branch 85/04/00 lp 29721 325-29721 325 

“8504100403 OA Program Insp Rept 99900764/85 01 on 850107-10 Vrolallon A non 
conformance noted zirconium alloy tube shells ordered w/o specifying applicability of 
t0CFR21 & some procedures not available at work stations 

CILIMBERG.R L , CRAIG, JW Vendor Program Branch 05/02/26 7pp 2072b326- 

29721 332 

8504150448 Forwards revised Test Plan 4005, “Firewall III Irradiation Cross-Linked 
Polyelhylono.Genaric Nuclear Incident, Class IE Sve in Nuclear Ger\erat(ng Power Sta 
Uons,‘* & proprietary Apps l-X Apps l-X withheld 

LinLEHAL^.G Rockbealos Co 05/04/01 ZEGH.G G Vendor Program Branch lp 
26805 264-29805 286 

“8504150450 Revised Test Plan 4805, “Firewall III Irradiation Cross-Linked 
Polyolhylone^Generic Nuclear Incident, Class IE Sve jn Nuclear Gonerating Power Sta- 
tions ’’ Apps withheld 

* Rockbostos Co 85/03/31 22pp 29805 265-29805 206 

8504150694 Forwards QA Program Insp Repts 99900001/04-01 & 99900286/64-01 Re 
quests evaluation of findings re quality & acceptabitity of product or sve provided by 
vendors, W/o ends 

HUNTER.Q.R Region 4, Office of Director 85/04/01, GUIFFIN.J M, Arkansas Power 
& Light Co, 2pp 29009 291-29B09 292 

8504150702 Forwards QA Program Insp Rept 99900023/84 01 Requests evaluation o1 
findings re quality & acceptability of product or sve provided by vendors.W/o oncl 
HUNTER, DR Region 4, Office of Director 05/04/01 ANDREWS.RL. Omaha Public 
Power District 2pp 29609 314-29009 315 

8504 150731 Forwards addi clarification of QA rnanual.per 650326 meeting Mostirifl 
deemed beneficial & conslruclive to resolving violations & nonconformanceg idontifisd 
In facility audit. 

RILEY.DR Interstate Steel Supply Co 05/03/29. ZECH.GG Vendor Program 
Branch 6pp 29809 353-29809 358 

8504150736 Forwards QA Program Insp Repts 99900323/84 01,90900696/85-01 & 
99900897/65 01 Requests evaluation of findings re quality & acceptability of product 
or SVC provided by vendors W/o ends 

HUNTER.DR Region 4. Office of Director 05/04/01 SPENCE, M D Texas Utilities 
Electric Co (formerly Texas Utilities Generating Co,) 2pp 29809:33 4-2 98 09 335 
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8504160356 Forwards QA Program Insp Rept 99900279/84'01 on B41 101-09 & notice 
o1 nonconformance Review of findings & corrective action requested within 30 days 
ZECH.GG Vendor Program Branch 85/04/15 YLVISAKER.WK Gould, (nc Ip 
28816 261 29815 278 

6504160510 Responds to NRG 850301 Itr re nonconformance noted in QA Program 
Jnsp Repi 99900530/84 02 Correclivo actions addi verification for EPLATE 5 1 com- 
puterprogramdescribed 

XILLOUGHpR C CYGNA Energy Services 86/03/29 ZECH.G G Vendor Program 
Branch 2pp 29821 017 29821 018 

8504170114 Responds to NRG 850313 Itr re nonconformance noted in QA Program 
■Insp Repl 99900509/84 03 Gorrective actions adequate design basis & documerita- 
liofk provided for seismic qualification of Category 1 HVAC sys 
KELLY, R B Slone & Webster Engineering Corp 85/04/12 ZECH.G Vendor Program 
Branch 4pp 29827 322-20627 325 

8504170140 Responds to NRG 850228 tir, clarifying Nonconformanco F noted in QA 
Program insp Ropt 90900521/94 02 Corrective actions EDP 4 37 wilt be revised to 
clarify supervisor responsibility lor engineer use of computer programs 
MELSEN.ER Bechtel Corp 85/04/12 ZECH,G G Vendor Program Brancti Ip 
29827 230 29027 230 

6504170146 Requests response to enct questions re interpretation of ASME 
Code, Subsection IWF requirements Expedited response requested. since acceptabilily 
of inservlce insp programs depends or> answers 

BAKER.ET Division of QA, Vendor & Technical Training Center Programs (Post 
850212) 85/04/15 QARON.KI American Society of Mechanical Engineers 4pp 
29827 231-29827 234 

9S04170281 Ach receipt of 050111,0208 & 0319 Itrs informing NI)C of ateps taken to 
correct deviation noted in OA Program Insp Repl 99900078/84 01 Proposed correc- 
tive actions accepted 

ZECH,GG Vendor Program Branch 85/04/11 0ROOKS,R L Phoenix Steel Corp 
Ip 29027 352-29827 352 

6504170436 Responds to NRG 650313 Itr ro nonconformance noted in OA Program 
Insp Rept 96900883/84 01 Lira to Johnson Controls, Inc & Illinois Power Co notifying 
of noncompliance w/requirements of Part 21 end 

BYRNES.R L Pyrolronics, Baker Protection Services, Inc 05/04/04 ZECH,G Vondor 
Program Branch 3pp 29828 045 29828 047 

6504180379 Responds to nonconformance noted in QA Program tnsp Rept 90900909/ 
84 01 Corrective actions dynamic sys & test analysis section & QA soclion more sen- 
sitive & responsive to reviewing purchase orders 

MABRITO.B Southwest Research Institute 85/04/12 ZECH.GG Vendor Program 
Branch 17pp 29050 326-29858 342 

6504180477 Ack receipt of 850307 & 29 Itrs informing NRC of stops taken to correct 
nonconformanco noted In QA Program Insp Ropt 99900892/84 01 
ZECH.QG Vendor Program Branch 85/04/17 RILEY.D R Interslale Sleo! Supply 
Co Ip 29859 272.29059 272 

9S041804S4 Responds to NRC 850314 Hr ro nonconformance noted In QA Program 
Insp Rep) 99900891/85 01 Correclive actions certificates of traceability of NBS will 
ba part of next calibr repts & Lufasco added to approved vendor list 
SPONAUGLE.W TJ Cope, Jnc 65/04/04 ZECH.QG Vendor Program Branch 2pp 
29359 265 29859 266 

6504220247 Submits supplemental response to NRC 841217 Itr re non conformance 
noted in QA Program Insp Rapt 99900081/84-01 Corrective actions mail In 820630 
shipment to Guyon Alloys authorized to be scrapped on 830309 
SPINEni.nS LTV Tubular Division 85/04/12 2ECH,GQ Vendor Program Branch 
14pp 29630 270 29930 283 

8504230071 Ack receipt of 850318 Itr informing NRC of slops taken to correct noncon- 
formance noted in OA Program Insp Repl 99900751/85 01 

ZECH.G Q Vendor Program Branch 85/04/19 MASSENGILL.C H RE CO Industries, 
Inc Ip 29948 097 29940 097 

6504230122 Confirms 050411 lolcon rescheduling Insp of Norco, CA plant on ©50413- 
17 

ZECH.G G. Vondor Program Branch 85/04/19 SADLIER,RC Wylo Laboratories fp 
29948 217 29948 217 

6504230236 Confirms 650417 lelcon ro 050506-10 Insp ot implemonialion of QA pro- 
gram at Rosoarch Triangle Park plant 

ZECH.G, G Vendor Program Branch 05/04/19 YOW.JR Corporate ConauUing & De- 
velopment Co, Ltd Ip 29950 028 29950 020 

8504230261 Responds to notices of violation & nonconformanco from 850114 18 
Insp Based on fact that AMP connoctors commercial grade, ref to Pari 21 in purchase 
ardor should not apply 

DULANY,JR Powoll Electrical Manufacturing Co (subs of PowefI Industries, Inc) 
85/04/10 ZECH.G Q Vendor Program Branch. 12pp 20960 105 29950 t16 

6504230278 Responds to NRC 850100 Hr ro nonconformance noted In OA Program 
Insp Rept 69900880/84 01 Corrective actions Section 206 posted, QC manager will 
review & approve procedures & updated insp corrected corlificalion 
WINDT.WE Texas Boll Co 85/04/08 ZECH.GG Vendor Program Branch Zpp, 
29952 024-29952 025 

8504230320 Responds to NRC 850322 Itr ro Guyon Alloys 811030 notrficalion of pipes 
found w/below mm wall thickness requlromenls No determlnallon of applicabifily of 
10CFn2l made Caused by machining stage of production 

PRESLEY, HA Combustion Engineering, Inc 85/04/10 HECH^GG Vendor Program 
Branch 3pp 29953 000 29953 010 

8504230398 Advises of investigation of problem w/luse blocks on 25 KVA 
Invertors Official notification of problem has not boen recolvod.Speciffc info requested 
from nuclear site to enable corrective actions 

PRITZL.S Elgar Corp 85/04/16 ZECH.GG NRC * No Detailed Affiliation Given. Ip 
29951 131-29951,131 

6504231)407 Forwards OA Program Insp Repl 99900271/86 01 on 860226 0301. No 
noncompliance noted ^ ^ 

ZECH.GG Vendor Program Branch 85/04/19 ANDERSON.Q.O. Rosemount. Inc 
2pp. 29951 237-20951.253. 


-8504230406 QA Program Insp Rept 99900271/85 01 on 850226 0301 No noncompli 
ance noted Major areas inspected licensee/ vend or interface into re potential leak 
problem w/Roso mount Model 1 153 Senes B pressure transmitters 
OLLEH.RE, MERSCHOFF.EW Vendor Program Branch 85/04/10 15pp 
26951 239 29951 253 

85I)42304S7 Forwards OA Program Insp Rept 99900277/85 01 on 850107-10 & notice 
of nonconformance 

ZECHGG Vendor Program Branch 85/04/19 LGRIMER.N A Rockbeslos Co Zpp 
29952 085 29952 099 

“6504230491 Notice of noncomlormanco from insp on 850107-10 

• Vendor Program Branch 85/04/19 Zpp 29952 087-29952 008 

--8504230497 QA Program Insp Ropt 09900277/65 01 on 850107 10 Nonconformanco 
noted failure to monitor LOCA simulation chemical spray pH using batch sampling & 
alternate type of meter used w/odocumerlGd instructions or procedures 
HUBBARD, GT Division of QA, Vendor & Technicat Training Center Programs (Post 
850212) POTAPOVS.U Vendor Program Branch 85/04/18 llpp 2 G 952 089 
29952099 

8504240505 Forwards QA Program Insp Repl 99900509/84 03 on 841 126 30 & 1210 
14 S notice of nonconformance 

ZECH.GG Vendor Program Branch 85/03/13 KELLEY.R B Stone & Webster Engi 
nee ring Corp 3pp 29976 268 29976 305 

-6604240602 Notice of nonconformance from insp on 841126-30 & 1210-14 
•Vendor Program Branch 85/03/13 1p 29976 271 29976 271 

-B5G4240610 QA Program Insp Rapt 99900509/84-03 on 841126 30 & 1210 14 Non 
conformance noted Seismic Calogory I HVAC duct not subj to required design control 
measures & design adequacy of duct nol verified 

MCINTYRE.RP, CRAIG, J Vendor Program Branch 85/02/14 34pp Z9976 272- 
29976 305 

8504250040 Forwards QA Program Insp Rept 99900509/84-03 concerning nonconfor- 
mance re seismic quatificalion of safety rolalod Category I HVAC ductwork for Mill- 
sfone 3 Qualification addressed m FSAR Question 0210 

ZeCH.Q G Vendor Program Branch 85/03/13 HOLAHAN.G W Operating Reactors 
Assessment Branch Ip 30020 145 30020 182 

8504260107 Ack receipt of 850226 & 0104 Itrs inlormirig NRC of steps taken to correct 
violnifon & nonconformance nolodinQA Program Insp Rept 99900891/85 01 
ZECH.GG Vendor P/og/am Branch 85/04/23 SPONAGULE.W TJ Copo, Inc Ip 
29685 230 29985 230 

8504250112 Conlirms 850429 0503 insp at Ana halm, CA plant fo implementation of QA 
program, per 850419 lolcon 

ZECH.GG Ver>dor Program Branch 85/04/23 THALASINOS.J A&G Engineering 
Ip 29905 229 29985 229 

8604300156 Forwards QA Program Insp Repl 99900537/85-01 on 850108 10 & notices 
of violation & nonconformance 

ZECH.G G Vendor Program Branch 85/04/25 SKJEI.R E John A Blumo & Associ 
ales, Engineers (subs of URS Corp) 2pp 30057 120-30057 135 

-'8504300150 Notice of violation from insp on 850108-10 

• Vendor Program Branch 85/04/25 Ip 30057 122-30057 122 

••8604300162 Notice of nonconformanco from msp on 650100-10 

• Vondor Program Branch 85/04/25 Zpp 30057 123 30057 124 

“0504300168 OA Program fnsp Ropt 99900537/65 01 on 850108 10 Violation 
noted failure to evaluate & rept tnfo ro existence of defect m computer program used 
in design of safotwrolated piping sys to customers 

SEARS.PM, CRAIG.J Vondor Program Branch 85/04/25 lOpp 30057 125 
30057135 

0504300391 Discusses OA Program Ropt 99900623/83 01 which determined that IE 
Oct 1982 allegations re vendor fabrication of nuclear bolting from non nuclear grade 
malls unsubs tanliatod Mar 1985 allegalions also unsubstanliatcd 
CONWAYJ Vendor Programi Branch 85/04/29 Vendor Program Branch 3pp 
30066 077-30066 079 

8604300398 Responds to NRC 050222 Itr ro nonconformanco noted In QA Program 
fnsp Rept 99900696/85 01 Corrcclivo actions oulside labs on aulhodzod vendor list 
qualified & calibr of thermomolors vonfmd 

□EHNARDINI.AJ Litton Industries, fre 85/03/25 ZECH.GG Vendor Program 
Branch 1p 30066 138-30066 138 


REQQD REGULATORY GUIDES 


8604010188 Forwards '*Reg Guide 1 97 Repl" ro emorgency response capabilily/in&tru 
mentation 

WAREMBOURG.D W Public Service Go of Colorado GL 82 33 05/02/20 

JOHNSOHE H. Regior^ 4, Olfico of Director 1p 29571 127-29571 154 

--B604010113 “Reg Guide 1 97 Rept " 

• Public Service Co of Colorado 85/02/28 27pp 2957M20-29571 154 

8594010145 Comments on proposed reg gulde.Task FC 407 4 ro preparation of applica 
lions for iBconses for use of sealed sources in porlablo gauging cfovicas Course work 
requirement excessive Suggests range of training based on tacility & sources 
RITCHIE.WS West Virgmla, Stale of 85/03/16 Docketing & Services Branch Ip 
29570 931-29570 031 


6504010147 Comments on draft reg guide.Task SG 302 4, ‘^Vital Islands, Protectron of 
Physical Security Equipment & Key & Lock Control “ Preparation of detailed value/ 
inmact stalomenl recommended 

SORENSEN.GC Washinglon PubJic Rower Supply Systom G02-85-1B2 85/03/22 
CHILK.S J Office of the Socrolary of the Commission zpp 29570 029-29570 030 
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8504010169^ Commenls on proposeid iuIbs IQCf R50 & 55 ro improving basis for opera* 
tor licensing exams Process spacifiod for application for approval of simulation facility 
neither reasonable nor efficient 

MITTLR L PLbJic Service- Electric & Gas Co of New Jersey 49FR'16428 -091 85/03/ 
21 CHILK.S J Olfice of the Secretary of the Commission 4pp 29569 294-29569 297 

0504010191 Comments on proposed Rev 1 to Reg Guide 1 149 ro nuclear power plan* 
simiilalion facilities for use in operator license exams Items 10 & 13 clarified 
WinL,R L Public Service Electric & Gas Co of New Jersey 85/03/21 CHILK.S J 
Office of the Secrelary of fho Commission ip 29569 105*29669 105 

B504020336 Commonts on draff reg gjides.Tasks FC 404 4 & FC 407 4 re appllcaiion 
for licenses for use of sealed sources m nonportable or portable gauging devices Draft 
reg guides supporled w/ listed exceptions 

ST/VUTER,JC Kerr McGeo Corp 65/03/21 Docketing & Sorvtcos Branch fipp 
29576 137-23578 130 

8SO4Q39170 Forwards reouGSt for OWB review & supporting atalemanl re proposed Rev 
3 to Rorj Guide 1 28, "OA Program Requirements (Design & Consi) " 

NOnRV,PG Office ot Administration 85/03/25 MACRAG.J B Office of Management 
& Budget Ip 29627 147-29627 147 

B6O4O302O7 Comments on draft reg guido.Task FC 407-4 re guide for preparation of 
applications for licenses for use of sealed sources in portable gauging 
devices Clauficatior^of scope & more description ot storage focalions suMosted 
LACKER.dk Texas, State of 85/03/28 Docketing & Services Branch 2pp 
20587 125 295B7 126 

B604030357 Ack receipt ot comments on proposed changes to lOCFRSO & 55 & Reg 
Guides 1 8,1 134 8 1 149 ro operator licenses & conforming amend Comm on.tB will be 
addressed in final revs to proposed regufalions & reg guides 
OIRCKS.WJ Office of the Executive Director lor Operations 49FR4642B 65/03/25 
MILLER, JH Nuclear Utility Management & Human Resources Committee (NUMARC) 
4pp 29606 130-2Q606 145 

SS04030374 Forwards IN EL interim rept, ‘Conformance to Reg Gtiicfo 1 97, Millstone 
Nuclear Power Station Unit 2,“ addressing util 830415,840229 & 0406 responses lo 
Generic Hr 82-33 Responses lo rept roquosted within 60 days of Hr recotpt 
MILLER, JR Operating Reactors Branch 3 aL-B2 33 85/03/14 COUNSIUWG, 
Northeast Nuclear Energy Co (subs of Northeast Ulililies) 1p< 29627 093-29627 093. 

-0503136353 "Conformance to Reg Guide 1 97,Mi]lstone Nuclear Power Station, Unit 
2 " 

UDY.A EG&G, Inc. FiN Ae4&3 TAG 51107. 65/02/20 NRC No Detailed At fifiaiion 
Given 21pp 26627 094 29627 114 

0504030431 Ack receipt of 650306 application for amend to ilcanse SNM-109S to 
receive.mspoct -& store new fuQl assemblies at plant May 1965 dale for issuing amend 
not realistic Reg Guido 3 15, Rev 1 should bo reviewed & appllcaiion updated 
CROW.WT Uranium Fuel Licer^sing Branch 85/03/24 WETTERHAHN.M J Conner 
a Welterhahn WETTERHAHN.M J Niagara Mohawk Power Corp Ip 29606 341- 
20606 341 

8504039452 Forwards "Conformance lo Reg Guide 1.97.Cooper Nuclear Station'' Justi 
(icalions for exceptions for somo items acceptable ,w/ exceptions Response to open 
items idenhliod In re pi requested within 60 days of Itr leceipt 
VASSALLO.DS Operating Reactors Branch 2 65/03/11 PtLANTJ.M Nebraska 
Public Power District 2pp 29606 305 29606 323 

-0691100558 ‘ Conformance lo Reg Guido 1 9 7, Cooper Nuclear Station," Interim rept 
UOY.AC EG&G. Inc FIN A 6483 TAG 51082 04/12/31. NRC • No Oolailcd Affili- 
ation Given 17pp 29606 307-29606 323 

8504040317 Commenls on proposed Rev 2 to Roy Guide 1,8 re reactor operator 
licenses Rov should be delayed until new version of ANSI/ANS 3 1 Issued 
MEDFORD.MO Southern California Edison Co 85/04/01. Docketing & Services 
Branch 8pp 29607 344 29607 351 

8504040419 Forwards iniGrim ropt ro Reg Guide 1 97 position document lorwardod by 
util 840625 Itr Rept concludes explicit commitment on conformance to Reg Guide l 97 
provided, w/exception of items Idenlified 

STOL2,JF Operating Reactors Branch 4. 65/03/20 GRIFFfN.J Arkansas Power & 
Light Co 2pp 20628 037-29620 038 

-0SO325OO08 "Conformanco to Reg Guido 1,9 7. Arkansas Nuclear Ono.Unit 17' 
STOFFEL.J W EG&G. Inc FIN A-64B3 TAG 51069 05/03/31 NRC - No Detailed 
Affiliation Given igpp 29628 039 29628 057 

0504080116 Applfcation for amend lo License DPR es.deloling Tech Spec diesel gener- 
ator Surveillance Roquiromonl 4 8 1 1 2 c S d per Generic Ltr 85-30 Fee paid, 
COUNSIL.WG Norlhoast Nuclear Energy Co (subs, of Northeast LHillllas), 
COUNSIL.WG Northeast Ulililios B1I492 85/03/29. MILLER, J R Operating Reac- 
lors Branch 3 4pp 29675 355 29675 359 

8504000157 Discusses util 850415 response to Gonoric Ltr 82-33 (Supp1 1 to NUREG 
0737) Util justification for exceptions to Reg Guide 1 97 for some Hems 
acceptable Response lo end INEL interim rept roquosled wilhin 60 days 
SCHWENCER.A Licensing Branch 2 GLC2 33 85/03/26. MITTL.R L, Public Service 
Eleciric &Gas Co of New Jersey. 3pp 2971 1 289 20711 307 

-6503270570 ‘ ConformancG to Reg Guide 1 97.Hopa Creek Generating Station " 
UDY.AC EGSG, Inc FIN A-8493 GL-02-33 85^3/^1 NRC - No Detailed Aftlllalion 
Given 16pp 29711 292-29711 307 

8504000367 Confirms prompt notification & 14-day followup rept for occurrence re Reg 
Guide 1 75 Cable separation deficiency caused by inilla! inslallation of nonsafaty relat- 
ed cable Deficiency corroded on 65021 1 

HAYNES.J G Soulhern California Edison Co 85/03/21, MARTIN. J B Region 5. Office 
of Director 2pp 29686 038- 296B6 039 

8504080428 Application for amend to License DPR-SS.revFsina Tech Specs ra cblorfha 
setpoints, control room emergancy venlilaiion sys flow rale,Tnser1lc»n of control room 
moniloring & elimination of dale associated w/Reg Guide 1.95,Fea paid, 

COUNSIL.W G Northeast Nuclear Energy Co, {subs of Northeast Uliliiios), 
COUNSIL,WG Northeast Dtililles. B11503 85/04/02 MILLEfl.J R Operaling Reac- 
tors Branch 3 Spp 29684 03B-296B4'046, 


-8 504080430 Proposed Tech Spec re chlorine setpoints, control room emergoncy ventc 
I all on sys flow rale.inseriton of conlrol room monitoring info & Qlimmation of dale as 
sociated w/ Reg Guide 1 95 

* Norfheasl Nuclear Lnergy Co (subs of Northeast Utililios) 85/04/02 6pp 
29664 041 296B4 046 

B504090191 Responds lo Generic Llr 84 24 re environ qu-aiifi cation docu men lotion 
reveriftca lion Qualification documentation available tor all oQuipmonl identified in 
10CFR50 49 lists SSER 4 (NUREG'0843) demonstrated compliance w/10CFR50 49 
WILLIAMS.JW Florida Power & Light Co L-85-132 65/04/02 THOMPSON. H U Divl 
Sion of Licensing 3pp 29700 251 29700 253 

S504090251 Forwards Rev 0 lo ES 84-07, "Fort Calhoun Slalioni Reg Gurde 1 97 ,Rqv 2 
Response,” per SuppI 1 to NUREG-0737 (Generic Ltr 82 33) & util 830415 commit 
mant 

ANDREWS, RL Omaha Public Power District LIC-05-117 B5/O4/01 DEN TON, H R 
Office ot Nuefear Reactor Regulation, Director 1p 29699 183-29699 244 

-8504090255 £8-84-07 ROO Rev 0 lo "Fort Calhoun Station Reg Guide 1 97.nQv 2 Ro 
sponse" 

* Omaha Public Power District 85/03/31 61pp 29699 184-29699 244 

6S04100113 Comments on draft reg guide.Task FC 407 4, "Quiide for Proparolion of Lk 
censes for Use of Sealed Sources in Portable Gauging Devices ■' Word "also" shou'd 
be added to Item 2 to avoid confusion 

MANCUSO.W Campbell Pacific Nuclear Corp 85/04/03 Docketing & Services 
Branch 2pp 29720 246 29729 247 

8504100213 Comments on second proposed Rev 1 to Reg Guide io9Ta&k FC 402 4 
ro preparation of applications for licenses for use of self contained dry saurco siornge 
irradiators Description of irradiators.accidenls & repairs suggested 
BROSEUS.R W HHS, Oepl of, U S Public Health Service 85/04/04 Office ol iho 
Secretary of Ih© Commission 3pp 29729 347-29729 349 

8504100497 Comments on draft reg guide.Task FC 403-4, "Preparation of Af^hcntions 
for Licenses for Use of Panoramic Dry Source Storage Irradiators, So if confapned 
Wei , " Reg guide evidences lack of operating familiarity w/irracfpalors 
WtSSINK.RG 3M Co, Minnesota Mining & Manufacturing Co 85/03/26 Dockoiing & 
Services Branch Spp 29721 272-29721 279 

6504l$0292 Informs that all items scheduled for completion during 1904 rofuDlmg 
outage & Items addressed in Footnote 16 of utLI 640531 ltr completed, per SuppI 1 to 
NUREG 0737 & Rev 2 to Reg Guido 1 97 

COUNSIL.WG Connecticut Yankee Atomic Power Co A0295D 65/04/02 

2WOLINSKI.JA Operating Reactors Branch 5 Ip 29708 261-29799 281 

6504150353 Forwards response lo NRC 850207 & 0330 '‘Interim Reg Guido 1 07 
Repl.JM Farley Units 1 & 2" Revised pages for Variables 19/32 & 19/33 for Unit 2 
also end 

MCDONALD, R P Alabama Power Co 85/04/10 VARGA.S A Office of Nuclear Reac- 
tor Regulation, Director lapp 29806 071-29806 083 

8504160316 Comments on proposed Rev 2 to Reg Guide 1 8, "Qualification & Training 
of Personnel for Nuclear Power Plants" Items 6 & B on Pages fa S 
S.rospectively, should be deleted Process for application for approval of simuleliorv fa 
cilily Durdensoma 

* Portland General Electric Co 85/03/06 Docketing & Services Branch 3pp 
29814042-29814 044 

8604160361 Comments on draft reg gulde.Task FC 404-4, "Guideline for Preparation ol 
Applications for Licenses for Use of Sealed Sources fn Nonportable Gauging Do 
vices," Training requirements for employee operating or using gauges unclear 
QUAUSTROMJw R Standard Oil Co of Indiana (see also AMOCO) 85/04/11 Dock 
eting & Services Branch ip 29816 173 29616 173 

8504170014 Amend to application for OL, incorporating end nnarked up FSAR pagoa lo 
foendorse previous commitment lo Reg Guide 1.82 re conlainmont aump 
screens FSAR will be revised m first annual FSAR update Oath of affirmation onci 
KOESTER.GL. Kansas Gas & Electric Co KMLNRC 85 0B6 05/04/12 

DENTON, H R. Office of Nuclear Reactor Regulation, Director 5pp 2082/ 176 
20827 180 

8504170270 Comments on draft reg guide, Task FC 403-4, ro irradiator license 
applications Supervisory or mgl personnel must be on duty S tmmedlataly avoilnble in 
irradiator faciiily whenever irradiator in use 

MCKINNON, RG Atomic Energy of Canada, Ltd 65/04/04 Docketing & Services 
Branch 3pp 29627 327-29827.329 

8504170326 Comments on draft reg guide, Ta^k FC 404 4, "Guide for Preparation of Ap 
plicaiior^ for Licenses for Use of Sealed Source in Nonportable Gauging Dovices." 
Training course should be only 16 h long 

PRENDERGAST.W LFE Corp 85/04/11 Docketing & Services Branch 2pp 
29B27 339-29627:340. 

8504170334 Comments on draft reg guide, Task FC 405 4, "Guide for Proparahen of Ap 
llcation for LI cerises for Use of Sealed Sources in Gas Chromatography Dovlcos & 
-Ray Fluorescence Analyzers " 

DOCKERY, DP Miller Brewing Co 65/04/12 Docketing &. Services Branch 2pp 
29027 337-29327:330- 

8604170330 Comiments on draft reg guide, Task FC 404 4, "Preparation of Applications 
for Licenses lor Use ol Sealed Sources in Nonportable Gauging Dovicos " Requiring 
40 h of training excessive 

WISSINK.R G 3M Co , Minnesota Mining & Manufacturing Co 85/04/ 1 1 Dockoiing & 
Services Branch 3pp 29827 334-20827 336 

8604170416 Comments on draft reg guide, Task FC 404-4, "Guide for Preparation of Ap 
pilealiona for Licenses for Use of Sealed Sources in Norrportable Gauging Dovicos " 
Draft disorganized & implies Identical info should be submitted for all gauges 
RAFFEL>J. NIMMO.E Measurex Corp 85/04/09. Docketing & Services Granch- Spp 
29826 066 29828 070 

8604170544 Notification of BS0416 meeting w/ulil in Bethesda.MD to discuss applicar^i 
response to NRC questions re conformance to Reg Guide \ 97 on omergency re- 
sponse capability- 

DOOLITTLE, E L, Licensing Branch 1. 85/04/04 YOUNG8LOOD.B J Liconsing 
Branch 1. Spp 29905 010-29905 012 
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8504 180509 Forwards updated info ro antitrust review of OL application m accordance 
w/Ren Guide 9 3, per NRG 060304 request 

MANGAN.CV Niagara Mohawk Power Corp (NMP2L 0304) 85/04/11 CLEARY, DP 
Site Analysis Branch 45pp 29859 191-29059 235 

0504190002 Partial response to 040116 request for INPO & I4RC documenis re INPO 
role in & procedures for reporting info to NRG App G-M documents in PDR identified 
documents partially & completely withheld (ref FOIA Exomplions 4 & 5) 

DIRCKS.WJ Office of the Executive Director for Operationb 84/07/31 TOTTEN.M 
Public Citizen Lillgalion Group lOOpp 30073 004-30074 228 

-8604190020 Fon<vards draft reg guido.Task RS 801 4. “Pertodte Testing of Torque Pro- 
tected Motor Oparaied Valves Important to Safety ” 

MICHELSON.C Director’s Office 62/06/ 10 WILKINSON, E P Inolilulo of Nuclear 
Power Operations Ip 30074 096 30074 096 

-0504190033 Draft reg guido.Task RS bOI- 4, ‘'Periodic Testing of Torque Protected 
Motor Operated Vnivos Important to Safety ” 

* NRG • No Detailed Affiliation Given 80/06/03 15pp 30074 097-30074 111 

0604190369 Forwards response to 850320 request for info ro compliance w/NUREG 
0737, Item II F 1 & Rev 2 to Reg Guide 1 97 Proposed FSAFl revs wiN be included in 
Amend 56 W/1Q oversize drawings Aperture cards avaslablo in PDR 
SHELL, RK Tennessee Valley Authority 85/04/16 ADENSAM.E Licensing Branch 4 
20pp 20087 28/-29887 306 

8504190407 Responds to Opon Itoms 03 35 04,83 35 05 & 83-35 07 from Insp Repls 
50-317/63 35 & 50-310/83-35 No supplemental meteorological data from outside 
areas used in dose calculations & physical height ol mixing layer not used 
LUNDVALUAE Baltimore Gas & Electric Co 85/02/08 MARTINJT Rogior) 1. 
Office of Director 5pp 29919 056 29919 060 

8504190492 Forwards NUS Corp 850220 repts ro TRANSFIX waste processing sys & 
package of proprietary Drawings 8911 M 2000,2001,2006 & 0402 M-2100 W/four 
oversize drawings Aperture cords available in PDR End withhold (ref 10CFR2 790) 
JENS.WH Detroit Edison Co NE 85 0338 85/02/27 YOUNGBLOOD.B J licensing 
Branch 1 epp 29918 063 29918 121 

-0504190516 '’Comparison of NUS Process Sves Corp Mobile Radwasle Processing 
Sys W/Quidellnos of US NRC Reg Guido 1 143 ” 

MCCOY,SB NUS Corp 85/02/28 lOpp 29918 106 20018 121 

8604220131 Forwards evaluation of safely related inslrumonl sensing linos utilized at 
facility, including consldoralion of guidance of Reg Guido 1 151 Positron will be incor 
poralecf into fuTuro FSAR amend Comments requested by 850603 
CAREY, JJ Duquesne ligtU Co 2NnC 5 062 85/04/16 KNIGHTON, G W Licensing 
Branch 3 4pp 29928 195-29928 100 

0604220100 forwardb "Control Room Design Review Program Pian Ropl" & "Summary 
Rept on Rov 3 to Rog Guido 1 97," In response lo Generic Utr 62 93,Suppl t to 
NUREG 0737, "Roquiromonia for Emergency Ro^onso CapabiNly," Sections 5 & 6 
DIXON.OW South Carolina Electric & Gas Co Gl 02-33 85/04/15 DENTON, HR 
Office of Nuclear Reactor Rogulatron, Director 2pp 29929 001-29929 110 

-C504220196 "Summary Ropi on Reg Guido 1 97, Rov 3, Post Acridont Monitoring Sys " 
' South Carolina Eloclric & Gas Co 05/04/15 62pp 20929 069-29920 1 10 

0504230300 Forwards responses to questions in Reg Guide Q 3 for determination of any 
significanl changes that have occurred subsoquonl to previous anlllrusl roviows,pQr D 
Cloarv 650220 Ur 

TUCKER.HB Duke Power Co 85/04/19 DENTON. H R Office of Nuclear Reactor 
Regulation, Director ADENSAM.EG Licensing Branch 4 27pp 29948 161 
29946 1 60 

8594240295 Forwards SER supporling util Inslrumonlalion provided for mooling recom 
rnsnclalions of Rov 2 lo Ron Guide 1 97, "Emergoncy Response Capability ’’ 
YOUNGBLOOD.B J Ltconslng Branch 1 85/04/10 SCHNELL.DF Union Electric Co 
3pp 299B0-14O 29980 145 

- 8504240302 SER ro oonformanco to Ron Guido 1 97 concornlng post-arcidont mom 
wring Instrumentation Uiil design accopinl)lo 

* NRC No Dolailcd Affiliation Given GL 62-33 85/04/10 3pp 29980 143- 
29986 145 

-0603040165 "Conformance lo Reg Guido 1 97 .Callaway Planl.Unll 1," 

UDY.AC EQ&G, Inc FIN A 6493 85/01/31 NRC - No Dotallod Afftifallon Giver) 
19pp 20900 146 29000 164 

8504250561 Nolifies that 850228 Mr ro Reg Guide 1 97 & two B50401 Mrs ro upgraded 
Tech Specs S fire proteclion appear lo contain conlradiclory info Review lo confirm 
inconsistency requested Response roquosfod wilhin 30 days ol Hr date 
JOHNSON, EH Region 4. OffIcD of Director 05/04/16 LEE.OR Public Service Co 
of Colorado, 2pp 29068.359 29908 360 

0504290024 Comments on proposed Rev 2 lo Reg Guido 10 5, "Guide for Proparalion 
of Applications for Typo A Licenses ol Broad Scope " Listed sfalomont should be m 
eluded on Pane 12 ro radlallon snfoly commiltoo 

SOBOTTKA.E E lowa State Univ , Amos, lA 05/04/16 Docketing & Seivices Branch 
ip 30045 177-30045,177 

8504300073 Requests extension for responding lo 850219 roquost for addJ info ro Reg 
Guido 1,97 Response lo Items 2 & B-15 expoclori by 050510 Remaining items will bo 
submitted by 850614 

STEWART, W,L Virginia Power (Virginia Eloclric & Power Co) 123 85/04/22 
OENTON.HR Offlco of Nuclear Reaclor Regulalion, Director VARGA.SA Operating 
Reactors Branch 1 Ip 30058*212 30058,212 

05943QO413 Provldos addi info re conformance to Rev 2 to Reg Guido 1 97. "Inslru 
nvoAlalion lor UlgW Water Goolod Nuclear Power Plants lo Assess Plant & Environs 
Condtilons During & Following Accldoni," per DB Vassaflo 85021 \ request 
MUSOLF.D Northorn Stales Power Co 05/04/22 Office of Nuclear Reader Reguls* 
lion, Director 3pp 30064 045 30064 047 


RES RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


DSO420OO9O "Nonequilibfium Heat Transfer & Two-Phase JnstrumentationH" 16lh quar- 
terly progress r^t, Dgc 1904 Fob 1985 

CHEN.JG, NETI.S Lehigh Univ, Bethiflhem, PA FIN 0 6764 NRC 04 81-183 85/ 
04/05 LEt,R Division of Accident Evaluation lOpp 30025 146 30025 155 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 


8504O50D88 Notifies of CRGR Meoting 74 on 050417 in Delhosda.MD lo discuss forth 
coming proposed rov lo /^p J to 10CFR50, "Primary Reaclor Conlainmsnl Leakage 
Testing for Water Cooled Power Reactors <Categoiy 2 item) " 

STELLO.V Committee to Review Generic Requirements 85/04/03 BERNERO.R 
Office of Nuclear Reactor Regufation. Director JORDAN.E L Director’s Office, Office 
of Inspection and Enforcement CUNNINGHAM, R E Office of Nuclear Material Safety 
& Safeguards, Director 2pp 29666 091-20656002 

8504100701 Summary of CRGR Meeting 73 on 850312 re faroposed Rov t to SRP 
13 5 2, "Operating 0 Mamt Procedures," lo imp'einent NRC positions in NUREG 
0737,Suppl 1 List of attendees end 

STELLO.V Committee to Review Generic Requirements GL-fl2 33 6I&/03/26 

DfRCKS.W J OtficG of iho Executive Director for Operations 3pp 29764 180 
297G4 190 


0604110476 Forwards summary of CRGR activities for Mgr 1985 Summary will be in 
eluded In EDO weekly repl for wk ending 050405 

SNIE2EK,J Commilleo to Review Generic Roqurremonls 85/04/05 Comnnilloo to 
Review Generic Roquiromenis 4pp 29765 012-29765 015 


STATE PROG STATE PROGRAMS 


8504030141 Reiterates items discussed during 050225 meelrng w/NRC & United Nude 
ar Corp (UNC) Copy of UNC Hr re compnilmonl for submission of plan for clecommis 
sioning of silo requested 

MCCARTY.C Wyoming. Slate of 00468 05/02/28 VELASQUES J United Nuclear 
Corp (subs of UNC Resources, Inc) Ip. 29606362 29606 362 

BS04030161 Notification of contract execution, Mod 3,lo "Radiation Monitoring Program 
Roqurromonts " Contractor NY Stale 

STfcWART.S Technical Assistance Contract Branch FIN a-0355 NRC-26 03 610 
05/03/25 MCOSCAR.J Region 1, Offtce ol Director KOTTAN.J J NRC - No Dotailod 
Affiliation Given Ip 29627 161-29627 161 

-8504030165 Mod S.provrdlng funds for CY65 & changing B&R & appropriation 
numbers, lo ‘'Radial ion Monitoring Program Requi/oments 

* Now York, Slato of THOMPSON, H D Division of Contracts FIN 0 8355 NRC 28 
83 610 85/03/25 2pp 29627 162-29627 163 

8504030237 Package of two comments supporting petition for rulemaking PRM 71-10 re 
iransporlalton of spent fuel 

LOUX,RR Novnfla, Slate of SPURGIN.PD Utah, Stale of 50FR4866 85/04/01 
Docketing & Services Branch 4pp 29607 136 29587 139 

0604030422 Advises lhal rov lo Permit 352 ro Updated Tailings Reclamation Plan TFN 
1 2/373, approved Approval stipulated w/conditions stated on onci Page 3 of Form 1 \ 
RANOEN.LO Wyoming, State of 00434 85/02/28 ANDRUS, NJ American Nuclear 
Corp 4pp 29606 295 29606 298 

6504030424 Advises of reevaiuatlon of baseline data & determination of quality ol use 
classification during Land Quality Div ovalualion of groundwater restoraiion at Uranerz 
USAJnc Ruth In Situ Leach Site 

OGLE.KM Wyoming, Stale of 00452 05/02/26 SMITH.D Uranium Recovery Field 
Office 13pp 29606 250 2960 G 262 

8504030430 Ack receipt of Custody Receipt 1270 UT 3 for US Treasury Bill CUSiP 
&12794GJ7 Bill accepted as repfncemor)l bonding instrument for US Treasury Bit! 
CUSIP 9127&4GH1 

BRYAN, VJ Wyoming, State of 00429 85/02/21 FERGUSON.JC American Nuclear 
Corp, 3pp 29606 299 29606 301 

8604040090 Forwards rider approved to Increase total sum of Bond 2575639 W/o oncI 
BRYAN*VJ Wyoming, Stale of 00435 85/02/2S APPEL, BR Teton Exploration Drill- 
IngCo.Inc (subs ofUNC JRasourcos, Ino) Ip 29619 043-20619 043 

0604040244 Confirms RS Hover & JO Lubenau 850220 discussions w/ Cochran & 
Lacker following review of Stale of TX radiation control program Review concludes 
that program for regulation of agroeennont malfs adequate 

MAffTlKRO Region 4, Office of Director 85/03/22 BERNSTEIN.R Texas, Slate of 

6pp 29668 195-29668 200 

6504040329 Forwards draft bill, analysis of proposaLcompa relive test & memo explaining 
need for proposal ro eliminating duplicative FR notices concerning Agroomonl Slate 
program 

PALLAOiNO.NJ Commissioners 85/03/12 BUSH.G H Senals, pregldenl of the 
Senate Ip 29657 aoS-aS&aT-0 10 

-8594040332 Feiwards draft bitf.analysis of propoaaf, comparative tost & memo explain 
fng need for proposal ra eiimmaling dupficalive FR nolicos concorrirg Agreement 
State program 

PALLAOifeNJ Commissioners 85/03/12 0‘NEILL,TP Houso of Rop, Speaker of 
the House 5pp 29657 306 29657 310, 

8504050315 Advises lhal DD Fori designated state iiaison for mailers re NRC 
ANAYA.T New Mexico, State of RN 1029 65/03/26 KERR.G W Office of State Pro 
grams. Director Ip 29667 362 29667 362 

8604080376 Agenda for Slate of WA Nuclear Waste Advisory Council 850315 meeling 
in Lacey.WA to review workshops & discuss future public involvement plans 

• Washington, Stale of 1265 05/03/15 Washington. Stale of 1p 25691.356 
29691 356 
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a504080452 "Hadbam N&ck Plant Emergency Response Exercise, 850330,” including 
corporate exercise controller auido, station exercise controller quide, controller evalua 
tor manual & onsite radiation data tables 

* Koriheasl Utilities Service Co (subs of Northeast Utilities) B5/03/30 265pp 
29681 122-29662 026 

8504060567 Agonda for State of WA Nuclear Wa&to Board 850315 mooting in. 
Lacey, WA to discuss public mvolvemoni rcpi & summarize AM/FW panel recommon 
dations on organiZing/financing of natl waste mgt program 

" Washington. State o1 1264 85/03/15 Wastiinglon, State of Ip 20715 190< 
29715^180 

6504060571 Forwards comments addressmg NRC concerns on const specs for Vitro 
UMTRAP 

DAY,MS Utah. Stale of 85/02/27 MATTHEWS.M Energy. Dept of >6pp 
29714 227-29714 242 

8504080590 Minutes of 850215 Nuclear Waste Board mealing m lacey.WA M Power 
650214 memo transmitting summary of draft rept ro ranking of potential high level nu' 
clear waste repository sites end 

' Washington. State of 1270 85/02/15 Washington. Stale of 28pp 29713 342' 
29714 006 

8504090029 Forwards policy reader containing key co/rospondenco & documentation ro 
policy mailers affecting Ofc of Civilian Radwasto Mgl 

GALE.n W, Energy, Oepl of B5/02/21 Energy. Dept of Ip 29752 173-29752 288 

-0504090033 Statement of WJ Purcell on 85021 1 before Senate Subcommittee on En- 
viron S Public Works in Horeford.TX re potonlial economic impacts of DOE proposed 
aclMties in State of TX 

PURCELL.WJ Energy. Dopt of 85/02/11 6flpp 29752174-29752 240 

8504090265 Forwards State of SC 650311 Itr re US Gypsum topical rept on Envirostono 
pypsum cemonl, 

NUSSOAUMER.OA Assistant Difoclor for Stale Agreements Programs 85/03/22 
GREEVES.JT Englnaering Branch (Post 831001) Ip 29754 131-29754 132 

-8504090298 Provides no commonls re 050304 quoslions Questions 
appropriate Conlinued review of documents recommonded upon receipt of satisfaclory 
comments from vendor, 

AUTRY, VR South Carolrna, State of 86/03/11 NUSSBAUMER.DA Assistant Direc- 
tor lor Stale Agreements Programs Ip 29754*132-29754*132 

8S04090301 PNO'IV 85 013 on B504D1, North Dakota radiation & noise control program 
staff notified State of ND of Ir 192 source disconnect & 850330 overexposure of ra 
diographer Radiographer receiving medical atlenlion 
HEy£R,RS Region 4. Office of Director 85/04/02 Ip 29699 299 20699 299 

8504990333 Forwards N Kirner 840220 Hr ro Installation of vents m Ferratium hand indi 
cator conlfollerTor review fnpul by 650318 requested 

NUSSBAUMERiD A Assistant Director for Slate Agreomanta Programs 05/03/05 
BARRETT, L Engineering Branch (Post 831001) Ip 29754 128 20754 130 

-8504090380 Quest ions purpose of installing vents in Ferralium hand indicator 
conlroller Concerr^a re venting listed 

KIRNER, N P Washington. Stale of 85/02/20 SCHNEIDER.K Office o1 Slate Pro 
grams, Director 2pp 29754 129-29754 130 

8504099399 Summary of 850215 Nuclear Waste Advisory Council meeling in Lacoy.WA 
re environ assessment workshop planning- 

" Washington, State of 1271 85/02/15 Washington, Stole of 6pp 29748013 
29740 018 

8504100419 Package of four commonls opposing petition for lufomaking PRW-71-10 ro 
transportation of spent fuel 

PIUNT,JM Nebraska Public Power Disirlcl EVANS, JV Idaho, Stale of MUSOLF.D 
Norttiern Stalos Power Co 50FR4866 85/04/05 CHILK.S J Office of Iho Secretary 
of IheCammission 17pp 29721 280 29721 297 

6504100459 Package of eight comments supporting petition for rulemaking PflMTMO 
re transportation of irradiated reactor fuel 

JACOBSON, N Le^ue Againsl Nuclear Dangers HAYES,MJ, THOMPSON.J.fl Hli 
nois, State of 50Fm866 85/04/03 Docketing & Servicos Branch 39pp 29722 290 
29723 249 

6504110443 Package of two commants supporting petition Iof rulemaking PFM-71-10 re 
transpc nation of irradiated reactor fuel 

HAHN,K Nebraska, State of MADIGAN.MJ llhnots, Slate of 50FR4Q6G 85/04/09 
Docketing & Services Branch 5pp 29768 144-29766 148 

8504120090 Comments on pelifion for rulemaking PRM71 10 re storage facility for 
commercially produced irradiated reactor fuot Supports pelilion, 

JOYCE.J J Illinois, State of 50FR4866 011 85/04/01 Docketing & Sorvicoa Branch 
Ip 297S6 326 297B6 326 

8604150673 Forwards performance evaluation of Slate of SC for 1984 d review of 1983 
annual reptProbiems w/collectmg & spluiirg corlaln environ samples for 1983 rept 
identified Overall performance good Contract will bo continued 
STOHR,JP Region 2, Office of Diroctor NRC-29 83e24, 65/03/25 SHEALY.H G 
South Carolina, Stale of 1p 29818 238 29618 242 

-8504150690 Performance evaluation of Slate of SG lor 19B4 & roviow of 1083 annual 

K i environ monitoring contract program 

OViTZ,S S , MONTGOMERY, D M Region 2. Office of Director NRC 29 63-624 
85/03/16 4pp 29818 239-29818 242, 

8504 1 60446 Comments opposing petition for rulemaking PR M-? 1-10 re shipping radio- 
active wastes between two or more points 

ANAYA, T New Mexico. State of. 50FR4866 34 85/04/00 CHilK.S. Office of Iho 
Secretary of the Commlssloii Ip 29815 161-29816:161 

8504170151 Offers no comments on 850111 fi 0315 applications for amend to License 
OPFl*40.con sis ling of Proposed Change aTS'.l82 #o convorlinn APHM.average rod 
block monllor,ARTS program & 850405 NSHC 

HOUVENAGLE.TX Iowa. Slate of 05/04/09 VASSALLO.DB Operating Reaclors 
Branch 2 ip 29827 311-29827.311 


86041702B5 Offors no comments on ulil 650111 application for amend to Licenso DPR 
49.cQnsisting of Proposed Change RTS-161 ro lO^to incroaso in max temp oporacrng 
limit for reactor vessel a 26"o reduction in mm temp for unbolting vessel noad studs 
HOUVENAGLEJL Iowa, Stale of 85/04/09 VASSALLO.DB Operating Roaclors 
Branch 2 Ip 29827 3Q3 29027 333 

6S04170277 Provides no comments, ro uhl 041109 a 050110 requests to amend Lt 
cense DPR-49,modifying lire doteclion/fire surveillance requirements for onoratlon 8 
marnt situations which require firo barrier penetration 

HOUVENAGLG.T Iowa, Slate of 85/04/09 VASSALLO.DB Operating ReacCors 
Branch 2 tp 29B27 348 29027 348 

0SO417O3O8 Offers no comments on 841207 application for amend to License DPR 
49.increasin9 certain containment isolation valve lest pressures by I0'‘'o & 830 405 
notice of amend applications 

HOUVENAGLE.T Iowa, Slate of 85/04/09 VASSALLO.DB Operaling Reactors 
Branch 2 Ip 29827 353 29027 353 

8S04170348 Comments on petition for rulemaking PRM-71 10 re spent radiDacliva fuct 
shipments Rule opposed true to safely of shipments being jeoparalzed 
SHORT, LM California, Stalo of 50FR4866 036 85/04/1 1 Docketing & Senricos 
Branch 1p 29827 236 29827 236 

8504170352 Notifies of upcoming meetings scheduled between 850402 & 0508 Updates 
writ bo forwarded weekly 

NEFF, JO Energy, Oepl of 994 85/03/20 SPURGIN.P Utah. State of 

FPiSHMAN.S Texas, Slate of FORSYTHE, R Mississippi. Slate of ip 2&902 362- 
20002 362 

8504170353 Comments supporting petition for rulemaking PRM-71-tOi re spent radioac 
five fuel shipments 

BISHOP.WA Washington. Slate of 50Fn4a66 039 05/01/10 PALUDINO.N. Com- 
missioners 2pp 29027 251-29827 252 

6504170381 Forwards ‘'Comments of Stale of UT lo Draft Environ Assessments. Do vis 
Canyon &. Lavender Canyon Silos Inlroducllon & Synopsis ” 

SPURGIN.P D Utah. Stale of 996 05/03/22 PALLADINO.NJ Commissioners 2pp 
29906 154 20906172 

-0504170386 "Comments of Slato of UT to Draft Environ AssoasmenIs.Davia Canyon & 
Lavender Canyon Sites Inlroduclion & Synopsis ” 

* Utah. State of 65/03/18 17pp 29006 156 29906 172 

8504160101 Requests assistance lo allow ORNl & NRC lo perform indoperdent analy 
SOS of hazardous mall on trench & groundwater samples from Barnwell on 350121 & 
22 

NUSSBAUMER.D A Assistant Director for Slate Agroemenls PfOQrom.8 85/01/11 
SHEALY.H G South Carolina, Stale of 2pp 29921 143 29921 144 

6504180192 Forwards topical rept re Dow solidilication process for low level 
radwaste Comments requested within 45 days of Ur receipt W/o encl 
NUSS0AUMER.D A Assistant Director for Slato Agreements Programs 05/03/28 
SHEALY.H Q South Carolina. Stalo of Ip 29920 353 29920 353 

6504180273 Forwards Change 2 lo Vol 1 of “Illinois Plan for Radiological Accidenls" 
SPANGENBERG.F Illinois Power Co U 0B3t 85/04/10 SCHWENCER.A Licensing 
Brandi 2 Ip 29857 016 29856 034 

-8504169276 Change 2 lo Vol 1 of "Illinois Plan for Radiological Accidents " 

* Illinois, Stato of 62/11/18 376pp 29657 019 29058 034 

8504100479 PNO II 05 037 on 850412, Region II advised by State of FL lhal two sec 
Icons of well casings at North Daytona Beach, FL job site contained low levels ol 
radioactivity CausocT by presence of Co 60 in metal Radioactive mall survey planned 
TROJAN OWKSl.R , STOHR,JP Region 2. Office of Director 85/04/12 2pp 
20859 273-29059 274 

8S04190331 Oummary of nuclear waste board 850308 work session in Lacoy.WA ro En 
viro&phero presentation on environ assessment reviow 

* Washington. Slato of 1302 85/03/08 Washington, Stale of 4pp 29936 194 
29938 197 

6504190336 Minutes of nuclear waste board 850301 special meeting in lacey.WA re 
Atty General rept on litigation potential & review of draft environ assessment 
*■ Washington, State of 1301 85/03/01 Washington, Slate of 61 pp 2903B tOif- 
29938 193 

6504220035 Comments on petition for rulemaking PRM-71-10 re shipment of spent nu 
clear fuel Supports rulemaking 

CELESTe,FIF Ohio, Slato of 50FR4866 041 85/04/08 Docketing S Services 
Blanch Ip 29928 073-2992B 073 

8504220053 Commenls on petition (or rulemaking PRM-71.10 re transport of spent irra 
dialed (ue( on highways NRC should take lead In regulation Proposed amends lo 
10CFR71 should be adopted 

OTTO,HW Delaware, State of 50FR4066 040 85/04/15 Docketing & Servicos 
Branch Ip 29929 131-29929131 

B504230162 Requests (hat W Shirley replace R Greenfield on NRC mailing list 
VIGIL, LJ New Mexico, State of 86/04/09 LICITRA.EA Licensing Branch 3 Ip 
29949 031-29949 031 

8504230467 Concludes that financial info submitted for 1084 satisfies require merits ol 
10CFR140 21 

SALTZMAN.J Assistant Director (or State & Licensee Relations G4/12/04 
NICHOLSON.DG Toledo Edison Co Ip 29972 333-29972 333 

8S0425O137 PNO fl 65 037B updating 850412 & 18 info re radioactivo wall casing 
pipe NRC requests slate agencies perform add) surveys Results to date indicale no 
significant hazard exists from use ol pipe casings, 

TROJANOWSKl.R . BARR.K P. Region 2, Olflce of Director B5/Q4/ig. 2pp 
29905 220 29985 221 
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6504290360 Commrsnts on proposed rule 1OCFR60 re amonds lo ‘ DEsposal of High 
Level Radwasle in Geoloqic Reposilones Amends lo Licensing Procedures ” Meeling 
requested in order to more folly elaborate & clarify concern 

LOUX.RR Nevada. Stale of 50FR2579 019 85/04/16 PALLADINO.NJ Commis 
sioners 2pp 30048 355*30048 356 

8504290366 Comments on proposed rule 10CFR60 re slate participation in nucloar 
waste repository siting, const.operation & decommissioning procedures Rule opposed 
due to need for NRC & state participation in DOE siting & licensing activities 
SPURGIN.PD Nevada. State of 50FR2579 018 85/04/17, Docketing & Services 
Branch 7pp 30051 316*30051322 

8504300032 Advises of no adverse findings as resull of review of proposed amend lo 
License DPR 39 & DPR*48 re Tech Spec changes involving reactor protection sys in 
strumentalion & logic 

PARKER.MC Illinois, State of DOE-85 063 85/04/24 DENTON.H R Office of Nu 
clear Reactor Regulation, Director Ip 30059 014 30059 014 

8504300035 Discusses usefulness of geosciences protect 850404 status 
meeling Supports side looking airborne radar coverage over Slate of WA for inclusion 
of Deaf Smith County & Nevada Test Site repository areas Into USGS protects 
BREWER.WA Washington, State of 1322 85/04/09 OLSON, L Eneroy, Dept of 
2pp 30072 295 30072 296 

8504300038 Partial transcript of Governor M White comments on high & low level 
waste Pp 25 41 

WHITE.M Texas. Slate of 85/04/29 tOpp 30072 277*30072 294 

8504300071 Fonivards minutes of 850213 public meeting w/NRC ro annotated outline 
(or preparation of site characterization plans Comments requested by mid May 
1965 W/o end 

NEFF, JO Energy, Dept of 1005 85/03/27 BQHLINGER.L H Louisiana, State of 
2pp 30072 218 30072 219 

85043000BO Summary of Nuclear Wasto Advisory Council 850315 meeling rn Lacey, WA 
ro review of workshops, environ assessment comment submission schedule, status of 
legislation & litigation ropl 

'Washington, Stale of 1310 85/03/15 Washington, Stale of 12pp 30072 204 
30072 215 

8504300003 Provides notification of upcoming meetings, per 830719*20 

meetings Upcoming meelmas Include 850502 03 meetings of first repository slates & 
affected tribes In Ballimore.MD 

NEFF, JO Enoroy, Dept of 9B72A 05/04/11 LINEMAN, J NRC • No Detailed Affili 
alien Given FRISHMAN.S Texas, Stale of FORSYTHE.R Mississippi, State of Ip 
30072 203*30072 203 

8504300087 Notification of NRC/DOE 050408 09 8WIP project mgt mootings in Silver 
Spring, MD to discuss NRC comments on DES 

OLSON, 0 L Energy, Dept of 617 85/04/04 POWER, M S Washington, Slate of 
2pp 30072 201-30072 202 

8504300200 Informs of 850415 receipt of notice of upcoming meetings between NRC & 
DOE on 050406 1 1 Timoly notices requested 

CAMERON.M Mississippi, Slate of 1016 05/04/16 BUNTING, JO Policy & Program 
Conlrol Branch (Post 031001) Ip 30072 104 30072 104 

8504300306 Comments on petition tor rulemaking PRM*7M0 re proposed shipments of 
Irradiated reactor fuel Supports more active NRC rote in regulating shipments of spent 
nuclear fuel & issuance of detailed guidelines 

MARTIN, J 6 South Carolina, Slate of 50FR4G06 042 65/04/05 Office o1 the Socro* 
tary of the Commission Ip 30066 173 30066 173 

8504300402 Comments on petition tor rulemaking PRM*7t-10 re proper shipment of 
spent fuel Unnecessary & uncoordinated random shipment of spent fue) malls must 
be avoided 

SMITH, D Texas. Slate of 5OFR40G6 044 85/04/22 CHILK.S J Office of the Secro 
iary of the Commission 3pp 30066 074-30066 076 

0504300581 Agenda for Nuclear Wasto Board regular mooting on 850410 in Lacey, WA 

* Washington, Stale of 1319 85/04/19 Washington, State of Ip 30072 020 
30072 020 

8604300585 Agenda (or Nuclear Waste Advisory Council regular meeling on 850419 in 
Lacoy.WA 

• Washington, Stalo of 1320 85/04/19 Washington, Stale of Ip 30070 363* 
30070 363 

8504300590 Confirms 050419 conceptual design review meeting In Denvor.CO re Grand 
Junction alternates to bo included in EfS Mooting planned for early June to present 
summary of Impacts developed 

THEMELIS.JG Energy, Dept of 85/04/11 FERRARO.P Colorado. Slate of tp 
30070 351-30070 351 

B504300592 Mod AOOb lo cooporalivo agroemont between DOE & State of UT, increas 
ing funding 

HfLL.T V Energy. Dept of 85/04/05. 2pp 30070,349 30070 350 


TOPBEP VENDOR REPORTS AND RELATED CORRESPONDENCE 

8504010052 Forwards proprietary errata to SuppI 1 lo Rev 1 to XN NF-01-21(A), “Ge- 
neric Mechanical Design for Exxon Nuclear Jet Pump BWR Reload Fuel,” Errala cor- 
rects typos & provides replacement figure End withhold {ref 10CFR2 790) 

CHANDLER, J C Exxon Nuclear Co , Inc (subs, of Exxon Corp) JCC 053,85, 85/03/ 
22 THOMAS, CO Standardizalion & Special Projects Branch Ip 29567 047 
29567,047 

8504010131 Forwards GA Technologiesjnc Rept 907830, "Investigation Into Sources of 
Chloride In Fort St Vrain Primary Circuit," ro effects of chloride on major compononls 
in primary circuit Final review & clearance to be forwarded by 850326, 
WAREMBOURG.D W Public Service Co of Colorado P B6092 85/03/18, 

JOHNSON, E H Region 4. Office of Director Ip 20573 342*29573 362 

"8504010133 907838 "Investigation Into Sources of Chloride in Fort SI Vrain Primary 
Circuit " 

aURNEHE.R D . MONTQOMERV.F C , BALDWIN, N L GA Tochnalogies, Inc /Gener- 
al Atomic Co 85/03/05 34pp 29573 343 29574 014 


8504010183 Ack receipt of U50313 Rev 33 to QA Topical RepC CE-I A Review will ro 
quire more than 60 days 

SPESSARD.R L Region 3, Office of Director 85/03/26 REED.C Commonwealth 
Edison Co 2pp 29569 069 29569 070 

6504010196 Forwards proprietary response lo Request 3 for addl info on WGAP 
10125 Response withheld (ref 10CFR2 790) 

RAHE.EP Wesimqhouso Electric Corp NS-NRC 85 3018 05/03/14 THOMAS.CO 
Slandardizahon & Special Projects Branch 2pp 29567 355 29567 356 

"8504010199 Requests that proprietary response to NRC Request 3 for addJ info on 
WCAP 10125 concerning interactive fuel rod assembly irradialton growth effects bo 
withheld from public disclosure (ref 10CFR2 790) 

WIESEMANN.RA Wcslinghous© Eleciric Corp AW-S5 024 05/03/14 THOMAS.CO 
Slandardizalion & Special Piofects Branch Ip 29567 356*29567 356 

6504030174 Informs of revised mpul melhodofagy in interface between two computer 
codes used in ECCS evaluation model lo demon alralo complianco w/App K to 
10CFRS0 46 Rev v/ill not result in analyses excoeding 2,200 F regulatory limit 
RAHE.EP Wo stinghouse Electric Corp NS NRC 85 3025 85/03/22 EISENHUT.DG 
Division of Licensing 5pp 295B7 341-29587 345 

8504030462 Permits util lo conduct TDl diesel engine lorsiograph tests up to diesel gen 
orator rated toad of 7,000 kW Engine operation permuted lo oxccecJ 105 psig BMEP 
(5.740 kW) limtl, established in SER 

YOUNGBLOOD.B J Licensing Branch 1 85/03/25 EDELWAN.W R Cleveland Elec 
trie Illuminating Co 3pp 29606 292 29606 294 

8504040177 Forwards amend to 850107 application for amend lo License DPR 
56 Amend roflecls changes in scope of planned reactor retuoting & resullani ohangos 
in operating limits "Supplemental Reload Licensing Submitlal , end 
BRAOLEY^EJ Phifadelptila Eleciric Co 85/04/01 DENTON.H R Office of Nuclear 
Reactor Regulation. Director Ip 29612 222*29612 222 

•*0504040193 23A4660 R01 Rev 1 to "Supplemental Reload Licensing Submitlal for 
Peach Bottom Atomic Power Station Unit 3, Reload 6 " 

LAMBERT.PA, DENNISON.DK, CHARNLEY.J S General Elcclnc Co 06/03/31 
25pp 29612 1 97 29612 221 

8504040229 Forwards proprietary NEDC'30C44, "BWR Owners Group Response lo 
NRC Generic Hr 83-26, Uom 4 5 3" Affidavit enci Rept withhold 
FULTON, JM BWR Owners Group BWR OG 0505 85/01/31 EISENHUT.DG Divi 
Sion of Licensing 3pp 2960 6 216 2960 6 218 

8504040322 Submits info re organizational changes in QA pron/am Updated organize 
liona! charts for Rev 3 to Topical Repl CENDP-210-A enci NRC will be notified when 
organizalional siruclure finalized, per 850328 commitment 

SCHERER, A E Combustion Engineering. Inc LD85 015 85/03/29 ZECH.GG 
Vendor Program Branch 2pp 29607 282*29607 280 

6504040513 Notification of 850411 mooting w/EPRI & AIF in Belhosda.MD lo discuss 
EPRI LWR Steering Commilteo & NRC Policy Committee lo Asboss Progress & pro 
vide guidance for EPRI LWR standardized plant design ovalualion program 
WOHAN.DH Standardization & Special Projects Branch 85/03/26 THOMAS.CO 
Standardizalion & Special Projects Branch 2pp 29656 222*29656 223 

0504050214 Forwards proprietary XN-NF 86 20(P), "Mod of EXEW/PWR FLECHT 
Based Roflood Quench & Heat Transfer Correlations for DC Cook Unit 2 " Affidavit 
end Ropl withhold (rof 10CFR2 790) 

CHANDLER.JC Exxon Nuclear Co, Inc (subs of Exxon Corp) 300 064 85 85/04/ 
03 DENTON.H fl Oflico of Nuclear Reaclor Regiilnllcn, Director 4pp 29661016 
29661 019 

8604050236 Forwards tees ter review of BAW-ia43P, "B&W Owners Group Evaluation 
of Internals Bolting Concerns in 177 FA PJants" & BAW-1047, " Generic Loak- 
Bofora Break Evaluation of Margins per 85U30I request 

BALDWIN.TL Babcock & Wilcox Co ESC*170 65/03/29 DIGGS.R W License Fee 
Management Branch Ip 29652 120 29662 121 

0604050264 Forwards BN 1, "Modifiod Portland Comonl Solidification " 

BARLEY.WH. Bartlett Nuctear, Inc 85/01/11 THOMAS.CO Standardization & Spe- 
cial Projocts Branch Ip 29661 020 20661 020 

"0504050265 ON-1 "Modified Portland Comonl Solidification " 

' Bartlett Nuclear, Inc 84/08/31 lOipp 29661 021-29661 214 

8604050269 Forwards application for amend lo License DPR 64 .charging Tech Specs 
to allow plant operation w/oquivalont steam generator lube plugging levol of up to 
30% in any steam generator Fee paid 

BAYNE, JP Now York Power Authority (formerly Power Authority of the Stalo of Now 
York) IPN 65-15 06/03/27 VARGA, S A Operating Roacters Branch 1 3pp 
29664 298*29665 033 

••0504050275 WCAP- 10705 Nonpropnolary "Safety Evaluation for Indian Point Unit 3 
W/Asymmetric Tube Plugging Among Steam Generators " 

SEGLETES.JA, KEMPER.R M , FORGHT.K A Wostinghouso Electric Corp 04/10/ 
31 72pp 29664 325-29665 033 

8504080049 Corrects 850312 Part 21 rept re potential problem w/check 
valve Mississippi Power & Light did not perform tew pressure Injeclion insp of valvo 
disk Valves si^plled by Cloy Corps & William Gauge Co 

QOYER.RG Tfansamofica Delaval, fnc 65/03/14 Director’s Office, Office of Inspec- 
tion and Enforcement Ip 29670 350-20679 350 

8504060076 PNO*l 85 022 on 850402, crack found in TDl Emergency Diesel Generator 
101 air start check valve body Valves made by Williams Gaugo Cotnsp of ali TDl 
en^no afr start check valves to be comptetod by end of wk 

ESELGROTH.P, KELLY, E Region 1, Office of Director 65/04/03 Ip 2D681 121- 
29661.121 

8504000125 Application for amends to Licensos NPF 4 & NPF- 7, changing Tech Specs 
to reduce min number ol thimbtes to obtain flux map for routine monlhry surveilianco 
of hot channel factors VHP NOS 6, "Study of Reduced Number end Fee paid 
STEWART, W,L Virginia Power (Virginia Etectric & Power Co) 85-074 85/04/01 
DENTON.H R Office of Nuctear Reactor Regulation, Director MILLER,J R Oporalino 
Reactors Branch 3 4pp 29675 270*29675 331 
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'QSO<10B9139 VEP NOS 6 ‘StuiJy o^ EfFecls ol Reduced Number of Thimbles on Re 
suits of In Core Flux Map Analysis 

REID.DL Viryinia Power (Virgjnfa Elecmc a Power Co J 63/ 10/31 TOpp 29G75 302 


8504080102 Notifies of filing ol supple menial “Summary of Conclusaons & Recommen- 
dations on Resolution of Known Prahlems in TDl Diesel Generator Componanls" lo 
be presented at hearing as staff exhibJl re Issue 16 Related correspond anco 
WOOOHEAD.CP Hearing Branch d //2a5 389 OL 95/0*1/02 GLEASON.JP. 
KLINE, J R , BRIGHT ,Q 0 Atomic Safety and Licensing Board Panel ip 29679 250 
29679 250 

0504900218 Forwards proprietary XN-NF 03 62, ‘ DoeJ 2 I OCA ECCS Fuel Rod Healup 
Difference Analysis," Aug 1963 & "Analysis of Effect of Replacing Wostinghouso Fuel 
W/Exxon Nuclear Co Fuel in Tiharige 1 PWR." Jul 1979 Ends wilhheld 
CHANDLER.JC Exxon Nudea/ Co, Iric (subs of Exxon Corp) JCCO67 05 85/04/ 
04 THOM AS .CO SlandardizatJon & Special Procects Branch Ip 29679 003- 
29670 003 

05O4O8O26S Forwards Suppi 1 to Rov 2 la "DC Cook Unil 2 Cycle 5 5*o Steam Genera 
lor Tubo Plugging Limiting Break LOCA/ECCS Analysis K(Z) Curve ” 

CHANDLER.JC Exxon Nuclear Co . Inc (subs of Exxon Corp) JCC068 65 85/04/ 
04 D£NTON,H H Office of Nuclear Reactor Regulation, Director lp 29677 317- 
29677 358 

-850408D273 XN NF 84 21 SOI fl02 Suppi 1 lo Rev 2 to "DC Cook Unit 2 Cycle 5 5% 
Steam Generator Tube Plugging Limiting Brook LOCA/ECCS Analysis K(Z) Curve" 
TAHVILIJ , HOLM.JS , STOUTER 8 Exxon Nuclear Co , Inc (subs of Exxon Corp) 
85/04/04 42pp 29677 318 29677 356 

■0504080435 Forwards prop/ielary HAFA 135(P). ' Instrumented Insp Technique as Alter- 
n a live to Hydro Testing Requjreinenls for ASME Class 1,2 S 3 Sys & Components," 
tor review by 650601 Affidavit end Repl withheld (ref 10CFR2 790) 

ASKWITH.HH HAFA Inti, Inc Hll B5-904 85/04/02 THOMAS, CO Slandardiza- 
tiori & Special Pro|GCls Branch 5pp 23669 001-29609 010 

••8504060436 Notifies of inlent lo rof HAFA Inti, Inc HAFA 135(P) fo instrumented ins»D 
techniques for hydrostatic testing as alternative to Class 1,2 & 3 sys & components in 
future applications to NRC 

grouse, RP Toledo Edison Co 85/03/22 THOMAS, CO Standardization & Special 
Projects Branch Ip 29689 DOG 29GB9 006 

■■0504060437 Nolifios of intent to ref proposed HAFA Inti, Inc HAFA 135(P) re instru- 
mented ensp techniques for hydrostatic testing in future applications to NRCJW 
Hufham 850327 Hr lo HA Askv/Jlh end 

GALLAGHER.JW Philadelphia Electric Co 85/03/25 THOMAS.CO Standardization 
& Special Projecls Branch 2pp 29689 007-29689 OOB 

■■0504080438 Notifies of intent to rel HAFA Intl.fnc HAFA 135(P) m future applications 
to NRC HAFA Intl.lnc given rights to use & release data obtained from ulil plants 
LIDEN.E A Public S^ervicc Electric & Gas Co oJ New Jersey 85/03/27 
THOMAS.CO Slandardization & Special Projecls Branch Ip 29689 009 29689 009, 

»8S04'080440 Forwards lee for NRC review & approval of proprietary HAFA 135(P), "In 
sliumanled Insp Techniques as Allernalive lo Hydroslalic Testing Requirements for 
ASME Class 1,2 & 3 Sys & Components " 

ASKWITH.HH HAFA Inti. Inc Hll-85-009 65/04/02 MILLER, WO License Fco 
Management Branch ip 29659 010 29609 010 

8504080530 Notification of 850403 meeting w/ulil in Bethesda.MD lo discuss loading & 
capacity of TDl diesel generators 

STERN, S M Licensing Branch 2 85/04/01 SCHWENCER.A Licensmo Branch 2 
3pp 29715333 29715 335 “ 

8504090052 Up-dated response lo interrogalories re Issue 16 concerning diesel genera- 
tor reliability Documonls relevant to issue, which may bo used In cross examination or 
offered as exhibits, listed Related correspondence 

HIATT ,SL Ohio Citizens lor Responsible Energy //2 85 433 OL 85/04/01 Cleveland 
Electric lllumlnatmg Co 3pp 29701 OOl 29701 008 

-8504090055 Motion lo strike portions of applicant & staff testimony re Issue 16 con* 
corning TDl diesel generator relrabitity per 10CFR 2 743(c) Certificate of Sve 
end Related correspondbnee 

HIATT ,SL Ohio Citizens for Responsible Energy OL 85/04/01 Atomic Safety and 
Licensing Board Pane) 5pp 29701 004-29701 008 

0604090178 Forwards WCAP 10786, ''Analysis ol Capsule U From Duke Power Co 
McGuire Unil 1 Reaclor Vessel Radiation Survetlfanco Program,'’’ per App H lo 
10CFR60 Based on rapt, rev lo Tech Specs may be necessary NRC will b© advised if 
lev needed 

TUCKER, HB Duke Power Co 85/04/05 DENTON.Hfl Office of Nuclear Reactor 
Regulation, Director ADENSAM.EG Licensing Branch 4 2pp 29710 253-29710 340 

“0504090167 WCAP- 10786 "Analysis ol Capsule U From Duka Power Co McGuire Unit 
t fleaclOF Vessel Radiation Surveillance Program ” 

MEYER,T A , YANICHKO.SE, CONGEDO.TV WeabnghousQ Electric Corp 85/02/ 
28 80pp 29710 255-29710 340 

8594090250 Forwards SuppEs 1 & 2 to Rev 2 to XN-NFGl 5B<NP)(A), "nODEX-2 Fuel 
Rod Thermal Mechanical Response Evefualion Model.” par NRC 850204 request. 
chandler, JC Exxon Nuclear Co, Inc (subs of Exxon Corp) JCC054 65 8 5/03/ 
22 THOMAS.CO Standardization & Special Projects Branch Ip 29702 087- 
29702 328 ' ^ 

•■8504080271 XN NF-81 58(NP)(A)R2 Suppis 1 & 2 to Rev 2 lo XN-NF 81-50(NP)(A), 
’'RODEX-2 Fuel Rod Thermal Mechanical Response Evaluation Model ” 

MERCkX.R , PATTER SON, J F , WOODS, K N Exxon Nuclear Co , Inc (subs ol Exxon 
Corp) 65/03/15 241pp 20702 088-29702 328 

8504090312 Forwards trve repts.includina propnelary Rov 1 lo 1679-400 001-00. “Eval- 
uation of Tube Wear m San Onofre Llnits 2 & 3 Steam Generator” Piopnelary repl 
withheld (rel tOCFR2 790) 

MEDFORD.MO Southern California Edison Co 85/04/05 KNIGHTON.GW Llcens 
ing Branch 3 5pp 29709 270-29710 252 

“0004080319 CEN 299(S) "Evaluation of Steam Generator Tube & Diagonal Spacer 
Strip Interaction & Wear»San Onofre Unit 2 " 

* Combustion Engineering, Inc 85/03/31 123pp 29709 289-29710.050 


6604090328 Forwards proprietary draft "DC Cook Unit ? Cvcia 5 5% Steam Generator 
Tubo Plugging Limiting Break LOCA-ECCS Analysis K(Z) Cun/e " Repl withhold 
COPELAND, BA Exxon Nuclear Co , Inc (subs of Exxon Corp ) rAC 029 85 85/04/ 
03 WIGGINTON.DL Operating Reactors Branch 1 ip 29700 358 29700 35B 

8504100218 Forwards QG Zech 850227 Ur accepting Amend 8 to QI0SAR 17-A, “OA 
Proqram " Future changes lo repl will be submitted per 10CFR60 55 
KEOOIS.NN Gibbs & Hill, Inc (subs of Dravo Corp) 85/04/01 Record Services 
Branch (Document Control Desk) Ip 29721 046 29/21 127 

“BS03070372 Informs that organization changes described in 8501 16 proposed Amend 
6 to QA Program GI8SAR 17 A meet cnleria of 10CFR50,App 0 & acceptable Future 
repl changes should be submitted per 10CFR50 55(f)(3) 

ZfcCH.G G Vendor Program Branch 85/02/27 KEDDIS.N N Gibbs & Hill, Inc (subi 
of Dravo Corp) 2pp 29721 047-29721 127 

6504100339 Forwards response to 841224 request for addi info re SPDS Propnelary & 
nonpropnetary versions of Rev 0 to Supp! 4 to WCAP-10170, "We sting ho use Techni- 
cal Support Complex ," also end Proprietary version wilhlield (ref 1 0CFR2 790) 
ALEXICH.MP Indiana & Michigan Electric Co AEPNRC05314 85/04/03 
OENTON,HR Office of Nuclear Reactor Regulation, Director I2pp 29730 001- 
29730 115 

“0504100347 Roquosis withholding proprietary version of Rev 0 to Suppi 4 lo WCAP- 
10170, "Westm^ousQ Technical Support Complex Design & Verification & Validation 
Process for DC Cook Nuclear Plant." per 10CFR2 790 Affidavit end 
WIESEMANN.RA Westinghouse Efectrlc Corp CAW-85 017 05/02/22 

DENTON.HR Office of Nuclear Reactor Regulation. Director 7pp 29730 013 
29730 019 

“8504100353 WCAP-10170 S04 NP RO Rev 0 to Suppi 4-NP to "Westinghouse Tochni 
cal Support Complex Design & Venfiealion & Validation Process for DC Cook Nuclear 

RAHE.E P , WERNER, C L Westinghouse Electric Corp 85/02/28 97pp 29730 020- 
29730115 

0504100370 Forwards proprietary & nonproprietary C-E repts r© core protection calcula 
tor methodology changes for Cycle S, in support of 860128 Tech Spec 
change Affidavit end Proprietary roots withheld (rof 10CFR2 790) 

CAMPBELL JQ Arkansas Power & Light Co 2CAN03B50S, 85/03/29 MILLERJ R 
Operating Reactors Branch 3 7pp 29721 128 29721 134 

“8504100378 ACE-R-92 Nonpropnetary "Typical Data Base Constants for Arkansas 
Nuclear One Unit 2 ” 

‘ Combustion Engineering, Inc 85/03/31 Opp 29721 135-29721 142 

“8504100389 CEN 29B(A) NP ROO Nonpropnetary Rev 0 to ‘■'Arkansas Nuclear One - 
Unit 2 Core Protection Calculator Sys Phase 1 Design Qualification Test Repl '' 

" Combustion Engineering, Inc 85/03/31 28pp 29721 143-29721 171 

“8504100304 CEN 296(A)-NP ROO Nonproprietary Rev 0 to "Arkansas Nuclear One ■ 
Unit 2 Core Protection Calculator & Control Element Assembly Calculator Data Base 
Listing " 

* Combustion Engineering, Inc 05/03/31 67pp 29721 172-29721 240 

“6504100400 CEN 162(A) NP R01 Nonpropnelary Rev 1 to "Coro Protection Calcula- 
lor/Conlrol Etemont Assembly Calculator Sys Phase It Software Veriltcahon Test 
Repl " 

* Combustion Engiiioormg. Inc 85/03/31 25pp 29721 241-29721 266 

8504100422 Forwards addI info re operator tratning.in response to NRC 850205 
request Reasonabto assurance exists that loads in excess of qualified load will not bo 
if^osed upon TOI emergency diesel generators by operators 
LEONARD. JD Long Island Lighting Co SNRC-11S0 85/04/04 DENTON.HR Office 
of Nuclear Reaclor Regulation, Director 42pp 29722 029-29722 238 

“8504100436 Rev 3 to Procedure LR.85 01, "TDl Emergenev Diesel Generators 3,300 
kW Qualified Load Lesson Plan ” 

SEALICE,J Long Island Lighting Co 85/02/27 30pp 29722 094 29722131 

8504100435 Forwards Rov 1 lo proprietary Vol 4 of XN NF-60-19(P), "Exxon Nuclear 
Melhodology for BWRs Application of Exxon Nuclear Co Methodology to BWR Ro 
loads " Affidavit end Rept withheld (ref 10CFR2 790) 

CHANDLER.JC Exxon Nuclear Co , Inc (subs of Exxon Corp) JCC 057 85 85/03/ 
26 THOMAS.CO, Standardization & Special Projacls Branch 5pp 29721 267- 
29721 271 

8504100704 Reviews NEOE-22277-P, "Compliance of GE BWR Fuel Designs to Slabili- 
ty Licensing Cnleria" & 050110 submittal for Cycle 10 reload Verification lhal all GE 
5IL-3B0 recommendations incorporated requested 

VASSALLO.DB Operating Reactors Branch 2 85/03/26 PILANT.J M Nebraska 
Public Power District 3pp 29764 342-29764 344 

6504100710 Reviews NEDE 22277-P, "Compliance of GE/BWR Fuel Designs lo Slabill- 
ty Licensing Cmena" & 850116 reload submiUal Verification that GE SIL-3eo require- 
ments Incorporated into operating procedures requested within 1 6 days 
VASSALLO.DB Operating Reactors Branch 2 85/03/26 BAYNE.JP Now York 
Power Authority (formerly Power Aulhonty of the State of New York) 3pp 29764 333- 
29764 335 

6504100717 Forwards application fees for Amends 10 & 11 lo GESSAR II Topical Rebl 
NEOE-24011.P-A-e ^ ^ 

CHARNLEY.JS General Electric Co MFN 048 85 85/04/04 DiGGS.R M UcensQ 
Fee Management Branch 2pp 29764 30B-29764 307 

8504100737 Advises Ihat.hased on Div of Licensing reanalysis ol records & reviews re 
NEDE-23785-t,feas still appropriate for Vol III Payment requested by 850402 
MIILER.W O License Fee Management Branch. 85/03/26 PFEFFERLEN.H C Gen- 
eral Electric Co 3pp 29764 315 29764 317 

8504110284 Responds to BNWL inqul^ re status of diesel engine wiring & terminations 
per TOI Owners Group recommendations (or Catawba Unit 1 & San Onofre Unit l TDl 
Sve Info Memo 361 implemented for both units 

CO08.A P., SEGREST,A M Duke Power Co 85/04/03 BERLINGER.CH Oavisbn oi 
Licensing Ip 29768 302-29760 302 
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65D4 110540 Disagreos w/conclusions re pilot disc sticking from NEOE-30476, “Setpoinl 
Dritt Investigation of Target Rock Two-Stage Safety/Relief Valve " Response to con- 
cerns requested 

THOMPSON, H L Division of Licensing 85/03/20 FULTONJ BWR Owners Group 
FULTON, J Boston Edison Co 3pp 29769 226 29769 228 

«B041 10687 Requests romittance of application fee for review of WCAP-10605 P/ 
WCAP-10666 NP, "Ex core Axial Power Monitor." per 10CFH170 
DIGGS, R M License Fee Management Branch 05/03/28 RAHE,E P Westinghousa 
Eleclric Corp 1p 29790 038 29790 038 

8504120197 Forwards "Review of Emergency Diesel Generator Rocker Arm Cap- 
screws." technical evaluation root 

LAITV.WW Dallella Memorial InslitutB, Pacific Northwest Laboratories FIN B 2052 
65/04/04 BERLINGER.C Division of Licensing 1p 29786 217-29786 233 

-0504120228 PNL-5200 15 "Review of Emergency Diesel Generator Rocker Arm Cap- 
screws," technical evaluation rapt 

LAITY.W W Battelle Memorial Institute, Pacific Northwest Laboratories FIN B 2952 
85/03/31 Division of Licensing 15pp 29786218-29786233 

0504120227 Fonvards "Review of Engine Base & Bearing Caps for TDI OSR-4d Diesel 
Engines," technical evaluatiQr> rept 

LAuY.WW Battelle Memorial Institute, Pacific Northwest Laboratories FIN B-2963 
85/04/04 BERLINGER.C Division of Licensing Ip 29708 335-29788 352 

-0504120277 PNL-5200 11 "Review of Engine Base & Bearing Caps for TDf DSR-48 
Diesel Engines," tochnical evaluation rept 

LAITY,WW Battelle Memorial Institute, Pacific Northwest Laboratories FIN B-2952 
85/03/31, BERLINGER.C H NRC No Detailed Affiliation Given 17pp 29788 336- 
29786 352 

8504120290 Forwards PNL-5200-21, "Review of Emergency Diesel Generator Air Start 
Valve Capscrews," technical evaluation r^t for TDI Diesel Engine Project 
LAITY, WW Battelle Memorial Inslilute, Pacific Northwest LBooraloiles FIN B-2963 
85/04/04 BERUNGER.C Division of Licensing Ip 29787 098-29787 114 

-8604120296 PNL-5200 21 "Review of Emergency Diesel Generator Air Start Valve 
Capscrews," technical evaluation rept 

* Battelle Memorial Institute, Pacific Northwest Laboralorles FIN B-29S2 65/03/31, 
Division of Licensing 16pp 29787 009-29787 114 


6504150432 Forwards proprietary slide presentation entitled, "Rod Bow Thermal Hy- 
draulics," from 850301 meeting w/NRC Three full scale tests will be performed to dc- 
lermmo location of onset of boiling transition End withheld (ref t0CFR2 790) 
CHAHNLEYJS General Electric Co JSC 011-85 85/03/14 RUBENSTEfN,L S As- 
sistant Director for Core & Plant Systems Spp 29007 091 29807 095 

8504150604 Expresses appreciation for 850226 briefing on drug & alcohol abuse pro- 
vention program Preventive measures in areas o1 drug & alcohol abuse beneficial 
GRACE, JN Region 2, Office of Director 85/03/19 ENGELDER.TC Babcock & 
Wilcox Co Ip 29811.141-20811 141 

0504160279 Forwards Region I 850403 morning rept re facihly TOI diesel 
engines Related corresponconce 

GODDARD.RJ Hearing Branch 3 #285 539 OL 05/04/08 BRENNER, L. 

MORRIS.PA. FERGUSON.GA Atomic Safety and Licensing Board Panel 2pp 
29813 106-2 9 613 1 07 

8604160313 Forwards three proprietary drawings missing from XN'NF-84-28(P), "Mo- 
ohanlcal Design Rept SuppI for Kewaunee Mign Burnup Fuel Assemblies," included in 
proposed Tech Spec Amend 64 Drawings withheld (ref iaCFR2 790) 

HINTZ.DC Wisconsin Public Service Corp TAG 56425 85/04/11 VARGA.SA Oper- 
ating Reactors Branch 1 Ip 29016 264-29016 264 

8504160383 Forwards nonpropriatary Addendum 1 to WCAP-9561. NP-A. "Adder dum to 
BART At Computer Code for Best Estimate Analysis of Reflood Transionls" Rept de- 
scribes application of BART code to PWBs 

RAHE.EP Weslfnghouse Efecinc Corp NS-NRC-05 3028 65/04/15 THOMAS, CO 
Standardization & Special Projacls Branch Ip 29616 204-20B16 245 

-8504160392 WGAP-fi561 NP-A ADD01 Nonproprielarv Addendum 1 to WCAP-9561- 
NP A, "Addendum to BART At Computer Code for Best Eslimate Analysis of Roflood 
Transients " 

RAHE.EP, SCHWARZ.WR Wostinghouse Electric Corp 85/04/39 42pp 
29816 205 29816 245 

85041603B6 PoAvards responses to request for addi Info re WGAP 9272 (proprietary) & 
WCAP 9273 (nonpropnelary), "Weslinghouso Reload Safety Evaluation Methodology " 
Response re WCAP-9272 withhold ^of 10CFR2 700) 

RAHE,E P. Westinghouse Eleclric Corp NS-NRC-85-3027 85/04/01 THOM AS, CO 
Standardization & Special Projects Branch 2pp 29618 027-2981 6 043 


6504120314 Forwards PNL 5200-12, "Roviow of Engine Base & Bearing Caps for TDI 
OSRV-1 2.DSHV-16 & DSRV-20 Diesel Engines " 

IAITY,\V,W Baltollo Momorial fnstituto, Pacific Northwest Laboratories FIN B-2963 
85/04/04 BERLINGER.C Division of Licensing Ip 29787 001-29787 017 

-8504120317 PNL-5200 12 "Review of Engine Base & Bearing Caps for TDt OSRV-12, 
DSRV.16 & DSRV.20 Diesel Engines " 

LAITY.W W Battelle Memorial rnslilute. Pacific Northwest Laboratories FIN 8 2903 
85/03/26 Division of Licensing 14pp 29787 002 29787 017 

8504120331 Notifies of most recent changes Within NRC affecting B&W Owners Group 
activities, based on recent election as cneirman per RP Crouse 850126 Itr Listing of 
current commitlee chairmen & respective NRC contacts end 
LAINAS.GC Assistant Director for Operating Reactors 85/03/15 TUCKER.HB 
Duke Power Co 4pp 29796 040 29795 051 

8504120434 Memorandum & order denying Ohio Citizens for Responsible Energy 
850211 motion for directed certlficalion of GD Eley to address issue of reliability of 
TDt diesel generators Served on 850411 

TOMPKIN^B A Atomic Safety and Licensing Appeal Panel #285 489 OL 85/04/10 
Ohio Citizens for Responsible Energy Opp 2079i 239-29791 247 

6584150120 Forwards nonproprietary & proprietary, "Westinghouse Setpoinl Mothodolo- 

g y tor Protection Sya " Proprielary rept withhold (ref 10CFR2 790) 

IASCA RANO.RN Commonwealth Edison Co 0782N 85/02/20 NORRIS, J A Office 
of Nuclear Reactor Regulation, Director 2pp 29800 255 29808 344 

*8584150123 Requests withholding of proprietary, "Westinghouse Setpoint Methodolo- 
gy for Protection Sys," per 10CFR2.790 

WIESEMANN.RA Woslinghouso Electric Corp CAW-85 013. 85/02/11, 

DENTON, HR Office of Nuclear Reactor Regulation, Diroclor 12pp 29D08 257- 
29608 268 


-8504150129 No npropri Diary "Westinghouse Setpoinl Methodology for Protection 
Sys, Zion Station " W/two oversize tables Aperture cards available in FOR. 
TULEY.CR, MILLER.RB, SEGLETES.JA Westinghouse Electric Corp 83/08/31. 
88pp 29608'269 29808 344 

85041592BO Forwards Amend 1 to B&W Owners Group response to Generic Llr 83- 
28,documenting comploted actions & future aclivities re Items 4 1,4.2 & 4 53 concern- 
ing reactor Inp sys reliability 

ENOS,JT Babcock & Wilcox Operating Plants Owners Group GL-83-28 85/04/08, 
THOMPSON. H Division of Licensing 13pp 29799 215-29799 228 


6504150298 Grants approval to subcontract technical assistance work for insps lo 
Sean lysis, Inc, per 650313 request Resumes of personnel expecled lo participate re- 
quested. , 

BAKER.ET Vendor Program Branch 85/04/12 ROMANO, A J, Brookhaven National 
Laboratory Ip 29805 174-20805 174 


6504150417 Forwards Rev 5 to WCAP-8587,Sup£l 1 EQDP HE-2/HE 5,^ "Equipment 

Qualification Data Packag 

dum 1, "ASCO Solenoid 1 

RAHE.E P WeslinghousG . 

Slandardizalion & Special Projects Branch 3pp 29805 228-29805 263 

-0504150426 Requests withholding of Addendum 1 to Westinghouse Equipment Quahli- 
calfon Tesl Rept H02A/H05A, 'ASCO Solenoid Valve Qualification lo Derated Wes- 
linghouse LOCA/MaIn Steam Lino Break Profile," per 10CFB2 790 Affidavit ericl 
Wl tSEMANN.R A Westinghouse Electric Corp AW*fi5 025 85/04/08 THOMAS.C O 
Standardization & Special Projocls Branch Opp 29B05 231-29805 238 


*-8504160431 EQDP-HE-2/HE-5 R05 Rev 5 to "Equipment Qualification Data Package, 
Safety Refated Solenoid Valves (Ouafilicalion Group A) (Qualification 
RAHfc.EP Westinghouse Electric Corp, 0102E 85/01/31, 25pp. 29805,239- 

29605 283 


-0504160397 Requests withholding of response to request for addI info re proprietary 
WCAP-9272, ‘'Westinghouse Reload Safety Evaluation Molhodology" per 
1OCFR2 70O.Reaponse re nonpropriolory WCAP-9273 & affidavit of RA Wiesemann 

WIESEMANN.RA Wesllnghouse Electric Corp AW 85 026 85/04/01 THQMAS.CO 
Standardization & Special Projects Branch 15pp 29018 029-20016 043 

8504160455 Forwards proprietary XN NF S25(P), "BWR/6 Generic Rod Withdrawal 
Error Analysis.Min Critical Power Ratio (P)" Fee paid Ropt withheld (rof 1QCFR2 790) 
CHAN DLEfl.J C. Exxon Nuclear Co , Inc (subs of Exxon Corp) JCC 065 05 85/04/ 
06 THQMAS.CO Standardization & Special Projects Branch 6pp 29010 075- 
29618 079 

8504160566 Part 21 & final deficiency ropUtem 206 re Ir^correct capscrew length for 
TD) emergency diesol generator engine Inilrally reported on 86021 9 Capscrew re- 
placed w/longer ones 

PARSONS, RM Carolina Power & Light Co NRC 334 05/03/19 GRACE.J N Region 
2, Office of Director 4pp 20019 217 29B19 220 

8504160594 Notification of 840418-10 meetings w/C E Owners Group Jn Bothesda.MD 
to discuss draft Sol 1 of Rev 3 to generic emergency guidelines re containment hydro- 
gen control guidance (CEN-152) 

GREENE, T A Procedures & Syatems Review Branch 65/04/08 ZIEMANN.DL Pro- 
cedures & Systems Review Branch 3pp 29836 333-29036 335 

8504160603 Suffolk County & Slate of NY proposed hndings of fact & conclusions o1 
law on emergency dresel generator contentions Certificate of Sve end 
SCHEIDT.DJ. Suffolk County, NY. SCHEIDT.DJ Kfirkpalrlck & Lockharl 
PALOMlfep G. New York. Slate of 205 660 OL 65/04/15 IIOpp 29819 001- 
29819 107 

8504170131 Fonvards addi info re Rev 0 to NUHf 001, "Topical Repl for NUTECH Hori- 
zontal Modular Storage Sys for Irradiated NucCear Fuel." por 050228 request Proposes 
meetings on 8503 IB 19 lo discuss ends 

MASSEY.J.V NUTECH Engineers. Inc 24964 85/03/07 ROBERTS. J P Advanced 
Fuel & Spent Fuel Licensing Branch 182pp 26903 1 1 5 29903 296 

8504170267 Expresses appreciation for 850226 briefing on drug & alcohol abuse pro 
venlion program Preventive measures in areas of drug & alcohol abuse beneficial 
QRACE.J^^ Region 2. Olfice of Director 05/03/19 ECKERT.J P Babcock & Wilcox 
Co Ip. 29839*228-26839 228 

8504170268 Expresses appreciation for 650226 briefing on drug & alcohol abuse pro 
venlion programPrevontn/o measures in areas of drug & alcohol abuso boneficlal 
GRACE.J N Region 2, Office of Director 85/03/10 ALTO.HA Babcock & Wilcox Co 
Ip 29839 229 29830 229, 

8504170412 Requests application fee tor review of Rev 2 to BAW-1004G, "Methods o1 
Compliance w/Fraclure Toughness & Operational Requirements of 10CFR50,App G," 
submitted V^/84 1221 Itr 

DIGGS.RM License Fee Management Branch 85/04/10 TAYLOR.JH Babcock & 
Wilcox Co.rtp 29906 088-29906.006 

8604170418 Requests application tea for review of Rev 5 lo SAW- 10104, "B&W ECCS 
Evaluation Model" Upon completion of review, actual costa for each topical rept or 
rev to accepted topical rept will be billed 

DIGGS.R.M, License Foe Management Branch 85/04/10 TAYLOR, JH Babcock & 
Wilcox Co 1p 29906083-29906 063 

8604170444 Forwards Cora Performanco Branch topical rent evaluatson of NEDE- 
2227 7-P 1, "Compliance of GE BWR Fuel Designs lo Stability Licensing Criteua" 
Methods meet stability criteria of GDCs 10 & 12 

RUBENSTEIN.L S Assistant Director for Core & Plant Systems TAG 49096 65/04/ 
05 CRUTCH FIE LD,D Assistant Director for Safely Assessment Ip. 29986 165- 
29980.162 
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'8504170455 Topical ropt Evaluation of NEDE 22277-P-1, Compliance ol GE BWR 
Fuel Designs lo StabiNly LiLcnsing Criteria Rept acceptable for reforencmg listed luef 
types & opQraling conditions 

* Core PerlornnanCG Branch 85/03/31 17pp 2990B t6G-29D08 1:62 

05O417OB47 Forwards Pfioriiization Evaluation Generic Issue 108, ’BWR Suppression 
Pool Temp Limits/" in response to 650130 request for cxpedtled reviews of NEDO- 
30632 Technical resolution of issue low in priority 

THOMPSOf^.H L Division of Ltcensing 85/03/19 FULTON, J M BWR Owners Group 
FULTON.J M Boston Edison Co 9pp 29909 1t4'29909 122 

8504180056 Forwards draft comments on Dow solidification process for low level rad- 
waste topical repl Full scale testing provided re in situ solidification process accepta- 
ble 

PETERSORCH Engineering Branch (Post 631001) 85/03/05 FILTER, HE Dow 
Chemical Co lOpp 2D921 167-29921 176 

8504180114 Advises of owners group inloni to formally close out joint efforts on 
850430 Flow mamenlLm of encroached pool swell less than flow momentum of dean 
pool response for all encroachments tested Issue should he closed 
SMITH, G W Containment Issues Owners Group SMITH, GW Mississippi Power & 
LighI Co OWS 06-142 65/94/09 DENTON, HR Office of Nuclear Reactor Regula- 
tion, Director 3pp 23856 077 29056 078 

8504180277 Forwards revised Sectiorr II to maint & surveillance program, changing fre- 
quency of pressure differential reading lor fuel oil transfer pump m TDI diesels from 
hourly to monthly Normal requirement cumbersome & unnecessary 
MEDFORD, MO Southern California Edison Co 65/04/16 ZWOUNSKt.JA Operaling 
Reactors Branch 5 3pp 29B53 348 20853 350 

6594180302 Forwards reactor vessel matl surveillance program for listed facititios for 
review.per App H lo lOCFRSOAddI info re negative & positive shill in RTNOT & pro- 
lecled peak neutron tfuence orovided 

RYBAK, B Commonwealth Edison Co 9943 N 65/04/02 Office ol Nuclear Reactor 
Regulalion, Director 2pp 29853042-29853 224 

-8504100311 SWRI-7484 003/1 'Dresden Nuclear Power Slatiort Unit 3 Roaefor 
Vessel Irradiation Surveillarjcc Program Analysis of Capsule 18," final rept 
LINtDHOLM.U S , NORRIS, E 0 Soulhwosl Research Institute 84/02/29 61pp 

29853 044-29853 104 

-8504189318 SWH 1-7657 "Quad Cilies Nuctear Power Station Unit 1 Rea dor Vessel 
Irradiation Surveillance Prograrri Analysis ol Capsule 8," final rept 
LINDHOLM.U S . NORflIS.ES Soulhwest Research Institute 34/06/3 1 60pp 

29353105-29853164 

-8504189324 SWRI-7484 002/1 "Ouad Cities Nuclear Power Station Unit 2 Reactor 
Vassal Irradiation Surveillance Program Analysis of Capsule 16," fii>al rept 
UNDHOLM,U S , NORRIS,E B Southwest Research Institute 64/03/31. 60pp 

29853 165 29853 224 

6504100353 Notification o! 859426 meeting w/Westinghouse in Bethesda,MO to review 
WCAP 8354, "Long-Term Ice Condenser Contain meni Code ’’ 

MORAN, DH Standardization 6 Special Projects Branch 85/04/10 THOMAS, CO 
Standardization & Special Projects Branch 3pp 29920 240-20920 250 

8504100412 Forwards Rev 1 to "TDI Diesel Generator Design Review & Quality Revali- 
dation Rept" Review incomplete Completeness. applicabilTly or recommendations not 
endorsed Discussion of recom monda lions wilf be submitted at later date 
DALE.LF Mississippi Power & Light Co AECM-flS/Otao B5/04/16 DENTON.HR, 
Office of Nuclear Reactor Regulation, Director 4pp 29655 207 29857 008 

-0504100410 Rev 1 lo "TDI Diesel Generalor Design Review & Quality RevalJdalion 
Rep1" 

TDI (iFansamerica Delaval, fnc ) Owners Group 05/02/28 150pp 20856 211- 
29057 008 

8504180441 Forwards revised propriefary pages to NEDE-3087B, ’‘Transporlable Modu- 
lar AZTECH Pfant Licensing Topical Ropi " Pages contain updated test results re 
waste form product qualification tests Pages withhold 

VILLA, R General Electric Co MFN 052 05 65/04/15 THOMAS,CO Standardization 
& Special Projects Branch Ip 29690 234-29890 234 

8504188623 Potential fnlenm deficiency & Part 21 rept re TDi emergency diesel genera- 
tor flexible coupling drive hubslnilially reported on 640201 Update will bo provided 
upon const restart 

ROOT,R W Washington Public Power Supply System GOl 64 0063 84/03/01 
MARTIN. J B Region 5. Office of Director 3pp 29912 156-29912 158 

0504180629 Interim d'eficiercy & Part 21 rept re TDI emergency diesel generator lurbo- 
chargar thrust bearing fubncation TDI recommended design change wilt be evaluated 
prior lo imple mentation Next /ept by 841007 

ROOT.RW Washirgfon Public Power Supply System Q01-84 0101. 84/04/08 
MARTIN,J0 Region 5. Office of Director 3pp 29912 206-29912 206 

8S 041 00679 Folwards SER accepting VEP-FRD 41. "Reactor Svs Transient Analysis 
Using RETRAN Computer Code" Publication of proprietary & nonproprielary versions 
of rept requested within 3 months per NUREG 0390 

THOMAS.CO Slandardiztilion & Special Projects Branch 85/04/11 STEWART.WL 
Virginia Power (Virginia Ef&clric & Power Ce) 2pp 29920 260-29920 277 

- 85041806B2 Topical rept evaluation of VEP FRD 41, "Roaclor Sys Transient Anaiysfs 
Using RET RAN Computer Code " Rept accoptebie 

* NRC No Dolailed AtfiiiaUon Given 85/04/1 1 flpp 29929,270 29-920 277. 

8 5 04190003 Discusses deveiopment of plan for responding lo events, problems & mgl 
issues at rVA Author would like to establish mgl team consisting of J Tayfor.H Denton 
& N Grace 

DIRCKS.WJ. Office of the Executive Director for Operations 85/04/12 
OENTON,HR Office of Nuclear Reactor Regulation. Director TAYLOR, JM Dlroctor's 
Office, Office of Inspection and Entorcement GRACE.J N Region 2, Office of Direc- 
tor. 2pp 29936 222-29938 223 

8504100345 Forwards VEP-NOS-17, "Surry Unit 2,Cycl© 7 Core Porto rmanco Ropt *' 
STEWART.WL Virginia Power (Virginia Electric & Power Co) 65 230 85/04/12 
DENTON.HR Office of Nuclear Reactor Regulahon, Director VARGA.SA Operating 
Reactors Branch 1 Ip 29917115-29917 165 


-8504190374 VEP NOS 17 "Surry Unit 2, Cycle 7 Core Performance Rept "■ 
HENDRIXSON,E S , SNOW.CT Virginia Power (Virginia Electric & Power Co) 83- 
230 65/63/31 49pp 29917 116 29917 165 

8504190401 Forwards propnetaiy mfo requested during 840727 mooting re details of 
BASH code describecfinWCAP-l 0266 Info withheld (ref 10CFR2 790) 

RAHE.EP Westinghouse Electric Corp NS NRC-2996 65/04/15 THOMAS.CO 
Standardizalioa & Special Projects Branch 2pp 29807 349-29007 3S7 

-8504190400 Requests that proprietary responses to requests for addi info re WCAP- 
10266 be withheld (ref 10CFR2 790) 

WIESEMANN.RA Westinghouse Electric Corp AW 85 014 85/04/15 DENTON.HR 
OlfiCG ol Nuclear Reactor Regulation, Director 7pp 29087 351-29067 357 

8504190544 tnlerim Deficiency Rept DR 288 re air filler in engine control panel for TDI 
standby diesol generators Interim or Imaf status rept will be provided by 850439 
BOOKER. J E Gulf States Utilities Co RBG 20626 85/04/04 MARTI N.R D Region 4, 
Office of Director Ip 29924 039 29924 039 

8504220222 Forwards Amend 1 lo PGE-1041, "Detallod Control Room Desigr^ Review 
Summary Rept," Vots 1 & 2 BD Withers 850417 Itr also end 

LENTSCH.JW Portland General Electric Co JWL-239 85 85/04/1? Record Services 
Branch (Document Control Desk) Ip 29930 132-29930 145 

-B50422023O Forwards Amend 1 to PQE-1041, "Detailed Control Room Design Rovtow 
(DCHDR) Summary Rept," originally submitted on 841231 Ref lo Remoto Shutdown 
Panel C-160.inltially included per NUREG-0700, removed, per Suppt 1 to NUREG 0737 
WITHEflS.BD Portland General Electric Co 85/04/17 THOMPSON, H L Division ol 
Ltcensing 2pp 29930 133-29930 145 

-8504220235 PGE-1041 A01 Amend 1 to "Detailed Control Room Design Revlsjw 
(DCRDR) Summary Repl for Trojan Nuclear Plant " 

* Porlland General Electric Co 85/04/30 lipp 29930135-29930 145 

8504 220350 Notification of rescheduled 650426 meeting w/ Westinghouse \n 
Belhesda.MD to discuss WCAP 8354, "Long-Term Ice Condenser Containment 
Code " 

MORAN, DH Standardization & Special Projecls Branch 85/04/10 THOMAS.CO 
Standardization & Special Prelects Branch 2pp 29945 361-29945 362 

8604230176 Forwards C*E rept, "Development of Generic ECCS Evaluation Model 
Which Includes Effect of Upper Plenum Injeclion," per 850212 request re plans to re- 
solve ECCS Issue Detailed topical rept will be submitted by approx Dec 1985 
KOBER.R W Rochester Gas & Electric Corp 85/04/18 ZWOLINSKI.J A Ope rati 
Reactors Branch 5 Ip 29950 036-29950 060 

-8504230176 "Development of Generic ECCS Evaluation Model Which Includes Effecl 
of Upper Pianum Injection " 

* Comb ustcon Engineering. Inc 86/04/18 19pp 20950 037-29960 060 

6 504230109 Forwards revised pages to Rev 34 to CE-1-A "QA Program for Nuclear 
Genoraling Stations " Revs reflect reorganization changes 

ALEXANDER.G L Commonwealth Emson Co 4346Q 85/04/10 KEPPLER.JQ 
Region 3, Office of Director 5pp 29948 308-29949 030 

-0604230207 Revised pages to Rev 34 lo "QA Program for Nuclear Generating Sta- 

* Commonwealth Edison Co 65/04/10 79pp 29948 313-20949 030 

0604230303 Summarizes 850301 meeting w/NRC re program for developing {jQneric 
approach for compliance w/10CFR50 62 on ATWS Approach complios w/rulo using 
properly designed diverse scram sys 

OLSON.RC C-E Operating Plants (Owners Group OLSON, R C Baltimore Gas & Eloc- 
tflcCo 85/04/18 TOURIGNEY.EG Operaling Reactors Branch 3 4pp 20948 093- 
29946096 

0604230366 Forwards NEDC-30833. "Millstone Nuclear Power Station.Unit 1, Reactor 
Pressure Vessel Surveillance Mails Testing & Fracture Toughness Analysis," doscrib 
ing results Of evaluation conducted, per App H lo 10CFR50 

CoUNSIUWG. Northeast Nuclear Energy Co (subs of Northeast Ubiities) 
COL/NSIL,WG Northeast Ulltilios B11509 85/04/12 Record Services Branch (Oocu 
menl Control Desk) 2pp 29952.162-29952 306 

-0504230373 NEDC-30S33 "Millstone Nuclear Power Station, Unit 1, Reactor Pressure 
Vessel Surveillance Metis Testing & Fracture Toughness Analysis " 

CAINE.TA General Electric Co ORF B13 01205 64/12/31 uapp 29952 164- 
29952 3 0 6 

0504230400 Requests review & approval of end scope & summary of "MONSTER" 
containment analysis computer program as proposed TVA-TR85 01 Rept will be sub- 
milted by 850701 Approval by 8601 01 requested 

HUFHAM,JW Tennessee Valley Authority 85/04/16 THOMAS.CO Standardization 
& Special Projects Branch 4pp 29951 257-29951 260 

0504230433 Forwards proprietary response to 050313 request for addI info ro CNSI* 
DW-llliaol, "Chem Nuclear Sys.Inc Dewatering Control. " Info withheld (ref 
10CFR2 79 1>) W/12 proprietary oversize drawings. Aperture cards in Central Files 
POPPE.LK Chem-Nuclear Systems, Inc RA-0165-5 85/04/15, THOMAS.C O Stand- 
ardization & Special Projects Branch ip 29967 003-29967 003 

650423045 0' Forwards estimated refueling dates for participants In C-E Owners Group 
ATWS Subconfimtllee development program leading lo generic approach for compli- 
ance w/ATWS rulB.Uliils may request schedular relief In order to continue particlpa- 
lion, 

OLSON.R.C. C-E Operating Plants Owners Group OLSON, R G Ballimo/o Gas & Eloc- 
IrJc Co 85/04/19. TOURIGNEY.EG. Operating Reactors Branch 3, 2pp 29950 362- 
29980 363. 

9504230461 Application for amend to Licenses DPR-32 & DP R-37, changing Tech ^ece 
lo reduce min number of thimbles from 38 lo 26 Safely analysis & VEP-NOS-S, 
"Study of Effects of Reduced Number of Thimbles end Fee paid 
STEWART,WL Virglr^la Power (Virginia Electric & Power Co). 85-075 85/04/ 1 6 
DENTON, H.R Office of Nuclear Reactor Regulation, Director VARGA, S A Operaling 
Reactors Branch 1. 4pp 29952 026 29952:072 
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8504240204 Forwards flev 1 to "Evafualion of Transient Condilions on Emergency 
Diesel Generator Crankshafts at San Orofro Nuclear Generating Station Unit 1 ” Repl 
summarizos results of insps.tesfing & analyses of Generators 1 & 2 
MEDFORD, M O Southern California Edison Co 85/04/22 ZWOUNSKIJ A Operating 
noactors Branch 5 Ip 29368 171-29968 255 

“6504240216 FAAA*a4-i2-14 ROI Rev 1 to "Evaluation of Transient CondJtions on 
Errergoncy Diesel Generator Crankshafts at San Onofre Nuclear Generating Station 
Unit 1 " W/lhree oversize drawings Aperture cards available in PDR 
’ Failure Analysis Associates 85/04/30 83pp 29968 172-2996B 255 


8504290040 Notification of 650424 meeting w/ulil in Bethesdo.MD to discuss status of 
Tech Specs & assessment of TOI diesol generators 

STERN, SM Licensing Branch 2 B5/04/t9 SCHWENCER.A Licensing Branch 2 
3pp 30055 230 30055 232 

8504290255 Forwards Wostlnghouse proprielarv & nonprop rielary Rev 0 to Suppis 2 NP 
& 2 to WCAP 10170, "WeslinghousG Technical Support Complex Design & V & V 
Process for per NRC 041004 requesl for addi info re SPDS 
DIXON.OW South Carolina Electric & Gas Co 85/04/10 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 17pp 30046 323 30047 074 


8504240333 Forwards "Correlations for Predicting Effects of Neutron Radialton on 
LINDE 80 Submerged'Arc Welds" Review requested by 841001 Repl describes work 
{Q neutron radiation effects on wold metals in bolt line regions of fuel assembly plants 
TAYLOR, J H Babcock & Wilcox Fuel Assembly Owners Group ESC-353 84/05/22 
MO RAN, D NRC No Detailed Affiliation Given 2pp 29960 256 29969 057 

-8504240337 BAW-IGOS "Correlations for Predicting Effects of Neutron Radiation on 
LINDE 80 Submerged- Arc Welds” 

HELLER.AS, LOWE, A L Babcock & Wilcox Co 84/01/31 161pp 29968 258- 

29969 057 

6504240432 Forwards proprielary NEDE-30090 P. "Wide Range Neutron Monitor" 
Wide range neutron monitor sys to monitor core neutron flux in BWRs described Fee 
paid Affidavit end Repl withheld (ref 10CFR2 790) 

ARTIGAS.R General Electric Co 65/04/19 THOMAS, CO Standardization a Special 
Projects Branch 5pp 29070 214 29970 210 

8594240538 Clarifies Baw Owners Group 850219 summary status a schedule for ad 
dressing abnormal transient operating guidelines, per SER open iteras Proposed pro 
gram deemed appropriate 

ZWOLINSKI.JA Operating Reactors Branch 5 LS05 85-04-006 85/04/10 

UNN,MA Babcock a Wilcox Operating Plants Owners Group 2pp 29988 025- 
29968 026. 

650424067S Interim deficiency repl re TDI emergency diesel generator cylinder 
block Inilially reported on B4030Q Suitable replacemonl cylinder block will bo 
procured Updated rept will be provided at const restart 

ROOT,RW Washington Public Power Supply System G01 85 0066 85/04/03 
MARTIN.J B Region 5. Oflice of Director 6pp 29977 356 29977 361 

8504250287 Notification of 850430 meeting w/BNWL a ORNL in Bethesda.MD to dis- 
cuss problems w/a possible solutions for technical a regulatory aspects of standby 
diesel oonoralor reliability 

SRENNEMAN.FN Operating Reactors Assessment Branch 85/04/17 HOLAHAN.G 
Operating Reactors Assessment Branch 2pp 30029 295 30029 296 

8504250340 Forwards Containment Issues Owners Group rept ro RCIC turbine exhaust 
sparger development Rept should not bo used for evoluation of any specific plant 
unless info endorsed by approprialo member util 

SMITH, G W Containmont Issues Owners Group SMtTH,G W Mississippi Powar a 
Light Co GWSOG 143. 85/04/23 OENTON.H R Office of Nuclear Reactor Rogula 
lion, Director 2pp 29905 081-29985 098 

••8594250351 "Development of RCIC Exhaust Sparger" 

* Conlainmontlssues Owners Group 85/04/23 f4pp 29985 003-29985 096. 

0604250513 Forwards Insp Rept 50-322/65 ID on 850301-31 No violation 
noted Program for correcling doflcioncies should be oriontod towards avoiding pro 
IraclGd process of deficiency resolution 

KISTER.HB Region 1, Office of Director 85/04/09 LEONARD.JD Long Island 
Llflhling Co 4pp 29989 234 29989 247 

>•6594250520 Insp Rept 50-322/65-18 on 850301-31 No violation noted Major areas 
inspected procedures for racking out 4 kV Bus 11 circuit breakors.CRD orilice cloafimg 
efforts & TDI diesel starling air check valves 

ESELGROTH.PW, STROsNIDER.J R Region 1, Office of Diroctor lEB B4-03 85/ 
04/04 lOpp 29989 238-29909 247 

8504260522 Part 21 & seventh interim doflctoncy repl, Item 101 re Koppers Co, Inc de- 
fective isoprene governor drive coupling In TDI emergency diesel engine gear 
case Initially reported on 820909 Final rept will bo submittoo by 85061i2 
PARSONS, RM Carolina Power & Light Co 101 85/04/10 GRACE, JN Region 2, 
Olfico 0l Director 4pp 29969 226-29900 229 


--86(14290277 Requests prop rielary Rev 0 1o SuppI 2-NP 1o WCAP-10170, "Westing 
house Technical Support Complex Design & V & V Process for VC Summer Nucloar 
Station," be withheld (ref 10CFn2 790) 

WIESEMANN.RA Woslinghouse Electric Co rp CAW-85-30 85/04/02 DEN TON, H R 
Office of Nuclear Reactor Regulalion, Director 6pp 30046 340-30046 345 

--85O429O203 WCAP-10170 S02-NP RO Nonpropriolary Rov 0 to SuppI 2-NP to "Wes 
tinohousQ Technical Support Complex Design & V & v Process for VC Summer Nude 
ar Station" 

BREIDE.RJ Wostinghouse Electric Corp 84/12/28 92pp 30046 346 30047 074 

8504290369 NRC proposed findings of fact as to whether emergency diosel generators 
adequate to assure that structures, sys & components will continuo to function in event 
of loss of offsite power Cerlifrcalo of Sve end 

REIS.E J Hearing Branch 3 //2fl5 726 OL 85/04/25 Atomic Safety and Licensing 
Board Panel G8pp 30052 093 30052 170 

8604290443 Forwards BAW-1014, "Analysis of HSST Intermediate Vessel V 8 A Tost by 
Deformation Plasticity Failure Assossmenl Method" & suppl to Rov 2 to BAW- 1004 6. 
"Methods of Compliance W/ 1iOCFR50,App G " 

TAYLOR.JH Babcock & WItcox Oporatlng Plants Owners Group 85/04/26 
THOMAS,CO Standardization & Special Pro)ecls Branch 2pp 30087 114 30067 1S& 

.-8594200445 BAW-i014 "Analysis of HSST Intermediate Vessel V-8A Test by Defer 
malion Plasticity Failure Assessment Diagram Method " 

BLOOM, JM Babcock & Wilcox Co YOON.K K Babcock & Wilcox Operating Plants 
Owners Group. 83/11/30 22pp 30087 116 300B7.138 

--850429044B BAW.10046 SOI R02 SuppI 1o Rev 2 to "Methods of Compliance W/ 
Fracture Toughness & Operational Requirements of 10CFR50,App G ’’ 

BEHNKE.HW Babcock & Wilcox Co 65/03/31 17pp 30087 139 30087 156 

8504290444 Forwards markod-up proprietary NEDE 30870, "Transportable Modular 
AZTECH Plant Licensing Topical Rept" SpeciHc process operating data & parameter 
provided Ropi withheld (ref 10CFn2 790) 

SCOTT,RE General Electric Co 85/04/11 MORAN, D NRC No Detailed Affiliation 
Given 1 p 30052 350 30052 350 

8504300300 Confirms that data validation sys & isolation devices of plant SPDS similar 
In concept to G£ GESSAR2 design & idontical GE basic emergency response facility 
isolation sys.per NEDE 30284P Sys Installed at list ad plants 

ZIMMEnMAN,SR Carolina Power & Light Co NLS 65-107 85/04/19 

VASSALLO.O B Operating Reactors Branch 2 1p 30057 304 30057 304 

8504300337 Informs that design review/quafity rovalidalion repl supports conclusion 
that TDI diesel generators at facilUies acceptable for intended safely function for life 
of plant Rept recommendations will bo satisfied 

FOSTER.DO Georgia Power Co GN-585 85/04/26 ADENSAM.EG Licensing 
Branch 4 2pp 30063 349 30063 350 

8504300388 Forwards TO) forging spec & insp repts for ulil TDI diesel generator 
crankshaft, per 850403 meeting requesl Macrootch lost performed by TDI metallurgist 
BOOKGfl.JE Gulf Stales Utilities Co RBG 20646 05/04/09 OENTON.H R Offica of 
Nuclear floactor Regulation. Director. tBpp 30066 050 30066 073 

6504300390 Forwards response to NRC 831229 request for addi info re TDI emergency 
diesel generators 

BOOKER, JE Gulf Stales Ulililles Co R0G 20665 05/04/11 DENTON.H R Office of 
Nuclear Reactor Regulation, Director 217pp 30066 174 30067 030 

8604300420 Forwards requested info re torsional dynamic analysis of TDI emergency 
diesel generator crankshaft at facility 

BOOKER.JE Gulf Slates Utilities Co RBG 20681 85/04/09 DENTON.H R Olfjce of 
Nuclear Reactor Reguialton, Oireclor Ip 30064 077*30064 079 


8504260033 First inlerim deficiency & Part 21 rept re cracked welds on TDI diesel gen- 
orator turbochargers Initially reported on 850310 Deficiency under evaluation Next rept 
anticipated on or about 850715 

KUFHAM.J W Tennessee Valley Authority 05/04/12 QRACE.J N Region 2. Offica of 
Director 2pp 30033 358-30033 359 

8604200076 Proposes meeting on 050508 to assuro that intonl of all items Irv 650402 
evaluation of Tasks 1,7.0 & 12 In hydrogen control program plan thoroughly 
understood C Slahle to be contacted to determine If meeting can bo arranged 
HOBBS, S H Hydrogen Control Owners Group HEN 033, 05/04/24 BERNERO.R 
Office of Nuclear Roactor Regulation, Director 2pp 30024 309 30024 310 

6504260079 Part 21 & first intorim Doficiency Ropl NCR 4030 re two cracks In cylinder 
block of TDI diesel generator 1B Inilially reported on 850318 Utif evaluating micros- 
Iructure of block mat! on both Unit 1 gGneralora Next rept by 650715 
HUFHAM.JW Tennessee Valley Aulnority NCR 4030 85/04/12 QRACE.J N, Region 
2, Office of Director 2pp 30035 247-30035 248 

65Q42601D3 Forwards Region \ 050419 morning rept ro TDI diesel engines. End follow- 
up to 850403 rept ref discovery of through wall crack on body of air start check 
valve Related correspondence . 

GODDARD, RJ Hearing Branch 3 //2e5 692. OL 85/04/23 BRENNER, L, 

WORRIS.PA, FERGUS ON, Q, A Atomic Safety and Licensing Board Panel 2pp 
36025166-30025 167 

3594290036 Nolification of rescheduled 850423 meeting w/G E Owners Group In 
Bethesda.MD to discuss draft Set 1 of Rev 3 to gonerfc emergency guidelines (con- 
lainmenl hydrogen control guidance) Meeting originally scheduled on 0504 1 8, i© 
GREENEJ.A Procedures S Systems Review Branch 85/04/18. ZIEMANN.D L Pro- 
cedures & Systems Review Branch 3pp 30055 233-30055*235 


6504300503 Forwards addI Info re TDI diesel generators par A Schwoncor 650129 
request, Markod-up FSAR pages In End 1 will bo incorporated into fulure amend 
BOOKER.J E Gulf Stales Utilities Co RBG 20684 85/04/11 DENTON.H R Oflico of 
Nuclear Roactor Regulation, Director 17pp 30063 260 30083 296 


WASTE MQT NUCLEAR WASTE MANAGEMENT 

B409200357 Summarizes 6NWL 840810 MCG D2 data tost review MCC D2 notebook 
does not provide info to confirm that day to day activities appropriate & no rocordb of 
overchecking of key data & operations exist 

COOK.FR RHC - No Delallod Affitialion Given 00951 04/00/05 8ELL.M J Division 
of Waste Management 2pp 26613 355-26613 3 55 

B6O220OB65 Responds to 841217 mamo requesting guidance on whelhor feo waiver 
granted for Chom-Nuefoar Sys, Inc & NUS Process bves Corp Part 61 topical rept sub 
mitlals would extend to revs Fee waiver cenarally grantod 

MILLER, WO License Fee Management branch. 05/01/31 BARRETT, L Eoglneering 
Branch <Posl 031001} 2pp 29904 036-29904 043 

-6504170275 Forwards proposed memo advising of plan not to extend waiver from foes 
to major mods of previously submitted topical replJu all fi cation in extending exemption 
beyond established dato unseen 

MILLER, WO. License Fao Management Branch 85/01/20 NORRy.PQ Office o1 
Adminislralion, Ip 20904.038-29904 036 

-8504170263 Requests guidance on whether review foo waivers granted to Chem Nu- 
clear :^s,lnc & NUS Process Sves Corp approprialo for revs to topical repts 
BARRETT.LH EngmoGflng Branch (Post 831001) 84/12/17 WILLER.WO License 
Foe Management Branch Ip 2990 4 039 29904 03 9 
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-8504170280 Dj&cusses R&D in waste form stabilily.espBCtally since inlroduclion of first 
ijti?s ^ 197D Current program & data available & being utilized by some 

STAEHRJ P Cfier^^N LI clear Systems. Inc RA.0556 4 64/1 1/29 HIGGINBOTHAM L 
Low Lev e! Waste & Uranium Recovery Projiecis Branch 2pp 29904 040 29904 043 

85032802916 Forwards request for addi info re Rov 0 to TP-02.P concernmn devvalerina 
transmiltal to Nuclear Packaging jnc for response 

4 Effluenl Treatment Branch TAG 5642i. 85/03/13 
THOMAS, CO Standardization & Special Proiec is Branch 3pp 29749141-29749143 

Regards commenls on preliminary dralt project decision schedule, per 
650115 Itr Draft provides appropriate level of detail & contains necessary miloslonos 
& lead times Proposed mods lo 10CFR60 requirements published on 850117 also 
enci 

Nuclear Material Safely & Safoguards.Director 85/03/04 
RUSCHE.BC Energy. Dept of 24pp 29674 3QB-29B74 33 1 

8504080085 Forwards vicinity properties characterization & slalus repts for 
for^Mar Cily.Grand Junction-.Shiprock, Edgemont, Durango & Riveftor> 

KRISHNAN.R Jacobs Ergmeering Group. Inc 85/03/08 THEMEUS.JG Energy, 
Dept of aOpp 28693 263 29693 342 

8604080094 Summarizes DOE/NRC 850208 publtc meeting iq Washington.DC re status 
& future plans m establishing sys for storing & retrieving info for high level radwaste 
repository Viewgraphs end 

^^^-23 85/02/28 GROWNING.R. BUNTING, J , 
ALTOMARE.P NRC - No Delailad Affilialton Given 59pp 29712 087*29712 145 

Investlgaltons weekly highlights for 
& 28 Supporting documentation & viewgraphs end 
Division of Waste Management 583 85/03/08 GROWNING.R E 


Division of Waste Management 02pp 29693 181-29693 262 


8504080128 Forward^ weekly notice of upcoming meolmgs re NRC high levef waste 
mgl program per 840827 FR notice NRC will brief DOE on 650128 In Washinnton.OC 
S licensing process & lessons learned in QA area Contaci list end 

BUNTING, JO Policy & Program Control Branch (Posi 831001) 1277 85/01/15 Af- 
fill alien Not Assigned 9pp 29693 354-29693 362 ^ 

Comments on Chapters 1 & 2 of awiP draft environ assessment, per 
841005 fo quest 

REA.P.W Army. Dept of, Corps of Engineers FIN B-6935 1923 85/02/0B Division 
of Waste Management lipp 29693 343-29693 353 

8504080138 Forward^ weekly notice of upcoming meetings re NRC high fovel waste 
FR notice NRC I DOE wifl meal orv 850208 In 
wasfiington.DC to discuss development of hcensrng issues & irfo mgt sya Contaci list 

BUNTING.Jp Policy & Program Control Branch (Post 831001) 1276 85/01/29 Af- 
filiation Not Assigned 0pp 29711 319-29711 327 

8504080167 "Recomm ended Safeiy.Reliability.OA & Mgt Aerospace Techniaues W/ 
repuaskz'’'’ Reposifo^ Iinai 

BLANp.WM Management & Technical Co resulting FIND-1014 1917 85/03/08 Divi- 
sion of Waste Management lOOpp 29692 260 29693 007 

8504080182 Forwards agenda i, presentations from DOE/NRC QA G41218-19 
rnoetings.NE Carter presentation at meotings.Nov 1984 Parsons Redpaih QA audit 
«pl a list of peer revcows conducted by ANL.per NRC request h i duun 

NEFFJO Energy, Dopt of 981 86/02/22 KENNEDY, J NRC • No Dslailsd Affili- 
alien Given 18pp 29694 001-2B6S8 189 ueiaiied Afini- 

ANL/EES-TM263 “Radwaste IsotaUon irr SALT Peer Review of Ofc of 
MrPHFi:™lr of Waste Package Mails" 

09/30 029 29694 076- Nal.on.1 Uboralory 94/ 

’‘Radwaslo Isolation in SAtT.Peer Review of D Appo- 
Designs for Penetration Seals for Repository m Permian 

09/30 M^pp. 29694 077 "m694^^^^ 84/ 


^ ^ *^’*^®* Assessment for Salt Dome 

Effectiveness of Geologic Isolation Sys " 

BENSON, Q L Batlelle Memorial fnstaute, Pacif- 
29694^16^29697^^7 52 / 06/30 Division of Waste Management l,192pp 


Investigations Based on Drilf-Stem Test Data.Palo Ouro 
Basin /^ea TX & NM, technical rept Viewgraphs of DOE/NRC QA 841218 19 meet- 
ings tn Colunnbus.Orl end 

05/31%® 5?p'?969f22^2969MM“'*-’^ Sloro 4 Webster Engineerteg Corp 84/ 

National Laboratory FIN 8-0288 1935 85/03/11. 
L.HANG,KC Engineering Branch (Post 831001) 9pp 29712166-29712164 

8504080320 Forwards -Draft Radiological & Er\glneering Assessments for Vicinitv Prop- 
DcoPkj^r^/P Op1.DLfR-004,pUR 009 %. DUR OBI " Commenis requested by 850218 

attoTd'„?n'ir&42.296M2o"4- 


"Draft Radiological & Engineering Assessment, Vicinity Property DUR- 
■* Morrison-KnudservCo. Inc 85/02/05 35pp. 29669 043-29689.082 

Radiological 8 Engineering Assessmeni.Vicinily Property DUR- 

* Morrison-Knudsen Co, Inc 85/02/06. 32pp. 29689 083-29689.120. 

"Or^ft Radiological & Engineering Assessment.Vicinily Property DUR- 

* Womson-Knudsen Co. Inc 85/02/05 39pp. 29689.121-29689 164. 


"Draft Radiological & Engineering Assessrnent, Vicinity Property DUR 

08 f 

* Morrison KnudSen Co . Inc 05/02/06 35pp 29689 165-29689 204 

8504060323 Forwards documentation of NRC comment on Yucca Mounlam SFOSsor^ 
rates, per request Literature documenlalion scant Literature will bo- ojepanded in cept 
following Penrose Conference 

05/03/05 RICE.B Division of Waste M-anagemert 


6504080351 Roquesls supporting evidence & ralionalo for Iwo listed stalemenis made 
840^01^'^ 8WIP geology workshop & held trip of 840313 16 Response needed tyy 

JUSTUS.PS Geotechnical Branch (Post 831001) 1295 84/05/17 WESTBROOK, K 
Geotechnical Branch (Post 831001) Ip 2D691 363 29691 363 

8504080376 Agenda for Slate of WA Nuclear Waste Advisory Council 8S0315 meeting 
In Ucey.WA to review workshops & discuss future public Involvement plans 

86/03/15 Washington, Stale of Ip 29691 356 

^Ud91 3sd 








assessment 

1266 85/03/05 OLSON.O L Energy. Dept ot 

3pp 29711 279 29711 281, 

85040B0412 Subnmis comparison of Georgia Power Co readiness review to RP environ 
assessment readiness review Info re review process & schedule for util submittal of 
readiness review modules end, 

D n Conlrof Branch (Post 831091) 598 05/02/13 

29689 2^'^^ Policy & Program Conirol Branch (Post 831001) 3pp 29609 921- 

review, US Ecology revised sde closure plan for Realty 
rfrSir®™=lJ?4f? ^^9 1984 comments on Mat 

W/o site closure plan 

Assistant Director for Stale Agreements Programs 85/03/1? 
MKaGfNBOTHAM.L Low Level Waste Licensing Branch 7pp 296Q9 214-29689 220 

upcoming moeimgs re high level waste mgt program.p^r 
W0827 FR nollce Telephone recording sve also established for meeting announoe- 
menis 

Policy & Program Conirol Branch (Post 831001) 1278 65/01/23 Ar 
filiation Not Assigned 9pp 29809 205'29689'2 13 

8504080425 Lists addi commenis in form of questions re CorStar honchmafking 
proposal, as discussed on 650222 Questions should be addressed prior lo Iniliatino 
program 

Engineering Branch (Post 031001) FIN B-09B5 1051. 06/02/26 
0 HOOKS, P Repository Projects Branch (Post 831001) 2pp 29711 277 2971 \ 278 

8504080427 Comments on CorStar 850118 Itr re benchmarking of computer codos.m 
®®®205 note Five computer codes form repreaentativa sel of codes lo bo 
radwaste repository performance 

Engineering Branch (Post 831001) FIN B-B9B5 1957 65/02/25 
BROOKS.P Repository Projects Branch (Post 831001) 4pp 29691 357 29691 360 

Forwards draff "Key programmatic Steps & Activities for Imptomenting 
UMTRAP for review & comment by 850401 Document discussed & distributed at 0 

mill Iflilrnne PAmaWiAl jsl y t.:u aw j... a. ^ j. • 

Waste 8 

-0504080556 Draff "Key Programmatic Stops & Activities for Implementing UMTRAP" 
Energy, Dept of 85/03/13 44pp 29715 287-29715 330 

6504080557 Agenda for State of WA Nuclear Waste Board 850315 meoting in 
Ucey.WA lo discuss public Ir^volvemenl rept & summarize AM/FM panel rocommen 
dations on organizing/financing of nail waste mgt program 

85/03/15 Washington, Stale of 1p 29715 190- 

Forwards “Review of Preliminary Rept on Science Applications Ini I Corp 
Workshop on Tectonic Slabllily & Expected Ground Motion at Yucca Mountain," reo- 
^■^[jj^riding areas or lopica where addI work may bo required for adequate assess 

Livermore National Laboratory FIN A-0294. EG 05 019 85/ 
2a(?c 4 Geotechnical Branch (Post 831001) Ip. 28715 120- 

2-9715 189 

-B50408O566 “Rewew Of Preliminary Rept on Science Appllcafions Inti Corp WoiKshop 
on Tectonic Slabihty & Expected Ground Motion at Yucca Mountain 
Lawrence Livermore National Laboratory FIN A 0294, 85/03/05 NRG - No Detailed 
Affiliation Giver> 32pp 29715.121-29715152 

Stability & Expected Ground Motion at Yucca Mountain," ropi 
OJ 840807-08 workshop In La JoHa.CA 

(formerly Science Applicalions, Inc) 84/ 

6504080S61 Tran^nplof DOE 850213 public hearing In Washington.DC lo receive NRC 
commenis on DOE site characterization plan Pp 1-114 
’Energy, Dept of 05/02/13 116pp. 29715.004 29716 119 

monthly progress rept & mod for Feb 1985 

W LLIAMS.R E Williams & Associates FIN 6-7372-3 1924 85/03/08. GORDON.W 
Division of Waste Management 5pp 29714 324-29714 328 


®504080571 Forwards comments addressing NRC concerns on const specs for Vitro 
M^'4'2l7-29714 2®4l'® ®'' MATTHEWS, M Energy, Dept of I6pp 
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8504000575 Submits summary package re Dec 1984 meelmgs w/conlractors concern 
ing OA Site visits & activities List of issues raised during visits & schedule for resotu 
lien end 

MILLER, HJ Repository Proiects Branch (Post 831001) 1285 85/02/28 

BROWNING, R E Division ol Waste Management 48pp 29714 179 29714 226 


8504090092 Ack recePpl of 850104 & 0214 llrs re repetition of NRC licensing process 
briefing presumed on 041108 in Las Vegas. NV Repetition, at other Nevada Nuclear 
Waste Site Investigations projects to create awareness supported 
QH0WNING.R6 Division of Waste Manage men L 586 05^2/2a VJETM.DL Energy, 
Dept of 2pp 29754 014-29754 015 


8504080580 Comments opposing selection of Hanford, WA site for high level waste 
repository, based on listed hydrogeologic considerations VIewgraphs end 
FARKAS.SE Central Washington Unlv, ElJensburg, Iw 1273 35/03/09 

TOKARZ.JL Energy. Dept of 46pp 29713 271.29713 327 

-8504080582 “Hanford National Nuclear Waste Repository Citizens Guido to Key 
Issues " 

* Public Interest Research Group. Washington 05/02/19 llpp 29713 317- 
20713 327 

8504080581 Lists upcoming high level waste meelmgs & data reviews In connection w/ 
licensing either firmly established or tentatively arranged w/DOE List wiil ba updated 
weekly to reflect changes 

MILLER, HJ Repository Projects Branch (Post 831001) 600 85/03/06 

BROWNING.R E Division of Waste Management 2pp 29714 368 29714 359 

8S040B0584 Notifies of upcoming meetings re SALT Repository Project No meetings 
scheduled 

TAYLOR.TJ Energy, Dept of 972 85/03/07 LINEHAN.J NRC - No Dotfllled Affili- 
aiion Given SPURGIN.P Utah, Stale of FRISHMAN.S Texas, Stale of Ip 
29714 357-29714 357 

BS040B0S85 “BWIP Public Release Sys.SuppI to Document Accession List,” for poriod 
ending 650228 

* Affilialion Not Assigned 1177 05/03/10 27pp 29714 329 29714 356 

8504000599 Minutes of 850216 Nuclear Waste Board meeting In Lacey ,WA M Power 
350214 memo transmitting summery ol draft rept re ranking of potential high level nu- 
clear waste repository sites end 

* Washington. State of 1270 05/02/15 Washington, State of 2app 29713 342- 
29714 006 

8504080591 Forwards "UMTRAP Monthly Project Activities Rept," for Jan 1985. 
THEMELIS.JG Energy, Dept of 85/03/11 MARTIN, 0 Region 4, Office of Director 
5pp 29713 337-29713 341 

8504080592 Transcript of remarks by JB Hovis & NE Hovis at draft environ assessment 
050305 public hearing in Richland, WA 

HOVIS.JB, HOVIS.NE Yakima Indian Nalion 1272 05/03/05 9pp 29713 328- 
29713 336 


6504090121 Forwards UMTRAP vicinity properties monlhCy rept for Feb 1985 Charts il 
lustrating progress & forecasts for contractor mileslono aclivltlos end 
KRISHNAN.FI Jacobs Engineenng Group, Inc 85/03/08 THEW£LIS,J G , SENA.R 
Energy, Dept of Ip 29750 002-20750 009 

-8504090123 “UMTRAP Monthly Repl Vicinity Properties, Feb 1935 " 

* Jacobs Engineering Group, fnc 85/02/23 7pp 29750 003 29750 009 

8604090135 Requests preparation of Internal QA guidance for environ assessment 
readiness review which will provide for achieve menl of listed objeclives 
BUNTING, J.O Policy & Program Control Branch (Post 831001) 1293 85/01/31 
MILLEn,H J Repository Projects Branch (Post 831001) Ip 29750 001-29750 001 

6S04090141 Comments on Waste Mgt 35 Conference Agenda lacks presentations on 
QA issu 08 , plans, procedures & accomplishments 

COOK.F.R NRC - No Datallad Affiliation Given 1282 05/03/05 NRC - No Detailed 
Affiliation Given 2pp 29749 348 29749 349 

8504090142 Forwards printouts which index environ assessment ref metis Guidelines 
for use of printouts & explanation of discrepancies listed W/o end. 

TAYLOR, T.J Energy, Dept of 073 85/03/10 LIN£HAN,J J NRC - No Detailed Aflili 
ation Given 3pp 29749 345-29749 347 

8604090226 Proposed agenda for 850319-21 Salt Projocl Coordination Meeting 
CLARK, J, Fluor Corp 071 85/03/04 Fluor Corp. 5pp 29749 136 29749 140 

8604090260 Trip rapt of 850228 & 0301 meetings w/DOE In Albuquorque.NM ro negotr 
ation work group session for UMTRAP DOE/NRC MOU Issues Identified 
listed Tonlativa agreement on streamlined vicinity property concurrence procedure 
reached 

QNUQNOLI.G N Low-Level Waste & Uranium Recovery Projects Branch 85/03/21 
KIQGINBOTHAM.L Low Level Waste & Uranium Recovery Projects Branch 2pp 
29731 314-29731'315 

8504090272 Informs that Irrigation water quality issue of Hanford reexamined, per 
850308 discus slon.High sallmly does not indicate water cannot bo used Further Invos 
tigallon needed AddI reviewer comments end. 

SAMWORTaR B. NRC - No Detailed Aflili alien Given 1268 85/03/13 FLIEGEL.M 
NRC - No Detailed Affiliation Given 2pp 29731 312-29731 313. 


8504080800 Forwards Chapter 8 to "Advance In Well Test Analysis,’" per 050314 dis- 
cussion of ref used in Palo Duro comment 

WINTER.G Williams & Associates FIN B-73D9-3 1034 85/03/14 ROSS.F Division 
of Waste Management 20pp 29713 084-29713 104 


8504090274 Comments on GE AZTECH ficonaing topical rept Repl gonerally acceptable 
except as listed Written procedure for rept review requested 

JACKSON, K C Low Level Waste & Uranium Recovery Projects Branch 85/02/25 
JOHNSON,! C Engineering Branch (Post 83 1001) 2pp 29731 310-29731 311 


8504090011 Commenls on BWIP supporting document, "Probabilistic Modeling of Radi- 
onudiclo Release," by B Sagar ol al & Aerospoco Corp Jan 1985 review of 
document AddI comments by M McNeil end Document weaknesses described 
COSTANZI.FA Waste Managament Branch (post 840429) 1267 85/03/11 
MILLER.H J Repository Projects Branch (Post 831001) 3pp 29752 155-29762,157 

8504090019 Forwards ropls of 050117 & 21 tolcons w/NRC ro Hanford,WA repository 
site geology 

ASH.E B Rockwell International Corp 1281 85/03/19 OLSON,OL Energy, Dept of 
3pp 29753 097 29753 099 


6504090280 Informs of Roadiness Review Team/Wasta Mgt Staff discussions on 
850304 In Silver Spring, MD Agenda end State & tribes invited to attend 
LINEHAN.J J Repos Ifory Prajeds Branch (Post 831 001) 1275 85/02/28 

GOLLER.KR Division of Radiation Programs & Earth Scioncos (post 840429) 
BERATAN.L L Earth Sciences Branch (post 840420) CAMERON.F X Office of Iho 
Executive Director for Operations 3pp 29731 307-29731 300 

8504090285 Forwards Stale of 80 850311 Hr re US Gypsum topical rept on Envirostone 
gypsum cement 

NUSSBAUMER.D A Assistant Director for State Agreements Programs 85/03/22 
QREEVES,JT Engineering Branch (Post 831001) Ip 20754*131-29754 132 


8504090022 Provides review of Nov 1984 monlhly progress repl for Contract NRC 02- 
03 033 

COOKE.BA Cooiechnical Branch (Post 831001) FIN 8-7389 1020, 04/12/21 
WILLIAMS.R E Williams & Associates 3pp 20752 343-29752 345 

6504090020 Commonls on draft environ assessment for Hanford, WA repository 
site Date & analysis provided to show that site fails goohydrclogy disqualifying condl 
lion 

BUSKEiN SEARCH Technical Services 1286 85/03/14 Energy, Dept of 19pp 
29752 209-29752 307, 

8604090029 Forwards policy reader containing key correspondence & documentation re 
policy matters allecling Ore of Civilian Rad waste Mgt 

GAlM W. Energy, Dept of 05/02/21 Energy, Dept of 1p 29752 1 73 29752 288 

-8504090033 Statomont of WJ Purcell on 850211 boforo Sonato Subcommiltoo on En 
viron & Public Works In Horeford.TX ro polonlial economic impacts ol DOE proposed 
activities in State of TX 

PURCELL.WJ Energy, Dopt of 85/02/11 e8pp 29752 174.29762<240 

-8504090036 "Inlogroted Sys for Mgt of Spent Nuclear Fuel & High Level Rodwaste” 
• Energy. Dept of 05/02/14 40pp 29752 241-29752 200 

6504090064 Forwards documents which may bo of uso in preparing lor OWPF repositor- 
ies coordination meeting, in response to 850300 request 

COOK.F R NRG - No Detailed Affiliation Given 1269 85/03/18 BELL.M J NRC - No 
Do laiied Affiliation Given 131pp 29749 204 20749,334 

-8604090069 Requests addi info re unresolved issues, protocol & requirements to assist 
In preparation for upcoming DWPF roposilorles coordination mooting Mall should be 
provided by 850322, 

BELL.MJ Division of Waste Management 86/03/00 Division of Waste Management 
16pp 29749 31 9-2974 9<534 

8504990075 Cofiimanis on "Technical Assistance in Geochemisiry," monlhly progress 
rapt for Jan 1 985 

BROOKS.DJ Geotechnical Branch (Post 831001) FIN B 0207 1956 85/03/14, 
WHATLEY, S K Oak Ridgo National Laboratory. 4pp 29740 144-29749*167 

-6504090082 RHO.BW-SA-219 P Speech entitled "Experimental Invesligalion of 
Sodium Bentonite Stability in Hanford Basalt," presented at Sixth Inti Symposium on 
Scientific Basis for Radwasto Mgt on 821 101 04 

WCOD.M ( Rockwell International Corp. 03/02/20 lOpp 20749*140 29749 157 


-6504090298 Pfovidos no comirianls re 850304 questions Questions 
appropriate Continued review of documents recommendod upon receipt of satisfactory 
commonls from vendor 

AUTRY.VR. South Carolina, Slate of 85/03/11 NUSSBAUMER.D A Assistar^t Otrec 
lor lor Stale Agreements Programs tp 29754 132-29754 132 

8504090333 Forwards N Kl/nor 840220 Hr re Installation of vents In Forrallum Jiand indt 
cator controller, for revfew Input by 850316 requested 

NUSSBAUMER.D A Assistant Director for Slato Agreements Programs 65/03/05 
BARRETT.L Engineering Branch (Post 631001) 1p 20754*128 2975^4*130 

-6504090360 Ouostlons purpose of installing venta in Ferralium hand indicator 
contrelier Concerns ro venting listed 

KIRNER.NP Washington, Slate of 85/02/20 SCHNEIDER.K Office of Slate Pro 
grams, Director. 2pp 29754:129-29754 130 

8604090346 "Fifteenth Monlhly Progress Rept for Feb 1985 " 

WINTER.G Williams A Associates FIN 6-7380 3 1922 85/03/11 COOKE.B Division 
of Waste Managomonl Spp 29762 355 2 9752,362 

8504090356 Notifies that interagency agreement w/NRG finali 2 ed Arrangements for 
860322 meeting discussed 

REUSS.TL Jnlarlor, Dept of, Bureau of Mines FIN D 1018, 1950 85/03/12 
WELOIN.B., BENNETT, H, Interior, Dept of. Bureau of Mines, Ip 29754 127 
29754,127, 

8504090365 Forwards major conclusions reached by LASL re sorption al Yucca 
Mountain, based on review & assessment of radionuclide sorption info given In LASL & 
Nevada Nuclear Wasto Site Investigations publications. 

KELMERS,AO Oak Ridge National Laboratory FIN D 029-0. 1916 85/02/28 Oak 
Ridge Nalional Laboratory 20pp 29752 1 35-29752*154 

8504090399 Summary of 850215 Nuclear Waste Advisory Council meeting Sn Lacey.WA 
re environ assessment workshop planning 

' Washington, State of 1271 85/02/15. Washington. Slate of 6pp 29740 013- 
29748 018 

8504090410 ’’Licensing-Melhodology A&slstanco,Monltor/Review Aspects of DOE & 
Other Natl & Inti Waste Mat Programs, Pfobabtllly Techniques & Short-Term Technical 
Assistance," monthly rapt for Feb 1965 

CRANWELL.R M Sanoia National Laboraiories FIN A-1165 1925 85/03/12, 

PEETERS.L A, Reposilory Projects Branch (Post 831001) 5pp 29740 006-2974C 010 
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8504090*121 Technical Assistance in Geochemslry,” monthly progress rept <or Feb 
1 985 

WHATLEY.sk Oak Ridge National Laboralory FIN B-0287 1936 05/03/11 

BROOKS.DJ Geotechnical Branch (Post 831001) 3pp 297*10 003 29748 005 

8504090422 Comments on UonthI/ Mgt Llr 22 for Jan 1905 re DOE draft environ as 
sossmenls of nine high level waste reposilory sites Progress satisfactory 
BLACKFORD.ME Geotechnical Branch (Post 831001) FIN A 029*1 1954 85/02/26 
CHUNG, D Lawrence Livermore Nalponal Laboratory ip 2974 8 002-2974 B 002 

fl504{)90425 "Technical Assistanco for Design Reviews," monlhly technical rent for Feb 
1905 

RAJARAM.V Engtnears Internalional. Inc FJN B 7326 1941 85/03/19 

TiKTINSKY.D Engineering Branch (Posi 031001) 4pp 29747 359 29747 362 

8504090427 Comments on "Geochemical Sensitivity Analysis," monlhly progress re pi 
for Jan 1985 Rapt lacking in technical detail 

KELLY,WR Geolechrical Branch fPosl 831001) FIN A-1756 1952 85/02/20 
SIEGEL, MD Sandia National Laboratories 2pp 29747 356-29747 350 

8504090430 "Effect of Repository Environ on Performance of Waste Package/Engi 
neered Sys Components."’ monlhly progress rept for Feb 19B5 
WHATLEY, SK Oak Ricige National Labordlory FtN B-02aB 1937 05/03/12 
CHANG, KC Engineering Branch (Post 831001) 2pp 29747 354 29747 355 

8504090431 Forwards listed articles ro ■groimrtwaler flow, per reqjQSl 
WINTER, G Williams & Associates FIN B 7309 1946 85/03/10 ROSS.F Division of 
Waste Managemonl 97pp 29747 267-29747 353 

8504099436 "Benchmaiking ol Computer Codes & Licensing Assistance." monlhly 
progress rept for Feb 1005 

VOGT, OK CorSTAR Research, Inc FIN B 6985 1942 05/03/21 0ROOKS.P Divi 
Sion of Waste Management IQpp 29745 057 29’745 075 

8594090441 Forwards list of changes to Ofc of Nuclear Waste Isolation computer code 
WAPPA Review of Sail Repository draft environ assossmenls indicated WAPPA differ 
ent from original version Requests copy of revised code 

UNEHAN.JJ Repositoiy Projects Branch (Post 831001) 967 05/02/19 NEFF, JO 
Energy, Dept of 30pp 29743 328 29743 357 

8504090442 ‘ Monthly Status Rcpl," for 650216 0300 
BLAND,WM GeoB's, Inc FIND 1014 1940 85/03/18 DELLIGATTI.M S Policy & 
Program Control Branch (Post 831001) 4pp 29731 358 29731 361 

8504Q90443 Concurs w/radiological & engineering assossmenls for vicinity properties 
Identified in end Justification provided 

HIGGINBOTHAM L Low Level Waste & Uranium Recovery Projects Branch 85/02/ 
22 THEMELIS.JG Energy. Dopl of 2pp 29744 357-29744 35B 

8504990444 "Reviewing Hydrogeotogic Investigations of Nevada Test Site Project C," 
monlhly progross rept for Feb 1985 

WILLIAMS,RE Williams a Associates FIN B -737 7 1940 85/03/12 POHLE.J Divn 
Sion of Wflsla Managomont f3pp 29743 31 5 29743 327 

8504090446 Requests inilialion of listed tasks, per Task If of FIN A-0294 Tasks support 
ive of analysis of repository silo cbaraclerizalion plans expected to be issued in FY86 
BLACKFORD,ME Division of Waste Managemenf FiN A 0294 1053 85/03/20 
CHUNG, 0 Lawrence Livermore National Laboratory 2pp 29731 35 6 29731 367 

8504090447 Concurs w/radiofogical & angmeering assessment for Vicinity Properly SL 
033 Identified in cnci Justificalion provided 

HIGGINBOTHAM, L Low Level Waste & Uranium Recovery Prole crls Branch 85/02/ 
20 THEMELIS,J G Energy, Dept of 2pp 29744 355 29744 356 

6504990449 Forwards irunulQB of NRC/DQE OA mootings^per request W/o end 
RUSSELL.CF Policy & Program Conlrol Branch (Post 831001 585 85/02/06 

LOUX.RR Nevada, Stale of ip 29731 355 29731 355 

8504990451 Requests revcow of end listed documents ro design of geologic repositor- 
ies under Task 010 to NRC Contract NRC'02 &2-030 Reviews should bo submilled bv 
850410 

TIKTINSKY.D Engine ertng Branch (Post 831001) FIN B-7328 1945 06/03/07 
RAJARAM.V Engineers International, Inc 4pp 29744 35 1 29744 354 

6504090452 Comments on "Proparalion of Engineering Analysis for High Level Waste 
Packages in Geologic Reposilories," monlhly rept for Jan 1985. 

CHANG, KC Engineering Branch (Post 831C01) FIN A 4165 1955 86/03/05 
STEPHENS, KW Aerospace Carp 3pp 2S745 018 29745020 

8594090453 "Geotechnical Sensilivilv Analysis." monthly rent for Feb 1905 
CRANWELL.RM Sandia National Laboratories FIN A-1756 85/03/12 KELLY.W 
NRC - No Detailed Affiliation Given 13pp 29745 001 29745013 

8504090454 "Hydrogeology of NTS, Pro fed D," Monlhly Progress Llr Rept 67 for Feb 
1005 

BUSS, DR GeoTrans, Inc FIN 8-7376-4 1939 85/03/15 POHLE,JA Division, of 
Waste Management 2pp 29744 340-29744 350 

8504090466 Dfscussos commenis on 6WIP environ assessment Reordonnig of com- 
monls & addi discussion recommended 

• NRC No Detailed Affiliation Given FIN B 7372 1944 05/03/12 NRC - No Do- 
tailed Affiliation Given, 6pp 29744 238-29744 243 

6504090469 Forwards electric util companies commenis re DOE draft environ assoss- 
menls (EA) Review limits lo EAs on Iivq sites proposed lor nomination for site charac- 
torizalion lor selection of silo repository. 

TROSTEN.LM LeBoeuf, Lamb, Lei by & MacRaa 986 05/03/20 DAVIS.JQ Office 
of Nuclear Material Safety & Safeguards, Direclor 25pp 29744,187-29744 237 

"B504090474 PLQ 0404 "Commenis on Transporlation Sections of DOE Draft EnviroA 
Assessments for Potential Nuclear Wasle Repository Sites " 

‘ Pickard, Lowe & GarricK Inc 65/03/20 2Bpp 29744 212-29744 237 

8504090472 "Repository Site Descnplton & Technology Transfer.'* monthly rept for Feb 
1965 

CRANWELL.RM Sandia National Laboratories F(N A-1t59, 1930 85/03/12 
C0DELL,R Geotochnical Branch (Post 831001) 7pp 29731 348 29731 354 


6504090473 Forwards Vols 1 & 2 to "Commenis of Yakima Indian Nation on Draft Envi- 
ron Assessment for Hanford Site.Washington Under Nuclear Waste Policy Acl " 
TOUSLEY,OR Harmon. Weiss & Jordan TOUSLEY.DR Yakima Indian Nation 1291 
85/03/20 BROWNING, R Division of Waste Management 3pp 29730 205 
29731 306 

-6504090404 Vols 1 & 2 to ‘’Comments of Yakima Indian Nation on Draft Envjron As 
ssssmant for Hanford Site.Washinglon Under Nuclear Wasle Policy Act " 

' Yakima Indian Nation 85/03/20 379pp 29730 288 29731 30G 

85040904BO "Coupled Thermal Hydrological Mechanical Assessmenis A. Site Characlcr 
ization Activities for Geologic Repositories," monlhly rept for Feb 1985 
CRANWELL.RM Sandia National Uboralorios FIN A 1755 1929 05/03/11 

NATARAJA.MS Engineering Branch (Post 831001) 17pp 29744 331-29744 347 

85040904B5 Responds lo 850206 request for review of four documenis concerning 
review of draft environ assessment for BWIP site Incompalibility of data scale & appli- 
calion scale underscores need for hydraulic property testing program 
WILLIAMS,R E Williams A Associates FIN 9-7372 3 1938 85/03/11 GORDON,M 
Division of Waste Managemonl 33pp 39745 024 29745 056 

0504090496 “Technical Assistance in Numerical Modeling Assesbmonl of High Level 
Wasle Repositories," monthly rept for Feb 1085 

CRANWELL,nM Sandra National Laboratories FIN A 175? 1926 85/03/11 

COLEMAN.N Geotechnical Branch (Post 831001) 2pp 29745 021 29745 022 

8504100013 "Technical Assistance in Soismo Teclonic Impacts tn Roposi lories," 
Monthly Mat Ur Rent 23 for Feb 1985 

CHUNG.DH , CUMMJNGS.GE Lawrence Livermore National Laboratory FIN A-0294 
23 05/03/11 BLACKFORD.ME Geotechnical Branch (Posl 831001) 4pp 
29775 0 58-29775 061 

8694100019 "lab Evaluation of DOE Radionuclido Solubility Data & Sotectad Relarda 
lion Parameters.Experimenlal Strategies. Lab Techniques & Procedures," progress 
rept for Feb 1985 

WHATLEY.SK Oak Ridge National Laboralory FIN B 0290 1932 G5/03/11 
BRAD0URY.JW Geotechnical Branch (Post 031001) 5pp 29775 053-29775 057 

8S04100022 "Malm of Computer Programs," monthly rept for Feb 1985 
CRANWELL.RM Sandia National Laboratories FIN A-110G 1931 86/03/11 
CODELL.R Geolochnical Branch (Post 831001) 2pp 20775 051 20775 052 

850410D028 ’Preparation of Engineering Analysis for High Level Wasle Packages in 
Geologic Repositories," monthly progress rept for Feb 1985 

STEPHENS.KW. Aerospace Corp FIN A 4165 5 1933 85/03/15 CHANG.KC NRC 
No Detailed Affiliation Given 1 1 pp 29775 040-29776 050 

0504100033 Forwards review of BMI/ONWI-539, "Nuclear Waste R^ository Sim.u1alioni 
Experlmonla.Asse Salt Mine.Federa! Republic of Germany Annual Repl 1983 " Signifi- 
cance of program to NRC waste mgt program & document summary end 
DAEMEN.J Affiliation Not Assigned FIN A-1755 1919 85/03/07 PEARRING.JR 
Office of Nuclear Material Safely & Safeguards.Direclor 9pp 29775 031 20775 039 

0504100044 Responds to T Verma request for info re decrepitation experimenl rofor- 
enced In J Pearnng 841101 memo to T Verma Experiment lo determ-ine tamp at 
which sail disintograles performed on 820706 & 07 

NEFF, JO Energy, Oapl of 970 85/03/04 LINEHAN.JJ Repository Projects Branch 
(Posl 831001) 5pp 29775 016-29775 027 

8504100177 Trip rept of 841209-12 visit lo Richland.WA ro DOE/NRC preliminary con 
ferenco on OA to mimmizo downstream licensing concerns Meeting agenda, list of al 
tendoas & vlewgraphs and 

LEVfNEJH National Aeronautics & Space Admin 1254 04/12/13 National Aero- 
nautics & Space Admin 24pp 29774 314-29774 337 

8504100516 Forwards revised Hr rept re review of draft environ assessment for 
BWIP Typos In 850311 version of rept corrected 

WILUAMS.RE Williams & Associates FIN B-7372 1949 05/03/19 GORDON.M Di 
vision of Waste Management 2pp 29775 102-29775 137 

-8504100516 Revised Llr Rept 116 on reviow of environ assessment for BWIP 
WILUAMS.RE Williams & Associates FIN B 7372 05/03/18 GORDON.M Divison 
of Wasto Management. 34pp 29775 104-29775 137 

8504100520 Ur Rept 1 16 on review of documents re environ assessment for BWiP 
WILL1AMS.RE Williams & Associates FIN B-7372 1915 85/03/11 GORDON.M Di 
vision of Waste Management 33pp 29775 069-29776 101 

8504100616 "Review of DOE Waste Package Program" & "Wasle Package Vordicalion 
Tests," monlhly mgt repts for Feb 1985 

KATO.WY. DAVIS.WS. SOO.P Brookhaven National Laboralory FIN D-3164 1343 
05/03/19 WICK, E A High Level Waste Licensing Management Brorich 22pp 
29775 156 29775177 

B504100S77 Forwards Rov 0 lo TP-03. "Nuclear Packaging Jnc.Oll Solidification Sys" 
Fee paid 

HAELSIG.Rt Nuclear Packaging. Inc 3206 85/02/25 JOHNSON,! Low Level 
Waste Licensing Branch Ip 29774 256-29774 312 

-8604100681 TP 03 ROO Rev 0 to, "Nuclear Packaging, Inc, Oil Solldificaliori Sys *' 

* Nuclear Packaging. Inc 85/02/25 56pp 29774 267 29774 312 

8504110246 Fonvardg "NRC Draft Generic Technical Position on Design Info Noeda in 
Site Charocienzation Plan " Commenis requested 

MILLER.Hd Repository Projects Branch (Post 831001) 85/04/02 PURCELL.WJ 
Energy, Dept of 2pp. 29790 059 29790 074 

”8604110252 "NRC Draft Generic Technical Position on Design Info Needs in Site 
Characlerizalion Plan " 

* Engineering Branch (Posl 831001) 05/02/28 14pp 29790061-29790.074 

8504150751 Advises of completion of review of B50222 & 0301 radiological & engineer- 
ing assessments for Edgemonl.SD Properties ED 00382-UL.ED-00149 R3 & ED 
O380A RS.8 VL.C’RS ■& D RS Concurrence based on fisted conditions 
HIGGINBOTHAM.L Low-Level Waste & Uranium Recovery Projects Branch 05/03/ 
29 CREW.M.E Energy. Dept of Ip 29832 024 29832 024 
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8S04160648 Fonvards UMTRA proiecl activilies fept for Jan 1985 
THEM ELIS, JG Energy, Dopl of 85/03/11 HIGGINBOTHAM.L Low'^Level WastQ & 
Uranium Recovery Projecis Branch 5pp 29836 212 29B36 216 

8504170216 Forwards list of computer codes ir> siting, radtological asaossment & roposi 
tory design area being tested against repository benchmark problor>isCorSTAFl pre* 

B aring to Iransfer selected codes Listing of desired codes requested 
IILLER.HJ Repository Projacts Branch (Post 831001) FIN B-69QS 1962 85/04/02 
KNAPP, MR Geotechnical Branch (Post 831001) GREEVES,JT E^ngineenng Branch 
(PoM 831001) HIGGINBOTHAM.L Low Level Waste & Uraniunn Recovery Projects 
Branch 5pp 23904 251-29904 255 

8504170219 Forwards "Performance Assessment Natl Review Group," final ropt 
LEE.W W WESTON LEE.W W Performance Assessment National Review Group 
65/04/01 BROWNING.R NRG - No Detailed Affiliation Given 2pp 29903 001 
29903 114 

6504170242 Summarizes DOE environ assessment briefings & hearings on 650204- 
0315 News articles & agenda from 850212*13 nuclear waste conference end 
COOK.F R NRC - No Detailed Affiliation Givef> 1306 85/03/22 BROWNING.R E Dt- 
VJSion of Waste Management 181pp 29901 178 29901 358 

B50417O254 Trip rept of 841114-15 meetings w/ORNL to familiarize J Bradbury w/FINs 
B 0287 & B 0290 Mooting minutes end 

STARMER.RJ . BROOKS.DJ . BRADBURY.J W Geotechnical Branch (Post 831001) 
FIN B-0287 1966 85/02/22 KNAPP, M R Geotechnical Branch (Post 831001) 7pp 
29901 171*29901 177 

8504170327 Confirms dates for review of BWIP & Nevada Nuclear Waste Storage In* 
vest 1 gallons corrosion programs 

SEEFELDT.WB Argonne National Laboratory 1304 85/03/26 Argonne National 
LaboratOfV 1p 20904 189-29904 109 

8504170328 Discusses program decision not 1o require DOE to study potonllal for earth- 
quakes in viCinily of Clirie.UT site causing ground motion acceleraiions greater than 
expected W/o stated end 

HIGGINBOTHAM.L Low Level Waste & Uranium Recovery Projects Branch 65/02/ 
28 Low*Lovel Waste & Uranium Recovery Projects Branch 3pp 29904 1 06 
29Q04 188 

6504170338 Clarifies comments received by DOE re dofonso waste commingling 
study, per Dec 1984 request for Info 

NUMARK.NJ Policy 8 Program Control Branch (Post 031001) 85/03/14 

BROWNING.R E Division of Waste Management lOpp 29904 176-29904 185 

B504 170946 Forwards "Analysis of Dissolution of Silica Near High Level Waste Reposi 
lories" 

CODELL.R Geotechnical Branch (Post 831001) 85/03/08 FLIEGEl.M Geotechnical 
Branch (Post 831001) Ip 29904 120 29904 142 

••8504170353 "Analysis of Dissolution of Silica Near High Level Waste Repos! lorle s " 
CODELL.R Geotochnical Branch (Post 831001) 05/03/08 22pp 29904 121- 
2Q904 142 

6504170352 Notifies of upcoming mootings scheduled between 050402 & 0508 Updates 
will bo forwarded weokly 

NEFF. JO Energy. Depl of 994 85/03/20 SPURGIN.P Utah, State of 

FRISHMAN.S Texas. Stale of FORSYTHE, R Mississippi, Stale of Ip 29902 362* 
29002 362 

6584170361 Forwards draft environ assessment refs for Chapters 2*6 for rof roposllory 
location for Hanford SitQ,WA Refs for Chapters 1 & 7 will bo Iransnmttod by mid*Jan 
1986 

OLSON.OL Energy, Dept of 1142 85/01/07 WRIGHT.RJ Repository Projects 
Branch (Post 031001) 40pp 29902322*29902361 

8584170362 Notifies of 850320 telcon re UMTRAP groundwater reviews Agreomernl on 
accoplabililv of DOE groundwater evaluation methodologies noedoci 
GNUGNOLI.G Low Level Waste & Uranium Recovery Projects Branch 85/03/00 
HAWKINS,E Uranium Recovery Fiold Office FLIEGEUM Geolechnlca! Branch (Post 
891001) MARTfN.D Low-Level Waste & Uranium Recovery Projocts Branch Ip 
29804.156 29904 15B 

8504 170367 Forwards "Issue Paper on Post*C!osure Performance Goals In Site Charac 
lerization Plans." presenting responses lo six nuoslions for discussEon w/NRC on 
850417 Issues need resolution for devotopment of site characlenzation plans 
ALEXANOER.D Energy, Dept of 85/04/03 COPLAN.S Repository Projeefs Branch 
(Post 831001) Ip 29904 150 29904 155 

••6504170374 "Issue Paper on Post-Closure Perlormanco Goals in Sito Characterization 
Plans " 

* Energy. Dept of 85/04/03 5pp 29904 151*29904 155 

6504170361 Forwards "Commonls of State of UT to Draft Environ Assessmenls.Davis 
Canyon & Lavender Canyon Silos Intfoductian & Synopsis" 

SPURGIN.P D Utah, State of 996 85/03/22 PALLADINO.N J, Commissioners 2pp 
20906154*20906172 

-8504 170386 "Commonls ol State of UT to Draft Environ Assessmenls.Davis Canyon & 
Lavender Canyon Silas Introduction & Synopsis " 

" Utah, Slate of 85/03/18 17pp 29906 166*29906 172 

8504170362 Requests attendance at environ health & safety mealing on 850402-03 In 
Albuquerque.NM, all owing remedial action contractor organizations to document & 

P resent summaries of operational experience, 

HEMELIS.JG Energy. Dept of 05/03/10 HIGGINBOTHAM.L tow-Lovel Waste & 
Uranium Recovery Projects Branch 3pp 29906 151-29906 153 

8504170385 Forwards BWIP audit plan for 850416-10 audits Scheduling Of onlrance & 
exit interviews discussed 

NEWTON.C Energy. Dept of 1296 05/03/25 OLSON, L Energy, Depl of 42pp 
29906 097*29906 137 

8504170392 Advises ol Iransmillal of microfiche copy of refs ciled In Yucca Mountain 
draft environ assessment under separate cover 

VJETH.DL Energy. Dept of 492. 05/01/17 COPLAN.S M Repository Prelects 
Branch (Post 831001) Ip 29906 096 29906 096 


0504170397 Forwards lull scale stacked sectrons of seismic reflection data for Permian 
Basin Sols are last portion of order of geophysccal data Irom Nall Geophysical Dais 
Clr of 840919 Detailed data inventory end 

FOSTER.CA Slone & Webster Engineering Co rp 846 85/01/18 JOHNSON, R NRC 
-No Detailed Affiliation Given 4pp 20906 092-2990 6 095 

6504170407 Advises that comptelo set ol color photos of Yucca Mountain core boxes 
will bo transmitted under separate cover Photos in chronological order & cover entire 
Yucca Mountain drilling program for 1978*1984 

VIETH.OL Energy. Depl of 493 86/01/17 COPLAN.S M Diwsion of Waste Man 
agemenl Ip 2 9906 069 29906 089 

B5041 70402 Forwards "Radiotogfcal & Enginoaring Assessment lor Clifton^ CO. Properly 
GJ-O5907 CS." for comments A concurrence 

TUCKER.M K Energy, Depl of 85/03/08 HIGGINBOTHAM.L Low Level Waslo & 
Uranium Recovery Projects Branch 2pp 29905 329*20906 009 

-8604170489 "Radiological & Engineering Assessment for Did ton, CO. Properly GJ- 
05907 CS" for U Mill Taihnos Remedial Action Project Ole, DOE 
‘BendixCorp 65/03/31 42pp 29905 331*299 06 009 

8604170526 Forwards matrix re rafationship between 10CFR60 design issues & info 
needs for BWIP.Nevada Nuclear Waste Storage fnvesligatiGns & Silo Repository 
Project 

RAJARAM.V Engineers Intern ational, Inc NRC 02-82-030 1970 06/03/26 

TIKTtNSKY.D Engineering Branch (Post 831001) 2pp 2 9 DO 5 260-29905 262 

0504170526 Forwards “UMTRAP - Shiprock Phase II Contract Documents Issued for 
Const" & "UMTRAP * Shiprock Geoteclmicai Info to Bidders " 

HOPKINS, RE Morrison-Knudsen Co , fnc 85/03/26 HIGGINBOTHAM.L lew-Lovet 
Waste & Uranium Recovery Projects Branch 2pp 29900 1 14 2^901 036 

••8504170530 "UMTRAP • Shiprock Phase tl Conlracl Documenls Issued for Const " 

* Internalional Engineering Co 85/03/26 131pp 20900 116*29900 246 

••8504170632 "UMTRAP Shiprock Gaolechnical Info lo Bidders " 

* International Engineering Co 85/03/26 1 50pp. 29900 247-29901 036 

6504170543 Trip ropt of 780223*24 site visit to Las Vegas, NV ro plans for potential use 
of Nevada sate for radwaste repository & lo examine iTold tests 
BOYLE, RR Djvlsfon of Waste Mananoment 603.78/83/14 MALARO.J C Division of 
Waste Management 5pp 29905 1 69-29905 1 63. 

8504170546 Provides Nevada Nuclear Waslo Site Investigations ropt for wks ol 050311 
& 16 

PRESTHOLT.PT NRC • No Detailed Affilialion Given 604 85/03/26 

BROWNING.R E Division of Waste Management 81pp 29905 07B'29fi05 158 

8604170608 Forwards "Radiological & Engineering Assessment for 
Edgemont.SD, Property ED 0064 l-RS," for comments & concurrence 
GRANDBOUCHE.Q Energy, Dopi of 85/03/26 HIGGINBOTHAM.L Low-Level 
Waste & Uranium Recovery Projects Branch 2pp. 29909 045 29909 074 

-8504170618 "RadSological & Enginoonng Assossmoni for Edgomont.SD, Property EO- 
00641 -RS" for U Mill Tailmgs Remodiaf Action Project Ofc.DOE 
•BendixCorp 85/03/31 28pp 29900047*29909 074, 

8504170653 Forwards environ assessment refsAck of receipt to ES Burton 
requested W/o ends 

TOFT.R Energy. Dept of 603 85/02/25 NRC • No Delailod Affiliation Given 1p 
29909 113 29909 113 

8504170676 Comments on Jan 19B5 progress ropt for FIN A 1165 Integration task 
meeting scheduled for early Mar 1965 postponed & will be rescheduled m late Apr 
1985 Ack delay In conlractino of experts for probability task 

PEETERS.La Ropository Projects Branch (Post 831001) FINA-116S 1965 05/03/ 
01 HUNTER, R Sandra National laboratories Ip 29904 144-29904 144 

8504178662 Comments on "Review of Waste Package Verification Tests," draft bian- 
nual repl.NUREG/CR 3091,Vol e.Obssrvalion of pilling corrosion on carbon sleeve in 
methane atmosphere w/ & w/o radiation should bo more promlnenlly displayed 
WICK.E.A Engineering Branch (Post 831001) FIN A-3164 1968 85/03/04 SOO.P 
Brookhaven National Laboratory 6pp 29801 359 29902 001 

8604170709 Forwards, per requesl, documentation on Riverton site, including logs of 
wells reconlly drilled.calculallons for seltlemenljiqulficalloni analysis & calou^hons for 
slope stability 

MATTHEWa.M L Energy, Depl of 05/02/21 GNUGNOLI.G N NRC No Detailed 
Affiliation Given 371 pp. 29900 0 01*29909 01 1 

8604180001 Notification of 780223-24 meelings w/DOE in Las Vegas. NY to discuss 
status of DOE oxporimenlallon & lest programs on heat transfer m geologic 
media, encapsulation & rock mechanics 

BOYLE.RR Division ot Waslo Man agoment 601 78/02/07 MALARO.JC Division of 
Waste Management Ip 29085 361-29005 361 

6604180002 Summary ot 780125 meeling in Silver Spring, MO re seismic & goologic 
design criteria for waste reposlleiy 

BOYLE, R R DMsIon of Waste Mnnagoment 602 78/01/31 Division of Waste Man 
pgemenL lOpp 29920 220 29920 229 

6604180007 Forwards comments on DBS for Hanford.WA .Yucca Mounlalin.NV & Deaf 
Smith JX, proposed site nomlnalmns from EEI & Unitatf Nuclear Waste Mgl Group 
KEARNEY, JJ Edison Electric Inslitule, 1300 85/03/20 Energy. Dept of 79nn 
29865<209-298B5 329 

-8504160009 TB*5 104-1 "Independent Comparative Assessment ol High Lovel Waste 
ReposilorySiles " 

BARTLETT.J W. Analytic Sciences Corp B5/03/20 42pp 29885 208-20865 329 

0504180012 Forwards UMTRA-DOE/AL-350124 0000, "Projecl SurvoUlance & Maint 
Plan," for review & comment Plan provides description of monitoring, maint & emer- 
gency measures to be performed as post remedial action at U mill tailings sites, 
THEMBLIS.J G. Grjergvi Depl o! 85/04/Q3, HIGGINBOTHAM.L LowLovol Waste & 
Uranium Recovery Projects Branch Ip 2D8B6 029-29885 207 
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-8504180015 ‘'P;o|ac1 Strv 0 tlfan.ce & Maini Plan ” 

•Energy, Dopi of 05/03^31 172pp 208^5030 29885 207 

8S041Q0018 Forwards “Review Comments of Draft Environ Assessment Swisher & Doaf 
Smith Counties, TX/’ per ArlicTe III E request 

flUflKART,AH Army. Dept of, Corps of Engineers FIN B-6935 1950 85/04/12 
Document Management Branch 15pp 29920 302'29920 316 

8504180019 Advises that review of Jan 1905 monihl/ progress rept re FfN B'73d0 
comploled Communication 46 re iipdatecl dfocumont reviews of ONWJ 503 & aocond 
status repi on ragional groundwater flow modeling In Paradox Basin, UT acceptable 
COOKE, BA Geotechnical Branch (Post 031001) FIN 0^7369 1964 85/02/28 
WILUAMS,RE Williams & Ass ocia las 2pp 29916 357-20916358 

85041BQ021 Forwards formal response to NRC review comments re Task 3 draft final 
rept ''Engin.eejed Barrisrs Sys Design for High Level Nuclear Waste Repository In 
Deep Basalls '' 

PENTZ,Dl Gofder Associates FIN 8 6986 1059 85/03/22 PITTIGLIO.CL Low 
Level Waste & Uranium Recovery Projects Branch 3pp 29920 359-29920,301 

8504180026 Forwards MOD DE-GM02*a5 CH 10230 batween DOE /Chicago operation 
ofc & Dept of Army> 

KELLV.BI Army, Depi of FIN 0 8935 1090 85/03/27. JUSTUS.P Geotechnical 
Branch (Post 031001). Bpp, 29920 210 29920 217. 

8S941800S6 Forwards draft comments on Dow aolldirication process for low level rad- 
waste lopica! rapt FulJ scale tesling provided re In situ solldilicatlon process accepla 
ble 

PETERSON, CH Engineering Branch (Post 031001). 85/03/05 FILTER, KE Dow 
Chemical Co tOpp 20921 167-20921 176 

8S0418Q058 Submits errata to recently submitted comments of Yakima Indian Notion on 
Hanford DES Repfacomenl Pages 2 & 6 & bound copy of comments end W/o end 
TOUSLEY.D Harmon. Weiss & Jordan TOUSLGY.D Yakima Indian Nation 1297 85/ 
03/22 NRC - No Detailed Alflllatfon Given 3pp 29919 314-26919,316, 

8604189106 Concurs w/ planned remedial aclion ra radiological & engineering asses s- 
monls for Vicinity Properties 011006, DU-013 & DUOtejbased on listed conditions, 
HIGGINBOTHAM, I Low Level Wasle A Uranium Recovery Projects Branch 05/02/ 
21 THEMELI8.JQ Energy. Dept of 2pp 29920 346 29920:347. 

6S04180110 Forwards "Radiologic & Er^glneering Assessment for Property GJ 04592- 
RS," lor review & concurrence 

7UCKER.M K Energy, Dept of 85/03/27 HIGGINBOTHAM, L. Low-Level Waste & 
Uramum Recovery Projects Branch. Ip 29921 224-29921 263 

•'8504100118 "Radiologic A Engineering Assessment for Property GJ 04592‘RS" 
TUCKER.M SendixCorp 85/03/31 39pp 29921 225 2992t 263. 

8504100112 Forwards "Radiological A Engineering Assessment for U Mill Tailings Re- 
medial Action Project ” 

TUCKER.M K Energy, Dept of 65/04/05 HIGGINBOTHAM.L Low Level Waste tr- 
consingBranch 3pp 29906'266-2d609321 

•*8604160122 "Radiological A Er^ginoermg Assessment for U Mill Tailings Remedial 
Aclion Prdocl " W/lour ovflrsi 26 drawings Aperture cards available In PDR 

* aondix dorp 65/03/31 63pp 29909 259-29909 321 

8504180113 Forwards, "10CFR61 Waste Form Conformance Program for Bilumonized 
Products Produced by Waste Cham Corp Vel Reduction A Solldlflcalion Sye" Mooting 
requasled on 65041 1 program content 

KLEIN, WJ WasteChem Corp 85/03/27 PERSON.LS NRC - No Detailed Affiliation 
Given Ip 2B921.167-2S921 223. 

-*6604160121 "10CFR61 Waste Form Conformanco Program for Bitumonlzed Products 
Produced By Waste Che m Corp Vol Roductlor) & SolldifTcallon Sys " 

• WasteChem Corp 85/03/27 36pp. 29921 188 29921223 

8504160116 Informs of review of Jan 1005 monthly progress rept for FIN B 0290, "Lab 
Evaluation of DOE Radjonucflde Solubility Data A Selected Retardation 
Parameters.Experlmental Sira teg 10 $. Lab Tcchnlquos & Procoduros " 

0RADeURY.JW Geotechnical branch (Post 831001) FIN B -02 90 1969 85/03/05 
WHATLEY, S K Oak Ridge National Laboratory Ip 29921.166-29921.106 

8504180117 Concurs w/p3annod remedial action ro radiological A engineering assess- 
ment for Vicinity Properly ED-00610 VL, based on listed conditions. 

HIGGINBOTHAM.L Low Level Waste & Uranium Recovery Projects Branch. 85/02/ 

20, CREW.M E Energy, Dept, of 2pp. 20921 184 29021 105 

8504169128 Concurs w/planned remeofral action ra radiological A engineering assoss- 
ment for Vicinity Property SL 937, based on listed conditions 

HIGGINBOTHAM, L Low Level Waste A Uranium flocovery Projects Branch 85/02/ 

21. THEMELIS,JG. Energy, Dept of. 2pp. 29921.192 29921:183 

05041 B9139 Concurs w/planned remedial action re radiological A engineering assess 
meats for Vicinity Properties SH 012 & SH-0l3,based on listed conditions 
HIGGINBOTHAM.L Low Level Waste & Uranium Recovery Projects Branch 85/02/ 
21 THEMELIS.JG Energy. Dept of. 2pp 29921,180 2992f 181 

86041 B9163 Advises of withdrawal of condition on resolution of question arising re exist 
once of fault lines near Clive,UT site for concurrence w/sile romedral action 
olanTItoroi^h literature search expected to discover fault locations. 

HIGGINBOlitAM.L Low-Level Waste A Uranium Recovery Projects Branch 85/03/ 
04. THEMELIS,J Energy, Dept of 2pp 29921:162-29921*160 

8604169164 Forwards comments on drafts of environ asses smeni, remedial action plan 
& site conceptual design for romedfaf actions at Gunnison UMTRAP ailo.PMF eslimato 
Incorrect & underestimates peak water surface elevation A flow veloctly 
HIGGINBOTHAM.L Low Level Waste A Uranium Recovery Projects Branch 05/03/ 
OB THEMELIS,J Energy, Dept, of 14pp. 29921 146 29921:161 

8504180171 Comments on Jan 1935 progress Itrs for FfN A-3164, "Review of DOE 
Wasle Package Program" A FIN A'3167, "Review of Waste Package Venfication 
Tests " 

WICK, E A Engineering Branch (Post 831001) FIN A.3164 1971 85/83/11 SOO.P. 
Brookhaven National Laboratory 2pp. 29921,146-20921 147 


6504180172 Advises of completion of review of 850211 radiological A engineering as 
ses smeni for Durango.CO Property DU-020 Concurrence granted, based on listed 
conditions 

HIGGINBOTHAM.L Low-Level Waste A Uranium Recovery Projects Branch 85/03/ 
05 THEMELIS.JG Energy, Dept of Ip 29021 145 29921 145 

S504160192 Forwards topical rept re Dow solidification process for low level 
radwasto Commorvls requested within 45 days of Ur receipt W/o end 
NUSSBAUMER.D A Assistant Director for Stale Agreements Programs 85/03/20 
SHEALY.H G. South Carolina, State of 1p 29920 353 29920 353 

6504160197 Notifies that radrological engineering assessment (REA) does nol ado 
quatoly document justification for invoking Criterion C Concurs in proposed remeid^al 
actiori if REA revised to include justification 

HIGGINBOTHAM.L Low Level Waste A Uranium Recovery Projects Branch 65/02/ 
27. THEM ELIS, J Energy. Dept of 2pp 29921 140-29921 141 

0604180213 Advises that review of Jan 1965 monthly progress rept (or FIN A 1757 
completed Work satisfactory Preliminary review of moaeling scenario re possible et 
feels of Hanford Site waste water disposal activities end 

COLEMAN, NM Geotechnical Branch (Post 031001) FIN A-1757 1067 85/02/28 
CRANWELL.RM Sandi a National Laboratories 21pp 29921 110 20921 130 

6504180217 Forward s,on behalf of Chichibu Cement Co, Ltd, re vised "Topical Rept for 
High Integrity Container for Disposal of Low Level Radwastes" Rept revised to in- 
efudo significant add! tests In response to NRC comments 

EPSTEIN, -G Mitsubishi International Corp (subs of Mitsubishi Corp ) WSH-S98 65/ 
02/25 HIGGINBOTHAM, L. Low-Level Waste A Uranium Recovery Projects Branch 
2pp 29921.060 29921 118 

-8604180224 Revised "Topical Rept for High Integrity Container for Disposal of Low 

* Chichibu Cement Co, Ltd. 85/02/28 60pp 29921.062-29921 118 

8504160314 Forwards radiological A engineering assessments for listed props rties.f or 
review & concurrence 

TUCKER.M K. Energy. Dept of 85/04/03 HIGGINBOTHAM.L Low-Level Waste & 
Uranium Recovery Projects Branch Ip 29884 001 29685 028 

-8504180322 "Radiologic A Engineering Assessment for Properly GJ 1 1429 RS ” 
TUCKER.M Bendix Corp 05/03/31 52pp 29884-002-29084 053. 

-6504180331 "Radiologic A Engineering Assessment for Property GJ 01079 RW " 
TUCKER, M Bendw Corp 85/03/31 43pp 298B4 054-29884 096 

-8504180336 "Radiologic A Engineering Assessment for Property GJ 12039-RS " 
TUCKER.M Bendix Cforp 86/03/31 49pp 29804 097-29884-145 

-8504180339 "Radiologic A Engineering Assessment for Proporly GJ 09707-RS " 
TUCKER.M Bendix Corp 85/03/31 4lpp 2g684'146-2D804 186 

-8504180346 "Radiologic A Engineering Assessment for Property GJ 03930-CS " 
TUCKER.M Bendix Corp 85/03/31 50pp 29084 187-29004 236 

-8504180351 "Radiologic A Engineering Assessment for Property GJ-06912-RS "■ 
TUCKER.M Bendix Corp 85/03/31 48pp 29884 237-29804-284. 

-8504180355 "Radiologic A Engineering Assessment for Properly GJ-00404-CS " 
TUCKER.M. Bondix Corp 06/03/31. 41 pp 20884 285-29004 325 

-8604180357 "Radiologic A Engineering Assessment for Property GJ 02033-CS 
TUCKER, M Bendix Corp 85/03/31. 67pp 29884 326-29885 028 

8504100874 Advises of completion of review of rodiological A engineering assessments 
for Grand Junclion.CO Properties GJ 00915-MR,QJ 01980-RS,QJ-02600-MR.GJ- 
06303 MR,GJ 05530 RS, GJ-14544-CS A GJ-90017-CS 

HIGGINBOTHAM, L Low Level Waste A Uranium Recovery Projects Branch 85/02/ 
20 CREW.M E Energy, Dept of 2pp 29020 278-29920 279 

8504190331 Summary of nuclear wasle board 85030B work session in Lacey, WA ro En 
vlrosphero presentation on environ assessment review 

" Washington, Slate of, 1302 85/03/08 Washington, Slate of 4pp 2993B194 
29936 197 

8504190336 Minutes of nuclear waste board 850301 special meeting In Lacey.WA re 
Ally General rept on litigation potanlial A review of draft environ assessment 
*■ Washington, State 01 . 1301 86/03/01 Washington, State of 61pp 2B93B!34 
2893B 193. 

8504300001 "Reviewing Hydrogeologic Investigations of Nevada Test Silo- Project C," 
monthly progress Ur rept for Mar 1986 

WILLIAMS.RE Williams A Associates FIN B-7377-2 2006 85/04/05 POHLE.J Dwi 
Sion o1 Waste Management tipp 30092 239-30092 249 

8504300036 Discusses usefulness of geosciences project 050404 status 
meeting Supports side looking airborne radar coverage over Slate of WA for inclusion 
of Deaf Smiln County & Nevada Test Site repository areas into USGS projects 
BREWER.WA Washington, State of 1322 85/04/09 OLSON, L Enorgy. Dept of 
2pp. 30072-295 30072 296 

8504300038 Partial transcript of Governor M White comments on high Ai low level 
waste Pp 25 41 

WHITE.M Texas, State of 85/04/29 1 8 pp. 30072 277-30072 294 

8504390067 Summa^ of 850319 21 Salt project coordination meetings w/NRC,CXDE A 
various engineers & contractors in Irvine re Fluor reporting sys, waste package plan A 
repository design criteria Agenda A related documentation end 
MALLONEE.TO Fluor Corp, 1009. 85/04/01, Fluor Corp. 62pp. 30092 292- 
30002 343 

8504300071 Forwards minutes of 050213 public meeting w/NRC re annotated outline 
for preparation of site characterlratlon plans Comments requested by mtcTMay 
1065 W/o end 

NEFF, JO Energy, Dept of. 1005 85/03/27 BOHLINGER,L H Louisiana. Slate of 
2pp 30072 218 30072^219. 
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0604300075 Currenlly scheduled Ofc of Civilran Radwaste Mgl short-ferm program mile 
stones & selected events calendar 

* Energy. Dept of 05/03/28 Energy. Dept of 2pp 30072 216-30072 217 

0504-300080 Summary of Nuclear Waste Advisory Council 050315 meeling in Lacey. WA 
re review of workshops, environ assessment comment submission schedule, status of 
legisfation & litigation rept 

’Washington, State of 1318 85/03/15 Washington, State of 12pp 30072 204- 
30072 215 

6504300063 Provides notification ol upcommq meetings, per 830719-20 

moelings Upcoming meetings include 850502 03 moetings of first repository stales S 
affected tribes in Baltimore.MD 

NEFF,JO Energy. Dept of g872A 65/04/11 LINEHAN.J NRC • No Detailed Affili 
at! on Given FHISHMAN.S Toxas. Stole of FORSYTHE.R Mississippi, Stale of Ip 
30072 203*30072 203 

65D43000B7 Notification of NRC/DOE 850408-08 BWIP project mgt meetings in Silver 
Spring, MO to discuss NRC comments on DES 

OLSON, OL Energy. Dept of 1323 05/04/04 POWER, M S. STEVENS.DW Wash- 
ington. Stale of JIM,R R Yakima Indian Nation 2pp 30072 201-3007 2 202 

8504300100 Informs that Ml Fotey designated Nevada Nuclear Waste Storage Investi- 
fl aliens point of contact for area of environ 

VIETH.DL Energy, Dept of 618 85/04/10 COPLAN, SM Division of Waste Man- 
agement 1p 30072 198 30072 198 

8504300189 'Technical Assistance in Numerical Modeling Assessment of High Level 
Waste Repositories," monthly rept for Mar 1985 

CRANWELL.RM Sandia National Laboratories FIN A-1757 1992 85/04709 
COLEMAN, N Geotechnical Branch (Post 031001) 5pp 30072 185 30072 189 

8504300200 Informs of 850415 receipt of notice of upcoming meetings between NRC & 
DOE on 850408 11 Timely notices requested 

CAMERON.M Mississippi, Stale of 1016 85/04/10 BUNTING, JO Policy & Program 
Control Branch (Post 031001) Ip 30072 104 30072 184 

B504300560 Reguosts NRC comments ro environ ossessment of Hanford repository Ltr 
expressing parallel opinion end Alternatives & original criteria for site selection & con- 
sideration of contammalod govt sites should be discussed 

SZULINSKI.MJ Affiliation Not Assigned 1307 85/04/05 Division ol Waste Manage- 
menl 3pp 30072 038*30072 040 

8504300565 Thirty third monthly progress rept for Mar 1985 Sublasks 1 2 & 1 3 & Tasks 
2 & 3 completod Preparation ol site characterization plan & statistical analysis of hy- 
drochemlcal data ongoing 

WILLIAMS, RE Williams 8 Associates FIN B 7372 3 1979 05/04/03 GORDON, M 
Division of Waste Managemont 5pp 30072 033-30072 037 

8504300567 Fowards questions & comments re surface water hydrology & erosion pro- 
tection for Gunnison remedial action plan, in response to request Droit questions sent 
on 050220 for use at 050221 meeting w/DOE 

KNAPP, MR Geotechnical Branch (Post 831001) 05/02/20 SMITH, RO Uranium Re 
covory Field OKico 5pp 30072 026 30072 030 

8504300569 Forwards status roots for Mar on vicinity properties in listed tocations Repts 
Illustrate data currently stored In vicinity properties data mgt sys & reflect most accu- 
rate info available for each properly 

KRISHNAN.R Jacobs Engineering Group, Inc 05/04/12. THEMELIS.JG Energy, 
Dopt of 72pp 30003 098 30093 1 80 

8504300573 Forwards proprielary Rov 3 to TR-002, "NUS Process Sves Corp Topical 
Reel on 10CFR61 Quolirlod Radwaslo Forms," did Apr 1985 Affidavit requesting ropl 
be withhold end Rept withhold (ref 10CFR2 790) 

VOjT.RE NUS Corp PS 83-2055 85/04/12 PERSON.R Engineering Branch (Post 
831001) 4pp 30072 022-30072 026. 

B504300B81 Agenda for Nuclear Waste Board regular meeting on 050419 in Lacey, WA 

• Washington, Slate of 1310 05/04/19 Washington, State of Ip 30072 020 
30072 020 

85043005B4 "Geochemical Sonsitivity Analysis, " monthly rept for Mar 1985, 
CRANWELL.RM Sandia National Laboratories FIN A-1756 1993 85/04/09 
KELLY .W NRC - No Detailed Affiliation Given, 6pp 30072 013-30072 018. 

8504300B86 Agenda for Nucloar Waste Advisory Council regular meeling on 850419 In 
Lacey.WA 

* Washington, Stale of 1320 85/04/19 Washington, Stale of. Ip. 30070,363 
30070 363 

85043005B7 Requests recommendation for appropriate inactive U mill tailings site for 
case study to illustrate how certain variance provisions of EPA aids would Bs applied 

m pracitco „ 

GUIMOND.RJ Environmental Protection Agency 85/04/16 THEMELISJ, Energy, 
Dopt 0L2pp 30070‘36 1-30070 362 

8504300589 Forwards 850411 press reloase announcing Issuance of final region to-area 
screening methodology & fact sheet lor responding to Inquiries on screening 
methodology Revised final methodology forwarded under soparale cover. 

MANN, S A Energy, Dept of 85/04/10 LINEHAN.J Division of Waste ManagemenL 
9pp 30070 352-30070 360 

6504300590 Confirms 850419 conceptual design review meeting in Denver, CO re Grand 
Junction alternates to bo Included In EIS.Meeting planned for early June to present 
summary of impacts dovolopod . 

THEMELIS.JG, Energy, Dept of 05/04/11 FERRARO, P. Colorado. Slate of ip 
30070 351-30070.351 

6504300592 Mod A005 to cooperative agreement between DOE & Stale o* UT, Increas- 
ing funding 

HILLJV Energy, Dept of 85/04/05. Zpp 30070-349-30070,350 

8504170224 "Performance Assessment Nall Review Group," final rept . , 

LIEBERMAN.JA, DAVIS.S N , HARLEMAN.D R Performance Assessment National 
Review Group 85/02/28 101pp 29903 003-20903.114 
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8504000135 Comments on Chapters 1 & 2 of BWIP draft environ a&sessmeni, per 
84 1 005 request 

REA.PW Army, Dept of, Corps of Engineers FIN 8 6935 1923 85/02/0B Division 
of Waste Management 1 ipp 29693 343-29693 353 

8504080167 "Recommended Safety,Re!iahi(rly,OA & Mgl Aerospace Techniques W/ 
Possible Application by DOE to High Level Radwasto Repository Program," final 
repLTask 2 

BU\ND,WM Management & Technical Consulling FIN D 1014 1917,85/03/08 Divi 
Sion of Waste Management lOOpp 2969 2 260 296 93 0 07 

8504080282 LR 28B-1 Review of "Melhod-ologiea for Assessing Long-Term Perform 
ance of High Level Radwaste Packages," ltr rept 

WHATLEY.sk Oak Ridge National Laboratory FIN 0 0208 1935 85/03/11 

CHANG.KC Engineering Branch (Post 831001) 9pp 29712156-29712 164 

6504080425 Lasts add! comments in form of questions re CorStar benchenarking 
proposal.as discussed on 850222 Questions should be addressed prior lo initiating 
program 

JOHNSON.TC Engineering Branch (Post 831001) FIN 8 6985 1951 85/02/26 
BROOKS.P Repository Projects Branch (Post 831001) 2pp 29711 277 29711 278 

8504080427 Comments on CorSlar 850118 Ur ro benchmarking of computer codes.in 
response to 850205 note Five computer codas form ropresenlativo set of codes lo bo 
used In analysis of high level radwaste repository performanc-e 
JOHNSON.TC Engineering Branch (Post 831001) FIN B 6985 1957 85/02/26 
BROOKS.P Repository Profects Branch (Post 831001) 4pp 29691 357-29691 360 

8604080559 Forwards "Review of Preliminary Rept on Science Applications Inll C-orp 
Workshop on Tectonic Stability & Expected Qrountf Motion at Yucca Mountain,*' rec- 
ommending areas or topics where add I work may be required for adequate assess 
mont 

CHUNG, DH Lawrence Livermore National Laboratory FfN A’0294 EG 85-019 85/ 
03/05, BLACKFORD.ME Geotechnical Branch (Post 831001) Ip 29715 120 
20715180 

>-8504080566 "Review of Pretiminary Rept on Science Applications Inti Corp Workshop 
on Tectonic Stability & Expected Ground Motion nt Yucca Mountain " 

* Lawrence Livcrmora National Laboratory FIN A-0294 85/03/05 NRC - No Dolalled 
AHilialfon Given 32pp 29715.121-29715:152 

-8504060572 "Toctonic Stability & Expected Ground Motion ol Yucca Mountain," rept 
of 840807-08 workshop In La Jolla, CA 

* Science Applications fnterr^ational Corp (formerly Science Applications, Inc) 64/ 
10/02 37pp 207151 53-2971 5T SO 

B5Q40BC563 Thirty-second monthly progress rept & mod for Feb 1905 
WILLIAMS, R E Williams & Associates FIN B-7372-3 1924 85/03/08 GORDON, M 
Division of Waste Management 5pp 29714 324 2 9714 328 

850408060 D Forwards Chapter 8 to "Advance In Well Test Analysi.s," per 860314 dis 
cuss ion of ref used in Palo Duro comment 

WINTER.Q Williams & Associates FIN 8 7309-3 1034 85/03/14 ROSS.F Division 
ol Waste Management 20pp 29713 084-20713 104 

8504090022 Provides review of Nov 1084 monthly progress rept for Contract NRC-02 
83 033 

COOKE.BA Geotechnical Brancii (Post 831001) FIN B 7369 1920 84/12/21 
WILLIAMS, R E Williams & Associates 3pp 29752 343-20752 345 

8604090076 Comments on "Technical Assistance in Geochemistry," menlhly progress 
rept for Jan 1986. 

BROOKS, OJ Goolechnical Branch (Posi 831001) FIN 0-0287. 1956 85/03/14 
WHATLEY, S.K Oak Ridge National Laboratory 4pp. 29749 144-29749 157 

-86040900B2 RH0 6W-SA-219 P Speech entitled "Exporimcnial Investigation of 
Sodium Bentonite Stability in Hanford Basalt," presented at Sixth Inti Symposium on 
Scientific Basis for Radwaste Mgl on B21 101-04. 

WOOD.M I Rockwell fnlernallonal Corp 83/02/28. lOpp 29749 148 29749 157, 

8504090346 "FJteenlh Monthly Progress Repl tor Feb 1985 " 

WINTER.Q. Williams 8 Associates FIN B 7389-3 1922 85/03/11 COOKE, B Division 
of Waste Management 8pp 29752 355-297S2 362 

6504090358 Nolhfces that interagency agreement w/NRC finalized Arrangements for 
850322 mealing discussed 

REUSS.TL interior. Dept of. Bureau of Minos FIN D 1010 1950 85/03/12 
WELDIN.B, BENNETT,H Interior, (Dept of, Bureau of Mines. Ip 20754:127- 
20764 127 

6504090366 Forwards ina|Or conclusions reached by LASL re sorption at Yucca 
Mountain, based on review & assessment of radionuclide sorption info given in LASL & 
Nevada Nuclear Waste Site Investigations publications. 

KELMERS.AD, Oak Ridge National Laboratory FIN B-0200 1916 85/02/20 Oak 
Ridge National Laboratory, 20pp 29752 135-29752 154 

6504090418 "Licensing Methodology Assfstance.Mo niter/ Review Aspects of DOE & 
Other Natl & Inti Waste Mgl Programs, Probability Techniques & Short-Term Technical 
Assistance," monthly repl for Feb 1985 

CRANWELL.RM Sandia National Laboratories FIN A-1ie5 1925 85/03/12 
PEETERS.LA Repository Pro] acts Branch (Post 831001) Bpp 2974B 0C6 29748 010 

6504090421 "Technical Assistance In Qeochomislry," monthly progress repl for Feb 
1985 

WHATLEY.SK Oak Ridge National Laboratory, FIN B 0287 1030, 05/03/11 
BROOKS,DJ Geotechnical Branch (Posl 031001) 3pp 20740 003-29748.805 

6504090422 Comments on Monthly Mgt Ltr 22 for Jan 1965 ro DOE draft envuon as 
sessments of nine high level waste repository sites Progress satisfactory, 
BLACKFORD.ME Geotechnical Branch (Post 831001) FIN A 0294 1054 85/02/26 
CHUNG, D. Lawrence Livermore National Laboraloiy Ip 29748.002-29748 002 
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5504090425 "Tectinical Assislance (or Design Reviews," monthty technical ropl for Feb 
1985 

RAJARAM.V Enoineers International, Inc FIN B-7a2a 1941 85/03/19 

TIKTINSKY.D Engineering Branch (Post 831001) 4pp 29747 359 29747 362 

8504090427 Comments on "Geochemical Sensitivity Analysis.*' monlhly progress repl 
for Jan 1965 flepl fackmg in technical tfoiail 

KELLY, WR Geotechnical Branch {Post B31001) FIN A 1756 1952 65/02/28 
SIEGEL.MD Sandia National LaboraloriDS 2pp 29747 356-29747 358 

0504090430 "Effect of Repository Environ on Performance of Waste Packago/Engi- 
neerad Sys Components," monlhly progre-ss ropt for Feb 1995 
WHATLEY, SK Oak Ridgo (vfationa! Laboratory FIN B 0208 1037 85/03/12 

CHANG, KG Engineering Branch {Post 631001) 2pp 29747 354-29747355 

6504090431 Forwards listed articles re groundwater How. per request 
WINTER.G Williams S Associates FIN B 7369 1946 05/03/10 ROSS,F Division of 
Waste Management 97pp 29747 267 29747 353 

8504090436 "Benchmarking of Computer Codes & Licensing Assistance.*' monthly 
progress repl lor Fob 1985 

VOGT,D,K CorSTAFl Research. Inc FIN B 6985 1942 B5/03/21 BROOKS. P Divi- 
sion of Waste Management 19pp 29745 057-29745 075 

8504090442 "Monlhly Status Rept," (or 850216-030B 
BLAND.WM GeeB's. Inc FIN D 1014 1948 85/03/19 DELLIGATTIi.M S Policy & 
Program Control Branch {Post 831001) 4pp 29731 358-29731 361 

8504060444 "Reviewing Hydrogeologlc (nvestigations of Nevada Test Sile-Pro|ocl C," 
monlhly progress rent for Fob 1985 

WILLtAMS.RE Williams & Associates FIN B 7377 1940 65/03/12 POHLE.J Divi- 
sion of Waste Management 13pp 29743 315-29743 327 

8S0409044B Requests IniUolion of listed tasks, per Task II of F|N A 0294 Tasks supporl 
ive ol analysis of repository site characterization plans expected to be issued fn FV06 
BLACKFORD.ME Division of Waste Management FiN A 0294 1953 85/03/20 
CHUNG,D Lawrence Lwermore National Laboratory 2pp 29731 356 29731.357 

8504060451 Requests review of end listed documents re design of geologic repositor- 
ies under Task 010 to NHC Contract NRC 02-82-030 Reviews shouLd be submitted by 
850419 

TIKTlNSKy.D Engineering Branch {Posi 831001) FIN B-732D 194 5 85/03/07 
RAJARAM.V Engineers International, Inc 4pp 29744 361-29744 354 

850406Q452 Comments on "Preparation of Engineering Analysis lor High Level Waste 
Packages in Geologic Repositories," monthly rept for Jan 1985 
CHANG.KC Engineering Branch (Post 831001) FIN A-4165 1955 85/03/06 
STEPHENS.KW Aerospace Corp 3pp 29745 010-29745 020 

8504090453 "Geotechnical Sensitivity Analysis," monthly repl for Feb 1985 
CRANWELL.RM Sandra National Laboratorios FIN A 1758 65/03/12 KELLY.W 
NRC - No Detailed Afliliatlon Given 13pp 20745 001-29745 013 

8504060454 "Hydrogeology of NTS, Project D," Morithly Progress Ltr Root 67 for Feb 
1965 

SUSS.OR GeoTrans, Inc FIN B-737e-4 1939 85/03/15 POHLE.J A Oivibion of 
Waste Management 2pp 29744 349 29744 350 

8S04060466 Discusses comments on 8WIP environ assossmon.! Reordering of com 
merits 8 addl discussion recommended 

* NRC - No Detailed Affiliation Given FIN D-7372 1944 85/03/12 NRC No De 
tailed Affilialion Given 6pp 29744 23B 29744 243 

0504090472 "Repository Site Description 8 Technology Transfer," monlhly ropi for Feb 
19B5 

CRANWELL,RM Sandia National Laboratories FIN A-115B 1930 85/03/12 
CODELL,R Geotechnical Branch (Post 831001) 7pp 29731 348 29731 354 

8604090480 "Coupled Thermal Hydrological Mechanical Assessments & Site Character- 
ization Acliviltos for Geologic Repositonos," monthly repl for Feb 1965 
CRANWELLRM Sandia National Laboratories FIN A 1755 1929 65/03/11 

NATARAJA,M S Engineering Branch (Post 831001) 17pp 20744 331 29744 347 

B504090485 Responds to 650206 requesl for rovi&w of four documents concerning 
review of draft environ assessment for BWIP site fncompalibility of data scale & appti 
cation scale underscores need for hydraulic properly testing program 
WILLIAMS.RE Williams A Associates FINE 7372 3 1038 65/03/11 GORDDN.M 
Division ol Waste Management 33pp 29745 024-20745 050 

8504090496 “Technical Assistance in Numerical Modeling Assessment of High Level 
Waste Roposilories," monlhly repl (or Feb 1985 

CRANWELL.RM Sandia National Laboratories FIN A 1757 1926 85/03/11, 

COLEMAN.N Geotechnical Branch (Post 83 1 001) 2pp 29745 021 29745 022 

8504100013 "Technical Assistance in Solsmo-Toclonic Impacts in RoposHories,” 
Monlhly Mot Ltr Rept 23 for Feb 1085 

CHUNG.DH, CUMMINGS, GE Lawrence Livermore National Laboratory FIN A 0294 
23 85/03/11, BLACKFORD.ME Geotechnical Branch (Post 831001) 4pn 
29775058 29775 061 

8504100019 "Lab Evaluation ol DOE Radionuclide Solubility Data & Sotocted Rolarda- 
tion ParamotGra.Experiinemal Stralegles.Lab Techniques & Procoduros." progress 
repl for Feb 1385 

WHATLEY .SK Oak Ridge National Uboralory FIN B 0290 1932 85/03/11 
BRADBURY, JW Geotechnical Branch (Post 031001) 5pp 29775 053-29776 057 

0504100022 "Mainlof Compuier Programs,” monthly rept (or Fob 1085 
CRANWELL,RM Sandia National Laboratories FfN A-t166 1931 86/03/11 

CODELL, R Geotechnical Branch (Post 831001) 2pp 29775 051-20776 052 

8504100028 "Preparation of Engineering Anatyst<5 for High Level Waste Packages In 
Geolcmc Reposilones," monlhly progress repl for Fob 1985 

STEPHENS.kW Aerospace Corp FIN A 4165 5 t933 85/03/15 CHANG.KC NRC 

• No Detailed Affiliation Given 11pp 29775 040-29775 050 

8504100033 Forwards review of BMI/ONWI-539, "Nuclear Waslo Repository SimuFallon 
Experiments, As so Salt Mine, Federal Republic of Germany Annual Repl 1983" Signifi- 
cance of program to NRC waste mot program 8 documenl summary onci 
DAEMEN.J Affiltalioi^ Not Assigned FIN A- 1755 1919 85/93/07 PEARRING.J R 
Office of Nucloar Material Safety & Safe8uards.Director Spp 29775 031-29775 039 


6504100510 Forwards revised Ur rept re review of draft environ assessment for 
BWIP Typos in 85031 1 version of rept corrected 

WILLIAMS.RE Williams & Associates FIN B 7372 1949 85/03/19 GORDON. M Di 
vision of Waste Management 2pp 29775 102-29775 137 

”8504100518 Revised Ltr Rept 116 on review of environ assessment for BWIP 
WILLIAMS.RE Williams & Associates FIN B-7372 85/03/18 GORDDN.M Division 
of Waste Management 34pp 29775 104-29775 137 

8 S04 100620 Lir Rept 1 16 on review of documents re environ assessment for BWIP 
WILLIAMS.RE Williams 8 Associates FIN B-7372 1015 85/03/11 GORDDN.M Di 
wswrt of Wesfe WanagemerTf 33pp 29775 069-29775 101 

05O41OD618 "Review of DOE Waste Package Program" & "Waste Packago VerJication 
Tests,*' monthly mgf rents for Feb 1905 

KATO.WY, DAVIS.MS, SOO.P Brookhaven National Laboratory FIN 6-3164. 1943 
85/03/19 WICK.EA High Level Waste Licensing Management Branch 22pp 
29775 156-29775 177 

8504170215 Forwards list of computer codes In siting, radiological assessment & reposi- 
tory desigri area being tested against repository benchmark problems CorSTAR pro- 
paring to transfer selected codes, Listing of desired codas requested 
MILLER.HJ Repository Projects Branch (Post 831001) FIN B 6985 1062 85/04/02 
KNAPP.M R Geotechnical Branch (Post 831001) GREEVES.J T Erginearing Branch 
(Posl 631001) HIGGINBOTHAM. L Low Love) Waste & Uranium Recovery Prolecis 
Branch Spp 29904 251-29904 255 

8504170254 Trip rept of 641114-15 meelings w/ORNL to familiarize J Bradbury w/FLNs 
B-0287 & 0-0200 Meeling minutes end 

STARMER.R J BROOKS DJ , BRADBURY.J W Geotechnical Branch (Posl 831001) 
FIN B-02B7 1966 05/02/22 KNAPP.M R Geotechnical Branch (Post 8310 01) 7pp 
209OM71-299O1 177 

8504170528 Forwards matrix re relationship between 10CFR60 design issues & info 
needs for BWIP, Nevada Nuclear Waste Storage Investigations & Site Raposilory 

RAJARAM.V Engineers International. Inc NRC 02-62 030 1970 85/03/26 

TIKTINSKY.D Engineering Branch (Post 831001) 2pp 29905 260 29905 262 

8504170675 Comments on Jan 1985 progress rept for FIN A-1165 Integration task 
meeting scheduled for early Mar 1905 postponed 8 will be rescheduled in late Apr 
1985 Ack delay In contracting of experts for probability task 
PEETERS.LA Repository Projects Branch (Post 031001) FIN A-1165 1965 85/03/ 

01 HUNTER, R Sandia National Laboratories 1p 29004 144-29904 144 

8604170602 Comments on "Review of Waste Package Verification Tests," draft blan 
nual rept.NliREG/CR 3091. Vol 6 Obsen/alion of pitting corrosion on carbon sIqbvo in 
methane atmosphere w/ & w/o radiation should be more prominently displayed 
WICK.EA Engineering Branch (Post 031001) FIN A-3164 1968 85/03/04 SOO,P 
Brookhaven National Laboratory. 6pp 29901 359-29002 001 

8504100018 Forwards "Review Comments of Draft Environ Assessment Swisher A Doal 
Smith Countles.TX per Article III E request 

SURKART.AH Army, Dept of. Corps of Engineers FIN B-6035 1958 85/04/12 
Document Management Branch 15pp 29920 302-29920 316 

8504180019 Advises that review of Jan 1985 monlhly progress repl re FIN 0-7389 
completed Communication 46 re updated document reviews of ONWI-503 8 second 
status rept on regional groundvrater flow modeling In Paradox Basin, UT acceptable 
COOKE, BA Geotechnical Branch (Posl 031001). FIN B-7389 1904 65/02/28 
WILLIAMS, RE Williams & Associates 2pp 20916-357-29916 35B 

8504168021 Forwards formal response to NRC review comments re Task 3 draft final 
repl "Engineered Barriers Sys Design for High Level Nuclear Waste Repository in 
Deep Basalts " 

PEHTZ.DL Goldor Associates FIN B 6906 1959 85/03/22 PiniGLIO.C L Low- 
Levot Waste & Uranium Recovery Projects Branch Spp 29920 359-20920 361 

8604160025 Forwards MOD OE-GM02-85CH 10230 between DOE/Chicago oporation 
ofc & Dept ol Army 

KELLY, 8 I Army. Dept of FIN 0-6935 1990 05/03/27, JUSTUS.P Gaolechmcal 
Branch (Posl 031001) epp 20920210-29920217 

85041 B01 16 Informs of review of Jan 1985 monthly progress rept for FIN B 0290, "Lab 
Evaluation of DOE Radionuclide Solubility Data & Selected Retardate n 
Paramelers.Experimenlal Strategies, Lab Techniques 8 Procedures " 

BRADBURY.J W Geotechnical Branch (Post 831001) FIN B-0290 1969 66/03/05 
WHATLEY.S K Oak Ridge National Laboratory, 1p 29921 186-29921 186 

8604180171 Commentsi on Jan 1985 progress lira for FIN A’3164, "Review ot DOE 
Waste Packago Program" & FIN A-3167, "Review of Waste Packago Verification 
Tests " 

WICK.EA Engineering Branch (Posl 831001) FIN A-3164 1971 B5/03/11 SOO.P 
Brookbavop National Laboratory 2pp 29921 146 29921 147 

8504180213 Advises that review ot Jan 1985 monthly progress repl for FIN A-t757 
completed Work satisfactory Preliminary review of modeling scenario re possibCo el 
feels of Hanford Site waste water disposal activities end 

COLEMAN.N M Geoiachnlcal Branch (Post 031001) FIN A-1757 1067 86/02/28 
CRANWELi.R.M Sandia National Laboratories 21pp 29921 119-29921 139 

8B04300001 "Reviewing Hydrogeologic Investigations of Nevada Test Site- Pioject C." 
monlhly progress Hr repl for Mar 1985 

WILLIAMS, RE Williams & Associates FIN B-7377-2. 2006 85/04/05 POHLE.J Divi- 
sion of Waste Management tlpp 30092.239-30092 249 

8604300189 'Technical Assistance in Numerical Modeling Assessment o1 High Level 
Waste Repositones," rnonthfy rept for Mar 1985 

CRANWELl.R M Sandia National Laboratories FIN A 1767 1992 85/01/09 

COLEMAN.N Geotechnical Branch (Post 831001) Spp 30072 185 30072 189 

8504300565 Thirty-third monthly progress rept for Mar 1905Sub1asks 1 2 & 1,3 & Tasks 

2 & 3 completed Preparation of site characterization plan & statistical analysis ot hy 
drochemlcal data ongoing, 

WILLIAMS.RE Williams & Associates FIN B-7372.3 1979, 85/04/03, GORDON, M 
Division of Waste Management Spp 30072.033 30072 037 
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0504300584 ‘’Geochemical Senbitiyily Analysis," monlhly repl for Mar 19B5 
CRANWELUR M Sandia National Laboratories FIN A 1756 1993 85/04/09 

KELLY. W NRG No Detailed Affilialton Given Cpp 30072 013 30072 018 


XPORTLIC EXPORT AND IMPORT LICENSES 


84 102 20222 Forwards revised application to e^^port commercial grades of graphite to 
Brazil 

HEABERLIN.CL Poco Graphite, Inc (subs of Unior^ Oil Co of California) 04/09/18 
HEMBY.E NRC • No Detailed Affiliation Given ip 27115 063 27115 085 

*-‘8410220223 Revised application for license to oxport commercial grades of graphite to 
Brazil 

MURPHREE.C P Poco Graphite, Inc (subs of Union Oil Co of California) 84/08/24 
2pp 27115 084-27115 085 

8412140451 Executive Branch position re Edlow Inti Co application to export 100,000 Ci 
tritium (or reexport in bulk gaseous form to various countries over 4*yr period License 
should be granted 

DEVINE, JO State, Dept of 84/12/05 SHEA.J F Office of Internationa! Programs, 
Director Ip 2/957 331 27957 331 

8504920003 Raises no objection to retransfer of 20,646 kg U.onriched to 3 2% U-235,to 
Spam 

CALKIN, G A Canada, Govt of WJ 24 85/03/12 STOIBER.CR Slate, Dept of. 
Bureau of Oceans & Inti Environ & Scientific Affairs Ip 29585 274 29585 274 

8504020367 Amend 5 to GE export flcensa, extending expiration dale to 880630 
ZtMWERMAN.JV Assistant Director for Export/lmport & International Safeguards 
aDW05 019 85/03/18 Ip 29505 363 29585 363 

66Q4Q20407 License lor Union Carbide Corp to oxport 11,169 lb nuclear grade 
graphite, in form of rods, to Japan 

PETERSON, M R Assistant Director for Export/lmport & Inlornalional Safeguards 70 
4939 10 85/03/19 Ip 29506 257*29586 257 

650403QD23 Corrected Amend 5 to Westinghousa export license .extending expiration 
date from 851231 to 861231 & Increasing mall authorized to 6,654 hg U-235,con 
lained in 234,510 kg U.lo Spain 

ZIMMERMAN, JV Assistant Diroctor for Export/lmport & International Safeguards 
MMHC06 85/03/12 1p. 29606 057-20606 ObO 

8504030031 Llr of assuranco confirming that Govt of Canada has no ebjocllon to pro- 
posed change of destination ro retransfer of 28,646 kg U, enriched to 3 2‘;b.to Spain 
CALKIN, G A Canada, Govt ol WI-24 85/03/12 STOIBER.CR Slate, Dept of. 
Bureau of Oceans & Intt Environ & Scienfiftc Aflairs 1 p 29606 033 29606 033 

8604030036 Application to amend license to oxport.romoving stalomonl "for conversion 
to UFO & subsequent return to US for enrichment" & adding emlchment by listed 
companies 

RAVENSCROFT.N Edfow International Co 85/03/14 HEMBY.E Assistant Director 
lor Export/lmport & International Safeguards 2pp 29606 031 29606 032 

8504040363 Amend 2 to Exxon Nuclear Co, Inc export llconso,lncroaslng quantities of 
matl 1o 433,401 kg U 

PETERSON.M R Assistant Dlreclof for Export/lmport & Inlornalional Safeguards 85/ 
03/27 2pp 2D657 204-29657 295 

8504040369 Forwards applications for licenses to export 30 3 kg U 235, contained m 
32 6 kg U & 55 kg U-235.containofl In 59 1 kg lo Franca 

HANNETT.0 A mnsnucloar, Inc TNP-459 85/03/25 MOORE, N Office of Inlerna 
lion al Programs, DIroclor Ip 29657 283-20657 293 

<•8504040374 Application for license to export 30 3 kg U,cor^talned in 32 6 kg UF6,to 
France 

HANNETT.BA Transnucloar, Inc TNP-460 85/03/26 5pp 29657 284 29857 288 

-0504040300 Application for license to export 55 kg U, contained in 59 1 kg UF6,lo 
Fffinco 

HANNETT.BA Transnuclear, Inc. TNP 459 85/03/25 5pp 29657 289 20867 293, 

8504040394 Application to amend ticonso to export.lncroasing quantity to 1,704 200 kg 
U 2 35, contained In 55,548 kg U & 0 243 kg U 235,conlalnod in 6 kg U,to West 
Gormany End use statomont end 

HANNETT.BA Transnuclear. Inc (RBU 433) 06/03/28 MOORE,N Office of Interna- 
tional Programs, Director 2pp 29657 201-20657 202 

6504040399 Requosts Execulivo Branch position ro end Transnucloar, Inc application 
for license lo export SNM lo France W/o end 

ZIMMERMAN.JV Assistant Director for Export/lmport & Inlornational Safeguards 
B5/03/2Q STOIBER.CR Slate, Dept of, Bureau of Oconns & Inll Environ, & Scien- 
tific Affairs 1p 29657.280 20657 280 

8504040404 Forwards application from Inll Customs Svrc.Inc to export 96 5 kg depleted 
U lo Switzerland Info from earlier case ro new request also end Export license will bo 
issued on 850412 W/o ends 

ZIMMERMAN, JV Assistant Director for Export/lmport & Inlornational Safeguards 
85/03/28 STOIBER.CR. Stele, Dept of, Bureau of Oceans & Inti Environ & Scien- 
tific Affairs Ip 29057.279 29657.279 

650404040B Application to amend license to oxport, Inc reading quantity to 1.833 BOD kg 
U 235, contained in 53,714 kg U.to West Germar^y. 

HANNETT.B A. Transnucloar, fnc (RBU 394), 05/03/26 MOORE.N Office ol Interna 
tional Programs, Director 2pp 29657 277-20657 278 

8504050001 Requests Executive Branch position ro end Transnucloar, fnc application 
for license to export SNM to France W/o onci 

ZIMMERMAN, J V Assistant Director for Export/lmport & Inlernalionat Safeguards 
65/03/28 STOIDER,C R, Stale, Dept of. Bureau of Oceans & Inti Environ & Scien- 
tific Alfalrs 1p 29674.276-29674.276 

8504080454 Forwards Safeguards Insp Rept 110-03569/05 91 No violations 
observed Major areas inspected SNM shipmonl authorized under Export License 
XSNM 2160 Rept withheld (ref 10CFR2 70Or ^ ^ 

MONTGDMERY.J L. Region 6, Office of Direclor 85/04/04 FLOWERS.F D General 
EledrtcCo 2pp 29677 014-20677 016, 


8504000533 Ltr ol assurance re Taiwan Power Co applicalfon for amend lo License 
XSNM-2138 Transfer ol mail identified on application will be sub| to Section 123 ol 
Atomic Energy Act. as amended 0 Dean 850311 tlr end 

CHIEN.FF Taiwan, Govt of (Republic of China) 85/03/25 DEAN.O Stale. Dept of 
2pp 29715 331 29715 332 

8504000530 License for Milsubrshi Inll Corp to export 428 kg U 235, contained in 
1 2,420 koU, to Japan 

ZIMMERMAN, J V Assistant Director for Export/lmport & Inlernational Safeguards 
HSA 5484 04 05/04/03 2pp 29714 362-29714 363 

8504080542 License for Mitsui & Co {USA),lnc lo export 504 kg U-235. contained in 
1 6,6 1 4 kg U.to Japan 

ZIMMERMAN, JV Assistant Director for Export /Import & International Safeguards 
MBK ri-RlO 85/04/03 2pp 29715 001-29715 003 

8504000546 License for Mitsui & Co (USA)Jnc to export 1,133 kg U 235. conlained in 
35,066 kg U.to Japan 

ZfMMERMAN.JV Assistant Director for Export/lmport & International Safeguards 
MBK H2 R7/8 (A) 85/04/03 2pp 29714 360-29714 361 

8504090204 Advises of upcoming irradiated reactor fuel transport, per 
10CFR73 37 Safeguards info deleted 

RAVENSCROFT.N Edlow Interralional Co BNFL/JRC/85 05/03/ 19 Region 4, 
Office of Director 2pp 29700 230-29700 231 

8504100114 License for Marubeni America Corp to export 554 kg U 235, conlained in 
18,562 kg U.lo Japan 

ZIMMERMAN, J V Assistant Director for Exporl/lmpofl & International Safeguards 
ZH0369(A) 05/04/01 Ip 29774 359 29774 360 

8504100143 Forwards applicaifon lor export license tor minor nuclear oxparl Ltr of as- 
surance reguired 

ZIMMERMAN.JV Assistant Director for Exporl/lmport & International Safoguards 
85/03/29 THORNE, CE Energy. Dept of Ip 29774 344 29774 346 

-B504 100149 AppJtcation for license to oxport 11,641 Kg U02,as powder, to Japan 
WILSON.BD Genera! Electric Co BOW 024-85 85/03/27 2pp 29774 345 
29774 346 

8504100180 Ltr of assurance re export of 180 kg U 235,contained in 5,934 kg U,lo 
Japan 

OZAWA, M Jaoan. Govl of 85/03/26 THORNE, CE Energy, Dept of Ip 
29764,360 29764 360 

8504100184 Llr of assurance re oxport of 426 kg U 235, conlained in 12,420 kg U,to 
Japan 

OMWA.M Japan. Govl of 85/03/28 THORNE, CE Energy. Dept of Ip 

29764 359 29764 359 

8504100192 License for Marubonl Amorica Corp to export 160 kg U-235, contained in. 
5,934 kg U.io Japan End use statement end 

ZfMMERMAN.JV Assistant Director for Export/lmport & Internalional Safeguards 
ZH03691B) 85/04/01 2pp 29764 357 20764 350 

8504100270 Llr of assuranco fo export of 554 kg U-235.conlained in 18,562 kg U.to 
Japan 

OZAWA.M Japan. Govt of 05/03/28 THORNE, CE Energy, Dept of Ip 

29764 355 29764<355 

8504100346 Ltr of assurance ro oxport of 146 kg U 235,contarned in 4,636 Kg U,to 
Japan 

OZAWA.M Japan, Govl ol 65/03/20 THORNE, CE Energy, Dept of Ip 

20775 155-207f3 155 

8504100423 Ltr of assurance re export of 1,133 kg U 235, contained in 35,066 kg U.to 
Japan 

OZAWA.M Japan, Govl of 05/03/28 THORNE.CE Energy, Depl of Ip 

20775*145 29775 145 

8504100723 License for Mil&ul & Co (USA), Inc lo export 146 kg U-235, conlained in 
4,630 kg U.to Japan 

ZIMMERMAN.JV Assistant Director for Export/Import ^ International Safeguards 
MBK-H2R7(B) 05/04/03 2pp 29774 223-29774 224 

6504110748 Application for license to export 1,490 kg U 235,conlain0d m 43.190 kg 
UF6,lo Japar> 

SHIBATA.Y Mitsubishi Inlornalional Corp (subs of Mitsubishi Corp) HSA-5404 05 
85/03/26 3pp 29790 048 29790 050 

8504120013 Ltr of assurance ro Transnuclear, Inc 050326 appllcatior^ lo arnond license 
lo oxporl, Increasing amount to 1.704 2 kg U 235 contained in 55,540 Kg U & 0 246 kg 
U 235, contained in 0 kg U.to Sweden 

DUBOIS, D European Communilias, Commission of AGF/02/RSU/67 85/03/29 
THORNE.CE Energy, Dept ol Ip 20795 129-29795 120 

8504120018 Ltr of assurance re Transnuclear.lnc 850326 application to amend license 
lo export.incroasing amount lo t, 633 869 kg U-235, contained in 53,714 kg U.lo 
Sweden, 

DUBOIS, D European Commumlles, Commission of AGF/O2/n0U/6a B5/03/2S 
THORNE.CE Energy, Dept of Ip 29795 128-29795126 

8504120458 Hr of Bssurance ro export of 504 kg U 235,contafnod In 16.614 kg U.lo 
Japan 

OZAWA.M Japan. Govt oL 05/03/20 THORNE.CE Energy, Dept of 1p 
29795 ISO‘29795 150 

8504160544 Applfcallon to amend ficenso to export.lncroaslng amount lo 3676 92 kg U 
235,con1ainea in 107,280 kg U End use slaiomont end 

HANNETT.BA Transnuclear. Inc R8U-455 85/04/01 MOORE.N Office of Inlcma- 
lional Progranns. Dircclor 2pp 2981 1 243 2981 V244 

8504150548 Application for hcense lo oxport 1.776 Kg U 235, conlained In 44.400 kg 
UF6,to England 

HERSCH.MM Weslingho use Efectric Corp MMH625 05/03/25 Ip 29611 242 
29S11 242, 
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B50-116054S Requests Executive Branch position re West ingho use appficalton lor 
amend to export licensQ.supsrsedmg 830511, 25 & 0919 applications 
ZIMMER MAN, J V Assistant Director for Export/lniport & International Safeguards 
85/04/08 STOlBER,CR Energy. Dept of Ip 29036 217 29836 217 

8504160553 Forwards appficalion for export license for imnor nuclear export Ur of as- 
surance /squared W/o enci 

ZIWMERMAN.JV Assislanl Director tor Export/lmport & InlernatJonal Safeguards 
65/04/08 THORNE, CE Energy. Dopi of Ip 29836 209 29836 209 

8504170005 Forwards amertded application for license to export 5,000 kg H2 owd© to 
Canada for upgrading purposes 

ZIMMER MAN. J V Assistant Director for Export/Import & International Safeguards 
85/04/05 STOtBER.CR State, Dept of. Bureau of Oceans &. Inll Environ & Scien 
tilic Affairs Ip 29904 305 28904 306 

-8504170D08 Amended applJcalion for license to export 5.000 kg H2 oxido to Canada 
for upgrading purposes 

WRIDT.T Aldrich Chemical Co , fnc (subs of Sigma-Aldrich Corp ) 65/04/02 Assist- 
anl Director for Exporl/lmport a International Safeguards Ip 29904 306 29904 306 

8S04170274 Forwards application for export license for minor nuclear export Ur of as 
suranco required 

ZIMMERMAN, JV Assislanl Director for Expo/t/Import & fnternaliona! Safeguards 
B5/04/0B THORNE.CE Energy. Dept of Ip 29904 244-29904 247 

-6504170280 Forwards application for license to export slightly enriched IIF6 to Japan 
SHIflATA.Y Mitsubishi International Corp (subs of Milsobishi Carp) HSA-5484 05 
05/03/29 Assistant Director for Export/ Inrport & International Safeguards 2pp 
29904 245 29304 247 

-8504170265 Application (or license to export 43,190 kg U.enriched to 3 40% UF0,lo 
Japan 

SHIBATA.Y Mitsubishi International Corp <subs of MdsubishI Corp) HSA-5484-06 
65/03/26 Ip 29904 247-29804 247 

8504170578 Amend 2 to license for Exxon Nuclear Co, Inc, Increasing total quantity of U 
authorized for export to 341,275 kg. to Taiwan 

ZIWMERMAN.JV Assistant Director for Export/ Import & fnternatronal Safeguards 
85/04/04 2pp 29 909 245 29909 246 

8504170633 Forwards application for amend to export license for minor nuclear 
export Ltr of assuranice required W/o end 

ZIWMERMAN.JV Assistant Director for Export/Import & fnlernaUonal Safeguards 
85/04/08 THORNE.C Energy, Dept of Ip 2B909 145-29909 145 

0SO423OO91 Application for license to oxpofl 5,941 kg U, containing 171 kg U«236Jo 
Japan 

OKADA.S Mitsui & Co (USA), Inc (subs of Milsul- A Co. Ltd) MBKT2-fla 05/04/ 
04 Ip 29973 104-29973 104 

8604230097 Application to amend license to export .increasing max enrichment In U 235 
to 4 5% & including any US civil power reactor 

HERSCH.W M Wsslinghouse Electric Corp WMH 629 05/04/09 ZIMMERMAN .J V 
Assistant Director for Expoft/lmport 8 Inlernational Safeguards Ip 28973 097 
29973 097 

8504230103 Application to amend license to export.extendmg oxpl ration date from 
861231 to 020131 

HERSCH.M W WeslinghousB Electric Corp MMH 627 85/04/08 ZIMMERMAN.J V 
Assistant Director for Exporl/Import & fnlerrational Safeguards Ip 29973 056- 
25973 056 

8504230268 Application to amend license to export.extendmg expiration dale from 
860101 to 131231 

HERSCH,W W WeslinghouSQ Electric Corp MMH-628 85/04/08 ZIMMERMAN.J V 
Assistant Director for Export/Import & fotc/naliortal Safeguard's Ip 29972,346- 
29972 346 

3504230275 Application to amend license to exporMncrea&ing quantity to 2,200,000 nat 
ural U,in form of U ore concenlratos of UF6 

HANNETT.BA Trans nuclear, Inc MiSC427 85/04/09 MOORE, N Offlceoflnterna- 
1 10 ral Programs, Director Ip 29972 345 29972 345 


8504230289 License lor Transnuclear.lnc to export 159 54 kg U-235, contained in 
4,143 920 kg U & 0,039 kg U-236, contained in 1 000 kg U,to West Germany 
ZIMMERMAN.J V Assistant Director for Export/fmport & International Safeguards 
nBU 450 85/04/12 2pp 29972 342-20972 343 

85G4230296 Corrected license for Mallinckrodt.Inc to oxport 181 kg natural U & 6B kg 
natural thorium, cortlarned in 58,968 kg cofumbiurn & tantalum oreSifespectivGlyJo 
West Germany 

ZIMMERMAN.JV Assistant Director (or Export/Imporl & (nternatfonal Safeguards 
STB 401 85/03/26 2pp 29973 001-29973 O02 

8S0424015B Application for license to oxport 1 4 g U 230, enriched to 93% U 235 Jo 
Italy End use statement and 

HEIMAN.D Reactor Experiments. Inc ITAL-50565 85/04/03 2pp 20986 172 
29986 1 73 

8504240163 Executive Branch position re Aldrich Chemical Co applrcalion to export 
5,000 kg heavy water to Canada for upgrading by Ontario Hydro & return to 
US License should be granted 

DEVINE.J B State, Dept of. Bureau of Oceans & Inti Environ & Scientific Affairs 65/ 
04/12 SHEA,JR Office of fnlernational Programs. Director Ip 29066,193 
20986 1 93 

B 50 4240208 Executive Branch position re Aldrich Chemical Co applicatior> to oxporl 
2,500 kg heavy water to Canada License should be granted 
DEVINCJB Stale, Dept of, Bureau of Oceans & Inii Environ & Scientific Affairs 05/ 
04/03 SHEA. JR Office of Inlornalional Programs, Director Ip 29978 361' 

29978 361 

8504240208 Requests Execulivo Branch posilion re Transnucfoar.lnc application for li- 
cense to export, increasing quantity to 2.200,000 kg U in form of UF6 
ZIMMERMAN.JV Assistant Director for Exporl/fmport & International Safeguards 
B5/04/15 STOlflER.CR State, Depl of. Bureau of Oceans & Inti Environ & Scion- 
bfic Affairs Ip 29986 166-29986 1 71. 

B50424042S Executive Branch position ro Edfow Inlt Co application to export 750.000 Ci 
bulk gaseous tritium (e Unbted Kingdom License should be granted 
DEVINE, J B Slate, Dept of, Bureau of Oceans A Inll Environ A Scientific Affairs 05/ 
04/12 SHEA, JR Office of International Programs. Director Ip 29900 139- 

29986 139 

8504 240444 License for Inti Customs Svc.Inc to export 96,600 kg depleted U as sold 
metal Platos.to Switzerland 

ZIMMERMANJV Assistant Director for Export/Import A International Safeguards 
85/04/16 2pp 20978 340-29978 349 

8504240679 Forwards application for oxport license for minor nuclear oxport Ltr of as- 
surance required 

ZIWMERWAN,JV Assistant Director for Export/Import A International Safeguards 
85/04/15 THORNE.CE Energy. Dept of Ip 29970 275 29970 276 

8504240882 Executive Branch position re (nil Customs Svc.Inc application to export 
96,600 kg depleted U to Switzerland License should bo granted 
DEVINE.J B Slate, Dept of 05/04/10 SHEA, JR Office of International Progrema, 
Director Ip 29986 306-29986 306 

6604259428 Corrected license for Transnuclear.lnc, to export 159 54 kg U 235,c;onlained 
in 4143 92 kg U A 0 039 kg U 235, contained m 1 kg U (as sampJeMo West Germany 
ZIMMERMAN,JV Assistant Director for Export/Import A International Safeguards 
RBU458 85/04/12 2pp 30029 053-30029 054 

8504300520 Requests Executive Branch position re Ediow fnll Co applicalicn (or amend 
to license to cover balance of 329,480 kg natural U A adding Spam as add I ultimate 
destination 

ZIWMERMAN.JV Assistant Director for Export/Import A international Safeguards 
05/04/23 STOIBER.C R Slate, Dopt, of, Bureau of Oceans A fnll Environ A Sefen 
I fic Affairs Ip 30072 109 3 0072 1 06 

8504300574 License for Aldnch Chemical Co, Inc to export 450 kg deuterium oxide to 
Canada 

ZIMMERMAN.JV Assislanl Director for Export/lmport A Inlernalional Safoguards 
65/04/17 Ip 30072 021 30072 021 
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AUTHOR 

ACCESSION 
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AAMODT,M M 

050422020/1 

50 289 

G 

ALEXICH.M P 

8504260105 

50-316 

P 

ASH.E B 

8504000384 

WASTE MGT 

AAMOOT.M M 

0504220205 

60-289 

G 

ALEXICH.M P 

8504200370 

50-315 

P 

ASH.E.a 

8504090010 

WASTE WGT 

AAMODT.M M 

0504240419 

SO 209 

Q 

AlEXICH.M P. 

8504300501 

50-315 

Q 

ASH.BF 

8504260011 

50-317 

P 

AAMODT.N 0 

6504160630 

50 209 

G 

ALEXION.TW. 

8604020416 

50-403 

P 

ASH0URN.DJ 

8504240420 

50-397 

J 

ABEL.K H 

0504030419 

NUREG 


ALGER.D M 

8504290205* 

50-188 

Q 

ASHE.F. 

8504170474* 

5D-3BB 

S 

A0ELSON,H 
A0ELSON.H 1 

03062601 85 • 
8504170661 

50 461 

50 333 

A 

P 

ALLAN,JM 

ALLEN, D e 

6604230337* 

8504100167 

FOJA 

PRM 


ASKEGAARD.OH 
ASKWITH.H H 

8504120312* 

8504000435 

50-341 

TOPREP 

J 

ADAM.P 0 

8504060073 

50 483 

P 

ALLEN, W.H 

8504300063* 

SO 408 

G 

ASKWITH.H H 

8504000440* 

TOPREP 


ADAMOVITZ.SS 

8504150690* 

STATE PRO Q 

ALLEN, W.H 

8504300083* 

50 408 

G 

ASMUSSEN.K 

8504020380* 

50-267 

s 

ADCOCK, B,R 

8504010049 

50 170 

R 

ALLEY, R,W. 

8504040378* 

50 440 

T 

ASSELSTINE,J.K 

8504250544 

50-276 

u 

ADDISON, E L 

0504250235* 

50 321 

1 

ALOOT.CS 

8312010227* 

50 35B 

G 

ASSELSTINE.J.K 

8504300642* 

COMMISSION 

AOENSAM,e Q 

8410110536 

50 369 

P 

ALTENBACH.TJ 

8604160524* 

60 443 

A 

AU J Y. 

8504090199 

5D-2B9 

G 

ADENSAM.EG 

0410110540* 

50 369 

P 

ALTO.RA, 

8504260363 

70-1201 


AUJV 

8504090202* 

50-269 

G 

ADEN SAM, EG 

0504020371 

50 369 

P 

AMHONEY.O 

8604100708* 

MISO 


AUGER. J.C 

8504050254 

50-320 

S 

ADEN SAM, EG 

0504020374* 

50 369 

P 

AMY.QO 

0504080264 

70-371 


AUGER.J C 

8504100647 

50-320 

S 

ADEN SAM, E G 

0504020390 

60 327 

P 

ANAYA.T 

8S04050315 

STATE PRO G 

AUGER .XC 

8504260389 

50-320 

S 

ADEN SAM, EG. 

0504090460 

50 395 

P 

ANAYA.T 

0504160448 

PRM 


AULUCK.R 

8504150622* 

50-307 

P 

ADENSAM,EG 

0504090462* 

50 395 

P 

ANOERSON.C J. 

8504010129* 

50-364 

Q 

AUSTIN 

8504040023 

70-3C4 


ADENSAM,EG. 

6504090402 

50 416 

P 

ANDERSON, C J. 

8504020089* 

50 334 

Q 

AUSTIN.Q 

8504180625 

50-295 

R 

ADENSAM,E.G 

8504090407* 

50 416 

P 

ANDERSON.CJ 

8504080059* 

50 423 

Q 

AUSTIN.J H 

8504150406 

50-352 


ADENSAM,E G 

8604W0536 

50*395 

P 

ANDERSON, CJ 

8604080500* 

SO 220 

Q 

AUSTIN.J H 

8504170463' 

50-277 

1 

ADENSAM,EG 

8504170539* 

SO 305 

P 

ANDERSON.C J. 

8504080503* 

50 352 

Q 

AUSTIN,J H 

8504170585 

50-277 

1 

ADENSAM,E.Q. 

0504190549 

50*424 

E 

ANDERSON.CJ 

8504090194* 

50 272 

Q 

AUSTIN.M A 

8504020419 

70-364 


ADENSAM*EQ 

8504100566* 

50 424 

D 

ANDERSON.C J, 

8504110422* 

50 334 

Q 

AUTRY.V.R 

8504090296* 

WASTE MQT 

ADENSAM,E G 

8504100569* 

60 424 

D 

ANDERSON.CJ. 

8504160206* 

50 443 

Q 

AXELRAD.J. 

8504040105 

r&E 


ADENSAM.EG 

0504190573* 

60 424 

D 

ANDERSON.C J. 

0504160220* 

50-352 

Q 

AXEL R AO. J 

8504040409 

r&E 


ADENSAM.EG 

0504190577* 

50 424 

D 

ANDERSON.CJ 

8504180438* 

50 322 

Q 

AXELRAD.J. 

8504080511 

l&E 


ADENSAM.EG 

0504250130 

50 413 

P 

ANDERSON.CJ. 

8504300408* 

60 412 

Q 

AXELRAD.J 

8504150267 

1&E 


ADENSAM.E.G 

0504250390 

60 413 

P 

ANDERSON, J,J 

8504300014 

50 280 

S 

AXeLRAO.J 

8504170013 

50-315 

Q 

ADENSAM.E.Q 

0504300507 

60 390 

A 

ANDERSON.S M 

8504100601 

60 133 

H 

AXEL R AD. J 

8504220069 

f&E 


AD1S0MA.GS 

0504090456 

NUREQ 


ANDREWS.R L 

6504020109 

60 285 

Q 

AXELRAD.J A 

8 50403035 B 

50-298 

0 

AKGUN,H. 

8504090456 

NUREG 


ANDREWS, R.L 

6504020218 

50 285 

Q 

AXELRAD.J A 

8504030359 

50-2GD 

Q 

AKSTULEWICZ,F. 

8504190479 

50*213 

P 

ANDREWS.R.L 

8504020262* 

60 285 

Q 

AXEL R AD, J A 

8504170424 

50-259 

Q 

AVBA.A 

8504100390* 

50 354 

Q 

ANDREWS.R L 

6504030040 

50 285 

0 

AXELRAD.J A 

8504240089 

50-331 

Q 

ALBERSTEIN.D 

8504020300* 

50 287 

8 

ANOREWS.R L 

8504050168* 

50-285 

Q 

AXELRAO.J A 

8504250145 

50-272 

Q 

ALBRIQHT.R H 

8504150500* 

60 261 

Q 

ANDREWS.R.L 

6504090005 

50-285 

F 

AXELRAD.J A 

8504250430 

50-250 

Q 

ALBRIGHT.R H 

8504160001* 

50 250 

Q 

ANDREWS.R.L. 

6504000261 

50 266 

F 

AXELRAD.M 

8504250216 

50-408 

G 

ALBftIGHT.R H 

0504160593* 

60 340 

Q 

ANDREWS.R L 

6504100447 

60-285 

P 

AXELRAO.M 

8504250216 

50-498 

G 

AIDEN.WM 

0504180527 

50 352 

R 

ANDREWS.R.L 

6504110318 

50 286 

F 

AXELRAD.M. 

8504250210 

50-498 

Q 

ALDEN.W.M. 

0604240607 

50*277 

R 

ANDREWS.R L 

6504110388 

50-285 

S 

AXELRAD.M. 

8504250218 

50-498 

G 

ALDEN.WM 

0504240683 

60*352 

R 

ANDREWS.R L 

8504120319 

50-285 

F 

AXELRAD,M 

8504250210 

50-406 

G 

ALDERMAN.H 

0504190174* 

FOIA 


ANDREWS.R L 

6504160158* 

60-285 

Q 

AXEiRAD.M 

8504260201 

50-498 

G 

ALDRICH.L R 

050402044 5 

50*373 

S 

ANDREWS.R L 

6504180301 

50-28& 

0 

AXEiRAO,M. 

8504300054 

50-498 

Q 

AIDRICH.LR 

B504220446 

50*373 

S 

ANDREWS.R L 

6504160370 

50-285 

J 

AXELRAD.M. 

8504300050* 

50-496 

Q 

AIEXANDER.D 

0504170307 

WASTE MQT 

ANDREWS.R L 

6504170056 

50-265 

Q 

AXELRAO,M 

8504300050* 

50-498 

G 

ALEXANDER.G L 

8504230109 

50 10 

P 

ANDREWS.R.L. 

8504170163 

60 285 

P 

AXELSON.W 

8504150345 

r&E 


ALEXICH.M P. 

8504010122 

50 316 

J 

ANDREWS, R.L 

8504180040 

60-285 

S 

AXELSON.W. 

8504230100 

r&E 


ALEXICH.M P 

0504020248 

50 315 

Q 

ANDREWS, R.L 

8504160606 

SO 265 

R 

AXELSON.W L. 

8504010162 

60-10 

Q 

AlEXiCH.M P 

0504030002* 

50 315 

F 

ANDHEW3.R,L, 

8504290487 

SO 265 

S 

AXELSON.W L 

8504010179- 

50 186 

Q 

AlEXICH.M P 

8504030028 

60 316 

F 

ANDRUS.N,J 

6604080253 

40-4492 


AXELSON.W L 

8504020293 

50-464 

F 

ALEXICH.M P, 

0504030214 

60*315 

P 

ANDRUS, N J 

6504120325 

40 4492 


AXELSON.W L 

8504020253 

50 186 

Q 

ALEXICH.M P 

0604040247 

60-316 

P 

ANQ.W.P 

6504160209* 

60-413 

Q 

AXELSON.W U 

8504000532 

50 331 

O 

ALEXICH.M P 

0504040304 

60-315 

P 

ANQ.W.P 

6504160240* 

60 324 

Q 

AXELSON.W.L 

8504090080 

60 237 

F 

ALEXICH.M P 

6604050151 

60-316 

P 

ANQ.W.P. 

8504160443* 

50 400 

Q 

AXELSON.W.L 

8504090207 

60 263 

F 

ALEXICH.M P. 

6504090014 

50 316 

P 

ANKRUM.AR 

8504160034 

60 344 

S 

AXELSON.W L 

8504090280 

50-341 

0 

ALEXtCH.M P 

6504100339 

50 316 

F 

ANKRUM.AR. 

8504230133 

SO 344 

s 

AXELSON.W L 

0504110307 

50 340 

F 

ALEXICH,M P 

8504100426 

60 316 

P 

ANTHONY.R L. 

8504020333 

60352 

G 

AXELSON.W L 

8504120017 

50-165 

F 

ALEXICH.M, P. 

6504110225 

50 316 

P 

ANTKONY.R L 

8504090225 

SO 352 

G 

AXELSON.W L 

8504120147 

50 255 

F 

ALEXICH.M, P. 

8504120194 

50 316 

P 

ANTHONY.R L 

8504090225 

60 352 

G 

AXELSON.W L 

0504160080 

60 264 

F 

ALEXICH.MP. 

6504160310 

50 316 

0 

ANTKONY.R L 

85040903 06 

60 352 

G 

AXELSON.W L 

8504170102 

50 265 

F 

ALEXICH.M.P. 

0504180075 

50 315 

0 

APPEL.R R 

8504040044* 

40 0728 


AXELSON.W.L. 

0504170126 

50165 

F 

ALEXICKM.P. 

8504160402* 

60 315 

Q 

APPLEQATE,T.W. 

8312010242* 

50-358 

G 

AXELSON.W L 

0504170366 

SO 331 

F 

AlEXICKM P 

8504220109 

60 315 

P 

ARTKUR.J.M 

8504180510* 

50-412 

1 

AXELSON.W.L 

8504170408 

50-341 

F 

ALEXICKMP 

8504260100 

60 315 

P 

ARTIQAS.R. 

8504240432 

375 

TOPREP 


AXELSON.W L 

8504260310 

60-305 

F 
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AUTHOR 


DARC.K S 
BAEHRWn 
BAER.n E 
BAER.n L 
BAER n L 


BAER,R L 
DAHM.C 
□AllEYJ A 
BAILEY J A 
BAILS Y.J A 

8AILEYJ A 
BAfLE YJ A 
BAILEY.J A 
BAILEY.J A 
BAILEY, J A 

8AILEY.J A 
BA\LEY.J A 
BAILEY, R J 
DAILEYS, TP 
BAIR, A 


BAIR.A 
DAIR.E S 
BAIRD.J a 
BAIRO.J Q 
BAIRD, M n 

BAKER, ET 
BAKER, ET 
BAKEn.ET 
baker, G G 
BAK£R,KR 

BAKER. WB 
BALCH,L L 
BALDWIN.N L 
BALDWINS L 
DAUJ R 


BALLJ R 

BANDHAUeaWK 

DANOHAUER.WK 

BANGART.R 

BARAN.R 

DARBERICH.WE 
BARHAM.C D 
BARHAW.C D 
BARN AM, C D 
BABKHURST,RP 


BARLEY,VAH 
DARNES,» 
BARNES, M D 
BARNHART.VJ 
BARNHART.V J 

BARNHART.VJ 
BARNHART.VJ. 
BABR.K 
BARR.K P 
BABR.KP 

BARRETT.L H 

0ARTAL.LJ 

BARTH.CA 

BAHTH.CA 

OARTH.CA 

BARTLETT, JW 
BARTTER.W D 
BASDEKAS,D.L, 
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BASKIN ,K,P. 


BASKIN.KP 
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9ASSETT.HS 
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0AUNACK.W 
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60 424 
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50 424 
50 424 
50 424 
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8504220243 50 424 

8504230311 50 424 
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8504020237* 50-322 
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8504110720 PT21 


0504 150206 50 424 5 

6504060209* lA^ASTE MGT 

8504020330* 50-450 Q 
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BAYNE, J P 
BAYNE, J P 
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BAYNEJ P 
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BEAROEN.WC 
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8S04290423 

60-102 

50-602 

71 535 

50 192 

50 602 

R 

A 

R 

A 

BETTENHAUSEN.L 

BETTENHAUSEN.L 

QETTENHAUSEN.l 

BETTENHAUSEN.L 

BETTENHAUSEN.L 

0504020276* 

0504100004* 

0504160236* 

0604290009 

8504290009 

SO 219 
60-322 
50-210 
60-209 
60-209 

0 

Q 

Q 

G 

G 

BETTENHAUSEN.L 
BETTENHAUSEN.L 
BEVAN.R B 
BEVELAQUAJ 
BICEHOUSE.H J 

0594030332 

8504050269 

0504050271* 

50-333 

50-206 

50-206 

P 

P 

P 

BICEHOUSE.NJ 
BlDlNGEaO H 
BIRKEL.R.A 


650408C346 

6504110195 

6504116275 

8504170358 

6504180408 

8504220213 

6504230341 

8504230360 

6504240211 

6504260034 

8504290390 

8504110609 

6504170232 

8504170013 

6504080121' 

0504020316* 

8504160393* 

8504180363 

B504D20204 

0604090315 

8604220172 

8504290342 

0504020344 

0504050260 

6504120260 

0504150180 

8504220032 

8504260087 

8504260136 

8504290421 

8504190043’ 


50 333 
50 333 
50 333 
50 333 
50-333 

50-286 

50-206 

50-206 

50-333 

50-333 


P 

F 

P 

F 

F 

F 

Q 

P 

F 

F 

I 


50-286 
CONTRACT 
CONTRACT 
50-315 Q 

50-352 Q 


50 352 
50 430 
50 269 
50-49B 
50 49S 

50 498 
50 151 
60 445 
50*445 
60 445 

50 445 
50 445 
50-445 
60 446 
60 445 


Q 

O 

F 

G 

G 

G 

Q 

F 

F 

V 

A 

A 

A 

A 

A 


6504050260 

6504160551* 

8504050260 

8504000423* 

8504090C69* 

8504100250 
8504020366* 
8311140486* 
0504040415* 
6504 10061 7 

850A050120' 

8504150447* 

0604160140 

8504020138 

8504110573 

8504080204* 

0504040131 

8504220020 

0504050298 

0504300117 

0504120446" 

0504150400’ 

8504300430 

8504300398 

8504190207* 

8504090300 

8504090245 

8504230541 

8504230256* 

0504230273’ 

6604260035* 

8504290108* 

8504150141* 

6504020116* 

8504020301* 

6504040499* 

0504080237* 

0504160004* 

8504160227* 

8604160261* 

0504180308’ 

0504180459* 

8504190305* 

8504190466* 

8504220045* 

8504230260* 
8504300301 * 
0504240435 
8504030270 
8604080509* 

0504300476* 
85042 6 OJOB' 
7009190100* 


FOIA 

50 27$ 

P 

NUREG 

50-361 

a 

TOPREP 

50-445 

F 

50-280 

O 

50-445 

F 

50-320 

Q 

WASTE MGT 

50-259 

R 

50-250 

Q 

50-416 

P 

50-209 

H 

50*133 

K 

50 456 

Q 

50-458 

0 

50-290 

S 

QA999 

50-133 

H 


WASTE MGT 
7i 5057 
58 107 
50 304 
50 346 

50 498 
50 358 
60 382 
QA999 
FOPA 


P 

S 

S 

A 

A 

G 


50 445 

G 

50 445 

G 

50 445 

G 

50-244 

Q 

50 362 

Q 

SO 220 

Q 

60 293 

Q 

50 461 

A 

50-443 

Q 

50-388 

Q 

50-322 

Q 

50-352 

Q 

50-322 

Q 

50-270 

Q 

50-052 

Q 

50-354 

Q 

50-213 

O 

50-322 

Q 

50-322 

O 

50-322 

Q 

60443 

Q 

50-352 

Q 

50-10 

P 

60-289 

F 

60 277 

Q 

BO 354 

Q 

70 2928 
50 389 

P 


AUTHOR 


bishop R W 
BISHOP.R W 
BISHOP.R W 
BISHOP.R W 
BISHOP.R W 

BISHOP.R W 
BISHOP.R W 
BISHOP.R W 
BISHOP.R W 
BISHOP.W A 

BLACK, R G 
BLACK, H G 
BLACK, R G 
BLACKFORD, M E 
BLACKFORD, M E 

8LAKE.E L 
BLAKE.E L 
BLAKE. E L. 

BLAKE, E L 
BLAKE, E L 

BLAKE.E L 
BLAKE.E L 
BLAKE,JJ 
BLAKE. J J 
BLAKE. J J 

BLAKE.J J 
BLAKE.J J 
BLAKE.JJ 
BLAKE.J J 
BLAKE.J J 

BLAKE.J J 
BLAKE.J J 
BLAKE.J J 
BLAKE.JJ 
BLAKE.JJ 

BLAKE.J J 
BLAKE.J J 
BLAKE.JJ 
BLAKE.JJ 
BLANCHARD, B 

BLANCHARO.R T 
BLAND.W M 
BLAND, W M 
BLAND.W M 
BLATT.M 

aLATT.M 
BLIND.AA 
BLOOM. J M 
BLOUGH.A R 
QLOUGH.A n 

BLUMBERG.N 

BLUMBgRG.N 

BLUMBERG.N 

BOQDEN.G 

BOGDEN.G 

ROGDEN.G 
BOGDEN.G 
BOGGS.DJ 
BOHLKE.WH 
BOHLKE.W H 

0OHLKE.WH 
BOHLKE.W H 
BOHLKE.W H 
BOHLKE.W H 
BOHLKE.W H 

BOKOR.J 
0OLCH.M 
BOLDT.G K 
BOOKER. JE 
BOOKER.J E 

BOOKER.J E 
booker, J E 
BOOKER.Je 
BOOKER.J E 
BOOKER.J E 

BOOKER.J E 
BOOKER.J E 
BOOKER.J E 
BOOKER, J E 
BOOKER.J E 

BOOKER.J E. 
BOOKER.J E 
BOOKER.J E 
eOOKER.J E 
800KER.J E, 

booker, J E 
BOOKER.J E 
B00KER,J E 


ACCESSION 

NUMBER 

8504030267 

8504030267 

8504160253 

8504160253 

8504160276 

8504160276 

8504100425 

8504180425 

8504180500 

8504170363 

850409D294* 

0504260092* 

8504260104' 

8504090422 

8504000446 

8504020139 

0504020139 

8504020144 

8504020144 

8504020312 

8504080319 
B5D4080319 
8504120189' 
850A1 20240* 
8504120423* 

85Q4150Q73* 

8504160030* 

8504160209* 

8504160249' 

0504160265* 

6504 160263* 
8504160370* 
0504160443' 
6504160514* 
0504180526* 

8504 160565* 
8504170062* 
0504170577* 
0504290412 
8504170347 

8504220320 

8504080167 

6504000442 

8504120304* 

8504030170* 

0504160016 

8504040410 

8504200445* 

8504080121* 

8504180150* 

8504040499* 

8504160004* 

6504220045* 

0504030077 

0504030478 

8504040182 

0504240663 

8504100694* 

6504120275* 

8504120344* 

8504150037’ 

8504150042* 

6504150157* 

8504150411* 

6504150460* 

8504190185 

6504000601 

8504150269* 

B5Q401Q019 

0504010025 

8604010116 

8504010120 

8504010148 

8504030040 

0504030D49 

8504030053 

8504030067 

8604030079 

6604030092 

8504030101 

8504050038 

8504050059 

8504050066 

8504050071 

8504050078 

0604050082 

8504050085 

0504050090 


SUBJECT 

CATEGORY 

50 336 F 

50 336 F 

50 423 a 

50 423 £ 

SO 423 4 

50 423 A 

50 245 I 

50 245 I 

50 213 I 

PRM 

50 400 G 

50 400 F 

50 400 F 

WASTE RES 
WASTE RES 

50 289 Q 

50 209 G 

50 269 G 

50 269 Q 

50 269 G 

50-269 Q 

50-289 G 

50-260 Q 

50-369 Q 

50 424 Q 

50-430 0 

50-269 Q 

50-413 Q 

50-324 Q 

5Q-259 Q 

50-370 Q 

50-390 Q 

50-400 0 

50-250 Q 

50-424 0 

50-2St 0 

60 416 O 

50 424 0 

50 2&1 S 

PR 

50 338 S 

WASTE RES 
WASTE RES 
CO NTH ACT 


50 247 

R 

59 247 

S 

50 315 

S 

TOPREP 

59 352 

G 

50 354 

G 

50 322 

Q 

59 322 

Q 

50 322 

0 

40 1162 

40 1162 

40 B604 

40-1162 

COMMISSION 

50 412 

n 

50 412 

R 

50 412 

R 

50 412 

R 

5Q 412 

R 

50 412 

ft 

50 412 

R 

Wise 

SO 413 

F 

50 320 

P 

50-468 

A 

50-468 

A 

50-458 

A 

50-468 

E 

50-460 

! 

50-458 

S 

50-460 

S 

50-450 

S 

50-458 

S 

50-450 

S 

50-458 

S 

50-458 

A 

50-468 

S 

5D-45B 

S 

50-450 

S 

60-456 

S 

50-45B 

£ 

50 450 

A 

50-458 

£ 

50-450 

S 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUGJECr 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

BOOKER.J e 

8504050107 

50 458 

S 

BOYER.V S 

8504240395 

50-352 

F 

BROWN.G A 

0504000413* 

GO 295 

U 

BOOKER, J E 

0504050237 

50 458 

F 

BOYLE.Et 

83051 10166* 

FOIA 


BROWN, H H 

0504020105 

50 322 

G 

BOOKER JE 

0504080421 

50 46B 

A 

QOYtE.E 1 

8504190361* 

FOIA 


BROWN, H H 

8504023105 

50 []?? 

(i 

BOOKER.J E 

0504090256 

50 458 

A 

BOYtE.M L 

8504030117 

50-213 

P 

BROWN, H H 

0504023195 

50 ,)?2 

G 

BOOKER.J E 

0504090377 

50-458 

S 

BOYLE, R R 

8504170543 

WASTE MGT 

BROWN HH 

0504020240 

50 322 

G 

booker JE 

8504110175 

50 458 

V 

BOYLE. R Ft 

B604 100001 

WASTE MGT 

BROWN.HIf 

U504020249 

50 122 

G 

BOOKER.J E 

6S041 10341 

50-458 

s 

BOYLE. R R 

8504100002 

WASTE MGT 

BnOWN,H H 

0504020249 

50 322 

G 

0OOKER.J E 

0504110705 

50 458 

s 

BRACH.B 

8504150045* 

50-300 

P 

SROWN.H K 

0504090231 

50 32? 

G 

BOOKER.J E 

05041 20338’ 

50*458 

R 

BRADBURYJ W 

8504170254 

WASTE RES 

GROWN.H H 

0504090237’ 

50 322 

G 

BOOKER J E 

0504120422’ 

50 458 

R 

BRAD0URY.JW 

8504180116 

WASTE RES 

anowRH H 

0504090237* 

50 322 

G 

BOOKER.J E 

0504150143’ 

50 458 

R 

BflADFORD.L 

8504090307 

50-289 

G 

GROWN.KA 

8504110205 

PT?1 


BOOKER.J E 

B504150177* 

50 458 

R 

BHADFORD.L 

0504120355 

50*280 

G 

BROWN.KJ 

0504040147 

40 (1745 


EOOKERJ E 

8504150193' 

50-458 

R 

BOADFORD.L 

0504260076 

50-280 

G 

OROWNING.R E 

05040 G 0002 

WASTt MGT 

BOOKER.J E 

0504150233 

50 468 

A 

BRADFUTE.J O 

0504040160 

50 397 

P 

BROWNLEE ,U A 

8504120354 

50 1?2 

G 

BOOKER.J E 

0504150324’ 

50-458 

fl 

BRADLEY.E J 

8504010073 

50 352 

K 

BROWNLCr.D A 

8504120354 

50 '122 

G 

BOOKER.J E 

0504150442* 

50-458 

R 

BRADLEY.E J 

85040401 77 

50 270 

P 

BROWNLEE.V 

8504160101 

50 3/0 

0 

BOOKER.J E 

0504160246 

50*458 

A 

BRADLEY.E J 

8504120176 

50 352 

r 

BROWNLEE.V 

85042001 B5 

50 414 

S 

BOOKER.J E 

0504160300 

50 458 

A 

BRADLEY.E J 

8504160406 

50 352 

1 

BFIOWNLEE.V 

8504290200 

50 259 

S 

BOOKER.J E 

0504170090 

50 458 

S 

BRADLEY.E J 

8504170434 

50 277 

1 

flnOWNLEE.V L 

65040 5 0180’ 

50 482 

Q 

BOOKER.J E 

0504170103 

50 458 

S 

BRADLEY.E J 

8504170585 

50 277 

1 

BROWNLEE.V L 

8504110010 

50 410 

O 

BOOKER.J E 

0504170112 

50*458 

s 

BRADLEY.E J 

8504230513 

50 352 

K 

BROWNLEE.V L 

8504 1 10691 

50 250 

0 

BOOKER.J E 

0504170121 

50 468 

s 

BRADLEY.E J 

8504250356 

50 352 

Q 

BROWNLEE.V L 

0504120161 

50 424 

Q 

BOOKER.J E 

0504170278 

50 458 

s 

BRADLEY.E J 

8504200034 

50 352 

J 

BROWNLEE.V L 

8504 1 201 79 

50 260 

Q 

BOOKER.J E 

8504170207 

50 458 

s 

BRADLEY.E J 

8504290200 

50 277 

J 

BROWNLEE.V L 

050412021.9 

50 338 

0 

BOOKER.J E 

8504170290 

50 458 

s 

BRAILE.L W 

8504220438 

NUREG 


BROWNl EE.V L 

0504 1 20232 

50 369 

a 

BOOKER.J E 

0504190065 

50 458 

Q 

BRAMLETT.i S 

8504100472 

50 308 

R 

BROWNLEE.V L 

0504120332 

50 321 

V 

BOOKER.J E 

0504190093 

50 458 

O 

BRANCH.MW 

8504150278* 

50 330 

Q 

BROWNLEE.V L 

0504120404 

b0 4?4 

0 

BOOKER.J £ 

0504190150 

50 458 

o 

BRANCH.MW 

8504170315* 

50 200 

Q 

BROWNLEE.V L 

0504 1 502fi'j 

50 330 

0 

BOOKER.J E 

8504190416 

50 458 

o 

BRANOSTGTTGH.A 

05O4OBO2O4* 

WASTE MGT 

BROWNl FE.V.L 

0504150441 

(30 416 

o 

BOOKER.J E 

8504190514 

50 458 

s 

BRANSFIELO.T J 

8504230290 

50 213 

S 

BROWNLEE.V 1 

0504150473 

60 260 

Q 

BOOKER.J E 

0504190544 

50 458 

s 

BRANUM.TN 

05041S0431* 

F03A 


BROWNLEE.V L 

0504150535 

GO 200 

Q 

BOOKER.J E 

0504190500 

50 460 

s 

BRANUM.TN 

0504220001*^ 

FOIA 


BROWNLEE.V L 

0504160594 

50 30? 

r 

BOOKER.J E 

6504220101 

50 458 

E 

BRANUM.TN 

9504220005^ 

FOIA 


BROWNLEE.V L 

0504150614 

60410 

V 

BOOKER.J E 

0504220251 

50 458 

A 

BRANUM.TN 

0504220007’ 

FOIA 


BROWNLEE.V L 

0504150619 

50 321 

o 

BOOKER.J E 

8504240179 

50 458 

E 

BRANUM.TN 

0504220130* 

FOIA 


BROWN LfcC.V,L 

05041 50675 

50 416 

r 

BOOKER.J E 

8504240236 

50 450 

E 

BRASSORD.J D 

0504230144 

60 213 

S 

BROWNLEE.V L 

0504150670 

50 321 


BOOKER.J E 

0504240203 

50 450 

E 

BREEN.R J 

8504190200* 

FOIA 


BROWNLEE.V L 

0504160/39 

50 SCO 


BOOKER.J E 

8504240534 

50 458 

S 

SREIDE.R J 

8504200283* 

50 395 

F 

BROWNLEE.V L 

0504150749 

50 413 

0 

BOOKER.J E 

8504240540 

50 458 

S 

BRE^DENBAUGH.J 

8504300645* 

CONTRACT 


BROWNLEE.V L 

05041600213 

50 269 

o 

BOOKER.J E 

8504240635 

50 458 

S 

BRENNEMAN.FN 

8504250287 

TOPREP 


BROWNLEE.V L 

0504100050 

50 2S0 


BOOKER.J E 

8504250017 

50*458 

S 

BRENNER, L 

8504100638 

50 456 

G 

BROWNLEE.V 1 

0504160144 

50 360 

Q 

BOOKER.J E 

8504250054 

50-450 

$ 

BRENNER.L 

8504220214 

50 456 

G 

onoWNLEEV L 

0504160 105 

50 250 

0 

BOOKER.J E 

8504250400 

50 458 

S 

BHENNER.L 

8504290345 

50 456 

G 

BROWNl EE.V L 

0504160159’ 

50 369 

o 

BOOKER.J E 

8504250400 

50 458 

S 

BRENNER.L 

8504300313 

50 456 

G 

nnOWNLEEV 1 

H504 160107 

50413 

0 

BOOKER.J E 

0504250490 

50 458 

S 

BRESLAU.B A 

05041B0411* 

60 482 

Q 

UnOWNLEf.V L 

0504160233 

50 413 

o 

BOOKER.J E 

0504250509 

50 450 

S 

BREVIG.R L 

8504160105 

60 263 

F 

QROWNLEE.V L 

0504160252 

50 ?b9 

a 

BOOKER.J E 

0504250524 

50 450 

s 

8REWER.D H 

8504110700’ 

60 250 

Q 

nnOWNLEE.V L 

05U4 160257* 

50 413 

Cl 

BOOKER, J E 

0504250559 

50 450 

s 

BREWER.O R 

8504150503* 

50 250 

Q 

BROWNl EEV L 

0504100274 

50 3/6 

Cl 

BOOKER.J E 

0504260037 

50 458 

A 

BREWER^W A 

8504300035 

WASTE MGT 

DROWNLECV L 

0504100919 

50 413 

Cl 

BOOKER.J E 

0504300364 

50 458 

V 

BREY.HL 

8504020262 

50 267 

P 

BROWNLEE.V L 

05041604311 

50 3? 1 

Q 

BOOKER.J E 

8504300377 

50 458 

V 

BREY.H t 

8504040520 

60 267 

P 

BROWNLEE.V L 

0504160140 

50 413 

Cl 

BOOKER.J E 

8504300380 

50 458 

Q 

BREY.HL 

050404-0526 

60 267 

P 

BROWNLEfc.V L 

0504160450 

50 302 

a 

BOOKER.J E 

8504300390 

50 458 

S 

BREY.H L 

0504190403 

50*267 

J 

BROWNLEE.V L 

0504160451 

50 302 

a 

BOOKER.J E 

0504300420 

50 458 

S 

BRICH.n F 

0504050115 

iO 8703 


BROWNLEE.V L 

0604160505 

60 250 

a 

BOOKER.J E 

8504300503 

50 458 

S 

QRICH.RF 

8504050356 

40 1341 


BROWNLEE.V L 

0504160610 

50 424 

Q 

BOONE.S 

0504100620 

50-321 

R 

BRICH.RF 

B504080150 

40 8675 


BROWNl EE.V L 

05041/0004 

GO 3? 1 

0 

BORCHAROT.R W 

8504020316* 

50 352 

Q 

BRICH.RF 

8504 110220 

40 1341 


DROWN LEE, V L 

0504170053 

60 416 

Q 

BORDENICK.B M 

8504030326 

50-322 

G 

BRICH.RF 

B504 110389 

40 8703 


BROWNLEE.V L 

0504170007* 

50 269 

Q 

BORDENICK.B M 

8504160205 

50 424 

G 

BRICH.RF 

8504 110723 

40*1341 


BROWNLEE.V L 

0504170324 

50 369 

Q 

BORDENICK.B M 

8504160348 

60 424 

G 

BRICH.RF 

8504150241 

40 8675 


BROWNl EE.V 1 

0504176010 

50 416 

Q 

BORDENICK.B M 

8504160427 

50 322 

G 

BRICH.R.F 

6504150246 

40 1341 


BROWNLEE.V 1 

0504 I70714 

SO 424 

Q 

BORDENICK.B M 

8504170757 

50 322 

G 

BRIQQS.L 

8504020116* 

no-443 

Q 

BROWNLEE.V L 

0504100-134 

50 260 

0 

BORDENICK.B M 

0504180548 

50 424 

G 

BRIGGS.L 

8504080237* 

50*362 

Q 

BRUNNCn.J E 

0504230590 

50 329 

Q 

BORDENICK.B M 

850424020G 

50 424 

G 

BRIQQS.L 

8504160398^ 

60 354 

Q 

on VAN, n H 

0504016071* 

59 438 

A 

BORMAN.J G 

0504030263 

GO 322 

S 

BRIGGS.L 

8504230260* 

' 0-443 

O 

BRYAN, S E 

0001036544* 

lOIA 


BORNES.R P 

8504110733 

PT21 


BRfQHT.Q 0 

0504020194 

50 440 

G 

ORYAN.V J 

0504036430 

49 4492 


BORSW.R A 

05O429OOOB* 

50 352 

H 

BRtGHT.Q 0 

6504120373 

50 440 

G 

ORYAN.V J 

0504046099 

49 6720 


BOSSIDY.L A 

8504030213 

50*18 

1 

BRfGHT.G O 

8504170761 

50 400 

G 

BRYANT, J C 

050416630(1* 

59 269 

Q 

80STE0.C 

0504290096* 

50 528 

Q 

BRtGHT.Q 0 

8504220160 

50*440 

G 

ORYANT.K R 

0504066073 

59 463 

p 

SOUCHEY.G D 

8504120408* 

50*397 

R 

BRJGHT.G 0 

8504260061 

50*400 

Q 

BUCHANAN.J R 

050410610/* 

FOIA 


BOUCHEY.G D 

0504160002* 

50*397 

R 

BROCKMAN.F, 

8504100171 

50 322 

G 

BUCK 

0504126307* 

roiA 


BOUCHEY.G D 

8504220190* 

FOIA 


BROCKMEN.K 

8504290432* 

50*237 

Q 

BUDOWLE.R 

8504166400 



BOURNIA.A 

0504190323 

50 373 

P 

BROMBERQ.B. 

8504110503 

CONTRACT 


BUNTINQ.J.O 

0504060120 

WASTE MGT 

BOWEN, M A 

8504100024 

27-39 


BROMBERQ.0 

8504110602 

CONTRACr 


BUNTING.J 0 

0504060130 

WASTE MGT 

BOWMAN.C E 

8604160206 

50 293 

R 

BROMBERQ.B J 

8504030181 

CONTRACT 


(3UNTING,J 0 

0504066420 

TrfiLfiVi^ f 

WASTE MQT 

BOYD.a 

8504120052 

50 331 

S 

BROMBERQ.B J 

8504080071 

CONTRACT 


BUNTING.J 0 

8504090 130 


80YD.D.C 

8504010100* 

60 155 

Q 

BROMBERQ.B J 

8504170262 

CONTRACT 


BURDULES.P G 

0504176502* 

40 6027 


BOYD.D.C 

0504080364* 

50*331 

Q 

BRONS,J C 

8504120273* 

50 266 

F 

BURDICK, T 

0504226 1 05* 

50 31 5 

Q 

80YD.R S. 

8007310690’ 

60 329 

A 

BRONS.J C 

0504120322* 

50 268 

F 

BURDOIN.J F 

05041 101 1ft* 

50 344 

Q 

BOYD.R S 

8504120432* 

50 498 

A 

BRONS.J C 

0504190403 

50 260 

n 

BURDOIN.J F. 

0504250450* 

50 27D 

O 

BOYD.R S 

8504120441* 

50 498 

A 

BRONS,J C 

0504300014 

50 268 

s 

BURQER.F J 

0504250471 

SO 27 1 


BOYD.R S 

0004160188* 

50-546 

A 

BROOKS.B.Q 

8504050287 

NUREG 


BURGIN.DS 

0504 190103 

50 272 

■ t 
r 

BOYER.n E 

0504000049 

50 416 

S 

BROOKS.DJ 

6504090075 

WASTE HES 

OURIAN.R J 

0504 116 i 1 7* 

71 8050 

1 

BOYER, R E 

0504160367 

50*155 

S 

BROOKS.D J 

8504170254 

WASTE RES 

DURIAN.n J 

0504190495 

r 1 UV t) U 

.RflR? 


BOYER.V S 

0504010078* 

50 362 

K 

BROOKS.E 

8504290027 

PRM 


BURKART.A H. 

0504180010 

WASTE RES 

BOYER.VS 

8504040320 

50*352 

P 

BROSEUS.H W, 

6504100213 

REGGO 


BUFIKE.DJ 

0504100655* 



BOYER.V S 

8504080349 

50-352 

F 

BROWN.G 

8504 100592* 

50 402 

s 

DURKE.DJ 

8504 1 70-276* 

&0 269 

Ki 

BOYERV S 

0504230540 

50-352 

Q 

BROWN.Q 

8504 18 0380* 

50 10 

Q 

BURNET r.PT 

0504169365* 

59 261 

Q 
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BURNETT, PT 

8504160423' 

50 390 

Q 

CART.S M 

6504100475 

PT21 


CLARK, J R 

8504220092 

70-143 


BURNETT E,R 

8504020300* 

50 267 

S 

CARTER.R S 

6504190463 

50-184 

F 

CLARK, K M 

8504230212* 

FOIA 


BURNETT E,R D 

8504010133* 

50 267 

P 

CASCARANO.RN 

6504110124 

50 295 

F 

CLARK.L 

8504240053* 

50-20 

0 

BURRIS, S 

8504160474* 

50 364 

0 

CASCARANO.RN 

6504150120 

so 295 

P 

CLARK.P R 

8504050291 

50-289 

P 

GURRIS,SP 

8504150704* 

50 395 

Q 

CASCARANO.R N 

8504180205 

50-295 

P 

CLARK, P R 

8504000327 

50-289 

P 

BURWELUS B 

3312120050* 

50 445 

A 

CASE LU, FA 

8504290013* 

50-275 

Q 

CLARK.P R 

8504100006 

50-219 

P 

BUflWELL,S B 

8504150135* 

50 445 

A 

CASEY.SB 

8504120466 

50-361 

G 

CLARK.P R 

8504100249* 

50-289 

0 

BUSBY.E 

8504170464 

71-630 


CASEY.SB 

8504120468 

50-361 

G 

CLARK.P R 

8504300175 

50-289 

P 

BUSOY,E 

8504170471* 

71-530 


CASSIDY.BP 

6504020302 

50-440 

G 

CLARK.R J 

8504030072 

50-259 

P 

BUSKE.N 

8504090028 

WASTE MGT 

CASSIDY.R 

6504030122 

50-454 

S 

CLARK, R J 

8504250034 

50-259 

P 

BUSS.D R 

8504090454 

WASTE RES 

CATCHPOLE.G J 

8604050142 

40-8745 


CLAUSEN.M J 

8504100275 

50-275 

G 

BUTCHER. R C 

8504100437* 

50 416 

0 

CAVANAUGH.G 

6604 100210 

50-133 

H 

CLAYTON.F L 

05O4O9O5OS 

50 348 

R 

BUTLER, 0 

8504100489* 

50-33 1 

Q 

CELESTE.n F 

6604220035 

PHM 


CLAYTON.F L 

0504000516 

50-349 

n 

BUZZELLLE M 

8504040378* 

50 440 

T 

CESARE,J G 

8604250072 

50-416 

R 

CLAYTON.F L 

0504100236 

50 348 

R 

BYRD,R 

8504040410 

50 416 

S 

CHAFFEE.A 

8504300022 

50-526 

S 

CLAYTON.F L 

0504100463 

50 349 

R 

BYRD.R 

8504050318 

50 416 

s 

CHAFFEE.R S 

B504050123 

50-133 

S 

CLEARY.D P 

0504180047 

50 459 

M 

BYRD.R 

8504090099 

60 416 

s 

CHAMBERLAIN.D. 

6504050099* 

50-458 

Q 

CLEARY, D P 

0504180050* 

50 459 

M 

BYRD.R 

85041 50503 

50 416 

s 

CHAN.EJ 

8504040255 

50-456 

G 

CLEMENTS, 8 R 

0504050364 

50 445 

S 

BYRNES.R L 

8504170436 

OAg99 


CHAN.EI 

8504170766 

50-456 

G 

CLEMENTS.B R 

8504050368 

50 445 

S 

BYRON.O R 

8504230457* 

50-528 

p 

CHAN.E 1 

6504290087 

50-546 

G 

CLEMENTS, B R 

6504080318 

50 445 

S 

CABA.E 

8504030158 

50-346 

s 

CHANDLER, J C 

8504010052 

TOPREP 


CLEMENTS.B R 

8504090308 

50 445 

S 

CAHILL.W J 

8504030069 

50-458 

K 

CHANDLER.J C 

8604050214 

50-316 

P 

CLEMENTS.B R 

0504220025 

50 445 

S 

CAHILL.WJ 

8S04 100027 

50 458 

F 

CHANDLER, J C 

8504080218 

TOPREP 


CLEMENTS.B R 

B504240551 

50 445 

S 

CAHILL,WJ 

6504150259* 

60 458 

Q 

CHANDLER, J C 

6504080265 

50-316 

P 

CLEMENTS.B R 

8504250178 

50 445 

S 

CAHILL.WJ 

8504150363* 

50 458 

0 

C HANDLERS C. 

B50409025D 

TOPREP 


CLEMENTS.B R 

8504250304 

50 445 

S 

CAHILL.WJ 

05O418O45B 

50 458 

K 

CHANDLER,J.C 

6504100435 

TOPREP 


CLEMENTS.B R 

8504250312 

50 445 

S 

CAiN,Cl 

8504090114 

l&E 


CHANDLER.J C 

8504160455 

TOPREP 


CLEMONS, P 

8504050086* 

SO 247 

Q 

CAINJ M 

8504150293 

50 382 

P 

CHANDLER.L J 

8604290379 

50-361 

G 

CLEMONS, P 

8504100535* 

50 309 

O 

CAfNE.TA 

8504230373* 

50 245 

P 

CHANEY.H D. 

8504250371* 

50-382 

0 

CLEVELAND, J W 

8504260409* 

CONTRACT 


CALDWELL.CW 

8504120208* 

SO 390 

Q 

CHANG, K C 

8504090452 

WASTE RES 

CLIFF, W C 

8504200391* 

50 254 

0 

CALDWELL.JL 

8504160437* 

50 416 

O 

CHARNLEY,J S 

8504040193* 

50-278 

P 

CLIMER 

8504190629 

50 316 

R 

CALDWELL.R A, 

8504030204* 

50 468 

Q 

GHARNLBY,J S 

6504100717 

50-447 

A 

CLIMER 

8504190630 

50 315 

n 

CALDWELL.R A. 

8504030300* 

50 453 

a 

CHARNLEYJ S 

8504150432 

TOPREP 


CLINE.W E 

8504150036* 

50 349 

0 

CALDWELL.R A 

8504040303* 

50 287 

o 

CHARNOFF.G 

8504040396 

50-329 

Q 

CLINE.W E. 

8504150445* 

50 416 

0 

CALDWELL.R A 

8504190342* 

50 287 

0 

CHARNOFF.G. 

8504040396 

50-329 

G 

CLINE.W E 

8504150750* 

50 413 

0 

CALKIN, G A 

8504020003 

XPORTLIC 


CHARNOFF.G. 

8504230601 

50-329 

G 

CLINE.W E 

8604160051* 

50 300 

0 

CALKIN.Q A 

8504030031 

XPORTLIC 


CHARNOFF.G 

0504230605* 

50-329 

Q 

CLINE.W E 

8504160303* 

50 395 

0 

CALLAN.t J 

8504160469* 

50-206 

Q 

CHARNOFF.G. 

8504230005* 

50-329 

G 

CLYDE.M L 

8504230464* 

50 528 

p 

CALLAMl J 

8504170586* 

50-369 

Q 

CHARNOFF.G 

0504230609* 

50-329 

G 

COBB.A P 

8504110204 

50 206 

& 

CAWERON.M 

8504300200 

WASTE MGT 

CHARNOFF.G 

0504230609* 

50-329 

G 

COCHRAN.R 

8504290200 

50 331 

FI 

CAMP.AL 

8504160098 

NUREG 


CHAUDHARY.S K 

0504180150* 

50-354 

Q 

CODELL.R 

8504170346 

WASTE MGT 

CAMPAGNONE.M 

8504170540 

50-387 

S 

CHEN, J.C 

6504160110 

NUREG 


CODEIL.R 

8504170353* 

WASTE MGT 

CAMPAGNONE.M 

8504180372 

50-387 

F 

CHEN.JC 

8504260090 

RES 


CODY.W R 

8504110529* 

50 334 

R 

CAMPAGNONE.M J 

85042904SO 

50-387 

F 

CHEUNG.t. 

8504010129* 

50-364 

Q 

COEN.R 

8504240617 

so 237 

S 

CAMPBELL.TG 

8504020318 

50-388 

P 

CHIEN.F r 

8504080533 

XPORTLIC 


COHEN, 1 

8504050035* 

50 387 

0 

CAMP0ELUT G. 

8504100370 

SO 368 

P 

CHILK,S. 

8504250123 

50-352 

G 

COHEN.I 

8504050325* 

50 352 

Q 

CAMP0ELUW R 

8504040449 

SO 483 

S 

CHiLK.S J 

8504090215 

50-322 

G 

COHEN, K 

0502150110 

50 352 

T 

CANTRELL.F 

8504230401 

50 260 

S 

CHILK.S J 

8504220253 

50-322 

G 

COHN.B L 

0504190125* 

FOIA 


CANTRELL, FS 

8504020178 

50 260 

s 

CHILK.SJ 

8504250126* 

50-352 

Q 

COHN.B M 

0504150639* 

CONTRACT 


CANTRELL, F S 

8504120252* 

50 395 

Q 

CHIRAWAUM 

0504030476* 

50-237 

S 

COHN.B M 

0504170551* 

CONTRACT 


CANTRELL, F S 

8504170597* 

50 259 

O 

CHRISSOTIMOS.N 

8504100671* 

50-373 

Q 

COHN.B M 

0504170555* 

CONTRACT 


CANTRELL, F S 

8504290208 

50 259 

S 

GHRISSOTIMOS.N 

8504230040* 

50-10 

Q 

COLBERT, J J 

0504020086 

NUREG 


CAPHTON.DL 

8504190385* 

60 322 

O 

CHRISSOTIMOS.N. 

8504230309* 

50-373 

Q 

COLBERT.W F 

8503000352* 

50 341 

A 

CAPODANNO.O R 

8504160095* 

50 289 

s 

CHRISSOTIMOS.N 

8504230314 

60-341 

S 

COLBURN.TQ 

0504030209 

50 266 

P 

CAPSTICK.HW, 

8504170319 

50 271 

F 

CHRISSOTIMOS.N 

8504300463* 

50-341 

Q 

GOLBURN.T.G 

8504030309 

50 266 

P 

CAPSTICK.RW- 

8504170688 

50-271 

P 

CHRISTENSEN, C. 

8504150550* 

50-395 

Q 

COLBURN, TG. 

0504170638 

50 266 

P 

CAPSTICK,RW. 

850426001 7 

50 271 

P 

CHRISTENSEN.H 

8504160432* 

50-390 

Q 

GOLBURN.T.G 

0504100054 

50 266 

F 

CAPSTiCKRW. 

8504290346 

60 271 

f 

CHRISTMAN.J N. 

8504010057 

50-322 

G 

COLBURN.TG 

0504250366 

50 268 

P 

CAPSTICKRW. 

0504300456 

60-271 

Q 

CHRISTMAN,J N 

8504010057 

50-322 

G 

COLEMAN.N M 

8504100213 

WASTE RES 

CAREYJ J 

8504010156 

50 412 

H 

CHRISTMAN.JN 

8504010063* 

50-322 

G 

COLEMAN.R 

8504030169 

CONTRACT 


CAREYJ J 

8504010172 

50-334 

P 

CHRISTMANJ N 

0504010063* 

50-322 

G 

COLEMAN.R 

8504100666 

CONTRACT 


CAREY.J J 

8504010188 

50412 

A 

CHRISTOFFER.G 

8504010164* 

50-10 

Q 

COLEMAN.R 

0504120367 

CONTRACT 


CAREY.J J, 

8504020016 

50 412 

A 

CHRISTOFFEH.G 

8504060535* 

50-331 

Q 

COLEMAN.R 

0504120391 

CONTRACT 


CAREY.J J 

6504020121 

50412 

A 

CHUMQ.DH 

8504080559 

WASTE RES 

COLEMAN.R 

85D43DO043 

CONTRACT 


CAREYJ J 

8504020244 

60-412 

E 

CHUNG.DH 

8504100013 

WASTE RES 

COLEY.J L 

8504120240* 

50 369 

Q 

CAREY, J J 

B504030280 

60 412 

E 

CHURCHILL.B W 

0504120389 

50 209 

G 

COLEY.J L 

0504160526* 

50 424 

Q 

CAREY, J J 

B504080216 

50-334 

P 

CHURCHILL, B W. 

0504120389 

50 289 

G 

COLLINGS,S P 

0504040517 

40 8829 


CAREYJ J 

8504110280 

50 334 

R 

CHURCHILL.B W 

8504120151 

SO 289 

Q 

COLLINS.D 

0504080423* 

50 320 

Q 

CAREYJ J 

8504110527 

50 334 

R 

CHURCHILL.B W 

8504170673 

50-424 

G 

COLLINS.D M 

0504160043 

50 390 

Q 

CAREY.J J 

8504120106 

50 412 

S 

CHURCHILL.B .W. 

8504170073 

50-424 

Q 

COLLINS.J 

0504110738 

PT21 


CAREYJ J 

8504120111 

60 412 

S 

CHURCHILL, B W 

8504170745 

50 424 

G 

COLLINS,J.L. 

0504170679 

NUREQ 


CAREY.J J 

8504160031 

60 412 

A 

CHURCHILUB.W. 

0504170745 

50 424 

Q 

COLLINS.J T 

0504020176* 

50 445 

A 

CAREY.J J 

8504160515 

50 412 

1 

CHURCHILUB.W 

8504220252 

50*382 

G 

COLLINS.J T 

0504190161* 

FOIA 


CAREY.J J 

8SO410O646 

60 334 

R 

CHURCHILL.B.W. 

8504220252 

50-362 

G 

COLLINS.J T 

8504220D57* 

FOIA 


CAREY.J J. 

8504220131 

50 412 

A 

CIUM8ERQ,R L. 

8504100^183* 

QA999 


COLLINS, J T 

0504230329* 

FOIA 


CAREY, J J 

8504220144 

50-334 

F 

CILLIS.M 

8504290489* 

50 394 

Q 

COLLINS, R M 

0504090259 

71-531 


CAREY.J J 

8504300372 

so 334 

P 

CIOFFU A 

8504040434* 

50 20 

Q 

COLLINS.S J 

8504010213 

50 443 

0 

CAREY.J J 

8504300409 

50-334 

1 

CIPOLLA,AJ 

6504020102 

40 3392 


COLLINS.SJ 

0504020280 

50-333 

0 

CAREY.J J 

8504300436 

so 412 

F 

CLAREVJJ. 

8504160197* 

50 352 

R 

COLLINS.S J 

6504020209 

50-272 

0 

CAnHART.R A 

8504050372 

NUREQ 


CLARGV.JJ. 

8504160368* 

50 352 

R 

COLLINS.S J 

0504020290 

50-220 

0 

CARLSON.R T. 

8504150102* 

50-322 

Q 

CLARK, AT 

0504090192 

PROJ 


COLLINS.SJ 

0504020300 

50-352 

o 

CARPENTER.OH 

85040B0115* 

50 498 

Q 

CLARK, A.T. 

0504100 545 

PROJ 


COLLINS.SJ 

6504160304 

50-280 

0 

CAHPENT£R,J.H 

8504170761 

60 400 

G 

CLARK, AT. 

05042400B6 

PHOJ 


COLLINS.SJ 

8504190467 

50-410 

Q 

CARPENTER.J.K 

8504300029 

40 2061 


CLARK, A T 

0504250288 

PROJ 


COLLINS.SJ 

8504230246 

50-244 

0 

CARPENTER. J L 

8504260061 

50-400 

G 

CURK.C 

0504110440* 

50 361 

Q 

COLLINS, S J 

8504230266 

50-352 

Q 

CARHOLLJ.a 

8504030126 

50-275 

R 

CLARK, C.A. 

0504290124* 

50-529 

0 

COLLINS, 5J 

8504260026 

50-220 

Q 

CARSON.B H 

8504160266* 

50-166 

Q 

CLARK.C.W 

6504100323 

50-260 

S 

COLLINS, T R 

8504150479* 

50-2GO 

Q 

CARSON.G H 

0504190452* 

50-184 

Q 

CLARK.J 

6504000226 

WASTE MGT 

COLLINS, T R 

8504160449* 

50-413 

Q 



PERSONAL AUTHOR INDEX 379 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

COLOMBO.R 

8504220218 

50-312 

R 

COLOMBO, R 

8504250320 

50-312 

R 

COLOMBO, R W 

0504110317* 

50*312 

S 

COLTON, AM 

0504050277 

50*322 

S 

CON.V 

8412260354* 

50*346 

P 

CON,V N 

0402070447* 

50 209 

0 

CONBERE.W 

8504050284 

NUREG 


CONDIE.KG 

8504160110 

NUREG 


CONGEDO,T V 

8504090187* 

50 369 

P 

CONGEUFJ 

8307220017* 

FOIA 


CONGEL.FJ 

8311150015* 

50 416 

P 

CONLON,T E 

0504120172* 

50-424 

Q 

CONLON.T E 

0504150028* 

60*390 

Q 

CONLON.T E 

0504150666* 

50 261 

Q 

CONLON,T E 

0504160115* 

50 390 

Q 

CONNELL, W 

B504230031 

50 461 

0 

CONNELL, W 

8504230034* 

50 461 

Q 

C0NNELL,W 

8504230057 

50 461 

Q 

CONNELL,W 

8504230059* 

50 461 

0 

CONNER, E 

8504300470* 

50-289 

Q 

CONNER,E L 

8504030066 

50*209 

Q 

CONNER,E L 

0504160236* 

50-219 

Q 

CONNER, T 0 

0504160339 

50*352 

G 

CONNER, TB 

0504160339 

60-362 

G 

CONSTABLE.Q L 

8504010080* 

50*302 

Q 

CONSTA0LE,G L 

8604250336* 

50 382 

G 

CONTE,R 

8504300470* 

60 289 

Q 

CONTLE F 

8504220260* 

ACRS 


CONWAY,J 

8504300391 

QA99g 


CONWAY, J T 

8504160469* 

50 206 

0 

CONWAY, J T 

8504170229* 

50*321 

Q 

COOK.F R 

0409200357 

WASTE MGT 

COOK.F R 

8504090064 

WASTE MGT 

COOK.F R 

8504090141 

WASTE MGT 

COOK.F R 

8504170242 

WASTE MGT 

COOK.J 

8504180603 

50 333 

R 

COOK,J W 

8504050113 

50 320 

S 

COOK.J W. 

0604240363 

50 329 

G 

COOK,J W 

8504200384 

50 329 

A 

COOK,JW 

8504300464 

50 329 

S 

COOK.K W 

0504020260 

50-302 

E 

COOK.KW 

0604020403 

50*302 

S 

COOK.K W 

0504030328 

50 302 

J 

COOK,K W 

8504050248 

50 382 

F 

COOK.K W 

8504090095 

50 382 

S 

COOK.K.W 

8504090214 

60 302 

F 

COOK.K W 

8504100219 

50 3B2 

P 

COOK.KW 

8504110085 

60-382 

R 

COOK.K W 

8504150145 

60-302 

Q 

COOK.KW 

8504150200* 

50*302 

R 

COOK.KW 

8604150225* 

50 382 

R 

COOK.K W 

8504150326 

50 302 

Q 

COOK.KW 

8504160312* 

50*382 

0 

COOK,KW 

0504160300* 

60*302 

0 

COOK,K W 

0504160460 

50-302 

F 

COOK.K W 

0504180342 

50 382 

Q 

COOK.K W 

8504230106 

50 382 

R 

COOK.K W. 

0504230349 

50*302 

F 

COOK.KW. 

8504260063 

60*382 

S 

COOK.K W 

0504260343 

50*302 

S 

COOK.K W 

0504290160 

50*382 

S 

COOK.KW 

0504290273 

50 382 

V 

COOK.K W. 

8504300328 

50-382 

F 

COOK.R. 

8504000423* 

60 320 

0 

COOKE.B A 

8504090022 

WASTE RES 

COOKE.e A 

0504180010 

WASTE RES 

COOL.DA 

8504100109 

40*7604 


COOL.D A 

0504170460 

40 0724 


COOLEY, R A 

0504020140* 

50 285 

Q 

COOLEY.R A 

8504040436* 

50 450 

Q 

COONEY,MJ, 

8504010035 

60*352 

F 

COONEY.M J 

8504230292 

60*362 

Q 

COOPER, WT. 

0504160496* 

50-390 

0 

COOPER.W.T. 

0504160593’ 

50-348 

Q 

COPELAND, R A 

0504090326 

60-316 

P 

COPEUND.V.G, 

8504290230 

50 466 

G 

COPELAND, V,G, 

0504290230 

60-456 

Q 

COPELAND,V,Q 

BS04290363 

60-456 

G 

COPPOLA, T 

8409200180* 

50-341 

Q 

COPPOLA, T 

8504290400* 

60-205 

Q 

CORNELIUS.WE 

0504010117 

50 403 

1 

COSTANZi.F A 

0504090011 

WASTE MGT 

COSTELLO.F 

8504090305 

l&E 


COSTELLO.F 

8504230209 

l&E 


COTTON.PG 

0504250237* 

60-440 

T 

COUNSIL.W.G 

8504010013 

50-423 

E 

COUNS{L,W.Q 

8SQ4010013 

50*423 

E 

COUNSIL.WG 

8504010020 

60-245 

P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

COUNSIL.W G 

8504010020 

50 245 

P 

COUNSIL.W G 

8504018024 

50*245 

P 

COUNSIL.WG 

8504010024 

50-245 

P 

COUNSIL.W Q 

8504030267 

50*336 

F 

COUNSIL.WG 

8504030267 

50 336 

F 

COUNSIL,WQ 

8504050062 

50 336 

P 

COUNSIL.W G 

6504050062 

50 336 

P 

COUNSIUW G 

8504080116 

50 336 

P 

COUNSIL.W G 

8504080116 

50 336 

P 

COUNSIUW G 

B5040B0241 

50 336 

P 

COUNSIUW.G 

8504060241 

50 336 

P 

COUNSIUW G 

8504080385 

50-336 

P 

COUNSIL.W G 

8504080385 

50*336 

P 

COUNSIL.W G 

8504080428 

50*336 

P 

COUNSIL.W G 

8504080428 

50*336 

P 

COUNSIL.WG 

8504080433 

50 213 

F 

COUNSIL.W G 

8504090218* 

50 336 

Q 

COUNSIL.W G 

8504090218* 

50 336 

Q 

COUNSIL.WG 

850411 01 5B 

50 423 

S 

COUNSIL.W G 

850411 01 5B 

50 423 

s 

COUNSIL.W G 

8504110171 

50 423 

s 

COUNSIL.WG 

8504110171 

50 423 

S 

COUNSIL.W G 

8504110181 

50 423 

s 

COUNSIL.W G 

8504110181 

50 423 

s 

COUNSIL.W G 

8504110279 

50 423 

s 

COUNSIUW Q 

85041 10279 

50*423 

s 

COUNSIL.WG 

0504110664 

50*423 

s 

COUNSIUW G 

6504 1 10664 

50 423 

s 

COUNSIUW.G 

65041 10875 

50 423 

s 

COUNSIUW Q 

0504110675 

50 423 

s 

COUNSIUW Q 

0504120154 

50 336 

Q 

COUNSIUW.G 

8504120154 

50 336 

Q 

COUNSIUW.G 

8504150292 

50 213 

F 

COUNSIUW G 

8504150343* 

50 423 

R 

COUNSIL.WG 

8504150343* 

50 423 

R 

COUNSIL.W.G 

85041 5035B 

50 423 

A 

COUNSIL.WG 

8504150356 

50 423 

A 

COUNSIL.WG. 

8504150307 

50 423 

E 

COUNSIUW G 

0504150307 

50 423 

E 

COUNSIUW G 

8504160253 

50 423 

E 

COUNSIL.WG 

0504160253 

50 423 

E 

COUNSIL.WG 

6504160276 

50*423 

A 

COUNSIUW Q 

8504160276 

50 423 

A 

COUNSIUW G 

0504160310 

50 423 

E 

COUNSIUW G. 

8504160310 

50 423 

E 

COUNSIL.WG 

8504160362 

50 336 

P 

COUNSIUW G 

8504160362 

50*336 

P 

COUNSIUWG 

0504180405 

50-423 

A 

COUNSIL.WG 

8504180405 

50 423 

A 

COUNSIL.W.G 

8504190335 

60 213 

Q 

COUNSIL.WG 

6504220073 

50 213 

F 

COUNSIUWG 

8504220073 

50 213 

F 

COUNSIL.WG 

0504220073 

50 213 

F 

COUNSIL.W Q 

8504230315 

50 423 

E 

COUNSIL.WG 

8504230315 

60 423 

E 

COUNSIUWG 

8504230326 

60 213 

H 

COUNSIUW.G. 

8504230320 

50 213 

H 

COUNSIUW G 

8504230326 

50 213 

H 

COUNSIL.WG 

0604230355 

50 336 

P 

COUNSIL.W G 

8504230355 

50 336 

P 

COUNSIL.WG 

0504230366 

50 245 

P 

COUNSIL.WG 

6504230368 

50-245 

P 

COUNSIUWG 

8504230426 

50 423 

E 

COUNSIL,WG 

6504230428 

50*423 

E 

COUNSIL.WG. 

0504290314 

60-213 

P 

COUNSIL,WQ. 

0504200414 

50 423 

O 

COUNSIL.WG 

6504290414 

50 423 

0 

COUNSIL.W G 

6504290525 

50 423 

s 

COUNSIL.W.G. 

8604290525 

50 423 

s 

COUNSIL.WG 

8504300097 

50 423 

s 

COUNSIL.W.G 

8504300097 

60 423 

s 

COUNSIUWG 

8504300263 

BO 423 

A 

COUNSIL.W.G 

8504300263 

50 423 

A 

COUNSIL.W.Q 

8504300269 

SO-423 

E 

COUNSIL.W Q 

8504300289 

60-423 

E 

COUNSIL.WG. 

8504300362 

50 336 

P 

COUNSIL.W.G 

COWAN.C.E. 

6504300362 

0504030419 

60 336 
NUREG 

P 

COWGILUC 

8504080423 * 

60 320 

Q 

COXJ.H 

8504120450* 

50 498 

A 

COYLE, U 

8504020450 

60 249 

3 

COYLE.L 

85041 90SB1 

50-237 

S 

COYLE.L 

CRA1G.J. 

CRAIQ.J. 

CRAIQ.J 

CRAIG.J W. 
CRAIQ,J.W. 

8504220437 

8504050180* 

8504240610* 

8604300160* 
8504100271* 
B504 100483* 

50-249 

OA999 

QA9d9 

QA999 

QA999 

QA99d 

S 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

CRANE.PA 

8504020090 

50 133 

1 

CRANE, PA 

8504040266 

50 133 

J 

CRANE,P A 

8504000245 

50 275 

J 

CRANE.PA 

8504300349 

50 323 

P 

CRANWELL.R M 

8504090418 

WASTE RES 

CRANWELURM 

8504090453 

WASTE RES 

CRANWELL.R M 

8504090472 

WASTE RES 

CRANWELL.R M 

8504090400 

WASTE RES 

CRANWELL.R M 

8504090496 

WASTE RES 

CRANWELL.R M 

8504100022 

WASTE RES 

cranwelur m 

85043(>01B9 

WASTE RES 

CRANWELUR M 

85043005Q4 

WASTE RES 

CRAWFORD, K E 

0504030113 

50 72 

R 

CREED. J 

05042 3023S 

70 28 


CREED.J R 

0504010164* 

50 10 

Q 

CREeD.J R 

0504010101* 

50 106 

Q 

CREED.J R 

8504020258* 

50 106 

Q 

CREED,J R 

8504080535* 

60 331 

0 

CREED.J R 

8504090292* 

50 341 

Q 

CREED.J R 

8504150368* 

50 373 

0 

CREED.J,R 

8504150563* 

50 461 

S 

CREWS.J L 

8504110119* 

50 344 

0 

CREWS.L A 

8504160171* 

50 54G 

A 

CREWS.L A 

8504160175* 

50 456 

A 

CROOKS. J.L 

B504220048* 

FOIA 


CROSSMAN.W 

6504090322* 

50 382 

0 

CROSSMAN ,W A 

0504010060* 

50-302 

Q 

CROSSMAN.W A 

0504020243* 

50-59 

Q 

CROSSMAN.W A 

8504020286* 

50-362 

Q 

CROSSMAN.W A 

8604050134* 

50-302 

Q 

CROSSMAN.W A 

0604080115* 

50-498 

Q 

CROSSMAN.W A 

8504090124* 

60-1i28 

Q 

CROSSMAN.W A 

8504090317 

50-382 

Q 

CROSSMAN.W A 

8504100605* 

50-382 

0 

CROSSMAN.W A 

6504250371* 

50-382 

Q 

CROSSMAN.W A 

6504250377* 

50-382 

Q 

CROUCH, W D 

8504010071* 

50-430 

A 

CROUSE.RP 

6504010149 

50-346 

Q 

CROUSE, R P 

8504030206 

50-346 

H 

CROUSE.R P 

6504040257 

50*346 

Q 

CROUSE.R P 

6504040351 

50-346 

P 

CROUSE.R P 

8504080242 

50*340 

F 

CROUSE.R P 

8504080436* 

TOPREP 


CROUSE,R P 

8504120036 

50-340 

P 

CROUSE, R P 

8504160283 

50-346 

P 

CROUSE.R P 

8504230043 

50-346 

P 

CROUSE.R P 

6504230363 

50-346 

Q 

CROUSE.RP 

B504230366 

50-346 

Q 

CROUSE.RP 

6504290313* 

50-346 

Q 

CROUSE.RP 

8504290317* 

50-346 

Q 

CROUSE.RP 

6504290349 

50-346 

F 

CROUSE.R P. 

8504290404 

50-346 

F 

CROW,W T 

8504030405 

70-371 


CROW,W,T 

8504030431 

70-2940 


GROW.W.T 

8504050373 

40-4340 


CROW.W.T 

8504050373* 

40-4340 


CROW.W T 

85040B0142 

40-6500 


CROW.W T 

6504160149 

40-7680 


CROW.W T 

5504170561 

40 7102 


CROW.W.T 

85041 602 98 

40 6563 


CROW.W T 

6504250527 

70 3014 


CROW.W T. 

6504250534* 

70 3014 


CROW.W T 

6504250536* 

70 3014 


CROW.W T 

8504250541* 

70 3014 


CROW.W T, 

0504250545* 

70 3014 


CROW.W.T. 

0504260361 

70 2928 


CROW.W.T. 

6504260385* 

70 2926 


CROW.W.T 

8504260395* 

70 2028 


CROWLEY.0 R 

6504170062* 

50416 

Q 

CJROY.P A 

6504080035 

50 200 

F 

CRUTCHFIELO.D 

8504040042* 

50-245 

P 

CRUTCHFIELC.D 

8504040292* 

50-213 

P 

CRUTCHFIELO.D 

8504040430 

MISC 


CRUTCHFIELD.D 

85041 10662* 

50 13 

W 

CRUTCHFIELD, D 

8504220164 

MISC 


CRUTCHFIELD.D 

6504240579* 

50 123 

P 

CRUTCHFIELD.D 

0504250094* 

50-124 

P 

CRUTCHFIELD.D 

8504250284* 

60-362 

G 

CRUTCHFIELD.D 

8504290270 

50 207 

P 

CRUTCHFIELD.D 

8504300153* 

50 245 

P 

CRUTCHFIELD.D 

8504300646 

50-155 

P 

CULLEN.E J 

B503190147 

50-352 

F 

CULLEN.E J 

8504020200 

50*352 

Q 

CULLEN.E J 

6504220229 

50-352 

Q 

CULLEN.E J 

0504250259 

50-352 

G 

CULLEN.E J 

8504290354 

50*352 

F 

CULLER, F.U 

0004160463* 

60-320 

P 

CULVEaB.K. 

850415Q083* 

50-3SB 

A 



380 PERSONAL AUTHOR INDEX 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT AUTHOR 

NUMBER CATEGORY 


CULVER, N 
CUMMINGS, G E 
CUMMJNGS,G E 
CUMMINGS.G E 
CUMMINGS, G E 

CUMMINGS, JJ 
CUMMINGS, JJ 
CUMMINGS, J J 
CUWMINGS.J J 
CUNNINGHAMA L 

CUNNINGHAM, A L 
CUNNINGHAM, F L 
CUNNINGHAM, G E 
CUNNINGHAM, G E 
CUNNINQHAM,G E* 

CUNNINGHAM.G E 
CUNNINGHAM, G E 
CUNNINGHAM.G E 
CUNNINGHAM.G E 
CUNNINGHAM.G H 

CUNNINGHAM, R E 
CUHflY,JJ 
CURTIS.G H 
CUflTIS,N 
CURTIS,NW 

GURTIS.N W 
GUHTIS,NW 
GURTIS.N W 
CURTIS.NW 
CURTIS.NW 

GURTIS.N W 
CURTIS, N W 
GURTIS.N W 
CURTIS, NW, 
GURTIS.N W 

CURTIS.NW 
GURTIS.N W 
CURTIS.NW 
CURTIS.NW. 
GURTIS.N W 


0504030044 ‘ 
8504100013 
850425Q464* 
8504250469* 
8504250474 * 

8312010249* 
8312010271* 
8312010276* 
B504 190273 • 
8504150445 • 

8504150750* 

8504090458 

8504020427 

8504030004 

8504030213 

6504030269 

8504030400 

8504160598 

8504170631 

8504230215* 

8504040028 
8504240278* 
B5 0425022 7* 
6504170461* 
6100210343 

8 11 0160469* 
8504110323 
6504120279* 
8504120395* 
8504150166* 

6504150167* 
8504150229* 
8504150423* 
0504160243 
B5041 60352 

0504170086 

0504180543 

8504180546* 

8504250563 

8504290373 


50-275 H 

WASTE RES 
50-275 Q 

50-275 Q 

50-275 Q 

50 358 G 

50 35B G 

50 35B G 

FOJA 

50 416 Q 

50413 Q 

71-177 
70 754 

50 70 R 

50-16 I 

50 73 R 

71-5980 

70-754 

70-1007 

FOIA 

40-8027 
50-320 P 

CONTRACT 
50-277 I 

50-387 X 

50-387 X 

50-3B7 F 

50 308 R 

50 387 R 

50 388 R 

50 388 R 

50 368 R 

50 3B8 R 

50 387 P 

50387 P 

50-387 p 

50 387 P 

60 387 P 

50 367 H 

50 367 p 


DANCE.H 
DANCE.H C 
DANCE.H C 
DANCE.H C 
DANCE.H C 

DANDOIS.D B 
DANFELT.E L 
DANIELSON.D H 
DANIELSON.D H 
DANIELSON.D H 

DANIELSON.D H 
DANIELSON.D H 
DANIELSON.D H 
DANIELSON.D H 
DARLING.J P 

DARLING.J R 
DAVIS.A B 
DAVIS.A B 
DAVIS.J E 
DAVIS.J E 

DAVIS.JG 
DAVIS, J G 
DAVIS.J M 
DAV^S.K A 
DAVIS, K A 


DAVIS.L A 
DAVIS.M J 
DAVIS, M J 
DAVfS.M S 

DAVIS.SM 
DAVIS.SN 
OAVIS.T 
DAY.M S 
DEAGAZIO.A 

DEAGAZIO.A 
DEAGAZIO.A W 
DEAN.WH 
DEBEVEC.CJ 
DEBS, 6 T 


CUTH0ERTSOHT 
CUTTER,A0. 
CUTTER, A B 
CUTTER. A B 
CUTTER.A B 


8504100054 71 62 
8504100187 50 261 
B3041 50349 50 324 
8504160124 50-261 
8504160347 50-400 


OEBS.BT 

P DEDOENS.J.C. 

P DEFIELD,J 0 

Q DEITZ.VR 

F DELLA nATTA.A 


CUTTER, AG 
CUTTER, A B 
D'AMORE.M 
DAEMEN.J 
DAEMEN.JJ 


6504190394 50 261 F 

8504300491 50-324 P 

8504170509* 70-1151 

8504100033 WASTE RES 
8504Q90456 NUREG 


DELLA RATTA.A 
DELLfGATTI.M S 
DEMPSEY, MT 
DENISE, R P 
DENISE.R P 


DAHLMAN.L C 
DALE.LF 
DALE.LF 
DALE.L F 
DALE,tF 

DALE.LF 
DALE.L F 
DALE.L F 
DALE.L F 
DALE. IF 

DALE.L F 
DALE.L F 
DALE.L F 
DALE.L F 
DALE.L F 

DALE L F 
DALE.L F 
DALE.L F 
DALE.L F 
DALE.L F 

DALE.L F 
DALING.PM 
DALHYMPLE.CC 
DALTROFF.S 
DALTROFF.S L 

DALTROFF.S L 
DALTROFF.S L 
DALTROFF.S L 
DALTROFF.S L. 
DALTROFF.SL 

DALTROFF.S L 
DALTROFF.SL. 
DALTflOFF,SL 
DALTROFF.S L 
DALTROFF.S L 

DALTROFF.S L 

DANCE.H 

DANCE.H 


8504260227* 

8404020084* 

8S0404029B 

8504040410 

8504050212 

8504050216 

8504050318 

8504090099 

8504100229 

8504110352 

8504150503 

8504180120 

8504160385 

8504180412 

8504220234 

8504220371* 

8504240342 

8504250072 

8S04250518 

6504260380 

8504300356 

8S0422037S 

8504150635 

8504040180* 

8504080217 

6504080554 

8504090066 

8504090359 

6504120008 

65041G0280 

8S04 190449 
8504230206 
8504230272 
8504250442 
6504260069 

8504290043 

8504150256* 

8504160172* 


50-263 Q 

50 416 P 

50 416 p 

50 416 S 

60 416 P 

50416 S 

50 416 S 

50416 S 

50416 J 

50416 V 

50 416 S 

50 416 P 

SO 416 P 

50 416 S 

60-416 F 

50-3 p 

50-416 P 

50-416 R 

50-417 S 

50-416 S 

50-416 P 

NUREG 

PT21 

50-278 P 

50-352 F 

50 352 P 

50-352 F 

50-352 F 

50 352 Q 

50 352 P 

50-352 V 

50 277 P 

50 277 P 

60-352 F 

50-277 p 

50 277 R 

50 413 Q 

60-369 Q 


DENISE.R P. 
DENISE.R P 
DENISE.R P 
DENISE.R P 
DENISE.R P 

DENISE.R P 
DENISE.R P 
DENISE.R P. 
DENISE.R P. 
DENNIG.H 

DENNIG.R 
DENNIG.R 
DENNIQ.R L 
OENNlG,R L 
DENNIG.R L 

DENNIQ.R L 
DENNIG.R, L 
DENNIG.R L 
DENNIQ.R I 
DENNIG.R L 

DENNIG.R, L 
DENNIG.RL 
DENNIG.R L 
DENNIG.R L. 
DENNISON, D K 

DENTON.H 
DENTON, H n 
DENTON.H R. 
DENTON.H R 
DENTON.H R. 

DENTON.H R, 
DENTON.H R 
DENTON.H R 
DENTON.H R 
DENTON.H R 

DENTON.H R 
DENTON.H.n 
DENTON.H R, 


6504290185 

8504160612* 

8504160284* 

6504160306* 

8504160334* 

8504220075* 

6504090324* 

8503220398* 

0504040428* 

6504040437* 

0504090242* 

8504160326* 

6504160433* 

8504230328* 

8504020323 

8S04250432* 

8504020347 

8504230259* 

8504050060 

8504050069 

0504050137 

8504230317* 

8504260092* 

0504080312 

6504110612* 

6504100154 
6504030178* 
8504150655* 
8504170276* 
B5041 00616 

8504220329* 

8504170224* 

6504220341 

8504080571 

8504180303 

8504250215 
8504180559 
0504220184* 
8504050280 
8504 1 50729* 

8504160127* 

8504060041* 

8504300121 

8504040424 

6504020119* 


50-414 S 

50-413 Q 

60-413 Q 

60-269 Q 

50-413 Q 

FOIA 

50-361 P 

50 454 Q 

50 461 Q 

50-282 0 

50 454 Q 

50 305 Q 

50 457 Q 

50-331 Q 

50 390 A 

CONTRACT 

l&E 

FOIA 

50 483 S 

60 483 S 

WASTE MGT 
FOIA 

50-400 F 

CONTRACT 

CONTRACT 

PRM 

CONTRACT 
60-280 Q 

50-280 Q 

WASTE RES 

50-3 p 

WASTE MGT 
NUREG 
WASTE MGT 
50-346 P 

50 346 F 

so 346 P 

50 397 A 

NUREG 
50 338 Q 

60 261 Q 

50 458 Q 


70 371 


DENTON.H R 
DENTON.H R 
DENTON.H R 
DENTON.H n 
DENTON.H R 

DENTON.H R 
DENTON.H n 
DENTON.H R 
DENTON.H R 
DENTON.H R 

DENTON.H R 
DENTON.H R 
DENTON.H R 
DENTON.H R 
DENTON.H R 

DENTON.H R 
DENTON.H R 
DENTON.H R 
DENTON.H R 
DENTON.H R 

DENTON.H R 
DENTON.H R 
DENTON.H R 
DENTON.H R 
DENTON.H R 

DENTON.H R 
DENTON.H R 
DENTON.H R 
DENTON.H, R 
DENTON.HR 

DENTON.H R 
DENTON.H R 
DENTON.H n 
DENTON.H R 
DENTON.H R 

DENTON.H R 
DENTON.H R 
DENTON.H R 
DENTON.H R 
DENTON.H R 

DENTON.R e 
DENTON.R E 
DENTON.R E 
DEUTSCH.WJ 
DEV.M 


0504040475* 

70 371 

8504080412 

WASTE 

8504150530 

60-10 

8504020120 

50 456 

8504020261 

50 482 

8504020261 

50-482 

0504030191 

50-285 

8504050161 

50-482 

8504090457 

50-482 

8504110334 

50-267 

8504110345 

50-482 

6504160431 

50-267 

8504180407 

50-462 

8504180419 

50-482 

8207220179* 

FOIA 

8209230074* 

FOIA 

8504190036* 

FOIA 

8110300207* 

FOIA 

8205110001* 

FOIA 

8208120G05* 

FOIA 

8208170016* 

FOIA 

8504190022* 

FOIA 

8504190176* 

FOIA 

8504190327* 

FOIA 

8504220054* 

FOIA 


DEV.M 
MGT DEV.M, 

S DEVINCENTIS.J 

A DEVINCENTIS.J 

Q DEVINCENTIS.J 

0 DEVtNCENTIS,J 

Q DEVINCENTIS.J 

Q DEVINCENTIS.J 

Q DEVINCENTIS.J 

P OEVINCENTIS.J 

Q OEVINCENTIS.J 

F OEVINCENTIS.J 

0 DEVINCENTIS.J 

Q DEVINCENTIS.J 

DEVINCENTIS,J 

DEVINCENTIS.J 

DEVINCENTIS.J 

DEVINCENTIS.J 

DEVINCENTiS.J 

DEVINCENTIS.J 

DEVINCENTIS.J 
DEVINCENTIS.J 
DEVINE, J B 
DEVINE.J B 
DEVINE, J 8 


5504220090* FOIA 
8504220126* FO?A 
6504230304* FOIA 
8504190232* FOIA 
8504040193* 50-278 

8212150290* FOIA 
81932S01B9* FOIA 
8203110022* FOIA 
8204260102* FOIA 
8208040244* FOIA 

8503200545 50-443 

8503260136* 50-443 

8504010222 50-155 

8504020046* 50-382 

0504020386 60-275 

8504020413 50-220 

8504030322 50-220 

8504030446 MISC 


DEVINE.J B 
DEVOS, D H 
DEVRIES.K.L 
P DEWEASE.JG 

DEWEY.LS, 
DEWEY, L S 
DEWEY.LS 
DEWITT, R B. 
DEYOUNG, RC 

G DEYOUNG.R C 

G DEYOUNG.R C 

P DEYOUNG.R C 

P DEYOUNG.R C 

I DEYOUNG.R C 

P DEYOUNG.R C 

P DEYOUNG.R C 

OIAZ.CJ 


ACCESSION SUBJECT 
NUMBER CATEGORY 


B50403045D 

8504040027 

8504040049 

8504040061 

8504040201 

8504040252 

8504040326 

8504040334 

8504040337 

8504040346 

8504040414 

8504040496 

8504080039* 

8604080112 

B504080163 

8504000171 

8504080514 

8504080522* 

8504080576 

8504090392* 

8504100141 

8504100369* 

8504100612 

8504100705 

8504110036 

8504110234 

8504110240 

8504110273 

8504110304 

8504120324 

8504150065* 

8504170355 

8504180569 

0504190015 

8504190119* 

8504250152 

8504250159* 

8504250414 

8504300237 

8504300260 

8504190101 

8504250060 

8504250100 

B504040003 

8504110324* 

8504110495* 

8504230218* 

8504020018 

8504020393 

8504020465 

8504020466 

8504030137 

6504030142 

8504030145 

8504030152 

8S04040210 

8504120282* 

8504120364* 

8504150153* 

8504150235* 

8504150301* 

8504150437* 

8504160017 

8504240627 

8504240061 

8504250241 

8504290076 

8412140451 

8504240163 

8504240200 

8504240425 

8504240602 

8504000065 

8504030113 

8504030323 

8504080247 

8504080258 

8504090147 

8504030229* 

8204290105* 

0306290629* 

8312220142* 

8402030496* 

8504190082* 

8504190095* 

8504190163* 

8604220159* 

8504110185 


50 280 P 

50 352 G 

50-282 P 

MISC 

50 155 P 

SD219 P 

50-206 P 

50-341 P 

60-537 A 

50-213 P 

50-289 H 

NUREG 
50-374 P 

50-387 ? 

50-352 P 

50-410 A 

GEN TEC I S 
50-308 P 

SO- 4 23 I 

50-397 P 

50-366 P 

50-483 P 

60-29S P 

MISC 

50-373 P 

50-259 P 

50-263 P 

50-293 P 

50-338 P 

NUREG 

50-322 A 

50-277 P 

MISC 

50 528 P 

FOIA 

50 293 P 

50-293 P 

MISC 

COMMISSION 

MISC 

60 317 F 

50-317 H 

50 317 P 

NUREG 
60 289 0 

50-286 0 

50-3 1 7 Q 

50-443 S 

50-443 S 

50-443 S 

50-443 S 

50-443 S 

50-443 S 

50-443 S 

50-443 S 

50-443 F 

50-443 n 

50-443 R 

50 443 R 

50 443 R 

50 443 R 

50 443 R 

50 443 0 

50 443 S 

50 443 S 

50443 
50 443 
XPORTLIC 
XPORTLIC 
XPOHTLIC 

XPOHTLIC 
XPORTLIC 
SO 334 
50-72 
60 408 

50 529 
50 529 
60 629 
50 255 
FOIA 

FOIA 
FOIA 
FOIA 
FOIA 
FOIA 

FOIA 
FOIA 
50-454 S 


tjQOQ cn> 
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AUTHOR 


DIECKAMP.H 
DIEDERICH.G J 
DIEDERICH.G J 
DIEDERICH.G J 
DIEDERICH.G J 

DIEDERICH.G J 
DEEDERICH.Q J 
DIEDERICH.G J 
DIEDERICH.G J 
DIEDERICH.G J 

DIEDERICH.G J 
DIEDERICH.G J 
DIEDERICH.G J 
DIEDERICH.G J 
DIEDERICH.G J 

DIEDERICH.G J 
DIEDERICH.G J 
DIEDERICH.G J 
DIETZ.C R 
DIETZ, C R 

DIETZ.C R 

d:etz,c R. 

DJETZ.CR 
DIETZ.C R 
DIETZ.C R 

DIETZ.C R 
DIETZ.C R, 
DIETZ.C R 
DIETZ.C R 
DIETZ, C R 

DIETZ.C R 
DIETZ.C R 
DIETZ.C R 
DIETZ.C R 
DIETZ.C R. 

DIETZ.C R. 
DIETZ.C R 
DIETZ.C R. 
DIETZ.C R 
DIETZ.C R 

DIQGS.R M 
OIGQS.R M. 
DIGGS.R M 
OIQGS.R M 
DIGGS.R.M 

DIGGS.R M 
DIGGS.R M 
DIGGS.R M 
01GGS.R M 
DIGGS.R M 

DIQGS.R M 
DIGGS.R M 
DIGGS.R M 
DIGGS.R M 
DIGGS.R M 

DIGGS.R.M. 
DIGGS, R M 
DIGGS.R M 
DIGGS.R.M. 
DIGGS.R M 

DIGGS.R.M 
OIGQS.R M 
DIQGS.R M 
DIGGS.R.M 
DIGGS.RM 

DIGGS, R.M 
DIQGS.R M 
DIGGS.R M. 
DIGGS.R M. 
DIGGS.R M 

PrGGS.R.M. 

DIGGS.RM 

DBGFUNDAKIS.N 

DIQRINDAKIS.N. 

DIIANNI.DC, 

DILLON, LJ 
DIMEGLIO, A.F. 
DIMEGLIO, A.F 
DINGMAN.SE 
DIRCKS,WJ 

DIRCKS.W.J. 
DIRCKS.W.J. 
DIRCKS.W J 
DIRCKS.W J 
DIRCKS.WJ 

OIRCKS.WJ 

01RCKS.W.J. 

DIRCKS.W.J. 


ACCESSION 

NUMBER 

8504300434’ 

8504010228 

8504010238 

8504020445 

8504030164 

8504050314 

8504050324 

8504090169* 

8504090489 

8504090499 

8504110147 

8504150271 

8504150742 

8504190611 

8504220271 

8504220445 

8604230036 

8504300212 

8504030132 

8504040226 

8504080553 

8504080560 

8504090336 

B504090510 

8504100391 

8504100501 

8504100559 

8504100574 

8504110715 

8504110739 

8504110745 
8504 100065 
8504160065 
0504160077* 
8504160168 

8504160180 

6604170300 

0504100627 

8504250461 

8504290468 

0412170522 

8503060108 

8504020192 

8504030095 

0504030235 

8504030336 

0504030356 

8504030301 

0604040321 

8504040327 

8504040476 

8504110262 

0504110266 

8504110687 

8504170209 

8604 170380 
8504170373 
8504170378 
8504170412 
8504170418 

8504170463 
8504170475 
65041 00542 
86041B0570 
8B041 80833 

6504100638 

8504100009 

8504100481 

0504230019 

8504240464 

B50426036B 

6504260399 

8604260297 

8504290479 

8504220318 

8504190017* 

8504190409 

8504200067 

8504160098 

8101060212* 

8111180027* 
8201200373* 
8204220103* 
B2051 30322* 
8206070180* 

8206070184* 

8304220634* 

8312010264* 


SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

50 210 

1 

DIRCKS.WJ 

8312090099* 

FOIA 


DONOHEWJN 

8504250051 

50219 

60 373 

S 

DIRCKS.W J. 

B503070677 

50 200 

H 

DONOHEWJN 

8504250472 

50210 1 

50 373 

S 

DIRCKS.WJ 

8504030103 

50 322 

F 

DONOHEWJN 

8504300602 

50 219 

50-373 

S 

DIRCKS.WJ 

8504030357 

PR 


DOOLITTLE.E L 

8504010220 

5f> 423 

50-373 

S 

DIRCKS.WJ. 

8504050175 

70 364 


DOOLITTLE.E L 

8504120323 

50 423 

50-374 

S 

DIRCKS.WJ 

6504110253 

50 341 

H 

DOOLITTLE.E L 

8504160194 

50 423 

50-374 

S 

DIRCKS.WJ 

8504120376* 

50 326 

P 

DOOLITTLE.E L 

8504170544 

50 423 

50 373 

K 

DIRCKS.W J 

8504120393* 

50 219 

Q 

DOROSHOW.J 

8504120355 

50 200 

50-373 

S 

DIRCKS.WJ. 

8504160093* 

50 309 

S 

DOnOSHOW.J 

8504120414 

50219 

SO 373 

S 

DIRCKS.W J. 

8504170685 

50 280 

H 

DOUGHERTY.MM 

8504010056* 

50 170 

50 374 

s 

DIRCKS.W J 

8504180262 

Wise 


DOUGHERTY.MN 

8504010062* 

50-170 

50 373 

R 

DIRCKS.WJ. 

8504190002 

50 261 

P 

DOUGLAS.W 6 

8504120411* 

50 424 

50 373 

S 

DIRCKS.WJ 

8504190003 

TOPREP 


DOUGLAS.WG 

0504170333* 

50 369 

50-373 

R 

DIRCKS.W J 

8504190259* 

FOIA 


DRAGOJP 

0504120007 

50213 

50-373 

S 

OIRCKS.WJ 

8504100276* 

FOIA 


DREIFUS.D 

0504000241 

50 322 

50-373 

S 

DIRCKS.WJ 

8504190306* 

FOIA 


DREIFUS.D 

0504090241 

50 322 

50-373 

S 

DIRCKS.WJ. 

8504190350* 

FOIA 


DREY.K 

8504150090* 

50 463 

50-373 

s 

OIRCKS.WJ 

8504190559 

50 352 

H 

DREY.K 

8504150107* 

50 403 

50-324 

s 

OIRCKS.WJ 

8504220014* 

FOIA 


DREY.K 

8504160111* 

50 403 

50-326 

s 

D|RCKS,WJ 

8504220065* 

FOIA 


DROMERICK.AW 

0504 180235* 

50 31 1 

50-325 

s 

DIRCKS.WJ 

8504220091* 

FOIA 


DRUGA,R J 

8504010216 

50 334 

50-326 

s 

DIRCKS.WJ 

8504220156* 

FOIA 


DRUGA.R J 

D504010210 

50 334 

50-324 

R 

DIRCKS.WJ 

8504220193* 

FOIA 


DRUGARJ 

6504010219 

50 334 

50 324 

R 

DIRCKS.WJ 

8504220202* 

FOIA 


DRUGA.R J 

850411 0260 

50 334 

50-324 

R 

DIRCKS.WJ. 

8504230220* 

FOIA 


DRUMMER, G H 

8504240123* 

CONTnACT 

50 324 

R 

DIRCKS.WJ 

8504230346* 

FOIA 


DRUMMOND.F J 

8504160305* 

50 302 

50 324 

R 

DIRCKS.W J 

8504250256 

50 352 

H 

DUBOfS.D 

8504120013 

XPORTLIG 

50 324 

R 

DIRCKS.WJ, 

8504260416 

MISC 


DUBOIS.D 

8504120010 

XPORTLIC 

50 324 

R 

DIRCKS.W J 

8504290005 

50 352 

H 

DUBOIS, D L 

8504100597* 

50 298 

60 325 

S 

DIRCKS.WJ 

8504300477 

ACHS 


DUBOIS.D L 

0504230483* 

50 208 

50 325 

S 

DIRCKS.WJ 

8504300639 

COMMISSION 

DUCE.S W 

8501020513* 

50-205 

50-324 

s 

DITMARS.J D. 

8504000191* 

WASTE MQT 

DUCK,J R 

0504040018 

50 327 

60 324 

s 

DITONDO.N 

8504260477 

71 365 


DUCK.J R. 

0504040038 

50 438 

50 324 

Q 

OIXON.OW. 

8504010243 

60 395 

S 

DUCK.J R 

0504040103 

50 250 

50*324 

R 

OIXON.OW. 

8504020247 

50 395 

Q 

DUCK.J R 

0504040107 

50-327 

50-325 

S 

DIXON.OW 

8504040130 

50 395 

S 

DUCK.J R 

0504040207 

50 321 

60-324 

s 

DIXON.OW 

8504040455 

50 393 

R 

DUCK.J R, 

R504040241 

50-335 

50 324 

R 

DIXON.O W 

0504050130 

50 395 

P 

OUCK.J R 

0504040245 

50 302 

50 326 

S 

DIXON.OW 

0504060410 

50 395 

P 

DUCK.J n 

0504040249 

50 12 

50 325 

s 

DIXON, O.W 

8504090339 

60 395 

R 

DUCK J R 

0504040262 

50 390 

50 289 

p 

OIXON.OW 

8504060503 

50*395 

R 

DUCK J R 

0504040300 

50 340 

50 289 

p 

DIXON.OW 

0504100527 

50 395 

R 

DUCK J R 

0504040314 

50 259 

50 210 

p 

OIXON.OW. 

0504120073 

50 395 

P 

DUDLEY, N 

0604020273* 

50 54 

50-165 

p 

DIXON.OW 

8504150017 

50-395 

P 

DUDLEY. N 

8504230050* 

50 309 

50-261 

p 

DIXON.O W. 

8504160208 

50-395 

P 

DUDLEY, R 

0604250132 

50 155 

60-293 

p 

DIXON.OW. 

8504150323 

50*395 

P 

DUGGIN.Q 

05041 70429 

50 327 

50-312 

F 

DIXON, O.W 

6504160052 

60 395 

Q 

DUGSTAD.D 

0604 220210 

50 202 

50*206 

P 

DIXON.OW. 

0504160148- 

50*395 

Q 

DULANYJ R 

0604 230281 

QA099 

50 416 

P 

OIXON.O.W. 

8504220189 

50 395 

F 

DUNOAS.WJ 

0504120155 

SO 266 

50 261 

P 

DIXON.OW. 

6504220209 

60-395 

R 

DUNKLE.M K 

0504100106' 

FOIA 

60-275 

P 

DIXON.OW 

6504250033 

50 395 

F 

DUNLAP.J M 

8504020237' 

50 322 

50-296 

P 

DIXON, O.W 

0504250310 

50 395 

R 

DUNLAP.J M 

0504040407' 

50 333 

60*333 

0 

DIXON.O W. 

0504290135 

50 395 

S 

DUNLAP.J M 

0504040500' 

50 334 

TOPREP 


OIXON.OW. 

8504200255 

50*395 

F 

DUNLAP.J M, 

6504300500' 

GO 307 

50-272 

P 

OIXON.O.W. 

8504290511 

SO 395 

S 

DUNN.W E 

0504050372 

NUREG 

50*286 

Q 

OIXON.O.W 

8604300204 

50 395 

S 

DUNN,W,E 

0504240140 

50 424 

50 289 

P 

DOCK 6 RY 4 D.P 

0504170334 

REGQD 


DUPONT.S 

0504090108* 

50 341 

50*206 

P 

DODD.R 

8504030260 

so 348 

F 

DUPREE^O C. 

QS04180101 

50 327 

TOPREP 


DODDS, H 

8504250458* 

60 275 

Q 

DURFEE.PJ 

6504170466 

40 8151 

TOPREP 


DODOS.R. 

8504290013* 

60 275 

Q 

DURFEE.PJ. 

8504220016 

71-373 

50-387 

P 

DODDS.R T 

8504110110* 

60 344 

Q 

DURRJ 

6504020126 

60 307 

50-416 

P 

OODDS.RT 

8604110406* 

50 275 

Q 

DURR.J 

8504080237' 

50-352 

50*320 

P 

DODDS.RT 

8504120042* 

50 344 

Q 

DURR.J. 

0504300021' 

60-410 

50 397 

P 

DODDS.R T 

B504 100022 

50 276 

S 

DURR,J P. 

0504160324' 

50-309 

50-220 

P 

DOERFlEfN.L 

8604000121 * 

SO 352 

Q 

DURR,J.P. 

0504100415' 

50-244 

50-397 

V 

DOERFLEIN.UT. 

B6O4O2O203* 

SO 333 

Q 

OURR,J P. 

8504100405' 

50-387 

60-321 

F 

DOHERTY, MJ 

6504120396* 

CONTRACT 


DURR.JP. 

8504230249* 

50-245 

60-330 

P 

DOMER.JA. 

B604050183 

50-327 

S 

DURR.J P. 

6504300403 

50-412 

50-219 

P 

DOMER.J,A. 

B5O405O2IO 

50-390 

A 

DUS,R S 

0504300212 

50-373 

60-276 

P 

DOMER.J.A 

6504000300 

50*327 

P 

DVORAK.KC 

8504080463* 

50-207 

60 281 

P 

DOMEH.J.A, 

B504 090023 

60-259 

F 

DWIGANSJ L 

8504030261* 

50-203 

50 324 

P 

DOMERJA 

6504090297 

50-300 

A 

DYER.J E. 

8504170580' 

50-3G9 

60*265 

S 

DOMER.JA 

8504100093 

50-260 

P 

DYSON JS 

8504200380 

50-206 

50 265 

S 

DOMER.J.A. 

6504120195 

50-259 

Q 

EADEN.PK 

0504110495' 

50-206 

60-282 

P 

DOMER,JA 

8504150406 

60-390 

K 

EAGLE, RJ 

0504180067' 

50-312 

FOIA 


DOMER,J.A. 

8504160061 

50-327 

P 

EAGLET* i 

0604100643* 

50-312 

60-193 

Q 

DOMER.JA 

8604160203* 

60-327 

Q 

EAPEN.PK 

6594000516* 

50-271 

50-103 

P 

DOMEaJA 

6504180269 

50-390 

A 

EAPEN.PK, 

0504110324* 

50-260 

NUREQ 


DOMER,JA 

8504160327 

50-327 

r 

EAPEN.PK 

0504100476* 

50-27 1 

FOIA 


DOMER,JA 

8504160302 

50-259 

p 

EAPEN.PK. 

0504230166* 

50-210 

FOIA 


DOMER.JA. 

8504160420 

50-438 

K 

EAPEN.P.K, 

0504230170* 

50-300 

FOIA 


DOMER,J.A. 

8504160444 

60-390 

A 

EAPCHPK 

0604230218* 

50 317 

FOIA 


DOMERJA 

8504170403 

50-390 

A 

EARLEY.A F 

0504220334* 

50 3 

FOIA 


domer,ja 

8504300271 

60-390 

A 

EARLEY.A F. 

0504220334* 

50 3 

FOIA 


DOMER.J A 

8504300291 

50-390 

V 

EARY.L e 

0504040003 

NUREG 

FOIA 


DOMEn,J.A. 

8504300363 

50-300 

A 

EBERLYP 

0400200100* 

60 341 

FOIA 


DOMER.J.A 

8504300368 

50-436 

A 

EQERSOLE.P 

8504190160 

50 206 

50-358 

G 

DONOHEW.J N. 

6504 080251 

50-219 

P 

EBERSOLE.PN. 

3504000595 

50 260 


-0-5OQ 
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EBNETER.S D 

8504010124 

50-354 

0 

EOGEWORTH.PJ 

6504040106* 

CONTRACT 


FARKAS.S E 

EBNETER^S D 

8504020004 

50-334 

Q 

EOGEWOHTH.PJ 

8504040515* 

CONTRACT 


FARRAR.D L 

EBNETER^S D 

8504020113 

50-443 

Q 

EOGEWORTH.PJ 

8504090402* 

CONTRACT 


FARRAR. D L 

EBNETER^S D 

85Q402023G 

50-213 

Q 

EOGEWORTH.PJ 

8504100644* 

CONTRACT 


FARRAR.D L 

EBNETER.S D 

8504020298 

50-388 

Q 

EOGEWORTH.PJ 

8504100706* 

CONTRACT 


FARRAR, D L 

EBNETER.S D 

8604040490 

50-322 

0 

EOGEWORTH.PJ 

8504120905* 

CONTRACT 


FARRAR.D L 

EBNETER.S D 

8604000054 

50-423 

Q 

EDGEWORTH, PJ 

8504120304* 

CONTRACT 


FARRAR.D L 

EBNETER.S D 

8504080230 

50-352 

0 

EDQEWORTHPJ 

8504150639* 

CONTRACT 


FARRAR.D L 

EBNETER.S D 

8504000492 

50-220 

0 

EDGE WORTH. PJ 

8504170551* 

CONTRACT 


FARRAR.D L 

EBNETER.S D 

8504000501 

60-352 

0 

EOGEWORTH.PJ 

8504170555* 

CONTRACT 


FARRAR.D L 

EBNETER.S D 

8604000513 

50-271 

Q 

EDQEWORTH.PJ 

6504240149* 

CONTRACT 


FARRAR.D L 

EBNETER.S D 

8504090084 

50-354 

Q 

EOGEWORTH.PJ 

0504240507* 

CONTRACT 


FARRAR.D L 

EBNETER.S D 

8504090174 

50-272 

Q 

EOGEWORTH.PJ 

B504250117* 

CONTRACT 


FARRAR.D L 

EBNETER.S D 

0504090205 

50 336 

Q 

EDWAHDS.D H 

B504 100589 

SO 261 

R 

FARRELL, R E 

EBNETER.S D 

8504090234 

50 317 

Q 

EDWAROS.O L 

0504040154 

40 3453 


FASNACHT.D B 

EBNETER.S D 

8604110311 

50 209 

Q 

EGGEBROTEN.J 

0504030035 

50-267 

S 

FASNACHT.D B 

EBNETER.S D 

8504110324* 

50 239 

0 

EGGEBROTEN.J 

8504030146 

50-267 

S 

FASNACHT.D B 

EBNETER.S D 

8504110411 

50 334 

Q 

EGQEBROTEN.J 

8504240652 

50 267 

S 

FAW.R E 

EBNETER.S D 

8604110492 

SO 286 

Q 

EHEVTS.fl F 

8504220052 

59 320 

F 

FAY.C W 

EBNETER.S D 

8504160001 

50 322 

Q 

EICHENHOLZ.H 

8504040276* 

50-29 

Q 

FAY.C W 

EBNETER.S D 

8504160200 

50 443 

Q 

EtCHENHOLZ.H. 

8504190428* 

50 29 

Q 

FAY.aW 

EBNETER.S D 

8504160214 

50 352 

Q 

BSENHUT.DG 

0207120196* 

50-423 

A 

FAY.C W 

EBNETER.S D 

8504160216 

50 278 

O 

EISENHUT.DG 

8302020182* 

59 410 

A 

FAY.C W 

EBNETER.S D 

8504160245 

50 352 

O 

EISENHUT.DG 

8410220163 

Wise 


FAY.C W 

EBNETER.S D 

8504160318 

50 309 

O 

EISENHUT.DG. 

0504090145* 

59-317 

P 

FAV.C W 

EBNETER.S D 

8504180392 

50 054 

Q 

EISENHUT.DG 

0504100622 

59-265 

P 

FAY.C W 

EBNETER.S D 

8504100406 

50 244 

Q 

EISENHUT.DG 

8504120335* 

59-464 

A 

FAY.C W 

EBNETER.S D 

6504180432 

50 322 

O 

EISENHUT.DG 

8504250171* 

59 293 

P 

FAY.C W 

EBNETER.S D 

8594100450 

50 213 

Q 

ELAM.B D 

8504160095* 

59-289 

S 

FAY.C W 

EBNETER.S D 

6504100490 

50 367 

Q 

ELLIS, J 

8504190157 

59 445 

G 

FEE.W F 

EBNETER.S D 

8594190372 

50 322 

Q 

ELLIS.T.S 

8504030106 

69-322 

G 

FEE.W F 

EBNETER.S D 

8504190465 

50 322 

Q 

6LLWANGER.JR, 

8504160023 

60-247 

S 

FEE.WF 

EBNETER,S D 

8504190471 

60 271 

Q 

ELROD.S 

8504020131 

50-369 

S 

FEEHAN.J D 

EBNETER.S D 

6504190505 

50-352 

P 

ELROD, S 

85041S0278* 

50-338 

Q 

FELTON.J M 

EBNETER.S D 

8504220039 

50-322 

0 

ELROD.S 

8504160655* 

50-260 

Q 

FELTON.J M 

EBNETER.S D 

8504230164 

50219 

Q 

ELROD.S 

0504170276* 

50-280 

Q 

FELTZ.D E 

EBNETER.S D 

8504230171 

50-309 

O 

ELROD.S 

8504170315* 

60-280 

Q 

FELTZ.D E 

EBNETER.S D 

8504230210 

50317 

0 

ELROD.S 

8504230343 

50 369 

$ 

FERKIN.Z G 

EBNETER.S D 

8504230243 

50 245 

0 

ELROD.S A 

8504110700* 

50-260 

Q 

FERLIC.K 

EBNETER.S D - 

8604230254 

50 443 

O 

ELROD.S A 

8504150503* 

50-250 

Q 

FERLIC.K 

EBNETER.S D 

8504230410 

50 423 

O 

ELROD.S A, 

8504160445* 

50 250 

Q 

FERRANTE,J 

E0NE7ER,S D 

8504300019 

50410 

Q 

ELSASSER.T 

0504040276* 

50 29 

Q 

FERRELL.R 

EBNETER.S D 

8504300373 

50 352 

Q 

ELSASSER.T 

0504190428* 

59-29 

O 

FEY.F L 

ECKHARDT.J 

8504100015* 

50 528 

Q 

ELSASSERJ.C, 

8504080265* 

50 309 

Q 

FEY.F L 

ECONOMOS.N 

8504120240* 

50 369 

Q 

EMBRY.K L 

85041B0272 

50 309 

R 

FEY.F L 

ECONOMOS.N 

8504160283* 

50 370 

0 

EMEIGH.C.W. 

8504240093 

NUREG 


FEY.F L 

EDOINQShM G 

8504180101 

50 327 

R 

EMERSON, E L 

0504220385 

NUREG 


FEY.F L 

EDCLEMAN.W 

8504050187 

50 400 

Q 

ENQ.P L 

8504230435* 

50 346 

O 

FfEDLER.P B 

EDDLEMAN.W 

8504090111 

50 400 

G 

ENGELOER.T.C 

8504080455 

70 824 


FIEDLER.P B 

EDDLEMAN.W 

8504090185 

60 400 

G 

ENGELMANN.R. 

8504030483 

40 2259 


FIEDLER.P B 

EDDLEMAN.W 

8504160287 

50 400 

G 

ENGELMANN.R 

8504040056 

49 299 


FIEDLER.P B 

ED ELMAN. MR 

8504020007 

60-44'0 

F 

ENNIS.J.D. 

8504110023* 

50-416 

Q 

FIEDLER.P B 

EDELMAN.M R 

8504020077 

50 440 

E 

ENOS.J T. 

8504020193 

50 368 

P 

FIEDLER.P B 

EDELMAN.MR 

8504020149 

50 440 

F 

eNOS.J.T. 

8504050328 

59-368 

S 

FIEDLER.P B 

EDELMAN.MR 

8504020180 

50 440 

E 

ENOS.J T. 

8504060262 

59 313 

Q 

FIEDLER.P B 

EQELWAN.M R 

8504020332 

60 440 

A 

HNOS.J T 

8504120016* 

50-363 

P 

FIEDLER.P.B. 

EDELMAN.MR 

8504040305 

60 440 

A 

ENOS.J.T, 

8504150200 

TOPHEP 


FIEDLER.P B 

EDELMAKMR 

8504050209 

60-440 

S 

ENOS,J T, 

8504160307 

50-313 

P 

FIEDLER.P B 

EDELMAN.MR 

6504050312 

60 440 

s 

ENOS.JT. 

8504180472 

50 363 

R 

FIEDLER.P B 

EDELMAN.MR 

8504080315 

60 440 

s 

ENOS.JT. 

8504190332 

50 313 

Q 

FIEDLER.P B 

EDELMAN.MR 

6504100137 

60 440 

A 

ENOS,JT. 

85041906015 

50 313 

R 

FIEDLER.P B 

EDELMAN.MR 

8504100158 

50 440 

A 

ENOS, J T 

8504230284 

59-363 

S 

FIELD.D M 

EDELMAN.M R, 

8504110289 

60 440 

S 

ENOS.JT 

8604260198 

59 313 

Q 

RELD.E M 

EDELMAN.M R 

0504120207 

60 440 

Q 

ENOS,J T. 

8504300255 

59 363 

Q 

FIELDS, J S 

EDELMAN.M R 

8504120272 

60 440 

E 

ENOS.J T. 

8504300460 

50-313 

P 

FIELDS.J S 

EDELMAN.M R 

8504160309 

50 440 

A 

EPSTEIM.Q 

0504180217 

WASTE MGT 

FILSON.J R 

EDELMAN.M R 

8504180503 

60 440 

Q 

ESEIGROTH.P. 

6504080076 

60 322 

S 

FILSONJ H 

EDELMAN.M R 

8504160810 

60 440 

S 

ESELGROTH.P.W. 

8S042S0520* 

50 322 

Q 

FINKEL.A 

EDELMAN.M R 

0504220087 

50 440 

F 

ETTINGER,HJ. 

8504300121 

NUREG 


FINKEL.A E 

EDELMAN.M R 

8504220255 

60 440 

Q 

EVANS.J V. 

8504100419 

PRM 


FINKELSTEIN.L 

EDELMAN.M. R 

8504230451 

60*440 

S 

EVERETT.J 

0504160367 

I&E 


FINKELSTEIN.L 

EDELMAN.M R. 

6504260204 

60 440 

Q 

EVERETT.J1 

8504150406 

50-362 

1 

FINNICUM.DJ 

EDELMAN.M R 

0504260460 

60-440 

S 

EVERETT, J.t 

0504170463* 

50-277 

1 

FIORELLI.G 

EDELMAN.M R 

G504280288 

50-440 

A 

EVERETT.J,L 

0504170585 

50-277 

1 

FIROVED.J 

EDELMAN.M R 

8504300023 

60 440 

S 

EVERETT,R J 

6504030204’ 

50-468 

O 

FISCHER.DC 

EDELMAN.M R 

0504300396 

60-440 

F 

EVERETT.R.J 

0504030309* 

50 458 

Q 

FISCHER.K P 

EDELMAN.MR 

8504300423 

50 440 

E 

EVEREH.RJ 

6504040303* 

50 267 

Q 

FISCHER.LE. 

EDELMAN.MR 

8504300472 

50 440 

F 

EVERETT, RJ 

8504090114 

r&E 


RSH,R. 

EDELMAN.M R 

0504300476 

50 440 

V 

EVERETT,R.J, 

65040Q0322* 

50-382 

Q 

RSH,R F 

EDGAR, G L 

8504160267 

50*70 

G 

EVERETT,R J 

6504090461* 

50-482 

Q 

FUCK.E 

EDGAR.G L 

8504160329 

50*70 

G 

EVERETT.RJ 

6504190342* 

50-267 

Q 

FLACK.E 

EDGAR.Q L 

8504160329 

50 70 

G 

FAIROBENT,J>E. 

8504170778* 

50 493 

G 

FLACK,E 

EDGAR.G L 

8604160632 

60*70 

G 

FAIRTILE.M B 

6504160395 

60 303 

P 

FLACK.G 

EDGAR.G 1. 

6604160632 

60-70 

G 

FAIRTILE.M 8. 

6504230056 

60 303 

P 

FUCK,G 

EDGEWORTH,P,J 

B504020370* 

CONTRACT 


FALCONEB.O 

6604150550* 

50 393 

Q 

FLEMMING.F F 

EDQEWORTH.PJ 

8504020075* 

CONTRACT 


FALEVIT$,Z 

8504090108* 

50-341 

Q 

FLETCHER.C D 

EOG E WORTH. PJ 

8504030176’ 

CONTRACT 


FANTLE,W. 

8504100150 

PRM 


FUPPO.T.A. 

EDGEWORTH, PJ 

0504040097* 

CONTRACT 


FARBER.MJ 

8504160423* 

60-462 

Q 

FLOREK.D 


accession subject 

NUMBER CATEGORY 


85040B0580 

8504020282 

8504080475 

8504090163 

8504120320 

8504150105 

8504150184 

8504160190 

8504220376* 

8504290019 

8504290039 

8504290220 

8504290322 

8504180578* 

8504120420* 

8504150330* 

8504150446* 

8504040139 

8504020161 

8504030203 

8504080479 

8504160260 

8504220173 

8604230077 

8504230251 

8504260084 

0504290362 

8504290411 

8504300144 

8504220073 

8504220073 

8504220073 

8504170457* 

8502090015 

0504120182 

0504110714 

0504150327 

0504080250’ 

0504040278* 

0504190428* 


WASTE WGT 
50'373 0 

50 454 0 

50-373 K 

50-456 O 

SO 456 Q 

50-373 Q 

50-295 Q 

60-3 P 

50-237 Q 

50 456 Q 

50-456 Q 

50-295 Q 

50-267 Q 

60 526 0 

50-528 R 

60-528 fl 

71-5957 
50-266 P 

50-266 P 

50-266 Q 

50-266 P 

50-263 P 

50-265 R 

50-263 O 

50-263 P 

50-260 P 

50-266 F 

50-266 Q 

50-213 F 

50-213 F 

50-213 F 

50-277 I 

50-369 
50-206 

50-123 
50-123 
50-352 
50-29 
50-29 


0504080078* 

0504220165* 

0504020211 

0504080202 

0504160165 

0504290229 

0504300307 

0504010005 

0504080008 

8504090260 

0504100262 

8504110398 

0504110552 

8504150334 

0504180480 

B504 190367 

8504240059 

8504250009 

8504250010* 

8504250014* 


CONTRACT 

50-315 

50-282 

50-262 

50-263 

50-263 

50-262 

50-219 


50-219 

50-219 

50*219 

50-219 

50-219 

50-219 

50-219 

50*219 

50-219 

50-219 


8504300411 50-219 

8504050206* 50-322 

8502150110 50-352 

8504080551 50-3B7 

850422003B 50-307 


8504290020* 

8504290055* 

8504020089* 

8504080059* 

8504010047 

0504030365 

8504190131* 

0504290096* 

8504080035 

0504300024 

0504100426 

8504040417 

8504110046* 

8504300319 

8504040105 


CONTRACT 
CONTRACT 
50-334 O 

50-423 O 

50-239 G 

50-239 G 

FOIA 

50-520 Q 

50-206 F 

60-272 P 

70-364 
NUREG 
50-344 Q 

50-206 F 

l&E 


8504040409 l&E 

6504080511 l&E 

0504040341 60-424 G 

8504040347* 50-424 G 

0604220257* 50-440 Q 

0409260642* 60-261 P 

8504010060 * 50-302 Q 

8604020301 * 50-38 B O 


{/SZSHWB 3X3-DT3 3]-n3-o-n DDD::C3D 'Otfl. 



PERSONAL AUTHOR INDEX 383 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

FLOREK,Cl 

B5040Q0237' 

50 352 

0 

FLOREK.O 

Q504 160261* 

50 352 

Q 

FlOREK,D 

6504190466* 

50 322 

Q 

FLOREK.O 

0504300361 * 

60 352 

Q 

FLORES.J 

8504160398* 

50 354 

Q 

FORCHT.K A 

8504050275* 

60 266 

P 

fORD.E J 

8504160215* 

50 327 

Q 

FORD.E J 

0504170037* 

50 327 

Q 

FORNEV.W 

8504180481 

50 454 

S 

FORNEV.W 

8504100497* 

50 456 

Q 

FORNEY.W 

8504230130* 

50 456 

Q 

FORNEV.W L 

0504010157* 

50 456 

Q 

FORNEV.W L 

8504000524* 

50 483 

Q 

FORNEV.W L 

0504180402* 

50 456 

Q 

FORNEV.W L 

8504250454* 

50 403 

Q 

FORNEV.W L 

8504290295* 

50 454 

Q 

FOSTER.CA 

8504170397 

WASTE MGT 

foster.do 

8503190120 

50-424 

K 

foster.do 

8504030036 

50-424 

C 

FOSTER.DO 

8504090518 

50-424 

C 

FOSTER.DO 

0504120401* 

50-424 

R 

FOSTER.DO 

8504150164* 

50-424 

R 

FOSTER.OO 

0504160205* 

50-424 

R 

foster.do 

8504150308* 

60-424 

R 

FOSTER.DO 

6504150419* 

50-424 

R 

FOSTER, D 0 

8504150748 

50 424 

Q 

FOSTER.DO 

8504300337 

60 424 

S 

FOSTER.DO 

8604300339 

50 424 

A 

FOWLER, L 

8504040341 

60 424 

G 

FOWLER.L 

8504040341 

50 424 

G 

FOWLER, L 

8504040341 

50 424 

G 

FOWLER.L 

8504040347* 

50 424 

G 

fowler. L 

8504040347* 

50 424 

G 

FOWLER.L 

0504040347* 

50 424 

G 

FOX.C D 

0504120261* 

50 462 

A 

FRANTZ.S P 

8504090062 

50 250 

G 

FREDRICKSON.P 

0504080293 

50 324 

S 

FREDRICKSON, P 

0504110245* 

50-261 

Q 

FREDRICKSON.P 

0504120253 

50-261 

S 

FREDRICKSON, P 

8504120460* 

50 324 

Q 

FREDRICKSON.P 

8504150526* 

50-324 

Q 

FREDRICKSON.P 

0504160608* 

50 83 

Q 

FREDRICKSON.P 

8504160097* 

50 324 

Q 

FREDRICKSON.P 

8504160511* 

50 400 

0 

FREDRICKSON.P 

8504160555* 

50 261 

Q 

FREDRICKSON.P 

0504160579* 

50 400 

0 

FREEMAN, M D 

8504050106 

40 8780 


FREEMAN, R 

0504020052 

50 403 

S 

freeman kelly 

8504040006 

NUREQ 


FRIEDLAND.SS 

0504030029* 

40 8714 


FRIEDMAN.L 

8504300037 

l&E 


FRISCH, R R 

0504110242 

50-255 

S 

FRISCH, R R 

8504160049 

50 155 

R 

FRISCH, R R 

0504170166 

50 255 

Q 

FRISCH.R R 

85043001 ID 

50 255 

R 

FROUNFELKER.R 

8504150306 

50 255 

J 

FROUNFELKER.R 

0504150360 

50-155 

J 

FROUNFELKER.R 

0504230374 

60-155 

J 

FRUCHTER.JS 

0504030419 

NUREG 


FRYE,J H 

8504240318 

50-70 

G 

FRYE.J H 

8504900029 

40-2061 


FRYLING.R 

0504300467 

50 272 

1 

FUENKAJORN.K 

8504090456 

NUREG 


FUHLAGE.CH. 

8504080073 

50 463 

P 

FCJHRMAN.Q R 

8504120099 

50 317 

R 

FULLEB.R E 

8504100321 

50-302 

R 

FULS.G M 

0504040378* 

50 440 

T 

FULTON. J M 

8504040229 

TOPREP 


FURR.BJ 

0504260092* 

50-400 

F 

FURR.0J 

0504260104* 

50 400 

F 

GADDIE.K 

8504080087 

50 255 

F 

GADDIE.K 

8504080095 

50 255 

F 

GAQLIARDO.J E 

8504190161* 

FOIA 


GAGLIARDO.J E 

0504220096* 

FOIA 


GAHM. J W 

6410220173 

50 267 

F 

GAHM.J W 

8504010068 

50-267 

F 

GAHM.J W 

0504010135 

50-267 

P 

GAHM.J W 

8504010156 

50-267 

F 

GAHM.J W 

8504030035 

50 267 

s 

GAHM,JW 

8504030146 

50 267 

S 

GAHM.JW 

8504030426 

50 267 

P 

GAHM.J W 

8504040196 

50 267 

P 

GAHM.JW 

8504040531 

50 267 

R 

GAHM.JW 

8504050003 

50-267 

F 

GAHM,J.W 

8504080168 

50 267 

F 

GAHM.J W 

8504110701 

50-267 

C 

QAHM.JW 

8504160080 

50-267 

F 

GAHM,J W 

8504240652 

50 267 

g 


AUTHOR 

accession 

SUBJECT 


NUMBER 

CATEGORY 

GAHM.J W 

8504 250503 

50 267 

R 

GALE.n W 

6504 090020 

WASTE MGT 

QALLAGNEFI.J W 

8504080437* 

TOPREP 


GALLO .J 

8504230594 

50 456 

G 

GALLO ,J 

8504290012 

50 456 

G 

QALLO.J 

8504290012 

50-456 

G 

GALLO, R 

8504080121 * 

50 352 

Q 

GALLO, R M 

8504020316* 

50-352 

Q 

GALM.D T 

8504170620 

70-698 


QAMMILL.WP 

0311150015* 

50-416 

P 

GAMMILL.WP 

8503260296 

WASTE MGT 

GANDEN8ERQER.D 

850 4 030200 

60-388 

S 

GANDENBERGER.O 

8504190522 

50-387 

S 

GARCIA. A A 

8504160524* 

50-443 

A 

GARCIA.E M 

8604220034* 

60-275 

Q 

GARCIA.E M 

8504290469* 

50-394 

Q 

GARCIA.PJ 

8504050124 

40-6452 


GARDE.8 

8504110371 

50-483 

H 

GARNER.LW 

8504120460* 

50-324 

Q 

GARNER.LW. 

0504150628* 

50-324 

Q 

GAHNER.LW 

8504160097* 

50-324 

Q 

GARRISON.RF 

8504290018 

71-6639 


GARY.E H 

8504160324* 

50-309 

Q 

GARY.J R 

8504170599* 

CONTRACT 


QAUDINO.M 

8504160261* 

50-352 

Q 

GAUDINO.M. 

8504100398* 

50-354 

Q 

GAVIN.P 

8504050372 

NUREG 


GAVRILAS.M 

8504120099 

50-317 

R 

GEARS,G E 

8504020378 

60-277 

P 

GEARS.Q E 

8504020449 

50-277 

P 

GEARS.G E 

8504020460 

50-277 

P 

GEARS.G.E 

8504030098 

50-277 

P 

GENTILLON.CD 

8504190176* 

FOIA 


GEORGE, D 

8504030102 

50-454 

S 

GEORGE, E A 

8504110680 

50-416 

S 

GERDEMAN.FW 

8504030243 

40-8698 


GERDEMAN.F W 

8504030252 

40-8674 


GEWEHR.S 

8504050313 

50-370 

s 

GEWEHR.S 

8504080090 

50-370 

s 

QEWEHR,S 

8504080101 

50-370 

s 

GEWEHR.S. 

6504000439 

50-369 

s 

GHAI.M B 

8504300092 

60-13 

p 

GIARDINA,R J 

7905240894* 

50-373 

F 

GIBBONS.TD 

8504160115* 

50-390 

Q 

GIBSON, J 

85041B05G6 

50-336 

R 

GIESLER.C.W 

8504010112 

50-305 

P 

QIESLER.CW 

8504030051 

50-306 

P 

GIGLIOni.HJ 

0504000260 

70-371 


Q1LB6RT.L D 

8S040S0116* 

50-458 

Q 

GILBERT, L D 

8504230427* 

50-458 

Q 

QILBERT.R.A 

8504170414 

50-237 

P 

QILBERT.RA 

6504300346 

50-237 

P 

GILINSKY.V 

6312010253* 

50-368 

G 

GILLA 

0504000404* 

50-295 

Q 

GILMORE, J 

8504160288 

50-304 

S 

QIMBOLINI.R 

8504080162 

60-263 

1 

G1NN.R M 

8504160516* 

50-412 

1 

GIRARD.E.H 

8504120180* 

50-280 

Q 

QIRARD.E H 

8504160038* 

50-269 

Q 

GIRARD.E.H 

8504170577* 

50-424 

Q 

GIRVIN.DC 

8504030419 

NUREG 


GUSSPIEQEL.H 

8504040281 

50-440 

G 

QLASSPIEQEL.H 

8504040261 

60-440 

G 

GLASSPIEGEL.H 

8504040370 

60-440 

T 

QLASSPIEQEL.H 

8604040370 

50-440 

T 

GLEASON, J P 

8504020194 

50-440 

G 

GLEASON. J,P. 

0504120373 

50-440 

G 

GLEASON,J,P 

8504220160 

50-440 

G 

GLENN.J 

8504000227 

r&E 


QLENNJ. 

0604110337 

l&E 


GLENN.J 

8504300037 

)&E 


GLOERSEN.W8 

0504160456* 

50-302 

Q 

GLOERSEN.WB 

8504170003* 

50-360 

Q 

GLOVIER.H A 

8504180585 

60 333 

S 

GLOVIER.H A 

6504160603 

50 333 

R 

QLOVtER.H A 

8504190158 

50 333 

Q 

QNUQNOLI.G 

8504170362 

WASTE MGT 

GNUGNOLl.G N. 

8504090269 

WASTE MGT 

QODDARD.R J. 

0504160279 

50 322 

G 

GODDARD, BJ 

6504260103 

50 322 

G 

GODFREV.DA. 

8504040280 

50 416 

S 

GOLODAUM.J 

8504100072 

71 5984 


GO LOB ERG, BJ. 

8504290095 

50 322 

H 

goloberq.j,h. 

8504020095 

60 498 

A 

GO LDBERG. J.H. 

8504050131 

50-498 

S 

goloberg.j.h 

85040BD229 

50 498 

K 

GOLDBERQ.J H. 

8504000295 

50-498 

S 

GOLDS ERG. J.H 

8504120377* 

50-498 

R 


AUTHOR ACCESSION SUBJECT 



NUMBER 

CATEGORY 

GOLDS ERG, J H 

0504120426* 

50 498 

R 

GOLDS ERG, J H 

0504150162* 

50 498 

R 

GOLDBERG J H 

0504150169* 

50 498 

R 

GOLDBERG.J H 

0504150200* 

50 498 

n 

GOLDBERQ.J H 

0504150429* 

50 198 

R 

GOLDBERG, JH 

8504160270* 

50 198 

R 

GOLDBERG, JH 

0504170073 

50 498 

S 

GOLDBERG, J H 

0504170199 

50 198 

S 

GOLDBERG, J H 

05041 7030G 

50 498 

S 

GOLDS ERG, JM 

G504 170317 

50 498 

S 

GOLDa£RG,JH 

0504250446 

50 198 

S 

GOLDBERG, JH 

8504250565 

50 198 

S 

GOLDQEHG.J H 

8504260320 

50 498 

S 

GOLDaERG,JH 

8504260334 

50 198 

S 

GOLDBERQ.J H 

8504290006 

50 198 

G 

GOLDBERG, JR 

8504030305 

50 289 

G 

GOLDMANH.K 

8504190504 

71 9015 


golleh.kh 

0504190089* 

FOIA 


GONYEAU,J A 

8504300241 

50 263 

F 

600DEN,A 

0504150445* 

50 116 

Q 

GOODENOW.R R 

0504220072* 

50 183 

R 

GOOOENOW.R R 

0504220077* 

50 183 

R 

GOODMAN, L S 

8504180052 

50 409 

S 

GOODMAN, LS 

0504180514 

50 409 

R 

GOODMAN.L S 

0504190468 

50 109 

S 

GORDON, A W. 

0504040234 

50-260 

S 

GORDON. A W 

6504080599 

60-259 

S 

GORDON. AW 

0504290234 

50-259 

S 

GOROON.C Z 

0504050316* 

50-286 

Q 

GORDON,! P 

05041 702G9* 

CONTRACT 


GORE. J W 

8504290393 

50-317 

Q 

gossick.lv 

8504150000* 

50-247 

P 

GOTT.W 

0504300376* 

50-354 

V 

GOTTULA.n C 

G504160110 

NUREG 


GOWDY.G M 

0504040455 

50-395 

R 

GRACE.J N 

8503070002 

70-1201 


GRACE.JN 

8504150207 

50 424 

A 

GRACE.J N 

0504150215 

SO-250 

Q 

GRACE, J N 

0504150409 

50-327 

Q 

GRACE.J N 

8504150495 

50-390 

A 

GnACE.J M 

0504150509 

50-62 

Q 

GRACE.J N 

8504150004 

TOPREP 


GRACE.J N 

8504150027 

50-348 

Q 

GRACE.J N 

0504 1 50668 

70-143 


GRACE, JN 

0504 1 50696 

50-390 

Q 

GRACE.J N 

0504150746 

50-269 

Q 

GRACE.J N 

0504160053 

70-824 


GRACE, JN 

0504160070* 

70-824 


GRACE.J N 

0504160002 

60-259 

0 

GRACE.JN 

8504160094 

50-321 

V 

GRACE.JN 

0504)60320 

50-327 

Q 

GRACE.JN 

0504180402 

50-269 

S 

GRACE.J N 

0504 160436 

50-250 

Q 

GRACE.J N 

8504160439* 

50-250 

Q 

GflACE.J N 

0504160473 

70-143 


GRACE.J N 

0604170257 

TOPREP 


GRACE.J N 

0504170260 

TOPREP 


GRACE.J N 

0504170345 

50-259 

Q 

GRACE.JN 

05041/0504 

50-259 

Q 

GRACE.JN 

0504170663 

50-269 

Q 

GRACE.J N 

0604170670* 

50-259 

Q 

GRACES N 

0594240113 

50-520 

E 

GRAESSER.K L 

0504050100 

50-295 

S 

GRAESSER.K L 

850-4 95O2D0 

50-304 

S 

GRAESSER.K L 

8604I005B9 

50-304 

s 

GRAESSER.K L 

8504150406 

60-205 

s 

GRAESSER.K L 

0504150664 

50-295 

n 

GRAESSER.K L 

8504160206 

50-304 

s 

GRAESSER.K L 

8504100625 

50-295 

R 

GRAESSER.K L 

8504300057 

50-295 

S 

GRAHAM.D. 

G504100630 

50-302 

R 

GRAHAM.T. 

6504110710 

PT21 


GHAMM.R A 

6504100469* 

50 410 

Q 

GRANDBOUCHE.G 

6504170606 

WASTE MGT 

QRANT.N W 

8504100607 

50 250 

R 

GRANT.W B 

8504080333* 

£0 331 

0 

GRANT, WB 

6504090079* 

50 458 

Q 

QRAVES.D 

8504290429* 

50-331 

Q 

GRAVES, D N 

8504040435' 

50 45B 

Q 

GRAVES, R H 

8504120007 

50-213 

S 

GRAVE S.B H 

6501120011 

50-213 

S 

GRAVES.RH 

8501230067 

50 213 

s 

GRAVE S,R.H 

6504230144 

50-213 

s 

GRAVES.RH 

6504230290 

50 213 

s 

GRAVES,RH 

8504230369 

50 213 

s 

GRAV.H 

8504080237* 

60 352 

Q 

GRAYSON, M 

8504250553* 

50-344 

0 

QREENE.G.N 

8504190425* 

50 490 

R 
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AUTHOR 


GREENBJA 
GREENE, T A 
GREENMAN.E 
GREER.wa 
GREEVES,J T 

GREGERX 

greger.lr 

GREGER.LR 

GnEGER.LR 

GREGERLR 

GREGER.LR 
GREGERX R 
GREGER.LR 
GREGER.LR 
GREGER.LR 

GREGG.Hl 
GRESH.M 
GRIFFIN, D 
GRIMES.BK 
GRIMES.BK 

GRIMES.B K 

GRIMSLEY.DH 

GRIMSLEY.DH 

GRIMSLEY.DH 

GROSS.RA 

GROTENHUIS.M 
GROVER.J M 
GRUNTHALER 
GRZYBEK.J E 

gucwa.lt 

gucwa.lt 

GUCWA.LT 
GUCWA.L T 
QUCWA.L T 
GUCWA.L T 

GUCWA.LT 
GUCWA.L T 
GUCWA L T 
GUCWA.L T 
GUCWA.L T 

GUCWA.L T 
GUCWA.LT 
GUCWA.L T 
GUCWA.LT 
GUILO.R 

GUILD, R 
GUIMOND.RJ 
GUINDON.C E 
GUINN.FK 
GUINN.FK 

GUINN.FK 
GULDEMOND,W 
GULDEMONO.W 
GULDEMOND.W 
GULDEMOND.W G 

GULDEMOND.W G 
GULDEMOND.W G 
GULDEMOND.W G 
GULDEMOND.W G 
GULDEMOND.W G 

GUNDERSEN.GE 
GWYNN.TP 
HAGKNEY.CA 
HAELSIG.RT 
HAGAN, T 

HAGAN.T 
HAGAN J F 
HAHN.DR 
HAHN.K 
HALL.DP 

HALL,D P 
HALL, DP 
HALL.D P 
HALL,0 P 
HALL.DP 

HALL.DP 

HALL.DP 

HALL.DP 

HALL.DP 

HALL.DP 

HALL.DP 
HALl.D P 
HALL.D P 
HALL.DP 
HALL.DP 

HALL.DP 
HALL.D P 
HAIL.D P 


ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 


8504160594 

TOPREP 


HALL.D P 

8504290036 

TOPREP 


HALL.R E 

850 4 020? ;9 

SO 454 

S 

HALLER, NM 

0504090456 

NUREG 


HALLER, NM 

0504290177* 

40 6500 


HALLSTROM.G A 

0504180481 

50 454 

S 

HALLSTROM.G A 

0504020320* 

50 10 

Q 

HALLSTROM.G A 

8504040452* 

50-315 

Q 

HALMAN^E L 

0504000333* 

50-331 

0 

HAMADA.G H 

BSO4O0O377* 

50-341 

Q 

HAMBLEY.D F 

8504080404* 

50-205 

Q 

HAMILTON.P 

8504090077* 

50-305 

Q 

HAMILTON.P J 

0504090079* 

50-456 

0 

HAMILTON.P J 

0504190450* 

50-409 

Q 

HAMILTON.P J 

0504230319* 

50-454 

0 

HAMLIN.W P 

6504100495* 

50-387 

Q 

HAMMER.M F 

8504250133 

50 34fi 

F 

HANAUER.S H 

8504220320 

50-321 

R 

HANNETT.B A 

8503250119* 

50-3 

P 

HANNETT.B A 

0504030333 

50-450 

0 

HANNETT.B A 

85040403B7 

50-440 

Q 

HANNETT.B A 

0504150094* 

50 403 

A 

HANNETT.B A 

8504160126* 

50 483 

A 

HANNETT.B A 

0504160250* 

50-352 

A 

HANNETT.B A 

6504000201 

50-208 

P 

HARBIN.G W> 

8504050102 

50-324 

P 

HARBUCK.C C 

8504100625* 

50-200 

n 

HARBUCK.C C 

8504150307 

50-341 

S 

HARDGROVE.T W 

0504100150 

PRM 


HARDGROVE.T W 

0504010168 

50-321 

H 

HARDGROVE.T W 

0504010170 

50*321 

Q 

HARDGROVE.T W 

0504010164 

50-321 

F 

HARDGROVE.T W 

0504020005 

50*321 

Q 

HARDGROVE.T W 

8504020214 

50-366 

P 

HARDGROVE.T W 

0504120141 

50-321 

Q 

HARDIN.A K 

8504160337 

50-366 

P 

HAROIN.A K 

8504170110* 

50-321 

Q 

HARDIN, A K 

05041Q0373 

50-366 

P 

HARE.S M 

8504160381 

50-321 

F 

HARLEMAN.D R 

8504180387 

50-321 

F 

HARMON, P E 

0504180427 

50-321 

P 

HARPSTEfl.T 

B504250219 

50-321 

1 

HARPSTER.TL 

0504300418 

50-321 

Q 

HARPSTER.TL 

0504300442 

50-321 

F 

HARPSTER.TL 

0504180636 

60-400 

G 

HARPSTER.T L 

8504100636 

EO 400 

G 

HARRELL, EW 

8504300507 

WASTE MGT 

HARRELL.EW 

0504110529* 

50 334 

R 

HARRELL.e W 

8504150499* 

70 143 


HARRELL.6 W 

05041701 SO* 

70 143 


HARRELL.E W 

8504180334 

70 143 


HARRELL.E W 

0409200100* 

SO 341 

Q 

HARRELL.E W 

8504290400* 

50 295 

Q 

HARflINGTON.W D 

8504300005* 

SO 409 

Q 

HARRINGTON.W D. 

8504000474* 

so 254 

0 

HARRINGTON.W D 

0504090289* 

50 341 

Q 

HARRINGTON.W D 

0504190409* 

50 331 

Q 

HARRINGTON.W D 

0504230435* 

50 346 

Q 

HARRINGTON.W D 

0504260053* 

SO 263 

Q 

HARRINGTON.W D 

0504250460* 

50-295 

0 

HARRINGTON.W D 

8504240693 

NUREG 


HARRINGTON.W D 

0504290407* 

50 461 

Q 

HARRINGTON.W D 

6504180505* 

50 313 

Q 

HARRINGTON.W D. 

0504100677 

WASTE MGT 

HARRINGTON.W D. 

8504030265* 

CONTRACT 


HARRINGTON.W D 

B504 110590* 

CONTRACT 

HARRINQTON.W.D 

05040B0317* 

CONTRACT 

HARRIS.D R 

8504300347 

50-155 

H 

HARRIS.DR, 

8504110443 

PRM 


HARRISJ D 

8504010150 

50 461 

S 

HARRIS.J R 

0504050097 

50 461 

S 

HARRISON.E R 

0504050112 

50-461 

s 

HARRISON.F 

0504050322 

50 461 

& 

HARRISON.F 

0504050330 

50 461 

s 

HARRISON.G 

0504080001 

50 461 

s 

HARRISON.J J. 

8504120244 

50-462 

A 

HARRISON.J J. 

8504120334* 

50 461 

R 

HARRISON.J J 

8504150077* 

50 461 

R 

HARRISON.J J 

8504150172* 

50 461 

R 

HA PRISON. JJ, 

8504150194 

50 461 

Q 

HA PRISON. JJ 

8504150230 

50 461 

Q 

HARRISON.J J. 

8504150244* 

50 461 

R 

HA PRISON, J.J, 

0504 150457* 

50-461 

R 

HARRISON.J J 

8504100417 

50 461 

F 

harrison.w 

8504100426 

SO 461 

F 

HART.R D 

B504 100471 

50-461 

S 

HARTFIELO.RA 

8504290189 

50 461 

O 

HARTFIELO.RA 

8504290204 

50 461 

0 

HARTFIELD.RA 


ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 


0504290380 

50 461 

A 

HARTIGAN.N F 

0504020330* 

50 450 

Q 

HARWELL.M A 

0001030559* 

FOIA 


HASSELL,D F 

0504190194* 

FOIA 


HASSELL.D F 

0504120423* 

50 424 

Q 

HASSELL.DF 

8504150073* 

50 438 

Q 

HASSELL.D F 

0504170577* 

50 424 

0 

HASSELL.D F 

6504230270* 

FOIA 


HATOSY.C A 

6504260160* 

50 275 

Q 

HAUETER.H L 

B5O4O0O197* 

WASTE MGT 

HAUETER.R L 

8504230380 

50-293 

R 

HAUETER.R L 

8504030108 

50-293 

S 

HAUETER.R L 

8504230587 

50-293 

S 

HAUETER.R L 

8504240025 

50-293 

S 

HAUETER.R L 

8504120274 

50-206 

F 

HAUETER.R L 

8504220200 

50-263 

S 

HAUETER.R L 

8001930539’ 

FOIA 


HAUETER.R L 

0504940369 

XPORTLIC 


HAUETER.R L 

8504040374* 

XPORTLIC 


HAUETER.R L 

8504940300* 

XPORTLIC 


HAUETER.R L 

8504040394 

XPORTLIC 


HAUETER.R L 

B50 4 040406 

XPORTLIC 


HAWKINS.D 

0504150544 

XPORTLIC 


HAWKINS.D 

0504230275 

XPORTLIC 


HAWKINS.D 

0504050108 

50-295 

S 

HAWKINS.D 

8504050120* 

50-458 

Q 

HAWKINS.E F 

8504080461* 

50-456 

Q 

HAWKINS.E F 

0504030225 

40-2250 


HAWKINS.E F 

8504040110 

40-2259 


HAWKINS.E F 

8504040119 

40-2259 


HAWKINS.E F 

0604040127* 

40-2259 


HAWKINS.E F 

0504940485 

40-2250 


HAWKINS.E F 

0504120342 

40-2259 


HAWKINS.E F 

8504230472 

40-2259 


HAWKINS.E F 

8504080293 

50-324 

S 

HAWKINS.E F 

8504120253 

50 261 

S 

HAWKINS.E F 

8504150608* 

50 09 

Q 

HAWKINS.E F 

B504250053* 

50 263 

Q 

HAWKINS.E F 

6504170224* 

WASTE MGT 

HAWKINS.E F 

0504170586* 

50 369 

Q 

HAWKINS.E F 

8504250566 

50-277 

Q 

HAWKINS.E F 

8504040473* 

50 245 

Q 

HAWKINS.E F 

8504050035* 

SO 387 

0 

HAWKINS.E F 

8504050316* 

8504050325* 

60 206 

Q 

HAWKINS.E F 

50 352 

Q 

HAWKINS.E F 

6504040059 

50 336 

S 

HAWKINS.E F 

8504050335 

50-339 

S 

HAWKINS.F C 

8504090349 

59 338 

R 

HAWKINS, F C 

8504120230 

59 338 

R 

HAWKINS.T 1 

6504250449 

50 338 

S 

HAWLEY, K A 

8504260308 

50 330 

S 

HAYES. B B 

8504260402 

60-339 

S 

HAYES.M J 

&504030100 

50 293 

S 

HAYES.O.D 

8504030240 

50 293 

Q 

HAYES.O D 

8504040367 

50 293 

P 

HAYES.O D 

850405021 7 

50 203 

P 

HAYES.O D 

6504169206 

50-293 

n 

HAYNES.J G 

9504170909 

50 293 

p 

HAYNES.J G 

8504179178 

PRM 


HAYNES.J G 

0504220148 

50 293 

p 

HAYNES.J G 

85042201 63 

50 293 

p 

HAYNES.J.G 

8504220210 

60 293 

p 

HAYNES, J G 

8504230380 

50 293 

R 

HAYNES.J G. 

8504230587 

SO 293 

s 

HAYNES.J G 

8504240025 

50 293 

s 

HAYNES.J G 

0504240118 

50 293 

p 

HAYNES.J G 

0504160040 

50-226 

R 

HAYNES.J G 

8504190580 

50-225 

R 

HAYNES.J G 

0504160456* 

50-302 

Q 

HAYNES.J G 

0504120172* 

50-424 

Q 

HAYNES.J G 

8504220274 

70-122 


HAYNES.J G 

8504110716 

50-324 

R 

HAYNES.J G 

8504190627 

50-324 

R 

HAYNES.J G 

0504160131* 

50-352 

A 

HAYNES.J G 

0503220393 

50-454 

0 

HAYNES.J G 

0504940425 

50-461 

Q 

HAYNES.J G 

6504040436 

50-282 

Q 

HAYNES.R.F 

8504160320 

50-305 

Q 

HAYNES.R F 

8504160428 

50-457 

Q 

HAYNES, R F 

8504230039 

50-461 

Q 

HEABERUN.C L 

8504230044 

50-456 

Q 

HEAD.C R 

8504230323 

50-331 

O 

HEBDON.F 

8504250266* 

50-382 

G 

HEBDON.F 

6504080191* 

WASTE MGT 

HEBDON.F 

0504080577 

50-251 

S 

HEBDON.F 

8010220057* 

FOIA 


HEBDON.F 

8504150605* 

50 413 

A 

HEBDON.F 

8504160266* 

50 352 

A 

HEBDON.F 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

8504100459 

PRM 


85040Q0204* 

WASTE MGT 

0504040316 

50 352 

G 

0504080160 

50 352 

G 

8504100492 

60 352 

G 

8504180316 

50 352 

Q 

8504260215 

50 352 

G 

8504030304* 

CONTRACT 


85041 GOODS* 

FOIA 


8504190120* 

FOIA 


8504190224* 

FOIA 


8504190233* 

FOIA 


8504190237* 

FOIA 


85041 9024B* 

FOIA 


8504190319* 

FOIA 


8504190454* 

FOIA 


8504220102* 

FOIA 


8504220112* 

FOIA 


0504220128* 

FOIA 


8504220149* 

FOIA 


8504220174* 

FOIA 


0504020380 

CONTRACT 


8504260278 

CONTRACT 


8504290025 

CONTRACT 


8504290062 

CONTRACT 


8504040306 

40 0714 


8504040312 

40 0697 


8504040319 

40 0675 


8504050115 

40 8703 


8504050356 

40-1341 


8504000150 

40-8875 


8504080299 

40-0681 


8504110220 

40-1341 


8504110389 

40-8783 


850411 0398 

40-8745 


8504110592 

40-0300 


8504110601 

40-1341 


8504110686 

40-1341 


8504110710 

40-0728 


8504110723 

40-1341 


8504150124 

40-0745 


0504160241 

40-8675 


8504150248 

40-1341 


8504160500 

40-6786 


8504150504 

40-03BO 


8504170510 

40 0300 


8504230237* 

50 263 

Q 

0504230440* 

50 440 

Q 

8504290002* 

50 400 

G 

0504090090* 

60 307 

X 

8504040036* 

50 265 

O 

8504100459 

PRM 


0504020463 

50 382 

S 

6504250063 

50 382 

s 

8504260343 

60 302 

s 

8504290156 

50 382 

s 

8504040216 

50 361 

s 

8504050181 

50 361 

s 

8504080307 

50 361 

s 

8504080405 

50 362 

0 


8504080A56 

85040Q0465 

6504110121 

6504110500 

0504110520 


50 361 S 

50 206 Q 

50 362 S 

50 361 S 

50-362 S 


0504170601 50 061 S 
8504100492 50 208 F 
8504100576 50 206 R 
8504100600 50 361 R 
0504230062 50-362 S 


0504240070 50-362 
8504200339 50-361 
8504290310 50-206 
0504290351 50-361 
6604290472 50-362 


8504300106 

8504040413 

8504080509 

0504230203 

8410220222 


50-302 

50-269 

SD-269 

50-270 

XPORTLIC 


8504080094 WASTE MGT 
0103270939* FOIA 
8203190170* FOIA 
8504190320* FOIA 
8504190444* FO^A 


8504230223* FOIA 
0504230264* FOIA 
8504230399* FOIA 
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HEeDON,f J 

0010200466* 

roiA 


HENSLEY.K D 

HEflDON.FJ 

8206220012* 

FOIA 


HERDT.A n 

HEt3DON,F J 

8207160329* 

roiA 


HERMANN.RA 

HEBDON.F J 

8211110160* 

lOlA 


HERMANN.R A 

HEBDON.FJ 

0401 100076* 

FOIA 


HERMANN.R A 

HEBDON.F J 

6504190109* 

FOIA 


HERMANN.R A 

HEBDON.FJ 

8504190127* 

FOIA 


HERNAN.fl W 

HEQDON.FJ 

8504190134* 

FOIA 


HERNANDEZ.G H 

HEBDON.F J 

8604190145* 

FOIA 


HERNANDEZ.G H 

HEBDON.F J 

0504190156* 

FOIA 


HEHR.R K 

HEBDON.F J 

8504190201* 

FOIA 


HERRICK.R C 

HEBDON.F J 

6504190239* 

FOIA 


HERSCH.M M 

HEBDON.F J 

8504190216' 

FOIA 


HCRSCH.M M 

HEBDON.F J 

0504190286* 

FOIA 


HERSCH.M M 

HEBDQN.FJ 

0504190340* 

FOIA 


HERSCH.M M 

HEBDON.F J 

0504190346* 

FOIA 


HERSCHLER.E 

HEBDON.F J 

0504220080* 

roiA 


HEUVEUL V 

HEBDON.F J 

850422010r 

FOIA 


HEUVEUV 

HEBDON.F J 

0504230231* 

FOIA 


tlEWARD.n VV 

HEBDON.F J 

0504230240* 

FOIA 


HEWARD.R W 

hEHLC W 

8504120252* 

50 395 

0 

HEYER.n S 

HEIDEUCM 

8504250154 

50 341 

I 

HIATT, S L 

HEIDER.LH 

8504160367 

50*29 

P 

HIATT, S 1 

HEIDER.LH 

8504180G14 

50 29 

R 

HIATT, S L 

HEiMAN.O 

8604240168 

XPORTLIC 


HIATT, a L 

HEITNER.K L 

0504220313 

50 309 

X 

HICKS, J Q 

HEITNER.KL 

B504300221 

50 309 

P 

HICKS. J Q 

HELFRECHT.DJ 

8504030292* 

50 305 

( 

HtCKS.J Q 

HELGESON.KA 

8504300086 

70 020 


HICKS.T E 

HELLER.AS 

8504240337* 

TOPREP 


HICKS.T E 

HELTEMES.CJ 

7912180135* 

FOIA 


HICKS.T E 

HELTEWES.C J 

800/200305* 

FOIA 


HiGGINQOTHAM.L 

HELTEWES.CJ 

01 08 130266* 

FOIA 


HiGGINaOTHAW.L 

HELTEMES.CJ 

6201200367* 

FOIA 


HIQGIN0OTHAM.L 

HELTEMES.CJ 

8202170496* 

FOIA 


HIGGINBOTHAM.L 

HELTEMES.C J 

0203240279* 

FOIA 


HIGGINBOTHAM.L 

HELTEMES.CJ 

8204200476* 

FOIA 


HIGGINBOTHAM.L 

HELTEMES.CJ 

8210260556* 

FOIA 


HIGGINBOTHAM.L 

HELTEMES.CJ 

0303170071* 

FOIA 


HIGGINBOTHAM.L 

HELTEMES.CJ 

8304190372* 

FOIA 


HIGGINBOTHAM.L 

HELTEMES.C J 

8304260235* 

FOIA 


HIGGINBOTHAM.L 

HELTEMES.C J 

8306130521* 

FOIA 


HIGGINBOTHAM.L 

HELTEMES.C J 

8306290121* 

FOIA 


HIGGINBOTHAM.L 

HELTEMES.CJ 

0308180573* 

FOIA 


HiGGINOOTHAM.l 

HELTEMES.CJ 

8502250024* 

MiSC 


HIGGINBOTHAM.L 

HELTEMES.CJ 

8503130027* 

NUREG 


HIGGINS, n L 

HELTEMES.CJ 

8504030472 

50 237 

S 

HIGHT.GW 

HELTEMES.CJ 

8504040161 

50 324 

S 

HILDEBRAND, R 

HELTEMES.CJ 

0504190004* 

FOIA 


HILDENBRAND.P 

HELTEMES.CJ 

8504190006* 

FOIA 


H^LL.C Z 

HELTEMES.CJ 

0504190104* 

FOIA 


HILL.LA 

HELTEMES.CJ 

0504100105* 

FOIA 


HILL.T 0 

HELTEMES.CJ 

8504190116* 

FOIA 


HJLL.T V 

HELTEMES.CJ 

8504190245* 

FOIA 


HILLMAN. B M 

HELTEMES.CJ 

8504190249’ 

FOIA 


HINO.J 

HELTEMES.C J 

8504190256* 

FOIA 


IIIND.J 

HELTEMES.CJ 

8504190200* 

FOIA 


HJND.JA 

HELTEMES.CJ 

8504190294* 

FOIA 


HIND.J A. 

HELTEMES.CJ 

8504190307* 

FOIA 


HINO.J A 

HELTeMES.CJ 

8504190311* 

FOIA 


HIND, J A 

HELTEMES.C J 

8504190318* 

FOIA 


HIND.JA 

HELTEMES.CJ 

8504100324* 

FOIA 


HIND, J A 

HELTEMES.CJ 

8504190378* 

FOIA 


H IN Hi CHS. G 

HELT6MES.CJ 

0504100430* 

FOIA 


HINRrCHS.G 

HELTEMES.CJ 

0504220060* 

FOIA 


HINnCCHS.G 

HELTEMES.CJ 

8504220083* 

FOIA 


HINTZ.DC 

HELTEMES.CJ 

8504220005* 

FOIA 


HINT2.DC 

HELTEMES.C J 

0504220150* 

FOIA 


HfNTZ.DC 

HELTEMES.CJ 

8504220167* 

FOIA 


KINTZ.DC 

HELTEMES.CJ 

0504230250* 

FOIA 


HINTZ.DC 

HELTEMES.CJ 

0504230312* 

FOIA 


HINTZ.DC 

HELTEMES.J 

8504190039* 

FOIA 


HINTZ.DC 

HELTEMES,J 

8504100121* 

FOIA 


HiNTZ.DC 

HELTEMES.J 

0504190148* 

FOIA 


HINTZ.D.C 

HELTEMES.J 

0504190216* 

FOIA 


HINTZ.DC 

HELTEMES.J 

8504190447* 

FOIA 


HINTZ.DC 

HELTEMES,J 

6504220043* 

FOIA 


HINTZ.DC 

HELTEMES.J. 

8504220046* 

FOIA 


HINTZ.DC 

HELTEMES,J 

8504230205* 

FOIA 


WNTZ.DC 

HENAGER.C H 

0504220375 

NUREG 


HINTZ.DC 

HENDRtCKS.L 

0504080434* 

60-387 

Q 

HINTZ.DC 

HENDRIXSON.es 

8504190374* 

50-281 

P 

HINTZ.DC 

HENRY.LG 

8504170574 

50 57 

R 

HINTZ.DC 

HENRY.LQ 

8504170575* 

50 57 

R 

HINTZ.DC 

HENRY.LG 

8504230333 

50 57 

F 

HINTZ.DC 

HENSLEY.K D 

0504160541 

70-143 


HINTZ.DC 

HENSLEY, KD 

8504160564 

70-143 


HINTZ,DC 

HENSLEY.KD 

8504160568 

70 143 


HINZE.W J 
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8504170216 

70 143 


HOBBS SH 

8504260076 

TOPREP 


8504170577* 

50 424 

Q 

HOBBY.riB 

0SO422O123- 

FOIA 


85041 10236 

50 220 

P 

HODDER.M H 

0504020227 

50-250 

G 

8504160631 

50 220 

P 

HODDER.M H 

8504 020227 

50-250 

G 

8504170016 

50 220 

P 

HODDER.M H 

8504230586 

50-250 

G 

8504170666* 

50 333 

P 

HODGDON.A P 

8504240327 

40-2061 


8504120311* 

50 430 

A 

HODGDON.K M 

8504010062' 

50 170 

R 

0504110503* 

50 520 

Q 

HODSON.J 

8504160220* 

50 352 

0 

6504290124* 

SO 529 

Q 

HODSON.J 

8504180438’ 

50 922 

0 

8504040036* 

50-285 

Q 

HOFF MAN, D P 

8504190628 

50-155 

R 

8408290044* 

50 369 

P 

HOFF M AN, G L 

8504030118 

40 6622 


8504150540 

XPORTLIC 


HOFF MAN ,G L 

6604080259* 

40-4492 


0504230097 

XPORTLIC 


HOGG.S 

8504030451 

40-0684 


0504230103 

XPORTLIC 


HOGGE.S 0 

8504100330 

50-269 

J 

8501230260 

XPORTLIC 


HOLCOMBEJ C 

8504110320* 

50-206 

P 

0504100150 

PRM 


HOLDEN, C 

850400O2S5’ 

50 30S 

Q 

B5040D0005 

50 305 

S 

HOLLAND.R A 

8504050260 

NURCG 


85040801 1 4 

50 305 

S 

HOLLAND.W E 

8504120208* 

50 390 

Q 

6504080213 

50 146 

R 

HOLLAR.OG 

0504220162 

50 400 

G 

8504190238 

50 289 

P 

HOLLEY.VVL 

0604020287* 

50-445 

Q 

8504090301 

lAE 


HOLM.J S 

6504080273* 

50-316 

P 

0504020140 

50 440 

G 

HOLMES, J 

8504040422* 

50-341 

Q 

0504090052 

50-440 

G 

HOLMES.J 

8504090289* 

50 341 

O 

8504090055* 

50-440 

G 

HOLMES RAY, P 

8504160440* 

50 321 

O 

8504090059 

50-440 

G 

HOLMES RAY.P 

8504170145* 

50 321 

0 

8504240215* 

60-320 

P 

HOLTZCLAW.KW 

0504040378’ 

50 440 

T 

8504240222* 

50-320 

P 

HOLTZMAN.RB 

0504110471* 

50 254 

Q 

6504240228* 

50-320 

P 

HON, A 

8504180615* 

50 520 

Q 

6504120460* 

50-324 

Q 

HOOD.E E 

8504030213 

50 18 

1 

6504150528* 

50-324 

Q 

HOPENFELD.J 

8504040001 

NUREG 


8504160097* 

50-324 

Q 

HOPKINS.J B 

8504160586 

60 395 

P 

6504090443 

WASTE MGT 

HOPKINS.BE 

8504030286 

40 6500 


8504090447 

WASTE MGT 

HOPKINS, RE 

8504170528 

WASTE MGT 

8504150751 

WASTE MGT 

HORIN.WA 

0504020134 

50 445 

G 

8504170320 

WASTE MGT 

HORIN.WA 

B504020134 

50 445 

G 

8504100100 

WASTE MGT 

HORIN.WA 

8504250136 

50 445 

G 

0504100117 

WASTE MGT 

HORIN.WA 

8504250136 

50 445 

G 

6504160120 

WASTE MGT 

HORIN.WA 

8504290212 

50 445 

G 

6504160139 

WASTE MGT 

HORIN.WA 

8504290212 

50 445 

G 

8504160163 

WASTE MGT 

HORN.M 

8504100278 

40 6563 


0504180164 

WASTE MGT 

HORN.M 

8504100493 

40 B5S3 


0504180172 

WASTE MGT 

KORN. Ml 

0504250246 

40 6563 


6504180197 

WASTE MGT 

KORSCHEL.DS 

6504 1 70693 

NUREG 


6504180674 

WASTE MGT 

KOSEy,C M 

0504160496* 

50 380 

Q 

8504290164 

40 6500 


HOUSTON, RW 

0203120052* 

FOIA 


0504220165’ 

50-315 

Q 

HOUVENAGLE.T 

8504170277 

50 331 

P 

6504080226* 

50-338 

P 

HOUVENAQLE.T 

8504170300 

50 331 

P 

8504000536 

SO 454 

S 

HOUVENAGLE.T L 

8504170151 

50 331 

P 

0504080299 

40-8601 


HOUVENAGLE.T L 

8504170205 

50 331 

P 

06040501 14 

40-8346 


HOWS.JB 

0504080592 

WASTE MGT 

8504100265* 

50-302 

R 

HOWARD.A S 

8504220006* 

FOIA 


0504290377 

SO-4B2 

S 

HOWARD, A S 

8504220116* 

FOIA 


8504300592 

WASTE MGT 

HOWARD.J E 

QS04090073 

50-293 

P 

0504020294* 

50-272 

Q 

HOWARD.n E 

0504290236* 

50-373 

F 

8S0415D345 

l&E 


HOWAno.V C 

8504150470* 

50 4C1 

A 

8504230100 

laE 


HOYLE.JC 

0504010061 

50-219 

Q 

8504150362 

50 373 

Q 

HOYLE, JC 

650401.0061 

50-219 

G 

6504160476 

SO 263 

F 

HOYLE, J C 

8504010061 

50-219 

G 

6504180470 

50 315 

Q 

HOYLE. J C 

8504010061 

50-219 

G 

8504230181 

50 255 

0 

HOYLE, J C 

8504030121 

50-4 B2 

Q 

8504230184* 

60 255 

O 

HOYLE.JC 

8504040104 

50-322 

G 

8504290201 

50 67 

Q 

HOYLE,JC 

B604040141 

lOCFR 


8504160067 

SO 247 

S 

HOYLEJC. 

8504040150 

50-382 

P 

8504160300 

50 247 

s 

HOYLEJC 

8504080037 

10CFR 


850430001 1 

60 247 

s 

HOYLEJ C 

8504000040 

50 219 

G 

8504010208 

50 305 

R 

HOYLEJC 

8504000045 

50 320 

P 

85040201 51 

50 305 

P 

HOYLE,JC 

6504080228 

50 205 

G 

8504030105 

SO 305 

P 

HOYLE.JC 

650409D193 

50 289 

G 

8504030270 

SO 305 

( 

HOYLE.J C 

8504100323 

10CFR 


8504080005 

50 305 

s 

HOYLEJ C 

8504120442 

SO 443 

G 

8504080114 

50 305 

s 

HOYLE.J C 

8504120453 

50 341 

G 

85040B0148 

50 305 

p 

HOYLE.JC 

6504220154 

50 209 

G 

8504000198 

50 305 

P 

HOYLE.J C 

6504230535 

50 247 

P 

8504090244 

50 305 

p 

HOYLEJC 

6504240326 

50 322 

G 

0504090265 

50-305 

p 

HOYLEJC 

8504200044 

10CFR 


0604090303 

50 305 

p 

HOYLEJ C 

8504290050 

10CFR 


B504 150044 

50 305 

Q 

HOYT.H F 

0312010215* 

50 358 

G 

0504 150313 

50 305 

P 

HOYT.HF 

8312010227* 

50 358 

G 

8504160313 

50 305 

P 

HOYT.H F 

8504160183 

50 352 

G 

8504160398 

50 305 

F 

HSU.C 

8504040163* 

50 324 

S 

8504170000 

50-305 

F 

HUBBARD.D L 

0504040267 

PH 


6504230072 

50-305 

R 

HUBBARD.G T, 

0504230497* 

QA999 


8501230395 

50 305 

V 

HUBBARD, G T, 

8504240565* 

50 304 

Q 

0504230416 

50 305 

P 

HUDSON ,SD 

B504020203* 

50-220 

Q 

0504290293 

50 305 

S 

HUDSPETHJ B 

8501090088 

60 34B 

F 

8504300095 

71 9151 


HUEBNER.LG 

0504080424 

50-331 

R 

8504300380 

50-305 

F 

HUERTA-PAVIA.E 

8504030164 

50-373 

S 

0504220430 

NUREG 


HUETER.LJ 

0504040452* 

50-315 

Q 
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HUETER.L J 

8504000333^ 

50 331 

HUETER.LJ 

8504080377' 

50 341 

HJETER.LJ 

8504230319' 

50 454 

HUFHAW,JW 

8504010153 

50 259 

HUFHAW.JW 

8504010198 

50 259 

HUFHAW.JW 

8504050119 

40 1341 

HUFHAW,JW 

8504110223 

50 390 

HUFHAWJW 

8504110333 

50 438 

HUFHAM.JW 

8504120199 

50 438 

HUFHAM.JW 

8504120209 

50 438 

HUFHAM.JW 

8504120223 

50-438- 

HUFHAM.JW 

8504120231 

50 390 

HUFHAM.JW 

8504120343 

40-1341 

HUFHAM.JW 

8504150136 

50 438 

HUFHAM.JW 

8504150142 

50 390 

HUFHAM.JW 

8504150149 

SO 390 

HUFHAMJW 

8504150328 

60 436 

HUFHAMJW 

8504150407 

60 390 

HUFHAM.JW 

8504150412 

60 390 

HUFHAM.JW 

8504150418 

50 391 

HUFHAM.JW 

8504150422 

50-390 

HUFHAM.JW 

8504150428 

50-390 

HUFHAM.JW 

8504150434 

50-390 

HUFHAM.JW 

8504150647 

50-436 

HUFHAM.JW 

8504160064 

50-390 

HUFHAM.JW 

8504180113 

50-390 

HUFHAM,JW 

8504 1601 47 

50-438 

HUFHAM.JW- 

8504160153 

SO 430 

HUFHAM,J W. 

8504160442 

50-250 

HUFHAM.JW 

8504160531 

50 438 

HUFHAM.JW 

65041G0537 

50-43B 

HUFHAM.J W. 

8504160549 

50-390 

HUFHAM.J W. 

85041605B5 

50-390 

HUFHAM.JW 

8504170015 

50-390 

HUFHAMJ W 

8504170176 

50-390 

HUFHAMJW 

0504170442 

50-259 

HUFHAM.JW 

0504170642 

50-390 

HUFHAMJW 

8504 100032 

50-438 

HUFHAMJW 

8504100049 

50-390 

HUFHAMJW 

8504180061 

50 300 

HUFHAMJW 

8504160085 

50-327 

HUFHAMJW 

8504180309 

50-390 

HUFHAMJW 

8504230400 

TOPREP 

HUFHAMJW 

8504250425 

50-438 

HUFHAMJW 

8504250507 

50-438 

HUFHAMJW 

8504250530 

50-438 

HUFHAMJW 

8504250532 

50-391 

HUFHAMJW 

8504260015 

50-300 

HUFHAMJW. 

8504260022 

60 436 

HUFHAMJW 

8504260033 

SO 43B 

HUFHAMJW 

8504260036 

50 391 

HUFHAMJW 

8504260073 

50 43Q 

HUFHAMJW 

8504260079 

50 438 

HUFHAMJW. 

8504260089 

50 433 

HUFHAMJW 

8504260340 

50 438 

HUFHAMJW 

8504260472 

50 438 

HUFHAMJW 

85042304BO 

60 390 

HUFHAMJW, 

6504290483 

50 438 

HUFHAMJW 

6504300525 

SO 439 

HUFHANJ W 

8504120203 

50 439 

HUKILL.HO 

8604010015 

50 289 

HUKILL.H D 

8504030250 

50 289 

HUKILUHD 

8S04O40395 

50 289 

HUKILL.HD 

8504110162 

50 259 

HUKILL.HD 

6504 150212 

50 289 

HUKILL.HD, 

8504160062 

50 289 

HUKILUHD 

8504170255 

50-289 

HUKILUHD 

8504180269 

50-289 

HUKILUHD 

8504190364 

50 289 

HUKILL.HD 

8504230389 

SO 289 

HUKILUH D 

8504240138 

50 289 

HUKILUHD 

8504290331 

50 289 

HUKILUHD 

8504300414 

50 269 

HUKILUHD 

8504300431 

50 219 

HUNNICUTT.OM 

6504020287* 

50 445 

HUNSTAD.AA 

8504010244 

50 306 

HUNSTAD.AA 

8504250453 

50-282 

HUNT.M D. 

8504150028* 

50-390 

HUNT.M 0 

8504160341* 

50-327 

HUNTEFT.DR 

0504020137 

50-265 

HUNTER. D R 

8504020246 

50 285 

HUNTER. D R 

6504020264 

50 445 

HUNTER.D R 

8504040032 

60 285 

HUNTER.DR 

8504050152 

50 205 

HUNTER.D R 

8504080046 

SO 266 

HUNTER.D R 

8504090026 

50 445 

HUNTER.D R 

8504090140 

60-285 

HUNTER.DR 

8504150694 

50 313 


Q 

HUNTER.D R 

8504150702 

50-285 

Q 

JENISON.K 

0504230343 

50 3B9 

Q 

HUNTER.D R 

8504150738 

50-445 

Q 

JENISON.K 

8504290412 

50 281 

Q 

HUNTER.D R 

8504160152 

50-285 

0 

JENKINS.G R 

85041504/9* 

50 280 

F 

HUNTER.D R 

8504180491 

50-313 

0 

JENKINS.G R 

9504160506* 

50 261 

F 

HUNTER.DR 

8504220023 

50-313 

Q 

JENKINS.G R 

8504H300B1* 

SO 259 


HUNTER.D R 

85Q425D360 

50-482 

F 

JENKINS.G R 

8504 160083* 

70 824 

S 

HUNTER.D R 

8504250365 

50-313 

F 

JENKINS.G R 

8504160449* 

50 413 

s 

HUNTER.D R 

8504250370 

50-313 

F 

JENKINS.G R 

8504160478' 

70 143 

s 

HUTCHISONS B 

B504180511 

50-397 

n 

JENKINS.G n 

8504160496' 

50 390 

s 

HUTSEBAUTJ 

6504100569 

50-304 

s 

JENKINS.G R 

8504160593* 

50 348 

s 

HUTTON.PH 

8504090010 

NUREG 


JENKINS.G R 

8504170007' 

50 321 

s 

IBEN.C A 

8504160106 

50-254 

s 

JENNE.E A 

8504030419 

NUREG 


IBENpC A 

8504290466 

60-254 

s 

JENS.W H 

8503080347 

50 341 

s 

IDEKERBL 

8504190582 

70-143 


JENS.W H 

8504010033 

50 341 

s 

IDEKER.H L 

8504220412 

70-143 


JENS.W H 

8504010086 

50 341 

s 

IGNATONIS.AJ 

8504150497* 

50-327 

Q 

JENS.W H 

8504020201 

50 341 

s 

tPPOLITO,T.A 

8404180425* 

50-445 

A 

JENS.W H 

8504050280 

50 341 

s 

IPPOLITO.T A 

0604020016 

50-255 

s 

JENS.W H 

0504000453 

50 341 

s 

IPPOLITO.T A 

8504120214' 

60-445 

A 

JENS.W H 

0504120310 

50 341 

s 

IPPOLITO.T A 

8504170467 

50-380 

s 

JENS.W H 

0504190492 

50 341 

s 

IPPOLITO.T A 

8504220041* 

FOIA 


JENS.W H 

8504240343 

60 341 

s 

IRBY.R G 

8504010071* 

50-430 

A 

JENS.W H 

0SO425O154 

50 341 

s 

1RELAND.R E 

8504 040303* 

50-267 

0 

JENS.W H 

8504280252 

50 341 

s 

IRELAND.R E 

8504080015* 

50-267 

Q 

JESSUP.B 

8504040507 

CONTRACT 

s 

IRELAND.fl E 

8504080481* 

50-450 

Q 

JESSUP, B 

0504040518 

CONTRACT 

s 

IRELAND.R E 

8504150652* 

50-287 

Q 

JESSUP.B 

8S0426040J 

CONTRACT 

s 

IRELAND, R E 

8504180434* 

50-267 

Q 

JIERREE.C C 

8504050129 

40 8696 

s 

IRELAND.R E 

8504180578* 

50-267 

Q 

JIERREE.CC 

8504050136 

40 1162 

p 

IREUND.RE 

8504190342* 

50-267 

Q 

JIERREE.C C 

8504050350 

40 2259 

s 

IRELAND.R £ 

8504240066* 

50-26/ 

Q 

JIERREE.C C 

8504080382 

40 3453 

s 

IRVIN, J N 

8504100341 

50-322 

G 

JIERREE.C C 

8504110271* 

40 8698 

s 

IRWIN, DP 

8504120448 

50-322 

G 

JIERREE.CC 

8504110270' 

40 8698 

s 

IRWIN.OP 

8504120448 

50-322 

G 

JIERREE.C C 

8504110286* 

40 0608 

A 

mwiN.Ts 

8504120346 

50-322 

G 

JIERREE.C C 

8504110424 

40 8698 

s 

IHWIN.TS 

0504120346 

50-322 

G 

JIERREE.C C 

8504120156 

40 8698 

p 

ISAKSEN.P 

8504220165* 

50 315 

Q 

JIERREE.C C 

8504170513 

40 4402 

s 

IVEY.K D 

8504110119* 

50-344 

Q 

JIERREE.C C 

0504180107* 

40 2259 

s 

IVORV.BJ 

8504100672* 

CONTRACT 

JIERREE.C C 

8504230574* 

40 1162 

s 

IVORY.BJ 

8504170296' 

CONTRACT 

JIERREE.C C 

8504230580* 

40 1162 

s 

JABLONSKI.FJ 

8504180039* 

50 461 

Q 

JOHANSEN.J 

8504080227 

r&E 

K 

JABLONSKI.FJ 

6504290410* 

50 461 

Q 

JOHNSON. AO 

8504010096 

50 275 

s 

JACKIW.I 

8504120191 

50 346 

S 

JOHNSON.A 0 

8504110119' 

50 344 


JACKIW.I N 

8504110456* 

50 346 

Q 

JOHNSON, A R 

8504010060* 

50 382 

s 

JACKIW.I N 

8504230525* 

50-266 

Q 

JOHNSON.A R 

8504260377* 

50 362 

s 

JACKSON,A P 

8504240108 

50 413 

F 

JOHNSON.B D 

0504020173 

50 255 

s 

JACKSON, G 

0504170473* 

71-530 


JOHNSON.B D 

0504040200 

SO 255 

s 

JACKSON.Q 

8504300583 

71 9056 


JOHNSON.B D 

8504050192 

50 255 

s 

JACKSON.G 

8504300593 

71 376 


JOHNSON.B D 

8504220192 

50 255 

s 

JACKSON, K,C 

8504090274 

WASTE MGT 

JOHNSON.B D 

8504230118 

50 255 

s 

JACOSS.R H 

0504190380* 

50 387 

Q 

JOHNSON.D F 

8504230256* 

50 244 

s 

JACODSON.J.M 

8503220398* 

50 454 

Q 

JOHNSON.D M 

8504250482* 

50 334 

s 

JACOBSON.N 

9504100459 

PRM 


JOHNSON, E H 

0504010053 

50 382 

s 

JAFFE.DH 

8504190004 

50-317 

P 

JOHNSON.E H 

8504020236 

50 362 

s 

JAFFE.D.H 

6504240430 

50 317 

P 

JOHNSON. E H 

9504020240 

50 59 

s 

JANUSKA,AG 

8504090450* 

40 3392 


JOHNSON.E H 

8504020241 

50 458 

s 

JANUSKA.AG 

8504290420* 

50-155 

Q 

JOHNSON.E H 

8504020256 

50 458 

s 

JAPE.F 

8504120225* 

50 338 

Q 

JOHNSON.E H 

8504020285 

50 498 

s 

JAPE,F 

8504150636* 

50-321 

Q 

JOHNSON.E H 

85040202B6 

50 382 

s 

JAPE.F 

8504160849* 

50-391 

Q 

JOHNSON.E H 

0504020304 

50 450 

s 

JAPE,F, 

8504150693* 

50 390 

Q 

JOHNSON.E H 

9504020328 

50 450 

p 

JAPE.F 

6504150704* 

50 395 

Q 

JOHNSON.E H 

9504030198 

50 450 

p 

JAPE.F, 

8504150710* 

50-364 

Q 

JOHNSON.E H 

0504030294 

50 456 

s 

JAPE.F. 

8504160121* 

50-370 

Q 

JOHNSON.E H. 

8504040299 

50 267 

F 

JAPE.F 

8504160226* 

50-320 

Q 

JOHNSON.E H 

0504040433 

50 450 

p 

JAPE.F, 

8504160231* 

SO 348 

Q 

JOHNSON.E H 

8504050D92 

50 45B 

F 

JAPE.F, 

8504160365* 

50 261 

Q 

JOHNSON.E H 

0504050110 

50 450 

p 

JAPE.F 

8504160423* 

50 390 

Q 

JOHNSON.E H 

8504050117 

so 458 

p 

JAPE.F 

8504160474* 

50 364 

Q 

JOHNSON.E H 

0504050125 

50 382 

Q 

JAPE.F 

8504170027* 

50 340 

Q 

JOHNSON.E H 

0504050344 

60 267 

V 

JAPE.F 

0504170190* 

50-327 

Q 

JOHNSON.E H 

0504080008 

50 267 

0 

JAROSS.RA 

8504180201 

NUREG 


JOHNSON.E H 

8504080032 

50 450 

p 

JARRELUDB. 

0504030456 

NUREG 


JOHNSON.E H 

8504080102 

50 490 

o 

JAUDON J P 

0504020330* 

60 456 

Q 

JOHNSON.E H 

8504080478 

50 458 

1 

JAUDON.J P 

0504030204* 

50 45B 

Q 

JOHNSON.E H 

8504090118 

50-120 

o 

JAUDONJ.P. 

0504030300* 

50 468 

Q 

JOHNSON.E H 

8504150254 

50 458 

s 

JAUDONJ P 

0504050099* 

50 459 

Q 

JOHNSON.E H 

8504150321 

50 209 

s 

JAUDON J.P. 

8504050116* 

SO 468 

Q 

JOHNSON.E H 

8504150374 

60 450 

o 

JAUDONJP, 

8504050120* 

60 459 

Q 

JOHNSON.E H 

8504150436 

50-458 

Q 

JAUDONJP 

8504080481 * 

50 468 

Q 

JOHNSON.E H 

8504150637 

50-267 

0 

JAUDONJP. 

8504150447* 

50 468 

Q 

JOHNSON.E H 

850416030,5 

50 382 

Q 

JAUDON J P 

6504180578* 

50 267 

Q 

JOHNSON.E H 

8504160360 

50 382 

Q 

JAUDONJP 

6504180597* 

50-298 

Q 

JOHNSON.E H 

8504160413 

50 458 

Q 

JAUDONJP 

8504230422* 

SO 4S8 

Q 

JOHNSON.E H 

8504180429 

50 267 

Q 

JAUDONJ P. 

8504230427* 

50 458 

Q 

JOHNSON.E H 

8504180572 

50 267 

Q 

JAUDONJ.P 

8504230403* 

50-298 

O 

JOHNSON.E H 

8504100591 

50 298 

F 

JAUDONJ P. 

6504250363 

50 468 

S 

JOHNSON.E H 

8504180602 

50 302 

F 

JAUDONJ.P 

6504300406* 

50-468 

Q 

JOHNSON.E H 

8504190338 

50 267 

Q 

JENISON.K 

6504020131 

50 369 

S 

JOHNSON.E H 

8504190593 

59 453 
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JOHNSON, E H 

0504230419 

50 458 

Q 

JORDAN.E L 

JOHNSON, EH 

6504230420 

50 45B 

Q 

JORDAN.E L 

JOHNSON, E H 

6504240057 

50 267 

Q 

JORDAN.E L 

JOHNSON, EH 

6504250367 

50 382 

Q 

JORDAN.E L 

JOHNSON, E H 

0504250374 

50 382 

Q 

JORDAN.E L 

JOHNSON, E H 

6504250561 

60 267 

F 

JORDAN.E L 

JOHNSON, E H 

6504300332 

50 382 

F 

JORDAN.E L 

JOHNSON, EH 

0504300401 

50 456 

0 

JORDAN.E L 

JOHNSON,EM 

6504230477 

50-290 

Q 

JORDAN.E L 

JOHNSON, FR 

6504080226 ‘ 

50 338 

P 

JORDAN.E L 

JOHNSON, G E 

0504090102 

50 440 

G 

JORDAN.E L 

JOHNSON, G L 

0502130522" 

50-296 

F 

JORDAN.E L 

JOHNSON,J 

8504250090’ 

50 293 

Q 

JORDAN.E L 

JOHNSON.K 1 

0504220375 

NUREG 


JORDAN.E L 

JOHNSON,L H 

6504100490 

60 322 

G 

JORDAN.E L 

JOHNSON, M L 

6504090349 

50 330 

R 

JORDAN.E L 

JOHNSON.MR 

6504120262 

PRM 


JORDAN.E L 

JOHNSON, P 

0504110222* 

50 206 

0 

JORDAN.E L 

JOHNSON, P 

8504110440* 

50 361 

Q 

JORDAN.E L 

JOHNSON, P 

6504180391 

50 362 

S 

JORDAN.E L 

JOHNSON.P H 

8504100633" 

50 397 

Q 

JORDAN.W.S 

JOHNSON,? H 

8504110062* 

50 397 

Q 

JORDAN.W.S 

JOHNSON, R A 

6504020375* 

CONTRACT 


JORDAN.W.S 

JOHNSON, R G 

6504100317 

50 263 

J 

JORDAN.W.S 

JOHNSON.R J 

8409200006" 

50 259 

V 

JOYCE.JJ. 

JOHNSON,! 

8504040359* 

50 424 

Q 

JOYNER.J 

JOHNSON,! 

0504160400 

50 424 

Q 

JOYNER.J 

JOHNSON,! 

6504160400 

60 424 

G 

JULIAN, C 

JOHNSON,! 

8504160400 

50 424 

G 

JULIAN, C 

JOHNSON,! 

8504230547 

50 424 

G 

JULIAN,C.A 

JOHNSON,! 

8504230552* 

50 424 

G 

JULIAN.CA, 

JOHNSON,! 

8504230554 

50 424 

G 

JULIAN.CA. 

JOHNSON,! 

8504230554 

50 424 

G 

JULIAN, C, A 

JOHNSON,! C 

0504080425 

WASTE RES 

JUNG.RQ 

JOHNSON,! C 

8504080427 

WASTE RES 

JUSTUS,? S 

JOHNSON.! P 

0504190380" 

50 387 

Q 

KADAM0I.N P 

JOHN SON, W A 

8504180517* 

50 412 

1 

KADAMBI.NP 

JOINER.JE 

8504020142 

50-424 

Q 

KADAMBI.M P 

JOINER.JE 

8504020180 

50 424 

G 

KADAMQI.N P 

JOINER.JE 

0504020187 

60 424 

G 

KADAMBJ.MP 

JOINER.JE 

8504020191* 

50 424 

G 

KAOAMBI.N P 

JOINER.JE 

0504020191* 

50 424 

G 

KADAMBI.P 

JOINER.JE 

8504040117 

50 424 

G 

KALE.D.L. 

JOINER.JE 

8504040365* 

60 424 

G 

KALE.D L 

JOINER, J E 

8504040355* 

50 424 

Q 

KALIVJANAKIS.N 

JOINER,J E 

0504100585 

60 424 

G 

KALIVIANAKIS.N 

JOINER.J E 

0504100587* 

50 424 

G 

KALIVIANAKIS.N 

JOINER.J E 

8504100587* 

60 424 

G 

KALIVIANAKIS.N 

JOINER,J E 

8504120443 

60 424 

Q 

KALIVIANAKIS.N 

JOINER.J E 

8504120443 

50 424 

G 

KALIVIANAKIS.N 

JOINER.J E 

8504160344 

50 424 

G 

KANICK.8 

JOINER, J E 

8504220195 

50-424 

G 

KAfIKUS.R A 

JOINER,J E 

8504220200* 

50 424 

G 

KANOW.L n 

JOINER, J E 

8504230655 

50 424 

Q 

KAPILA.I.P 

J01NER.J E 

8504230557* 

50 424 

Q 

KAPITZ.J 

JOINER.JE 

8504230557* 

50 424 

Q 

KARAM.R.A 

JOINERS E 

0504230561 * 

60 424 

G 

KAHLOVITZ.B 

JOINER, J.E 

8504230561* 

50 424 

G 

KATO,W,Y 

JOINER.JE 

8504260161 

50-424 

G 

KAY.J A 

JOINER.JE, 

8504260159 

50 424 

G 

KAY,J A, 

JOINER.J E 

8504260159 

50 424 

Q 

KAY.J.A 

J01NER.J,E 

8504260194* 

50 424 

Q 

KAY,J,A 

J01NER,JE 

8504260104* 

50 424 

G 

KEANJH 

JONES.A 

8504110228 

60-133 

H 

KEARNEY, J J. 

JONES.D 

8504160328* 

50 305 

Q 

KEDDIS.NN 

JONES, DB 

8310070047* 

FOIA 


KEIMIQ.R R 

JONES.D E 

8504040428* 

60 461 

Q 

KEIMIG.R,R. 

JONES.D E 

8504040437* 

60-282 

Q 

KEIMIQ.R R. 

JONES.GT 

8504040234 

60-260 

S 

KEIMIG.R R 

JONES.G! 

8504080589 

50-259 

s 

KEIMIG.R.R 

JONES.G! 

0504080595 

50-260 

s 

KEIMIG.R R. 

JONES.G! 

8504080596 

50-296 

s 

KEIMIG,R R. 

JONES.G! 

8504080599 

60-269 

s 

KEIMIG.R R 

JONES,G!, 

8504100514 

50-259 

R 

KEIMIG,R R 

JONES.G.! 

0504170610 

50-296 

s 

KEIMIQ,R R, 

JONES.G! 

0504180573 

60-259 

R 

KEISER.H.W, 

JONES,G! 

0504190168 

60 296 

S 

KEISER.H.W. 

JONES.G!. 

6504230310 

50 296 

s 

KEISER.HW. 

JONES.Q! 

8504290234 

50-269 

s 

KEISER.H.W. 

JONES.J 

6504230532* 

60-10 

p 

KEISER.HW. 

JONES,J,M 

0604090303* 

CONTRACT 

KEISER.HW. 

JONES.SB 

8504160134 

50-269 

s 

KEISER.HW 

JONES.SB 

0504160572 

60 260 

s 

KEISER.HW 

JONES.SB. 

0504240194 

60 259 

s 

KEISER.HW 

JONES, SB 

8504300114 

50 259 

s 

KEISER.HW 

JONES.VH 

8504100626 

50 280 

R 

KEITHW- 

JONES.WB 

8504010060* 

60-362 

Q 

KELLER.G R, 

JORDAN.ED 

8504230350 

50-77 

P 

KELLER.R.M. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


8012240303* 

FOIA 


KELLER.R M 

8504230050* 

50 309 

8109170455* 

50 263 

Q 

KELLER,R M 

8504230273* 

50 352 

8603190659 

50 3 

0 

KELLER, R M 

8504260035* 

50 2^0 

8503210461 

50 3 

0 

KELLER, R M 

8504280108* 

50 29-3 

8503220444 

50 3 

0 

KELLER.S 

8504300376* 

50 354 

8603280037 

50-3 

0 

KELLEY.D L 

8504120210* 

50 4-15 

8503280045 

50 3 

o 

KELLEY.J L 

8504010130 

50 322 

6504010039 

50 3 

0 

KELLEY.J L 

8504050205 

50 351 

8504050042 

50 3 

0 

KELLEY, J L 

8G04090104 

50 400 

8504050047 

50 3 

0 

KELLEY, J L 

8504120440 

50 322 

8504110670* 

PT21 


KELLEY. J L 

8604260061 

50 400 

8504110696* 

50 416 

s 

KELLEY.J L 

8504260070 

50 400 

6504150222* 

50 412 

s 

KELLEY.J L 

8504290227 

50 400 

8504150537* 

50 10 

s 

KELLY, Bf 

8504160025 

WASTE RES 

8504170240 

50-3 

Q 

KELLY, D 

8504160506 

50 322 

0504180327 

50 219 

Q 

KELLY.E 

8504020352* 

so 387 

8504190055 

50-3 

Q 

KELLY.E 

8504060076 

SO 322 

8504190060 

50 3 

0 

KELLY.EM 

8504020276* 

50219 

0504220347 

50 3 

Q 

KELLVJA 

8504090322* 

50 382 

8504230379* 

FOIA 


KELLYJA 

8504090461* 

50 482 

8504020292 

50 209 

G 

KELLY.JL 

8504170761 

50 400 

8504020292 

50 209 

G 

KELLYJW. 

8504300033 

70 27 

8504090249 

50 289 

G 

KELLY.L 

85041S0493 

50 288 

B504090249 

50 280 

G 

KELLY.R B 

8504170114 

QA999 

8504120090 

PRM 


KELLY.W,J 

8504040212 

50 275 

6504090305 

l&E 


KELLY, WR 

8504000427 

WASTE RES 

8504300037 

l&E 


KELMERS,AO 

85040903G5 

WASTE RES 

8504150550* 

50-395 

Q 

KEMPER.JS 

8504010195 

50 352 

8504150729* 

50-330 

Q 

KEMPER.JS 

8504020124 

50 352 

8504160103* 

50-259 

Q 

KEWPER.JS 

8504020263 

£0 362 

8504160127* 

50-261 

Q 

KEMPER,JS 

8504080296 

50 352 

8504160139* 

50 390 

Q 

KEMPER.JS 

8504120041 

50 352 

8504160432* 

50-390 

Q 

KEMPER.J S 

8504120164 

50 362 

8504040006 

NUREG 


KEMPER.J S 

6504120170 

50 352 

8504080351 

WASTE MG! 

KEMPER,JS 

8504160350 

50 362 

8504020391 

50 490 

A 

KEMPER.JS 

8504170172 

50 352 

6504050164 

50 498 

A 

KEMPER.J S 

8504180377 

50 352 

8504050201 

50 498 

A 

KEMPER.JS 

6504230229 

50 352 

8504050202 

50 498 

A 

KEMPER.JS 

6504230300 

50 352 

6504250069 

50 498 

A 

KEMPER, R M 

0504050275* 

50 286 

6504250226 

50-498 

A 

KENNEOY.R P 

8504030436 

NUREG 

6504030013 

50 498 

A 

KENNEDY, WE 

8504090090* 

50 367 

0504110545 

PT21 


KENNEKE.A 

8001030567* 

FOIA 

8504110548 

PT21 


KENYON.B D 

0504030037 

50 387 

8504020004 

60-265 

S 

KENYON.B D 

8504120025 

50 367 

8504110556 

50-254 

R 

KENYON.B D 

8504120095 

50 367 

8504260297 

50 265 

S 

KENYON.B D. 

8504180071 

50 367 

8504260366 

50 265 

S 

KENYON.B D 

8504250564 

50 367 

6504290466 

50 254 

S 

KENYON.! J. 

8403120300 

50 3BO 

0504290479 

50*265 

S 

KENYON.TJ 

8504010210 

50 390 

8504100510 

50-275 

R 

KENYON.TJ 

8504300003 

50 390 

8504040282 

50 277 

F 

KEPPLER.J G. 

8312010267* 

50 368 

8504250450* 

50 275 

Q 

KEPPLER.J Q 

8312010334* 

50 358 

0504010058* 

50 424 

E 

KEPPLER.J G 

8312010355* 

50 358 

8604290216* 

50 202 

P 

KEPPLER.J G 

8312010362* 

50 358 

8504170357 

60 278 

P 

KEPPLEn.J G 

8504110210 

50 346 

8504040378* 

50-440 

T 

KePPLEfl.J G 

8504110233 

50 254 

8504100616 

WASTE RES 

KePPLEn.J G 

8504110256* 

50 254 

8504030276 

50 29 

1 

KEPPLER.J G 

8504110325 

50 237 

8504110173 

50 29 

F 

KePPLER.J G 

8504170323 

50 461 

8504220188 

50 29 

P 

KEPPLER.J G 

8504180326 

50 341 

8604220225 

50 29 

P 

KEPPLER.J G 

8504180501 

50 266 

8604250525* 

50 219 

U 

KEPPLER.J Q 

8504190149 

50 346 

8504180007 

WASTE MGT 

KePPLER.J.G 

8504100152* 

FOIA 

8504100218 

TOPREP 


KEPPLeR.J.G 

8504100179* 

FOIA 

8504010247* 

60-272 

Q 

KePPLER.J G 

8504230364* 

FOIA 

8504020013* 

50-219 

Q 

KEPPLER.J.G, 

8504290300 

50 346 

8504020119* 

70-371 


KERCH.H 

8504080237* 

50 352 

8504020237* 

60-322 

Q 

KERfl.W 

0504 IB 0253 

BO-2 

8504040293* 

70-398 


KERRW. 

8504300028 

50 2 

8604040475* 

70-371 


KERSCHNER^H F 

8504300121 

NUREG 

8504040407* 

50-333 

Q 

KEY.WJ 

8504160433* 

50 457 

8504040500* 

50 334 

Q 

KEY.WJ 

8504230328* 

50-331 

85041 60262* 

70 020 


KIDO.C 

8504220353* 

50 440 

8604900500* 

60-387 

Q 

KIEL.R L 

8504030265* 

CONTRACT 

8503290300 

60-367 

S 

KILUH.FM 

8504108410 

PRM 

8604030200 

50-386 

S 

KILLEFER.C. 

8504120167 

FOIA 

8504090069 

50-388 

S 

KILLOUGH.R.C. 

6504160510 

QA999 

8504110570 

60-387 

s 

KIMBALL.K D 

8504050231* 

50 333 

8504120132 

60-387 

s 

KIMBALLK D, 

8504050234* 

50 338 

8504190190 

60-386 

s 

KIMERY.A.L 

6504080272 

40 8027 

8504190522 

50-387 

s 

KIMLER.D 

6504020004 

50-205 

8504250343 

6O-30B 

s 

KIMLER.D 

6504230033 

50 254 

8504250551 

60-387 

s 

KINCAID, RH 

6504030436 

NUREG 

8504250557 

60-387 

s 

KIMG.M.N 

6504180127* 

50 416 

8504220450 

60-331 

s 

KING.TL, 

8504040342* 

50-637 

850422043S 

NUREG 


KING.TL 

8504230167 

MISC 

S604010214* 

50-443 

Q 

KINGSLEY, O.a 

8504230321 

50 416 


Q 

O 

Q 

Q 

V 

A 

G 

G 

G 

G 

G 

G 

G 

R 

Q 

S 

Q 

O 

O 

G 

a 

s 


p 

F 

p 

F 

F 

P 

F 

Q 

P 

F 

P 

F 

P 


X 

F 

Q 

P 

R 

ft 

A 

F 

F 

G 

G 

G 

G 

S 

o 

Q 

S 

Q 

O 

Q 

O 


Q 

Q 

E 


P 

P 

S 

R 

P 

A 

P 


-D-oOO 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

KINGSLEY, OD 

85042S0350 

50 416 

O 

KNIGHTON.G W 

8504110563 

60 276 

P 

KIN NEMAN. J 

8504230269 

l&E 


KNIGHTON.G W 

8504110680 

50 490 

A 

KINNEMAN.JD 

85040501 1 1 

40 6794 


KNIGHTON.G W 

8504110682 

60 400 

A 

KINNEMAN JD 

8504160439 

40 8778 


KNIGHTON.G W 

8504160518 

50 443 

A 

KINTNER.L L 

8211060525’ 

50 358 

Q 

KNIGHTON.G W 

8504170459 

50*528 

P 

KINTNER.L L 

8404020080 

50416 

P 

KNIGHTON.G W 

8504170725 

50 400 

A 

KINTNER.LL 

0504050226 

50416 

P 

KNIGHTON.G W 

8504180065 

50*528 

P 

KINTNER.LL 

B5D41201Q4* 

50 341 

A 

KNIGHTON.G W 

8504180083 

50 498 

A 

KINTNER.LL 

B504 120365 • 

50*311 

A 

KNIGHTON.G W 

8504180149 

60 4$2 

D 

KIRK.W F 

B504300105 

71*5086 


KNIGHTON.G W 

6504250213 

50 412 

D 

KIRKLAND, M W 

8504260374 

70*754 


KNOP.R C 

B 504 100039* 

50*46t 

0 

KIRNER.N P 

8504090350* 

WASTE MQT 

KNOP.R C 

8504230135* 

50*341 

0 

KlflSCH,0 F 

050401 0098 

50 275 

P 

KNOP.R C 

8504300101* 

60*440 

Q 

KiRSCH.D F 

8504010151 

50 275 

P 

KNUTH.DF 

8504010069 

PR 


KIRSCH.O F 

8504020305* 

GO 206 

Q 

KNUTH.D F. 

8504040309 

PR 


KIRSCH.D F 

8504080482 

60 344 

P 

KOQER.R W 

8504030076 

50-244 

P 

KIRSCH.D F 

8504100619 

50 397 

O 

KOQER.R W 

BS04090220 

50-244 

P 

KIRSCH.D F 

8504110043 

50 528 

O 

KOBER.fl W 

B 504090222 

50-244 

P 

KIRSCH.D F 

0504110056 

50 397 

Q 

KOBER.R W 

6504090227 

60*244 

P 

KIRSCH.D F 

8504110103 

50 344 

O 

KOBER,R W 

8504090230 

50-244 

Q 

KIRSCH.D F 

8504110216 

50 206 

O 

KOBER.fl W 

850409031 1 

50-244 

P 

KIRSCH.D F 

8504110395 

50 275 

Q 

KOBER.n W 

8504 160073 

50-244 

S 

KIRSCH.D F 

8504110432 

50 361 

Q 

KOBER.R W 

8504100136 

50-244 

F 

KIRSCH.D F 

8504110494 

50 523 

Q 

KOBER.R W 

6504220350* 

50-3 

P 

KIRSCH,D F 

8504120037 

50 344 

Q 

KOBER.R W 

8604230176 

50-244 

P 

KIRSCH.D F 

8504180610 

50 528 

0 

KOBER.R W 

8604240676 

50-244 

R 

KIRSCH.D F 

8504220055 

50312 

P 

KODALI.K 

6504170460 

70*3011 


K!RSCH,0 F 

8504220103* 

50 323 

A 

KODALI.K 

8604250326 

70-3014 


KIRSCH.D F 

8504250450 

50 275 

O 

KODALI.K K 

6504250536* 

70-3014 


KIRSCH.D F 

B504250540 

50 529 

O 

KODALI.K K 

8504250545* 

70-3014 


KIRSCH.D F 

8504290010 

50 275 

O 

KOE.JW 

8504190099* 

FOIA 


KIRSCH.D F 

8504290014 

50 528 

O 

KOEHL.E fl 

8604180201 

NUREG 


KIRSCH.D F 

8504290089 

60 528 

O 

KOENIG, H M. 

8604100291 

50*322 

G 

KIRSCH.DF 

8504290116 

50 629 

O 

KOENIG. J E 

8504220362 

50-317 

P 

KIRSCH.D F 

8504300330 

50 528 

P 

KOENiQS.R L 

8504110485 

50-397 

S 

KISTER.H B 

8504010214* 

50 443 

0 

KOENIGS.R L 

B5041 10490 

50-397 

S 

KISTER.H B 

8504020274 

50219 

o 

KOENIGS, R L 

8604110566 

50-397 

5 

KISTER.H B 

8504020349 

50 367 

o 

KOENIQS.R L 

8504250166 

50-397 

S 

KISTER.HB 

6504160225 

50219 

o 

KOESTER.G L 

8412200264 

50-482 

A 

KISTER.H B 

8504160158* 

50 354 

Q 

KOESTER.G 1 

8504020265* 

50-482 

Q 

KISTER.H B 

8504190366 

50 387 

Q 

KOESTER.G L 

8504030110 

50-482 

P 

KISTER.HB 

8504230050* 

50 309 

O 

KOESTER.G L 

8504100597* 

50-482 

S 

KISTER.H B 

8504230256* 

50 244 

O 

KOESTER.G L 

8504100602* 

SO 4B2 

S 

KISTER.HB 

6604230273* 

50 352 

o 

KOESTER.G t 

8504100606* 

50 482 

S 

KISTER.H B 

8504250513 

50 322 

o 

KOESTER.G L 

8504110357* 

SO 4B2 

Q 

KISTER.H B 

8504260035* 

50 220 

o 

KOESTER.G L 

8504170014 

60-482 

P 

KISTER.H B 

8504290108* 

50 293 

0 

KOESTER.G i 

8504190574 

50 482 

S 

KISTER.H B 

8504300466 

50 289 

Q 

KOESTER.G L 

8504220063 

50 482 

J 

KLEIN.D, 

8504160474 

50 192 

R 

KOESTER.G t 

8504220273 

50-482 

S 

KLEIN, D E 

8504040185 

50 192 

R 

KOESTER.G i 

8504220366 

50-482 

S 

KLEIN, DE 

8504120012 

50 602 

A 

KOESTER.G L 

8504250036 

50-482 

P 

KLEIN, TJ 

8504040171 

40 8584 


KOESTER.G L 

8504250157 

50*482 

P 

KLEIN.WJ 

8504180113 

WASTE MGT 

KOESTER.G L 

8504260444 

50-482 

S 

KLEINSORGE.WP 

8504160514* 

50 250 

0 

KOESTER.G L 

85042604 8 B 

50-482 

S 

KLEINSORGE.WP 

8504 160565' 

50 261 

Q 

KOHLER, A D 

8504180664 

50-508 

s 

KLIKA.J C 

8504150742 

50 373 

S 

KOHLER, A D 

8504240155 

50-508 

s 

KLIKA.J C 

8504220271 

50 373 

S 

KOLTAY.P S 

8504160309* 

50*286 

Q 

KIINE.J R 

8504020194 

50 440 

G 

KOMOSKY.G E 

8504120006 

50-336 

S 

KLINE.J R 

8504120373 

50 440 

G 

KONWINSKLG fl 

8504100733* 

40-6659 


KLINE, JR 

8504220160 

50 440 

G 

KONWINSKI.G H 

85041 70S 21* 

40-6622 


KLINE, J R 

8504220244 

50 338 

G 

KONWINSKI.G R 

8504170524* 

40-6622 


KLINE.J fl 

8504230575 

50 322 

G 

KOON,A R 

8504010243 

50-395 

S 

KLINE, R L 

8604300015 

71 640 


KOON.A R 

8504040130 

50 395 

S 

KLINGLER.G 

8504150267 

l&E 


KOON,A R 

8504200135 

50 395 

S 

KLUGE.H 

8504170237 

PRM 


KOON,A R 

850429051 1 

50 395 

S 

KNAPP.M R 

8504290169' 

40 6500 


KOON.A R. 

8504300204 

50 395 

s 

KNAPP.M R 

KNAPP.M R 

8504290173* 

8504290182' 

40 6500 

40 6500 


KOTTAN,J J 
KOUSARI.B 

8504040441* 

8504000456 

50 277 
NUREG 

Q 

KNAPP.M R 

8504300567 

WASTE MQT 

KOWAIEWSKI.M E, 

8504240108 

50 413 

F 

KNARR.P 

8504040388 

50 464 

S 

KRASOPOULOS.A 

8504060500* 

50 220 

Q 

KNARR.P 

8504110639 

50 454 

s 

KRASOPOULOS.A 

8504090194* 

50 272 

Q 

KNARR.P 

8504150512 

50 454 

s 

KRAUSG.C W 

8504230077 

50 266 

n 

KNEE.HE 

8604170234 

NUREG 


KRAUSE.G T. 

8504260227* 

50 263 

Q 

KNICELEY.JR 

8504080535' 

50 331 

o 

KREH.JL 

8504160051* 

50 390 

Q 

KNlCELEY,Jft 

8504150368* 

50 373 

o 

KRIMM.R W 

8504110153 

60 352 

F 

KNICELEY.JR 

8504150563* 

50 461 

s 

KflIMM.R W 

8504110165 

50 382 

F 

KNIGHT, TO 

B6041600B7 

NUREG 


KRIMM.R W 

8504170432 

50 334 

F 

KNIGHTON.G W. 

8504010225 

50 323 

A 

KRIMM.R W. 

8504190355 

so 322 

F 

KNIGHTON, G W 

8504020049' 

50 382 

P 

KRIMM.R W 

8504300324 

SO-373 

F 

KNIGHTON.G W. 

6504020395 

50*382 

F 

KRIMM.R W 

8504300366 

50-206 

F 

KNIGHTON.G W 

8504030308 

50 361 

P 

KRISHNAN.R 

8504080085 

WASTE MGT 

KNIGHTON.G W 

6504030312* 

50-361 

P 

KHISHNAN.R 

8504090121 

WASTE MQT 

KNIGHTON.G W. 

6504030318* 

50*361 

P 

KRISHNAN.R 

8504300569 

WASTE MQT 

KNIGHTON.G W. 

6504050257 

60*275 

P 

KROHNJ 

8504010028 

50128 

R 

KNiGHTORG W. 

8504050370 

50 400 

A 

KRUG, HE 

8504110246* 

SO 261 

Q 

KNIGHTON.G W* 

8504050374 

50*275 

F 

KRUG.H E 

8504160555* 

50-261 

Q 

KNIGHTON.G W 

8504050375 

50*275 

F 

KUCHARSKLS 

8504040499* 

50-322 

Q 

KNIGHTON.G W 

8504050376 

50 382 

F 

KUCHARSKI.S 

8504060237* 

50 352 

Q 


AUTHOR 


KUCHARSKI.S 
KUCHARSKI.S 
KUCHARSKI.S 
KUCZYNSKI.LA 
KUCZYNSKI.L A 

KUCZYNSKI.L A 
KUCZYNSKI.L A 
KUCZYNSKl.t A 
KUECHLE.C 
KUEMIN.J L 

KUEMIN.J L 
KUEMIN.J L 
KUEMIN.J L 
KUEMIN.J L 
KUHLMAN.M R 

KUHNS, W G 
KUNCL.LG 
KUNCL.L G 
KUNCL.L G 
KURTZ.R 

KURTZ, RJ 
KUSEK.L T 
KUSEK.L T 
KUYKENDALL.J C 
KUZO.G B 

KUZO.G B 
KUZO.G B 
KWOK.CC 
LAATS.E T 
LACEY.W 

LACEY.W S 
LACEY.W S 
LACEY.W S 
LACEY.W S 
LACEY.W S 

LACKER.D K 
LADD.M J 
LAFLEUR.J D 
LAFLEUR.J D 
LAFLEUR.J D 

LAFLEUR.J D 
LAI.W 

LAINAS.G C 
LAINAS.GC 
LAINAS.G C 

LAINAS.G .C 
LAINAS.G C 
LAINAS.GC 
UINAS.GC 
LAINAS.GC 

LAINAS.G C 
LAINAS.G C 
LAINAS.G C 
LAINAS.G C. 
UINAS.G C 

UITY.W W 
LAITY.WW 
LAITY.WW 
LAITY.W W 
LAITY.W.W 

LAITY.WW 
LAITY.WW 
LAMBERT.PA 
LAMKIN.H B 
LAMM.R D 

LAMMON.G 
UNDRIEU.P R 
LANDRIEU.P R 
LANDRIEU.PR 
LANDRIEU.P n 

UNDRIEU.P R, 
UNDRIEU.P R 
UNDSMAN.RB 
UNG.T 
LANGAN.O 

UNGSCHWAGER.D 
UNIK.G 
UNKFORD.J B 
UNPHER.LC 
UNPHER.LC, 

LANPHER.LC 
UNPHER.LC. 
UNPHER.L C 
UNPHER.L C 
URIZZA.G F 

URSON.C E 
LARSON.CE 
USH.T.R 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 

8504160004* 

50 322 

< 

8504190466* 

50 322 

< 

0504220045* 

50 322 

< 

0504110570 

50 307 

< 

B504 180071 

50 387 

f 

8504190190 

50 388 

< 

6504250343 

50 308 


8504250551 

50 307 


0504300057 

60 205 

} 

8504020082 

50 155 


8504160008 

50 155 

1 

8504160033 

SO 155 


0504230352 

50 155 

1 

8504290399 

60 165 

1 

0504040423 

NUREG 


8504300434* 

50 219 


8504000564 

50 298 

1 

0504150270 

50 290 

( 

8504200306 

50 290 

1 

8504220341 

NUREG 


8504090010 

NUREG 


8504180040 

50 285 


8504290487 

50 205 


8504160401 

50 445 


8504160456* 

50 302 

( 

8504170093* 

60 269 


8504 180069* 

50 390 


8504180604 

50 133 


8504190175* 

FOIA 


8504220144 

50 334 


8504010216 

50 334 


8504010218 

50-334 


8504010219 

50 3 34 


8504110260 

50 3 34 


8504290149 

50 334 


8504030207 

REGGD 


8504160481* 

50 263 


8504190074* 

FOIA 


8504190191* 

FOIA 


8504220081* 

FOIA 


8S04220093* 

FOJA 


8504040417 

NUREG 


8504010007 

50 250 


8504020363 

50 2SO 


8504040543 

50 340 


8504050017* 

50 209 


8504050139 

60 2 50 


8504100151 

50 3 48 


6504100659* 

50 293 


8504110538 

50-269 


8504110651* 

50-259 


8504120331 

TOPREP 


0504180312 

MI5G 


0504190613* 

60-317 


8504300646 

50-155 


8504120197 

50-200 


8504120227 

50-200 


8504120226* 

50-20B 


8504120277* 

50-206 


8504120290 

50-206 


8504120314 

50-206 


8504120317* 

50-206 


8504040193* 

50-270 


8504220018* 

71-373 


8504100459 

PRM 


8504030156 

50-346 


8504120327* 

60-354 


8504120400* 

50-354 


8504150125* 

60-35 4 


8504150213* 

60-354 


8504150242* 

50-354 


0504150452* 

50-3 54 


8504230040* 

50 10 


8504290432* 

50 237 


8504160085* 

50 209 


8504080087 

50-25 5 


8106080363* 

FOIA 


8504170577* 

50 424 


8504010028 

50-322 


8504010029 

60 322 


8504040284 

50 322 


8504040286* 

50-322 


8504040286* 

60-322 


8504050239 

50 322 


8504160073 

50 244 


8504010200* 

so 263 


8504260004 

50-263 


0504100167 

PRM 



O 

G 

G 

G 

G 

G 

G 

S 

O 

O 





PERSONAL AUTHOR INDEX 3B9 


AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

LATHAM.S 

8504160258 

50 322 

G 

LICiTRA.EA 

8504250392 

50 520 

F 

LUEHMAN.J G 

8504150278* 

50 338 

Q 

LATHAM.W K 

8504300045 

50 312 

J 

LICK US, R 

8504080339 

27 39 


LUEHMAN.J G 

8504170315* 

50 260 

Q 

LAUBEN.G N 

8504160177* 

50 250 

G 

LIDEN.EA 

8504080436* 

TOPREP 


LUNDBLADE.O R 

8504260281* 

CONTRACT 


LE.A K 

8402070447* 

50 269 

Q 

LIDEN.EA 

8504110177 

50 311 

Q 

LUNDVALL,A E 

85040201 90 

50317 

P 

LEAHY.M 

8504020431 

50 237 

S 

LIDEN.EA 

85041B0437 

50 272 

P 

LUNDVALL.A E 

8504090240* 

50317 

Q 

LEAHY.M 

8504030150 

50 249 

S 

LIDEN.EA 

8504290341 

60-272 

P 

LUNDVALL,A E 

8504090283 

50317 

P 

IE0LOND,P C 

8504290316 

50 295 

P 

LIDIAK.E G 

8504220433 

NUREQ 


LUNDVALL.A E 

6504100550’ 

50317 

Q 

LE9LOND.P.C 

8504300424 

SO 295 

P 

LIEBERMAN.JA 

8504170224* 

WASTE MQT 

LUNDVALL.A E 

8504150444 

50317 

P 

LECLAin.DE 

8504120005* 

CONTRACT 


LINDER.F 

850403D042 

50 409 

F 

LUNDVALL.A E 

0504190407 

50 317 

Q 

LEO DICK, RS 

8504100274 

50 382 

F 

LINDER.F 

8504090120 

50 409 

P 

LUNDVALL.A E 

0504260057 

50316 

P 

LEDUC.RJ 

8504040178 

71^6574 


LINDER.F 

8504120084 

50 409 

P 

LUNDVALL.A E 

8504260130 

50 317 

P 

LEE.B 

0001210140* 

50 320 

P 

LINDER.F 

8504150309 

50 409 

R 

LYNCH.J 

05042304 1 1 

l&E 


LEE.0 

0004100459* 

50 320 

P 

LINDER.F 

8504150312* 

50 409 

R 

LYON.W 

8504030246 

60 333 

P 

LEEJ N 

8504100588 

50 338 

R 

LINDER.F 

8504180052 

50 409 

S 

LYON5.PJ 

8504030107 

40 290 


LEE,M Z 

8504220257* 

50 440 

Q 

LINDER.F 

8504180514 

50 409 

R 

LYONS.PJ 

0504030394 

40 299 


LEE, OR 

0504010140 

50 267 

P 

LINDER.F 

8504100460 

50 409 

S 

LYONS.PJ 

0504120345 

40 299 


LEE, OR 

8504010144* 

50 267 

P 

LINDER.F 

8504230200* 

50 409 

0 

MA.JS 

0504170700* 

60 498 

G 

LEE.O R 

0504020299 

50 267 

S 

LINDER.F 

0504230305 

50 409 

F 

MABRirO.Q 

0504180379 

OAogo 


LEE.O R 

0504040524 

50 267 

H 

LINDER.F 

6504230391 

50 409 

F 

MACDONALO.C £ 

0504050101 

71 359 


LEE.OR 

8504090060 

50 267 

P 

LINDER.F 

8504200153 

60 409 

S 

MACDONALO.C E 

0504050163 

71 366 


LEE.O R 

8604090221 

50 267 

P 

LINDER.F 

8504300310 

50 409 

F 

MACDONALO.C E 

0504050278 

71*5957 


LEE.O R 

8504110376 

50 267 

Q 

LINDER.F L 

8504300147 

50 409 

F 

MACDONALO.C E 

0504080025 

71*9080 


LEE.R S 

8504030485 

50 313 

P 

LINDHOLM.U S 

8504160311* 

50-237 

P 

MACDONALO.C E 

0504080027 

71 376 


LEE.RS 

0504110402 

50 368 

F 

LINDHOLM.U S 

8504160318* 

50 237 

P 

MACDONALO.C E 

0504080030 

71*6574 


LEE.T D 

0504010186* 

70 143 


LINDHOLM.U S 

8504160324* 

50-237 

P 

MACDONALO.C E 

0504080 061 

71*44 


lEE.T D 

8504040302 

70 143 


LINE HAN. J J. 

8504000280 

WASTE MQT 

MACDONALO.C E 

0504080064* 

71*44 


LEE.T D 

8504160478* 

70 143 


UNEHAN.J J 

0504090441 

WASTE MGT 

MACDONALO.C E 

B504080072 

71 364 


LEE.T D 

0504160487* 

70 143 


UNENBERGER.Q 

8504120340 

50 209 

G 

MACDONALO.C E 

0504080075 

71 9176 


LEE.T G 

0604160001* 

50 259 

Q 

LINNEMANN.R E 

86040B0274 

50 352 

G 

MACDONALO.C E 

B5O4D8CO04 

71*6574 


LEE.WS 

8604150596* 

50 413 

T 

LINNEMANN.R E 

8504060274 

50 352 

G 

MACDONALO.C E 

8504080108 

71-374 


LEE.WS 

8504150596* 

50 413 

T 

LINVILLE.J 

0504080121* 

50 352 

Q 

MACDONALO.C E 

85040801 13 

71 9096 


LEE.WW 

8504170219 

WASTE MQT 

LINVILLE.J 

8504170406 

50 410 

0 

MACDONALO.C E 

85040801 18 

71 360 


LEE.WW 

8604170219 

WASTE MQT 

LINVILLE.J C 

8504020283* 

50-333 

Q 

MACDONALO.C E 

8504080 129* 

71 360 


LEECKP 

0504300547 

50 293 

P 

LINVILLE.J C. 

8504020293* 

60*220 

Q 

MACDONALO.C E 

6504080173 

71-9192 


LEECKPH 

8604030061 

50 293 

P 

LINVILLE.J C, 

8504020294’ 

50-272 

Q 

MACDONALO.C E 

B504D80267 

71 5950 


LEECH.PH 

8504250046 

50 293 

P 

LINVILLEJ C. 

8504190469* 

50-410 

0 

MACDONALO.C E 

8504090129 

71 5980 


lEHWICKE.DJ 

8504040423 

NUREG- 


LISENO.RT. 

8504180585 

50*333 

S 

MACDONALO.C E 

8504090131* 

71 5980 


LEITMAN.LW 

8504080008 

50 219 

S 

LITTLE.M 

8504020373 

CONTRACT 


MACDONALO.C E 

8504090173 

71 919S 


LEMPGES.T E 

8504150450 

50 220 

S 

LITTLE, M 

6504030301 

CONTRACT 


MACDONALO.C E 

8504090511 

71 4 


LEMPGES.TE 

8504160082 

50 220 

S 

LITTLE.M 

0504090387 

CONTRACT 


MACDONALO.C E 

8504090512 

71 5957 


LEMPGES.T.E 

8504260040 

5D>220 

P 

LITTLE.M 

8504090397 

CONTRACT 


MACDONALO.C E 

8504090513 

71 9176 


LEMPGESJ E 

85042901 93 

50 410 

A 

LITTLE.M 

8504160613 

CONTRACT 


MACDONALO.C E 

8504100259 

71 0176 


LEMPQESJ E 

0504300076 

50*220 

P 

LITTLE.M 

8504240170 

50-437 

A 

MACDONALO.C E 

8504100555 

71 5957 


LEMPGESJ E 

8504300032* 

50*220 

P 

LITTLE.M 

8504250431 

CONTRACT 


MACDONALO.C E 

6504100558 

71 9103 


LENAHAN.JJ 

0504120225* 

50*338 

Q 

UTTLE.M 

8504250433 

CONTRACT 


MACDONALO.C E 

8504100565* 

71 9193 


LENAHAN.JJ 

8504150710* 

60 304 

Q 

LITTLE.M 

6504290017 

CONTRACT 


MACDONALO.C E 

8504150262 

71 6957 


LENAHAN.JJ 

0504170027* 

60 348 

Q 

LITTLE.M 

8504200052 

CONTRACT 


MACDONALO.C E 

8504150394 

71 531 


LENART,n S 

0504050292* 

50 341 

E 

LITTLE.WS 

8412200457 

50 315 

V 

MACDONALO.C E 

8504150398* 

71 631 


LENTSCH.JW 

0504220222 

60 344 

r 

LITTLE, W S 

8504010293 

SO 263 

Q 

MACDONALO.C E 

8504150617 

71-24 


LEONARD, J D 

8504100422 

SO 322 

P 

LITTLE.W S. 

8504080380 

50 456 

V 

MACDONALO.C E 

8504150644* 

71*24 


LEONAflaJD 

8604180292 

50 322 

Q 

UTTLE,W S 

8504080467 

50 254 

Q 

MACDONALO.C E 

8504150651 

71*206 


LEONARD. J D 

0504240241 

50 322 

P 

LITTLE.WS. 

8504080471 * 

50 254 

0 

MACDONALO.C E 

8504150657* 

71-206 


LERCH.R 

0604020279 

50 454 

S 

LITTLE.WS 

0504180485 

50 255 

V 

MACDONALO.C E 

8504160057 

71*6939 


LEROY, P 

8504080601 

50 413 

F 

LITTLE.WS 

8504190482 

60 331 

Q 

MACDONALO.C E 

8504160099 

71-177 


LETSCHE.KL 

0504160379 

50 322 

G 

LITTLE.WS 

8504190486’ 

50 331 

Q 

MACDONALO.C E 

8504160105 

71*535 


LETSCHE.KL 

8504160379 

50*322 

Q 

LITTLE.WS 

0504220157 

50 315 

Q 

MACDONALO.C E 

8504160197* 

71*535 


LEUSINK.H H 

8504260114 

60 354 

S 

LITTLE.W, S 

8504250466 

50 295 

Q 

MACDONALO.C E 

8504160342 

71 80 


LEUSINK.H H 

8604300459 

50 272 

S 

LITTLEHALES.G 

8504150448 

OA999 


MACDONALO.C E 

8501160345* 

71*88 


LEVER ENZ.F 

8504220341 

NUREQ 


LIU.WC 

8504160378’ 

50*390 

Q 

MACDONALO.C E 

0504180349 

71*372 


LEViCK.Ml 

0504240264* 

CONTRACT 


LIU.WC 

8504170577* 

50-424 

Q 

MACDONALO.C E 

8504160354* 

71 372 


LEVICK.ML 

0504290123* 

CONTRACT 


LOPY.D 

8504040510* 

CONTRACT 


MACDONALO.C E 

8504160570 

71 5957 


LEVICK.M L 

0504290136* 

CONTRACT 


LOFY.D 

8504040521* 

CONTRACT 


MACDONALO.C E 

8504230155 

71 530 


LEVIN.C 

0504110259* 

50 341 

H 

LOFY.RA 

0504100644* 

CONTRACT 


MACDONALO.C E 

8504230158* 

71 530 


LEVINE.J H 

8504100177 

WASTE MQT 

LOGUE,R H 

0504180627 

60*352 

R 

MACDONALO.C E 

8504230222 

71 62 


LEVINE.J M 

8504080390 

60*313 

F 

LOQUE.RH 

8504240587 

50*277 

R 

MACDONALO.C E 

8504230227* 

71 62 


LEVINE.JM 

8504170235 

60-313 

F 

LOQUE,RH 

6504240663 

50-352 

R 

MACDONALO.C E 

8504230448 

71 9015 


LEVINE,JM 

8504220050 

60 313 

F 

LOIGNON.Q A 

0504220209 

50 395 

R 

MACDONALO.C E 

B504230455 

71-193 


LEVINE.JM 

8504300306 

60 313 

F 

LORENZ.RA 

8504170679 

NUREQ 


MACDONALO.CE 

8504230459 

71 5364 


LEVINE.S 

8001030547* 

FOIA 


LOUDERBACK.T E 

8504030022 

40 8714 


MACDONALO.C E 

B5042304B3 

71 9073 


LEWELLEN.WS 

8504250168 

NUREQ 


LOUX,R,R. 

8504030237 

PRM 


MACDONALO.CE 

D504230469 

71-9193 


LEWIS .0 

0504040370* 

50 440 

T 

LOUX.R R. 

8504290360 

PR 


MACDONALO.CE 

0504230471’ 

71*9193 


LEWIS ,J P 

8504090402* 

CONTRACT 


LOVE.Aa 

6504010023 

50-352 

G 

MACDONALO.CE 

8504240077 

71*120 


LEWIS.J.R. 

0504000172 

70 304 


LOVE, A R 

8504020146 

50*352 

G 

MACDONALO.C E 

0504240002 

71 230 


LEWIS, M.l 

8504290329 

PR 


LOVE.A R 

6504020216 

50 352 

G 

MACDONALO.CE 

0504240002 

71-397 


LEWIS.RC, 

8404020087* 

50*416 

P 

LOVE.AR 

8504220242 

60 352 

G 

MACDONALO.CE 

0504240095 

71 176 


LEWIS, S H 

B504010080 

40 2061 


LOVE.A R 

8504220242 

50 352 

G 

MACDONALO.CE 

8504240117 

71i 9024 


LEWIS.S H 

6504010083 

50 454 

G 

LOVE.AR 

8504220240 

50 352 

G 

MACDONALO.CE 

0504240122 

71 9073 


LEWIS.SH 

8504040310 

40*2061 


LOVE.AR 

8504230543 

SO 352 

G 

MACDONALD.C E 

8504240453 

71 29 


LEWIS.S H 

8504040331 

40 2061 


LOVE.AR 

8504230501 

50 352 

G 

MACOONALD.CE 

8504 24 0 4 56 

7M15 


LEWIS, SK 

8504100230 

50-454 

G 

LOVE.R S 

8504230046* 

50 456 

Q 

MACDONALO.C E 

8504240463 

71 5272 


LEWIS.SH 

8504100253 

40*2061 


LOVELACE,WH 

8504)20286* 

50 316 

P 

MACDONALD.C E 

8504240467* 

71 6272 


LEWIS .S,H 

8504240327 

40 2061 


LOVELACE,WH 

8504120292* 

50 316 

P 

MACDONALD.C E. 

8504240623 

71-9015 


LeYLAK,J 

8504050372 

NUREQ 


LOVELACE,WH 

8504120370’ 

SO 366 

A 

MACE.M 

8504100081 

CONTRACT 

LEYMAN.G S, 

8504110612* 

CONTRACT 

LOVELESS.OP 

8504160432’ 

50 390 

Q 

MACRAE,J B 

B504290011 

ORG 


LIAW.8 D. 

8312230321* 

60 416 

P 

LOVENOALE.RC, 

0504080484* 

50 295 

Q 

MACRAE.J B 

8504290015 

ORG 


LICARI.K 

0504260072 

50*10 

F 

LOWE,A L 

0504240337’ 

TOPREP 


MADDEN, PM 

8504160341’ 

50*327 

Q 

LICiTRA.EA 

8206140227* 

50*526 

A 

LOYSEN.P. 

8504250321 

70 364 


MADEOA,T 

8504230238 

70 28 


LICITnA,eA 

0604010237 

50 528 

V 

LUCAS»n,W 

8504110335 

PT21 


MADEDA.T J 

850401 01B4* 

50*10 

Q 
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MADEDAJJ 

8504090292' 

50-341 

Q 

MAHTIN.R D 

65040 OD005 

50 267 

P 

MCALPINE.E J 

85041604B7* 

70 U3 


MADIGAN.M J 

6504110443 

PRM 


MARTI N.R 0 

8504090270 

50 490 

F 

MCBREARTY.R A 

8504180416* 

50 244 

Q 

MADSEN, G L 

B5043Q0406' 

50*456 

Q 

MARTI N.R D. 

8504090309 

50 445 

A 

MCBRIDE, M 

8504260090* 

50 293 

Q 

MAlSELiH J 

8504180600 

50-361 

R 

MARTI N,H D. 

8504150299 

50 298 

Q 

MCBRIDE, M 

8504260290 

71 6346 


MAJOH,fl 

8504190079' 

FOIA 


MARTI N.R D 

8504220095 

50 296 

O 

MCBRIDE.M H 

8504040330* 

50 24S 

0 

MAILONEE.T 0 

8504300067 

WASTE MGT 


6504220100* 

SO 298 

Q 

MCBRIDE, M H 

8504080426 

50 320 

P 

MAISCH,M G 

8312010237* 

50-358 ‘ 



rl/Ti ^604220165 

50 496 

A 

MCBRIDE.M H 

0504190368* 

50 271 

Q 

MANCiJSO,W 

B504100113 

REGGD 


'WAfWll!l,TN, ‘ 

05041 10119* 

50 344 

Q 

MCCABE.B C 

0504020005 

50 249 

s 

MANGAN.C V 

6503290008 

50-410 

S 

MARTIN,! J 

0604120118 

60 354 

S 

MCCABE.E 

8504010239 

50 213 

P 

MANGANIC V 

8504010044 

50 410 

A 

MARTJN.TJ 

8504190214 

50 354 

Q 

MCCABE.E 

0504010241 

50 213 

V 

MANGAN.C V 

8504010217 

50-410 

S 

MARTIN,! J 

65042903 <16 

50 354 

Q 

MCCABE.E 

8504190397 

50 423 

s 

MANGAN.C V 

8504010233 

50-410 

S 

MARTIN,! T. 

8504010106 

50-334 

F 

MCCABE.E C 

8504040330* 

SO 245 

0 

MANGAN.C V 

8504020001 

50-410 

S 

MARTIN.!.!. 

0504020009 

50-2 1G 

Q 

MCCABE.E C 

8504160052 

50 336 

s 

MANGAN.C V 

8504020002 

50-410 

S 

MARTIN,! T 

0504020117 

70 371 


MCCABE.E C 

8504190427* 

50 336 

Q 

MANGAN,CV 

850402000B 

50 410 

A 

MARTIN,! T 

8504020224 

50 213 

Q 

MCCABE.E C 

8504230340* 

50 213 

Q 

MANGAN.C V 

85040202C6 

50 220 

F 

MAR TIN. TT 

8504020229 

SO 322 

Q 

MCCARTHY.W J 

8504250154 

50 341 

1 

MANGAN.C V 

8504020302 

50 410 

S 

MARTIN,! T 

6504020266 

50 219 

Q 

MCCARTY.C 

0504030141 

40 0701 


MANGAN.C V 

8504020387 

SO 410 

S 

MARTIN.! T 

0504040287 

70 398 


MCCLOSKEY.D P 

8504090152 

50 3 

F 

MANGAN.C V 

8504020410 

50 410 

s 

MARTIN.! T 

8504040430 

50 20 

Q 

MCCLOUD, D E 

0504010021 

50 300 

A 

MANGAN.C V 

6504020421 

50 410 

s 

MARTIN, TJ 

8504040439 

50-277 

Q 

MCCLOUD.D E 

0504010040 

50 259 

P 

MANGAN.C V 

8504020428 

50 410 

s 

MARTIN,! T 

6504040466 

60-246 

0 

MCCLOUD, D E 

0504010161 

50 390 

A 

MANGAN.C V 

8504030034’* 

70 2940 


MART IN. TT 

8504040470 

70-371 


MCCLOUD.D E 

0504010166 

50 390 

A 

MANGAN.C V 

8504090149 

50 410 

A 

WART1NJ.T 

6504040479 

50-333 

0 

MCCLOUD.D E 

0504010167 

SO 3S0 

f 

MANGAN.C V 

8504100736 

50410 

s 

MARTIN,! T 

8504040402 

50-334 

Q 

MCCLOUD.D E 

8504010175 

50 390 

A 

MANGAN.C V 

8504110143 

50 410 

A 

MARTIN,! T 

8504050023 

50-307 

0 

MCCLOUD.D E 

8504010102 

50 300 

f 

MANGAN.CV 

6504110193 

50 410 

S 

MARTIN.! T 

8504050063 

50-247 

O 

MCCLOUD.D E 

6504020269 

SO 390 

A 

MANGAN.CV 

8504110212 

50 410 

s 

MARTIN.! T 

6504050140 

50-286 

0 

MCCLOUD.D E 

6504060074 

50 327 

p 

MANGAN.CV 

8504120180 

50 410 

A 

MARTIN,! T 

6504050145 

50-277 

Q 

MCCLOUD.D E 

6504170370 

50-390 

F 

MANGAN.C V 

8504150150 

50410 

A 

MARTIN,! T 

8604050311 

50-286 

Q 

MCCLOUD.D E 

8504190049 

SO 390 

F 

MANGAN.CV 

8504180062 

50410 

A 

MAR7IN.T.T. 

8504050320 

50-352 

Q 

MCCLOUD.D E 

8504230298 

50 390 

F 

MANGAN.C V 

6504180509 

50 410 

M 

MARTIN,! T 

8504050329 

50-245 

Q 

MCCLOUD.D E 

8504230324 

50 390 

E 

MANGAN.C V 

8504190446' 

50-220 

F 

MARTIN,! T 

8504080091 

50-309 

Q 

MCCLUNG.C E 

0504160296 

50 361 

G 

MANGAN.CV 

8504240325 

50 220 

P 

MARTIN,! T 

85040801B5 

60-272 

0 

MCCLURE.J D 

8504220305 

NUHEG 


MANGAN.CV 

8504290309 

60 410 

F 

MARTIN,! T 

8504080431 

50-387 

Q 

MCCONNELL.RA 

8504020216* 

COMMISStOK 

MANGAN.C V 

8504290404 

50 410 

S 

MARTIN.! T 

8504080506 

50-277 

Q 

MCCORD.F 

8504020264* 

50 267 

P 

MANGAN.CV 

6504300077 

50 410 

s 

MARTI N.TT 

B504100528 

50-309 

0 

MCCOY.F R 

8504 160432* 

50 390 

0 

MANGAN.C V 

8504300196 

50-410 

Q 

MARTIN,! T 

8504100545 

60-317 

Q 

MCCOY.S B 

6504190496* 

50 341 

A 

MANGAN.C V 

8504300329 

50-410 

Q 

MARTIN.TT 

8504160259 

50-166 

0 

MCCOY.S 0 

0504190515* 

50 341 

A 

MANGAN.C V 

8504300435 

50-410 

A 

MARTIN,! T. 

B504160277 

70-820 


MCCRORY.S L 

8504020140* 

50 265 

Q 

MANGAN.C V 

8504300455' 

50-410 

A 

MARTIN.TT 

6504190348 

50-309 

Q 

MCDONALO.OG 

8504050100 

50 250 

P 

MANN.S A 

8504300509 

WASTE MGT 

MARTIN,! T, 

8504190440 

50-334 

O 

MCDONALD, D G 

6504160602 

50 250 

P 

WANNO.S F 

8504150130' 

50-410 

n 

MARTIN,! T. 

6504190445 

50-220 

F 

MCDONALD.R P 

6504040253 

50 348 

S 

MANNO.S F 

8504150182' 

50-410 

R 

MARTIN,! T. 

8504190448 

50-184 

Q 

MCDONALD.R P 

8504050303 

50 364 

s 

MANNO.S F 

8504150330* 

50-410 

R 

MARTIN,! T 

8504 220379* 

60-3 

P 

MCDONALD.R P 

8504080469 

50 348 

P 

MANNO.S F 

8504150449* 

50-410 

R 

MARTIN,! T 

0504240041 

50-20 

Q 

MCDONALD.R P 

8504160353 

50 348 

F 

MANOLY.K 

8504000237* 

50-352 

Q 

MARTIN,! T 

6504300474 

50-354 

Q 

MCDONALD.R P 

8504160181* 

50 348 

Q 

MARGULIES.M B 

OS 04230575 

50-322 

G 

MARTIN,! T. 

8504300406 

50-387 

Q 

MCDONALD.R P 

8504100512 

50 384 

n 

MARKEY.E J 

8504100600* 

SO-416 

U 

MARTIN.W.Q. 

8504 02001 3* 

60-219 

Q 

MCDONALD.R P 

0504180513 

50 348 

R 

MARKEY.E J 

8504250163* 

COMMISSION 

MARTIN.W J 

8504040003 

NUREG 


MCDONALD, R.P 

8504190423 

50 348 

V 

MARKS.B K 

8504010153 

50-259 

F 

MARTIN,W R, 

8504180352* 

50-382 

Q 

MCDONALD.R P 

B504 190568 

50 348 

s 

MARLEY.J W 

6504290461 

50-346 

S 

MARTINEZ.E.D. 

8504000177 

27-40 


MCDONALD.R P 

6504220051 

SO 340 

p 

MAROUARDT.PA 

6504240124 

50-341 

J 

MARTINEZ,E D 

0504170703 

27-40 


MCDONALD.R P 

0504240160 

50 340 

p 

MAROUEZ.S L 

8504000463* 

60-287 

P 

MARTINE2.E 0 

8504180031 

27-40 


MCGAUGHY.R W 

6504050224 

50 331 

F 

WARSHALL.J G 

8504150274 

60-373 

s 

MARTINEZ,E D 

8504300002 

27 48 


MCGAUGHY.R W 

8504110464 

50 331 

P 

MARSHALL.J G 

8504180053 

60 373 

p 

MASON.CC. 

8504090356 

50-327 

R 

MCGAUGHY.R W 

8504120271 

50.331 

F 

MARSHALL, J G 

6504180072 

50 373 

F 

MASSARO.S A 

8504030002 

NUREG 


MCGAUGHY.R W 

8504150128* 

50322 

A 

MARSHALL.J G 

85041 9031 2 

50 373 

P 

MASSARO.S A 

8504220330 

NUREG 


MCGAUGHY.R W 

85042201 79 

50331 

P 

MARSHALL, J G 

8504290022 

60-3 73 

P 

MASSEY, J V 

6504020411 

PHOJ 


MCGAUGHY.R W 

8504220233 

50331 

P 

MARSHALL.J G 

8504200231 

50^373 

F 

MASSEY.J.V 

6504160486 

PROJ 


MCGAUGHY.R W 

8504250240 

50331 

P 

MARSHALL.J G 

8S04230333 

50 374 

P 

MASSEy,J V 

8504170131 

PROJ 


MCGAUGHY.R W 

8504260153 

60 331 

Q 

MARSHALL.J G 

6504290392 

50 373 

P 

MASTERSON.V 

8504090489 

50 373 

S 

MCGAUGHY.R W 

8504290335 

50331 

P 

MARSHALL.J R 

0407190276 

50313 

K 

MATAKAS.R A 

0504040036* 

SO 205 

Q 

MCGLONE.TJ. 

8504110277 

PT21 


MARSHALL.J S 

8504120258 

50 445 

A 

MATHIS.J L. 

0504160121* 

50 370 

Q 

MCGOVERN.J J 

8604120256 

70 687 


MARSHALL.J S 

8504170314 

50 445 

A 

MATTHEWS.M L 

0504170709 

WASTE MGT 

MCGOWAN.J K 

0504230365 

50348 

F 

MAHSTON.R R 

8504150036* 

50 346 

Q 

MATTHEWS.! P 

8504180606 

50 265 

R 

MCGOWAN.JW 

8504030259 

60340 

F 

MARSTON.R R 

6504160303* 

50 395 

0 

MATTIMOE.J J 

0504190453 

50312 

1 

MCGRATH, R S 

3504100159 

60 309 

S 

MART/N,DF 

8504160217* 

50 361 

P 

MATTIMOE.J J. 

8504230402 

50 312 

S 

MCGUIRE,D R 

8604010180* 

60327 

0 

MARTI N.D M 

8504170534 

NUREG 


MATTSON,RJ 

7905200232 

50-320 

P 

MCGUiRE,D R. 

B504040197* 

60 324 

0 

MARTI N.J B 

8504020295 

50 206 

Q 

MATTSON, R J 

8004180453 

50-320 

P 

MCGUIRE.OR 

8504100417* 

50390 

0 

MARTI N.J B 

8504220098 

50-323 

A 

MATTSON.R J 

8303170654* 

FOIA 


MCGUIRE,D R. 

8504100437* 

50 280 

Q 

MARTIN. J D. 

8504110405 

60 397 

S 

MATTSON.RJ. 

6307180223* 

FOIA 


MCQURREN.HJ 

8504170764 

60338 

G 

MARTIN, J D 

8504110490 

50 307 

s 

MAULDERJ L 

6504110133 

60 313 

f 

MCGURREN.HJ 

0504220236 

60330 

Q 

MARTIN, j D. 

85041 10566 

60 3D7 

s 

MAURA ,F. 

8400200168' 

60 341 

Q 

MCINTYRE, R P 

8504240610* 

QA9g9 


MAR TIN, J D 

0504180511 

50 397 

R 

MAURA.F. 

8504000269* 

50 341 

Q 

MCKEE, P 

8504050261 

60 302 

F 

MARTI N.J D 

8504180528 

69-397 

R 

MAURfN.L V 

8504160297* 

60-382 

R 

MCKEE, PF 

8504100265* 

60 302 

n 

MARTIN.J G 

8504300306 

PRM 


MAURIN.L V, 

6504150300* 

50-362 

R 

MCKEE, PF 

8504100321 

50 302 

fl 

MARTIN, L E 

8504080056* 

50 285 

Q 

MAURIN.LV 

6504160414* 

60-382 

fl 

MCKEE, PF 

0504160469* 

60 208 

0 

MARTIN.LE, 

8504090461 * 

60 402 

Q 

MA)(WELUG F 

6504160611* 

60 400 

Q 

MCKEE, P F 

0504170586* 

50 360 

0 

MARTIN.L E 

8504160013 

50 313 

S 

MAXWELUQ.F 

8504160579* 

50-400 

Q 

MCKEON.TJ 

8504050284 

NUREG 


MARTIN, L E 

6504180411* 

50-482 

Q 

MAX W ELL. R B 

8504100373 

50-250 

R 

MCKIBBEN.JC 

8504290205* 

50-188 

0 

MARTIN.LE 

6504160423* 

50-4B2 

Q 

MAXWELL.R 0 

6504100364 

50-327 

R 

MCKINNON.R Q 

8504170270 

REGGD 


MARTJN.L E 

8504160505* 

60-313 

Q 

MAY,D M, 

6504120274 

60-286. 

F 

MCKLVEEN.J W 

8504120146 

40 0752 


MARTIN, L E 

8504220027* 

50-313 

Q 

MAY.J,R. 

6504160161 

71-9103 


MCLEAREN.T, 

8504040152 

CONTRACT 


MARTIN, L E 

6504300406* 

50-45B 

Q 

MAY,J R 

8504160167* 

71-9193 


MCLEAREN.T 

0504100697 

CONTRACT 

MARTIN.RC 

6504230041* 

50 461 

Q 

MCADEN.D.C, 

8504190425* 

50-498 

R 

MCLEAREN.T 

8504120380 

CONTRACT 


MARTIN,R D. 

8504020171 

50-445 

A 

MCALPINE.EJ 

8504010166* 

70-143 


MCLEAREN.T 

8504240250 

CONTRACT 

MARTIN, R D, 

8504040244 

STATE PRO G 

MCALPINE.EJ 

6504040302 

70-143 


MCLEAREN.T 

0504290121 

CONTRACT 

MARTIN, R D. 

6504080333 

60-313 

F 

MCALPINE.EJ 

8504160478* 

70-143 


MCLEAREN.T 

8504290120 

CONTRACT 
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mcmicken.sm 

850408022e)* 

50 330 

P 

MCMIUEN,J I 

8504220165* 

50*315 

O 

WCMIUENJ I 

8504290391’ 

50*254 

o 

mcmiilen,j I 

0504290429* 

60 331 

o 

MCMILLEN jr 

0504290432’ 

60 237 

0 

MCMILLEN.M A 

8504010002 

50 333 

F 

MCNAMARA.A E 

8504180207 

50 244 

R 

MCNEIL, S A 

8504160469* 

50*206 

O 

MCNEILL, C A 

0504100276 

50 272 

0 

MCNEILL, WM 

8504150447* 

50 458 

Q 

MCNEILL, W M 

8504230422* 

50*450 

0 

MCNEILL, W M 

8504230427* 

50 458 

O 

mcpheeters,cc 

0504080191* 

WASTE MGT 

MCQUEEN A D 

8504160213* 

50 206 

S 

MCQUEEN.A D 

8504230415* 

50 73 

Q 

MCQUIRE.D R 

8604110023* 

50 416 

0 

MEDEIROS, M S 

0006270410’ 

FOIA 


MEDEIROS.M S 

fl504?30l05* 

FOIA 


MEDFORD,M O 

8504020152 

50 206 

P 

MEDFORD.M 0 

8504040317 

REGGD 


MEDFORD, M 0 

6504050200 

50*208 

F 

MEDFORD.M 0 

8504050249 

50 361 

R 

MEDFORD.M 0 

8604090133 

50 206 

P 

MEDFORD,M 0 

8504090312 

50 361 

P 

MEDFORD,M 0 

0504120103 

50-206 

P 

MEDFORD, M 0 

0504120129 

50-206 

P 

MEDFORD.M 0 

8504160041 

50 208 

F 

MEDFORD, M 0 

8604160196 

50 361 

F 

MEDFORD.M 0 

0504160331 

50-206 

P 

MEDFORD.M 0 

8504170304 

50-206 

P 

MEDFORD.M 0 

8504180216 

50 206 

P 

MEDFORD.M 0 

0604100277 

50 206 

S 

MEDFORD.M 0 

0504230186 

50 206 

P 

MEDFORD.M 0 

8604230239 

50*361 

P 

MEDFORD.M 0 

8504240204 

50 206 

S 

MEDFORD.M 0 

0504240377 

50 206 

Q 

MEDFORD.M 0 

8504240407 

50 361 

K 

MEDFORD.M 0 

8504250301 

50*206 

F 

MEDFORD.M O 

8504260137 

50-361 

R 

MEOFQRD,M 0 

8504300270 

50*206 

P 

MEDINA.V 

8604240507* 

CONTRACT 


MEDLOCK.R L 

0504300610 

40 0452 


WEEKS,R 

8504010096 

60 275 

P 

MELLEN.LS 

0504150666* 

50 261 

Q 

MENDELSONJ N 

8504080317* 

CONTRACT 


MENDEZ R 

8504090108’ 

50 341 

Q 

MENDONCA.M 

8504180022 

60 275 

S 

MENDONCA.M M 

0604110406* 

50 276 

Q 

MERCHOFF.EW 

0504080294* 

QA999 


MERCKX.R 

0504090271’ 

TOPREP 


MEREDITH.J D 

8504170492* 

40 8151 


MERRITT.S 

8504110508 

50*237 

S 

MERRITT.S 

6504220421 

50-237 

S 

MERSCHOFF.E W 

8504050308’ 

QA999 


MERSCHOFF.E W 

0504080109* 

QA999 


MERSCHOFF.E W 

8504230400* 

QA9D9 


MESERVE.R A 

8504000257 

40 2061 


MESERVE.R A 

D5040B0257 

40 2061 


MESERVE,R A 

0504090195 

40 2051 


MESERVE.R A 

8504090195 

40*2061 


MESERVE.R A 

8504260364 

40 2081 


METZGER.V 

8504160087 

NUREG 


MEYER, G 

8604250090* 

60 293 

Q 

MEYER.GW 

0504250482* 

50 334 

0 

MEYER, n 0 

8504040423 

NUREG 


MEYER.TA 

8504090187* 

50 309 

P 

MICHELSON.C 

8007160323* 

FOIA 


MICHEISON.C 

8000 150016’ 

FOIA 


MICHELSON.C 

0009030143’ 

FOIA 


MICHELSON.C 

0010200331* 

FOIA 


MICHELSON.C 

0010210184* 

FOIA 


MICHELSON.C 

0010240366* 

FOIA 


MICHELSON.C 

8011260153* 

FOIA 


MICHELSON.C 

8012050330* 

FOIA 


MICHELSON.C 

8012120163* 

FOIA 


MICHELSON.C. 

8012240396* 

FOIA 


MICHELSON.C 

8101060183* 

FOIA 


MICHELSON.C 

8101060190* 

FOIA 


MICHELSON.C 

8101000108* 

FOIA 


MICHELSON.C 

8103250189’ 

FOIA 


MICHELSON.C 

8104160219* 

FOIA 


MICHELSON.C 

8106260055’ 

roiA 


MICHELSON.C 

8107070031* 

roiA 


MICHELSON.C 

0202030228* 

FOIA 


MICHELSON.C 

8202030230* 

FOIA 


MICHELSON.C 

8203050493* 

FOIA 


MICHELSON.C 

8203180031* 

FOIA 


MICHELSON.C 

8203180042* 

FOIA 
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MICHELSON.C 

8203190024* 

FOIA 


MICHELSON.C 

8204070110" 

FOIA 


MICHELSON.C 

6204220110* 

FOIA 


MICHELSON.C 

6207010474* 

FOIA 


MICHELSON.C 

8207010521* 

FOIA 


MICHELSON.C 

0210040036’ 

FOIA 


MICHELSON.C 

02101B0322’ 

FOIA 


MICHELSON.C 

821G250007* 

FOIA 


MICHELSON.C 

821 1 100453* 

FOIA 


MICHELSON.C 

8301140020* 

FOIA 


MICHELSON.C 

8301 260360* 

FOIA 


MICHELSON.C 

8504100020* 

FOIA 


MICHELSON.C 

0504100047* 

FOIA 


MICHELSON.C 

0604190195* 

FOIA 


MICHELSON.C 

0504190229* 

FOIA 


MICHELSON.C 

8504190289* 

FOIA 


MICHELSON.C. 

0504190297* 

FOIA 


MICHELSON.C 

8504190462* 

FOIA 


MrCHELSON.C 

6504190464* 

FOIA 


MICHELSON.C 

6504220040* 

FOIA 


MICHELSON.C 

8604220078’ 

FOIA 


MICHELSON.C 

8504220086’ 

FOIA 


MICHELSON.C 

0504220166* 

FOIA 


MICHELSON.C 

05042201 60* 

FOIA 


MICHELSON.C 

8604220181’ 

FOIA 


MICHELSON.C 

8504230208* 

FOIA 


MICHELSON.C 

6504230201* 

FOIA 


MIEQEL.N J 

8504080294* 

QA999 


MILAM.SB 

0504190007* 

FOIA 


MILAM.S B 

0504190170* 

FOIA 


MILANO, PD 

0504100271* 

aA099 


MIlBflOT.WE 

0504260460’ 

50 205 

O 

MILBROT.W E 

8504300005’ 

50-409 

Q 

MILHOAN,J L 

0504040392’ 

50 440 

O 

MILLER, A 

8504220052 

50 320 

F 

MILLER.C L 

0504040205 

60-244 

P 

MILLER.D A 

0504100266* 

50 219 

F 

MILLER.D B 

8504120352* 

50 329 

R 

MILLER.D B 

8504150107’ 

50 329 

n 

MILLER.D B 

8504150350’ 

60-320 

R 

MILLER.D D 

0504030453 

NUREG 


milleh.de 

0504020320* 

50-10 

Q 

miller.de 

0504190450’ 

50 409 

Q 

MILLER.C 

8604230106 

50 382 

R 

miller.hj 

85040G0575 

WASTE MGT 

MILLER.HJ 

8S040B05B1 

WASTE MGT 

MILLER.HJ 

0604110246 

WASTE MGT 

MILLER.HJ 

8604170216 

WASTE 

RES 

MILLER.J 

8604110337 

l&E 


MILLER.J H 

0604250230’ 

so 321 

1 

MILLER, J R 

0604020457* 

50 3B9 

P 

MILLER.J R 

OS04030008 

50 309 

S 

MILLER.J R 

8604030215* 

50-266 

P 

MILLER.J R 

OS 0403031 3* 

50 266 

P 

MILLER.J R 

8504030343 

50 336 

P 

MILLER.J R 

0504030347 

50 309 

P 

MILLER, J R 

8504030374 

50 336 

F 

MILLER.J n 

8504030491 

50-368 

0 

MILLER, J R 

8504030497 

50 285 

P 

MILLER, J R 

8504090130 

50 317 

P 

MILLER.J R 

0504110198 

50 285 

F 

MILLER.J R 

8504150285 

50-205 

P 

MILLER.J R 

8504150290’ 

50 205 

P 

MILLER,J R 

8504150722 

50 33B 

P 

MILLER.J R 

8504160592 

50 285 

P 

MILLER.J R 

8504170550 

50 335 

P 

MILLER.J R 

8504170560 

50 389 

P 

MILLER.J R 

0504170600* 

50 344 

P 

MILLER, J R 

0504170662’ 

50-206 

P 

MILLER.J R 

8504180374 

50-317 

P 

MILLER.J R 

6504240028 

50 285 

P 

MILLER.J R 

0504200101 

50 317 

Q 

MILLER.J R 

8504250356 

50 266 

P 

MIL! ER.J R 

8504250362* 

50 266 

P 

MILLER. JR 

8504260383' 

50-266 

P 

MILLER.J R. 

0504260413 

50-368 

0 

MILLER.J R 

8504300556 

50 309 

F 

MILLER.J R 

8504300558 

50-336 

P 

MILLER rJ R 

8504300566 

50 309 

P 

MILLER.L 

6504230297 

50 520 

S 

MILLER.L 

8504290016’ 

50-628 

Q 

MILLER.L 

8504290006’ 

60 628 

Q 

MILLER.L F 

8504110040’ 

50-528 

Q 

MILLER.L F 

85041 10499* 

50-528 

Q 

MILLER.L F 

8504110503* 

50 528 

Q 

MILLER.L F. 

8504160615* 

50 528 

Q 

MILLERA F 

8504250546* 

50 529 

Q 

MILLER.L F 

8504290092* 

5 0 528 

Q 
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MILLER.L F 

8504290124' 

50 529 

Q 

MILLER.M 

8504080237* 

50 352 

0 

MILLER, M A 

8504220415 

50 424 

A 

MILLER.M 1 

8504050246 

50 323 

G 

MILLER.M 1 

8504050246 

50 329 

G 

MILLER.M 1 

8504230560 

50 329 

G 

MILLER.M 1 

6504230560 

50 329 

G 

MILLER.M S 

0504010069 

50 322 

Q 

MILLER.M T 

8504020270* 

50 219 

Q 

MILLER. H A 

85041B0616* 

50 412 

1 

MILLER.R B 

8 5041 soire- 

50-295 

P 

MILLER.W-H 

es 04 150028’ 

50-300 

0 

MILIER.W H 

6504150666* 

60-261 

0 

MILLER. W H 

8504160341* 

50 327 

Q 

MILLER. W 0 

85 02260565 

WASTE MGT 

MILLEfl.WO 

0504100111 

70 1113 


MILLER.W 0 

8604100136 

70 1113 


MILIER.W O 

8504100737 

TOPREP 


MILLER.W O 

8S041 60475 

70 754 


MILLER.W 0 

8504170275’ 

WASTE MGT 

MILLEfl.WO 

6504170359 

50 265 

P 

MILLEfl.WO 

6504170380 

50 401 

A 

MILIER.W 0 

6504180030 

50 454 

P 

MILLER.W 0 

6504190535 

50 269 

P 

MILLER.W 0 

6504220094 

50 261 

P 

MILLEfl.WO 

6504220282 

40 8452 


MILLEfl.WO 

8504230020 

40 6622 


MILLER.W 0 

6504240501 

50 329 

A 

MILLER.W 0 

6504260467 

50 462 

P 

MJLLER.W 0 

6504260470 

50 322 

P 

MILLS.L M 

0504100337 

50 269 

R 

MILLS.L M 

0504100500 

50 269 

R 

MILLS.L M 

8504100502 

50 327 

R 

MILLS.LM 

0504100508 

50 327 

R 

MtLLS.LM 

0504 120257* 

50-390 

R 

MILLS.LM 

0504120208’ 

50 390 

R 

MILLS.LM 

0504150030* 

50 390 

R 

MILLS.LM 

0504150216’ 

50 390 

R 

MILLS.L M 

0504150234* 

50 390 

R 

MILLS.I M 

0504150400’ 

50 390 

R 

MILLS.L M 

0504150466’ 

50 390 

R 

MILTENBERGER.S 

0504040449 

50 403 

S 

MILTENBERGEB.S 

0504050060 

50 483 

S 

MILTENBERGER.S 

650405 0069 

50 403 

S 

MILTENBERGER.S 

0504050174 

50 403 

S 

MILTENBERGER.S 

6504000356 

50 403 

S 

MILTENBERGER.S 

0504090040 

50 483 

S 

MILTENBERGER.S 

8504090043 

50 483 

S 

MILTENBERGER.S 

8504090045 

60 403 

S 

MJLTENBERQER.S 

8504110364 

50 463 

S 

MILTENBERGER.S 

8504220069 

SO 403 

R 

MILTENBERGER.S 

0504230045 

SO 463 

S 

MINECK.D 

0504220270 

SO 331 

S 

MINECK.DL 

8504000424 

60 331 

R 

MINEGK.DL 

8504000449 

SO 331 

S 

MINECK.D L 

8504220331 

50-331 

S 

MiNEGK.D L 

0504220450 

50 331 

S 

MINECK.D L 

0504250065 

50 331 

R 

MINECK.D L 

8504200430 

50 331 

$ 

MmER.S 

8504030085 

50 312 

P 

MINER, S 

8504030129 

60 312 

P 

MINER, S 

0504040353 

60 312 

P 

MINER, S 

8504150168* 

50 387 

Q 

MINOGUE.R B 

0101060190* 

FOIA 


MINOGUE.flB 

8207220025* 

FOIA 


MINOGUE.R B 

8407100131* 

FO^A 


MINOGUE.R B 

65041SD047’ 

FOIA 


MINOGUE.R D 

8504190189* 

FOIA 


MINOGUE.R B 

8504230308* 

FOIA 


MINTZ.S 

8504180127* 

50-416 

P 

MIRAQLIA,F 

8504040543 

50-346 

P 

MIRAGLIA.F J 

8504040205’ 

50-261 

F 

MIRAQLIA.F J 

8504250106* 

50-317 

Q 

MISAK.A L 

8504260366 

50-265 

S 

MITCHELL.M 

8504260043 

50-294 

F 

MITTL.R L 

8504010169 

PR 


MITTL,n L 

8504010191 

REGGD 


MITTL.R L 

8504030109 

50-354 

A 

MITTL.R L 

8504110361 

50-354 

A 

MIT7L.n L 

8504110387 

50-354 

A 

MITTL.R L. 

8504110493 

50-354 

F 

MITTL.R L 

8504120176 

50-354 

F 

MITTL.R L 

850412030'1 

50-354 

F 

MITTL.R L 

8504150311 

60-354 

E 

MITTL.R L, 

8504150337 

50-354 

E 

MITTL.R L 

8504180288 

50-354 

A 

MITTL.R L 

8504290239 

60-354 

E 

MITTL.R L 

0504290380 

50-354 

E 
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WITTL.RL 

Q504300341 

50 354 

A 

MUNROJJ 

850417008G 

71-9006 


NASLUND.C D 

8504080356 

50 403 

S 

WtTTL.RL 

8504300371 

50 354 

V 

U UNROE, J 

8504290432* 

50 237 

Q 

NASLUND.C D 

8504090043 

50 483 

S 

MITTL.RL 

8504300415 

50 354 

A 

MURDOCK.ES 

8504300031 

40 6622 


NASLUND.C D 

0504230045 

SO 483 

& 

WIZUNO.GS 

8504030162 

50 445 

G 

MURDOCK, S 

8504040121 

40 6622 


NEDWEK.B P 

8504240149* 

CONTRACT 


WiLYNCZAK,M M 

8504120255' 

50-316 

P 

MURLEY.TE 

8504010111 

SO 410 

A 

NEFF.J 0 

0504080102 

WASTE WGT 

MLYNCZAK.MM 

8504120260* 

50316 

P 

MURLEY.TE 

8504010245 

50 272 

Q 

NEFF.J 0 

0504100044 

WASTE MQT 

MLYNCZAK.MM 

8504120295* 

50-316 

P 

MURLEY.TE 

0504020259 

SO 293 

P 

NEFF.J 0 

8504170352 

WASTE WGT 

MLYNCZAK.MM 

8504120299* 

50-316 

P 

MURLEY.TE 

8504030500 

50 272 

0 

NEFF.J 0 

8504300071 

WASTE MGT 

MLYNCZAKMM 

8504120305* 

50-316 

P 

MURLEY.TE 

8504030501* 

50 272 

Q 

NEFF.J 0 

B50430D083 

WASTE MGT 

MLYNCZAK.MM 

8504120361* 

50-316 

P 

MURLEY.TE 

8504030502 

SO 334 

0 

NEIGHBORS, J D 

B5041 70085 

50 286 

P 

MLYNCZAK.MM 

8504120390* 

50-316 

P 

MURLEY.TE 

8504030505* 

50 334 

0 

NEIGHBORS.J D 

0504170383 

50 247 

P 

MLYNCZAK.M M 

8504120398* 

50-316 

E 

MURLEY.TE 

85040801 34 

50 289 

Q 

NEIGHBORS.J D 

8504100528 

50 286 

P 

MODENOS.L P 

8504160139* 

50 390 

0 

MURLEY.TE 

8504090065 

50 354 

Q 

NEIGHBORS.J D 

8504190304 

50 206 

P 

MOELLER.OW 

8504190009* 

FOIA 


MURLEY.T E 

8504160231 

SO 247 

F 

NEIGHBORS.J D 

8504250372 

50 247 

S 

MONROE.R E 

8504040007 

NUREG 


MURLEV.T E 

8504 1901 66* 

FOiA 


NEISLER.J 

8504090108' 

50341 

Q 

MONTGOMERY, D M 

8504150690* 

STATE PROG 

MURLEY.T E 

8504190220* 

FOiA 


NEJFELT.G M 

8504150636* 

50 321 

0 

MONTGOMERY, D W 

8504160456* 

50 302 

O 

MURLEY.T E 

8504190353 

SO 410 

Q 

NEJFELT.G M 

8504160228* 

50 320 

Q 

MONTGOMERY,D M 

8504170003* 

SO 369 

o 

MURLEY.T E 

6504190442 

50-247 

P 

NEJFELT.G M 

8504160231* 

50 348 

Q 

MONTGOMERY, D M 

8504170093* 

60 269 

o 

MURLEY.T E 

8504190578 

50-29 

0 

NELSEN.E R 

0504170140 

OA999 


MONTGOMERY,D M 

8504180069* 

50 390 

Q 

MURLEY.T E 

6504290364 

50-423 

Q 

NELSON.G B 

0504020166* 

70 1257 


MONTGOMEflY,FC 

8504010133* 

50 267 

P 

MURPHREE.CP 

8410220223* 

XPORTUC 


NELS0N.6 B 

8504230330* 

70 734 


MONTGOMERY.J 

8504260206 

50 433 

Q 

MURPHY, M E 

6504080401* 

50 458 

Q 

NELSON.J E 

8504100672* 

CONTRACT 


MONTQOMERY,J 

8504260209* 

SO 433 

Q 

MURPHY.WP 

8407190292 

50 271 

P 

NELSON.M A 

6504160062 

50-289 

F 

MONTGOMERY,J L 

8504020159 

70 1257 


MURPHY.WP 

6504020103 

50 271 

P 

NELSON.R A 

B504160110 

NUREG 


MONTGOMERY,JL 

8504060454 

XPORTL(C 


MURPHY.WP 

6504020107 

50 272 

P 

NELSON.R 1 

8504220066* 

FOIA 


MONTGaWEflY.J L 

8504220224 

r&E 


MURPHY.WP 

8504100350 

50 271 

P 

NELSON.R W 

8504050284 

NUREG 


MONTGOMERY,J L 

8504230322 

70-734 


MURPHY.WP 

6504180371 

71-9193 


NEMES.A S 

8504040333 

50 483 

G 

MONTGaMERY.J L 

3504230412 

50-73 

Q 

MURPHY.WP 

8504250471 

50 271 

R 

NEMES.A S 

8504040333 

50 403 

G 

MONTGOMEHY,J L 

8504250064 

60-275 

O 

MURRAY.B 

8504020287* 

50 445 

Q 

NEMES.A S 

8504040333 

50 483 

G 

MOONEY.J A 

850329025B 

50 329 

A 

MUflRAY.8 

6504020288* 

50 382 

Q 

NERSES.V 

0211040074* 

50 389 

P 

MOORE,D E 

8504190437* 

50 280 

O 

MURRAY.B, 

8504050134* 

50 302 

Q 

NERSES, V 

8504020389 

50 443 

A 

MOORE, F K 

8504150333* 

50 404 

R 

MURRAY.B 

8504180605* 

50 302 

Q 

NERSES.V 

8504040381 

50 443 

F 

MOORE,J E 

8504030189 

50 400 

Q 

MURRAY.B 

6504220027* 

50 313 

Q 

NERSES.V 

8504040364 

50 412 

A 

MOORE, J E 

3504290001 

50 400 

G 

MURRAY.B 

B504250371* 

50 302 

Q 

NERSES.V 

8504040467 

50 412 

A 

MOORE.M L 

8504010056* 

50-170 

R 

MURTHY.K S 

8504090090* 

SO 307 

X 

NERSES.V 

D504150014* 

50 3B9 

P 

MOORE.ML 

8504010062* 

50-170 

R 

MUSOLF.D 

0504010009 

50 263 

P 

NETI.S 

8504160110 

NUREG 


MORAN.D H 

8504040513 

TOPREP 


MUSOLF.D 

8504010244 

50 306 

S 

NETI.S 

8504260090 

RES 


MORAN,D H 

3504180353 

TOPREP 


MUSOLF.D 

8504050179 

50 202 

P 

NEUMANN.M R 

8504120003 

40-8697 


MORAN.D H 

350422035B 

TOPREP 


MUSOLF.D. 

8504090239 

50-202 

G 

NEWaURGH.G 

8504180279 

50-245 

n 

MORGAN. AC 

8504060564 

50 298 

F 

MUSOLF.D 

8504100419 

PRM 


NEWMAN.J R 

8504220203 

50-408 

G 

MORGAN, R E 

8504060549 

50 281 

S 

MUSOLF.D 

8504120205 

50 282 

P 

NEWSOME.R W 

8504170577* 

50-424 

Q 

MORGAN, R E 

8504110232' 

50 261 

O 

MUSOLF.O 

8504120235* 

50 282 

P 

NEWTON.C 

0504170385 

WASTE MGT 

MORGAN.R E 

8504160105* 

50 281 

0 

MUSOLF.D 

8504160335 

50-263 

P 

NEWTON.R 

8504240372 

50-266 

P 

MORGAN, R E 

3504160109 

50-261 

F 

MUSOLF.D 

0504160346* 

50-263 

P 

NICHOLAS. J 0 

8504020288' 

60-302 

0 

MORGAN.R E 

8504160634 

50-281 

R 

MUSOLF.D 

0504160592 

50-263 

R 

NIGHOLAS.J 8 

8504220027* 

50-313 

0 

MORGAN, RE 

8504290240 

50-281 

S 

MUSOLF.D 

8504190107 

50-282 

P 

NIGHOLSON.N A 

8504090077' 

50 305 

0 

MORGAN.R E 

8504290476 

50-261 

s 

MUSOLF.D 

8504220216 

50-282 

R 

NICHOLSON, N A 

8504230319* 

50 454 

Q 

MORGAN.W B 

8504100011 

71 372 


MUSOLF.D 

850422026B 

50-263 

S 

NICKLES.P J 

8504080257 

40-2061 


MORIARTY.JM 

8504230440 

60 412 

s 

MUSOLF.D 

8504250453 

50-282 

S 

NICKLES.PJ 

8504080257 

40-2061 


MORRIS.PA 

8504300029 

40 2061 


MUSOLF.D 

8504260222 

50-263 

Q 

NICKLES.P J 

8504260077 

40-2061 


MORRISON.WM 

8001030551* 

FOIA 


MUSOLF.D 

8504290172 

50-282 

P 

NICKLES.P J 

8504260077 

40-2061 


MORTON.H 

850422041.4* 

70 143 


MUSOLF.D 

0504290209 

50-282 

P 

NICOLARAS.H 

0504050015 

50-260 

P 

MORTON.K L 

8504190605 

50 313 

R 

MUSOLF.D 

8504200218 

50-202 

P 

NICOLARAS.H 

8504170055 

50-269 

P 

MORTON. KV 

8504240123* 

CONTRACT 


MUSOLF.D 

0504290325 

50-282 

P 

NIMITZ.R 

8504080237* 

50-352 

0 

MORTON.K V 

8504240254* 

CONTRACT 


MUSOLF.D 

8504300266 

50-263 

Q 

NIMITZ.R L 

0504000434* 

50-387 

0 

MORTON.K V 

8504240519* 

CONTRACT 


MUSOLF.D 

8504300277 

50-282 

F 

NIMMO.E 

0504170416 

REGGD 


MORTON.K V 

8504240643* 

CONTRACT 


MUSOLF.D 

8504300413 

50-263 

F 

NlX.H 

0504120044 

50-321 

F 

MORTON.K V 

8504240653* 

CONTRACT 


MUZSLAY.M G 

0504110742 

PT21 


NIX,H C 

8504030127 

50-321 

R 

MOSELEY.N C 

8202160167* 

50 321 

0 

MYERS.O O 

8504120460* 

50-324 

Q 

NtX.H C 

8504080107 

50-366 

S 

MOSUKT 

6504060423* 

50 320 

Q 

MYERS, D O 

0504150528* 

50-324 

Q 

NlX.HC 

8504080305 

50-321 

R 

MOWRY.W R 

8504090046 

70 734 


MYERS.O O 

8504160097* 

50-324 

Q 

NlX.H C 

8504080309* 

50-321 

H 

MROCZKA.EJ 

8504120006 

50 336 

S 

MYERS, J F 

8504290249' 

60-400 

G 

NlX.HC 

8504080503 

50-366 

S 

MROCZKA.EJ 

8504120006 

50 336 

s 

MYERS, L E 

8504080509* 

50-277 

Q 

NlX.HC 

8504090524 

50-321 

R 

MROCZKA.EJ 

8504160026 

50 336 

s 

MYRABO.A L 

0504180592 

60-263 

R 

NlX.H C 

8504090525* 

50-321 

R 

MROCZKA.EJ 

8504180026 

60 336 

s 

NADEL.M 

8504040100 

50-450 

J 

NlX.H C 

8504100333 

50 321 

R 

MROCZKA.EJ 

8504160279 

50 245 

R 

NAGLE ,JC 

8504020456 

60-270 

S 

NlX.H C 

8504100348* 

50 321 

R 

MROCZICA.EJ 

8504180279 

50 245 

R 

NAGLE.J C 

85D404045B 

50-352 

S 

NlX.H C 

8504100433 

50 321 

R 

MROCZKA.EJ 

8504180586 

60 336 

R 

NAGLE, JC 

8504050109 

50-278 

S 

NlX.H C 

8504100442' 

50 321 

R 

MROCZKA.EJ 

8504180586 

50 336 

R 

NAGLEJ C 

8504110706 

50-278 

S 

NlX.H C 

8504110711 

50 321 

S 

MROCZKA.EJ 

8504220328 

50 336 

S 

NAGLE, JC 

0504110712 

50-362 

S 

NlX.HC 

8504160391 

50 321 

R 

MROCZKA.EJ 

8504220328 

50 336 

s 

NAGLe,JC 

85042 5002 1 

50-362 

S 

NlX.HC 

8504180620 

50 321 

R 

MUOD.C H 

8504030196 

50 346 

F 

NAGLE, JC 

0504250111* 

50-352 

S 

NlX.HC 

8504220320 

50-321 

R 

MUOD.C H 

8504030259 

50 348 

F 

NAGLE,J C 

8504250120* 

50-352 

S 

NlX.H C 

8504240644 

50-366 

S 

MUOD.C H 

3504230365 

SO 346 

F 

NAGLE^JC 

8504250126* 

50-352 

s 

NlX.H C 

8504300132 

50 366 

& 

MUELLER,JA 

8504150218 

50 412 

S 

NAGLEJ C 

8504250316 

50-352 

s 

NOONAN.V S 

8504020196 

50 445 

0 

MUELLEaflC 

8504160405 

SO 409 

I 

NAGLE, JC. 

85043 00044 

50-270 

s 

NOONAN, V S 

8504110030 

50 446 

E 

MUFFETTJW 

8503220398* 

50 454 

O 

NAGLE, J C 

8504300197 

50-352 

s 

NOONAN.V S 

8504220291 

SO 445 

A 

MULCAHEYJ P 

85041802Q1 

NUREG 


NAGLE.J C 

8504300272 

60-352 

s 

NOONAN.V.S 

8504230271 

50 445 

0 

MULDEfl.R U 

8504080284 

SO 62 

F 

NANDY.F.R 

8504020341 

50-206 

Q 

NOONAN.V S 

8504300216 

50 445 

F 

MULDER.R U 

8504150599* 

50 02 

Q 

NAPUDA.G 

8504110495* 

50-286 

Q 

NORDERHAUG.L.R 

8504260213* 

50-433 

0 

MULDER, R U 

8504150607* 

50 62 

Q 

NARBUr.P 

6504180391 

50-362 

S 

NORELIUS.C E 

8504010065 

60-454 

P 

MULDER.R U 

8504150618* 

50 62 

O 

NARBUT.P P 

0504110222* 

50-206 

Q 

NORELIUS.CE. 

8504010125 

50 456 

A 

MULLAUER.J 

8504250129 

l&E 


NARBUT.P P 

0504240530 

50-206 

Q 

NORELIUS.C E 

8504010137 

50 341 

0 

MULLEaOR 

8504230293* 

FOIA 


NARDI.AJ 

0504010018 

70-1151 


NORELIUS.C E 

6504020209 

59 454 

Q 

MULLIKIN.R P 

8504050116* 

50 456 

Q 

NARDI.A J 

0504170494 

70-698 


NORELIUS,C E 

B604080375 

50 461 

A 

MULIIKIN,R P 

8504250315* 

50 382 

G 

NAROl.A J. 

8504300647 

70-698 


NORELIUS.C E 

8504180337 

50-461 

Q 

MUNRO,J 

8504160103* 

50 259 

Q 

NARDOCl.P 8 

8504040462 

50-369 

S 

NORELIUS.C E 

8504180394 

50-456 

Q 

MUNRO.J F. 

8504170639* 

50 416 

O 

NARROW.L 

8504160126* 

50-322 

A 

NORELIUS.C E 

8504180401* 

50 456 

Q 
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NORELIUS.CE 

0504180530 

60-456 

A 

OLIVADOTI.J n 

850404 0085 

71-0159 


PALLADJNO.N J 

NORELIUS.CE 

8504220064* 

FOIA 


OLIVEIRA.W 

8504000516* 

50 271 

0 

palladino!n j 

NOREUUS.CE 

8504230029 

50-10 

Q 

OLIVEIRA.W 

8504190478* 

50-271 

0 

PALLADINON J 

NORELIUS.CE 

8504230159 

50-255 

Q 

OLIVEIRA.W 

0504230210* 

50 317 

0 

PALLADINO.N J 

NORELIUS.C E 

0504230100* 

50-255 

Q 

OLLER.R E 

0504080109* 

QA99fi 


PALLADINO.N J 

NORELIUS.C E 

0504260133 

50 440 

Q 

OLLEH.R E 

0504230400* 

QA0g9 


PALLADJNO.N J 

NORELIUS.C E 

0504290162 

50 454 

Q 

OLSEN.C S 

0504220369 

NUREG 


PALLADJNOiN J 

NORELIUS.C E 

0504290435 

50 295 

Q 

OLSHAN.L N 

0504090477 

50 454 

P 

PALLADINO.N J 

NORELIUS.C E 

8504290437* 

50-295 

Q 

OLSHINSKIJ A 

8504110235* 

50 261 

Q 

palladino’n j 

NORKIN.DP 

8504040392* 

60-440 

Q 

OLSHINSKI.J A 

0504150592* 

50-413 

0 

palladino!n j 

NORRHOLM.L 

8504160309* 

50-206 

Q 

OLSHINSKI.J A 

0504150721* 

50-338 

Q 

PALLADINO.N J 

NORRHOLM.L J 

8504020294* 

50-272 

Q 

OLSHINSKI.J A 

8504160114* 

50-261 

Q 

PALLADINO.N J 

NORRIS.E B 

0504180311* 

50-237 

P 

OLSHINSKI.J A 

6504160166* 

50-328 

Q 

PALLADINO.N J 

NORRIS.E B 

8504100318* 

50-237 

P 

OLSHINSKI.J A 

0504170135* 

50-321 

Q 

PALLADJNO.N J 

NORRIS, E 8 

B5041 00324* 

50-237 

P 

OLSON.O L 

8504170361 

WASTE MGT 

PALOMINO.F 

NORRIS, J 

0504020325 

50-295 

P 

OLSON.O L 

0504300087 

WASTE MGT 

PALOMINO, F G 

NORRIS, J A 

0504040075 

50 295 

P 

OLSON.R C 

8412260105* 

50-3 

P 

PALOMINO.F G 

NORRIS.J A 

8504090303 

50 295 

P 

OLSON.R C 

0504230303 

TOPREP 


PALOMINO.F G 

NORRIS. J A 

0504180376 

50-295 

F 

OLSON.R C 

0504230303 

TOPREP 


PALOMINO.F G 

NORRY.PG 

0306290635* 

FOIA 


OLSON.R C 

0504230450 

TOPREP 


PANCIERA.VW 

NORRY.PG 

8504030178 

ORG 


OLSON.R C 

0504230450 

TOPREP 


PANCIERA,VW 

NORRY.PG 

8504040506 

ORG 


ORDERS.W 

65 040501 68* 

50-4B2 

Q 

PANCIERA,VW 

NORRY.P G 

8504050025 

ORG 


ORDERS, W 

0504160172* 

60-369 

0 

PANCIERA,VW 

NORRY.PG 

8504170024 

ORG 


ORMSBY.D P 

05O43OOG5O 

50-327 

S 

PANGBUHN.GC 

NORRY.PG 

0504220205 

ORG 


OHSER.W S 

8504150741 

50-344 

S 

PANGBUBN.G C 

NORTH, HJ 

0504250553* 

50 344 

Q 

QRSER.W S 

8504180034 

50-344 

S 

PANG9URN.G C 

NORWOOD.K S 

0504170679 

NUREQ 


ORSER.W S 

8504160617 

50-344 

R 

PAOLINO.R 

NOSHKIN.VE 

0504100067* 

50-312 

P 

ORSER.W S 

6504230133 

50-344 

S 

PAOLINO.R J 

NOSHKJN.VE 

8504180643* 

60-312 

R 

ORSER.W S 

8504230221 

50-344 

s 

PAOIINO.R J 

NOTAFRANCESCO 

8504220250* 

60-440 

G 

OSBORNE.D 

0504250221 

SO 336 

p 

PAPEFIIELLO.C 

NOVACHEK.F 

8504250503 

50-267 

R 

OSBORN E.M F 

8504170679 

NUREG 


PAPERIELLO.CJ 

NOVAK.T M 

8504020051 * 

50-382 

P 

OSTER,J 

6504040112 

60 10 

J 

FAPERIELLO.CJ, 

NOVAK.T M 

0504000164 

50-390 

A 

OTTO.H W 

0504220053 

PRM 


RAPERIELLO.CJ 

NOVAK.T M 

6504000277 

SO 390 

A 

OTTO.S 

0504040400* 

50 209’ 

s 

PAPERIELLO.CJ 

NOVAK.T M 

0504150609* 

50 413 

A 

OTTO.T.G 

8504000238 

50 352 

G 

PAPERIELLO.CJ 

NOVAK.T M, 

0501190550 

50-424 

D 

OTTO.T G 

0504000250* 

50 352 

G 

PAPERiELLO.C J 

NOVAK.T M 

0504240433 

50*416 

P 

OTTO.T G 

0504300357* 

50 352 

G 

PAPEPJELLO.C J 

NOVAK.T M 

0504260153 

60-323 

A 

OlfELLETTE.R W 

0504040459 

50 413 

S 

PAPERIELLO.CJ 

NOVAK.T M 

0504290077* 

50-461 

A 

OUELLETTE .RW 

0504040465 

50413 

S 

PAPERIELLO.CJ 

NOVAK.T M 

0504300510* 

50-300 

A 

OUELLETTE, R W 

0504110472 

50413 

s 

PAPERIELLO.CJ 

NOVAK.T M 

8504300646 

50-155 

P 

OUELLETTE.R W 

0504110743 

50 413 

s 

PAPERIELLO.CJ 

NUMARK.NJ 

0504170330 

WASTE MGT 

OUELLETTE, R W 

8S041GOOB9 

50 413 

s 

PAPERIELLO.CJ 

NUNN.D E 

8504010139 

50-206 

P 

OUELLETTE.R W 

0504160116 

50 413 

s 

PAPERIELLO.CJ 

NUSSBAUMER.DA 

0504080416 

WASTE MGT 

OUELLETTE.R W 

0504160125 

50 413 

s 

PAPERIELLO.C J 

NUSSBAUMER.O A 

0504090205 

WASTE MGT 

OUELLETTE.R W 

0504250092 

60 413 

s 

PAPERIELLO.CJ 

NUSSBAUMER.DA 

0504090333 

WASTE MGT 

OUELLETTE.R W 

65042 S 0350 

50 413 

s 

PAPERIELLO.C J 

NUSSBAUMER.DA 

0504100101 

27-47 


OUELLETTE.R W 

0504280370 

50 413 

s 

PAPERIELLO.CJ 

NUSSBAUMER.DA 

0504100192 

WASTE MGT 

OWEN.W H 

0504190326 

60 414 

A 

PAPERIELLO.CJ 

O’CONNELL, J G 

0504090450 

50-330 

R 

OWEN.'W H 

0504190483 

60 414 

A 

PAPERIELLO.CJ 

O’CONMELL.J G 

0504120230 

50 338 

n 

OWEN.W H 

8504250162 

60 413 

Q 

PAPERIELLO.CJ 

O’CONNOR, PW 

05040B0020 

60 482 

P 

OZAWA.M 

8504100180 

XPORTLIC 


PAPERIELLO.CJ 

O’ CONNOR, PW 

0504100494 

50 402 

S 

OZAWA.M 

8504100184 

XPDRTLIC 


PAPERIELLO.CJ 

O’CONNOR, PW 

8504290093’ 

50 546 

G 

OZAWA.M 

8504100270 

XPORTUC 


PAPERIELLO.CJ 

O’DONNELL.TP. 

0504000209* 

WASTE MGT 

OZAWA.M 

0504 100346 

XPORTLIC 


PAPERIELLO.CJ 

O'KEEFE, T 

0503000352* 

50-341 

A 

OZAWA.M 

B504100423 

XPORTUC 


PAPERIELIOOJ 

0'NEILL.JH 

0504180636 

50-400 

G 

OZAWA.M 

8504120458 

XPORTLIC 


PAPERIELLO.CJ 

O’NEIlUJ H 

0504180636 

50-400 

G 

PADOVAN.M L 

0504110406* 

50-276 

Q 

PAPERIELLO.CJ 

O’REILLY.J P 

8504170174* 

60-200 

Q 

PAGE.E 

0503080352* 

60-341 

A 

PAPERIELLO.C J 

O’REILLY.JP 

0504170186* 

50-200 

Q 

PAGE.M 

0504040507 

CONTRACT 


PAPERIELLO.C J 

0 REILLY. J P 

8504190172* 

FOIA 


PAQE.M 

8504040511 

CONTRACT 


PAPERIELLO.CJ 

O’REILLY.J P 

8504220074* 

FOIA 


PAGE.M 

6604040510 

CONTRACT 


PAPERIELLO.CJ 

O’REILLY.JP 

8504220002* 

FOIA 


PAGE.M 

8504170279 

CONTRACT 


PAPERIELLO.C J 

O’REILLY.J P 

8504230372* 

FOIA 


PAGE.M 

0504170571 

CONTRACT 


PAPERIELLO.C J 

O’TOOLE. J D 

8504010075 

50-247 

Q 

PAGE.M 

0504230514 

50-10 

P 

PARKER.M C 

O’ TOOLE. JO 

8504010204 

SO-3 

R 

PALL.M.F 

6504120274 

50-266 

F 

PARKER.MC 

O’TOOLE. JO 

0504030167 

50-247 

R 

PALLADINO.N 

8312010162 

60-358 

Q 

PARKER, W 0 

O’TOOLE. JO 

8504000027 

50-3 

F 

PALLADJNO.N 

0504100262* 

FOIA 


PARKER.W 0 

O’ TOOLE. JO 

8504090152 

60-3 

F 

PALLADINO.N J. 

8312010204* 

50-350 

G 

PARKER, W 0 

OTOOLE.J D 

0504150284 

50 247 

P 

PALLADINO.N J, 

8312010380* 

50-358 

G 

PARKER.W 0 

O’ TOOLE. JO 

8504160016 

50-247 

S 

PALLADINO.N J 

8312010386* 

50-358 

G 

PARSONS, R M 

O’ TOOLE, JO 

8604160023 

50-247 

S 

PALLADINO.N J 

8312010306* 

50-358 

G 

PARSONS, R M 

OTOOLE.J D 

0504160040 

60 247 

P 

PALLADINO.N J 

8312010403* 

50-35B 

G 

PARSONS, R M 

OTOOLE.J D. 

8504160044* 

50 247 

P 

PALLADINO.N J 

8312010407* 

50-350 

G 

PARSONS. R,M 

O' TOOLE, JO 

0504160067 

50 247 

S 

PALLADINO.N J. 

8504010230 

COMMISSIO N 

PARSONS, R M 

O' TOOLE, JO 

8504160300 

50 247 

S 

PALLADINO.NJ. 

6504010231* 

COMMISSIO N 

PARSONS, RM 

OTOOLE.JD 

8504180301 

50 247 

P 

PALLADINO.N J. 

8504010235 

COMMISSION 

PARSONS, RM 

OTOOLE,J 0 

0504100304* 

50-247 

P 

PALLADINO.N J 

8 50 401 0236* 

COMMISSION 

PARSONS, R M 

O TOOLE.J D 

0504190315 

50 247 

Q 

PALLADINO.N J 

8504020207 

COMMISSION 

PARSONS, R M 

OTOOLE.J D 

8504190443 

60-247 

Q 

PALLADINO.N J 

8504020212* 

COMMISSION 

PARTLOW,J G 

OTOOLE.JD 

0504300011 

60-247 

S 

PALLADINO.N J. 

8594020324 

COMMISSION 

PARTLOWJ G 

OBENCHAIN.C F 

8504190010* 

FOIA 


PALLADINO,N J 

8504020327* 

COMMISSION 

PARTL0W.J G 

OBENCHAIN.C.F, 

8504190176* 

FOIA 


PALLAOrNO,N J. 

8504020331* 

COMMISSION 

PARTLOWJ G 

OBERG.CT 

8504050040 

70-2982 


PALLADrNO,N J 

8504020334* 

COMMISSION 

PARTLOW J G 

ODEQAAROEN.R H 

8504050353 

71-9200 


PALLADINO.N J 

8504020338* 

COMMISSION 

PARTLOW,J G 

ODEGAAROEN.R H 

8504080499 

71-6364 


PALLADINO.N J 

8504020340 

COMMISSION 

PASCIAK.W 

OESTWANN.M J, 

8604110471* 

50-254 

Q 

PALUOINO.NJ 

0504020343* 

COMMISSION 

PASCIAK.WJ 

OQLE.KM 

0504030424 

40-8703 


PALLADINO.N J 

8504030041 

50-275 

H 

PASCIAK.W J 

OKADA.S 

0504230091 

XPORTUC 


PALLADINO.N J, 

8504040329 

COMMISSION 

PASCIAK.W J 


ACCESSJON 

NUMBER 


350*10-10332* 

85040-10336 

8504040343* 

8504040340 

8504040352* 

8504100594 
8504 1 00 G 92 
8504100751 
0504250074 
0504250140 

8504250147 

8504260161* 

8504250209 

8504250516 

8504110187 

8504020165 

B50404D286* 

8504090237* 

8504160603 

0504160437* 

8504160440* 

8504160454* 

8504170145* 

8504110589* 

8504120121 * 

8504120425* 

8504010129* 

8504160208* 

8504300498* 

8504020347 

8504020206 

8504020245 

8504020313 

8504020315* 

8504030001 

0504040447 

8504000324 

8504080329* 

8S04000368 

8504000408 

Q5040B0440 

8504000477 

8504000067 

85040D0071* 

8504000076 

8504000203 

8504110466 

8504120140 

8504160269 

8504100363 

8504100455 

0504230022 

8504230023 

8504230313 

8504230318 

8504290029 

8504290197 

8504290312 

8504290316 

8504290415 

8504290418* 

6504290422 

6504300317 

6504050004 

6504300032 

6594090476 

6594090523 

6304100331 

6594100554 

8594160495* 

6594160500* 

8504160556 

8604160563 

8594170067 

8594250515 

8594250522 

8504260173 

8504300209 

8202160174* 

8504090419 

8504160463 

8604170236 

8504170580 

8504190138* 

8504060509* 

8504020270* 

8594040441* 

8504060434* 


SUBJECT 

CATEGORY 

COMMISSION 

COMMISSION 

COMMISSION 

COMMISSION 

COMMISSION 

50 416 U 

COMMISSION 
COMMISSION 
COMMISSION 
COMMISSION 

COMMISSIO N 
COMMISSION 
SO 447 0 

50^216 U 

50^322 F 

50-322 G 

50-322 G 

50-322 G 

50-322 G 

50-416 0 

50-321 Q 

50-302 0 

50-321 0 

40 8452 
40 6584 

40-8452 
50 354 O 

50-443 Q 

50-412 Q 

l&E 

50-254 
50-282 
50-10 
50-10 
50-315 

50-315 0 

50-331 0 

50-331 Q 

50-341 Q 

50-295 0 

40-3392 
50-295 Q 

50-305 Q 

50-305 Q 

50 456 O 

50 255 F 

50-254 Q 

50 3$5 Q 

50 409 F 

50-10 Q 

50-409 Q 

50-483 F 

50-454 Q 

50-454 Q 

50-155 F 

50-305 F 

50-186 Q 

50-155 F 

50-409 F 

50-155 Q 

50-155 Q 

50-440 F 

50-266 F 

50-295 P 

50-205 P 

50-269 R 

50-269 R 

50-2G9 R 

50-369 R 

50-400 Q 

50-400 Q 

50-400 S 

50-400 S 

50-400 S 

50-400 S 

50-400 S 

50-400 S 

50-400 S 

50-321 P 

50-3 Q 

50-206 Q 

70-6 

50-369 Q 

FOIA 

50-277 Q 

50-219 Q 

50-277 Q 

50-367 Q 


-nOO-n-n 
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AUTHOR 

ACCESSION SUBJECT 

AUTHOR 

ACCESSION SUBJECT 

AUTHOR 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


PASCIAK.WJ 

0504190452* 

50 184 

Q 

PETTENGILUHJ 

8504110286* 

40 869B 


POTAPOVS, U 

PASCIAK.VV J 

8504300476* 

50 354 

Q 

PETTENGILL.H J 

0504110424 

40 8698 


POUIK.R M 

PASTEUR, R D 

0504100574 

50 324 

R 

PETTENGILL.H J 

8504110589* 

40 8452 


POWELL, D J 

PASTVA.M J 

0504030132 

50 324 

S 

PETTENGILUH J 

8504120019 

40 290 


POWERS, C M 

PASTVA.M J 

0504080553 

50 325 

S 

PETTENGILUHJ 

8504120121* 

40 8584 


POWERS.D A 

PASTVAMJ 

8504080560 

50 325 

S 

PETTENGILL.H J 

0504120156 

40-8698 


PRASANKUMAR.P 

PASTVA, M J 

8504110739 

50 325 

S 

PETTENGILL.H J 

8504120425* 

40 0452 


PRASSINOS.P G 

PASTVA.M J 

85041)0745 

50 325 

S 

PETTENGILL.H J 

8504170513 

40 4492 


PRELL.J 

PASTVA, M J 

0504160180 

50 325 

S 

PETTEN6ILL.HJ 

8504170521* 

40 6622 


PRELL,J 

PASTVA, M J 

850417030B 

50 324 

S 

PETTENGILUHJ 

8504180107* 

40 2259 


PRELL.J 

PASTVA, W J 

8504250461 

50 325 

S 

PETTENGILL.HJ 

8504230529* 

40 0084 


PRELL.J A 

PATE.Z 

8504220130* 

FOIA 


PETTENGILL.H J 

8504230574* 

40-1162 


PRENDERGAST.K 

PATE,Z T 

6504190013* 

FOIA 


PETTENGILL.HJ 

8504230580* 

40-1 162 


PRENDERGAST.W 

PATE.ZT 

8504190266* 

FOIA 


PFAFF.S J 

8504040165 

40 6659 


PRESLEY, H A 

PATE, 2 T 

8504190285* 

FOIA 


PFAFF.S J 

B504040523 

40 6659 


PRESTHOLT.P T 

PATE,2T 

8504220003* 

FOIA 


PFAFF.S J 

8504110268 

40 6659 


PRESTHOLT.PT 

PATE.Z T 

8504220163* 

FOIA 


PFAFF.S J 

8504150656 

40 6659 


PREVATTE.R L 

PATEL, C P 

B504030119 

50 601 

A 

PFAFF.S J 

8504150662 

40 6659 


PREVATTE.R L 

PATON.W D 

8504030175 

50 329 

G 

PHELAN, P 

8504010129* 

50-354 

Q 

PRJTZUS 

PATON.W D 

8504160620 

50-329 

G 

PH ELAN. P 

8504160208* 

50-443 

Q 

PRIVIDY.LJ 

PAT0N,W D 

0504160633 

50 329 

G 

PH ELAN, PH 

8504090194* 

60-272 

Q 

PftOBST.J R 

PAT0N,W D 

B504240335 

50 329 

G 

PHILIPS.MH 

0504030248 

50-445 

G 

PROaST.J R 

PATON,W D 

8504300440 

50 320 

G 

PHILIPS.MH 

0504030248 

50-445 

G 

PROTO.N T 

PAHERSON.CA 

8504170597* 

50 259 

0 

PHILLIPS, M 

6504180389* 

50-10 

Q 

PROTO.N T 

PAnEnSON,JF 

8504090271’ 

TOPREP 


PHILLIPS.M P 

8504080413* 

50-205 

Q 

PULLANI.S 

PATTERSON, J P 

0504230202* 

50-255 

Q 

PHILLIPS, M P 

8504230026* 

60-454 

Q 

PURCELUC 

PAUL,R A 

8504020320* 

50 10 

Q 

PHILLIPS.M P 

8504230202* 

50-255 

Q 

PURCELL.WJ 

PAUL,R A 

8504080377* 

50 341 

Q 

PHILLIPS.R H 

8504080276* 

40 0027 


PUTNAM, K S 

PAUL.R A 

8504190458* 

50 409 

Q 

PHILLIPS,! C 

0504 230544 

50-329 

G 

PUTNAM, K S 

PAULITZ,f 

8504010129* 

50 354 

0 

PHILLIPS,! C 

0504230544 

50-320 

G 

QUALLS.P 

PAULITZ.F 

8504160208* 

50 443 

Q 

PHILLIPS,!, C 

6504230602 

50-329 

G 

QUALLS.PM 

PAULITZ.F P 

8504080503* 

50 352 

Q 

PHILLIPS,! C 

0504230610* 

50-329 

G 

QUAUSTROM.W R 

PAULK.G 

8504160103* 

50-259 

Q 

PHUNG.D L 

0504300268 

PR 


QUENNOZ.SM 

PAULK.G L 

8504170597* 

50 259 

Q 

PICKING.L W 

8504080209* 

WASTE MGT 

QUENNOZ.S M 

PAULSON, W A 

850425012? 

50 206 

P 

piehurh 

8504050309 

50-315 

S 

QUENNOZ.SM 

PECKHAM,M 

8504120270 

50 206 

F 

PIERCE.R L 

8504020370* 

CONTRACT 

QUENNOZ.S M 

PEEBLES, T A 

8504110700* 

50 250 

0 

PIEFISON.R. 

8504160172* 

50 369 

Q 

QUENNOZ.S M 

PEEBLES, T A 

8504150503* 

50 250 

Q 

PIGOTT.DR 

8504040340 

60 361 

G 

QUERIO.R E 

PEEBLES,TA 

8504160445’ 

50 250 

0 

PIGOTT.D R 

0504040340 

50 361 

G 

QUERIO.R E 

PEERYJ R 

8504090045 

50 483 

S 

PJGOn.D R 

8504040340 

50 361 

G 

QUERIO.R E 

PEERY.W W 

8504160083’ 

70 824 


PIGOTT.D R 

8504040340 

50 361 

G 

QUERIO.R E 

PEERY.W W 

8504170007* 

50 321 

Q 

PIGOn.D R 

8504040340 

50-381 

G 

QUERIO.R E 

PEETERS.LA 

8504170675 

WASTE RES 

PIGOTT.D R 

8504050207 

50 361 

G 

QUERIO.R E 

PELIZZA.M S 

8504030511* 

40 8706 


PIKE.WJ 

8504120306* 

50 438 

A 

QUERIO.R E 

PEILET.J L 

82G62 10046* 

FOIA 


PILANT.J M 

8504000564 

50 298 

F 

QUERIO.R E. 

PENN, A f 

8504040157* 

CONTRACT 

PPLANT.J M 

8504100124 

59 298 

J 

QUERIO.R E 

PENTZ.D L 

8504180021 

WASTE RES 

PILANT.J M 

8504100411 

50 298 

P 

QUERIO.R E 

PENTZ.L C 

0504110713 

SO 322 

S 

PiLANLJ M 

8504100419 

PRM 


QUERIO.R E 

PEPIN, J Q 

8504080320 

WASTE MGT 

PILANT.J M 

0504110292 

50-298 

F 

QUERIO.R E 

PEREIRA, DB 

8504120042* 

50 344 

Q 

PILANT.J M 

8504120069 

50-298 

P 

QUERIO.R E 

PERKINS,K E 

6504 1 70106* 

50 155 

F 

PILANT.J M 

8504150322* 

50 290 

0 

QUERIO.R E 

PERKINS, L K 

8504050087 

40 8084 


PINDAR.F.X 

8504110305 

50-266 

H 

QUERIO.R E 

PERKINS.LK 

8504120333 

40 8084 


PIRAINO.D 

0504050279* 

50 322 

S 

QUERIO.R E 

PERLIS,R G 

8504100326 

60 322 

G 

PIRFO.O R 

0604170776 

50 498 

G 

QUERIO.R E 

PERLIS.R G 

8504160601 

50 322 

G 

PI RICH. J D 

0504230544 

50 329 

G 

QUERIO.R E 

PERRY, W W 

8504150586* 

50 261 

Q 

PIRICH.J 0, 

0504230544 

SO 329 

G 

QUERIO.R E 

P£TERS,P E 

0504150294 

50 206 

S 

PIRICH.J D 

0 504230585 

60 329 

Q 

QUERIO.R E 

PETERSON, C H. 

8504180056 

WASTE MGT 

PiniCH.J D 

8504230602 

SO-329 

G 

QUERIO.R E 

PETERSON, E M 

8504120226* 

50 374 

R 

PIRICH.J D 

8504230610* 

50 329 

G 

QUERIO.R E 

PETERSON, E M 

8504120340* 

50 374 

R 

PIRICH,J D 

8504260274 

60 329 

G 

QUINN, D 

PETERSON, E M 

8504120424* 

50 374 

R 

PIRTLE.G L 

8504010181* 

50 188 

0 

QUINN, D M 

PETERSON, E M 

8504150048* 

50 374 

R 

PIRTLE,Q L 

8 504020258* 

50 186 

Q 

QUINN.V 

PETERSON,E M 

8504150204* 

50 374 

fl 

PIRTLE.G L 

8504150360* 

50 373 

Q 

OUINN.W F 

PETER SON, E M 

0504150390* 

50 373 

R 

PLETTNER.E 

0604290429* 

50 331 

Q 

QUINN.WF 

PETERSON, E M 

8504150463* 

50 374 

R 

PLETTNER.E 

0504290432* 

60-237 

Q 

QUINN.WF 

PETERSON, K A 

85041)0592 

40 0380 


PUML.G 

8504120329 

50-205 

F 

QUJNN.W F 

PETERSON,K A 

8504170518 

40 8360 


PLIML.Q 

8504200303 

60-295 

F 

QUJNN.W F 

PETERSON.L S 

8504180617 

SO 344 

R 

PLISCO.L 

0504060121* 

60-352 

Q 

QUINN.W F, 

PETERSON, M R 

8504020407 

XPORTLIC 


PLISCO.l R 

05041903BO* 

50-387 

Q 

QUINN, W F 

PETERSON, M R 

8504040363 

XPORTLIC 


PLOSKI.T 

85 04180300* 

50-10 

Q 

RADER.R M 

PETESCHJ E 

8504010028 

50-128 

R 

PLOSKI.T 

8504230026* 

50-454 

Q 

RADER.R M 

PETRICK,N A 

8409200255 

50 482 

A 

PLOSKI.T J 

85040804 13* 

50-295 

0 

RADER.R M, 

PETflICK.N A 

8504040174 

50 482 

F 

PLUMLEE.G L 

8504060015* 

50-267 

Q 

RADER, R M 

PETRICK,N A 

8504300429 

50 482 

F 

PLUMLEE.Q L 

0504150652* 

50-267 

0 

RAFFEUJ. 

PETROFFvD M 

8504160375 

50 315 

F 

PLUMLEE.G L 

0504160434* 

50-267 

Q 

RAHE.E P 

PETRONE,C 

8504180459* 

50 213 

Q 

POERTNER.K, 

0504150550* 

60-395 

Q 

RAHE.E P 

PETTENGILL,H J 

8504040030 

40 2259 


POERTNER.K 

8504160103* 

50-259 

Q 

RAHE.E P 

PETTENGILL.H J 

8504040313 

40 8452 


POGE.R W 

8504250462* 

50-528 

F 

RAHE,E P 

PETTENGfLL,HJ 

8504050105 

40 8084 


POLI CASTRO, A J 

8504050372 

NUREG 


RAHE.E P 

PETTENGILUHJ 

8504050124 

40 8452 


POLICH.TJ 

0504110406* 

60-275 

0 

RAHE.E P 

PETTENGILL,HJ 

8504050129 

40 0690 


POLK.PJ 

8504220254 

50-520 

Q 

RAHE.E P 

PETTENGILL,HJ 

8504050)36 

40 1162 


POLKY.JN 

8504030453 

NUREG 


RAHE.E P 

PETTENGILL,H J 

8504050350 

40 2259 


POLL,D C 

8504100212 

50-322 

G 

RAHE.E P 

PETTENGILL.H J 

8504000060 

40 209 


POLLARD, R D. 

85040 90091 

50-289 

G 

RAINEY.J.L 

PETTENGILL.H J 

8504000147 

40-3453 


POLLARD.R D 

8504160150 

50-289 

G 

RAINEY,J L 

PETTENGILUHJ 

0504080382 

40-3453 


POMPONIO.J R 

8504250222* 

50 412 

D 

RAJARAM.V 

PETTENGILUHJ 

8504100733* 

40 6659 


POPPE.L K 

8504170288* 

WASTE MGT 

RAJARAM.V 

PETTENGILUH J 

8504110270* 

40 8690 


POPPE,L K 

8504230433 

TOPREP 


RAMSEY.C 


ACCESSION SUBJECT 
NUMBER CATEGORT 


0504230 ^ 97 * 
8504040226 
8504180254* 
8504250166 
8504 110340* 

8504180352* 

0504160524* 

8504080516* 

8504190478* 

8504230160* 

6504230179 * 

0504110046* 

8504170326 

8504230320 

8504000099 

0504170546 

8504160511* 

8504160579* 

8504230306 

0504160336* 

8504080440 

0504220331 

0504030115 

8504030115 

8504080500* 

8504080323 

8504090033* 

0604220270 

0504250065 

0504290016* 

8504100633* 

86041603G1 

8504030156 

8504080166 

8504290461 

QS04300020 

0504300117 

0504020310 

0504030102 

0504030122 

8504040386 

8504040502 

0504050081 

8504000536 

8504080543 

8504110105 

0504110441 

0504110514 

8504110639 

8504120143 

8504150512 
8504170499 
8504170504 
8504 100541 
8504220009 

6504230042 

8504230047 

8504240187 

8504300648 

8504120322* 

8504120273* 

0504100578 

0504040397 

0504040405 

0504100600 

8504110496 

8504190563 

8504230517 

8504240658 

8504040232 

0504040232 

8504000206 

8504000206 

8504170416 

0504010196 

0504030174 

0504100353* 

8504150417 

0504150431* 

8504160303 

8504160386 
8504180392* 
8504190401 
850408021 1 
8504080257 

8504090425 

8504170526 

8409200180* 


QA999 

50 326 

S 

50-206 

P 

50-397 

s 

50-267 

? 

50-382 

0 

50 443 

A 

50 271 

0 

50 271 

Q 

50-219 

0 

SO-309 

0 

50-344 

Q 

REGGD 

QA999 

WASTE MGT 

WASTE MGT 

50-400 

Q 

50 400 

0 

OA999 

50 412 

Q 

60 331 

S 

50 331 

S 

40 2001 
40-2061 
60-220 

Q 

WASTE MGT 

WASTE MGT 

SO 331 

S 

50 331 

R 

50 520 

Q 

50-397 

Q 

REGGD 

50 346 

S 

SO 346 

S 

SO 346 

S 

50 346 

S 

50 346 

S 

50 454 

S 

50 454 

S 

50 454 

S 

50 464 

S 

50 454 

S 

50 454 

S 

50 454 

S 

50 454 

s 

50 454 

s 

50 454 

S 

50-454 

s 

50 454 

s 

50 454 

0 

50 454 

s 

50 454 

s 

60 454 

s 

50 454 

R 

50 454 

5 

50 454 

S 

50 454 

S 

50-454 

S 

50 454 

S 

50-206 

F 

50 286 

F 

60 490 

G 

50 528 

S 

50 526 

s 

50 526 

s 

50 528 

s 

50 526 

s 

50 620 

s 

50-528 

s 

50-352 

G 

50-352 

G 

50-352 

G 

50 352 

Q 

REGGD 

TOPREP 

TOPREP 

50-315 

F 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

40 2061 

40 2061 

WASTE RES 

WASTE RES 

50 341 

0 



PERSONAL AUTHOR INDEX 395 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

RAMSEY.C 

8504290016* 

50-528 

Q 

n IDGWAY. DA 

RAMSEY.C 

8504290400* 

50-295 

Q 

R IDGWAY ,0 A 

RANDALL, R 

85041504SQ 

50-220 

S 

RIDGWAY,DA 

RANDALL, n 

8504160082 

50-220 

S 

RIDGWAY.OA 

RANDAZZA.J B 

8504300281 

50-309 

P 

RIDQWAY.OA 

RANDEN.L D 

8504030422 

40 4492 


RIDGWAY.DA 

RANOEN.LD 

8504 150574 

40-2259 


R IDGWAY, DA 

RANE.B 

8504100167 

PRM 


RIDGWAY.DA 

RANGE, D M 

8504030032 

40 0102 


RIDGWAY.DA 

RAO.R 

8504080588* 

50 267 

P 

RIDGWAY.DA 

RAPKIN.A 

0504080200 

40 2061 


RIDGWAY,aA 

RAPKIN,A. 

0504160606 

40 2061 


RIEGERT.MJ 

RASHO.R P 

0504150224* 

50 461 

R 

RIETHLE.WE 

RASHO.R P 

0504150377* 

50-461 

R 

RILEY.DR 

RAVAL.J H 

8504180495* 

50-387 

Q 

RING.MA 

RAVENSCROFT.N 

0504030030 

XPORTLIC 


RITCHIE,W,S 

RAVENSCROFT.N. 

8504090204 

XPORTLIC 


RiVENBARK.6 W 

RAY.H B 

8504010010 

50-206 

P 

RIVENBARK.G W 

RAYMONDS J 

8504190368* 

50-271 

Q 

RIVENBARK.G W 

REA.PW 

8504080135 

WASTE RES 

RIVERS.M E 

REAM.W C 

8504150354* 

50-320 

P 

RIVERS.M E 

REAVIS.J A 

8504250028* 

50-360 

R 

ROACH.G L 

REAVISJ A 

8504250031* 

60-369 

R 

ROBERTS, HR 

REAVIS,J A 

8504250042* 

50-369 

R 

ROBE RTS, JP 

REAVIS.J A 

0504250045 

50-269 

R 

ROBE RTS J P 

REAVIS.J A 

0504250353 

50-413 

R 

ROBE RTS. J P 

REBELOWSKI.T 

0504190397 

50-423 

S 

ROBERTSON.D E 

REECE. WD 

0504160547* 

50-320 

P 

ROBERTSON,JA 

REED.C 

8504050222 

50-373 

P 

ROBINSON.MJ 

REED.C 

8504260203 

50-373 

Q 

ROBINSON, P 

REED,n R 

8504120137 

PTZ1 


ROBfSON.MS 

REESE, R T 

6504170693 

NUREG 


RODRIGUEZ, RJ. 

REEVES, E A 

8504090468 

50-348 

P 

RODRIGUEZ,RJ. 

REEVES, E A 

8504290286 

50-348 

P 

RODRIQUEZ, RJ 

REGAN, N A 

8504090331 

70-27 


RODRIGUEZ, RJ 

REGAN.N A 

8504090435 

71-00 


RODRIGUEZ, RJ 

REGAN. N A 

8504090438 

70-27 


RODRIGUEZ.RJ 

REGAN.N A 

8504 100040 

70-27 


RODRIGUEZ, RJ 

REGAN.N A 

8504160620 

70-27 


RODRIGUEZ.RJ 

REGAN.N A 

0504260463 

70-27 


RODRIGUEZ.RJ 

REHM.TA 

8504080161 

COMMISSION 

RODRIGUEZ.RJ 

REHM.TA 

8504160020 

COMMISSION 

RODRIGUEZ.RJ. 

REHM.TA 

8504220308 

COMMISSION 

RODRIGUEZ.RJ 

REHM.TA 

8504200404 

COMMISSION 

RODRIGUEZ.RJ. 

REID.D L 

8504080139* 

50-338 

P 

RODRIGUEZ.RJ. 

REIDINGER.T D 

8504220165* 

50-316 

Q 

RODRtGUEZ.RJ. 

REILLY.O T, 

0504220124* 

50-281 

P 

RODRIGUEZ.RJ 

REIS.EJ 

8504160358 

60-322 

Q 

RODRIGUEZ, R J, 

REIS.EJ 

8504160366* 

50-322 

Q 

RODRIGUEZ.RJ 

REIS.EJ 

0504290369 

60-322 

Q 

RODRIQUEZ, R J. 

REIS,J Q 

8504050314 

60-374 

S 

RODRIQUEZ.RJ. 

REISTER.J 

8504170499 

50-464 

s 

RODRIGUEZ.RJ 

REITLER.E K 
RENNIE.DW 

8604260475 

70-1161 


RODRIGUE2.R.J. 

8504240428 

60-57 

p 

RODRIGUEZ.RJ 

RENNIE.DW 

8504240434* 

60-57 

p 

RODRIGUEZ.RJ 

REQUA.Q 

8504030279 

50-261 

p 

RODRIGUEZ.RJ 

REQUA.G 

8504090367 

60-201 

p 

RODRIGUEZ.RJ 

REUSS.T.L 

0504090358 

WASTE RES 

RODRIGUEZ.RJ 

REYES, L 

8504040422* 

50-341 

Q 

RODRIGUEZ.R J 

REYES.L 

8504090108* 

50-341 

Q 

RODRIGUEZ.RJ 

REYES, L 

8504300004 

50-409 

Q 

RODRIGUEZ.RJ. 

REYES, L A 

8504230041* 

50-461 

Q 

RODRIGUEZ, fl,J 

REYES.L A 

8504230197 

50-400 

Q 

RODRIGUE Z.nJ 

REYES.L A 

0504230426 

50-346 

Q 

RODRIQUEZ, flJ. 

REYES.L A. 

8504230429* 

50-346 

Q 

ROE.J.W 

REYES.L A 

8504290386 

50-254 

0 

ROGERS 

REYES.L A 

8504290394 

50-237 

Q 

ROGERSA 

REYES.L A 

0504290428 

50-331 

Q 

ROGERS.D W 

REYNOLDS, J R 

6504240320 

50-275 

G 

ROGERS.J.T 

REYNOLDS.J R 

8504240320 

60-275 

G 

ROGeRS.P.C 

REYNOLDS, N S 

8504100631 

50-460 

G 

ROGERS.P.C 

REYNOLDS.N S 

8504100631 

60-460 

G 

ROQQE.J F. 

REYNOLDS.S D 

0504300021* 

60-410 

Q 

ROHREH.RJ, 

RHEDRICK.G E 

8504160085* 

60-289 

S 

ROHRER.R J. 

RHOADS.Q Q 

8504120126 

60-322 

S 

ROISMAN.AZ. 

RHOADS.G G 

0504160103 

60-322 

s 

ROISMAN.AZ. 

RHOADS.G G 

0504230316 

50-322 

s 

R01SMAN,AZ 

RHODE.G K 

8504120435* 

50-410 

R 

R01SMAN.A Z. 

RHODE, G K 

8504150240* 

50-410 

ft 

ROISMAN.A,Z 

RICHARDS, D. 

8504120139 

PT21 


ROISMAN.AZ 

RtCHARDSON.J D 

0504040378* 

50-440 

T 

ROLlER.a F 

RICHARDSON, M.P. 

0504220212 

50-528 

R 

ROMANO.F R. 

RICHARDSON, M.P. 

0504230464* 

50-528 

P 

ROMANO.F R 

RICHMOND.W D 

0504120277* 

50-206 

S 

ROMANO.F R 

RICHMOND.W D 

0504120317* 

50-206 

s 

ROMANO.F R. 

RICHTER, HI 

8504010141* 

50-206 

p 

ronafalvy.jp 

RICHTER.TA 

8504160095* 

50-289 

s 

ronafalvy.jp 

RIDER, R L 

8504150260* 

50-320 

p 

RONAFALVY.J,P. 


ACCESSION SUBJECT 
NIIWBER CATEGORY 


AUTHOR 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8504090279 

50 400 

G 

flONAFALVY.J P 

8504090279 

50-400 

G 

nOOD.H 

0504090279 

50 400 

G 

nOOD.H 

0SO4O9O291 * 

50 400 

G 

ROOD.H 

0504090291* 

50 400 

G 

ROONEY, V 

8504090291* 

50 400 

G 

ROONEY.VL 

8604220223 

50 400 

G 

ROONEY.VL 

0504220223 

50 400 

G 

ROONEY.VL 

0504220223 

50 400 

G 

ROONEY, V L 

0504200244 

50 400 

G 

ROOT.H W 

6504290244 

60-400 

G 

ROOT.R W. 

0504100459 

PRM 


ROOT.R W- 

8504000426 

50-320 

P 

ROOT.R W. 

8504150731 

QA999 


ROOT.R W 

8504180423* 

SO 402 

Q 

ROHEM.B L 

0504010145 

REGGD 


flOREM.B L 

8504020220 

50-321 

P 

R0SA.fl 

8504040029 

50-321 

P 

ROSEN, S L 

8504240100 

50-321 

P 

ROSEN.S L 

85D408033S 

50-327 

S 

ROSEN, S L 

8504090032 

50 259 

R 

ROSEN.S L 

6504110368 

SO 285 

S 

ROSEN.S L 

6504040109 

40 8675 


ROSEN.S L 

0504040373 

60 280 

Y 

ROSEN.S L 

8504180430 

ORG 


ROSEN.S L 

8504100549 

PROj 


ROSEN.S L 

8504030419 

NUREG 


ROSEN.S L 

8504190427* 

50 330 

Q 

flOSEN.S L 

0504060543 

50-454 

S 

ROSEN.S L 

6504220059 

l&E 


ROSEN.S L 

8604100825* 

50 260 

R 

ROSEN.S L 

8504010027 

50-312 

P 

ROSEN.S L 

8504020317 

60-312 

V 

ROSEN.S L 

8504030150 

50 312 

S 

ROSEN, S L 

8504040069 

50 312 

P 

flOSEN.S L 

8504040315 

50-312 

V 

ROSEN, SL 

8504050110 

50-312 

p 

ROSEN.S i. 

8S040S0253 

50 312 

p 

ROSEN.S L 

8504060459 

50 312 

Q 

ROSEN.S L 

8504090093 

50 312 

s 

ROSEN.S L 

8504090139 

50 312 

F 

ROSEN.S L 

8504110051 

50 312 

P 

flOSEN.S L. 

8504110309 

50-312 

S 

ROSEN.S L. 

8504150203 

50-312 

Q 

ROSEN.S L 

8504150257 

50-312 

Q 

ROSEN.SL 

8504150379 

50-312 

Q 

ROSEN.S L 

8504160355 

50-312 

F 

ROSEN, S.L 

8504160395 

50 312 

P 

ROSS.T M 

8504170203 

50-312 

S 

ROSS.WJ 

8504 170226 

50-312 

s 

flOSSBACH.LW 

8504180064 

50-312 

p 

R0TH,J 

8504160275 

50-312 

R 

ROTH.J 

8504180464 

50-312 

P 

R0TH,J 

8504180487 

50-312 

R 

ROUSE.L C 

8504180631 

50-312 

R 

ROUSE.LC 

8504180640 

50-312 

R 

ROUSE.L C. 

8504160202 

50-312 

P 

R0USE,L C. 

0504220218 

50-312 

fl 

ROUSH, LC 

0504220239 

50-312 

P 

flOUSE.LC 

0504230024 

50-312 

S 

flOWE,P 

8504240312 

50-312 

P 

R0WE,P 

8504250320 

50-312 

R 

ROZAK.S 

8504290434 

60-312 

P 

ROZAK.S. 

8504300064 

60-312 

F 

RUBENSTEIN.L S 

6504230392* 

FOIA 


RUBIN, SD 

6504010026 

50-128 

R 

RUETER,D A 

8504150372 

60-128 

S 

RUFF.A 

8504110242 

50-255 

S 

RUHTER,W.E 

8504100519* 

60-412 

1 

RUITER.G H 

0504050328 

50-368 

S 

RULAND,W, 

8504230264 

60-388 

s 

RULAND.W. 

8504170721* 

50-424 

Q 

RUNKtE.J. 

6504010238 

50-373 

S 

RUNKLE.J, 

8504190811 

50-373 

R 

RUNKLE.J 

8504050101 

50-445 

G 

RUNYAN, M.F 

8504050233 

60-445 

G 

RUNYAN.M.F 

8504050240 

50 445 

G 

RUPP.J L 

8504170737 

SO 445 

G 

RUPP.J L. 

8504170761 

60 445 

Q 

flUPRJ L 

8504230576 

50 445 

G 

RUPP,J,L. 

8504170005 

NUREG 


RUPP,J L, 

8504020309 

60 352 

G 

RUPP.J.L. 

8504230394 

$0 352 

H 

RUSCnTO.D. 

8504230559 

50 352 

G 

flUSHBROOK.W.M 

8504230564* 

50-352 

G 

RUSHBROOKS.M M 

8504050361 

50 272 

R 

RUSSELL.C F 

8504220079 

50-311 

R 

RUSSELL, J.E 

6504220317 

50-272 

R 

flUSSELL.TA 


05O43OO236 

8504010232 

8504040376 

8504250403 

8504050096 

G5040B0527 

8504110416 

8504110426 

8504160636 

8504180612 

8504180623 

8504180620 

0504220013 

8504240675 

0504260027 

B5042 60027 
0311100400* 
0504190060* 
0504190073^ 
8504190077^ 

8504190206* 

8504190219* 

8504190253* 

8504190279* 

8504100310* 

85041903B4* 

0504190424* 

8504100457* 

8504220002* 

8504220006* 

0504220009* 
B504220017* 
6504220021 * 
0504220024* 
0504220033* 

8504220105* 
05042201 14* 
05042201 10* 
0504220120* 
0504220133* 

0504220163* 
050422016B* 
8504220170* 
85042201 7 G* 
8504220102* 

8504220105* 

8504220107* 

9504110405* 

8504160265* 

8504160309* 

85040200 1 3* 
05040402 0 3* 
8504160202* 
8504010227 
8504190664 

85041905 60* 

0504220204 

8504220207* 

0504230590 

8504190204* 

0504 1903 56* 
8504110471 * 
8504290420* 
8504170444 
8504220002* 

8504190122* 

8504150066* 

8504290300 

8504230072 

8504020170 

8504230401 
85040901 1 1 
8504090106 
8504160207 
8504150571 * 

8304160466* 
8504020453 
85040304 1 0 
8504040026 
8504050106 

8504110215 

8504160060 

8504010214* 

8504260420 

8504260276 

8504090449 

8504080197'' 

8504080276* 


50 272 
50 361 
50 361 
50 361 
50 271 

50 263 P 

60 271 P 

50 263 P 

50 271 P 

50 460 S 

50 460 S 

50 460 $ 

50 460 S 

50 460 S 

50 456 G 


50 456 
50 416 
FOIA 
FOIA 
FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


G 

P 


roiA 

roiA 

50 275 Q 

60 259 Q 

50 2R6 O 


50 210 G 

70 308 
70 020 

70 304 

50 200 Y 

50 200 Y 

50 201 Y 

60 201 Y 

50 200 Y 

roiA 

FOIA 

50 2S4 Q 

50 165 Q 

TOPnEP 
roiA 

50 318 r 

50 201 0 

60 528 Q 

50 305 FI 

50 200 S 

50 200 S 

50 400 G 

50 400 Q 

50 400 G 

60 260 Q 

50‘2(n Q 
50 272 S 

50 272 S 

60 272 S 

50 272 S 

50 272 S 

60 311 S 

GO 443 0 

50 445 A 

50 445 A 

WASTE MGT 
WASTE MGT 

71 5050 


flCO-Q-Q-Q. 
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AUTHOR ACCESSIOM SUBJECT 

NUMBER CATEGORV 


RUSSELL.W B 

8504290156 

50 317 

S 

RUSSELL, W T 

8001030569* 

FOIA 


RUTLEDGE.C 

8504150567 

40 8502 


RUZiCKA.WG 

85041 100B7 

71 6058 


RYAN.M T 

8504180028 

27-47 


RY0AK.B 

8504080308 

50 254 

P 

RYBAK, B 

B5041B0302 

50 237 

P 

RYBAK, B 

8504230061 

50 237 

S 

RYBAK. B 

8504 2-10 111 

50 265 

P 

RYTERSKI,M 

8504220089 

50 454 

S 

RYTERSKI.M 

0504300648 

50 454 

S 

SAFFELL.B F 

8504190182* 

FOPA 


SAGER.DA 

8504190317* 

50 335 

F 

SAiLER.W F 

8S04OB0Q92 

50 440 

S 

SAILER.W F 

8504230403 

50 440 

S 

SAILOR, R 

8504220165* 

50315 

D 

SAILOR,Vt 

8504020036 

NUREG 


SALERNO.M J 

8504050234* 

50 338 

P 

SALTZWAN,J 

8504030249 

50 16 

J 

SALTZMAN.J 

8504230467 

50 346 

1 

SALTZMANJ 

6504240075 

50 334 

1 

SAMPSON. MR 

6504290321 

PR 


SAMWORTH,R B 

6504090272 

WASTE MGT 

SANBORN.G 

8504090293 

l&E 


SANBORN, G 

6504160272 

ISB 


SANDERS.WF 

8504170721* 

50 424 

0 

SARGENT.LH 

05O42BOO3O* 

CONTRACT 

SASSER. M K 

8504160306* 

30 269 

Q 

SAUER ,R E 

6504220015 

71-6272 


SAUNDERS, R F 

8504250484 

50 280 

S 

SAUNDERS.R F. 

8504290512 

60 280 

S 

SAUTER.J C 

850417049B* 

40 6027 


SAVAQE.J A 

8504240133 

SO 133 

H 

SAVAGE.J W 

8503270579* 

50 458 

F 

SAVVY ER.WO 

8504090456 

NUREG 


SCALETTI.DC 

8504300230 

50 447 

F 

SCARANO.R A 

6504040528 

50 206 

Q 

SCHANENpJ 

8504260227' 

50 263 

Q 

SCHAUFELBERGER 

6504220169 

60 298 

Q 

SCHEFERS.M E 

6504230294 

50 315 

S 

SCHEIBELHUT.C 

6504300191* 

50 440 

Q 

SCHEIDT.DJ 

6504160603 

50 322 

G 

SCHEIDLDJ, 

8504160603 

50 322 

G 

SCHERER.A E 

8504040322 

TOPREP 


SCHEREH,AE 

8504100162 

50 470 

A 

SCHERER.A E 

8504300066 

50 470 

A 

SCHERER.A E 

8504300478 

50 470 

A 

SCHERER.A E 

6504300490 

50 470 

A 

SCHERER.RW 

8504250230* 

50 321 

1 

SCHIERLING.K 

8504170637 

50 323 

E 

SCHIERLING.M 

8504260369 

BO 323 

A 

SCHIERLING.H 

8604250394 

50 323 

A 

SCHIERMAN.SL 

8604030397 

40 8681 


SCHMITTDIAUP 

85040401 88 

40 1162 


SCHNE0LI.G A 

8504150693' 

60 390 

Q 

SCHNELL.DF 

8504010117 

50 483 

1 

SCHNELL.DF 

8504120407' 

50 483 

fl 

SCHNELL.DF 

8504150055* 

50 483 

R 

SCHNELL.DF 

8504150250* 

50 483 

R 

SCHNELL.DF 

8504150231* 

50 483 

R 

SCHNELL.DF 

8504150384* 

50 483 

R 

SCHNELL.DF 

8504150461* 

50 483 

R 

SCHNELL.DF. 

8504180361 

50 483 

P 

SCHNELL.DF 

8504250309 

50 463 

P 

SCHNELL.DF 

8604290376 

50 483 

F 

SCHROEDER.B A 

8504180230 

50 237 

R 

SCHUMACHER,MC 

8504080450* 

40 3392 


SCHUMACHER.MC 

8504110471* 

50 254 

Q 

SCHUMACHER, MC 

8504200420* 

50 155 

Q 

SCHUSTER.MD. 

8504020166* 

70 1257 


SCHUSTER, M D 

8504160213* 

50 206 

S 

SCHUSTeR,W D 

6504190383 

50 397 

F 

SCHUSTER, W D 

6504230330* 

70-734 


SCHUSTER, W D 

6504230415* 

50 73 

O 

SCHUSTEaM D 

6504260001 

50 397 

F 

SCHUSTER.M.D 

8504260090 

50 206 

F 

SCHUSTER.M D 

8504260213* 

50 433 

0 

SCHWARZ.W R 

8504160392* 

TOPREP 


SChWENCEaA 

8111300512* 

50 416 

A 

SChWENCERA. 

8305020589* 

50 352 

A 

SCHWENCER.A 

6305050270* 

50 410 

A 

SCHWENCER.A 

6305200168' 

50352 

A 

SCHWENCER.A 

8504040474 

50354 

A 

SCHW£NCER.A 

8504030036 

50 374 

P 

SCHWENCER.A 

8604080157 

50 354 

F 

SCHWENCER,A 

8504080163 

50 373 

P 

SCHWENCER.A 

8504080519 

50 388 

P 

SCHWENCER.A 

8504090386 

50 397 

P 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORV 


SCHWENCER.A 

8504100487 

50-352 

F 

SCHWENCER.A 

8504100563 

50-458 

A 

SCHWENCER.A 

8504100579 

50-458 

A 

SCHWENCER.A 

8504110437 

50-373 

F 

SCHWENCER.A 

8504110535 

60-397 

P 

SCH WEN CERA 

8504120362 

60 410 

A 

SCHWENCER.A 

8504120436* 

50 456 

A 

SCH WENGER, A 

8504170413 

50 461 

A 

SCHWENCER,A 

8594170506 

50-410 

A 

SCHWENCER.A 

8504190533 

50-307 

P 

SCHWENCEn.A 

8504190590 

50*354 

A 

SCHWENCEn.A 

8504190594 

50-307 

F 

SCHWENCER,A 

8504190598 

50 458 

A 

SCHWENCER.A 

8504220407 

50 354 

A 

SCHWENCER.A 

B504230093 

50 522 

P 

SCHWENCER.A 

8504230098 

60 458 

F 

SCHWENCER.A 

8504230110 

60-307 

E 

SCHWENCERA 

0504240555 

60-450 

E 

SCHWENCER.A 

6504240502 

60-450 

V 

SCHWENCEH.A 

B504250499 

60-387 

P 

SChWENCEn.A 

8504250504*' 

50-387 

P 

SCHWENCER.A 

8504260237 

50-387 

P 

SCHWENCER.A 

6504290073 

50 461 

A 

SCHWENCER.A 

8504300006 

50 387 

P 

SCHWENCER.A 

8504300007* 

50 307 

P 

SCHWENCER.A 

8504300010 

50 387 

P 

SCHWENCERA 

8504300013* 

50-307 

P 

SCHWENCEn,A 

8504300041 

50-307 

P 

SCHWENCER,A 

8504300046* 

60-307 

P 

SCHWENCER,A 

8504300055 

50-387 

P 

SCHWENCERA 

8504300060* 

60-387 

P 

SCOTT, A B 

8504110441 

60-454 

S 

SC0T7.A E 

8504180634 

50-261 

R 

SCOTT.DJ 

8504020005 

60-249 

S 

SCOTT, D J 

8504020431 

60 237 

S 

SCOTT.DJ 

0504020436 

50 237 

s 

SCOTT.DJ 

0504020450 

SO 249 

s 

SCOTT, D J. 

0504030150 

50 249 

S 

SCOTT.DJ 

8504040450 

60 237 

s 

SCOTT.DJ. 

8504050358 

60-249 

s 

SCOTT.DJ 

0504000012 

60 237 

s 

SCOTT.DJ 

0504110500 

50-237 

s 

scon.o J 

0504110613 

50 10 

R 

SCOTT.DJ 

8604160034 

50-237 

S 

scon.o J 

8504160047 

60-237 

S 

scon.Dj 

6504160230 

50-237 

R 

scon.DJ 

8504190581 

50-237 

s 

SCOTT, 0 J 

8604220076 

60-249 

s 

scon.o J 

8504220421 

50-237 

s 

scon.Dj 

8604220437 

50-249 

s 

scon.D J. 

8504220442 

50-237 

S 

scon.Dj 

8604230066 

50-237 

s 

scon.Dj 

8604240617 

60-237 

s 

SCOTT.R E. 

8604290444 

TOPREP 


scon.n s 

8604190114* 

FOIA 


SCOTT.R S 

8504230307* 

FOIA 


SEALICE,J 

8604100436* 

50-322 

p 

SEARS.C F 

8504110171 

60-423 

s 

SEARS.C F 

8604110171 

50-423 

s 

SEARS.C F. 

8504300263 

60-423 

A 

SEARS.C F 

8504300263 

60-423 

A 

SEARS.C F 

8604300382 

50-338 

P 

SEARS.C F. 

8504300362 

60-336 

P 

SEARS, PM 

8504050188* 

OA999 


SEARS, P.M 

8504390168* 

QAQQQ 


SEARS, RG 

0504040007 

NUREG 


SEEFELDT.WB 

8504170327 

WASTE MQT 

SEQLETES.J A 

8504050275* 

50-286 

P 

SEQLETESJ A 

8504160120* 

50-296 

P 

SEGHEST.A M 

8504110284 

60-206 

s 

SEfOERLING.R K. 

6504190415* 

FOIA 


SELF.J 

8504230457* 

50-526 

P 

SELLS ,DE 

6504020456 

50-369 

p 

SERNE.RJ. 

B504040003 

NUREG 


SERRANO.W. 

0501020513* 

60-205 

p 

SEWELL, H M 

6504240407* 

CONTRACT 


SEYFRIT.K.V 

8211170473* 

FOIA 


SEVFRIT.K V 

6305110121* 

50-369 

s 

SEYFRIT.KV, 

8404110511* 

50-250 

Q 

SEYFRIT.KV. 

8502200311* 

50-296 

Q 

SHABER.C R 

6503270133* 

50-369 

P 

SHACK.W,J. 

0504220361 

NUREG 


SHAFAGHI.A, 

6504220341 

NUREG 


SHAFER.W. 

6504120191 

50-346 

S 

SHAFER.W 

8504230314 

50-341 

s 

SHAFER.W D 

8504020348 

50-296 

Q 

SHAFER.W.D 

8504000397 

60-373 

Q 

SHAFER.W D 

8504100645 

60-373 

Q 


AUTHOR ACCESSrOM SUBJECT 

NUMBER CATEGORV 


SHAFER.W D 

8504110287 

50-315 

Q 

SHAFER.W D 

8504110449 

50-340 

0 

SHAFER.W D 

8504110453* 

50-346 

0 

SHAFER.W D 

8504230306 

50-373 

0 

SHAFER.W D 

0504230307* 

50-373 

0- 

SHAFER.W D 

8504230520 

50-266 

0 

SHANBAKY.M 

0504040434* 

50-20 

0 

SHANBAKY.M 

B50405000B* 

50-247 

0 

SHANBAKY.M 

0504050336* 

50 245 

Q 

SHANBAKY.M. 

0504100535* 

50 309 

0 

SHANBAKY.M 

0504160266* 

50 106 

0 

SHANBAKY.M M 

0504000193* 

50-272 

0 

SHAUB,E 

0504110324* 

SO 289 

0 

SHAUB.E T 

0504230218* 

50-317 

0 

SHAW.D 

0504040502 

50-454 

s 

SHAW.O 

0504240167 

£0 454 

8 

SHEA.A.C 

0504250539* 

CONTRACT 


SHEAJJ 

8504190062 

50 245 

F 

SHEA.J R 

05042303B5* 

FOIA 


SHEA.K H 

6504100324 

50-331 

J 

SHEA.KH 

8504100437 

60 331 

J 

SHEARIN.R L 

8504100569 

50 261 

P 

SHEARIN.R L 

0504100574 

60 324 

F 

SHEDLOSKY.J.T 

0504040330* 

60 245 

0 

SHEDLOSKYJ T 

8504150052 

60 936 

S 

SHELL.RH 

8504010087 

50 436 

A 

SHELL.R.H 

8504040233* 

50-327 

0 

SHELL.RH 

8504080231 

£0-327 

P 

SHELL.R H 

05040D0040 

50-390 

A 

SHELL.RH 

8504090284 

50-390 

F 

SHELL.R.H 

8504110160 

50-390 

A 

SHELL.R H. 

8504110196 

50-390 

P 

SHELL.R H 

8504120084 

50-390 

A 

SHELL.R H 

8504160160* 

50-326 

0 

SHELL.R H 

8504160567 

70-2920 


SHELL.R H 

8504170261 

50-390 

A 

SHELL.R H 

8504190369 

50-390 

F 

SHELL.R.H, 

8504190395 

50-390 

A 

SHELL, R H 

8504220121 

50-259 

Q 

SHELL.R.H 

0504230174 

50-390 

A 

SHELL.R H 

8504230192 

50-390 

A 

SHELL, R.H 

8604230370 

60-390 

A 

SHELL, R H 

6504230413 

50-390 

A 

SHELL,n H 

8504230416 

50-390 

A 

SHELL, R H. 

8504230417 

60-390 

A 

SHELL, R H. 

0504230496 

60-390 

A 

SHELL,R H. 

8504230508 

50-390 

A 

SHELL.R H 

0504240050 

50-327 

Q 

SHELUR H. 

05042400B4 

50-390 

E 

SHELL, R H 

0504240096 

50-390 

A 

SHELL.R.H 

0504240392 

50-390 

A 

SHELUR H 

0504240402 

50-328 

0 

SHELL.R.H 

6504250155 

50-327 

P 

SHELLEY.WJ 

6504170495 

40-8027 


SHEMA.R L 

0504110520* 

50-334 

n 

SHENG.Y P. 

8504250168 

NUREG 


SHEPHERD.J.L. 

0504100070* 

71-5984 


SHERON.BW 

8311100009* 

50-416 

p 

SHEAR, T.S. 

C504020054 

70-754 


SHERWOOD.G.G 

6504160302 

60-333 

s 

SHERWOOD, G Q 

6504300340 

50-447 

A 

SHEWMON,P. 

0504220165* 

FOIA 


SHIBATA.Y 

050411074B 

XPORTLIC 


SHIBATA.Y, 

8504170280* 

XPORTLIC 


SHIBATA.Y 

8504170205* 

XPORTLIC 


SHIELDS.S.W. 

8604120439* 

50 546 

R 

SHIELDS, SW 

8504150191* 

50-546 

R 

SHIELDS.S.W. 

8504150451* 

50-545 

A 

SHIELDS.S W. 

8504160102* 

50 545 

A 

SHIFFER.J 

8504050123 

50 133 

S 

SHIPPER, J.D 

8504010160 

50-275 

P 

SHIFFER.J D 

8504020073 

60 275 

P 

SHIFFER.J.P. 

0504020208 

60 275 

F 

shIffer.j D, 

8504020213 

SO 275 

P 

SHIFFER.J D 

6504030D06 

50-133 

P 

SHIPPER, J D 

0504040020 

50 275 

? 

SHIFFER.J D 

6504040212 

50-275 

S 

SNIFFER, J D 

8504040276 

50 275 

? 

SNIFFER, J.D. 

6504080232 

50-275 

P 

SHIFFER.J D 

8504080396 

50-275 

K 

SHIFFER.J.D. 

0504060443 

50-275 

ft 

SNIFFER, J.D, 

0504060446 

50-275 

S 

SNIFFER, J D 

8504000485 

50-275 

P 

SNIFFER, J D 

6504090134 

50-275 

P 

SHIFFER.J D 

0504000252 

60-323 

A 

SNIFFER, J.D 

8504090478 

50-275 

F 

SHIFFER.J.D. 

8504090492 

71-6574 


SNIFFER, J D, 

8504100336 

50-275 

S 



PERSONAL AUTHOR INDEX 397 


AUTHOR 
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SUBJECT 

AUTHOR 
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SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

SNIFFER, J D 

G504I20077 

50 275 

P 

SLAUGHTER.D F 

8504170694* 

so 260 

H 

SNOW.B A 

6504100287 

50 244 

R 

SNIFFER, J D 

0504150039 

50 275 

F 

SMEENGE.R J 

8504230237* 

50 263 

Q 

SNOW.CT 

8504190374* 

50-281 

P 

SNIFFER, J D 

0604150209 

50 275 

V 

SMITH. C F 

8504160410* 

SO 390 

0 

SNYDER.BJ 

8504030011 

50-320 

O 

SHIFFER.J D 

0504160275 

50 323 

A 

SMITH. C F 

8504160466* 

50 261 

Q 

SNYDEfl.BJ 

8504080097 

50-320 

P 

SHIFFER.J D 

0504 170354 

50 133 

P 

SMITH. D 

6504300402 

PRM 


SNYDER.BJ 

85041S0542 

50 320 

P 

SHIFFER,J 0 

0504100109 

50 275 

P 

SMITH. D G 

8504220004* 

FOIA 


SOaOTTKA.E E 

8504290024 

REGGD 


SHIFFER,J D 

0504180220 

50 323 

A 

SMITH, D H 

8504050285 

50 456 

S 

SONN.H W 

8504170451* 

50-277 

1 

SHIFFER,J D 

0504180534 

50 323 

Q 

SMITH, D H 

85D4050307 

SO 456 

S 

SOO.P 

8504030400 

NUREG 


SHIFFER,J D 

0504190169 

50 133 

F 

SMITH, D H 

0504050355 

50 456 

S 

SOO.P 

8504030414 

NUREG 


SHIFFeR,J D 

8504190200 

50 275 

P 

SMITH.O H 

0504160063* 

50 373 

n 

SOO.P 

8504100616 

WASTE RES 

SHIFFER,J 0 

8504190-106 

50 323 

F 

SMITH.D H 

8504160078* 

50 373 

R 

SORENSEN.G C 

8504010022 

50 397 

H 

SHIFFER.J 0 

850423008B 

50-323 

A 

SMITH.O H 

8504180508 

50 456 

A 

SORENSEN.G C 

8504010030 

50 460 

A 

SHIFFER.J D 

8504230291 

50-323 

A 

SMITH.O H 

8504190433 

50 456 

A 

SORENSEN.G C 

8504010147 

REGGD 


SHIFFER.J D 

8504230367 

SO 275 

P 

SMITH.D H 

8504290246 

50 456 

S 

SORENSEN.G C 

8504010159 

50-397 

P 

SHIFFER.J D 

8504240103 

50 275 

P 

SMITH.D H 

8504290298 

50 456 

0 

SORENSEN.G C 

8504030003 

50 397 

J 

SHIFFER.J D 

8504240306 

50-275 

P 

SMITH.D H 

8504300553 

50 458 

S 

SORENSEN.G C 

8504030194 

50 397 

S 

SHIFFER.J D 

8504240313* 

50-275 

P 

SMITH.D L 

8504080596 

50 296 

S 

SORENSEN.G C 

8504050203 

50 397 

P 

SHIFFER.J D 

8504240336 

50-275 

P 

SMITH.E T 

8504150269* 

50 320 

P 

SORENSEN.G C 

8504000141 

50 397 

F 

SHIFFER.J D 

8504250179 

50-275 

F 

SMITH.FJ 

8504160221 

50-209 

Q 

SORENSEN.G C 

8504110170 

50 397 

F 

SHIFFER.J D 

8504260044 

50-275 

E 

SMITH, FJ 

8504180231* 

50-289 

Q 

SORENSEN.G C 

8504150220 

50-397 

P 

SHIFFER.J D 

8504260313 

50-275 

F 

SMITH.G C 

8504010247* 

50-272 

0 

SORENSEN.G C 

8504150251 

50 397 

V 

SHIFFER.J D 

8504290290 

50 323 

A 

SMITH.G C 

8504020119* 

70 371 


SORENSEN.G C 

8504170164 

50-397 

P 

SHIFFER.J D 

8504290320 

50 275 

F 

SMITH.G C 

8504040475* 

70 371 


SORENSEN.G C 

8504100453 

50-397 

E 

SHIFFER.J D 

0504290330 

50 323 

F 

SMITH.G W 

6504180114 

TOPREP 


SORENSEN.G C 

8504220217 

50-397 

P 

SHIFFER.J D 

8504300018 

50 275 

S 

SMITH,G W 

B5Q4180114 

rOPREP 


SORENSEN.G C 

8504220330* 

50-3 

P 

SHIFFER.J D 

8504300089 

60 323 

P 

SMITH.G W 

8504250348 

TOPREP 


SORENSEN.G G 

8504230247 

50 397 

Q 

SHIFFER.J D 

8504300335 

60 275 

P 

SMITH.G W 

8504260348 

TOPREP 


SORENSEN.G C 

8504300361 

50-397 

H 

SHIFFER.J D. 

8504300349 

50 323 

P 

SMITH.I W 

8504010128 

50-289 

G 

SORENSEN.G C 

8504300425 

50-397 

P 

SHIFFER.J D 

0504300394 

50 275 

P 

SMITH.I W 

8504120348 

50 209 

G 

SORENSEN.G C 

8504300497 

50-397 

H 

SHIFFER.J D 

85043Q0400* 

50 275 

P 

SMITH.JC 

8504040096 

40 6622 


SORENSEN.RC. 

8504110040* 

50-528 

O 

SHIFFER.J D 

8504300422 

60 133 

Q 

SMITH.J C 

8504290430 

50 331 

S 

SORRELL.EC 

8504120044 

50-321 

F 

SHIFFER.JD 

8504300438 

50 323 

P 

SMITH, J 0 

8504170586* 

50 369 

Q 

SORRELl.E C 

8504290413 

50-321 

F 

SHOEMAKEH.CJ 

8504040102 

50 440 

G 

SMITH.J L 

8504120371* 

50 322 

R 

SORRELL.EC 

8504290431 

50 321 

F 

SHOEMAKER.CJ 

8504050251 

50 382 

G 

SMITH, J L 

8504120376* 

50 322 

R 

SOWDON.T L 

8504160206 

50-293 

ft 

SHOEMAKER.CJ 

8504090101 

50 329 

6 

SMITH.J L 

8504150173* 

50 322 

R 

SPANGENBERG.F 

8604090372 

50-461 

A 

SHOEMAKER.CJ 

8504240409 

50 329 

G 

SMITH, J L 

8504 150435* 

50-322 

ft 

SPANGENBERG.F 

8504150275 

50 461 

F 

SHOEMAKER.CJ 

8504260066 

50 413 

G 

SMITH.M J 

8504080413* 

50-295 

O 

SPANGENDERG.F 

8504180273 

50 461 

F 

SHOEMAKER.CJ 

8504260143 

50 352 

G 

SMITH.P A 

8409200008* 

50-259 

V 

SPANGENBERG.F 

8604100416 

50 461 

A 

SHOEMAKER.CJ 

8504300355 

50 352 

G 

SMITH.P A 

8504040510* 

CONTRACT 


SPANGENBERG.F 

0504240350 

50-461 

E 

SHOLLENBERGER 

8504010151 

50 275 

P 

SMITH.P A 

8504040521* 

CONTRACT 


SPANGENBERG.F 

8504240414 

50 451 

A 

SHON.FJ 

8504230575 

50 322 

G 

SMITH.P A 

8504100998* 

CONTRACT 


SPANGENBERG.F 

8504240470 

50 461 

E 

SHOPENN.N M 

8504050105 

40 8084 


SMITH, P A 

6504160646 

50 334 

fl 

SPANGENBERG.F 

85042501GO 

50 451 

A 

SHOPENN.N M 

8504000060 

40 299 


SMITH.P A 

6504230302 

5 0 255 

R 

SPANGENBERG.F. 

85042502B9 

50 451 

A 

SHOPENN.N M 

8504000147 

40 3453 


SM1TH.P A 

B504240239* 

CONTRACT 


SPANGENBERG.F 

8504260122 

50 451 

F 

SHOPENN.N M 

8504120019 

40 299 


SM1TH.P A 

8504260409* 

CONTRACT 


SPARKS.A 

8504250306 

50 133 

H 

SHOPENN.N M 

8504230529* 

40 8084 


SMITH.R 

8504180411* 

50 482 

O 

SPECTER, A 

8504190563* 

50 352 

H 

SHORT, L M 

8504170348 

PRM 


SMITH.R C 

8504220362 

50 317 

P 

SPEIS.T P 

6504240543 

MISC 


SHORT.S A 

8504030436 

NURBG 


SMITH.R D 

8504100712 

40 6859 


SPELGATTI.C 

8504150354* 

50 320 

P 

SHOTKIN.L M 

8504100499 

50 281 

P 

SMITH.R D 

8504100728* 

4 0 6659 


8PENCE.H H 

8504010056* 

60 170 

R 

SHYMLOCK.M 8 

8504120208* 

60 390 

0 

SMITH.R D 

8504110263 

40 8698 


SPESSARD.R L 

8409200182 

50 341 

Q 

S!ACOR,E R 

8504100576 

50 206 

n 

SMITH.R D 

8504 11 0583 

40 8452 


SPESSARD.HL 

8409200183* 

50 341 

O 

SIEBER.J D 

8504010174* 

50 334 

P 

SMITH.R D 

8504110586* 

40 8452 


SPESSARD.R L 

8504010103 

50-10 

P 

SiEBER.J D 

8504220144 

50 334 

F 

SMITH.R D 

8504110594 

40 8698 


SPESSARD.R i 

8504040420 

50 341 

Q 

SIEBER.J D 

8504290356 

50 334 

0 

SMITH.R D 

8504110598* 

40 8696 


SPESSARD.R L 

8504050241 

50 373 

O 

SIEGEL.A 1 

8504170234 

NUREG 


SMITH.R D 

8504120024* 

40-290 


SPESSARD.R i 

850-1090083 

50-341 

Q 

SILBERG.J E 

8504010032 

50 440 

G 

SMITH.R D. 

8504120030* 

40 209 


SPESSARD.R i 

8504090108* 

50 341 

Q 

SILSERG.J E 

8504010032 

50 440 

Q 

SMITH.R 0. 

8504120107 

40 8504 


SPESSARD.R L 

6504090229 

50 454 

O 

SILBERG.J E 

8504010037 

50 440 

G 

SMITH,R D 

6504120112* 

40 0504 


SPESSARD.R L 

6504090236* 

50 454 

Q 

SILBERG.J E 

8504010037 

50 440 

G 

SMITH.R D 

8504120418 

40 8452 


SPESSARD.R L 

8504090202 

50-341 

Q 

SILBERG.J E 

8504020143 

60 440 

G 

SMITH.R D 

8504120421* 

40 8452 


SPESSARD.R L 

8504230191 

50-263 

Q 

SILBERG.J E 

8504020143 

60 440 

G 

SMITH.R D 

6504150481 

40 2259 


SPESSARD.R L 

8504230301 

50 461 

A 

SILBERQUIT,Q J 

8504120011 

50-213 

S 

SMITH.R D 

6504170439 

40 8786 


SPESSARD.R L 

8504230430 

50 440 

O 

SILBERQUiT.G J 

0504230369 

50-213 

s 

SMITH.R D 

8504170448* 

40 8786 


SPESSARD.R.L 

8504230434* 

50 440 

Q 

SILVIS.R M 

6504030262 

CONTRACT 


SMITH.R D 

8504170511 

40 6622 


SPESSARD.R L 

850425D039 

50 283 

Q 

SILVIS.R W 

0504110587 

CONTRACT 


SMITH.R D 

0504170516* 

40 6622 


SPESSARD.R t 

8504250047* 

50 263 

Q 

SILVIS.R M 

0504170592 

CONTRACT 


SMITH.R D 

8504170525 

40 8664 


SPESSARD.R L 

8504200397 

50 295 

Q 

SILVIS.R.M 

0504250223 

CONTRACT 


SMITH.R D 

0504170527* 

40 8684 


SPINETTI.RS 

0504220247 

OA990 


SILVIS.R M 

0504250533 

CONTRACT 


SMITH.R D 

8504170529 

40 8728 


SPLINTER, RC 

0SO42QO2OO 

50 331 

n 

SIMARD.R 

8604190261* 

FOIA 


SMITH.R.D. 

8504160096 

40-2250 


SPONAUGLE.W 

8504180404 

QA999 


SlMARO.n L 

B504220143* 

FOIA 


SMITH.R D. 

8504180100* 

40-2259 


SPRIGGS, G D 

8504220382 

50 317 

P 

SIMCHUK.J D 

8504110101* 

71 6058 


SMITH.R D 

6504230523 

40 8084 


SPRfNQMAN.Q 

8504300395 

60-315 

F 

SIMIU.E 

8504020422* 

50 261 

P 

SMITH.R D 

8504230526* 

40 8084 


SPURGIN.P D 

8504030237 

PRM 


SINARD.R 

8504190391* 

FOIA 


SMITH.R D 

6504230563 

40 1162 


SPURGIN.P D 

8584170381 

WASTE MQT 

SINCLAIR.M.P 

0504020130 

50 329 

G 

SMITH.R D 

8504230566 

40 8727 


SPURGIN.P D 

8604290366 

PR 


SINGH, B K 

8504170452 

50 412 

A 

SMITH.R D 

8504230567* 

40-1162 


STAONICK.S L 

8604180026 

50-336 

S 

SINKIN.L 

8504100643 

50 498 

G 

SMITH.R.H 

8504040473* 

50 24S 

Q 

STAEHR.J P. 

85041.70280* 

WASTE MGT 

SINKIN,L 

8504100713 

50 4QS 

G 

SMITH.WG 

8407190281 

60 315 

S 

STAFFORD. AH 

8504090349 

50-338 

R 

SINKIN L 

8504160202 

50 498 

G 

SMITH.WG 

8504020461 

50 316 

S 

STAFFORD, AH 

6504090450 

50-338 

R 

sinkinIl 

8504260118 

50 498 

G 

SMITH.W.G 

8504040418 

50 315 

s 

STAFFORD. AH 

8584110577 

50-330 

R 

SINKIN.L 

8504290355 

50 498 

G 

SMITH.WG 

8504050193 

50-315 

s 

STAFFORD. AH 

6504120230 

50-338 

R 

SINKIN.L 

6504290361* 

50 498 

G 

SM1TH.WG 

8504050309 

50 315 

s 

STALE Y.Q B 

6504170764* 

50-498 

G 

SINKULE.M V 

8504170721 ' 

60 424 

Q 

SMITH.WG 

8504180404 

50 316 

s 

STAMIRIS.B 

660405019D 

50-329 

G 

SISK.D P 

8504300018 

50 276 

S 

SMITH.WG 

8504190477 

50 316 

s 

STAMPLEY.R K 

6504150066* 

50-382 

A 

SKINNER P H 

8504150206* 

60-413 

Q 

SMITH.W G 

8504190629 

50 316 

R 

STAN.WT 

86 04300295 

50-315 

F 

SKINNER.PH 

B5041 50612* 

50 413 

Q 

SMITH.W.G 

8504190630 

60 315 

n 

STANDERFER.F R 

8504010026 

50-320 

P 

SKINNER, P H 

8504160284* 

50 413 

0 

SMITH.W G 

6504230294 

50 316 

s 

STANDERFER.F R 

8504010031 

50-320 

P 

SKINNEr'p H. 

8504160334* 

50-413 

Q 

SNieZEK.J. 

8504110476 

REVIEW QH P 

STANDERFER.F R 

6504010046 

50-320 

P 

SKOW,M E 

0504240066* 

50 267 

0 

SNIEZEK.J H 

8504120207* 

50-368 

A 

STANDERFER.F R 

6504020169 

50-320 

P 
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STANDERFER,F R 

0504020174* 

50-320 

P 

STANDERFER.r R 

8501040362 

50-320 

H 

STAN DER PER, FR 

8504050254 

50-320 

S 

STANDERFER,F R 

6504080233 

50-320 

P 

STANDERFERF fl 

6504120241 

50-320 

P 

STANOERFER.F R 

8504150263 

50-320 

P 

STANCERFER.F R 

8504150346 

50-320 

P 

STANOERFER.F R 

8504180137 

50-320 

P 

STANOERFER.F R 

0504180455 

50-320 

P 

STANOERFER.F R 

8504180460* 

50-320 

P 

STANOERFER.F R 

8504180647 

50-320 

S 

STANOERFER.F R 

0504190286 

50-320 

o 

standerfer.fr 

8504230347 

50-320 

H 

STANOERFER.F R 

0504240206 

60-320 

P 

STANOERFER.F R 

8504240245 

50-320 

P 

STANOERFER.F R 

8504240267 

50-320 

P 

STANOERFER.F R 

8504240269 

50-320 

P 

STANOERFER.F R 

8504240304 

50-320 

F 

STANOERFER.F R 

8504250567 

50-320 

R 

STANOERFER.F R 

8504260389 

50-320 

S 

STANOERFER.F R 

8504290433 

50-320 

P 

STANDERFER.F R 

8504300322 

50-320 

P 

STANG.J 

8504290400" 

60-295 

0 

STARKEY.R 0 

6504090514 

50-261 

R 

STARMER.RJ 

0504170254 

WASTE RES 

STAROSTECKI.R 

8504040012* 

60-289 

P 

STAROSTECKI.R 

8504060106 

50-352 

Q 

STAROSTECKI.R 

8504180148 

50-354 

Q 

STAROSTECKI.R 

6504230334 

50-213 

Q 

STAROSTECKI.R 

8504250061 

60-293 

Q 

STASZESKY.F M 

6504300250" 

COMM^SSION 

STAUTER. J C 

8504020336 

REGGD 


STAUTER.JC 

8504020351 

40 8027 


STAUTER. JC 

8504030418 

40-876B 


STAUTER. JC 

8504170155 

40 8027 


STEEO.LS 

8504060065 

50-334 

R 

STEFANO.J.J 

8504110412 

50 440 

A 

STEFANO.JJ 

8504100142* 

50 440 

A 

STEIGER.W E 

8504040408 

50-322 

S 

STEIGER.WE 

6504120126 

50 322 

S 

STEIGER.W E 

8504180103 

50 322 

S 

STEIGER.WE 

8504180595 

50 322 

R 

STEIGER.WE 

8504230316 

50 322 

S 

STEISS.AW 

8504200065* 

CONTRACT 


S7ELLO.V 

8312010261* 

SO 358 

G 

S7ELLO.V 

6504050068 

REVIEW GR P 

STELLO.V 

8504100701 

REVIEW GR P 

STENNER.S 

8504170159 

50 59 

H 

S7ENHOOS.flA 

8504080202 

50 282 

F 

STEPHENS. K,W 

8504100028 

WASTE RES 

STERN.D. 

8504010110 

50-286 

J 

STERN.D 

8504080130 

50 3 

J 

STERN.D 

8504150034 

50-346 

J 

STERN.D 

8504150040 

50-293 

J 

STERN.D 

8504150047 

50-333 

J 

STERN.D 

8504 1501 01 

60-29 

J 

STERN.D 

8504150211 

50 213 

J 

STERN.D 

6504 150243 

60 220 

J 

STERN.D 

8504160361 

50 244 

J 

STERN.D 

8504170150 

60 213 

J 

STERN.D 

8504170266 

60 346 

J 

STERN.D 

B504240337 

50 244 

J 

STERN.SM. 

8504080530 

50 458 

S 

STERN.S M 

8504090197 

50 458 

A 

STERN.SM 

8504190607 

50 458 

A 

STERN.SM 

8504240662 

50 458 

A 

STERN.S M 

8504260332 

50-458 

A 

STERN.SM 

8504290040 

50-458 

S 

STETKAJ.F. 

8504160454* 

60-302 

Q 

STEVENSON.DJ. 

8504110726 

PT21 


STEWART.D 

8504110458 

60-335 

S 

STEWARDS 

3504030101 

CONTRACT 


STEWART.S 

8504030297 

CONTRACT 


STEWART.S 

B504040092 

CONTRACT 


STEWART.S 

8504040101 

CONTRACT 


STEWART.S 

B504 100703 

CONTRACT 


STEWART.S. 

8504240233 

CONTRACT 


STEWAflT.S. 

8504240246 

CONTRACT 


STEWART.S. 

8504240504 

CONTRACT 


STEWART, S. 

8504240512 

CONTRACT 


STEWART.S 

8504240526 

CONTRACT 


STEWARDS 

8504240637 

CONTRACT 


STEWARDS 

8504240648 

CONTRACT 


STEWARDS, D. 

8504240115 

CONTRACT 


STEWART.S D 

8504240137 

CONTRACT 


STEWART.W.L. 

8604050229 

50-338 

P 

STEWART.W.L 

8504080126 

60 338 

P 

STEWART.W L. 

8504080207 

60 260 

Q 


AUTHOR ACCESSION SUBJECT 
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STEWART.W L 

8504069224 

50 338 

p 

STEWART.W L 

8504069260 

60-280 

p 

STEWART.W L 

8504060392 

50-200 

p 

STEWART.W L 

8504080488 

50-330 

P 

STEWART.W L 

8504090450 

50 336 

Ft 

STEWART.W.L 

8504100328 

50 338 

R 

STEWART.W L 

8504100382 

50 338 


STEWART.W L 

8504100620 

50 280 

R 

STEWART.W L 

8504110126 

50 280 

F 

STEWART.W L 

8504110479 

50 280 

R 

STEWART.W L 

8504110577 

50 330 

R 

STEWART.W L 

8504120283 

50 280 

F 

STEWART.W L 

8504150717* 

50 338 

Q 

STEWART.W L 

6504160135 

50-200 

p 

STEWART.W L 

8504160582 

50-200 

H 

STEWART.W L 

8504170162* 

50 260 

Q 

STEWART.W L 

8504180588 

50-336 

R 

STEWART.W L 

8504180626 

50.260 

R 

STEWART.W.L 

8504190345 

50-281 

p 

STEWART.W L 

6504230054 

50 338 

P 

STEWART.W.L 

8504230066 

SO 280 

P 

STEWART.W L 

8504230076 

50 280 

p 

STEWART.W! 

8604230252 

50-338 

p 

STEWART.W! 

0504230277 

50-280 

P 

STEWART.W t 

6504230280 

50 338 

P 

STEWART.W.L 

8504230348 

50-280 

p 

STEWART.W L 

8504230359 

60-280 

F 

STEWART.W L 

8504230409 

50-280 

P 

STEWART.W L 

8504230461 

50-280 

P 

STEWART.W.L 

8S04240251 

50-280 

F 

STEWART.W L 

0504250342 

50-200 

F 

STEWART.W L. 

0504250380 

50-338 

F 

STEWART.W.L, 

0504260358 

SO 200 

P 

STEWART.W L 

6504290383 

50 200 

P 

STEWART.W.L 

8504300073 

SO 200 

F 

STEWART.W L 

8504300444 

60 338 

P 

STEWART.W L 

8504300596 

50 260 

F 

STITT, RK 

8504170116 

70 1300 


STOFFEL.JW, 

8503250088* 

50 313 

F 

stohr.jp 

8504010182 

70-143 


STOHR.J.P 

8504090012 

70-1113 


stohr.jp 

85041500S9 

70-27 


stohr.jp 

8504160078 

70-1151 


stohr.j P 

8504150478 

70-143 


STOHR,J P 

8504150484* 

70*143 


STOHn,J P 

8504150673 

STATE PRO G 

STOHR.J P 

8504150703 

70-1113 


STOHR.J P 

8504160009 

70-1113 


STOHR,J P. 

8504170137 

70-143 


STOHR.J P 

8504170144* 

70-143 


STOHR.J P. 

8504170507 

70-1151 


STOHR.J P 

8504180479 

r&E 


STOKR.J P 

8504220135 

70-143 


STOHR.J P 

8504230017 

70-143 


STOHR.J P. 

8504230028 

70-143 


STOHR.J P. 

8504230406 

70-143 


STOHR.J.P 

0504230461 

70-143 


STOHR.jp 

0504250003 

70-27 


STOHn,JP 

0504250159 

70-1151 


stohr.jp 

0504300403 

70-1113 


stohr.jp 

8504300502 

70 1113 


STOLZ, J F 

6504020223* 

50 321 

P 

STOLZJF 

8504020443 

60 277 

P 

STOLZ. JF 

8504020452* 

60 277 

P 

STOLZ. JF 

8504020462* 

50 277 

P 

STOLZ, JF 

8504930008* 

50-312 

P 

STOLZ.J F. 

8504930133* 

50 312 

P 

STOLZ.JF 

8604930327 

50-289 

P 

STOLZ.J F. 

8504030490* 

60-313 

P 

STOLZ, J F 

8504040033* 

50-321 

P 

STOLZ .J.F. 

8504040169 

.50-269 

P 

STOLZ .J F. 

85040403S7* 

50-312 

P 

STOLZ,J,F. 

8504040382 

50-312 

P 

STOLZ.J F. 

8604040419 

60-313 

F 

STOLZ .J F 

9504040489 

50-269 

Q 

STOLZ .J F 

8504040504 

50-269 

P 

STOLZ,JF 

0504040516 

50-346 

S 

STOLZ, J F 

8504090323 

50-346 

P 

STOLZ.J F 

0504090342 

50-260 

P 

STOL2.JF 

8504090346* 

50-269 

P 

STOLZ,J F 

0504090433 

60-312 

P 

STOLZ,Jr 

8504100160 

50-200 

P 

STOLZ.JF 

0504120134 

50-269 

P 

STOLZ.J F 

0504150700 

50-321 

P 

STOLZ .J F 

0504160143 

60-321 

P 

STOLH.J F. 

8504160550 

50-313 

P 

STOLZ ,J,F 

0504170063* 

60-269 

P 

STOLZ ,J F 

8504170341 

50-289 

P 
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STOLZ.J F 

8504170365 

50 2B9 

F 

STOLZ.J F 

6504170557 

50 209 

F 

STOLZ.J F 

8504170760 

SO 312 

F 

STOLZ.J F 

8504180036 

SO 312 

P 

STOLZ.J F 

8504100055 

50 312 

P 

STOLZ, J F 

8504100078 

50-321 

P 

STOLZ.J F 

8504180082 

50-313 

P 

STOLZ, J F 

8504180099 

50-312 

P 

SrOLZ.J F 

8504180104* 

50-312 

P 

STOLZ.J F 

8504180562* 

50 346 

P 

STOLZJ F 

8504180589 

50 269 

P 

STOLZ.J F 

8504190526 

50 346 

P 

STOLZ.J F 

8504240515 

50 346 

P 

STOLZ.J F 

8504260297 

50 321 

P 

STORMONT, J C 

8504080197* 

WASTE MGT 

STOT2.J 

0604300020 

50 346 

S 

STOUT.fl B 

8504080273* 

50-316 

P 

STRACK.R A 

8504110728 

50-54 

R 

STREETER. J F 

8312010321* 

50-356 

Q 

STREETER.JF 

0312010376* 

50-358 

Q 

STROHL.J 

8504100150 

PRM 


STflOSNiDER.J 

8504020126 

50-387 

S 

STROSNIDER,J 

8504020362* 

50-307 

Q 

STHOSNIDER.J 

8504190380* 

50-307 

Q 

STROSNIDER,J R 

8504260520* 

50-322 

Q 

STRUCKMEYER.R 

8504040441* 

50-277 

Q 

STRUCKMEYGR.R 

8504050336* 

50-245 

Q 

SUGARMAN.RJ 

8504040390 

50-352 

P 

SUGARMAN.R J 

8504040390 

50-352 

P 

SULLIVAN.DJ 

8504160469* 

60-206 

Q 

SULLIVAN, R A 

8504020179 

50-440 

G 

SULLIVAN, R A 

8504020179 

50-440 

G 

SULLIVAN.SM 

8504240140 

50-424 

A 

SULLIVAN,W H 

8504190010* 

FOIA 


SUMMERS,R J 

8504020294* 

50-272 

Q 

SUN.S B 

8504160177* 

50-250 

G 

SUNDAflUM.R K 

8504160110 

NUREG 


SVENSSON,B A 

8504100629 

50-316 

R 

SVENSSON.8A 

8504190630 

50-316 

R 

SWANK.J 

8504110343 

PT21 


SWEENEYS J 

8504150336 

50-293 

Q 

SWENSORF A 

0504240533* 

CONTRACT 


SWETLAND.P D 

8504230340* 

50-213 

Q 

SYLVESTER.E D 

6504100653 

50-296 

F 

SYNAR.M 

8504050180* 

70-364 


SZENT-IVANY.E 

8504220206* 

FOIA 


szent-ivany.e 

8504220207* 

FOIA 


SZULINSKI.MJ 

8504300560 

WASTE MGT 

tahvili.t 

8504080273* 

50-316 

P 

tamlyn.tk 

8504100106 

50-254 

S 

taj^lyn.t k 

8504160262 

50-254 

R 

TANILYN.TK 

8504230033 

50-254 

R 

TANl.K 

8504090108* 

60-341 

Q 

TANNER.fl 

8504160547* 

50-320 

P 

TARANTINO.CA 

8504110577 

50-330 

R 

TASHJIAN.B M 

8504190115* 

FOIA 


TAYLOR,D 

0504110670 

PT2t 


taylor.j a 

8504100696 

60-338 

S 

TAYLOR.J A 

8504110610 

50-280 

S 

TAYLOR.J A 

8504220335 

50-338 

P 

taylor,ja 

6504230055 

50-260 

s 

TAYLOR.J H 

8504240333 

TOPREP 


TAYL0R,J H 

8504290443 

TOPREP 


TAYLOR.J M 

8503250128* 

50-3 

P 

TAYLOR.J M 

8504030362 

70-2199 


TAYLOR, J M 

8504030368* 

70-2199 


TAYLOR,J M 

8504030370* 

70-2199 


TAYLOR,J M 

8504150713 

50-315 

Q 

TAYLOR.J M 

8504160718* 

50-316 

Q 

TAYLOR.M E 

8504060174 

50-483 

S 

TAYLOR.M.E 

8504090040 

50-483 

S 

TAYLOR.P A 

8504160341* 

50-327 

Q 

TAYLOR.RG 

8504120210* 

50-446 

A 

TAYLOR.TJ, 

6504080584 

WASTE MGT 

TAYLORJJ 

8504090142 

WASTE MGT 

TEDESCO.Rl 

8202220609* 

FOIA 


TEDESCO.R.L 

6206110346* 

50-389 

P 

TENEROVICH.L L 

8504050234* 

60-338 

P 

TEPER.D 

0504230556* 

50-424 

G 

TEPER.D 

0504230556* 

50-424 

G 

TESKE,M E. 

8504180467* 

50-312 

P 

TEUTEBERG.R L 

8504040402 

50-250 

S 

TEUTEBERG.R L 

8504230302 

50-250 

s 

THADANI.M C 

6504030192 

50-331 

p 

THADANI.M.C 

8504030230 

50-331 

p 

THADANI,M.a 

8504080395 

50-331 

p 

THADANLM C 

6504300529 

50-331 

p 

THADANI.MC 

8504300536 

50-331 

p 
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AUTHOR 


THEMELIS.J G 
THEMELIS.JG 
THEMELIS.J G 
THEMELIS.J G 
THEMELIS.J G 

THEMELIS.J G 
THEMELIS.J G 
THOM.T 
THOMAS.B J 
THOMAS, BT 

THOMAS.C O 
THOMAS, C O 
THOMAS.C O 
THOMAS.C O 
THOMAS.C O 

THOMAS.C O 
THOMAS.C 0 
THOMAS.C 0 
THOMAS.C O 
THOMAS.C O 

THOMAS.C O 
THOMAS.C O 
THOMAS.C 0 
THOMAS.C O 
THOMAS.C O 

THOMAS, H 
THOMAS.H 
THOMAS, M 
THOMAS, M E 
THOMAS.M E 

THOMAS.M E 
THOMASON, PV 
THOMASON,P V 
THOMASSON.N 
THOMBURG,MT 

THOMPSON. D 
THOMPSON, D 
THOMPSON, G F 
THOMPSON.H L 
THOMPSON, H L 

THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H L 

THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H L 

THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H L 

THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H L 

THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H L 

THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H L 
THOMPSON, H.L 
THOMPSON.H L 


THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H.L. 
THOMPSON.H L 

THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H L 

THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H L 
THOMPSON.H L 

THOMPSON, J R. 
THOMPSON.O 0 
THOMPSON.H 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

8504080652 

WASTE MQT 

THOMPSON.R D 

85040203 B5* 

CONTRACT 

TROSTEN.L M 

6504090469 

WASTE 

MGT 

8504080691 

WASTE MGT 

THOMPSON.R D. 

6504030165* 

CONTRACT 

TROSTEN.L M 

6504100459 

PHM 


8504160548 

WASTE MGT 

THOMPSON.R D 

8504030304* 

CONTRACT 

TROSTEN.L M 

6504100459 

PRM 


8504170382 

WASTE MGT 

THOMPSON.R D 

6504160615* 

CONTRACT 

THOTTlEaE H 

6504170229* 

50-321 

Q 

8504180012 

WASTE MGT 

THOMPSON.R D 

8504170572* 

CONTRACT 

TROWBniDQE,Q F 

6504220208 

50-269 

G 

8504300009 

40 6500 


THOMPSON.R a 

8504170678* 

CONTRACT 

TROWBRIDGE.G.R 

6504220206 

50-289 

Q 

8S04300590 

WASTE MGT 

THOMPSON.R D. 

6504240088* 

50-352 P 

TUCKER,HB 

6504020061 

50-414 

E 

8504180573 

50 259 

R 

THOMPSON.R D 

8504240177* 

60-437 A 

TUCKEaHB 

6504020125 

50-413 

P 

8504040111 

71^0080 


THOMPSON.R.a 

6504240239* 

CONTRACT 

TUGKER,HB 

6504020164 

50-369 

P 

8504030187* 

CONTRACT 


THOMPSON.aa 

8504240497* 

CONTRACT 

TUCKEB.HB. 

6504020166 

50-413 

E 

8504020222 

50 602 

A 

THOMPSON.R D. 

8504240533* 

CONTRACT 

TUCKER.HB 

6504040195 

50-413 

P 

0504020228* 

50 602 

A 

THOMPSON.R 0. 

0504250432* 

CONTRACT 

TOCKER,H.B. 

6504040297 

50-269 

F 

0504040047 

50 223 

P 

THOMPSON.R D. 

6504250434* 

CONTRACT 

TUCKER,H.B, 

8504040413 

60-269 

S 

0504040050* 

SO 223 

P 

THOMPSON.R D 

8504250539* 

CONTRACT 

TUCKER.HB 

6504D40459 

50-413 

S 

8504100543* 

50 113 

P 

THOMPSON.R a 

8 50420028 r 

CONTRACT 

TUCKER.HB 

6504040462 

50-369 

S 

0504110211 

50 113 

P 

THOMPSON.H D 

8504290020* 

CONTRACT 

TUCKER, H B 

8504040465 

50-413 

s 

8504110365 

SO 5 

P 

THOMPSON.R D 

8504290030* 

CONTRACT 

TUCKER.H B 

B 504050243 

50-369 

p 

8504110599 

50 20 

P 

THOMPSON.R D 

8504290055* 

CONTRACT 

TUCKEfl.H.B 

8504050313 

50-370 

s 

0504110003* 

60 20 

P 

THOMPSON.H D 

8504290065* 

CONTRACT 

TUCKER.H B 

8504060090 

50-370 

s 

86041 504B2 

50-113 

P 

THOMPSON.H D 

8504290071* 

CONTRACT 

TUCKER.H B 

8504060101 

50-370 

s 

8504100679 

TOPREP 


THOMPSON.R L 

8504230532* 

60*10 P 

TUCKER.H B 

8504060198 

50-413 

p 

Q504240576* 

50 123 

P 

THOflGERSEN.J 

8504290293 

60-305 S 

TUCKER, H.B 

8504060263 

50-369 

p 

8504240588 

50 223 

P 

THORNBERRY.R C, 

6504160510 

50-276 R 

TUCKEfl.H.B 

8504080439 

50 360 

s 

8504250091* 

SO 124 

P 

THORNBERRY.R.C. 

6504300656 

60-275 R 

TUCKER.HB 

8504060569 

50-260 

S 

8604250396* 

50 407 

P 

THORNBURG, HD 

8001030634* 

FOIA 

TUCKER.H B 

6504060601 

50 413 

F 

8409200188* 

SO 341 

Q 

THORNTON. CE 

8504110674 

PT2I 

TUCKER.H B. 

6504090176 

50 369 

P 

8504290400* 

50 295 

Q 

THORPE, J R 

8504100144 

PRM 

TUCKER.H B 

6504060900 

50 360 

P 

8504150693* 

SO 390 

Q 

THRASH.H O 

8504150160* 

60-364 P 

TUCKER.H B. 

8504090310 

60 369 

P 

8504110597* 

CONTRACT 


THURGOOO.B. 

8504080586* 

60-267 P 

TUCKER.H B 

6504060515 

60 260 

R 

8504110606* 

CONTRACT 


TIERNAN.J A 

8504180651 

60-317 R 

TUCKER.H B, 

6504060519 

60 369 

R 

8504120372* 

CONTRACT 


TIKTINSKY.O. 

0504090461 

WASTE RES 

TUCKER.HB 

6504090521 

50 369 

n 

8504110635 

50 298 

S 

TILLER.ae. 

0504220168* 

FOIA 

TUCKER.H B 

6504100063 

50-269 

s 

8504150304 

SO 296 

F 

T<LLMAN.A 

0504040197* 

60-924 Q 

TUCKER.H.B, 

6504100201 

50 369 

R 

8504220315 

50 352 

G 

TIPPS.S8 

05O4OBO1O7 

50 366 S 

TUCKER.H B 

6504100220 

50 269 

R 

8504300205 

50 315 

F 

T1PPS.S.B 

8504080583 

50 366 S 

TUCKEfl.H.B 

8504100227 

so 369 

fl 

8504050162 

50 269 

P 

TIPPS.S.B. 

8504240844 

50-366 S 

TUCKER.H.B 

8504100295 

50-269 

fl 

8504090393* 

CONTRACT 


TJPPS.S.B 

8504300132 

50-366 S 

TUCKER.H B. 

8504100313 

50-260 

R 

8504220070* 

FO?A 


TITUS, G.W 

8504030004 

50-70 R 

TUCKER.H.B 

8504110269 

50 414 

S 

8310270112* 

FOIA 


TOBIN.WJ 

8504190417* 

50-390 Q 

TUCKER.H B 

85041 10472 

50 413 

S 

0503220072 

50 445 

T 

TOFT.R 

8504170653 

WASTE MGT 

TUCKER.H a. 

8504110743 

60-413 

s 

8504020040 

60-250 

P 

TOMPKINS.B A 

8504120350 

SO 468 G 

TUCKER.H.B. 

8504120444* 

60 413 

A 

6504020042 

50-382 

P 

TOMPKINS, B A 

6504120382 

50-382 6 

TUCKER.H B. 

8504150069* 

60413 

R 

8504030391 

50 282 

F 

TOMPKINS.B A 

6504120397 

60-352 G 

TUCKER.H B 

8504160178* 

60413 

R 

8504030495 

50 289 

P 

TOMPKINS.B.A, 

8504120434 

50 440 G 

TUCKER.H.B 

8504160249* 

60 370 

R 

8504030496 

50 309 

F 

TONEY.J P 

8504160541 

50-454 R 

TUCKER.HB 

8604160357* 

60-370 

R 

0504040010 

SO 289 

P 

TOOLE.R 

8504160062 

50-289 F 

TUCKER.HB 

8504160459* 

50 370 

R 

8504040191 

60-199 

P 

TORBECK.J.E. 

6504160127* 

50 416 P 

TUCKER.H B. 

8504160582* 

60 413 

O 

8504040202* 

50-199 

P 

TORBORQ.MT 

6504160085* 

50 289 S 

TUCKER.H B 

8504150681! 

50-269 

P 

8504040543 

50 346 

P 

TOSTE.A P. 

6504030419 

NUREG 

TUCKER.H.a 

8504160089 

50413 

S 

8504080043 

50 299 

F 

TOTH.A D 

6504110062* 

60-397 Q 

TUCKER.H B 

8504160090 

60-369 

s 

8504080398* 

50-331 

P 

TOnEN.M 

8504190001 

FOIA 

TUCKEfl.KB. 

8504160116 

50413 

s 

8504090151 

50-244 

P 

TOUSLEY.O 

8504160058 

WASTE MGT 

TUCKER.HB 

8504160125 

50 413 

s 

8504110540 

TOPREP 


TOUSLEY.O 

8504160058 

WASTE MQT 

TUCKER.HB 

8504160151* 

50 369 

Q 

8504110655 

50-13 

W 

TOUSLEY.O R 

8504090473 

WASTE MGT 

TUCKEfl,H a 

8504160244* 

50 413 

Q 

8504110658* 

50-13 

W 

TOUSLEY.O R 

8504090473 

WASTE MGT 

TUCKER, H 8 

8504160321 

50 369 

Q 

0504120031 

50 29 

P 

TOUSLEY.O R 

8504110417 

PR 

TUCKER, H 8 

8504160421 

SO 209 

P 

8504120206 

50 3 

P 

TOUSLEY.O R 

8504110417 

PR 

TUCKEaH B. 

8504170030 

60 414 

S 

05041 60736* 

SO 29B 

F 

TOUSLEY.O R 

8504110426* 

PR 

TUCKER, H B 

9504170079* 

50-260 

Q 

8504160204 

SO 346 

P 

TOUSLEY.O H 

8504110426* 

PR 

TUCKER,H.B. 

8504170245 

50-369 

P 

8504170247 

50 276 

P 

TOUSLEY.O R 

8504290328* 

PR 

TUGKEaH.B 

8504180037 

50-414 

S 

8504170251 

50-275 

E 

TOUSLEY.D.R 

8504290328* 

PR 

TUCKER.H B 

8504180260 

50 287 

P 

8504170258 

50-275 

E 

TRAMM.Tfl 

B504010116 

60-454 P 

TUCKER.H.B. 

8504180289 

60 399 

P 

8504170379 

50 412 

A 

TRAMM.T.R. 

6504010171 

60 454 P 

TUCKER.H.B 

05P41 90173 

50-413 

R 

0504170430 

50-269 

Q 

TRAMM.T H 

6504290021 

60 454 K 

TUCKER.H.B. 

8504190223 

50-299 

P 

8504170613 

50 306 

P 

TRAMM.T.R. 

6504290241 

50-454 P 

TUCKER.H B 

0504190299 

50 413 

P 

0504170647 

TOPREP 


TRAMMELL, C.M 

65CM 170594 

60 344 P 

TUCKER.H B 

0504190301 

50*369 

F 

0504180070* 

50- 528 

P 

TRAVEH.J.D, 

6504180367* 

50 483 P 

TUCKER.H.B. 

8504220363* 

50-3 

P 

8504180247 

60 269 

P 

TRAVERS. W D- 

8504030508 

50 320 R 

TUCKER.H B 

6504230283 

50*270 

S 

0504190021 

60 277 

F 

TRAVERS.W D. 

8504040469 

50 320 P 

TUCKER.H.B. 

8504230308 

50-414 

M 

8504190051* 

FOIA 


TRAVERS, W.D 

8504080418 

60 320 Q 

TUCKER.H.B 

8504240108 

50-413 

F 

8504190461 

50-21 9 

P 

TRAVERS.W.O. 

6504090190 

50 320 fl 

TUCKER.H 8, 

0504240173 

50-413 

Q 

8504220099 

50-352 

P 

TRAVERS, W.O. 

6504160219 

50-320 R 

TUCKER.H 8. 

8504260025 

50-369 

R 

8504230105 

50-259 

T 

TRAVERS, W.D. 

6504170671 

60 320 P 

TUCKER.HB. 

6504250045 

50-269 

R 

8504230105 

50-259 

T 

TRAVERS.W 0 

6504240460 

50-320 P 

TUCKEaH 0 

6504250002 

50-413 

S 

8504240570 

50-123 

P 

TRAVJS.J R 

8504170679 

NUREG 

TUGKEaH.B. 

6604250353 

60-413 

R 

8504240572* 

50-123 

P 

TREHAN.N K 

8504160227* 

FOIA 

TUCKER.H.B, 

6504250358 

50-413 

S 

6504250086 

50-124 

p 

TREICHLER.H.S 

8604120347* 

50-461 R 

TUCKER.H B 

8604260056 

50-269 

F 

250088* 

50-124 

p 

TRINER.EQ 

8504120440* 

50 443 A 

TUCKER.HB 

8504260095 

50-269 

F 

8504250148* 

50-245 

p 

TRINER.EG 

850416061S* 

60-413 A 

TUCKER.H.B. 

8504260370 

60-413 

S 

8504250299* 

50-213 

P 

TRIOLO.S, 

8412260354* 

50-346 P 

TUCKER.H B 

8504290510 

50-413 

S 

OR 04 250388 

50-407 

p 

TRtPP.L 

8504260090* 

60 293 Q 

TUCKER.HB, 

8504300042 

50-269 

P 

8504250389* 

50-407 

P 

TRIPPpL E. 

8504110026 

60 293 P 

TUCKER.M. 

0504180118* 

WASTE MGT 

nR049R0393* 

60-407 

P 

TRIPP, L E 

8504160336* 

50 412 Q 

TUCKER.M. 

0504180322* 

WASTE MQT 

8504280247* 

50-387 

p 

TRIPP,L E. 

8504190366* 

60 271 0 

TUCKEaM, 

8604180331* 

WASTE MGT 

0504290257 

50-315 

P 

TRIPP.LE. 

0504250462* 

60 334 Q 

TUCKER.M, 

8604180336* 

WASTE MGT 

8504100459 

PRM 


TROJANOWKSI.a 

6504180476 

laE 

TUCKER, M 

8504180339* 

WASTE MQT 

OOU4 IVU'fuo 

8504040188 

fin.989 

P 

TROJANOWSKI.a 

8504250137 

l&E 

TUCKER, M 

6504160346* 

WASTE MGT 

8504170284* 

CONTRACT 

TROSKOSKI.W M 

65042504B2* 

60 334 Q 

TUCKER, M. 

6504100351* 

WASTE MGT 
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CATEGORY 

AUTHOR 

TUCKER.M 

830^180355* 

WASTE MGT 

VAN BRUNT.E E 

TUCKER, M 

8504180357* 

WASTE MGT 

VAN BRUNT.E E 

TUCKER.MK 

8504170482 

WASTE MGT 

VAN BRUNT.E E 

TUCKER, M K 

8504180110 

WASTE MGT 

VAN BRUNT.E E 

TUCKER, M K 

8504180112 

WASTE MGT 

VAN BRUNT.E E 

TUCKER, M K 

8504180314 

WASTE MGT 

VAN BRUNT.E E 

TULEY,C R. 

8504150129* 

50-295 

P 

VAN BRUNT.E E 

TUHK,S 

8504160267 

50-70 

G 

VAN BRUNT.E E 

TURK.S 

8504160267 

50-70 

G 

VAN BRUNT.E E 

TURK.S E. 

8504160118 

50-982 

G 

VAN BRUNT.E E 

TURK.S E 

8504250254 

60-302 

G 

VAN BRUNT.E E 

TURNER.CL 

8S04240045 

50-461 

J 

VAN BRUNT.ee 

TURNER, M E 

8504230067 

50-213 

S 

vanbrunt.ee 

TURNQUEST,L 

8504040450 

50-237 

S 

VAN BRUNT.E E 

TURNQUEST.L 

B5040S0012 

50-237 

s 

VAN BRUNT.ee 

TURNQUEST.U 

6504230065 

50-237 

s 

VAN BRUNT.E E 

UDY,A 

8503130353' 

50-336 

F 

VAN HOOMISSEN 

UDY.A C 

850110055B* 

50-298 

F 

VANDELJ 

UDY.AC 

8503040165* 

50-483 

F 

VANDENBEHG.D 

UDY,AC 

8503270570* 

50-354 

F 

vandewalle.o j 

UNRIG, R E 

8504090470 

50-335 

R 

VANDEWALLE.DJ 

UHRIG.R E 

8504090504 

50-335 

fl 

vandewalle.dj 

UHRIG.R E 

8504090508 

50-335 

R 

VANDEWALLE.DJ 

UHRIG.R E 

8504090517 

60-389 

H 

VANDEWALLE.DJ 

UHRIG.R E. 

8504100210 

50-250 

R 

VANDEWALLE.DJ, 

UHRIG.R E 

8504100398 

50 250 

R 

VANDEWALLE.O J 

UHRIG.R E. 

8504110554 

6504120386' 

50 335 

R 

VANOOORN.P K 

UHRIG.R E. 

SO 389 

R 

VANDOORN.P K. 

UHRIG.R E. 

8504150016* 

50 389 

R 

VANDOORN.P K 

UHRIG.R E 

8604150426* 

SO 389 

R 

VANDOORN.P K 

UUE,J 

8504040422* 

50-341 

Q 

VANDYNE.KW 

ULIEJ 

8504090289* 

50-341 

Q 

VANDYNE.KW 

ULIE.J 

8504290400* 

50*295 

Q 

VARELA.AA 

ULLRICHJ 

8504090499 

50-373 

S 

VARGA, S A 

ULLRICH.WT 

8504020456 

50 278 

s 

VARGA.S A. 

ULLRICH.WT, 

8504040456 

50 352 

s 

VARGA, S A. 

ULLRICH, WT, 

8504050109 

50 278 

s 

VARGAS A 

ULLRICH, WT 

8504110446 

50 352 

s 

VARGA,SA 

ULLRICH, WT. 

6504110706 

50 278 

s 

VARGAS A 

ULLRiCH.WT. 

8504110712 

50-352 

s 

VARGAS A 

ULLRICH.WT 

8504250021 

50-352 

s 

VARGA, S A 

ULLRICH.WT 

8504250104 

60 352 

s 

VARGA.S A 

ULLRICH.WT 

8504260316 

50-352 

s 

VARGAS A 

ULLRICH.WT 

8504300044 

60 278 

s 

VARGAS A. 

ULLRICH.WT 

8504300197 

50 352 

s 

VARGAS A 

ULLRICH.WT 

8504300272 

50 352 

s 

VARGA, S A 

UMBEUD 

8409200005 

50 259 

V 

VARGAS A 

UMBEL,D 

8504120004 

CONTRACT 


VAnGA.SA 

UMBEUD 

8504150579 

CONTRACT 


VARGA.S A 

UMBEL.D 

6504170549 

CONTRACT 


VARGA.S A 

UMBEL, D 

6504170554 

CONTRACT 


VARGA.S A 

UMBEL.D 

8504250097 

CONTRACT 


VARGA.S A. 

UWDEflKOFLEFI.J 

6504030285* 

60 305 

i 

VARGA.S A, 

UPHIGHT.C 

8504160410* 

50 390 

Q 

VARGA.S A 

UPRIGHT, C M 

8504150502 

50 416 

p 

VARGA.S A 

UPRIGHT.C M. 

8504150551* 

60-260 

Q 

VARGA.S. A. 

UPHIGHT.C M. 

8504150571* 

50-269 

Q 

VARGAS A 

UPRIGHT.C M 

8504160466* 

50-261 

Q 

VARGAS. A. 

VAN BRUNT.E E 

8504010036 

50 528 

H 

VARGA.S A 

VAN BRUNT.E E. 

8504010048 

60 528 

s 

VARGAS .A. 

VAN BRUNT.E E 

6504010050 

50 528 

J 

VAR GAS, A 

VAN BRUNT.E E 

8504010194 

50 528 

F 

VARGA.S A 

VAN BRUNT.E E 

8504020188 

50-528 

F 

VARGA.aA 

VAN BRUNT.E E 

8504040393 

50-528 

S 

VARGA.S A 

VAN BRUNT.E E 

8504040397 

50-528 

S 

VARGA.S A 

VAN BRUNT.E E 

8604040405 

60 528 

s 

VARGAS A 

VAN BRUNT.E E 

8504050189 

60 528 

p 

VARGAS A 

VAN BRUNT.E E 

8504050215 

60 528 

p 

VARGAS A. 

VAN BRUNT.E E 

8504050221 

50 529 

A 

VARGAS A 

VAN BRUNT.E E 

8504050259 

50 528 

P 

VARMA.A K, 

VAN BRUNT.E E. 

8504050263 

50-528 

P 

VARRJCCHIO.M. 

VAN 8flUNT.EE 

8504050266 

50-528 

H 

VASSALIO.OB 

VAN BRUNT.E E 

8504080079 

50-528 

J 

VASSALLO.O 0 

VAN BRUNT.E E 

6504080350 

50-528 

H 

VASSALLO.D B 

VAN BRUNT.E E 

8504100128 

50-528 

F 

VASSALLO.DB 

VAN BRUNT.E E 

6504100663 

50.528 

S 

VASSALLO.D B 

VAN BRUNT.EE, 

8504110161 

60 528 

S 

VASSALLO.DB 

VAN BRUNT.E E. 

8504110172 

50 528 

S 

VASSALLO,0 B 

VAN BRUNT.E E 

8504110496 

50 628 

S 

VASSALLO.O.B 

VAN BRUNT.E E. 

8504120150 

60-528 

F 

VASSALLO.O B 

VAN BRUNT.E.E 

8504150133* 

60-528 

R 

VASSALLO.D 8 

VAN BRUNT.be, 

8504150314 

60-528 

P 

VASSALLO.DB. 

VAN BRUNT.E B 

8504160316 

50 528 

P 

VASSALLO.DB. 

VAN BRUNT.E E, 

8504160069 

60*528 

P 

VASSALLO.DB. 

VAN BRUNT.E E, 

8504160396 

60 528 

P 

VASSALLO.D B 

VAN BflUNLe,E 

8504170391 

60-528 

F 

VASSALLO.O B 

VAN BRUNT.BE 

8504170409 

50-528 

P 

VASSALLO.D 0 

VAN BRUNT.E E 

8504170422 

60-528 

F 

VASSALLO.D, 8 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 
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NUMBER 

SUBJECT 

CATEGORY 

8504170427 

SO 528 

F 

VASSALLO.D B 

8504120220* 

50-445 

A 

6504180212 

50-520 

P 

VASSALLO.D B 

8504120402 

50-264 

Q 

6504180499 

SO 528 

Q 

VASSALLO.D B 

8504150733 

50-298 

F 

6504190503 

50-620 

S 

VASSALLO.D B 

0504160117 

50-324 

F 

6504190595 

50-528 

S 

VASSALLO.D B 

8504160634* 

60-220 

P 

8604220212 

50 528 

R 

VASSALLO.D B 

8604160637* 

50 271 

P 

8504230453 

50 528 

P 

VASSALLO.D B 

0504170018* 

60 220 

P 

8504230517 

50 528 

S 

VASSALLO.D B 

8504240152 

60 324 

P 

0504240639 

50 528 

s 

VASSALLO.D B 

0504250037* 

50-259 

P 

8504240658 

50 528 

s 

VASSALLO.D B 

8504250050* 

50-293 

P 

0504250274 

50 528 

V 

VASSALLO.D B 

8504250181 

50-293 

F 

8504250459 

50 528 

F 

VASSALLO.D B 

8504290243 

60-333 

P 

8504290337 

50 528 

P 

VASSALLO.D B 

8504300531* 

50-331 

P 

8504290361 

60-520 

P 

VASSALLO.D 0 

8504300540* 

50-331 

P 

8504290419 

50-528 

F 

VASSALLO.D 0 

8504300639 

50-324 

P 

B504300222 

60-528 

P 

VAUGHAN, C M 

8504180013 

70-1113 


B504230606 

0009030050* 

71-9001 

60 461 

S 

VAUQHAN.C M 
VELASQUEZ, J R 

8504260466 

8504030258 

70-1113 

40 8728 


8504230382 

50 255 

R 

VELASQUEZ, J R 

8504040039 

40 8728 


8504010100 

50-155 

P 

VELASQUEZ.J R 

8504040151 

40 8728 


8504030083 

50 155 

F 

VELASQUEZ.J R 

8504040526 

40 8728 


8504030226 

50255 

P 

VELASQUEZ.J R 

8504080088 

40 6726 


0504120174 

50 255 

Q 

VENCI.R.J 

8504040133 

71-9096 


8504150226 

50-255 

Q 

VER STEEO.C J 

8504 100420* 

FOIA 


8504170019 

60 155 

Q 

VERHAGEN.FC 

8504040338* 

40 2061 


8504250146 

60-255 

F 

VERRHLLI.DM 

0504040190 

50-324 

0 

8504150256* 

50 413 

Q 

VERRELLI.D M 

8504 120201 

50-390 

Q 

8504150812* 

50 413 

Q 

VERRELU.D M 

8504120243 

60-395 

Q 

0504160284* 

50 413 

Q 

VERRELU.O M 

8504120399 

50-324 

V 

0504160334* 

60 413 

Q 

VERRELU.D M 

8504120454 

50-324 

Q 

0504150649* 

50 391 

Q 

VERRELLI.D M 

8504150025 

50-390 

Q 

8504150693* 

50-390 

Q 

VERRELU.D M 

8504160032 

50-348 

Q 

8504230249* 

50 245 

Q 

VERRELLI.D M 

8504150066 

50-438 

Q 

8412170540 

50 316 

P 

VERRELLI.D M 

8504150488 

50-348 

F 

6504020039 

50 261 

P 

VERRELLI.D M 

8504150514 

60-324 

Q 

6504020168 

50 334 

P 

VERRELU.D M 

8504150530 

60-395 

Q 

6504020326* 

50 295 

P 

VERRELU.D M 

8504150640 

50-391 

Q 

6504020396 

50 247 

P 

VERRELU.D M 

8504150661 

60-261 

Q 

650402039B 

50 261 

P 

VERRELLI.D M 

6504150686 

50 390 

Q 

6504020403 

50 280 

P 

VERRELLI.D M 

6504150686 

60-395 

F 

6504020418 

50 261 

P 

VERRELU.D M 

8504150097 

60 395 

Q 

6504030287* 

50 261 

P 

VERRELLI.D M 

8504150706 

50-364 

Q 

6504030417 

60 247 

P 

VERRELLI.D M 

8504150727 

60-259 

F 

8504030432 

60 334 

P 

VERRELLI.D M 

8504160066 

50 259 

Q 

6504030486 

50 281 

P 

VERRELLI.D M 

8504160107 

60 390 

Q 

8504040290 

50 281 

F 

VERRELLI.D M 

8504160130 

60-390 

0 

6504100132 

50 348 

P 

VERRELLI.D M 

8504160132 

50 395 

Q 

8604150401* 

50 305 

P 

VERRELU.D M. 

8504160174 

60 348 

Q 

8504150618* 

50 31S 

P 

VERRELLI.D M 

8504160102 

50 327 

Q 

6504160479 

50 295 

P 

VERRELLI.D M 

8504160222 

50-348 

Q 

8504170090* 

50 266 

P 

VERRELLI.D M 

8504160228 

60 259 

Q 

6504170388* 

50-247 

P 

VERRELU.D M 

8504160237 

50 324 

0 

8504170559 

50-306 

F 

VERRELU.D M. 

0504160293 

50 395 

0 

8504170564 

50'261 

P 

VERRELU.D M 

8504160359 

50 261 

Q 

8504170644 

50-280 

P 

VERRELU.D M 

6504160376 

50 438 

Q 

8604180041* 

50-316 

P 

VERRELLI.D M 

8504160406 

50-390 

Q 

0504 160531* 

60*286 

P 

VERRELU.D M 

8604160416 

50-390 

Q 

0504180535* 

50-316 

P 

VERRELLI.D M 

0504160426 

50-390 

Q 

6504160309* 

50-286 

P 

VERRELLI.D M 

8504160441 

50-400 

Q 

8504190629 

50-315 

P 

VERRELU.D M 

8504160450 

50-390 

Q 

6504220115 

50-316 

P 

VERRELLI.D M 

8504160462 

60-261 

Q 

0504220303 

50-280 

P 

VERRELLI.D M 

8504160460 

50-400 

F 

8504220411 

50-261 

P 

VERRELLI.D M 

8604160470 

60-364 

Q 

8504220418 

50-261 

P 

VERRELLI.D M 

0504160477 

60-400 

Q 

8504290246* 

50-333 

P 

VERRELLI.D M 

8504160503* 

60 400 

Q 

8SO420O496 

50-272 

F 

VERRELLI.D M 

6504160559 

50-261 

Q 

8504300027* 

50-272 

P 

VERRELLI.D M 

8504160587 

50-340 

Q 

8504300214 

50-260 

P 

VERRELLI.D M 

0504170023 

60-348 

Q 

8504300234 

50-250 

P 

VERRELLI.D M. 

8504170032 

50-327 

Q 

8504260160 

NUREG 


VERRELLI.D M 

8504180066 

50-390 

Q 

8504110371 

50-483 

H 

VERRELLI.D M. 

8504190410 

50 390 

Q 

0504030197* 

50-331 

P 

VIAS.S J 

VIAS.S J 

8504170062* 

60-416 

Q 

0504030239* 

50-331 

P 

8504170577* 

50 424 

Q 

8504030329 

60-281 

P 

VIEHL,WA 

8604100150 

PRM 


6504030434 

50-333 

P 

VIETH.D L 

8504170392 

WASTE MGT 

8004030445 

50-293 

P 

VIETH.D L, 

0504170407 

WASTE MGT 

8504030449* 

50-293 

P 

VIETH.D L 

8504300100 

WASTE MGT 

8504030452 

50-298 

F 

VlETTi.AL. 

8504250382 

60 445 

A 

8504050104 

50-293 

F 

VIETT).A.L. 

8504250436 

60-445 

A 

8504100605 

50-324 

P 

VIGIL.LJ 

8504230102 

STATE PRO G 

8504100609 

50-324 

P 

VILLA.R 

8504180441 

lOPFEP 


8504100704 

50-298 

P 

VINCELETTE.M.D 

8504150665 

40-1162 


8504100710 

50-333 

P 

VINNOLA.A. 

BB04220165* 

50-315 

Q 

8504110027 

50-271 

F 

VJSSINQ.Q 6 

8504030405 

60-313 

P 

8504110224 

50-293 

P 

VISSING.G S 

8504110433 

50-368 

P 

8504110626 

50-298 

F 

VJSSINQ.G S 

8504120009 

50-368 

P 

8504110638 

50-293 

F 

VITO,DJ 

8504160227* 

60-278 

Q 

8504110648 

50-259 

P 

VOGLER.B.H 

8504240354 

60-361 

G 
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AUTHOR 

ACCESSION 
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AUTHOR 

ACCESSION 
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AUTHOR 

ACCESSION 
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NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

VOGLER,B H 

85042Q0379 

50 361 

G 

WALLACE,? R 

3504190609 

50-328 

S 

WEISS.E R 

0504020292 

50-289 

G 

VOGT,D K 

8504090436 

WASTE RES 

WALLACE.? R 

850430D650 

50 327 

S 

WEISS, E R 

8504090091 

50-289 

G 

VOJGT.H H 

85040Q016B 

50-546 

G 

wallos.h e 

8504240177* 

50 437 

A 

WEISS.ER 

8504090249 

50-289 

G 

VOIGT.H H 

8504080158 

50-546 

G 

WALLS. H A 

8504230393 

60-602 

1 

WEISS.E R 

8504090249 

50-289 

G 

VOIGT.H H 

8504080158 

50-546 

G 

WALSH, L 

8504040214* 

50-443 

F 

WEISS.E R 

8504160150 

50-209 

G 

VOIGT.H H 

6504080200 

50-546 

G 

WALTON, G A 

8504150126* 

50-322 

A 

WELCH. J 

6504160047 

50-237 

S 

VOIGT.H H 

8504080208 

60 546 

G 

WALTON. G A 

8504160336* 

50-412 

0 

WELCH, J 

0504220442 

50-237 

S 

VO! LAND, E E 

8504160264 

PRM 


WARD.D 

8503250263 

PR 


WELCH. J F 

8504030213 

50-18 

1 

VOIT.R E 

8504300573 

WASTE WGT 

WARD, DA 

8504260005 

ACRS 


WELLS.LA 

8504180344 

71-6574 


WADE,W 0 

8504250464* 

50 275 

Q 

WARD. DA 

B504260025 

ACRS 


WELSHANS.M T 

8504150568* 

50-463 

A 

WADE, WO 

8504250469* 

50-275 

Q 

WARD.D A 

8504260032 

ACHS 


WENSLAWSKI.F A 

8504110037 

50-344 

0 

WADE, WO 

0504250474* 

50-275 

Q 

WARD.D A 

BS0426Q038 

ACRS 


WENSLAWSKI.F A 

8504160609 

50-312 

0 

WADEWirZ.G 

0504150009* 

50-390 

R 

WARD, DA 

8504260042 

ACRS 


WENSLAWSKI.F A 

8504220029 

50-276 

0 

WADEWirZ,G 

8504150011* 

50 390 

R 

WARD.K 0 

8503220396* 

50 454 

Q 

WENSLAWSKI.F A 

8504250549 

50-344 

Q 

WAGNER.D 

8504240106 

50-354 

A 

WAREMQOURG.DW 

8504010108 

50 267 

F 

WENSLAWSKI.F A 

8504260150 

50-275 

0 

WAGNER, D 

6504290226 

50-387 

S 

WAREMBOURG.DW 

8504010131 

50 267 

P 

WENSLAWSKI.F A 

8504290485 

50-394 

Q 

WAGNER.D H 

8504050103 

50-354 

A 

WAREM0OURG.DW 

0504020147 

60 267 

P 

WENZINGER.E C 

0504020272 

SO 54 

Q 

WAGNER.D H 

8504260466 

50 354 

A 

WAREWBOURG.DW 

8504080460 

SO 267 

P 

WENZiNGEfl.EC 

6504040274 

50 29 

Q 

WAGNER, M E 

8504010001 

50 289 

G 

WAREMBOURG.DW 

8504060586 

50 267 

P 

WENZINGER.E C 

6504040318 

50 245 

Q 

WAGNER, M E 

8504010047 

50 289 

G 

WARHOL.W N 

8504300012 

40 8794 


WENZINGER.EC 

B5040Q0249 

50 309 

Q 

WAGNER, ME 

8504100421 

50 280 

G 

WARNER.J W 

8503070879* 

50 280 

H 

WENZINGER.E C 

8504160315 

60 412 

Q 

WAGNER.ME 

0504170753 

50 269 

G 

WARNEaJ W 

8503070680* 

50 200 

H 

WENZINGER.E C 

8504190350 

50-271 

Q 

WAGNER.P 

0504160103* 

50 259 

Q 

WARNICK.R, 

8504120052 

50 331 

S 

WENZINGER.E C 

8504190421 

50-20 

Q 

WAGNER.P C 

6504190587 

50 267 

V 

WAR NICK, R, 

8504180481 

50 454 

S 

WENZINGER.E C 

8504190422 

50-336 

O 

WAGNER.W J 

6504110118* 

50 344 

Q 

WARNJCK,aF 

8504010155 

50 456 

Q 

WENZINGER.E C 

8504230046 

50 309 

Q 

WAGNER, WJ 

8504250546* 

50-529 

Q 

WARNICK.R,F 

8504010187 

60-155 

0 

WENZINGER.EC 

8504250476 

50 334 

O 

WAITE, n S 

8504110062* 

50-397 

Q 

WARNJCK.R.F 

0504010197 

60-456 

Q 

WENZINGER.EC 

D5O420O1O2 

50 293 

O 

WAKEFIELD.D 

8504250121 

MISC 


WARNfCK.R,F 

8504060357 

60-331 

Q 

WERNER.C L 

6504100353* 

50315 

F 

WALKER, J B 

0504060569 

50-269 

S 

WAR NICK, R,F 

8504080359* 

60-331 

Q 

WERNER.R P 

6504110664 

50 423 

S 

WALKER, J B 

8504930310 

50-296 

S 

WARNiCK.R.F 

8504060372 

50 461 

Q 

WERNER.R P 

8504110664 

50-423 

S 

WALKER, n D 

0503950394 

50 269 

F 

WARNICK.R.F 

8504080520 

50 483 

Q 

WERNER.R P 

8504110675 

60-423 

S 

WALKER.R D 

0504010173 

50 327 

Q 

WARNlCK,n,F 

8504180029 

60 461 

Q 

WERNER.R P 

8504110675 

50 423 

S 

WALKER, R D 

6504010190 

50 280 

F 

WARNICK.R.F 

8504180393 

60 456 

Q 

WEST.D 

8504110458 

50 335 

S 

WALKER.R D 

8504040216 

50 327 

0 

WARNICK.R.F 

8504180493 

SO 456 

0 

WEST.D 

8504170446 

50 335 

S 

WALKER.R D 

0504080100 

50 259 

F 

WARNICK.R.F 

8504230073 

50 155 

Q 

WESTAFER.G R 

8504020450 

50 302 

S 

WALKER.R D 

8504000236 

50-261 

F 

WARNICK.R.F 

8504230127 

50-341 

0 

WESTAFER.G R 

6504030091 

50-302 

s 

WALKER.R D 

0504110013 

50-327 

F 

WARNICK.R.F 

6504230128 

50-456 

Q 

WESTAFER.G R 

6504090502 

50 302 

R 

WALKER.R D 

0504110154 

50-346 

F 

WARNICK.R F 

8504 2301 29* 

50-341 

0 

WESTAFER.G R 

8504100178 

50 302 

P 

WALKER.R D 

0504110227 

50-261 

Q 

WARNICK.R.F 

8504230130* 

50-456 

Q 

WESTAFER.G R 

8604100200 

50 302 

P 

WALKER.R D 

0504120059 

50 346 

Q 

WARNICK.R F 

8504250451 

60-483 

Q 

WESTAFER.G fl 

0504100245 

50 302 

P 

WALKER.R D 

B504120415 

50 424 

Q 

WARNICK.R F 

6504290286 

50-454 

Q 

WESTAFER.G R 

©504100260 

50-302 

R 

WALKER.R D 

8504150001 

50 390 

A 

WARNCCK.R F 

8504290292* 

50-454 

Q 

WESTAFER.G R 

©504100304 

50 302 

R 

WALKER.R D 

8504150097 

50 302 

P 

WARNICK.R F 

0504290402 

50 461 

Q 

WESTAFER.G R 

©504120463 

50-302 

Q 

WALKER.R D 

8504150098 

50-250 

F 

WARNICK.R F 

8504290408 

50 461 

0 

WESTAFER.G R 

6504150227 

50-302 

P 

WALKER.R D 

0504150223 

50-413 

Q 

WARNICK.R F. 

8504290410* 

50 461 

Q 

WESTAFER.G R 

8504150315 

50-302 

F 

WALKER.R D 

6504150549 

50 269 

Q 

WARNICK.R F 

8504300185 

50 440 

Q 

WESTAFER.G R 

8504160039 

50-302 

R 

WALKER.R D 

8504160555 

60 250 

Q 

WARNICK.R F 

B504300458 

50-341 

Q 

WESTAFER.G R 

©504180630 

50-302 

R 

WALKER.R D 

0504150570* 

50 250 

Q 

WARNICK.R F. 

0504300461* 

50-341 

0 

WESTAFER.G R 

8504190339 

50-302 

F 

WALKER.R D 

0504150576 

50 413 

Q 

WARREN, R P 

8504150354* 

50 320 

P 

WESTBERG.HA 

0504230449* 

50-440 

O 

WALKER.R 0 

8504150570 

50-261 

Q 

WARR1NER.G H 

8504100569 

50 261 

R 

WESTER, W J 

©50416009© 

NUREG 


WALKER.R D 

0504150591 

50 63 

Q 

WARSING.DS 

6504250185 

l&E 


WETTERHAHN.MJ 

6504030030 

70-2946 


WALKER.R D 

0504150626 

50-280 

0 

WASSERMAN,A D 

8504120420 

50 362 

G 

WETTERHAHN.MJ 

8504030030 

70-2948 


WALKER.R D 

6504150660 

50 260 

P 

WASSERMAN.A D 

8504120420 

50 362 

G 

WETTERHAHN.MJ 

6504160418 

50-352 

P 

WALKER.R D 

8504150670 

50 321 

Q 

WASTAQ.M. 

8504050372 

NUREG 


WETTERHAHN.MJ 

850429050? 

50-352 

G 

WALKER.R D 

8504150604 

60 280 

F 

WASTLER.S L 

8504040306 

40 8714 


WETTERHAHN.MJ 

&50429050? 

50-352 

G 

WALKER.R D 

8504150707 

60-416 

P 

WASTLER.S L 

8504040312 

40 8697 


WETTERHAHN.MJ 

©504300453 

50-410 

A 

WALKER.R D 

0504150714 

50-338 

Q 

WASTLER.S L 

8504110398 

40 8745 


WEYERMAN.DH 

©504230602 

40-8760 


WALKER.R D 

8504150715 

60-269 

P 

WASTLER.S.L 

85041 1071B 

40 8728 


WEYRAUCH.A W 

6504190104* 

FOIA 


WALKER.R D 

0504150725 

50-348 

P 

WASTLER.S L 

8504150124 

40 8745 


WEYRAUCH,A W 

8504190242* 

FOIA 


WALKER.R D 

8504160735 

50-416 

F 

WASTLER.S L 

8504150500 

40 8786 


WHATLEY.S K 

8504080262 

WASTE RES 

WALKER.R D 

8504160066 

50-324 

Q 

WATFORD.? S 

8504050324 

50 374 

S 

WHATLEY .S K 

8504090421 

WASTE RES 

WALKER.R D 

8604160074 

50-305 

P 

WATSON.L 

8504010180* 

50-327 

Q 

WHATLEY.S K 

8504090430 

WASTE RES 

WALKER.R D 

0504160084* 

60-324 

O 

WATSON.LJ 

8504160215* 

50-327 

Q 

WHATLEY.S K 

0504100019 

WASTE RES 

WALKER.R D 

0504160096 

60-261 

0 

WATSON, LJ 

8504170037* 

50 327 

Q 

WHEELER. J T 

8504040097* 

CONTRACT 


WALKER.R D 

0504160106 

50-321 

P 

WATSON, R A 

8504260086 

50 400 

F 

WHEELER.J T 

8504040106* 

CONTRACT 


WALKER.R D 

8504160122 

50-395 

F 

WEADOCK.AA 

8504920270* 

60 210 

Q 

WHEELER.J T 

8504240254* 

CONTRACT 


WALKER.R D 

8504160145 

50-328 

Q 

WEADOCK.AA 

8504160266* 

SO 166 

Q 

WHEELER.J T 

8504240519* 

CONTRACT 


WALKER.R D 

0504160165 

50-261 

P 

WEADOCK.A A 

8504190452* 

SO 184 

Q 

WHEELER.J T 

B504240533* 

CONTRACT 


WALKER.R D 

8504160191 

60-327 

Q 

WE8STER,CS 

8504170679 

NUREG 


WHEELER.J T 

8504240643* 

CONTRACT 


WALKER.R D 

0504160201 

50-250 

P 

WECHSELBERGER 

8504160236* 

50 219 

Q 

WHEELER.J T 

6504240653* 

CONTRACT 


WALKER.R D 

8504160364 

50-390 

Q 

WEDOINGTON.R E 

8504160478* 

70 143 


WHEELER, i L 

8504150067* 

SO 443 

A 

WALKER R D 

8504160434 

50-416 

Q 

WEEKS.E D 

8604180604 

50133 

R 

WHEELER, R,M 

8504190469* 

50410 

0 

walkerIr D 

0504160545 

50-261 

Q 

WEHNER.L 

8504230042 

50 454 

S 

WHEELOCKJT 

0504220127* 

FOIA 


WALKER.R D 

8504160570 

50-400 

Q 

WEIGAND. J G 

8504150050 

50 458 

Q 

WHIPPLE.S 

8504 180614 

50 29 

R 

WALKER.R D 

8504170001 

50 369 

Q 

WEISE.S P. 

8604120208* 

50 390 

Q 

WHITACRE.G 

8503080150 

MISC 


WALKER.R D 

8504170069 

60 269 

Q 

WEfSE,S P. 

8504150407* 

50 327 

0 

WHITCOMB.H C 

8504110245* 

60 261 

Q 

WALKER.R D, 

8504170105 

SO 321 

Q 

WBSE.S P 

8504160215* 

50-327 

Q 

WHITCOMB.H C 

8504160555* 

50-261 

O 

WALKER.R D 

8504170124* 

50-321 

Q 

WEISE.SP 

8504160393* 

50 436 

Q 

WHITE.J R 

8504040434* 

50-20 

Q 

walkerIr 0. 

8504170152 

50 280 

Q 

WEISE.S P 

8504170037* 

50-327 

O 

WHITE. J R. 

8504080193* 

50 272 

Q 

WALKER.R D 

8504170183 

50-327 

Q 

WEISS.D 

85O493Q510 

40 8786 


WHITEiJ.W 

6504170576* 

CONTRACT 

WALKER.R D 

0504170356* 

50-269 

Q 

WEISS.O 

8504240252 

4 0 2259 


WHITE, M 

8504300038 

WASTE MQT 

WALKER^R D 

8504170570 

50 424 

Q 

WEISS.O 

8504240499 

40 1162 


WH1TEHEAD,CW 

©504220257* 

50-440 

Q 

WALKER^R D 

0504230432 

50 335 

F 

WEISS.D, 

8504260471 

40-6622 


WHITENER.H L 

©504160231* 

50-346 

Q 

walkerIr F 

8504110376 

50 267 

Q 

WEISS.D 

8504300040* 

70 27 


WHITENER.KW 

8504160693* 

50-390 

Q 

WALKER, R 0 

8504160036 

50 390 

0 

WEISS.ER 

8504010042 

50 289 

G 

WHITT ED.D 

8504250232 

50-440 

T 

WALLACE,P R 

0504100726 

50-327 

R 

WEISS.EH 

8504010042 

50 289 

G 

WHITTIER.G D 

©5 040201 ©5 

50-309 

P 

wallace’p R 

0504170429 

60 327 

S 

WEISS.ER 

8504020271 

50 289 

G 

WHITTIER.Q 0 

©504080096* 

50-300 

Q 

Wallace!? r 

0504160101 

50-327 

R 

WEISS.ER 

8504020292 

60-289 

G 

WHITTIER.G D 

8504100130 

50-309 

P 



402 PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMRER 

WHITTIER.G D 

8504120001 

WHITT) ER,G D 

8504170309 

WHITTIER.G D 

8504180272 

WHITTIER.G D 

8504190159 

WHITTIER.G D 

8504190456 

WHITT) ER.G D 

8504220228 

WHITT) ER.G D 

8504230376 

WHITTIER.GO 

B50423040S 

WICK E A. 

8504030512 

WICK.E A 

8504170882 

WICK.E A 

8504180171 

WICKS F 

8504180048 

WICKS, F 

8504190688 

WIED6WAN.D 

8504230411 

WIEDEMAN.D 

8504250129 

WIESEMANN.RA 

8504010199* 

WlESEMANN.fl A, 

8504030283* 

WIESEMANN.R A 

8504050274* 

WIESEMANN.RA 

8504100347* 

WIESEMANN.R A 

8504150123* 

WIESEMANN.R A 

8504150425* 

WIESEMANN.R A, 

8504160397* 

WIESEMANN.RA 

8504190408* 

WIESEMANN.fl A. 

8504220246* 

WIESEMANN.RA 

8504240379* 

WIESEMANN.RA 

8504290277* 

WIGGINS, E 

B504030187* 

WIGGINS, E 

6504040157* 

WIGQINS,E 

8504080078* 

WIQGINS.E 

6504100672* 

WIGGINS, E 

8504100700* 

WIGGINS, E 

8504110597* 

WIGGINS, E 

8504110606* 

WIGGINS, E 

8504120372* 

WIGGINS, E 

6504120396* 

WIQGINS.E 

6504170269* 

WIQGINS,£ 

8504170599* 

WIGGINS.E 

8504240284* 

WIGGINS.E 

8504260227* 

WIQGINS.E 

8504290123* 

WIGGINS.E 

8504200138* 

8504300645' 

WIGGINS.E. 

WIQGINS.JT 

6504020316* 

WIGGINTON.D.l 

8504090471 

WIGGINTON.DL 

8504090475 

WIGG INTON, OL 

8504150611 

WiGGINTON.O L 

6504180035 

WIGGINTON.O L 

8504180533 

WiGGINTON.DL 

8504220398 

WILCOX. JR 

8504260221 * 

WILCZYNSKI.O 

8504300020 

WILKINSON.E.P 

8202170069* 

WILKINSON.EP 

8301250682* 

WILKINSON.EP 

830422063B* 

WILKINSON.E P 

8312090105* 

WILKIN SON.E P 

8504190087* 

WILKINSON.E P 

8504190097* 

WILKINSON.EP 

8504190188* 

WILKINSON.EP 

6504190209* 

WILKINSON.EP 

8504190256* 

WILKINSON.EP 

8504190271* 

WILKINSON.EP 

8504190202* 

WILKINSON.EP. 

8504190292* 

WILKINSON.EP 

0504190298* 

WILKINSON.EP 

8504190300* 

WILKINSON.EP 

8504190303* 

WILKINSON.EP 

8504190318* 

WILKINSON.EP 

8504190398* 

WILKINSON.E P 

8504220011* 

WILKINSON.EP 

6504220019’ 

WILKINSON.EP 

8504220026* 

WILKINSON.EP 

8504220030* 

WILKINSON.E P. 

0504220037* 

WILKINSON.EP 

8504220097* 

WILKINSON.EP 

8504220101* 

WILKINSON.EP 

6504220106* 

WILKINSON.E P. 

8504220110* 

WILKINSON.EP 

8504220134* 

WILKINSON.EP 

8604220139* 

WILKINSON.EP. 

8504220141* 

WILKINSON.E P 

8504220147* 

WILKINSON.EP 

8504220166* 

WILKINSON.EP. 

8504220177* 

WJLKINSON.E P 

8504220197* 

WILKINSON.EP 

8604230354* 

WILKINSON.E P 

6504290031* 

WILUAWS.CC 

8504090108* 

WILLIAMS.CC 

8504230046* 


SUBJECT AUTHOR 


CATEGORY 


50-309 R 

WILUAMS.F a 

60-309 P 

WILLIAMS.F.a 

50-309 R 

WILLIAMS.F.a 

50 309 S 

WILLIAMS.F a 

50 309 Q 

WILLIAMS.F a 

50 309 P 

WILLIAMS.FC 

50 309 P 

WILLIAMS.F C 

50-309 1 

WJLLIAMS.H L. 

MISC 

WILUAMSJ.C 

WASTE RES 

W1LUAMS.J P 

WASTE RES 

WILLIAMS, JW. 

60-225 R 

WILUAMS.JW 

50 225 R 

WILUAMS.J W. 

l&E 

WILLIAMS.J W 

l&E 

WIILIAMS.J.W 

TOPREP 

WIL LIAMS. J W 

50 412 E 

WILLIAMS, J.W. 

60 286 P 

WILLIAMS.J W 

50 315 F 

WIL LIAMS. J.W 

50-295 P 

WILUAMS.JW. 

TOPREP 

WILUAMS.JW. 

TOPREP 

WILLIAMS, JW- 

TOPREP 

WILUAMS.JW- 

50-424 E 

WILtrAMSJ.W- 

50 266 P 

WILLIAMS.J W 

50 395 P 

WILLIAMS,JW 

CONTRACT 

WILLIAMS.J W. 

CONTRACT 

WILLIAMS.J.W. 

CONTRACT 

WILUAMS.J.W 

CONTRACT 

WILLIAMS.J.W. 

CONTRACT 

WfLLIAMS,JW. 

CONTRACT 

WILLIAMS, JW. 

CONTRACT 

WILLIAMS.J W 

CONTRACT 

WILLIAMS.J.W, 

CONTRACT 

WILUAMS.JW 

CONTRACT 

WILUAMS.JW- 

CONTRACT 

WILLIAMS.J W. 

CONTRACT 

WILLIAMS, JW. 

CONTRACT 

WILUAMS,JW 

CONTRACT 

WILUAMS.JW 

CONTRACT 

WILLIAMS, JW 

CONTRACT 

W1LLIAMS,JW 

50-352 Q 

WJLLIAMS.JW 

50 315 P 

WILLIAMS, J.W. 

60-315 P 

WILLIAMS,JW 

60 316 P 

WILLIAMS, M E. 

60 316 P 

WILLIAMS, M G- 

SO 318 P 

WILLIAMS, M.6- 

50 155 H 

WILLIAMS, M.G. 

50 389 P 

WILLIAMS, M G. 

50-346 S 

WILLIAMS, M G. 

FOIA 

WILLIAMS.N C 

FOIA 

WIILIAMS.N.C. 

FOfA 

WIILIAMS.N C 

FOIA 

WILLIAMS.N.H. 

FOIA 

WILLIAMS.R E, 

FOIA 

WILLIAMS, R E 

FOIA 

WILUAMS.R.E. 

FOIA 

WILLIAMS.R E. 

FOIA 

WILLIAMS, n.e 

FOIA 

WILUAMS.R E 

FOIA 

WILLIAM S.R E. 

FOfA 

WILLIAMS.R E 

FOIA 

WILLIAMS, R.M. 

FOIA 

WILLIAMS.R M 

FOIA 

WILLIAMSEN.N.R. 

FOIA 

WILUAMSON.J-P 

FOIA 

WILLSEY.W.B. 

FOIA 

WILSON.e.A 

FOIA 

WILSON.8.A. 

FOfA 

WILSON, B A. 

FOIA 

WILSON.B.D. 

FOIA 

W(LSON.J 

FOIA 

WILSON.J.N, 

FOIA 

WILSON.MJ 

FOIA 

WILSON.n.F. 

FOIA 

WILSON.R.F 

FOIA 

WILSON, fl.F 

FOIA 

WINDT.W.E. 

FOfA 

WINTER.G 

FOIA 

WINTER.G. 

FOIA 

WINTER.G. 

FOIA 

WISE.R 

FOIA 

WISEMAN, GR, 

FOIA 

WISENBURG.M.R* 

FOIA 

WISENBURG.M,R. 

50 341 0 

WISENBURG.M.R 

50 456 Q 

WISENBURG.M.R. 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

0504050227 

50 320 

G 

wisenburg.m r 

6504160414 

50-490 

A 

0504050227 

50 329 

G 

WISENBURG.M R 

8504190177 

50-498 

F 

0504050245 

50-329 

G 

WISENBURG.M R, 

8504190322 

50-498 

A 

0504050246 

50-329 

G 

WISENBURG.M R, 

0504190410 

50-498 

R 

0504050246 

50-329 

G 

WISENBURG.M R, 

850422006B 

50-498 

A 

0504230560 

50 329 

G 

WISENBURG.M R, 

8504220084 

50-498 

A 

0504230593 

$0-329 

Q 

WISENBURG.M R, 

B604220359* 

50-3 

P 

0504160516* 

60-412 

1 

WISENBURG.M R 

8504290417 

50 498 

F 

0504230560 

60 329 

G 

WISENBURG.M H, 

8504290440 

50-498 

F 

0504160517* 

50 412 

1 

WISENBURG.M R 

8504300314 

50-498 

A 

8504020296 

50 260 

P 

WISSINK.R G 

8504100497 

REGGD 


0504040402 

60 250 

S 

WISSINK,R G 

8504170339 

RE6GD 


0504060371 

50-335 

P 

WITHEE.CJ 

8504240893 

NUREG 


6504080577 

50-251 

S 

WITHERS.B D 

8504030164 

50-344 

P 

0504000009 

50 250 

F 

WITHERS.B D 

8504030303 

50 344 

S 

0504090097 

50-335 

Q 

WITHERS.B D 

8504050196 

50-344 

P 

0504090191 

50 335 

P 

WITHERS.B D 

8504080461 

50 344 

P 

05O4O9O45S 

50 250 

R 

WITHERS.B D 

8504090176 

50-344 

P 

0504000501 

60 335 

R 

WITHERS.B D 

8504090179* 

60-344 

P 

0504100287 

50 335 

R 

WITHERS.B D 

8504150112 

50 344 

F 

6S04 100365 

50 335 

R 

WITHERS.B D 

8504150128* 

60-344 

S 

8504100720 

50 250 

R 

WITHERS.B D 

6504160412 

50-344 

F 

8504110313 

50-336 

F 

WITHERS.B D 

8504160417* 

50-344 

F 

8504110560 

50 250 

R 

WITHERS.B D 

6504220109 

50-344 

R 

6504120254 

50-335 

F 

WITHERS.B D 

8504220230* 

60-344 

F 

8504120266 

50-335 

P 

WITHERS.B D 

8504230267 

60-344 

Q 

6504150365 

60 309 

P 

WITHERS.B D 

8504230299 

50-344 

Q 

6504150367 

50-369 

K 

WITHERS.B 0 

0504230404 

50-344 

P 

6504150558* 

50-260 

Q 

WITHERS.B 0 

6504250339 

50-344 

P 

6504160054 

50 335 

S 

WITHERS.B D 

8504260341* 

50 344 

P 

8504160164* 

50 250 

Q 

WITTENBURG.KC 

8504010226 

50-373 

S 

8504170206 

SO 389 

P 

WITTENBURG.K C 

8504110147 

60 374 

S 

8504170446 

60 335 

S 

WODEK.D J. 

8504030230 

40 6714 


8504160607 

50 250 

R 

WODEK.DJ 

8504030471 

40 0714 


6504190305 

50-250 

P 

WOHLD.P fl 

8504080474* 

50 254 

Q 

8504190300 

60-335 

F 

WOHLD.PR 

8504230435* 

50 348 

Q 

0504190441 

50-250 

Q 

WOHLD.P R. 

8504240510* 

50-346 

P 

6504230302 

50-250 

S 

WOJNAS.EJ 

8504050325* 

50-352 

Q 

6504230332 

50-389 

P 

WOJTULEWICZ.T 

8504020430 

60 237 

S 

6504230396 

50-250 

F 

WOJTULEWICZ.T 

8504050358 

50-249 

S 

6504230446 

50-335 

P 

WOJTULEWICZ.T 

6504160034 

50-237 

S 

6504240090 

50-250 

S 

W0JTULEWIC2,T 

6504220076 

50-249 

S 

650 4240224 

50 250 

P 

WOIF.J J 

8504170234 

NUREG 


6604260216 

50 360 

P 

WOLFE.SJ 

8504120346 

60-289 

G 

6504290368 

50 250 

F 

WOLFF.C E 

8504030018 

40-8602 


8504030247* 

50 293 

Q 

WOLLETT.S 

6504020365 

CONTRACT 

8504190574 

50 462 

S 

WOLLETT.S 

8504100629 

CONTRACT 

8504220273 

SO 482 

S 

WOLLETT.S. 

8504170569 

CONTRACT 


8504220368 

50 482 

S 

WOLLETT.S 

6504240062 

60-352 

P 

6504250444 

SO 462 

S 

WOLLETT.S 

8504240494 

CONTRACT 


8504250488 

SO 482 

S 

WOLLETT.S 

8604240642 

CONTRACT 

6504020461 

50 316 

S 

WOLLETT.S 

8504290067 

contract 

8504050193 

SO 315 

S 

WOLTNER.E 

8504050035* 

50-367 

Q 

6504190477 

50 316 

s 

WONQ.K.M, 

8504180067* 

60 312 

P 

0504090007 

SO 445 

A 

WONG.K M 

85041 B0643* 

50 312 

R 

6504080563 

WASTE RES 

WOO.H H 

B504Q40007 

NUREG 


6504090444 

WASTE RES 

WOOD.M 1. 

8504090002* 

WASTE RES 

8504090485 

WASTE RES 

WOODARD.C 

B5O4O1O120* 

50 354 

Q 

6504100516 

WASTE RES 

WOODARD.C.H 

0604110422* 

50 334 

Q 

8504100518* 

WASTE RES 

WOODARD.C H 

8504300498* 

50 412 

Q 

8504100520 

WASTE RES 

WOODARD.J D 

6504040253 

50-348 

S 

8504300001 

WASTE RES 

WOODARD.J D 

6504050303 

50-564 

S 

B50430056S 

WASTE RES 

WOODARD, J.D. 

8504160512 

50-364 

R 

8504170504 

60 454 

S 

WOODARD.J D 

6604180513 

60-340 

R 

8504230047 

60 454 

s 

WOODARD.J 0. 

6504190568 

50-346 

S 

8504230202* 

60-255 

Q 

WOODHEAD.C P 

6504030244 

60-440 

T 

8504290310* 

50-346 

Q 

WOODHEAD.C P, 

6504060162 

50 440 

G 

8504160333 

60-277 

R 

WOODHEAD.CP 

6504160606 

50-440 

e 

8604120411-* 

60-424 

Q 

WOODHEAD.C.P. 

0504220256 

50-440 

G 

8504170333* 

50-360 

Q 

WOODHEAD.C P 

0604240370 

60-440 

G 

8504170639“ 

50 416 

Q 

WOODS.K N 

6504090271* 

TOPREP 


8504100149“ 

XPORTLIC 


WOODY.C.D 

0504290360 

50 250 

f 

8504010074“ 

SO 322 

G 

WOOLDRIDGE.R.A 

8504100651 

50-445 

G 

8504170762’* 

60 498 

G 

WOOLDRIDGE, R A 

6504100651 

60-445 

G 

8504100206 

60-133 

H 

WOOLDRIDGE, R A 

6504160409 

50-445 

G 

8504020221 

60-219 

P 

WOOLDRIDGE.R A. 

0504160471 

50-445 

C 

8504040403 

60-219 

P 

WOOLDRIDGE.RA 

6504260094 

60 445 

C 

8504160076 

50 269 

S 

WOOLDRIDGE, RA 

8504260004 

50-445 

G 

8504230278 

QAg99 


WOOLEVER.EJ 

6407050214 

50-412 


8504080600 

WASTE RES 

WOOLEVER.EJ. 

6604190255 

50-412 


8504090346 

WASTE RES 

WORMAN.G W 

0504260308 

40-6622 


6504090431 

WASTE RES 

WRIDT.T. 

0504170008* 

XPORTLIC 


6504180605“ 

50 362 

Q 

WRIGHT.C 

6504060549 

50-261 


8504150666“ 

50-261 

Q 

WRIGHT, CL 

6504290240 

50-261 


6504050002 

60 498 

F 

WRIGHT, CX. 

0504290476 

50-261 

i 

6504050223 

50 498 

A 

WRIGHT.GC 

8504020353* 

50 295 

C 

8504050225 

50 498 

F 

WR1GHT,G.C. 

0504110294* 

50-315 

c 

6504150166 

50-490 

A 

WRIGHT.G C 

6504230163* 

50-255 

c 



PERSONAL AUTHOR INDEX 403 


AUTHOR 

ACCESSION 

NUMBER 

WRIGHT, GC 

8504290439* 

WRIGHT.N A 

8504040310 

WRIGHT.N A 

8504230570 

WRIGHT.N A 

85043003B5 

WRIGHT.S V 

0504170696 

WURZ.E 

8504050081 

WURZ.E 

8504110514 

WYNGARDEN.S D 

8504100493 

WYNNE, JG 

8504040406 

YANDELL.L A 

8504060056* 

YANICHKO.S E 

8504090187* 

YAZDANDOOST.A 

8504090456 

YINJT 

0504090242* 

YOON.K K 

8504290445* 

YORK.JW 

8504160393* 

YORK.W G 

8504100298 

YOUNG, F 

8504300470* 

YOUNG, F 1 

8504110324* 

YOUNG.M A 

8504000297 

YOUNG, M A 

8504160169 

YOUNG.M A 

8504160404 

YOUNG, T 

8504100623* 

YOUNG.T 

8504100633* 

YOUNG.T 

8504110108* 

YOUNG.T 

8504110112* 

YOUNG.T 

0504110119* 

YOUNG.T 

8504110440* 

YOUNG.T 

8504250458* 

YOUNG.T 

0504250546* 

YOUNG.T 

0504290013* 

YOUNG.T 

8504290016* 

YOUNG.T E 

8501020513* 

YOUNGBLOOD, B J 

8504020308 

YOUNGBLOOD.B J 

8504030462 

YOUNGBLOOD.BJ 

B504040480 

YOUNGBLOOD.B J 

8504100356 

YOUNGBLOOD.B J 

8504100364* 

YOUNGBLOOD.BJ 

8504110604 

YOUNGBLOOD.BJ 

B504 120378 

YOUNGBLOOD.BJ 

8504120387 

YOUNGBLOOD.B J 

8504150392 

YOUNGBLOOD.BJ 

8504170034 

YOUNGBLOOD.B J 

6504170041* 

YOUNGBLOOD.B J 

8504180354 

YOUNGBLOOD.B J 

8504190552 

YOUNGBLOOD.B J 

B504220145* 

YOUNGBLOOD.B J 

8504230203 

YOUNGBLOOD.B J 

8504240032 

YOUNGBLOOD.B J 

8504240295 

YOUNGBLOOD.BJ 

0504250206 

YOUNGBLOOD.B J 

8504250331 

YOUNGBLOOD.B J 

8504290464 

YOUNGBLOOD.BJ 

8504300518 

YOUNGLING.E J 

8504120446* 

YUHAS.G P 

8504220034* 

YUHAS.G P 

0504250553* 

YUHAS.G P 

8504260160* 

YUHAS.G P 

8504290489* 

YUNDT.C P 

8504160122 

YUNDT.CP 

8504150131* 

YUNDT.C P 

8504190599 

ZALCMAN.B 

8504300202 

ZEBROSKl.E L 

8101070210* 


SUBJECT AUTHOR 

CATEGORY 


50-295 

Q 

ZE8ROSKLE L 

40 2061 


ZEBROSKLE L 

40 2061 


ZECH.G G 

40 2061 


ZECH.G G 

27 48 


ZECH.G G 

50-454 

S 

ZECH.G G 

50-454 

a 

ZECH.G G 

40 6563 


ZECH.G.G 

50 322 

S 

ZECH.G G 

50 285 

0 

ZECH.G G 

50-389 

P 

ZECH.G G 

NUREG 


ZECH.G G 

50 454 

Q 

ZECH.G G 

TOPREP 


ZECH.G G 

50 438 

Q 

ZECH.G G 

50-317 

J 

ZECH.G G 

50-289 

0 

ZECH.G Q 

50 289 

0 

ZECH.G G 

50 133 

G 

ZECH.G G 

50 250 

G 

ZECH.G G 

50-250 

G 

ZECH.G G 

50-397 

Q 

ZECH.G G 

60-397 

Q 

ZECH.G G 

50 344 

Q 

ZECH.G G 

50 344 

0 

ZECH.G G 

50*344 

Q 

ZECH.G G 

50-361 

0 

ZECH.G G 

50-275 

0 

ZECH.G G 

50 629 

Q 

ZECH.G G 

50 275 

Q 

ZECH.G G 

50 528 

Q 

ZEFF.aW. 

50-285 

P 

ZELLNER.R J 

50-440 

F 

ZENTNER.MA 

50-440 

E 

ZENTNER.M A 

50 341 

P 

ZEUGIN.i B 

60 463 

P 

ZIBULSKI.H 

50 483 

P 

ZIEMER.PO 

60-546 

A 

2IMMERMAN.J V 

50 482 

F 

ZIMMERMAN, JV 

50 463 

P 

ZIMMERMAN.J V. 

50-483 

F 

ZIMMERMAN, J V 

50-483 

P 

ZIMMERMAHJV 

50 483 

P 

ZIMMERMAN,J V. 

50 423 

E 

ZIMMERMAN.J.V 

50 440 

A 

ZIMMERMAN.JV 

FOIA 


ZIMMERMAN.J V. 

50 341 

P 

ZIMMERMAN.JV 

50 440 

F 

ZIMMERMAN, JV 

50 483 

F 

ZIWMEHMAN.JV 

50-440 

E 

ZIMMERMAN.J V 

50 440 

E 

ZIMMERMAN.JV 

50 462 

P 

ZiMM£RMAN.J.V 

50-440 

F 

ZIMMERMAN.J V. 

50-322 

A 

ZIMMERMAN.JV 

60 275 

Q 

ZIMMERMAN,JV 

50 344 

Q 

ZIMMERMAN.J V 

50-275 

Q 

ZIMMERMAN.JV 

50-394 

Q 

Z<MMeRMAN.J.V 

SO 344 

S 

ZIMMERMAN.J V 

50 344 

S 

ZIMMERMAN.J.V. 

60 344 

S 

ZIMMERMAN.J.V 

ORG 


ZlMMEnMAN.JV 

FOIA 


ZIMMERMAN.J.V 


ACCESSION SUBJECT AUTHOR 

NUMBER CATEGORY 


fl504l90l40* FOIA 
B504280171 * FOIA 
6503070372* TO PREP 
6504020197 OA999 

850402021 & QA999 


ZIMMERMAN.R 
ZIMMERMAN.R 
ZIMMERMAN.R 
ZIMMERMAN.S R 
ZIMMERMAN, S R 


8504020260 QA999 
8504040291 QA999 
8504050184 QA999 
8504050364 QA999 
8504000145 QA999 


2IMMERMAN.S R 
2IMMERMAN.S R 
ZIMMERMAN.S R 
ZIMMERMAN.S R 
ZIMMERMAN.S R 


9504080279 

8504100255 

8504100467 

8504160356 

8504170209 

B504170229‘ 

8504170281 

8504180477 

8504230071 

8504230122 

8504230236 
B5042 30407 
B504 230487 
8504 240558 
0504240565* 

8504240596 

8504250040 

8504250107 

8504250112 

B5043001S6 

8503070004* 
8604300101 
8504 110597* 
8504110606* 
6504020205 

6504020116* 

8604030295* 

6504020367 

6504030023 

8504040399 

8504040404 

8504050001 

65040B0538 

8504060542 

8504080546 

8504100114 

8504100143 

8504100192 

8504100723 

8504160546 

8504160553 

8504170006 

8504170274 

8504170578 

8504170633 

8504230289 

8504230298 

6504240208 

8504240444 

6504240679 

8504250428 

8504300520 

8504300574 


OAgog 

QA9g9 

OA999 

QA999 

50-321 Q 

50 321 Q 

OASSO 

QA999 

QA999 

QASOO 

QA999 

OASgd 

QA999 

50 304 Q 

50 304 0 

OA999 

QA999 

QA999 

QA999 

QA999 

70 1 201 
40 8724 
CONTRACT 
CONTRACT 
50 322 G 

70 371 

50 305 I 

XPORTIIC 
XPORTLIC 
XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTIIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 


ZIMMERMAN.S R 
2EMMEHMAN.S R 
ZIMMERMAN.S R 
ZIMMERMAN.S R 
ZIMMERMAN.S R 


ZIMMERMAN.S R 
ZIMMERMAN.S R 
ZIMMERMAN.S R 
ZIMMERMAN.S R 
ZIMMERMAN.S R 

ZIMMERMAN.S R 
ZIMMERMAN.S R 
ZIMMERMAN.S R 
ZIMMERMAN.S R 
ZIMMERMAN.S R 


ZUPKO,J M 
ZUPKO,J M 
ZUPKO.J M 
ZUPKO.J M 
ZUPKO.J M 


ZJPKO,J M 
ZUPKO.J M 
2UPKO.J M 
2WOIINSKI.J 
ZWOLINSKI.J 


ZWOLINSKI.J A 
ZWOLINSKU A 
ZWOLINSKI.J A 
ZWOLINSKI.J A 
ZWOLINSKI.J A 


ZWOLINSKI.J A 
ZWOLINSKI.J A 
ZWOLINSKLJ A 
ZWOLINSKIJA 
ZWOLINSKI.J A 


ZWOLINSKI.J A 
ZWOLINSKLJ A 
ZWOLINSKI.J A 
ZWOLINSKLJ A 
ZWOLINSKI.J A 


ZWOLINSKLJ A 
ZWOLINSKI.J A 
ZWOLINSKI.J A 
ZWOLINSKI.J A 
ZWOLINSKLJ A 


ZWOLINSKLJ A 
ZWOLINSKI.J A 
ZWOLINSKLJ A 
ZWOLINSKLJ A 
ZWOLINSKLJ A 

ZWOLINSKI.J A 
ZWOLINSKLJ A 
ZWOLINSKLJ A 
ZWOLINSKI.J A 
ZWOLINSKLJ A 


ACCESSION 

NUMBER 


8504230297 

6504290096* 

6504300022 

8504020267 

8504020275 

8504030005 

8504050244 

B50410DO&9 

8504100144 

8504100145 

8504120159 

6504120330* 

6504120412* 

8504150108* 

8504150219" 

B504 150247* 
8504150370* 
8504150455* 
8504230425 
8504290343 

8504300201 

8604300300 

8504300397 

6504300450 

6504300451 

8504020453 

6504030410 

6504040026 

8504050195 

8504110215 

850418D060 

8504220079 

8504220317 

8504040040 

8504040208 

8412200147 

8504040269 

0504040272* 

B504040263 

8504060266 

8504090275 

0504110478 

6504190366 

0504240036 

0504240042 

8504240083 

8504240234 

8504240359 

6504240538 

6504260001 

8504250144 

8604250196 

6504250199* 

6504250204 

8504250324 

B504250357 
B 504260055 
8504260081 
8504300127 
8504300161 

8504300312 

8504300320' 

8604300333 

8504300471 

8504300473 


SUBJECT 

CATEGORY 

50-520 S 

50-520 0 

50-528 S 

50-261 P 

50-400 E 

50-261 J 

50-324 P 

50-324 P 

PHM 

50-325 P 

60 400 E 

50 400 R 

50 400 R 

50 400 R 

60-400 R 

50 400 R 

50 400 R 

50 400 R 

50 400 A 

50 261 P 

50 400 F 

50 324 F 

50 400 E 

50 324 P 

50 324 P 

50-272 S 

50-272 S 

50-272 S 

50 272 S 

60-272 S 

50-311 S 

50-311 R 

50-272 R 

50-245 P 

50-213 P 

50 155 P 

50 244 P 

50 244 P 

50 244 P 

50 213 P 

50 219 P 

50 245 P 

50 409 F 

50210 P 

50 245 P 

60 29 P 

50 206 P 

50 219 F 

TOP REP 
50 409 P 

50 245 P 

50-155 P 

50-155 P 

50-213 P 

50-409 P 

50-29 P 

50-400 P 

50-409 P 

50-255 P 

50-245 P 

50-406 P 

50 409 P 

50 206 P 

50 409 P 

60 237 P 



CORPORATE SOURCE INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-232 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents." 


AUTHOR AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEQOBY 


AUTHOR AFFILIATION 


3M Co . Minneaoia Mining & Manufacturing 

Co 

8504108497 

REGQD 


0504170339 

REGGD 


AlC Analysts Corp 

ARVIN/CALSPAN Advanced Technology Center 

0504120396* 

8412260354* 

CONTRACT 

50-346 

P 


8504170572* 

CONTRACT 


ASAP. Inc 

8504030304* 

CONTRACT 


Aamodts 

8504160630 

SO 209 

G 


6504220204 

50-209 

G 


850422020 5 

50 209 

G 


8504240419 

50 289 

G 

Ace Federal Reporters, Inc 

85040401 57* 

CONTRACT 


Acoustic Technology, Inc 

8504090299* 

50-400 

G 

AeroVironment, Inc 

8504030029* 

40 8714 


Aeronautical Research Associates o( 

6504250108 

NUREG 


Princeton 

Aerospace Corp 

850410002B 

WASTE RES 


Agriculture, Debt of 

Air and Water Pollution Patrol 

8504260539* 

CONTRACT 


8504020300 

50-352 

G 


8504230394 

50*352 

H 


8504230394 

50-352 

H 


650423O5S9 

50-352 

G 


8504230559 

60*352 

G 


8504230584* 

50 352 

G 

Alabama Power Co 

8504030196 

50 046 

F 


8504030196 

50 340 

F 


8504030259 

50 048 

F 


8504030259 

50 348 

F 


8504040253 

50 048 

S 


8504050303 

50-364 

S 


6504000469 

60 348 

P 


6504090088 

50-348 

F 


8504090167* 

50 346 

F 


8504090605 

50 348 

R 


8504090516 

50-348 

R 


8504100236 

50-340 

R 


0504100463 

50-348 

R 


86041SO160* 

50*364 

P 


8504150353 

50*346 

F 


0504160101* 

50*346 

Q 


6504180512 

50*364 

R 


0504180513 

50*346 

R 


6504190423 

50-340 

V 


8504190568 

60 348 

S 


8504220051 

60 340 

P 


8504230365 

50 348 

F 


6504240166 

50-340 

P 


8504260166 

50 313 

Q 

Aldrich Chemical Co., Inc (subs ol 

Sigma-Aldfich Corp ) 

Allied Chemical Corp 

8504300374 

8504170008* 

50 340 
XPORTLfC 

40-3092 

F 

8504020102 


American Nuclear Corp 

0504000253 

40 4492 


8504120325 

40 4492 


American Resources Group, Ltd 

8504160387* 

50 4S3 

P 

American Society of Mechanical Engineers 

0301200033* 

FOIA 


Amfac Pipe & Supply Co (formerly 

Tyler-Oawson Supply Co ) 

8504110738 

PT21 

50-361 


Anaheim, CA 

6504040340 

G 

Analysis & Technology, Inc. 

0504020385* 

CONTRACT 


Analytic Sciences Corp 

8504160009* 

WASTE MGT 


Anthony, R.L 

6504090225 

50-352 

G 

0504090225 

60-352 

G 


8504090306 

50-352 

G 


8504090306 

60-352 

G 

Appleseed 

0504200027 

60-456 

G 

Aquatic Sys Corp 

8504110529* 

50-334 

R 

Argonne National Laboratory 

0504050372 

NUREG 



Arizona Public Service Co 


ACCESSION 

NUMBER 

85040a0t9V 
6504099107’' 
8504170327 
8504180201 
8504 220361 

8504250268 
6504910036 
6504010036 
8504010036 
850401 004 B 

B 5040 10050 
8504010050 
8504010050 
8504010134 
8504010194 

B504010194 

8604010194 

8504020188 

9504020188 

8504020180 

85040-40393 

6504040397 

8504040405 

6504050189 

B504050189 

8S04050169 
B 50405021 5 
8504050216* 
8504050218* 
8504050218* 

8504050221 

8504050269 

B50405D259 

8504050259 

8504050293 

8504050263 

8504050266 

8504050266 

8504050260 

8504060-079 

8504080350 

0504090350 

8504080350 

B504100128 

8504100128 

B504100128 

8504100135* 

8604100135* 

8504100135* 

8504100889 

8504110161 

8504110161 

9504110161 

8504110172 

8504110172 

8504110172 
8504110496 
6504120150 
85041 2O1S0 
0504120420* 

8504150133* 

8504150314 

8504150316 

8504150316* 

B504150319* 

6504150330* 

8904150446*' 

6504160069 


SUBJECT 

CATEGORY 

WASTE MGT 
WASTE MGT 
WASTE MGT 
NUREG 
NUREG 

NUREG 
SO 528 
50 528 
50 528 
50 528 

50 526 
50 528 
50 528 
50 528 
50 S2B 

50 528 
50 528 
50 528 
50 520 
50 528 

50-520 

50-528 

50-528 

50-520 

50-520 

50-528 
50-526 
50 528 
50 526 
SO 528 

50 529 
50 526 
50 528 
50 528 
50-528 

50 528 
50 526 
50-520 
50-520 
50-520 

50-520 

50-528 

50-528 

50-52B 

50-528 

50-528 
60 520 
50 520 
60 628 
50 528 

50-528 
50 520 
50-528 
50 520 
50-520 

50-520 

50-528 

50*625 

50*526 

50*528 

50-520 
60 520 
50*528 
69 520 
50 528 

50 520 
50-528 
50 628 


405 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Araona, Slato of, Corporation Commissio 
An 2 ona, Univ of, Tucson, AZ 


Arkansas Power & Ligtil Co 


Arriied Forces Radiobiological Research 
I ns til life 

Army, Dept* of 

Army, Dept of, Corps of Engineers 
Arnold Greene Tesling Labors tones, I no 

Atfanlic City Efeclrfo Co 
Atlas Minerals, Inc 
Atomic Energy of Canarfa, Ltd 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8504160396 

50 528 

8504160396 

60 528 

8604170391 

50 528 

6504170391 

60-528 

8504170391 

50 528 

8504170409 

50-528 

8504170409 

50 528 

8504170409 

50 528 

8504170422 

5 0 528 

8504170422 

50 528 

8504170422 

50 528 

8504170427 

50-528 

8504170427 

50-528 

8504 1 70427 

so 528 

8504180212 

50 528 

8604180212 

50 528 

8604180212 

50 520 

0504180499 

50 520 

8504180499 

50 528 

8604180499 

50 528 

6504 1 905B3 

50-528 

8504190595 

50-528 

8504220212 

50-528 

8504230453 

50-528 

8504230453 

60-528 

0504230457* 

50-526 

8504230464* 

50-526 

6504230464* 

50-528 

8504230517 

50-528 

6504240639 

50-528 

8504240658 

50-528 

8604250274 

60-526 

8604250275 

50-528 

8504250459 

50-520 

8604250450 

50-528 

8604250459 

50-528 

8604250462* 

50-528 

8604290337 

50-528 

8504290301 

50-526 

8504290381 

50-528 

8604290381 

50 520 

8504290419 

50 528 

8604290419 

50 520 

0604290419 

50 520 

8604300222 

50 520 

8504290398 

50-520 

8604040097* 

CONTRACT 

8504040106* 

CONTRACT 

8504090456 

NUREG 

8504240254* 

CONTRACT 

8504240519* 

CONTRACT 

8504240533* 

CONTRACT 

8504240643* 

CONTRACT 

0504240653* 

CONTRACT 

0407190276 

50-313 

8504020193 

50-360 

8504020310 

50 360 

8504050328 

50 360 

8504000262 

50 313 

8504080399 

50 313 

8504100370 

50-360 

6504110133 

SO-313 

6504120010* 

60-360 

6504150320 

60-362 

6504160307 

50 313 

8504170235 

60 313 

8504180472 

60 360 

8604190122* 

50 313 

8604190332 

50-313 

8504190005 

SO 313 

8504220058 

50 313 

6504230204 

60-360 

8504300255 

50-360 

6504300306 

60-313 

8504300460 

60-313 

8504300460 

60 313 

8504010049 

50-170 

8504010056^ 

60 170 

8504010062* 

50 170 

8504170502* 

40-8027 

8504180025 

WASTE RES 

8504080135 

WASTE RES 

8504180018 

WASTE RES 

8504260477 

71-365 

8504260480* 

71-365 

8504170457* 

50-277 

8S04040154 

40-3453 

8504170270 

REGGD 


P 

P 

F 

F 

F 

P 

P 

P 

F 

r 

F 

F 

F 

F 

P 

P 

P 

O 

Q 

Q 

S 

S 

R 

P 

P 

P 

P 

P 

S 

S 

S 

V 

F 

F 

F 

F 

F 

P 

P 

P 

P 

F 

F 

F 

P 

Q 


K 

P 

P 

S 

Q 

F 

P 

I 

P 

Q 

P 

F 

R 

F 

Q 

R 

F 

S 

o 

F 

P 

P 

R 

R 

R 


I 


AUTHOR AFFILIATION 


Atomic Induslnal Forum 

Austin, TX 

BWR Owners Group 

Babco-ck & Wilcox Co 


Babcock & Wilcox Fuel Assembly Owners 
Group 

Babcock & Wilcox Operating Planta Owners 
Group 


Badger Safe Energy Alliance, Inc 
Baltimore Gas & ^ectric Co 


Barr Co 

Bartlett Nuclear, inc 

Battello Memorial Institute, Columbus 
Laboratories 


Battelle Memorial Institute, Pad lie 
Northwest Laboratories 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8001210140* 

50 320 

8504220338* 

50 3 

8504260216 

50 498 

8504040229 

TOPREP 

8503070004* 

70 1201 

8604020419 

70 364 

8504040023 

70 364 

8504040024* 

70 364 

0604050236 

TOPREP 

8504080172 

70-364 

8504080455 

70 824 

8504090331 

70-27 

8504090435 

71 89 

8504090438 

70-27 

8504100040 

70-27 

8504100429 

70 364 

6504160620 

70-27 

8504240316* 

60 312 

8504240321* 

50 312 

8504240337* 

TOPREP 

8504200353 

70-1201 

8504260463 

70 27 

8504290445* 

TOPREP 

8504290446* 

TOPREP 

8504300033 

70 27 

8504240333 

TOPREP 

8504150280 

rOPREP 

0504290443 

TOPREP 

8504290445* 

TOPREP 

0504100150 

PRM 

0412200105* 

50-3 

8504020190 

60-317 

8504080221 

50-317 

8504090240* 

50-317 

6504090263 

50-317 

6504090263 

50-317 

8504100298 

50 317 

6504100550* 

50 317 

8504120099 

50 317 

6504120099 

50 317 

8504150344 

50 317 

8504150344 

50 317 

8504150444 

SO 317 

8504160444 

50 317 

8504170139 

50 317 

8504160651 

50 317 

8504180651 

50 317 

6504190101 

50 317 

8504190101 

50 317 

8504190407 

50 317 

8504230303 

TOPREP 

8504230460 

TOPREP 

8504250057 

50-318 

0504250060 

50-317 

8504250060 

50-317 

8504250061* 

50-318 

8504250100 

50-317 

8504260011 

50-317 

8504260130 

50-317 

6504290166 

50-317 

8504290393 

50-317 

8504290393 

50-317 

8504150530 

50-10 

8504050264 

TOPREP 

8504050205* 

TOPREP 

8504040006 

NUREG 

850404031 1 * 

50-315 

8504040423 

NUREG 

8604110109* 

71-6058 

8504110117* 

71-6050 

8504110122* 

71-6058 

8604100495 

71-5957 

8504190499* 

71-6957 

8504220341 

NUREG 

8504240497* 

CONTRACT 

8504290071* 

CONTRACT 

6504030419 

NUREG 

8504040003 

NUREG 

8504050284 

NUREG 

8504080204* 

WASTE MGT 

B504090010 

NUREG 

8504090090* 

50 3B7 

0504120197 

50 206 

B50A1 20197 

50-206 

8604120197 

50-206 
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CORPORATE SOURCE INDEX 407 


AUTHOR AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR AFP lUATfON 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


85041 20 1S7 50*206 
85041201S7 50-206 
0504120197 50-206 
0504120107 50-206 
8504120197 50*206 


S 

s 

s 

s 

s 


6504120290 50-206 
8504120290 50-206 
85041202SD 50-206 
8504120290 50-206 
8504120290 50-206 


8504120197 50-206 
8504120107 50-206 
8504120197 50-206 
8504120197 50-206 
8504120197 50-200 


S 

s 

s 

s 

s 


8504120290 50-206 
8504 120290 50-206 
8504120290 50-206 
8504120290 50-206 
8504120290 SO 206 


8504120197 50-208 
8504120197 50-206 
8504120197 50-206 
8504120197 50-206 
8504120197 50-206 


S 

S 

S 

S 

s 


B504120290 50 206 
8504120290 50-206 
8504120290 50 206 
8604120290 50 206 
8504120280 50 208 


8504120197 50-206 
8504120197 50-206 
0504120197 50 206 
8504120197 50-206 
8504120197 50 206 


S 

s 

s 

s 

s 


8504120290 50 206 

8504120290 50 206 

8504120290 50 206 

5504120290 50 208 

B504 120290 50-208 


B50 4 120227 50 206 
8504120227 60 206 
8504120227 50-206 
8504120227 50 206 
8504120227 60-206 


S 

S 

S 

8 

S 


8504120290 50 206 
8504120290 50 206 
8504120290 50-206 
8504120298* 5D-206 
8504120296' 50-206 


8604120227 50-206 
8504120227 50-206 
8504120227 50 206 
8504120227 50 206 
8504 120227 50 206 


S 

S 

S 

s 

s 


8504120227 50 206 
0504 120227 50-208 
6504120227 50-208 
6604120227 60*206 
6504120227 50-206 


S 

S 

S 

S 

S 


8504120227 60206 
6504120227 50-206 
6604120227 50-206 
6504120227 50 206 
8504120227 50 206 


S 

S 

S 

s 

s 


8504120227 50 206 
0504120227 30 206 
8504120227 50 200 
8504 1202 26* 50 200 
8504120228* 50-206 


S 

s 

s 

s 

s 


0504120228* 50-206 S 
8504120220* 50-206 S 
0504120228* 50-206 S 
0504120228* 60-200 S 
8504120228* 50-206 S 


8504120228* 

0504120228* 

8504120228* 

050412022B* 

0504120228* 


50*206 
50*206 
60 206 
50 206 
50 206 


S 

s 

s 

s 

s 


8504120228* 60-206 
8504120226* 80 206 
0504120228* 50*206 
8504120220* 50-208 
0504120220* 50-206 


S 

s 

8 

S 

8 


6504120228* 50206 
8504120228* 50 206 
8504120228* 60-206 
6604120228* 50-206 
6504120228* 50-206 


S 

S 

S 

s 

s 


0504120228* 
8504120277* 
0504120277* 
8504 120277* 
8504120277* 


50 206 
50 208 
50-206 
60 206 
60-206 


S 

s 

s 

s 

s 


8504120277* 

6504120277* 

8504120277* 

8504120277* 

8504120277* 


60-208 

50-206 

60-206 

60-206 

50-200 


S 

S 

g 

S B ear Creek Uranium Co 

s Bechlel Corp. 


8504120277* 

0604120277“ 

8504120277* 

0504120277* 

0504120277* 


50-206 

50-206 

50-206 

60-206 

50-206 


S 

$ 

s 

s 

s 


8504120277* 

8504120277* 

8504120277* 

0504120277* 

8504120277* 


60-206 

50-206 

50-206 

60-200 

50-206 


S 

s 

$ 

s 

s 


8504120277* 

8504120277* 

0504120277* 

0504120277* 


50-206 

60-206 

50-206 

60*206 


S 

S 

s 

s 


8504 120200* 50-206 
6504120296* 50-206 
6504120298* 50-206 
8504120296* 50-200 
8504120296* 50-206 

650-4120296' 50-206 
6504120296* 50-206 
6504120206* 50 206 
0504120296* 50 206 
8504120206* 50 206 

8504120296* 50 206 
8504120208* 60 206 
0504120296* 60 206 
0504120298* 50-206 
8504120208* 50 206 

8504120298* 50 206 
0504120296* 50-206 
6504120296* 50 20-6 
8504120296* 50 208 
8504120206* 50 208 

8504120296* 50 206 
0504120314 50 200 
8504120314 50 206 
8504120314 50-206 
8504120314 50-206 

8504120314 50-206 
8504120314 50-206 
6504120314 50-206 
0504120314 50-206 
8504120314 50-206 

8504120314 50-206 
8504120314 50-206 
8504120314 50-206 
0504120314 50 206 
6504 12031 4 BO 206 

8504120314 60 206 
8504120314 50 206 
8504120314 60 208 
8504120314 50 206 
8504120314 80 205 

6504120314 50 206 
8504120314 50 209 
8504120314 50-206 
8504120314 50-206 
8504120317* 50 206 


6504 160547* 50-320 P 

0504220341 NUREG 

0504220375 NUREG 

8504300610 40-8462 

6504100592* 60-462 S 

8504180217* 50-361 P 

6504160223* 50-352 A 

8504160223* 50-352 A 

8604160223* 50-352 A 

8504160292* 60 352 A 

0504160290* 60-352 A 

0504160290* 60 362 A 

8504160290* 50-352 A 

0504170140 QA999 

0504230605* 50 329 G 

8504230605* 50 329 Q 

8504230609“ 50-329 G 

8504230609“ 50-329 G 


8504300260“ COMMISSIO H 


»»»»» »»»»» »»<»««> «.»»»» »»»»» “““““ 



408 CORPORATE SOURCE INDEX 


AUTHOn AFFILtATION 


Bentfer & Shoemaker Inc 
Bendpx Corp 


aenjaminF Shaw Co (subs of Bfount, 
Inc) 

Binder, Elster, Mendeison & Wheeler, fnc 
Bishop, Liberman, Cook, Purcell & 
fle^roWs 


alack & Veatch 
Boeing Co 

Booing Computer Services Co (div, of 
Bamq Co ) 

Bonney Forge 

Boston Bdisof) Co 


Brookhavon National Laboratory 


Burns & Roe Co 

C-e Oporaiing Plants Owners Group 
CYGNA Energy Services 


California, Slate of 
California, Univ of, Berkeley, CA 
Campaign for Prosperous Georgia 


Cartipball Pacific Nuclear Corp 
Canada, GovI of 

Capilo) Pipe & Steel Products, be 
(subs of BOWLINE Corp ) 

Carolina Power & Light Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


850d0404l5* 

50 209 

FI 

8504! 704 89* 

WASTE WGT 


8504170616* 

WASTE MGT 


8504100113* 

WASTE MGT 


B5041801?2* 

WASTE MGT 


8504180322* 

WASTE MGT 


6504180331* 

WASTE MGT 


6504160336* 

WASTE MGT 


0504160339* 

WASTE MGT 


8504180346* 

WASTE MGT 


8504180351- 

WASTE MGT 


8504180355* 

WASTE MGT 


8504180357* 

WASTE MGT 


8504 1 50635 

PT21 


8504080317* 

CONTRACT 


8504010136 

50 289 

G 

6504020134 

50 445 

G 

8504030248 

50 445 

G 

8504100531 

50 460 

G 

8504250136 

50*1-15 

G 

6504290212 

50 445 

G 

8504030127* 

50 409 

P 

8504100011 

71 372 


8504030265* 

CONTRACT 


8504110545 

PT21 


8504110548 

PT21 


8504030108 

50-293 

S 

8504030240 

SO 293 

Q 

8604030247* 

60 293 

Q 

8504040367 

50 293 

P 

0504050217 

50 293 

P 

8504090073 

50-293 

P 

8504090074* 

50-293 

P 

8504150336 

60-293 

Q 

8504160206 

50 293 

R 

8504 170009 

50 293 

P 

8504170178 

PRM 


8504220140 

50 293 

P 

8504220161* 

50-203 

P 

8504220163 

50 293 

P 

8504220210 

50 293 

P 

8504220215* 

50 293 

P 

6504230038 

50-293 

R 

8504230380 

50 293 

R 

6504230587 

50 293 

S 

6504240025 

50-293 

S 

8504240116 

50 293 

P 

6504240120* 

50-293 

P 

8504020066 

NUREG 


8504030408 

NUREQ 


6504030414 

NUREG 


6504100616 

WASTE RES 


8504100266* 

50 219 

F 

8504180582* 

50-397 

R 

8504230303 

TOPREP 


8504230450 

TOPBEP 


0504090007 

50 445 

A 

8504160510 

OA999 


850424 0657 

50-445 

T 

8504170348 

PRM 


8504250227“ 

CONTRACT 


8504040341 

50-424 

G 

8504040341 

50-424 

G 

85Q4040347* 

50-424 

G 

8504040347* 

50-424 

G 

8504040359* 

50-424 

G 

6504040359“ 

50-424 

G 

Q5Q416Q4Q0 

50 424 

G 

8504230554 

50-424 

6 

8504230554 

50-424 

G 

8504230556* 

60 424 

Q 

8504230556’ 

50-424 

G 

85041001 13 

REGGO 


8504020003 

XPORTLfC 


0504030031 

XPORTLIC 


8504100475 

PT21 


8504020267 

60-261 

P 

8504020275 

50-400 

E 

8504020277* 

60-400 

E 

8504020278’ 

60-400 

E 

8504030005 

50-261 

J 

0504030005 

60-261 

J 

8504030132 

60-324 

S 

6504040226 

50-325 

S 

0504040307 

60-261 

J 


0504050244 

50-324 

P 

8504080549 

50 261 

S 

8504080553 

50 326 

S 

8504080560 

50 325 

S 

9504090279 

50-400 

G 

8504090291* 

50 400 

0 

8504090294* 

60 400 

G 

8504090290* 

50-400 

G 

8504090336 

50 324 

R 

85040905)0 

50 324 

R 

8S04090514 

50-261 

R 

85041000B9 

50 324 

P 

8504100144 

PRM 


8504100145 

50 325 

P 

0504100107 

60-261 

P 

0504100193* 

60 261 

P 

8504100391 

50 324 

R 

8504100501 

50-324 

R 

0504100501 

60 324 

R 

8504100559 

50 324 

R 

8504100559 

50-324 

R 

8504100569 

60-261 

R 

8504100574 

50 324 

R 

8504100574 

50 324 

R 

8504110232* 

50-261 

Q 

8504110715 

50 324 

R 

8504110730 

50 325 

S 

8504110745 

50-325 

S 

8504120159 

50-400 

E 

8504120330* 

50-400 

R 

8504120412* 

50 400 

R 

0504160108* 

SO 400 

R 

8504150219* 

50-400 

R 

8504150247* 

50 400 

R 

8504150349 

50 324 

P 

8504150349 

50-324 

P 

8504150355* 

50-324 

P 

8504160355* 

50 324 

P 

8504150370* 

50 400 

R 

8504150455* 

50-400 

R 

8504160065 

50 324 

S 

8504160065 

50 324 

S 

8504160077* 

50 324 

Q 

8504160105* 

50-261 

Q 

8504160109 

50-261 

F 

8504160124 

50 261 

O 

8504160160 

60-324 

R 

8504160176* 

50-324 

R 

8604160180 

50 325 

S 

0504160347 

50 400 

F 

8504160353* 

60 400 

F 

8504160495* 

50 400 

Q 

8504160500* 

50 400 

Q 

6504160556 

50-400 

S 

0504160563 

60-400 

S 

0504170067 

50 400 

S 

8504170308 

50-324 

S 

8504180634 

50-261 

R 

8504180636 

50 400 

G 

8504190394 

50-261 

F 

8504190627 

50-324 

R 

8504220162 

50-400 

G 

8504220223 

50 400 

G 

0504230425 

50 400 

A 

8504240130 

50 400 

J 

8504240303 

50-324 

J 

8504250461 

50-325 

S 

0504250515 

50 400 

S 

85D4250522 

50 400 

S 

8504260086 

50 400 

F 

8504260092* 

50 400 

F 

8504260104* 

50*400 

F 

8504260173 

50 400 

S 

8504290240 

50*261 

s 

8504290244 

50-400 

G 

8504290343 

50-261 

P 

8504290466 

50-325 

S 

0504290476 

50*261 

s 

8504300201 

50-400 

F 

8504300209 

50-400 

s 

8604300300 

50-324 

F 

B5O4300397 

50 400 

E 

8504300450 

50 324 

P 

8504300450 

60-324 

P 

8504300451 

50-324 

P 

0504300451 

50-324 

P 

0504300491 

50-324 

P 

8604300491 

50-324 

P 

8504300492* 

60-324 

P 



AUTHOR AFFILIATION 


Catholic Univ of America, Washington, D 

Center for Law in the Public Interest 
Center for Nuclear Responsibility 


Central Power & Light 
Central Washington Univ , Ellensburg, WV 
Chamber of Commerce, Blue Lake, CA 
Ghem Nuclear Systems, fnc 


Chicago Tube & Iron Co 
Chicago. IL 

Chichibu Cement Co , Ltd 
Cincinnati Gas & Electric Co 


Citizens Association for Sound Energy 
Citizens Concerned About Nuclear Power, 
Inc 


Cleveland Electric Illuminating Co 


Cleveland Cliffs Iron Co 


CORPORATE SOURCE INDEX 409 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

8504300492 • 

S0*324 

P 


8504030238 

40 8714 

G504230350 

50-77 

P 


8504030471 

40 8714 

8504230356* 

50-77 

P 

Cobe Laboraiorios. fnc 

8504040137 

71 5939 

B504240320 

50-275 

G 


8504090259 

71-531 

0504020227 

50-250 

G 


8504090256* 

71-531 

8504230586 

50-250 

G 

Colorado* Stale of 

8504100459 

PRM 

8504250216 

50 498 

G 


8504150569 

40 6511 

85040B0580 

WASTE MGT 


Colt Indusiries, Inc 

8504230440 

50412 

850411 0228 

50 133 

H 

Columbia Univ , New York, NY 

0504080201 

50 200 

0504040114 

71-9168 



8504090402* 

CONTRACT 

0504040115* 

71-9168 


Combusibon Engineering, Inc 

8504040322 

TOPREP 

8504160557 

71-5957 



8504090319* 

50 361 

8504160561* 

71 5957 



8504100162 

50 470 

8504170288’ 

WASTE MGT 



8504100378* 

50 368 

8504180028 

27 47 



8504100389* 

50 368 

8504230433 

TOPREP 



6504100394* 

50 353 

8504110710 

PT21 



8504100400* 

50 358 

8504100167 

PRM 



8504120005* 

CONTRACT 

8504180224* 

WASTE MGT 



8504190131* 

FOIA 

8504150053* 

50 358 

A 


8504230178* 

50 244 

8504150058* 

30 36Q 

A 


0504230320 

QA999 

8504160058* 

60 356 

A 


8504230423* 

50 305 

8604150063* 

50 350 

A 


850430006B 

50 470 

8504150074* 

50 358 

A 


05043 0047B 

SO 470 

8504150074’ 

50 358 

A 


8504300490 

50 470 

8504190157 

60-445 

G 

Commerce, Dept of. National Bureau of 

8504020422* 

50 261 

B504 100643 

50 498 

G 

Standards 







8504190483 

50-164 

0504160282 

50 498 

G 

Commonwealth Edison Co 

8004180459* 

50-320 

6604260118 

50 490 

G 


8504010119 

50-454 

0604200355 

60 498 

G 


8504010171 

50-454 

8504290355 

50 490 

G 


8504010228 

50-373 

8504290381* 

50 49B 

G 


6504010238 

50-373 

6504290361 * 

50 496 

G 


6504020004 

50-265 

6504010032 

50 440 

G 


6504020005 

50-249 

8504010032 

60-440 

G 


8504020262 

50-373 

8504010037 

50 440 

G 


8504020282 

50-373 

8504010037 

50 440 

G 


8604020310 

50-454 

8504020007 

50 440 

F 


6604020431 

50-237 

8 504020077 

50 440 

E 


6504020436 

50-237 

8504020077 

50-440 

E 


6504020445 

SO-373 

B5Q4020143 

50-440 

G 


8504020450 

50-249 

8504020140 

50-440 

F 


8504030007 

50-254 

8504020149 

50-440 

F 


8504030007 

50 254 

5504020179 

50-440 

G 


8504030102 

50 454 

8504020170 

50-440 

G 


8504030122 

SO 454 

85Q4020100 

50-440 

E 


B504030159 

50 249 

8504020180 

50*440 

E 


8504030164 

50 373 

8504020332 

50-440 

A 


8504040112 

50-10 

8504020332 

50-440 

A 


85040401 12 

50-10 

B5Q4040370 

50-440 

T 


0504040112 

50 10 

8504040370 

50 440 

T 


8504040112 

50-10 

8504040378* 

50 440 

T 


8504040133 

71 9096 

8504040376* 

50 440 

T 


8504040251 

50-440 

8504050289 

60 440 

S 


8504040305 

50 440 

8504050289 

50 440 

S 


8504040388 

50 454 

8504050312 

60-440 

s 


8504040450 

50 237 

8504050312 

60 440 

s 


8504040502 

50 454 

0504080315 

SO 440 

s 


8504050081 

50 454 

0504100137 

60 440 

A 


8504050108 

50 295 

8504100137 

50 440 

A 


8504060222 

60 373 

8504100150 

50 440 

A 


8504050222 

50 373 

8504110289 

50 440 

S 


8504050285 

50 456 

8504110289 

50 440 

S 


8504050285 

50 456 

8504120207 

50 440 

0 


8504050298 

50-304 

8604120272 

60 440 

E 


6504050307 

50-456 

6504120272 

60 440 

E 


Q504050307 

60-456 

6504150389 

50 440 

A 


8504050314 

50-374 

6504180503 

50 440 

Q 


8504050324 

50-374 

6604100516* 

50-412 

1 


8504050355 

50-45G 

8504180018 

50 440 

S 


6504050355 

50-456 

6504220067 

50 440 

F 


85O4O5035B 

50-249 

6504220007 

50 440 

F 


8504080012 

50-237 

6504220255 

50 440 

Q 


8504080300 

50-254 

6504220257* 

50-440 

Q 


8504080475 

50-454 

8504230451 

50 440 

S 


8504080536 

50 454 

8504260204 

50 440 

Q 


8604080543 

50 454 

8504280400 

50 440 

S 


8504090163 

50 373 

8504290208 

50 440 

A 


8504090163 

50-373 

8504300023 

60 440 

S 


6504090169* 

BO-373 

8504300396 

50 440 

F 


8504090207 

50 454 

8504300396 

50 440 

F 


BS04090207 

50 454 

8504300423 

50 440 

E 


8504090469 

50-373 

8504300423 

50 440 

E 


6504090499 

50 373 

8504300472 

50 440 

F 


6504100589 

50 304 

8504300472 

50 440 

F 


&S041 10124 

50-295 

8504300475 

50-440 

V 


8504110147 

50 374 

8504030022 

40 8714 



8504110185 

50 454 

8504030026* 

40 8714 



8504110441 

50 454 
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410 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATfiOOHY 



NUMBER 

CATEGORY 


8504110467 

50-454 

F 


8504230189 

50 10 


8504110467 

50-454 

F 


8504230109 

50-10 


8504110508 

50 237 

S 


8504230189 

60-10 


8504110514 

50 454 

S 


85D4230189 

50-10 


8504110556 

50 264 

R 


8504230189 

50 10 


8504110613 

50-10 

R 


8504230189 

50 10 


8504110839 

50 464 

S 


0504230189 

50-10 


8504120143 

50 454 

Q 


8504230189 

60-10 


8504120145* 

50 454 

Q 


8504230189 

50-10 


8504120169 

50 373 

F 


8504230189 

60 10 


8504120169 

50-373 

F 


8504230189 

60 10 


8504120228* 

60-374 

R 


0504230189 

50-10 


8504120320 

50 450 

Q 


8504230189 

50-10 


8504120329 

50 295 

F 


8504230207* 

50-10 


8504120329 

50 295 

F 


0504230207* 

60-10 


8504120340* 

60-374 

R 


8504230207* 

60-10 


8504120424* 

50-374 

R 


0504230207* 

60-10 


8504150046* 

50-374 

JR 


8504230207* 

50-10 


8504150105 

50 456 

Q 


8604230207* 

50-10 


8504150120 

50 295 

P 


8504230207* 

50 10 


8504150184 

50-373 

Q 


8504230207* 

50 10 


8504150184 

60-373 

Q 


8504230207* 

60-10 


8504150204* 

50-374 

R 


B5042302O7* 

50-10 


8504150271 

50 373 

R 


8504230207* 

50-10 


8504150274 

50 373 

S 


6504230207* 

50-10 


8504150274 

50-373 

S 


0504230207* 

50-10 


8504150278* 

50-373 

R 


8504230207* 

50-10 


8504150390* 

50 373 

R 


8504230594 

50-456 


8504150463* 

50 374 

R 


8504240039 

50-295 


8504150496 

50-295 

S 


0504240039 

50-295 


8504150512 

60 454 

S 


85042401 1 1 

60 265 


8504150664 

50 295 

R 


8504240187 

50-454 


8504150742 

50-373 

S 


8504240617 

50-237 


8504160007 

60 454 

F 


8504250203 

50 373 


0504160034 

50 237 

S 


8504260072 

50-10 


8504160047 

50-237 

S 


0504260072 

50-10 


8504160063* 

50-373 

R 


8504260072 

50 10 


8504160078* 

50 373 

R 


8504260072 

50-10 


8504160106 

50-254 

S 


8504260072 

50-10 


8504160190 

50-295 

Q 


8504260072 

50-10 


0504160242* 

60-373 

P 


6504260072 

50-10 


6504160262 

60-264 

R 


8504260072 

50-10 


8504160288 

60-304 

S 


6504260072 

50 10 


8504170499 

SO 454 

S 


8504260083* 

50-10 


8504170604 

50-454 

s 


8504260297 

50-265 


8504180053 

50 373 

p 


8604260366 

50-265 


8504180053 

50-373 

p 


8504290012 

50 456 


8504180057* 

50-373 

p 


8504290012 

50 456 


8504180057* 

50-373 

p 


8504290019 

50 237 


8504160072 

50 373 

F 


8504290021 

60 454 


8504180072 

so 373 

F 


8504290021 

50-454 


8504180205 

50-295 

P 


8504290021 

50 454 


8504180230 

60-237 

R 


8504290021 

50 454 


8504180230 

60 237 

R 


8504290021 

50 454 


8504160302 

50 237 

P 


8504290022 

50 373 


6504180302 

60 237 

P 


8504290022 

60-373 


6504180506 

50-456 

A 


8504290026* 

50-373 


8504180541 

60 454 

R 


8504290026* 

50-373 


8504180625 

50-295 

R 


8504290039 

50 456 


8504160625 

50 295 

R 


8504200039 

50 458 


6504190312 

50-373 

P 


8504290206 

SO 295 


6504190433 

50 456 

A 


8504290206 

60 295 


8504190433 

60-456 

A 


8504290220 

50-456 


8504190435* 

50 466 

A 


8504290220 

50-456 


8504190435* 

50 458 

A 


8504290230 

50 456 


8504190436 

50-295 

F 


8504290230 

50 456 


6504190436 

50-295 

F 


8504290231 

50 373 


8504190436 

60-295 

F 


8504290236* 

50-373 


8504190581 

50-237 

8 


8504290236* 

50-373 


8504190611 

50973 

R 


6504290241 

50-454 


8504220076 

50-249 

S 


8504280241 

50-454 


6504220089 

60-454 

s 


850429024B 

50 456 


8504220140 

60-454 

F 


8504290240 

50 456 


8604220140 

50 464 

F 


0504290290 

50 456 


8504220271 

60 973 

S 


8504290296 

50 456 


8504220376* 

50 3 

P 


8504290303 

50-295 


8504220421 

50-237 

s 


8504290303 

50-295 


8504220437 

60-249 

s 


8504290316 

50-295 


8504220442 

60 237 

s 


8504290322 

50-295 


8504220445 

60 373 

s 


8504290333 

50-374 


8504230033 

50-254 

R 


8504290334* 

50-374 


8504230033 

50 264 

R 


8504290339 

50-295 


6504230036 

50-373 

S 


8504290339 

50-295 


8504230036 

60-373 

S 


6504290363 

60 456 


8504230042 

60-454 

s 


8504290363 

50 456 


0504230047 

60 454 

s 


8S04290392 

50-373 


8504230061 

60 237 

s 


6504290392 

50-373 


8504230065 

50-237 

s 


8504290395* 

50-373 


8504230189 

50-10 

p 


8504290395* 

50-373 
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CORPORATE SOURCE INDEX 411 


AUTHOR AFFILIATION 


Communicalfons Applied Technology 
Computer Data Systems, Inc 
Computer Sciences Corp 
Connecticut Light & Power Co (subs of 
Northeast Utilities) 

Connecticut Yankee Atomic Power Co 


Connor & Wetterhahn 


Conservation Council of North Carolina 
Consolidated Edison Co of New York, Inc 


Consolidated Pipo & Supply Co, 
Consumers Power Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 


0504290^26 

SO 295 

F 

8504290426 

50 295 

F 

850429046 & 

50-254 

S 

8504290479 

50 265 

S 

8504300057 

50 295 

s 

8504300212 

50 373 

s 

8504300424 

50 295 

p 

8504300553 

50 456 

s 

8504300S53 

50 456 

s 

8504300640 

50 454 

s 

8S04110612* 

CONTRACT 


8504160615* 

CONTRACT 


0504170599* 

CONTRACT 


85Q4180431* 

50 245 

1 

8504080433 

50 213 

F 

8504120007 

50 213 

S 

8504120011 

50 213 

S 

8504150292 

50 213 

F 

8504180500 

50 213 

1 

8504190335 

50 213 

Q 

0504220073 

50 213 

F 

85042300 67 

50 213 

S 

8504230144 

50 213 

S 

8504230290 

50 213 

S 

8504230295 

50 213 

F 

8504230326 

50-213 

H 

8504230369 

50-213 

S 

8504200314 

50-213 

P 

8504830030 

70-2948 


8504040232 

50 352 

G 

86040802 06 

SO 352 

G 

6504160339 

50 352 

G 

8504160339 

50 352 

G 

8504160418 

50 352 

P 

8504160418 

50 352 

P 

8504290507 

50-352 

G 

8504300453 

50-410 

A 

6504160207 

50-400 

G 

0504010075 

50-247 

Q 

8504010204 

50-3 

R 

8504030167 

50-247 

R 

8504030170* 

60-247 

R 

85040301 72* 

50-247 

fl 

05O4O9OOS7 

50-3 

F 

8504090152 

60-3 

F 

8504150284 

50-247 

P 

6504160016 

50-247 

S 

8504160023 

SO 247 

S 

8504160040 

50 247 

P 

8504160044* 

SO 247 

P 

8504160048* 

50-247 

P 

8504160067 

50 247 

S 

8604160300 

50 247 

S 

8504180301 

50-247 

P 

8504160304* 

50 247 

P 

8504180308* 

50-247 

P 

8504190315 

50-247 

Q 

8504190443 

50-247 

Q 

8504300011 

50-247 

S 

8504110689 

50 416 

S 

8503290256 

50 329 

A 

8504010100 

50 155 

P 

6504020082 

50 155 

F 

8504020173 

50 255 

P 

8504030083 

50-155 

F 

8504030226 

50 255 

P 

8504030220* 

50-255 

P 

8504030233* 

50-255 

P 

BS04040209 

50-265 

P 

8S04040396 

50-329 

G 

8504040396 

50-329 

G 

8504050113 

50-329 

S 

8504050173 

50-155 

F 

8504050192 

60-255 

P 

8504050227 

50-328 

G 

8504050227 

50-329 

G 

8504050246 

50-329 

0 

8504050246 

50-329 

0 

8504080087 

50-255 

F 

8504080095 

50-255 

F 

8504080212 

50-255 

F 

8504080215 

60-255 

F 

0504080579 

50-155 

F 

8504 110242 

60-265 

s 

8504120174 

60-265 

Q 

8504120352* 

50-329 

R 

8504150167* 

50-329 

R 

6504150226 

50-255 

0 


AUTHOR AFFILIATION 


Containment Issues Owners Group 


Continuum Dynamics, Inc 
CorSTAR nosearch, fnc 

Covington & Burling 


Daliyland Power Cooperative 


Dames & Moore 

David W« Taylor Naval Research & 
Development Center 
Del Aware Unlimited, Inc 
Delaware. Stale of 

Defmarva Power & Light Co 
Detroit Edison Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8504150239 

50 155 

0504150239 

50 155 

8504150239 

50 155 

8504160306 

50-255 

B604 150350* 

50 329 

6504150360 

50-155 

850416000B 

50-155 

8504160033 

50-155 

8504160049 

50-155 

8504170019 

50-155 

B50417014B 

50-255 

B504 170 166 

50-255 

8504170259 

50-155 

8504170260 

50-255 

8504190628 

50-155 

8504220192 

50-255 

8504230118 

50-255 

8504230352 

50-155 

8504230357' 

50-155 

8504230374 

50-155 

8504230382 

50 255 

8504230560 

50 329 

5504230560 

50 329 

6504230598 

50 329 

8504240363 

50 32fl 

8504240363 

60 329 

850425014$ 

50 255 

B504290384 

50 329 

8504290384 

50 329 

8504250399 

50 155 

0504260401 * 

50 155 

B504290403* 

50-155 

8504200405* 

50 155 

8504300119 

50 255 

8504300464 

50 329 

8504180114 

TOP REP 

8504250340 

TO PREP 

8504250351* 

TOPREP 

0504180467* 

50 312 

8504090436 

WASTE RES 

8504080257 

40-2061 

8504090195 

40-2061 

8504260077 

40-2061 

8504260364 

40-2061 

8504300063* 

50-490 

6504030042 

50-409 

8504090120 

50-409 

8604120004 

50-409 

0604150309 

50-409 

0504150312* 

50-409 

85041604G5 

50-409 

8504160052 

50 409 

05041B0514 

50 409 

8504190468 

50 409 

8504230200* 

50 409 

8504230305 

50 409 

8504230391 

50 409 

8504290163 

SB 409 

6504300147 

50-409 

8504300310 

50 409 

8504250314* 

SB 395 

8504240177* 

50 437 

8504040390 

50 352 

8504220053 

PHM 

8504170461* 

50-277 

85030B0347 

50 341 

8503080352* 

50 341 

8504010033 

50-341 

850401 0086 

50-341 

0504020201 

50-341 

8504050290 

50-341 

8604050292* 

50-341 

6504030453 

50-341 

B50 4 080467* 

50-341 

050408045B* 

50-341 

B504 080464* 

50-341 

86040B0468* 

50-341 

8504080473* 

50-341 

8504080476* 

60 341 

8504080460* 

60-341 

8504080463* 

60-341 

8S04080486* 

60 341 

85O4OBO407* 

50 341 

8504080491* 

50-341 

55O40BO498* 

50 341 

6504080498* 

50-341 

8504080502* 

50 341 

8504080504* 

60 341 
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412 CORPORATE SOURCE INDEX 







AUTHOR AFFJLIATION ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8504080507* 

50 341 

K 


8604160125 

50-413 

S 

8504060510* 

50 341 

K 


8604160151* 

50-369 

Q 

8504000515* 

60*341 

K 


8504160244* 

50 413 

Q 

8504000518* 

50 341 

K 


8504160321 

50-369 

Q 

8504000521* 

50 341 

K 


8504160321 

50 369 

0 

8504080523* 

50 341 

K 


8504160321 

50-369 

Q 

8504120310 

50 341 

J 


8504160421 

50 269 

P 

8504190492 

50 341 

A 


8504160421 

50 269 

P 

8504240124 

60 341 

J 


8504170030 

50 414 

S 

8504240343 

50 341 

F 


8504170079* 

50 269 

Q 

85042S0154 

50 341 

1 


8504170245 

50-369 

P 

8504290252 

50 341 

J 


8504170245 

50 369 

P 

Dodson Steel Products. Inc 85041 10335 

PT21 



8504170249* 

50-369 

P 

Drey, K 0504040333 

50 483 

6 


8504170249* 

50-369 

P 

8504150099* 

50 483 

A 


8504180037 

50 414 

5 

Duke Rower Co 8504020081 

50 414 

E 


8504180260 

50-287 

P 

8504020125 

50 413 

P 


8504180289 

50 369 

P 

8504020184 

50-369 

P 


8504180289 

50-369 

P 

8504020184 

50 369 

P 


8504I80295* 

50 369 

P 

8504020184 

50 369 

P 


8604180295* 

50 369 

P 

8504020184 

50 369 

P 


0504190173 

50-413 

ft 

8504020166 

50 413 

E 


8504190223 

50 269 

P 

8504040195 

50 413 

P 


8504190235* 

50 269 

P 

8504040195 

50 413 

P 


8504190235* 

50-269 

P 

8504040297 

50 269 

F 


8504190235* 

50 269 

P 

8504040413 

50 269 

S 


8504190299 

50-413 

P 

6504040459 

50-413 

S 


8504190301 

50 369 

F 

8504040462 

50*369 

S 


8504190326 

50 414 

A 

8504040465 

50 413 

S 


8504190483 

50 414 

A 

8504050243 

60-369 

P 


8504220363* 

50 3 

P 

8504060243 

50 369 

P 


8504230283 

50-270 

S 

8504050247* 

50-369 

P 


8504230300 

50 414 

M 

6504050247* 

50 369 

P 


8504240108 

50 413 

F 

8504050313 

50-370 

S 


8504240108 

50-413 

F 

8504080090 

50 370 

S 


0504240173 

60 413 

Q 

0504080101 

50-370 

S 


8504250025 

60-369 

a 

8504080196 

50 413 

P 


8504250028* 

50 369 

R 

8504080263 

50-369 

P 


8504250031* 

50-369 

R 

8504080263 

SO 369 

P 


8504250042* 

60-360 

n 

0504080266* 

50 369 

P 


8504250045 

50-269 

R 

8504060268* 

50 369 

P 


8504250046 

50-269 

R 

8504080439 

50-369 

S 


8504250045 

50 269 

R 

8504080569 

50 269 

S 


8504250092 

50 413 

S 

6504080601 

50 413 

F 


8504250162 

50-413 

0 

8504090178 

50 369 

P 


0504250353 

50 413 

ft 

6504090300 

50 369 

P 


8504250358 

50 413 

s 

8504090300 

50-369 

P 


8504260056 

50-269 

F 

8504090304* 

50 369 

P 


8504260058 

50-269 

F 

8504090304* 

50 369 

P 


8504260066 

50-269 

F 

8504090310 

50-369 

P 


8504260095 

50 269 

F 

8504090310 

50 369 

P 


8504260095 

60-269 

F 

6504090313* 

60-369 

P 


8504260095 

50 269 

F 

8504090313* 

50 369 

P 


8504260370 

50-413 

S 

8504090479 

50 269 

R 


8504290510 

50-413 

S 

0504090479 

50-269 

R 


8504300042 

50 269 

P 

8504090479 

50 269 

R 

Duquesne Light Co 

8407050214 

50-412 

K 

8504090515 

50-269 

R 


B407050217* 

50 412 

K 

8504090519 

50 369 

R 


8504010156 

50-412 

H 

8504090520* 

50-369 

R 


8504010172 

50-334 

P 

8504090521 

50-369 

R 


8504010174* 

50 334 

P 

8504090522* 

50-369 

R 


8504010177* 

50-334 

P 

8504090523 

50 269 

R 


8604010188 

50 412 

A 

8504100083 

50 269 

S 


8504010216 

50 334 

S 

8504100201 

50-369 

R 


8504010218 

50-334 

S 

8504100220 

50 269 

R 


8504010219 

50 334 

S 

8504100227 

50 369 

R 


8504020015 

50-412 

A 

8504100295 

50-269 

R 


8504020121 

50 412 

A 

8504100313 

50 269 

R 


8504020244 

50 412 

H 

8504100391 

50-269 

R 


9504030280 

50 412 

E 

8504100331 

50-269 

R 


8504080065 

50-334 

R 

8504100331 

50-269 

R 


0504060216 

50 334 

P 

8504100554 

50-369 

ft 


8504080220* 

50-334 

P 

8504110269 

50-414 

S 


8504080222* 

50-334 

P 

8504110284 

50-206 

s 


8504110260 

50 334 

S 

8504110264 

50-206 

s 


8504110280 

50-334 

R 

8504110472 

50-413 

s 


85041 10527 

50 334 

R 

0504110743 

50 413 

s 


8504120106 

50 412 

S 

8504120444* 

50 413 

A 


8504120111 

50-412 

S 

8504150069* 

50 413 

R 


8504120260* 

50 412 

A 

8504150178* 

50 413 

R 


8504160031 

50 412 

A 

8504160249* 

50-370 

R 


6504180515 

50-412 

1 

8504150357* 

50 370 

n 


8504180518* 

50 412 

1 

8504150459* 

60-370 

R 


8504160646 

50 334 

R 

8504160582* 

50 413 

Q 


8504190255 

50-412 

E 

6504150596* 

50 413 

T 


8504220131 

50-412 

A 

8504150681 

60 269 

P 


8504220144 

50 334 

F 

8504160089 

50-413 

S 


0504290149 

50-334 

S 

8504160090 

50-369 

S 


8504290356 

50-334 

Q 

8504160116 

50 413 

s 


8504300372 

50 334 

P 







CORPORATE SOURCE INDEX 413 

AUTHOR AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR AFFILI-ATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


EOS Nuclear. Inc 

EG&G, Inc 

8S04G00409 

8504300436 

8504180254* 

8409260642* 

8501028513* 

50-334 

50-412 

60-206 

50-281 

50-265 

F 

P 

P 

P 

Energy, fnc 

Engineering & Economics Research, Inc 

8504300589 

8504300590 

8504300592 

85042602B1* 

8504250117* 

WASTE MGT 
WASTE MGT 
WASTE MGT 
CGNTRACT 
CONTRACT 



8501108550* 

8503040165* 

8503130353* 

8503250088* 

8503270133* 

50-208 

50-483 

50-336 

50-313 

50-389 

F 

F 

F 

F 

P 

Engineers International, Inc 

Environmental Protection Agency 

Essex Corp 

8504090425 
8504170526 
B504250222 ‘ 
65043005B7 
8504300432 ‘ 

WASTE RES 
WASTE RES 

50 412 

WASTE MGT 
50-482 

D 

F 


8503270570* 

0504030466 

8504160110 

8504190010* 

8504190017* 

60-354 

NUflEG 

NUREG 

FOIA 

FOIA 

F 

European Communities, Commission of 

Exxon Corp 

8504120013 

8504120018 

8504030032 

8504030212* 

8504030218* 

XPORTLIC 

XPORTLIC 

40 8102 

40 8102 

40 8102 



8504190175* 
8504220201 * 
6504220353* 
8504220369 
8504250464* 

FOIA 

FOIA 

50-440 

NUflEG 

50 275 

E 

Q 

Exxon Nuclear Co , Inc (subs o1 Exxon 

Corp) 

8504010052 

0504050214 

8504080218 

8504080265 

TOPREP 

50 316 

TOPREP 

50 316 

P 

P 

Earth Proleclor, Inc. 

East Meadow Union Free School Dlslrlcl, 

NY 

8504250469* 

8504250474* 

65041001S4 

8504100291 

50 275 

50 276 

PRM 

50-322 

Q 

Q 

Q 


8504080273* 
8504090250 
0504090271 * 
0504090326 
0504100435 

50316 

TOPREP 

TOPREP 

50 316 

TOPREP 

P 

P 

Ebasco Services, Inc. {subs of Enserch 
Corp) 

Eddloman, W 

8504030272* 

8504150088’ 
8504050167 
65040001 1 1 

50 293 

50 382 

50 400 

60*400 

Q 

A 

G 

Q 

Failure Analysis Associates 

Farmingtfalo Public Schools, NY 

Federal Aviation Adminislralion 

Federal Emergency Management Agency 

8504160455 

8504240216* 

8504100171 

8504090458 

8504020302 

TOPREP 

50 200 

50 322 

71-177 

50 440 

S 

G 

G 

Ederer, Inc 

Edison Electric Institute 

8504090185 

8504160287 

6504180636 

8504160323 

8504160596* 

50 400 

50-400 

50 400 

so 266 

50 413 

G 

G 

G 

S 

T 


0504110153 

0504110162* 

8504110165 

8504170432 

8504190355 

60-352 

50-352 

50-382 

50-334 

50-322 

F 

F 

F 

F 

f 

Ediow Inlernotlonal Co 

Electric Power Research Institute 

8504160007 

8504030038 

8504090204 

8004180463* 

8101070210* 

WASTE MGT 
XPORTLIC 
XPORTLIC 
50-320 

FOIA 

P 

Flack, G 

8504290002* 

8504300324 

8504300331* 

6504300366 

8504040341 

50-400 

50-373 

50-373 

50-206 

50-424 

G 

F 

F 

F 

G 

Electric Utility Companies Nuclear 
Transportation Group 

Elgar Corp 

Elma Engineering Co 

Enerfab 

8504100459 

6504230398 

8504020138 

650404O2B0 

PRM 

QA999 

OA999 

50 416 

S 

Flemming, Anderson, McClung & Finch 
Florida Power & Light Co 

8504040347* 

8504160206 

8604020206 

8504020206 

8504020297* 

50-424 

50-361 

50-250 

50-250 

50 250 

G 

G 

P 

P 

P 

Energy Engineering Group 

Energy Fuels Nuclear. Inc 

Energy, Dept of 

8504190175* 

6504040109 

8604150665 

8504080094 

6504080182 

FOIA 

40-8875 

40-1162 

WASTE MGT 
WASTE MGT 



8504020297’ 

8504040402 

8504080371 

8504080577 

8504090009 

50 250 

60-250 

50-335 

50 251 

50 250 

P 

S 

P 

S 

F 


0504080552 

8504080SS6* 

8504080561 

6504080584 

8504080591 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 



8504090097 

0504090097 

8504000191 

0504080455 

B504090459* 

50-335 

60-335 

60 335 

50 250 

50-250 

Q 

Q 

P 

R 

R 


8504090029 

8504090033* 

8504090036* 

6504090142 

8504100044 

WASTE MGT 
WASTE MGT 
WASTE MQT 
WASTE MQT 
WASTE MGT 



8504090459* 

8504000464* 

0504090484* 

0504090470 

8504090501 

50 250 

50 250 

50-250 

50-335 

50-335 

R 

R 

R 

R 

n 


6504100694* 

6S04160S48 

8504170352 

8504170381 

8504170367 

COMMIS5IO 
WASTE MGT 
WASTE MQT 
WASTE MQT 
WASTE MQT 

N 


8504090501 

0504090504 

0504090507* 

8504090508 

0504090509* 

50 335 

50 335 

50-335 

60-335 

50-335 

R 

R 

R 

R 

R 


0504170374* 

6SQ41703B2 

8504170365 

8504170302 

8504170407 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MQT 
WASTE MGT 



8504090517 
6504 100210 
8504100210 
8504100207 
8504100287 

50-369 

50-250 

50-250 

50-335 

50-335 

R 

R 

H 

R 

R 


6504170482 

8504170608 

8504170659 

8604170709 

6604160012 

WASTE MQT 
WASTE MQT 
WASTE MQT 
WASTE MGT 
WASTE MQT 



B5041 00365 
8504100374* 
8504100390 
8504100398 
B50'4100468* 

50-335 

50-335 

50 250 

50 250 

50 348 

H 

R 

R 

R 

R 


8B04180016* 

8504160110 

8504160112 

8504160314 

8504190007* 

WASTE MGT 
WASTE MQT 
WASTE MQT 
WASTE MQT 
FOIA 



8504100477* 
8504100720 
6504100720 
6504110313 
85041 104 5B 

50 348 

60 250 

60 250 

60-335 

60 335 

R 

R 

R 

F 

S 


6604160170* 

8504220168* 

8504290018 

8504300009 

6504300071 

FOIA 

FOfA 

71 6639 
40-0500 
WASTE MGT 



B504110554 

8504110560 

8504110560 

0504120254 

8504120266 

50 335 

50-250 

50 250 

50-335 

50-335 

R 

R 

R 

F 

P 


8504300076 

8504300083 

8504300087 

8504300100 

WASTE MGT 
WASTE MQT 
WASTE MQT 
WASTE MQT 



06041 203B6* 
8504150016* 
8504160365 
8504150367 

50 389 

50-309 

50-309 

50-389 

R 

R 

P 

K 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Florida Power Corp (subs Florida 
Ptoqisss Corp) 


Fluor Corp 


Franklin fnstilute/Franklrn Research 
Center 


Freedom DevefopmenI Co, 

Friends of ihe Failh 
Future View, Inc 

G & W Taylor Forge Canada Ltd (subs, of 
Guff & Western Manufacturing Corp) 

GA Technologies, Inc /General Atomic Co. 


ACCE5SJON 

SUBJECT 

NUMBER 

CATEGORY 

0504150371' 

50*389 

8504150376* 

SO-369 

85041 5037S' 

£0 380 

8504150382* 

50 389 

8504150386* 

SO 309 

8504160391* 

50 389 

8504150393* 

50 389 

8504150396* 

SO 389 

8504150399' 

60-389 

8504150404' 

50-389 

8504150410* 

SD'389 

8504150413' 

50-389 

8504150415' 

50-389 

8504150420' 

50-389 

8504160421' 

50-369 

8504150424* 

50-389 

8504150426* 

50-389 

8504150427* 

50 369 

8504150430* 

50 389 

8504160433* 

50-300 

85041S0558* 

50 250 

8504160610* 

50 389 

8504180054 

50-335 

8504160164* 

50-250 

8504170206 

50 389 

8604170211* 

50-389 

8504170446 

50-335 

6504100607 

50 250 

8504190305 

60-250 

65041 9030 B 

60-335 

8504190308 

50 335 

8504190313* 

SO 335 

8504190313* 

60-335 

8504190317* 

50 335 

8504190441 

50 250 

8504230302 

50 250 

6504230332 

50 389 

8504230396 

50-250 

8504230396 

60*250 

0504230446 

50-335 

8504240090 

50-250 

8504240224 

50*260 

6504240224 

60*250 

0504280218 

50-389 

8604260221* 

50-369 

8504290368 

50-260 

0504020170 

50*302 

8504020458 

50-302 

8504030091 

SO 302 

8504050128 

60-302 

8504050261 

50-302 

8504090502 

50 302 

8504100178 

50 302 

8504100182* 

60 302 

0504100200 

60-302 

8504100205* 

60 302 

8504100245 

60*302 

8504100252* 

60-302 

8504100260 

50 302 

8SQ4100285* 

60-302 

8604100304 

50-302 

8504100321 

60-302 

8604120463 

50-302 

8504150227 

60-302 

85Q4160315 

60-302 

6504160039 

50-302 

8504160465 

50*302 

8504160630 

50-302 

0504190339 

50-302 

0504240185 

50-302 

8504240229 

60-302 

8504290232 

60-302 

8504090226 

WASTE MQT 

8504300067 

WASTE MGT 

8402070447* 

60*269 

8408290044* 

50 369 

6412260354' 

60-348 

8504100708* 

MISC 

8504020333 

50 362 

8504090225 

50 352 

8504100700* 

CONTRACT 

8604110670 

PTEI 

8504010133* 

60-267 

6504020264' 

50-267 

8504020300* 

50 287 

8504090048 

70-734 


K 

K 

K 

K 

K 

K 

K 

K 

K 

K 

K 

K 

K 

K 

K 

K 

R 

K 

K 

K 

O 

K 

S 

Q 

P 

P 

S 

R 

P 

F 

F 

f 

f 

F 

O 

s 

P 

F 

F 

P 

S 

P 

P 

P 

P 

F 

F 

S 

$ 

F 

F 

R 

P 

P 

P 

P 

P 

P 

R 

R 

R 

R 

O 

P 

F 

R 

F 

n 

F 

F 

F 

F 


author AFFILIATION 
Gage*Qabcock Associates, Inc 
GeeB'a, Inc 
Genera) Electric Co 


General Nuclear Systems, Inc 

General Physics Corp 

General Public Ulililiea Corp. • GPU 
Service Corp 


ACCESSION 

NUMBER 


8504150639' 

8504170551* 

8504170555' 

8504090442 

0504120384' 

8504020370' 

8504020427 

8504030004 

0504030213 

0504030213 

85D4030213 
8504030269 
8504030281 ' 
0504030310* 
8504030400 

8504040193' 
8504100149' 
8504 1 0071 7 
8504150432 
8504160264 

8504160267 

8504160329 

0504160382 

8504160598 

8504160632 

8504170116 

8504170631 

0504180013 

8504180127' 

8504180441 

8504230373' 

8504230532* 

0504230608 

8504240432 

8504260374 

8504260468 

8504290444 

8504300340 

0504180229 

8504290143 

8504100427* 

8604290353' 

8504010005 

6504010015 

8504010026 

0504010031 

8504010046 

6504020139 

8504020144 

8504020169 

8504020174' 

8504020175' 

8504020221 

8504020312 

6504030206 

8504030250 

8504030270 

8504040362 

8504040395 

8504040400' 

8504040403 

8504050091 

8504050264 

8504050291 

850406000B 

6504080233 

8504080319 

8504080327 

B504080426 

8504090260 

0504090296 

6504100086 

6504100144 

8504100262 

8604110182 

8504110396 

8504110404* 

8504110552 

8504120188 

8504120168 
8504120241 
8604120248* 
S5041 20389 
B504160212 

8504150263 

8504160269' 

0504160334 

6504150348 


SUBJECT 

CATEGORY 

CONTRACT 
CONTRACT 
CONTRACT 
WASTE RES 
CONTRACT 

CONTRACT 
70 754 
50 70 
50-18 
50-18 

50 18 
50 73 
50-293 
50-293 
71-5900 


50-447 

TOPREP 

PRM 

50 70 

50-70 

50-333 

70-754 

50-70 

70 1308 
70-1007 
70-1113 
50 416 
TOPREP 

50-245 
60*10 
71*9001 
TOPREP 
70 754 

70*1113 
TOPREP 
50 447 
PROJ 
PROJ 

50-322 
50*271 
50 219 

50 289 

50*320 
50 320 
50 320 
50 289 
50-289 

50-320 
50-320 
50 320 
50 219 
50-289 

60-320 
50-269 
50-289 
60 320 
50-289 

50*289 
50 219 
SO 320 
60-320 
50-289 

50*219 
50-320 
50 269 
60 289 
50-320 

50-210 
50-320 
50-219 
PRM 
SO 219 

50-2B9 

60-219 

50-219 

50-219 

50-289 

50 289 
50 320 
50-320 
50 209 
50-289 

50-320 

50-320 

50-219 

50-320 


R 


J 

R 

Q 

Q 


P 

A 


G 

G 

S 

G 


P 

P 

P 


A 


P 

F 

Q 

P 

P 

P 

P 

G 

G 

P 

P 

P 

P 

G 

F 

P 

F 

H 

S 

S 

P 

F 

5 

P 

S 

P 

G 

P 

P 

P 

F 

P 

F 

F 

P 

P 

R 

F 

F 

P 

P 

G 

P 

P 

P 

F 

P 



CORPORATE SOURCE INDEX 415 


AUTHOR AFFILIATION 


GeoTrans, Inc. 

Georgia Instilule of Technology, Atlania 
GA 

Georgia Power Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8504150354* 

50 320 

P 

3504160062 

50 289 

F 

B504 160076 

50 289 

S 

8504160095* 

50 289 

s 

8504160095* 

50 289 

s 

8504170255 

50 269 

p 

85041601-37 

50 320 

p 

85041B0221 

50-269 

o 

6504180221 

50 289 

a 

8504160231* 

50 289 

Q 

8504180231“ 

50 289 

o 

e5041&0249* 

50 289 

o 

8504180249* 

50 289 

Q 

6504160269 

50 289 

p 

0504180363 

50-289 

F 

85041S0363 

50-289 

F 

8504180455 

SO-320 

P 

0504180460* 

50 320 

P 

0504100483* 

50 320 

P 

8504180480 

50 210 

H 

8504180647 

SO 320 

S 

8604190238 

50-289 

P 

8604190266 

50-320 

Q 

S6D4190364 

50-289 

Q 

8504190367 

50 219 

P 

0504220052 

50 320 

F 

050422020 Q 

60 289 

G 

8604230347 

50-320 

H 

8504230389 

60-289 

V 

8504240059 

50-219 

P 

8504240067“ 

50 219 

P 

8504240076 

50 289 

F 

8504240138 

50 289 

Q 

8504240206 

50 320 

P 

8504240215* 

50 320 

P 

8504240222* 

50 320 

P 

8504240228* 

50 320 

P 

0504240245 

50 320 

P 

8504240267 

50 320 

P 

5504240269 

50-320 

P 

0504240278* 

50 320 

P 

8504240304 

50 320 

F 

8504250009 

50-219 

R 

8504260610* 

50-219 

R 

8504260014* 

50-219 

R 

8504250507 

50-320 

R 

8S042803B9 

50-320 

S 

6504290009 

50-289 

G 

8504290331 

50-289 

P 

0504290433 

50-320 

P 

6504300175 

60-289 

P 

8504300170* 

50 289 

P 

Q5043 00322 

50 320 

P 

85043Q0327* 

50 320 

P 

8504300411 

60 219 

P 

6504300414 

60 289 

0 

8504300431 

50 219 

1 

8504300431 

50-219 

1 

8504300434* 

50 219 

1 

8504300434* 

50-219 

I 

8504300434* 

50-219 

1 

8604090454 

WASTE RES 


8504170357 

50 276 

P 

6503190120 

50 424 

K 

8503190120 

50 424 

K 

8503190126“ 

50-424 

K 

8503190126* 

50-424 

K 

B 50401 0054 

50-424 

E 

8504010168 

50-321 

H 

8604010 1 68 

50 321 

H 

8504010170 

50 321 

0 

8504010170 

60 321 

0 

8504010184 

50-321 

F 

8504010184 

60 321 

F 

8504020085 

50-321 

Q 

8504020191* 

50-424 

G 

8504020214 

50-366 

P 

6504030036 

60-424 

C 

8504030046* 

50-424 

C 

8504030094 

50-424 

E 

8504030094 

60-424 

E 

8504030127 

50-321 

R 

8504030127 

60-321 

R 

8504040355* 

50-424 

G 

8504040385 

50-424 

E 

8504040385 

50-424 

E 

8504080107 

50-366 

S 

8504080271 

50-424 

A 


0504080305 50 321 
0504080305 50 321 
8504080309“ 50 321 
8504000309*' 50 321 
B5040B0313* 50 321 


R 

R 

R 

R 

R 


85040 B031 3’ 50 321 

8504000593 50 366 

aS040905^B 50 424 

0504090518 50 424 

0504090524 50 321 


R 

S 

C 

C 

R 


B504090524 50-321 R 
8504090525“ 50-321 R 
8504000525“ 50-321 R 
8504100191* 50-321 R 
8504100191* 50-321 R 

8504100333 50-321 R 
B504100333 50-321 R 
8504100346“ 50-321 R 
8504100348* 50-321 R 
8504100356“ 50 321 R 


8504100355“ 50-321 
8504100433 50-321 
8504100433 60-321 
8504100442* 50-321 
8504100442“ 50-321 


R 

R 

R 

R 

R 


5504100460“ 

5504100450“ 

50 321 

50 321 

8504100567“ 

50 424 

8504100587“ 

50-424 

8504110711 

50 321 

0504120044 

50 321 

8504120141 

50 321 

8504120401* 

50 424 

8504120443 

50 424 

8504150164* 

50 424 

8504150205* 

50 424 

6504150254 

50 424 

8504150264 

50 424 

8504150308* 

50 424 

6504150419“ 

50 424 

B504 150748 

50 424 

8504150748 

50 424 

8504160337 

50 366 

8504160391 

50 321 

8504160391 

50 321 

8504170118* 

50-321 

8504170673 

50-424 

8504170873 

50-424 

0504170745 

50-424 

8504170745 

50-424 

6504180373 

50-306 

0504100301 

50-321 

8604180381 

50-321 

85041803D7 

50-321 

6584180387 

50-321 

8504180427 

50-321 

8504180427 

50-321 

85041 60454 

50-424 

8504100620 

50 321 

6504190429 

50 424 

8504190429 

50 424 

8504220243 

EO 424 

8504220243 

60 424 

8504220320 

50 321 

8504230311 

60 424 

3504230311 

50 424 

0504230325 

50 424 

B5042303Z5 

50 424 

8504230557* 

50 424 

8504230557* 

50 424 

6504230561* 

50 424 

6504230561* 

50 424 

8504240644 

50 366 

8504250210 

50-321 

B5D4250210 

50-321 

8504250219 

50-321 

8504250219 

50-321 

8504250230* 

50-321 

8504250230* 

60-321 

8504250230* 

60-321 

8504260159 

50-424 

B50426O159 

50-424 

8504260104“ 

50-424 

8604260194' 

50 424 

0504290413 

50 321 

8504290413 

50 321 

8504290431 

50 321 

8504290431 

50 321 

B504300132 

50 366 


a 

R 

G 

G 

S 

F 

Q 

R 

G 

R 


E 

R 

R 

0 

Q 

P 

R 

R 

Q 

G 

G 

Q 

G 

P 

F 

F 

F 

F 

P 

P 

E 

R 

£ 


E 

E 

R 

E 

E 

E 

E 

Q 

G 

G 

G 

S 

I 

t 

I 

I 

I 

I 

G 

G 

G 

Q 

F 

F 

F 

F 

S 
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author affiliation 


Georigians AgaifiiSt Nuclear Energy 


GeselfschaM luer Nuklear Service, mbH 


Gibbs & HiJI, Inc (subs of Dravo Corp 
Gilbert/Comrronwoallh, Inc (lormerly 

Gilberl Associates, lnc> 

Golder Associates 
Government Accountability Project 


Grater ford Prisoners 


Guild, R 

Gulf States Utilities Co 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

8504300337 

50 424 

S 


8504190580 

50 450 

B504300339 

50 424 

A 


8504220191 

50 450 

8504300410 

50 321 

Q 


8504220251 

50 458 

8504300410 

50-321 

Q 


8504240179 

50 458 

8504300442 

50-321 

F 


8504240236 

50 458 

8504300442 

50 321 

F 


8504240283 

50-458 

8504040341 

50 424 

G 


8504240534 

50 458 

0504040341 

50 424 

G 


8504240540 

50 450 

8504040347* 

50 424 

G 


8504240635 

50 458 

8504040347* 

50 424 

G 


8504250017 

50-458 

8504160400 

50 424 

G 


8504250054 

50-450 

8504230554 

50 424 

G 


6504250480 

60 450 

8504230554 

50 424 

G 


8504250490 

50 458 

8504230556* 

50 424 

G 


8504250498 

50 458 

8504230556* 

50 424 

G 


8504250509 

50-458 

8504030154 

71-510 



8504250524 

50 458 

8504160525 

71-510 



8504250559 

50 458 

8504170556 

71-510 



8604260037 

50-458 

8504100218 

TOPREP 



8504260039* 

50-458 

8504080092 

50 440 

S 


0504300364 

50 458 





8504300377 

50 458 

8504230403 

50 440 

s 


8504300388 

60-458 

8504180021 

WASTE RES 



8504300390 

50-458 

8504110371 

50 483 

H 


8504300420 

50 458 

8504300430 

50 302 

G 


8504300503 

50-458 

8504010023 

50-352 

G 

Gulfalloy 

8504110742 

PT21 

8504220242 

50-352 

G 

Guyon Alloys, Inc 

8504150307 

60-341 

0504230543 

50 352 

G 

H A F A Inlf , Inc 

8504080435 

TOPREP 

8504180636 

SO 400 

G 


8504080440* 

TOPREP 

6504010019 

50-458 

A 

HHS, Dept of, U S Public Health Servic 

0504100213 

REGGD 

0504010025 

SO 450 

A 

Harmon, Weiss & Jordan 

0504010042 

50-289 

8504010116 

60-458 

A 


8504020292 

60-289 

8504010120 

50 458 

E 


8504090249 

50 289 

8504010146 

50 458 

1 


8504090473 

WASTE MGT 

8504030040 

50-458 

S 


0504110417 

PR 

8BO4O30049 

SO 458 

S 


0504110426* 

PR 

8504030053 

50 450 

s 


8504180050 

WASTE MGT 

8504030067 

50 456 

s 


8504290320* 

PR 

8504030069 

50 458 

K 

Hodder, W H 

8504020227 

50-250 

6504030075* 

so 456 

K 

House of Rep 

8504170694* 

60-260 

8504030079 

50 458 

S 


8504250183* 

COMMiSSIO 

8504030092 

50-450 

S 


8504290080* 

50-352 

0504030101 

SO 456 

A 

House of Rep , Energy & Commerce 

0504100800* 

60-416 

8504050038 

50 45B 

S 

House of Rep, Government Operations 

8504050180* 

70-364 

0504050059 

50 458 

s 

Houston Lrghting & Power Co 

8504020095 

50 498 

8504050066 

50 456 

s 


8504030323 

50-498 

6504050071 

50 4SB 

s 


8504030323 

50-498 

0504050070 

50 458 

£ 


8504050002 

50 498 

8504050082 

50-458 

A 


8504050002 

50 498 

6504050005 

50 458 

E 


8504050131 

50 408 

8504050090 

50 468 

S 


8504050223 

50-498 

6504050107 

SO 458 

S 


8504050225 

50-498 

8504050237 

50 4SB 

F 


8504050225 

50 490 

850400004 r 

50 468 

Q 


8504050228* 

50-498 

8504080421 

50 458 

A 


8604050220* 

50-498 

8504090256 

50 458 

A 


8504080229 

50-498 

8504090377 

50 458 

S 


6504060229 

50 490 

0504100027 

50-450 

F 


8504080235* 

50 406 

6504110175 

50 456 

V 


8504080235* 

60-498 

8504110341 

50 458 

S 


8504000295 

50-498 

0504110706 

50 450 

S 


85041 0057B 

50 498 

8504120938* 

50 458 

R 


8504100578 

60 490 

0504120422* 

50 458 

R 


8604120377* 

50-408 

8504150050 

50 458 

0 


8504120420* 

50-498 

8504150143" 

50 458 

fl 


8604120426* 

60-498 

8604150177'* 

50-458 

R 


8504120426* 

60-490 

8504150193* 

50 458 

B 


8504150166 

60-498 

8604160233 

50 458 

A 


8504160162* 

50-498 

8604150269* 

50 458 

0 


0604150162* 

50-498 

6604150324* 

50-458 

R 


8504150162" 

50-498 

8604150303* 

50 458 

Q 


86041 60169’ 

50 498 

8504150442* 

60-458 

R 


8604150200* 

60 498 

8504160246 

50 458 

A 


6604160429* 

50-498 

0504160380 

50 458 

A 


8604160278* 

50-408 

8504170098 

50 468 

S 


8504160278* 

50-498 

S504170103 

50 458 

S 


8504160276* 

50 498 

8504170112 

50458 

S 


8504160286* 

50 498 

6604170121 

50-450 

S 


8504160414 

50 498 

6604170270 

50-468 

s 


8504160414 

60-498 

8504170287 

50 458 

s 


B5041 70073 

50-498 

8504170290 

50-458 

s 


8504170073 

60 498 

8604180450 

50-458 

K 


8504170199 

SO 490 

8604180461* 

50 458 

K 


8504170306 

50 496 

8504190065 

60 458 

0 


8604170306 

60 498 

6504190093 

50-456 

Q 


8604170317 

60 498 

8504190150 

50 458 

Q 


8604170317 

50-498 

8504190416 

50 458 

Q 


8504190177 

60-498 

6504190514 

50-456 

S 


0604190177 

60 490 

8504190544 

50 458 

S 


8504190180* 

60 49B 
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CORPORATE SOURCE INDEX 417 


AUTHOR AFFILIATION 


Hub, Inc 

Humboldt County, CA 
Hunton & Williams 


Hydro Englneoring 

Hydrogen Control Owners Group 

Idaho. State ol 
lllmois Power Co 


ACCESSIOM 

SUBJECT 


AUTHOR AFFILIATION 

NUMBER 

CATEGORY 



8504190180* 

50 46B 

F 


8504190322 

50 498 

A 


0504190322 

50 498 

A 


8604190418 

50 498 

R 


0504190418 

50 498 

R 


8504190425* 

50 498 

R 


8504220060 

50 496 

A 


85042 2006B 

50 498 

A 


0504220071* 

50 498 

A 


8504220071 * 

50 498 

A 


8504220004 

50 498 

A 


8504220084 

60 498 

A 


8504220359* 

50 3 

P 


8504250216 

60-498 

G 


8504250446 

50 498 

S 


8604250446 

50 498 

S 


8504250565 

50 49B 

S 


8504250565 

50 498 

s 


8504260328 

50 498 

s 

* 

8504260326 

50 498 

s 


0504260334 

50 498 

s 


8504260334 

50 498 

s 


8504290006 

50 498 

G 


8504290417 

50 498 

r 


85042904 1 7 

50 498 

f 


8504290440 

50 498 

F 


8504290440 

50-498 

F 


8504300058* 

50-498 

G 


8504300058* 

50 498 

G 


8504300063* 

50 498 

G 


8504300063* 

50 498 

G 


6504300314 

50 498 

A 


8504300314 

50 498 

A 


0504110674 

PT21 

H 


0504250386 

50 133 


8504010057 

50 322 

G 


8504010063* 

50 322 

G 


0504030106 

50-322 

G 


0504090241 

50-322 

G 


8504120346 

50-322 

G 


6504120446 

50-322 

G 

jjftnols, Stale oi 

8504220334* 

50-3 

P 

8504030110 

40 6622 



8504080259* 

40-4402 



0504260076 

TOPREP 



8504100419 

PRM 



6504010150 

60-461 

S 


6504050097 

50-461 

S 


8504060112 

50 461 

s 


8504050322 

50 461 

s 


8504050330 

50 461 

s 

Illinois, Slate of, Depl ol Nuclear 

0504080081 
85040 D0372 

50 461 

50 461 

s 

A 

Saloly 

IllinolSj Univ of, Urbaria, IL 

8504000376* 

85040903B9* 

50 461 

50 461 

A 

A 

Impoll Corp. 

0504090398* 

50 461 

A 


8504090410* 

50 461 

A 


8504120244 

50 462 

A 


8504120334* 

60461 

R 


8504120347* 

50461 

R 


8504150077* 

60 461 

R 


8504150172* 

50 461 

R 


6504150194 
05041 50224* 
85041 5023 B 

50 461 

50 461 

50 461 

Q 

R 

Q 

India. Govt of 

Indiana & Michigan Electric Co. 

8504150244* 

50 461 

R 


8504150275 

50 461 

F 


0504150377* 

50 461 

H 


8504150457* 

50 401 

n 


8504150470* 

50 461 

A 


8504150474* 

50 461 

R 


8504150474* 

50-461 

R 


G504 150400’ 

60 461 

R 


8504150400* 

50 461 

R 


8504160485* 

50 461 

R 


85041 604B5* 

50 461 

R 


8504160489* 

50 461 

fl 


8504150489* 

50 461 

R 


8504150491* 

50-461 

fl 


8504150491* 

50 461 

R 


8504150494* 

60 461 

R 


8504160494* 

50-461 

R 


8504150498* 

50-461 

R 


8504160498* 

50-461 

R 


8504150506* 

60-461 

R 


8504160508* 

50-461 

R 


8504160500* 

60-461 

R 


8504160508- 

50-461 

R 


8504150511* 

50-461 

R 



ACCESSION SUBJECT 

NUMBER CATEGORY 


6604150511* 50 461 R 
B504 150516* 50-461 R 
0504150516* 50-461 R 
8501150518* 50-461 R 
8504150518* 50 461 R 

8504150524* 50-461 R 
8604150524* 50-461 R 
6504150529* 50-461 R 
8504150529* 50-461 R 
8504150532* 50 461 R 


8504150532* 

6504150530* 

8504150530' 

6504150543* 

50 461 

50 461 

50 461 

60 461 

8504150546* 

50 461 

8504150552* 

8504150552* 

50 461 

50 461 

B504150560* 

50 461 

8504150560* 

50 461 

8504180273 

50 461 

3504180416 

50 461 

0504180417 

50 461 

0504180426 

50 461 

8504180471 

50 461 

8504190517* 

so 461 

B504230031 

50 461 

0504230034* 

50 461 

8504230057 

50 461 

8504230059* 

50-461 

8504240045 

50-461 

6504240350 

50 461 

8504240414 

50-401 

8504240470 

50-461 

0504250100 

50-461 

B504250289 

50 461 

0504260122 

50-461 

0604260127* 

50-461 

6604250109 

50 461 

8504290204 

50 461 

8504200380 

60 461 

8504290382* 

50 461 

85040B02CO 

40 2061 

8504100167 

PRM 

8504100459 

PRM 

8504110443 

PRM 

8504120090 

PRM 

8504150141* 

50 461 

8504160606 

40 2061 

8504180276* 

50 461 

8504300032 

50 295 

B504050004 

50 295 


R 

R 

R 

R 

R 

R 

R 

R 

R 

F 

A 

F 

F 

S 

F 

Q 

Q 

O 

O 

J- 

E 

A 

E 

A 

A 

F 

F 

Q 

Q 

A 

A 


A 

F 

P 

P 


8504240140 50 424 A 
B5042 90342 50-151 Q 
0504020155* 50-206 P 

8504020162* 50-206 P 
8504020167* 50-206 P 
0504050231* 50-338 P 
8504050234* 50-338 P 
8504120221 50-275 F 

8504100242* 50-206 P 
8504100240* 50-206 P 
8504180270* 50-206 P 
8564010058* 50 424 E 
8407190261 50 315 S 

8504010122 50 315 J 
8504010122 SO 315 J 
8504020246 50 315 Q 
8504020240 50 315 Q 
8504020461 50-316 S 

0504030002* 50 315 F 
8504030028 50 315 F 
8504030214 50 315 P 
8504030214 50 315 P 
0504040247 50-315 P 

8504040304 50-315 P 
0504040304 50-315 P 
0504040418 50-315 S 
8504050151 50-315 P 
8504050151 50-315 P 

8504050157* 50-316 P 
8504050157* 50-315 P 
8504050193 50-315 S 
8504 050309 50*315 S 
8504090014 60 315 P 

8504090014 50 315 P 
8504100339 50 315 F 
8604100339 50-315 F 
6504100428 60 315 P 



418 


CORPORATE SOURCE INDEX 


author affiliation 


Industrial Nuclaar Co 

Inslitulo ot Nuclear Power Operations 


ACCESSION SUBJECT 

NUMBER CATEGORY 


a504 100428 50 315 
6604110225 50 316 
6504120194 50 316 
8504120194 5 0 315 
8504150310 50 316 

8504160375 50 315 
8504160375 50 3 1 6 
8504160389 50 315 
8504160389 50 31 5 
8504180075 5 0 315 

8504180075 50 315 
8504180404 50 31$ 
8504100482* 50 315 
8604190477 50 31$ 
8504190529 50 31$ 

8504190630 50 31$ 
8504220050 SO 315 
8604220050 50 315 
8504220199 50^316 
8504220199 50-316 

8504230204 50-315 
8504260100 50-315 
8504260195 50-316 
9504260195 50-315 
9504260197* 50-315 

9504260197 * 50-315 
8504290370 50-315 
8504300295 50-315 
8504300395 50-315 
8504300501 50-315 

8604100054 71 62 
8202170069* FOIA 
8301250682* FOIA 
8304220638* FOJA 
8312090105* FOIA 

8504190013* FOIA 
8504190068* FOIA 
8504190073* FOIA 
8504190077* FOIA 
8504190067* FOIA 

8504190088* FOIA 
8604190097* FOIA 
8504190106* FOIA 
8504190125* FOIA 
8504190128* FOIA 

8504100140* FOIA 
8504190184* FOIA 
8504190188* FOIA 
8504190206* FOIA 
8504190209* FOIA 

8504190219* FOIA 
8504190224* FOIA 
8504190233* FOIA 
8504190237* FOIA 
8504190242* FOIA 

8504190248* FOIA 
8504100263* FOIA 
8504100268* FOIA 
8504190261* FOIA 
8504190268* FOIA 

8504190271* FOIA 
8504190272* FOIA 
8504190277* FOIA 
8504190279* FOIA 
8504190282* FOIA 

8504190285* FOIA 
8504190292* FOIA 
8504190298* FOIA 
8504190300* FOIA 
8504190303* FOIA 

8504190310* FQIA 
8504190316* FOIA 
8504190319* FOIA 
8504190384* FOIA 
8504190391* FOIA 

8504190398* FOIA 
8504190415* FOIA 
8504190420* FOIA 
8504190424* FOIA 
8504190431* FOIA 

8504190454* FOIA 
8504190457* FOIA 
6504220001* FOIA 
8504220002* FOIA 
8604220003* FOIA 

8504220004* FOIA 
8504220005* FOIA 
8504220006* FOIA 
8504220007* FOIA 


P 

P 

P 

P 

0 

F 

F 

F 

F 

Q 

Q 

$ 

Q 

S 

R 

R 

F 

F 

P 

P 

S 

P 

P 

P 

P 

P 

P 

F 

F 

0 


AUTHOR AFFILIATION 


lf>tejrof, Depl of 

Inlorfor, Depl of. Bureau of Minos 
Interior, Depl of. Geological Survey 


Internallonal Engineering Co. 


frilernalional Nutronics, Inc 

Inlerslale Steel Supply Co 
Iowa Electric LigM & Power Co 


Iowa State Unlv , Ames, lA 
Iowa, State of 


Iowa, Unlv. of, Iowa City, lA 
Isham, Lincoln & Seale 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8504220008* 

FOIA 

8504220009* 

FOIA 

0504220011* 

FOIA 

8504220017* 

FOIA 

8504220019* 

FOIA 

8504220021* 

FOIA 

8504220024* 

FOIA 

0504220026* 

FOIA 

8504220030* 

FOIA 

8504220033* 

FOIA 

8504220037* 

FOIA 

8504220097* 

FOIA 

8504220101* 

FOIA 

8504220102* 

FOIA 

8504220105* 

FOIA 

8504220106* 

FOIA 

8504220110* 

FOIA 

8504220112* 

FOIA 

8504220114* 

FOIA 

8504220116* 

FOIA 

850422011B* 

FOIA 

8504220120* 

FOIA 

8504220123* 

FOIA 

8504220124* 

60 261 

6504220127* 

FOIA 

8504220128* 

FOIA 

8504220130* 

FOIA 

8504220133* 

FOIA 

8504220134* 

FOIA 

8604220136* 

FOIA 

8504220138* 

FOIA 

8504220139* 

FOIA 

8504220141* 

FOIA 

8504220143* 

FOIA 

8504220147* 

FOIA 

8504220149* 

FOIA 

8504220153* 

FOIA 

8504220158* 

FOIA 

8504220163* 

FOIA 

8504220166* 

FOIA 

8504220170* 

FOIA 

8504220171* 

FOIA 

8504220174* 

FOIA 

8504220175* 

FOIA 

8504220177* 

FOIA 

0504220182* 

FOIA 

8504220186* 

FOIA 

8504220187* 

FOIA 

8504220196* 

FOIA 

8604220197* 

FOIA 

0504230354* 

FOIA 

8504290031 * 

FOIA 

0504170347 

PR 

8504090358 

WASTE RES 

8504290020* 

CONTRACT 

8504290055* 

CONTRACT 

8504030293* 

40-6500 

8504170530* 

WASTE MGT 

8504170532* 

WASTE MGT 

85040401 1 1 

71-9080 

8504150731 

OAg99 

8504050224 

50-331 

8504080424 

60-331 

6504080449 

50-331 

8504110464 

50 331 

8504110470* 

50 331 

8504120271 

SO 331 

8504220179 

60-331 

8504220211* 

50-331 

0504220219* 

50-331 

8504220226* 

50 331 

8504220233* 

50-331 

8504220238 

60-331 

8504220270 

50-331 

8504220331 

60-331 

8504220450 

50-331 

8504250066 

50-331 

8504250248 

50-331 

8504260153 

50-331 

8504290335 

50 331 

8504290430 

60-331 

8504170534 

NUREQ 

8504290024 

REGGD 

8504170151 

60-331 

8504170265 

50-331 

8604170277 

50-331 

8504170300 

50-331 

8504290200 

50-331 

0504050227 

60-329 
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CORPORATE SOURCE INDEX 419 


AUTHOR AFFILIATION 


J i Shepherd & Associates 
Jacobs Engineering Group, Inc 

Japan, Govt of 


Joint Inlorvonors • Diablo Canyon 
Joint Inlervenors > Shearon Harris 

Joint Intervenors - Vogtie 

Joliet Vatvos, Inc 
Justice. Dept o( 

KMC. Inc 

KOH Syjstems, Inc 
Kaiser Engineers 
Kaman Co 

Kansas Qas & Electric Co 


Kansas State Univ . Manhattan. KS 
Keep Environment Employment Protected 
Kelley Drye & Warren 
Kerf'-McGee Chemical Corp (subs of 

Kerr McGee Corp } 

Kerr-McQee Corp 

Kirkpatrick & Lockhart 


LFE Corp 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8504050P27 

50 329 

G 

3504050^45 

50 329 

Q 

8504050245 

50^329 

G 

8504050246 

50-329 

G 

8504050246 

50 329 

G 

85O4230S60 

50 329 

G 

8504230560 

50 329 

G 

8504230593 

50 329 

G 

8504230593 

50 329 

G 

8504290012 

50 456 

G 

8504290012 

50 456 

G 

0504290230 

50-456 

G 

8504290230 

50 456 

G 

8504100072 

71-5984 


8504100078* 

71-5984 


0SO422O274 

70-122 


8504080085 

WASTE MGT 


8504090121 

WASTE MGT 


0504090123“ 

WASTE MGT 


8504300569 

WASTE MGT 


0504100180 

XPORTLIC 


8504100184 

XPORTLIC 


0504100270 

XPORTLIC 


8504100346 

XPORTLIC 


8504100423 

XPORTLIC 


8504120458 

XPORTLIC 


0504240320 

50-275 

G 

8504090111 

50-400 

G 

8504090185 

50-400 

G 

8504160400 

50-424 

Q 

8504230547 

50-424 

G 

0504230547 

50*424 

G 

8504230552“ 

50-424 

G 

0504230552* 

50-424 

G 

8504110343 

PT21 


8504020216* 

COMMISSIO 

N 

8504080126 

40-6500 


8504010089 

PR 


0504040309 

PR 


8504220329* 

50 3 

P 

8504120372* 

CONTRACT 


8504150068* 

50-350 

R 

05C4O5O277 

50 322 

S 

8504050279* 

50 322 

S 

8504050286* 

50 322 

S 

8412200264 

60-482 

A 

0504020285* 

50 462 

Q 

8504030110 

50482 

P 

8504100597* 

50 482 

S 

8504100602* 

50 482 

S 

8504100606* 

50 402 

s 

8504110357* 

50 482 

Q 

8504170014 

50 482 

P 

8504190574 

50-482 

S 

8504220063 

50-482 

J> 

8504220273 

50 482 

s 

8504220363 

50-482 

$ 

8504250036 

50 482 

p 

8504250167 

50-482 

p 

8504260444 

50-482 

s 

8504250480 

50-402 

s 

8504040139 

71-5957 


8504100617 

50*133 

H 

8504030115 

40-2061 


8504060211 

40-2061 


6604080257 

40-2061 


8504090195 

40-2061 


8504260077 

40-2061 


8504020336 

REQGD 


8504020351 

40-0027 


8504030410 

40-8760 


8504170165 

40-8027 


6604170498* 

40-8027 


8504010029 

50-322 

Q 

6504010069 

60-322 

Q 

8604010074* 

50-322 

G 

8504020165 

50-322 

Q 

8504020195 

50-322 

G 

8504020249 

50-322 

Q 

8504040284 

50 322 

G 

8504040286* 

50 322 

G 

8504050239 

50 322 

G 

6504090231 

SO 322 

G 

8504090237* 

50 322 

G 

8504120354 

60-322 

G 

0504160379 

50-322 

G 

8604180603 

60-322 

G 

8504170326 

REQGD 



AUTHOR AFFlUATtON 


LTV Tubular Dtvision 
Lakeland Audubon Society, Inc 
Land ol Lincoln Legal Assistance 
Foundation, fnc 

Lawrence Livermore Nalional Laboratory 


LeBoeuI, Lamb, Leiby & MacRae 


League Against Nuclear Dangers 
Legal Environmental Assistance Foundatio 


Lehigh Untv.. Bethlehem, PA 
Lewis, M 

Liberty Equipment & Supply Co, 
Llmitorque Corp 
Litton Industries. Inc 
Long Island Lighting Co 


Los Alamos Scientific Laboratory 


Louis P, Canuso, Inc. 
Louis-Allls Co. 


Louisiana Power & Light Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


0504220247 

QA999 

6504170237 

PRW 

8504230582 

40-8760 

8502130522* 

50-290 

8503270579* 

50-458 

8604040007 

NUREG 

8504040417 

NUREG 

8504080559 

WASTE RES 

8504080566 • 

WASTE RES 

8504100013 

waste RES 

8504160524* 

50-443 

0504180067* 

50-312 

B5041B0643* 

50 312 

8504250464* 

SO 275 

8504250469* 

50 275 

0504250474* 

50 275 

85040B01 58 

50 546 

8504080158 

50 546 

B50408020& 

50 546 

8504060208 

50 546 

0504090469 

WASTE MGT 

8504100459 

PRM 

0504100459 

PRM 

3504040341 

50 424 

8504040341 

50 424 

6504040347* 

50 424 

6504040347* 

50 424 

850426I}Q90 

RES 

05042 &0320 

PR 

B504 120137 

PT21 

6504250185 

l&E 

0504300398 

QA999 

8504010057 

50-322 

8504010063* 

50-322 

0504020205 

50-322 

8504040408 

50-322 

8504090241 

50-322 

8504100422 

50-322 

B5041 00436* 

50 322 

0504100443* 

50 322 

8504100446* 

SO 322 

0504100453* 

50 322 

8504100457* 

60 322 

8504100462* 

50 322 

8504120126 

50 322 

B504120346 

60 322 

8504120371* 

50 322 

8504120375* 

50-322 

8504120445* 

50 322 

8504120448 

50 322 

0504150173“ 

50 322 

0504150435* 

50 322 

8504160103 

50 322 

8504180292 

50 322 

0504180595 

60-322 

8504230310 

50-322 

8504240241 

50-322 

8504160007 

NUREG 

B504220382 

50-317 

8504300121 

NUREG 

8504120139 

PT2I 

8504030263 

50-322 

6504260114 

50-354 

8504300459 

50-272 

8604 020250 

50 302 

8504020463 

50 382 

8504030328 

50-382 

8504050006 

50 3B2 

B504050246 

50 382 

8504090095 

80-3B2 

8504090214 

50 362 

6504100219 

60-382 

6504100274 

50-382 

8504100281“ 

50 302 

8504110085 

50-382 

8504120429 

50 3B2 

8504150145 

50 302 

85041 50209“ 

60-382 

8504160225* 

50-382 

8504150293 

50-382 

8504150297“ 

60-382 

8504150300“ 

60-382 

8504150305“ 

50-382 

05O41SO414* 

50-362 

8504160312* 

50-3B2 

8504160368* 

50 362 

6504160460 

SO‘382 

6504180342 

50-362 
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420 CORPORATE SOURCE INDEX 


AUTHOfI affilfation 


lovG, A R 
MP'HosKy Corn 
Madison Gas & Elt'ctnc Co 
Magnaflux Corp 
Magnelrol Internatiorral. Inc 

Maine Yankee Atomic Pav^ei Co 


Management & Todhnfca! Con&ulling 
Me rm 0 n/Key Slone Cofp <Si/b5 ofMarmon 


Group, Inc) 

Marsh •& McLennan. Inc 


Maryland, Univ of, College Park* MD 

Massacliu sells InsUluto of Technology, 
Cambridge, MA 

Materials Engineering Associates, Inc 
McGean Chertrical Co , Inc 

McGraw Hill PubllcaUons Co 
McJunkln Corp 
Measurox Corp. 

Metro tec, fnc 
Michael Baker, Jr , Inc 

Michigan Stale Unlv , East Lanafng, Ml 

Michigan, Slate o I, Dept o( Public 
Health 

Michigan, UnlY of, Ann Arbor, Ml 


Michigan, Uni/ of, Medical School, Ann 
Arbor, Ml 

Middle Soulh Ul I II lies. Inc - Middle 

Soulh Energy, fnc. 

Midland. Ml 

Mitler Brewing Co 

Miller. Canflaldj Paddock & Slone 


ACCESSION SUBJECT 

NUMBER CATEGORY 


0504180352* 50-382 Q 

0504220252 50-362 G 

8504230106 50 362 R 

0504230349 50 382 F 

0504250063 SO 382 S 

8504260343 50 302 S 

0SO429O153 50 382 S 

0504290273 50 382 V 

0504300328 60-302 F 

8504300330* 50 302 F 

8504220242 50-352 G 

8504250121 MtSC 

0504030292* 50-305 I 

6504030317* 50 293 Q 

8504110726 PT21 

DS 04020 185 50 309 P 

8504080096* 50 309 Q 

8504100130 50 300 P 

8504120001 50-309 R 

8504120002* 60-309 R 

8504170021 50-300 F 

8504170309 60-309 P 

8504180272 50*309 R 

8504190159 50-309 S 

8504190370 50-300 F 

8504190456 50-309 Q 

8504220220 50 309 P 

8504230376 60 309 P 

8504230405 60 309 I 

8504260157 50 309 F 

8504260259 5 0 3 00 F 

0504300281 50 309 P 

8504300305* 50 309 P 

8504000167 WASTE RES 
6504110285 PT2I 

8604010110 50 2B6 J 

B50404Q016 50 327 J 

850404003B 50 43B J 

8504040100 50 456 J 

B504040103 50-250 J 

B504040107 50-327 J 

8504040207 50-321 J 

0504040207 50-321 J 

6504040241 50 335 J 

8504040241 50-335 J 

8504040245 50-302 J 

8504040249 60-12 J 

6504040202 50-390 J 

0504040300 50-340 J 

B504040314 50 259 J 

850400013 0 5 0 3 J 

0504100330 50 209 J 

6504150034 50 346 J 

0504160040 50-293 J 

85041S0047 50 333 J 

85041501D1 50 29 J 

0504150211 60-213 J 

8504150243 60 220 J 

8504150361 50 244 J 

6504170158 60-213 J 

6504170266 50-346 J 

65042403B7 50 244 J 

8504240420 50-397 J 

8604240507* CONTHACT 

8504240053 * 60 20 Q 

8504240123* CONTRACT 

8504240455* 50-57 P 

8504300101 40-8724 

8504000070* CONTRACT 

8504150294 60-208 S 

0504170418 REGGD 

8504100872* CONTHACT 

8504110529* 50-334 R 

8504260043 60-294 F 

0504260045* 50-294 F 

0504300347 50-155 H 

8504010176 60 2 R 

0504300020 50-2 P 

9504150263 50 2 P 

6504150260* 60 2 P 

0504100419 PRM 

8504230544 60 329 G 

8504170Q34 REGGD 

8504230544 50 329 G 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



8504230544 

50-929 

G 


05042305B5 

50 329 

Q 


8604230505 

50 329 

G 


8604230602 

50 329 

G 


0504230602 

50-329 

G 


8504230610* 

SO 329 

G 


8604230610* 

60 329 

Q 


8604260274 

50 329 

G 


8604260274 

50-329 

G 

Minerals Exploration Co (subs of Union 

0604040171 

40-8584 


Oil Co of California) 

8504040176* 

40 85B4 


Mississippi Power & Light Co 

8404020004* 

8504040298 

50 416 

50 416 

P 

P 


0504040298 

50-416 

P 


8504040410 

SO 416 

S 


8504050212 

50 416 

P 


8504050212 

50 416 

P 


8504050216 

50 416 

s 


8504050318 

50 416 

s 


0504090D99 

50 416 

s 


8504100229 

50 416 

J 


6604100229 

50 416 

J 


8504110352 

50-416 

V 


8604150503 

50-416 

s 


8504180114 

TOPflEP 



6504180120 

50 416 

P 


6604100385 

50 416 

p 


8504180412 

50-416 

s 


8504220234 

50 416 

F 


0504220237* 

50 416 

F 


0504220371* 

50 3 

P 


8S04230321 

50 416 

P 


8504230327* 

50-416 

P 


8504240342 

50 416 

P 


0504240342 

50 416 

P 


8504250072 

60 416 

R 


0504250348 

TOPREP 



8504250350 

50 416 

Q 


8504250518 

50 417 

S 


8504260380 

50 418 

S 


8504900366 

60 416 

P 

Mississippi, State of 

0504300200 

WASTE MGT 


Missoofi Coalilfon for Environment 

8SD4040333 

50 483 

Q 

Missouri, Univ of, Columbia. MO 

8504200205* 

50-106 

Q 

Milsubishr Intornalional Corp (subs of 

8504110740 

XPORTL1C 


Mitsubishi Corp ) 

0504170280* 

XPORTIIC 



8504170285* 

XPORTLIC 



0504100217 

WASTE MGT 


Mitsui & Co (USA), fnc (subs of Mitsu 

0504230091 

XPORTLiC 


&Co.Ltdl ^ ^ 

Molycorp, fnc (subs of Union Oil of 

8504900012 

40 8794 


Cflilfofnia) 

Montgomery County Hosp Blacksburg, VA 

8504000274 

50-352 

G 

Montgomory County Legal Aid Service 

8504020146 

8504220240 

50-352 

50-352 

G 

G 


0504290591 

50 352 

G 

Montgomery County, PA 

MorrIson-KnudsenCo , Inc 

8504020215 

8504030286 

50 352 

40-6500 

G 


8504080320 

WASTE MGT 



8504080325* 

WASTE MGT 



8504080331* 

WASTE MGT 



8504080336* 

WASTE MGT 



8504080341* 

WASTE MGT 



8504170528 

WASTE MGT 


Morion & Poller 

8504220414* 

70-143 

J 

Mutual Atomic Energy LtabJIJty Undeiwrll 

8504900273 

60-269 

ers 

0504300285 

60-269 

J 

NUS Corp 

0504080278* 

71-5950 

R 

8504100625* 

50-280 


8504100496* 

60-341 

A 


8504190515* 

60-341 

A 


8504300573 

WASTE MGT 


NUTECH Engineers, Inc 

8604020411 

8504170131 

PROJ 

PROJ 


National Academy of Sciences 

0504240239* 

CONTRACT 


National Aeronautics & Space Admin 

0504100177 

WASTE MGT 


Navy. Dept of 

8504170492* 

40-8151 



8504220018* 

71-373 



6504300016 

71-540 


Navy. Dopi, of. Naval Research tab 

8504040424 

NUREG 


Navy. DepI, of, Naval Sea Systems Comman 

8504170486 

8504220016 

40 8151 
71-373 


Nebraska Public Power Dlsiricl 

0504080664 

0504100124 

50 298 

50 298 

F 

J 


0504100411 

50 208 

P 


8504100419 

PRM 




CORPORATE SOURCE INDEX 421 


AUTHOR AFFILIATION 


Nebraska, Slate of 

Nemos, A S 
Novada, State of 

New Jersey, State of 
New Mexico, Slate of 

New York Power Authority (formerly Power 
Authority of the State of New York) 


New York, State Univ of, Buffalo, NY 


New York, State of 


Newman & Hollzinger 


Niagara Mohawk Power Corp 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR AFFILIATIOM 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8S041102&2 

50-298 

F 


8504020428 

50-410 

0504110635 

50-298 

S 


8504030030 

70-2948 

8604 120069 

50-298 

P 


8504030034 * 

70-2948 

0504150270 

50-298 

o 


8504090149 

50-410 

0504150304 

50-298 

F 


8504090155* 

50-410 

8504150322* 

50-298 

Q 


8504000159* 

50-410 

86042201 69 

50-298 

Q 


8504100736 

50-410 

8504290306 

50-290 

P 


85D41 10143 

50 410 

850429030D* 

50-298 

P 


8504110193 

50 410 

8504110443 

PRM 



8504110212 

50-410 

8504040333 

50 483 

G 


8504120180 

50-410 

050403023 7 

PRM 



8504120435* 

50-410 

0504290360 

PR 



8504150130* 

50-410 

0504290366 

PR 



8504150150 

50-410 

6604250525’ 

50 219 

U 


850415DIB2* 

50-410 

8504050315 

STATE PRO 

G 


8504150240* 

50-410 

8504160440 

PRM 



8504150338* 

50-410 

8504230182 

STATE PRO 

Q 


8504150449* 

50-410 

8604010002 

60 333 

F 


6504150458 

50-220 





85941 600B2 

60-220 

8504030332 

60-333 

P 


65041 00062 

50-410 

8504030334* 

50 333 

P 


B5941 00509 

50 410 

8604040172 

60 333 

F 


6504100446* 

50-220 

8504050269 

50 286 

P 


6504240325 

60-220 

0604050271* 

60-266 

P 


8S0426004B 

50-220 

8504050273* 

50 286 

P 


8604260060* 

50-220 

8504080346 

50 333 

P 


8504290193 

50 410 

8504110195 

50 333 

F 


8604290195* 

50 410 

8504110275 

50 333 

P 


85(14290309 

50 410 

8504110305 

60-286 

H 


8504290404 

50-410 

8504120270 

60-286 

F 


8504300076 

50 220 

0504120273* 

50-286 

F 


8504300077 

50 410 

0504120274 

60-286 

F 


8504300082* 

50-220 

0504120322* 

50-286 

F 


8504300086* 

50-220 

0504170368 

50-333 

F 


8504300196 

50-410 

0504170364* 

50-333 

F 


8504300329 

50-410 

8504160406 

50-333 

F 


8504300435 

50-410 

850418OS85 

50-333 

S 


B5043 00455* 

50-410 

8504180603 

50-333 

R 

Nlchiren Shoshu Temple 

8504030115 

40-2061 

8504190158 

50-333 

0 

North Bellmore Union Free School 

8504100400 

50-322 

8504190493 

60-286 

R 

Disirici, NY 



8504220213 

50-286 

F 

North Carolina Municipal Power Agencies 

85040 90279 

50-400 

8504220220* 

50-286 

F 


8504090201* 

50-400 

8504230341 

50-286 

Q 


8504220223 

50-400 

8504230360 

50-286 

P 

North Carolina. Stale oJ 

8504290249* 

50-400 

850424 0211 

50-333 

F 

North Merrick Union Free School District 

8504100341 

50-322 

8504260034 

50-333 

F 

NY 



8504260109 

50-333 

P 

Northeasl Nuclear Energy Co, (subs ol 

8504010013 

50-423 

8504290300 

50-286 

1 

Northeast Utilities) 



8504300014 

S0-2B6 

S 


8504010020 

50-245 

8B04300207 

50-333 

F 


8S04010D24 

50-245 

8504300354 

50-333 

F 


8504030267 

50-336 

8504170574 

50-67 

R 


8504030271* 

50-336 

0504170575* 

60-67 

R 


8504050062 

50-336 

8504230333 

50-57 

F 


8504050065* 

50-336 

8504240428 

50-57 

P 


8504080116 

50-336 

0504240434* 

50-57 

P 


8504080124* 

50-336 

8504240462* 

50-57 

P 


8504080241 

50-336 

8504020165 

60-322 

G 


8504080243* 

60-336 

8504020249 

60-322 

G 


8504080385 

50-336 

8504030165* 

CONTRACT 



8504080393* 

50-336 

8504040286* 

50-322 

G 


8504080428 

50-336 

8504090237* 

50-322 

G 


8504080430* 

50-336 

8504110187 

50-322 

F 


6504090209 

50-245 

8604160603 

50-322 

G 


8504090209 

50-245 

0504090062 

50-250 

G 


8504090218* 

50-336 

8504100324 

50-331 

J 


8504110158 

50-423 

8504100437 

50-331 

J 


85041 10171 

50-423 

8504160329 

50-70 

G 


8504110161 

50-423 

8504160632 

50-70 

G 


8504110279 

50-423 

8504220203 

50-498 

G 


8504110664 

50-423 

8504250216 

50-496 

G 


8504110675 

50-423 

8504260201 

50-496 

G 


8504120006 

50-336 

8504300054 

60-498 

G 


8504120154 

50-336 

8504300054 

50-498 

G 


8504150343* 

50-423 

8504300068“ 

50-498 

Q 


05041 5035B 

50-423 

8504300058* 

50-498 

Q 


8504150397 

50-423 

8503290006 

50 410 

S 


8504160163* 

50-423 

0504010044 

50 410 

A 


8504180253 

50-423 

0504010217 

50 410 

S 


0504160276 

50-423 

0504010233 

50 410 

S 


8504160310 

50-423 

8504020001 

60 410 

S 


8504160362 

50-336 

8504020002 

50 410 

S 


8504160371* 

50-336 

8504020008 

50 410 

A 


8504160026 

50-336 

6504020266 

50-220 

F 


8504100279 

50-245 

8504020302 

50 410 

S 


8504180405 

50-423 

8504020387 

50 410 

S 


8504180586 

50-336 

8504020410 

50410 

s 


8504220073 

50-213 

8504020421 

50410 

s 


8504220328 

50-336 


S 
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422 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 



NUMBER 

CATEGORY 



B50423D315 

50*423 

E 


0604220216 

50-202 

R 


8504230323 

50-213 

H 


0504220268 

50-263 

S 


8504230355 

50-336 

P 


0504240385* 

50-266 

P 


8504230361 * 

50-336 

P 


0604250453 

50-282 

S 


8504230360 

50-245 

P 


8504260004 

50-263 

0 


8504230428 

50-423 

E 


8504260222 

50-263 

Q 


8504290414 

50-423 

Q 


8504260227* 

50-263 

Q 


8504290525 

50-423 

S 


8504290172 

50-282 

P 


8504300097 

50-423 

S 


8504290172 

50-292 

P 


3504300263 

50-423 

A 


8604290209 

50-282 

P 


8504300289 

50-423 

E 


6504290215* 

50-282 

P 


8504300362 

50-336 

P 


8504290210 

50-262 

P 

Northeast Utilities 

8504010013 

50-423 

E 


8504290210 

50-202 

P 


8504010020 

50-24S 

P 


8504290225* 

50-282 

P 


8504010024 

50-245 

P 


0SO429O229 

50-263 

F 


8504030267 

50-336 

F 


8504290325 

50-202 

P 


8504050062 

SO-336 

P 


8504300241 

50-203 

F 


8504080116 

50-336 

P 


8504300266 

50-263 

0 


8504080241 

50-336 

P 


0504300277 

50-202 

F 


8504080385 

50-336 

P 


0504300387 

50-282 

F 


8504060428 

50-336 

P 


0504300413 

50-263 

F 


8504090218* 

50-336 

O 

Northrop Corp 

8504040131 

71-5957 



05041 1015B 

50-423 

s 

Northrop Research A Technical Center 

0604220020 

50-187 

P 


8504110171 

50-423 

s 

Nuclear Energy Liability Insurance 

0504300253 

50-269 

J 


8504110181 

50-423 

s 

Assodalion 





8504110^79 

50-423 

s 


8504300257 

50-269 

J 


8 504 110084 

50 423 

s 


8504300202 

50-269 

J 


8504110675 

SO 423 

s 

Nuclear Energy Services, Inc 

8504120212* 

50-440 

Q 


6504120006 

50 336 

s 

8504120216* 

50-440 

Q 


6504120154 

SO 336 

o 


8504120217* 

50-440 

Q 


8504150343* 

50 423 

R 


8504160161 

71-9193 



8504150358 

50 423 

A 


8504160167* 

71-0193 



8504150397 

50-423 

E 

Nuclear Fuel Services, Inc {subs of 

8504150499* 

70-143 



8504160253 

50 423 

E 

Geliy on Co ) 





8504160276 

50 423 

A 

8504160541 

70-143 



8504160310 

50 423 

B 


8504160564 

70-143 



8504160362 

50 336 

P 


8504160566 

70-143 



6504180026 

50 336 

S 


8504170150* 

70-143 



6504180279 

50 245 

R 


8504170216 

70-143 



8504180405 

50 423 

A 


8504100334 

70-143 



8504180425 

50 245 

1 


8504190502 

70-143 



8504100586 

50-336 

R 


8504220092 

70-143 



8504220073 

60 213 

F 


8504220412 

70-143 



6504220073 

60 213 

F 

Nuclear Paciragfng, Inc 

8504040065 

71-9159 



8504220073 

50 213 

F 

8504100677 

WASTE MGT 



8504220087* 

60 213 

F 


8504100681* 

WASTE MGT 



8504220007* 

50 213 

F 

Nuclear Safety Analysis Center 

8504190206* 

FOIA 



8504220087* 

60 213 

F 

Nutec. Inc 

8604160486 

PROJ 



8504220328 

50 336 

S 

O'Donnell & Associates, Inc 

6504090324* 

50-361 

P 


8504230315 

60-423 

E 

Oak Rfcfge National Laboratory 

6504030412 

NUREG 



8S04230326 

60-213 

H 


8504080282 

WASTE RES 



as 04230355 

50-339 

P 


6504090365 

WASTE RES 



8504230366 

50-245 

P 


8504090421 

WASTE RES 



8504230428 

50 423 

E 


8504090430 

WASTE RES 



6504290414 

60-423 

Q 


8504100019 

WASTE RES 



8604290526 

60 423 

S 


8504170234 

NUREG 



8504300097 

50 423 

S 


S5041 70679 

NUREG 



8504300263 

50 423 

A 


8504190167* 

FOIA 



8504300289 

50 423 

E 

Qlfice of Managemenl & Budget 

8504040506 

ORG 



8504300362 

60-336 

P 

850429001 1 

ORG 


Norlheasl Utilities Service Co {subs o 

8504000452 

50-213 

F 


8504290015 

ORG 


Noflheasl Utilities) 




Ogle Pelroleum, Inc. 

8504040147 

40 8745 



8504180425 

60-246 

1 

8504050142 

40 8745 


Northern Stales Power Co 

8504010009 

60-263 

P 


8504050146* 

40 B745 



8504010206* 

50-263 

Q 

Ohio Citizens for Responsible Energy 

8504020148 

50 440 

G 


8504010244 

60-306 

S 


8504090052 

50-440 

G 


8504020211 

50-282 

F 


8504090052 

50 440 

G 


8504020211 

60-202 

F 


8504090055* 

50.440 

G 


6504050179 

50-282 

P 


8504090055* 

50 440 

G 


0504050179 

50-202 

P 


8504090059 

60 440 

G 


6504080162 

60-263 

1 


8504090059 

50-440 

G 


8504090202 

50-282 

F 

Ohio Edison Co 

8604180519* 

60 412 

1 


6504090236 

50-202 

G 

Ohio, Slate of 

8504220035 

PRM 



8504100317 

50-263 

J 

Omaha Public Power District 

8504020109 

60-285 

Q 


8504100419 

PRM 



8504020218 

50-205 

Q 


8504120205 

60-282 

P 


8504020252* 

60-285 

Q 


8504120205 

50-282 

P 


8504030048 

50-285 

0 


8504120235* 

60-282 

P 


8504050158* 

60-205 

Q 


8504120235* 

50-282 

P 


8504090005 

50-205 

F 


6504120302* 

60-282 

P 


8504090000* 

50-285 

F 


0504120302* 

50-282 

P 


6504090251 

50-205 

F 


0504190105 

50-263 

F 


6504090255* 

60-286 

F 


8504160335 

50-263 

P 


6504100447 

50-285 

P 


8504100346* 

50-263 

P 


6504110316 

50-205 

F 


8504160351* 

50-263 

P 


6504110368 

50-285 

S 


8604180481* 

50-263 

F 


8504120319 

50-285 

F 


0504160481* 

60-263 

F 


6504160158* 

50-265 

O 


5504100592 

60-263 

R 


6504160301 

50-285 

O 


8504190107 

50-282 

P 


8504160370 

50-285 

J 



CORPORATE SOURCE INDEX 423 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 


NUMBER 

CATEGORY 



NUMBER 


8504170058 

50 285 

0 


8504250179 


8504170153 

so 285 

P 


8504250179 


8504180040 

50 285 

S 


8504260044 


8504160606 

50 285 

R 


8504260313 


6504200487 

50 285 

S 


8504260313 

Oporat:ons Enginoering, Inc 

6504120304*^ 

50 354 

F 


8504260319* 

Onick, Herrlnglon & SuicliU© 

6504040340 

5Q361 

G 


8504200319* 


8504050207 

50 361 

G 


8504290290 


6504120466 

50 361 

G 


8504290320 

Pacific Gaa & Efectnc Co 

8504010160 

50 275 

P 


8504290320 


8504020073 

50 275 

P 


B504290330 


8504020073 

50 275 

P 


B504300018 


6504020000 

50 133 

1 


B 5 04 300069 


8504020000 

50 133 

1 


B 504 300335 


8504020208 

50-275 

F 


6504300335 


8504020208 

50-275 

F 


6504300349 


8504020213 

50-275 

P 


BS04 300394 


8504020213 

50-275 

P 


6504300400* 


8504030006 

50-133 

P 


B 504 300400* 


8504030128 

50-275 

R 


B504300422 


8504030128 

50-275 

n 


6504300438 


8504030134* 

50-275 

n 


B504 300658 


8504030134* 

50 275 

R 

Paramelef, Inc 

8504040510* 


8504040020 

50 275 

p 


6504040521* 


8504040020 

50 275 

p 


B504 100644* 


8504040212 

50 275 

s 

Palhfinder Minas Corp 

65 04 030225 


8504040266 

50133 

j 


8504030463 


8504040276 

50 275 

p 


6504040006 


8504040276 

50 275 

p 


6504040110 


8504050123 

50-133 

s 


6504040119 


8504080232 

50 275 

p 


6504040121 


8504080245 

50 275 

j 


6504040123* 


8504080245 

50 275 

j 


6504040126* 


8504080386 

50 275 

K 


6504040127* 


8504080386 

50 275 

K 


6504040485 


8504080400* 

50 275 

K 


6504120342 


8504000400* 

50 275 

K 


6504230472 


8504080443 

50 275 

R 


6504230475* 


0504080445* 

50 275 

R 


0504260388 


8504080445* 

50 275 

R 


6504300031 


8504080446 

50 275 

S 


6504300034* 


8504080465 

50-275 

P 

Pennsylvania Pcwei & LighI Co 

B10921Q343 


85040B0465 

50 275 

P 


6110160469* 


0504090134 

50 275 

P 


6503290300 


8504090134 

50 275 

P 


6504030037 


8504090252 

50 323 

A 


6504030200 


8504090476 

50 275 

F 


6504080551 


8504090492 

71 6574 



6504080555* 


8504100336 

50-275 

S 


B504080555* 


8504100336 

50-275 

S 


6504090086* 


6504120077 

50 275 

P 


B 5 04090009 


6504150039 

50 275 

F 


6504110323 


6504150039 

50 275 

F 


8504110570 


6504160209 

50 275 

V 


6504120025 


6504150289 

50 275 

V 


6504120096 


6504150741 

50-344 

s 


6504120096 


6504160275 

50 323 

A 


6504120090* 


8504170354 

50-133 

P 


6504120098* 


8504180109 

50-275 

P 


6504120132 


0504180220 

50-323 

A 


6504120279' 


8504180510 

50-275 

R 


6504120395* 


8504180534 

50-323 

Q 


6504150146* 


0504100604 

60-133 

R 


6504150166* 


0504190169 

50-133 

F 


6504150167* 


0504100171* 

50-133 

F 


8504150229' 


6504100200 

50 276 

P 


8504150423* 


8504190200 

50 276 

P 


8504160243 


8504190406 

50 323 

F 


8504160352 


6504230088 

50 323 

A 


8504170088 


8504230291 

50 323 

A 


8504170086 


8504230367 

50 275 

P 


85041 B0071 


8504230367 

50-275 

P 


8504180071 


8504240103 

60-275 

P 


8504180543 


0504240306 

50-275 

P 


6504180543 


8504240313* 

50-275 

P 


8504180646* 


0504240323* 

50-275 

P 


6504180546* 


8504240336 

50 275 

P 


8504180550* 


8504240336 

50 276 

P 


6504180550* 


8504240346* 

60 276 

P 


6504190160 


8504240346* 

50 275 

P 


8504190522 


8504240352* 

50 276 

P 


6504220036 


8504240352* 

50 27S 

P 


8504220038 


8504240356* 

50 275 

P 


6504250343 


8504240356* 

50 275 

P 


8504250561 


8504240361* 

50 275 

P 


8504250557 


8504240366* 

50-275 

P 


8504260563 


8504240368* 

50-275 

P 


850425D563 


8504240371* 

50-275 

P 


8504250664 


8504240399* 

50-275 

P 


8504290373 


SUBJECT 

CATEGORY 


50-275 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 

50-323 

50-275 

50-275 

50-323 

50-275 

50-323 

50-275 

50-275 

50-323 

50-275 

50-275 

50-275 

50-133 

50-323 

50-275 

CONTflACT 

CONTJKACT 

cont;iact 

40-2259 
40-2259 
40 6622 
40-2259 
40 2259 

40 6622 
40-2250 
40 6622 
40 2259 
40-2259 

40-2259 
40-2259 
40-2250 
40 6622 
40 6622 

40 6622 

50-387 

50-387 

50-387 

50-367 

50-388 

50-387 

50-367 

50-387 

50-387 

50-388 
50-387 
50-387 
50-387 
50 387 

50 387 
50-3B7 
50-387 
50-387 
50 388 

50-307 

50-367 

50-303 

50-380 

50-38B 

50-38B 

50-307 

50-387 

50-387 

50-307 

50 307 
50 3B7 
50 3B7 
60 387 
SO 387 

50 387 
50 387 
50 387 
60 388 
50 387 

50-3B7 
50 307 
50 388 
60 307 
60 387 

60 3B7 
60-367 
60 3B7 
50-307 
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424 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

Pflnns>lvan:a Power Co 


Pennsylvania Stale Univ , University 
Park PA 

Pennsylvania. Commonweallhof 


Pennsylvania, Univ of, Philadelphia, PA 
Penlek, Inc 

People for the Pump 

Performance Assessmenl National Review 
Group 

Permulit Co , Inc 

Pelrotomics Co (formerly Gelly/Polrolom 
ICS Co ) 


Phifacfelphia Electric Co 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8504180519* 

50 412 

1 

8504180519* 

50 412 

1 

6501180519* 

50 412 

1 

B504300517* 

50-334 

1 

8504300517* 

50 334 

1 

8604300517* 

50 334 

1 

8504100706* 

CONTRACT 


8504080230 

50 352 

G 

8504080238 

50 352 

G 

8504080250* 

50 352 

G 

8504080250* 

50 352 

G 

8504090199 

50 289 

G 

0504090202* 

50 269 

G 

8504300357* 

50 352 

G 

86040B0274 

50 352 

G 

8504040515* 

CONTRACT 


0504 170284* 

CONTRACT 

H 

0504030232 

50 352 

0504170210 

WASTE MGT 


8504170224* 

WASTE MGT 


8504110713 

50-322 

S 

8504040165 

40 6659 


8504040166* 

40 6659 


0504040523 

40 6659 


0504110268 

40 6659 


0504150658 

40 6659 


8504150662 

40 6659 


8503190147 

50 352 

F 

8504010035 

50 352 

F 

8504010073 

50 352 

K 

0504010073 

50 352 

K 

0504010070* 

50 352 

K 

8504010081* 

50 352 

K 

0504010081* 

50 352 

K 

6504010195 

50 352 

P 

B504020124 

50 352 

F 

0504020200 

50 352 

G 

8504020200 

50 352 

G 

8504020203 

60 352 

P 

8504020456 

50 270 

S 

8504040177 

50 278 

P 

8504040180* 

50 278 

P 

8504040184* 

50 278 

P 

8504040232 

50 352 

G 

6504040232 

50 352 

G 

8504040282 

60 277 

F 

8504040282 

50 277 

F 

8504040320 

50 352 

P 

8504040320 

50 352 

P 

8504040456 

50 352 

S 

6504050109 

50 278 

s 

8504080206 

50 352 

G 

6604080206 

50 352 

G 

8504080217 

50 352 

F 

8504000226* 

50 352 

F 

8504080296 

50 352 

F 

8504080296 

50 352 

F 

8504080340 

50 352 

F 

8504080353* 

50 352 

F 

8504080353* 

50 352 

F 

8504080360* 

50*352 

F 

8504000360* 

50*352 

F 

8504080437* 

TOPREP 


8504080554 

60 352 

F 

8504090066 

50 352 

F 

8504090072* 

50*352 

F 

8504090359 

60 352 

F 

8504110446 

50 352 

S 

8504110706 

50*278 

S 

8504110712 

50*352 

s 

8504120008 

50-352 

Q 

8604120006 

50-352 

Q 

8504120041 

50 352 

F 

6504120164 

50 352 

P 

8504120170 

50 352 

F 

8504120176 

50*352 

F 

8504120176 

50 352 

F 

0504150197* 

60 352 

R 

8504150366* 

50-352 

R 

8504160408 

50*352 

( 

0504160271* 

50*352 

A 

8504160280 

50-352 

P 

8504160333 

50 277 

R 

8504160339 

60 352 

G 

6504160339 

50 352 

G 

8504160340* 

50 277 

fl 


AUTHOR AFFILIATION 


Phoenix Associates, Inc 
Phoenix Irtornalional 
Pickard, Lowe & Garrick, Inc 
Pittsburgh, Univ of, PiUsburgh, PA 
Plateau Resources, Ltd 


Poco Graphite, Inc (subs of Union Oil 
Co of California) 

Polytechnic Institute of New York, 

Brooklyn, NY 

Portland General Electric Co 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


Q504 160350 
8504170172 
8504170172 
8504170434 
8504170463’’ 

8504170463* 

8504170585 

8504100344 

8504100377 

8504100377 

8504100527 

8504190449 

8504190451* 

8504220229 

8504230206 

8504230206 

8504230216* 

8504230216* 

8504230229 

8504230229 

8504230272 

8504230272 

0504230292 

8504230292 

8604230300 

8504230300 

8504230513 

8504230513 

8504230540 

8504230540 

8504240395 

8504240395 

8504240397* 

B504240397* 

0504240507 

8504240663 
8504 250021 
6504250104 
8504250111* 
8504250120* 

8504250126* 

8504250259 

8504250259 

8504250316 

8504250356 

8504250442 

8504250443* 

8504260069 

8504260069 

8504200034 

8504290034 

8504290043 

8504290043 

8504290200 

8604290354 

8504290505 

8504290507 

8504300044 

8504300107 

8504300272 

8504300645* 

8504030187* 

8504090474* 

8504220438 

0504030243 

8504030252 

8410220222 

8410220223* 

8504190588 


8504010202 

8504030184 

8504030303 

8504050196 

0504080461 
85040001 75 
8504000 179* 
8504090181* 
8504160112 

8504150122 

8504150128* 

8504150131* 

8504160316 

8504160412 

8504160417* 

8504160034 

8504180617 

8504190599 


50 352 
SO 352 
50 852 
50 277 
60 277 

50-277 
60-277 
71-6574 
50-352 
50 352 

50 352 
50 352 
50 352 
50 352 
50*277 

50*277 
50 277 
50 277 
SO 352 
SO 352 

50 277 
50-277 
50-352 
50-352 
50*352 

50-352 

50-352 

50-352 

50-352 

50-352 

50-352 

50-352 

50-352 

50-352 

50-277 

50-352 

50-352 

50-352 

50-352 

50-352 

50-352 

50-362 

50-352 

50-352 

50-352 

50-352 
SO 352 
50 277 
50-277 
50-352 

50-352 
50*277 
50-277 
50 277 
50 352 

50-352 
50*352 
50*278 
60*352 
50 352 

CONTRACT 
CONTRACT 
WASTE MGT 
NUREG 
40*8800 

40 0674 
XPORTLIC 

XPORTLtC 

50-225 


50-344 

50-344 

50-344 

50-344 

50-344 

50-344 

60-344 

50-344 

60-344 

50-344 

50-344 

50-344 

FIEGQD 

50-344 

50 344 
50-344 
50-344 
50*344 


R 


F 

P 

S 

P 

P 

P 

P 

P 

F 

S 

S 

S 

F 

F 

S 

R 

S 
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AUTHOR AFFILIATION 


Posi-Seal Valves (nlernational 


Powell Eleclrical Manufacturing Co 
(subs of Powell Industries, Inc ) 

Povvor Piping Co (subs of Harlan 
Electric Co) 

Pms Intelligence, Inc 
Profess lonaiAnafysiB, fnc 
Protective Packaging. Inc 

Public Citizen Litigation Group 
Public Interest Research Group, 
Washington 

Public Service Co of Colorado 


Public Service Co of Indiana, Inc 


Public Service Co of New Hampshire 


CORPORATE SOURCE INDEX 425 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8504220109 

50*344 

ft 

8504220222 

50*344 

F 

8504220230* 

50*344 

F 

8504220235* 

50*344 

F 

8504230133 

50-344 

S 

8504230221 

50-344 

s 

8504230267 

50-344 

Q 

8504230299 

50-344 

O 

8504230404 

50*344 

P 

8504240424 

50 344 

F 

8504250339 

50 344 

P 

8504250341* 

50 344 

P 

8504250346* 

50*344 

P 

8504300407 

50 344 

F 

8504300439* 

50 410 

A 

0504300440* 

50-410 

A 

8504300443* 

50-410 

A 

8504300446* 

50*410 

A 

8504230261 

QA939 


8504150218 

50-412 

8 

8504090393* 

CONTRACT 


8504300268 

PR 


8504110101* 

71-6058 


8504190001 

FOIA 


8504080562* 

WASTE MGT 


8410220173 

50*267 

F 

8504010068 

50*267 

F 

8504010108 

50*267 

F 

8504010113* 

50-267 

F 

8504010131 

50*267 

P 

8504010135 

50*267 

P 

8504010140 

50*267 

P 

8504010144* 

50*267 

P 

8504010158 

50*267 

F 

8504020147 

60-267 

P 

8504020150* 

50*267 

P 

B504020262 

50-267 

P 

8504020299 

60-267 

S 

8504030035 

50*267 

S 

8504030148 

50 267 

s 

8504030426 

50 267 

p 

0504040196 

60*267 

p 

8504040203* 

50 267 

p 

8504040520 

50 267 

p 

8504040524 

60 267 

H 

8504040526 

60*267 

P 

8504040531 

60*267 

R 

8504050003 

50 267 

F 

8504060168 

60-287 

F 

8504080460 

60-267 

P 

8504080463* 

50 267 

P 

6504080586 

50 267 

P 

6504080506* 

60 267 

P 

8504090060 

50 267 

P 

8504090221 

50*267 

P 

8504090223* 

60 267 

P 

85041 10376 

50 267 

Q 

0504110390* 

50 267 

Q 

8504110701 

50*267 

Q 

8504160080 

50 267 

F 

8504190403 

50 267 

J 

8504240652 

50 267 

S 

8504250503 

50*267 

R 

8504260290 

71 6346 


8504260296* 

71*6346 


8504060158 

50 546 

G 

6504080158 

50 546 

G 

6504080208 

SO 546 

G 

0504080208 

50-546 

G 

8504120439* 

50 546 

R 

8504150191* 

50-546 

R 

8504150451* 

50-546 

A 

8504160171* 

50-546 

A 

8504160176* 

50 456 

A 

8504160182* 

50*546 

A 

8504020018 

50*443 

S 

8504020018 

50*443 

S 

8504020393 

50*443 

S 

8504020393 

50*443 

s 

8504020465 

50*443 

s 

8504020466 

50-443 

s 

6504020466 

50-443 

s 

8504030137 

60-443 

s 

8504030137 

50-443 

s 

8504030142 

50-443 

s 

8504030145 

50*443 

s 


Public Service Efoctnc & Gas Co oi New 
Jersey 


Pullman. Inc 
Purcell, C R 

Purdue Univ . West Lafayette, IN 
Pyrotronics, Baker Pioteclion Services, 
Inc. 

R&D Associates 

Radiation & Environmental Monitoring, 
fnc 

Reactor Experiments, Inc 
Rensselaer Potytechnic Institute, Troy, 
NY 

Rhode Island & Providence Plantation 

Rhode Island, Slate ol 
Rfo Algom Corp 

Riverside, CA 


8504030145 

50 443 

8504030152 

50 443 

8504030152 

50 443 

8504040210 

50 443 

8504040210 

50 443 

8504040214* 

50 443 

8504120282* 

50 443 

8604120364* 

50 443 

0504150153* 

50 443 

0504150235* 

50 443 

850415(}30i* 

50 443 

B504150437* 

50 443 

B504160017 

50 443 

B5042-10&27 

50 443 

6504240627 

50 443 

B5D4240661 

50 443 

8504250241 

50 443 

8504290076 

50 443 

0409200075 

50-272 

8504010169 

PR 

6504010191 

REGGD 

8504020453 

50-272 

BB0403010g 

50*354 

8504030410 

50-272 

8604040026 

50*272 

8504050195 

50*272 

8504050381 

50*272 

8504050302* 

50*272 

6504080438* 

TOPREP 

6504100276 

50*272 

6504100276 

50*272 

8504110177 

50-31 1 

8504110215 

50-272 

8504110361 

50*354 

8504110367 

50-354 

6504110493 

60 354 

6504110497* 

50 354 

8504120116 

SO 354 

8504120175 

50 354 

6504120178* 

50 354 

6504120301 

50 354 

6504120327* 

50 354 

6S041 20400* 

50 354 

6504150125* 

50 364 

BS04150213* 

60 354 

8504150242* 

50354 

6504150311 

50 354 

8504150337 

50 354 

8504150452* 

50 354 

B504170451* 

50 277 

0504180060 

50 311 

8504180286 

50 354 

8504180437 

50 272 

8504190163 

50 272 

8504190214 

50 354 

8504220079 

50 311 

6504220317 

50*272 

8504290239 

50*354 

8504290341 

50*272 

85042D0346 

50*354 

8504290385 

50*354 

0504300210 

50*272 

B504300236 

50*272 

0504300239' 

50*272 

8504300239* 

50*272 

8504300341 

50-354 

8504300371 

50*354 

8504300370* 

50*354 

8504300415 

50-354 

6504300467 

50-272 

8504300467 

50 272 

8504110720 

PT21 

6504150206 

50 424 

8504080323 

WASTE WGT 

8504220436 

NUHEG 

8504170436 

QAg99 

8504170576* 

CONTRACT 

8504120146 

40 8752 

8504240158 

XPORTLIC 

8504180048 

50 225 

8504190400 

50 193 

8504200057 

50-103 

65040500 67 

40 8084 

6504120333 

40 8004 

8504040340 

50 361 
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426 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


Roborl'James Sales, fnc 
Rochester Gas S Eleciric Corp 


Rockb&stos Co 


Rockwell Intern a bona I Corp 


Rocky Mountain Energy Co 
Rorem, B 

Rural Eloctnbcalion Adnninistralion 
Ruskin Manufacturing Co 
SEA. Inc 

SEARCH Technical SorvJces 
Sacramento Municipal Utility District 


San Antonio, TX 

San Diego Gas & Electric Go 

San Luis Obispo Molhers for Peaco 
Sandia National Laboratories 


85041 SO t&5 

MISC 


8504030076 

50 244 

P 

8504050123 

50 133 

S 

6504090220 

50 244 

P 

6504090222 

50 244 

P 

6504000227 

50 244 

P 

6504090230 

50 244 

Q 

850409031 1 

50-244 

P 

8504160073 

50-244 

S 

8504100287 

50-244 

R 

8504190136 

50-244 

F 

8504220350* 

50 3 

P 

8504230176 

50 244 

P 

8504240676 

50 244 

R 

8504150446 

QA999 


8504150450* 

QA999 


8604020375* 

CONTRACT 


8504080364 

WASTE MGT 


8504090019 

WASTE MQT 


8604090082* 

WASTE RES 


8504120003 

40 8697 


8504260027 

SO 456 

G 

8504120312* 

SO 341 

J 

8504290377 

so 402 

S 

8504260409* 

CONTRACT 


8504090028 

WASTE MGT 


8504010027 

50 312 

P 

0504020317 

so 312 

V 

8504020319* 

50 312 

V 

0504020322* 

SO 312 

V 

0504030150 

50-312 

S 

0504040069 

50-312 

P 

0504040077* 

60-312 

P 

0504040315 

50-312 

V 

0504050118 

50-312 

P 

0504050122* 

50-312 

P 

8504050253 

50-312 

P 

8504050256* 

50-312 

P 

B5040B0459 

60-312 

0 

8504050093 

50-312 

S 

85040S0135 

50-312 

r 

8504110051 

50-312 

p 

0504110309 

50-312 

s 

8504110317* 

50-312 

s 

0504110542 

50-312 

F 

Q5D 4 150203 

50-312 

Q 

8504150257 

50-312 

Q 

6504150379 

50-312 

Q 

8504160355 

50-312 

F 

8504160363* 

SO-312 

F 

0504160395 

50-312 

P 

0504160399* 

50-312 

P 

8504170203 

50-312 

S 

8504170226 

50-312 

S 

8504180064 

50 312 

P 

G504 180275 

50-312 

R 

8504180464 

50 312 

P 

8504180467 

50 312 

R 

8504180631 

50 312 

R 

8504180635* 

50 312 

R 

8504180640 

50 312 

R 

8504190202 

60 312 

P 

8504190212* 

50 312 

P 

0504190453 

50 312 

1 

8504220210 

50 312 

R 

8504220239 

50-312 

P 

8504220241* 

50-312 

P 

8504230024 

50-312 

S 

8504230402 

50-312 

S 

8504240312 

50-312 

P 

0504250320 

50 312 

R 

0504290434 

50 312 

P 

0504300045 

50 312 

J 

0504300064 

50 312 

F 

0504250216 

50 490 

G 

8504040340 

50 361 

G 

8504110320* 

50-206 

P 

8504030044* 

50 275 

H 

8504090410 

WASTE RES 


0504090453 

WASTE RES 


0504090472 

WASTE RES 


05040004 SO 

WASTE RES 


8504090496 

WASTE RES 


0504100022 

WASTE RES 


8504160098 

NUREG 


8504160554 

NUREG 


8504170005 

NUREG 


0504178693 

NUREG 


0504220305 

NUREG 



Sargent S Lundy. Inc 


Saxton Nuclear Sxpenmentaf Corp 
Schiff, Hardin & Weile 
Science y^pltcabona international Corp 
(formerly Science Applications. Inc ) 


Seaford Union Free School District, NY 
Senate 


Sequoyah Fuels Corp (subs of Kerr McGo 
Nuclear Corp ) 

Shaw, Pitlmao. Potts & Trowbridge 


Sierra Club 
Sigma Resoorch. Ino 
Smr King Minas, Inc 

Sinclair, M 

Small Business Administration 


Sociological Energy Services Inlernation 
al 

Source Technologies 

South Carolina Electric & Gas Co 


8504300189 

WASTE RES 

8504300584 

WASTE RES 

8504030116* 

50 354 

8504040483* 

50 354 

8504110370* 

SO 354 

8504080213 

50-146 

8504120261* 

50 462 

8504080572* 

WASTE RES 

0504110204* 

50-205 

8504160032* 

50-272 

8504170372* 

50-209 

8504 170376* 

50-209 

8504190032* 

50-277 

8604240264* 

CONTRACT 

0504200123* 

CONTRACT 

8504290136* 

CONTRACT 

8504100212 

50-322 

8503070679* 

50-280 

8503070679* 

50-280 

8503070680* 

50-280 

8503070680* 

50-280 

8504110256* 

50 341 

8504190503* 

50 352 

8504050106 

40 8768 

8504010032 

50 440 

8504010032 

50 440 

8504010037 

50 440 

0504010037 

50 440 

8504020139 

50 209 

8504020143 

50-440 

8504020144 

50-209 

8504020179 

50-440 

8504040261 

50-440 

8504040261 

50-440 

8504040370 

50-440 

8504040370 

50-440 

8504040396 

50-329 

8504080319 

50-209 

8504090279 

50-400 

0504090291 * 

50-400 

0504120167 

FOIA 

0504120309 

50-209 

0504120429 

50-302 

0504120451 

60-289 

0504170673 

60-424 

0504170673 

50-424 

0504170745 

50-424 

0504170745 

50 424 

8504180636 

50 400 

6504220208 

50-209 

8504220223 

50-400 

0504220252 

50-382 

8504230601 

50-329 

8504230601 

50-329 

8504230605* 

50-320 

8504230605* 

50-329 

8504230609* 

50-329 

8504230609* 

60-329 

8504290009 

50-289 

8504200244 

50 400 

8504100150 

PRM 

8504030453 

NUREG 

8504030010 

40 8602 

8504020130 

50-329 

8504100672* 

CONTRACT 

8504110597* 

CONTRACT 

8504110606* 

CONTRACT 

8504120372* 

CONTRACT 

8504170296* 

CONTRACT 

8504250117* 

CONTRACT 

8504040338* 

40-2061 

8504300345* 

50-354 

0504010243 

50-395 

0604020247 

50-395 

0504040130 

50 395 

0504040455 

SO 395 

0504050130 

50 395 

0504080410 

50-395 

6504090339 

50 305 

8504090503 

50 395 

8504100527 

50 395 

8504120073 

50-395 

8504160017 

50-395 

8504150020* 

50-395 

8504160280 

50-396 

8604150296* 

50-395 
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CORPORATE SOURCE INDEX 427 


AUTHOR AFFILIATION 


Soulh Carolina, Stale of 
Southern California Edison Co 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8504150323 

50-395 

P 

8504150329* 

50-395 

P 

8504160052 

50-395 

Q 

8504160146* 

60-395 

Q 

8504220189 

50-395 

F 

8504220194* 

60-395 

F 

8504220198* 

50-395 

F 

6504220209 

50-395 

R 

8504250033 

50-395 

F 

6504250310 

50-395 

R 

8504290135 

50-395 

S 

8504290255 

50-395 

F 

850429051 1 

50-395 

S 

8504300204 

50-395 

S 

8504090290* 

WASTE MGT 


8504300386 

PRM 


8504010010 

50-206 

P 

8504010010 

60-206 

P 

6504010139 

50-206 

P 

8504010141* 

60-206 

P 

0504010143* 

60-206 

P 

8504010146* 

60-206 

P 

3504020152 

60-206 

P 

85040201 5B* 

50-208 

P 

8504020341 

50-208 

Q 

8504020341 

50-206 

Q 

8504040218 

50-361 

S 

8504040294 

50-206 

P 

0504040317 

REGGD 


6504040340 

50-361 

Q 

8504040340 

50-361 

G 

8504050181 

50-361 

S 

8604050208 

50-206 

F 

850405020B 

50-206 

F 

8504050208 

60-206 

F 


AUTHOR AFFILIATION 


Soulhiern Co 

SoulhwesI Rabrjcaling & Welding Co. 

(subs of lU Internationa] Corp ) 
Southwest Research Inslilule 


St Louis Univ , St Louis, MO 
Stainless Pipe & Fittings 
Stamirfs, B. 

Standard Oil Co ol Indiana (see also 
AMOCO) 

Standardized Nuclear Unit Power Plant 
System 


State. Dept of 

State, Dept of, Bureau of Oceans & Inti 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8504240377 50^206 O 
8504240407 50-36 t K 
8504240412* 50*361 K 
0504240412* 50-361 K 
8504250381 50 206 F 

8504250384' 50 206 F 
8504260137 50 361 R 
8504260339 50 361 S 
8504290316 SO 206 S 
8504290351 50-361 S 

8504290472 50 362 S 
8504300106 60 362 S 
8504300270 50 206 P 
0504250235' 50 321 I 
8504110733 PT21 


8504030261' 50 293 Q 
8504100311* 60 237 P 
8504180318' 50 237 P 
85041 B0324' 50 237 P 


6504180379 QA099 

6504190115* FOIA 
8504240149' CX>NTRACT 


8504110277 PT21 

6504050199 50 329 G 

8504160361 REGGO 

8409200255 50 482 A 

8504040174 50 482 F 

85040401 81* 50 482 F 

8504300429 50-482 F 


8412140451 XPORTLIC 

B5O424O602 XPORTLIC 

8504240163 XPORTLIC 


8504050249 50 361 
8504080035 60 206 
8504080035 50-206 
0504080387 60 361 
8504060405 50 362 

8604060456 50-361 
8604080456 50 361 
6504080465 50 206 
8504090133 60-206 
8504090143' 60-206 

8504090312 6 0 361 
8504090314' 60 361 
8504090321' 60-381 
8504110121 50-362 
0504110187 50 361 

8504110314 50 206 
8504110320' 50-206 
8504110326* 50 206 
0504110500 50 361 
8504110520 50 362 

8504120103 50-206 
8504120129 50-206 
8504120133* 60-206 
8504120359' 50-361 
8504120466 50-361 

8504160041 50-206 
8604160045* 60-206 
8504160196 50-361 
8504160196 60-361 
0504160331 50-206 

8504160331 60-206 
8504160331 50-206 
8504170304 50-206 
8504170601 50-361 
8504180216 50-206 

05041 0021 9* 60-208 
8504180226* 50-206 
8504180258* 50-206 
8504180266* 50-206 
8504180277 60-200 

8504180492 50-206 
6504180576 50-206 
0504180600 50-361 
0504160600 50-361 
0504230062 50-362 

8504230186 50-206 
8504230239 60-361 
8504230239 50-361 
8504230244* 60-361 
0504230244* 50-361 


0504240078 

8504240204 

8604240377 

8604240377 


60-362 

50-206 

50-206 

50-206 


R Environ & Scientific Affairs 

F 

F 

S Slone & Webster Engineering Corp. 

Q 

S 

s 

Q 

P 

P 

P 

P 

P 

S 

F Structural Mechanics Associates 

P Suffolk County. NY 

P 

P 

S 

3 


P 

P 

P 

R 

G 

F 

F 

F 

F 

P 

P 

P 

P 

S 

P 

P 

P 

P 

P 

s 

F 

R 

R 

R 

S 


Sugarman, Oenwoilh & Kellegars 
T f. Cope, Inc, 

TDl (Transamerica Delaval, Inc) Owners 
Group 

Taiwan. Qovt. ol (Republic of China) 

Tech /Ops (formally TechnIcaP Operations) 

Technassociates, Ino 

Teledyne Enoineerlng Ser^4ces 
Teledyne Isotopes 

Tennessee Valley Aulhofity 


P 

P 

P 

P 

P 


s 

s 

Q 

0 


8504240200 XPORTLIC 

6504240426 XPORTLIC 

6504040371 * 50-293 P 

0504080209* WASTE MGT 

8504120275* 50 412 R 

8504120344' 50-412 R 

6504150037' 50-412 R 

6504150042* 60-412 R 

8504150157* 50-412 R 

8504150411' 50 412 R 

8504150460* 50 412 R 

8504170114 OA999 


6604170307 WASTE MGT 
8504030436 NUREG 

65040110029 59 322 
6504020165 50 322 
8604020249 50 322 
86040402B6' 50 322 
8504090237* 60 322 

8504120354 50 322 
6504160370 50 322 
6504160803 50322 
8504040390 50 352 
85041 804 B4 QA999 


8504180418' 50 416 S 


8504080533 

XPORTLIC 


8504170086 

71 9006 


8504170096' 

71 9006 


8504110597* 

CONTHACT 


0504110605* 

CONTRACT 


8504170296* 

CONTRACT 


8504150090* 

50 322 

A 

8504080424 

50-331 

R 

0504110550* 

50-264 

R 

0504110017* 

50-10 

R 

8504120230 

50-338 

R 

6504150609* 

50-295 

R 

840920000B* 

60-259 

V 

6504010021 

50-390 

A 

8504010021 

50-390 

A 

8504010040 

50-259 

P 

6504910067 

50.438 

A 

65D401Q0e7 

SO 438 

A 

8504010071' 

50 43B 

A 

8504010071' 

50.430 

A 

6504010153 

50-269 

F 

6504010153 

£0-269 

F 

8504010153 

50 259 

F 

6504010161 

50-390 

A 

B504010161 

50-390 

A 

8504010168 

50 390 

A 

8504010166 

60-390 

A 
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428 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATfON 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8504010167 

50 390 

F 

8504010167 

50-300 

F 

6504010175 

50*390 

A 

8504010175 

50 390 

A 

8504010178* 

50 390 

A 

8504010102 

50 390 

F 

8504010192 

50 390 

F 

8504010198 

50 259 

F 

8504010198 

50 259 

F 

850401019B 

50 259 

F 

8504010198 

SO 259 

F 

8504G1019B 

50-259 

F 

8504010198 

50-259 

F 

8504010108 

50 259 

F 

8504020269 

50 390 

A 

0504020323 

50 390 

A 

8504020323 

50 390 

A 

8504040233* 

50 327 

0 

0504040234 

50 260 

S 

8504050119 

40*1341 


8504050183 

50-327 

S 

8504050210 

50*390 

A 

8504080074 

50*327 

P 

8604080074 

50-327 

P 

8504080231 

50*327 

P 

65040 8023 1 

50*327 

P 

8504080240* 

50-327 

P 

8504080240* 

50*327 

P 

8504080300 

50*327 

P 

8504080335 

50-327 

S 

8604080336 

50*327 

s 

8504080589 

50-259 

s 

8504080595 

50*260 

s 

8504000596 

50*296 

s 

8504000599 

50*259 

s 

8504090023 

50*259 

F 

8504090023 

50*259 

F 

8504090023 

50*259 

F 

8504090032 

SO 259 

R 

8504090032 

50 269 

R 

0504090032 

50-259 

R 

8504090049 

50*390 

A 

6504090040 

50 390 

A 

8604090284 

50*390 

F 

0504090284 

50 390 

F 

8604090297 

50*390 

A 

8504090297 

50 390 

A 

8504090343 

50 259 

R 

8604090358 

50*327 

R 

8504090361* 

50-327 

R 

8504100093 

60-260 

P 

8504100097* 

50*260 

P 

8504100208 

50 250 

R 

8604100206 

50 250 

R 

8604100206 

50 259 

R 

8504100250 

60-259 

R 

8504100250 

60-269 

n 

8504100250 

50-259 

R 

0604100337 

50-259 

R 

8504100351* 

50 259 

R 

8604100351* 

60 269 

R 

8504100361* 

60*269 

R 

8504100373 

60 259 

R 

65041003B4 

50*327 

R 

0504100500 

60 259 

R 

8504100500 

60 259 

R 

8504100500 

60 259 

R 

8604100502 

60*327 

R 

8504100504* 

60-327 

R 

8604100504* 

60-327 

R 

660410050B 

60 327 

R 

8504100509* 

60*327 

R 

8504100500* 

60 327 

R 

8504100514 

60 260 

R 

8504100726 

60 327 

R 

8504110160 

60-390 

A 

8504110196 

60-390 

P 

0504110196 

60-300 

P 

8504110223 

60*390 

S 

8504110333 

60*438 

S 

850412O0B4 

50*390 

A 

85041200B4 

60-390 

A 

8504120195 

60*259 

Q 

8504120199 

50-43B 

S 

0504120199 

60*438 

s 

0504120203 

50*438 

s 

8504120203 

50*438 

s 

8504120209 

50*438 

s 

8504120209 

60-438 

s 


AUTHOR AFFILrATlOH 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8504120223 50 438 
8504120223 50 438 
8504120231 50'390 
8504120257* 50 390 
8504120284* 50*438 

8504120280* 60*390 
8504120332* 50-438 
8504120343 40*1341 
8504150008* 50*390 
8504150009* 50-390 

8504160011* 50-390 
8504160030* 50*390 
8504160136 50 438 
8504160142 50*390 
85041 501 42 50*390 

8504 1601 49 50*390 
8604160149 50 390 
8604 15021 6* 50 390 
8504 160234* 50 390 
8504150328 50 430 


8504160400* 50 390 
8504160407 60 390 
8504160407 50*390 
8504150412 50 390 
8504150412 50 390 


8504150418 SO 391 
8504150422 50 390 
8504150428 60 390 
8504160434 50*390 
0504150434 50 390 


0504150466* 60 390 
8504150480 50 390 
8504150486 50 390 
8504150647 60*438 
8504160061 50*327 


8504160061 50*327 
8604160084 50*390 
6504160113 60*390 
8504160134 60*259 
0504160147 60*438 


8504160147 50*438 
6504160163 50*438 
8504160163 50*438 
8504160160* 60-326 
8504160203* 50*327 

8604160269 50*390 
8504160269 60*390 
8504160327 50*327 
8504160332 50*269 
8504160420 50*430 


8504160442 50*250 
8504160442 50*269 
8504160442 50*259 
8504160444 50-390 
8504160444 50*390 


8504160531 50*430 

8604160637 50-438 

8504160549 60*390 

0504160649 60*390 

8504160567 70*2928 


B504160572 50*260 
8504160585 50-390 
8504160585 50*390 
6504170015 50*390 
8504170016 60*390 

8504170176 50*390 
8604170176 50*390 
8504170261 50*390 
8504170261 50*390 
8504170370 50-390 


8504170403 60*390 
8504170403 60*390 
8504170429 60*327 
8604170442 50-269 
8504170442 60-259 


8504170442 60*269 
8504170449* 50-269 
8504170449* 50*259 
8504170449* 50*259 
8504170610 60*298 


8504170642 60 390 
8504170642 50-390 
85D41BQ032 50*438 
8504180049 50-390 
8504180049 50 390 


8504180081 50 390 
8504180061 50 390 
8504180088 50*327 
0504180086 50*327 
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CORPORATE SOURCE INDEX 429 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


Teton Expfo/allon Drilling Co , Inc 
(subs of UNO Resourced, Inc.) 

Texas A&M Univ., College Station, TX 


8504180091* 

60-327 

K 


8504180091* 

50-327 

K 


8504180101 

50-327 

R 


8504180101 

50-327 

R 


0504180309 

50-390 

S 

Texas BoH Co 

8504180573 

50-259 

R 

Texas Tech Univ , Lubbock, 7X 

8504180573 

50-259 

R 

Texas Ubllties Elec Inc Go (formerly 

8504180573 

50-259 

R 

Texas Ultlilies Gene rating Co> 

85041G0049 

50-390 

F 


8504100049 

50-390 

F 


8504190168 

50-296 

S 


0504190369 

50-390 

F 


8504190369 

50-390 

F 


0504190395 

50-390 

A 


8504190600 

50-328 

S 


8504220121 

50-259 

Q 


8604230174 

50-390 

A 


8504230174 

50 300 

A 


8504230192 

50 390 

A 


8504230192 

50 390 

A 


6504230293 

50-390 

F 


8504230298 

50-390 

F 


8504230310 

50 206 

S 


8504230324 

50-390 

E 


8504230324 

50-390 

E 


8504230370 

50 390 

A 


8504230370 

50 300 

A 


B504230400 

TOPREP 



0504230413 

50 390 

A 


0504230413 

50 390 

A 


8504230416 

50 390 

A 


8504230416 

50 390 

A 


0504230417 

50 390 

A 


8504230417 

50 390 

A 


8504230496 

50 390 

A 


8504230501* 

60 390 

A 


0504230508 

50-390 

A 


05O423O5OB 

60 300 

A 


6504240050 

60-327 

0 


8504240084 

50-390 

E 


8604240084 

50 390 

E 


8504240096 

60 390 

A 


8504240096 

50 390 

A 


8604240194 

50 269 

S 


0504240392 

60-390 

A 


8504240392 

SO 390 

A 


8504240402 

50 328 

Q 


8504240406* 

50-328 

O 

Texas, State of 

8504250155 

50-327 

P 


8504250165 

50 327 

P 


0504250425 

50 488 

S 

Texas, Univ of, Auslin, TX 

8504250425 

50 43B 

s 


8504250507 

50 43B 

s 


8604250507 

50 43B 

s 


8504260530 

50-438 

s 


0504250630 

SO 438 

s 


8504250532 

50 391 

s 


8504260016 

50 390 

s 


8504260015 

50-390 

s 


8504260022 

50 430 

s 

Texas, Univ of, Ef Paso, TX 

8504260033 

50-430 

s 

Three Mile tsland Alert 

8504260033 

50-438 

s 


0504260036 

50-391 

s 


8504260073 

50-430 

s 


8504260073 

50-43B 

s 


8504260079 

50-438 

s 

Toledo Edison Co 

8504260079 

50-438 

s 


6504260089 

50-438 

s 


8504260340 

50-438 

s 


0504260340 

50-438 

s 


8504260472 

50-430 

s 


8504260472 

50-438 

s 


8504290234 

50-259 

s 


8504290480 

60-390 

s 


8604290480 

50-390 

s 


8504290483 

50-438 

s 


8504290483 

50-438 

s 


0504300114 

60-259 

s 


8504300271 

50-390 

A 


8504300271 

50-390 

A 


8504300291 

50-390 

V 


8504300363 

50-390 

A 


8504300388 

50-430 

A 


6S0430052B 

50-438 

s 


8504300650 

50-327 

s 


8504030258 

40-872B 



8504040151 

40-872B 



8504010020 

50-128 

n 



6504110714 

50-128 

R 

6504160327 

50-126 

H 

8504150372 

50-126 

S 

8504170159 

50-59 

H 

8504230276 

OA999 


8504250432* 

CONTRACT 


8504020134 

50-445 

G 

8504020344 

50 445 

F 

8504020344 

50 445 

F 

850403024B 

50 445 

G 

8504050260 

50 445 

F 

8504050364 

60 446 

S 

8504050364 

50 445 

S 

8504050368 

50 445 

S 

8504000318 

50-445 

S 

8504090388 

50-445 

S 

8504100651 

60 445 

G 

8504120236* 

50 445 

R 

8504120258 

60 445 

A 

8504120268 

50 445 

V 

8504150188 

60 445 

A 

8504160401 

50-445 

F 

8504170314 

60 445 

A 

8504220025 

50 445 

S 

8504220032 

50 445 

A 

8504220032 

50 445 

A 

8504240651 

50 445 

S 

B504240651 

50 445 

S 

8504240657 

50 445 

T 

8504250136 

50 445 

G 

8504250136 

50 445 

Q 

8504250178 

50 445 

S 

8504250178 

50 445 

s 

8504250304 

50 445 

s 

8504250304 

50-445 

s 

8504250312 

50-445 

s 

6504250312 

50-445 

s 

8504260087 

50-445 

A 

8504260087 

50-445 

A 

8504260094 

50-445 

G 

8504260135 

50-445 

A 

(5504260136 

50-445 

A 

0504260141* 

50-445 

A 

0504290212 

50-445 

G 

0504290421 

50-445 

A 

B504290424* 

50-445 

A 

6504030207 

REGGD 


0504300030 

WASTE MGT 


8504300402 

PRW 


8504040142 

71-5957 


8504040105 

50-192 

R 

0504120012 

50-602 

A 

8504170340 

71-535 


6504170349* 

71-535 


6504 180474 

50 192 

R 

8B04 230393 

50 C02 

1 

8504290423 

50 602 

A 

8504290427* 

50 602 

A 

8504220430 

NUREG 


6504090307 

50 269 

G 

6504120355 

50 269 

G 

6504120414 

50 219 

G 

6504120414 

50 219 

G 

6504260076 

50-289 

G 

8594010140 

50-346 

Q 

6504030156 

50 346 

S 

6504030208 

50 346 

H 

6504030264 

50 346 

F 

850'4040186 

50 346 

F 

8504040267 

50-346 

Q 

8504040351 

50 348 

P 

0504000166 

50 346 

S 

8504000242 

50-340 

F 

65040D0436* 

TOPREP 


0504120036 

SO 346 

P 

0504180283 

50 346 

P 

8504180380 

60 346 

F 

8504180517* 

50 412 

1 

6504230043 

50-346 

P 

8504230363 

50-346 

0 

8504230386 

50-340 

Q 

8504250133 

50-346 

F 

8504200310*' 

50-346 

Q 

8504290313* 

50-346 

Q 

8504290317* 

50-346 

Q 

8504290349 

50-346 

F 

8504290404 

50-346 

F 

8504290461 

50-346 

S 



430 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Transamorica Delaval. Inc 
Transrud&ar. Inc 


Tnal Lawyers for Public Justice. P C 


Troulman. Sanders, Lockorman & Ashmore 


Turk, J 

Twomey, Latham & Shea 
US Ecology. Inc (formerly Nuclear 
Eniginee/ing, Inc) 


UMETCO Minerals Corp (subs of Union 
Carbide Covp> 


UNO Resourcos, Inc 

Union 76 Miniorafs E^cploratlon Co 

Unron Carbide Corp 


Uriion Electric Co 


ACCESSION 


SUBJECT 


NUMBER 

CATEG 

6504300020 

50 346 

8504300117 

50-346 

8504080049 

50 416 

8504160367 

SO 155 

8604040369 

XPORTLIC 

8504040374* 

XPORTLIC 

8504040380* 

XPORTLIC 

8504040394 

XPORTLIC 

6504040406 

XPORTLIC 

8504150544 

XPORTLtC 

8504190504 

71-9015 

8504230275 

XPORTLIC 

8504050191 

50-445 

8504050191 

50 445 

8504050233 

50-445 

8504050233 

50-445 

0504050240 

50 445 

8604850240 

60-445 

8504170737 

50-445 

8504170737 

50-445 

8504170751 

60-445 

8504 170751 

50-445 

8604230576 

50-445 

8504020142 

50-424 

8504020142 

50-424 

0504020180 

50-424 

6504020160 

50-424 

8504020187 

50-424 

8504020187 

50-424 

8504020191* 

60-424 

8504020191* 

50-424 

0504040117 

50 424 

8504040355* 

50 424 

85Q41QQS65 

50 424 

8604100585 

50 424 

8504100587* 

50 424 

8504100587* 

50 424 

0504120443 

50-424 

8504160344 

50 424 

8504220195 

50-424 

8504220195 

50 424 

8504220200* 

50 424 

8504220200* 

50 424 

8504230565 

50 424 

0504230555 

50-424 

8504230557* 

50 424 

8504230557* 

50 424 

8504230561 * 

50 424 

8504230561* 

50 424 

8504260151 

50-424 

8504260151 

50-424 

6504260169 

50-424 

6504260159 

50-424 

0504260194* 

50-424 

8504260194* 

50-424 

8504160267 

50-70 

8504160258 

50-322 

8504080177 

27-48 

8504170696 

27-40 

8504170703 

27-4B 

0504180024 

27-39 

8504180031 

27-48 

6504220015 

71-6272 

0504300002 

27-48 

8504030107 

40-299 

6504030112* 

40 299 

0504030394 

40 299 

8504030397 

40 8681 

0504040050 

40-299 

8504120345 

40 299 

0504080088 

40 8720 

8SP4QS01U 

40 8346 

0504110087 

71 6058 

0504110728 

50 64 

0504120256 

70-68? 

8504010117 

50 483 

8504040449 

50-483 

8504050060 

60-403 

0504050060 

50 4B3 

8504050174 

50 483 

8504050272 

50 483 

8504080073 

60-463 

8504080356 

50 463 

8504090040 

50 463 

8504090043 

50 463 

8504090045 

50-463 

8504110364 

50-463 


G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

Q 

G 

G 

Q 

Q 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 


AUTHOR AFFILIATION 


Union of Concernod Scientists 


United Inspection, Inc 


Uf>il 0 d Nuclear Corp <subs of UNC 
Resources, Inc } 


Uranium Resources. Inc 
Utah, Stale of 

Utah, Univ of, Salt Lake City, UT 

Utility Group on ATWS 

Vermont Yankee Nuclear Power Corp 


Vfking Energy Corp. 

Virginia Polytechnic Institute & Stale 

UnTv , Blacksburg, VA 

Virginia Power (Virginia Elaclric & Powe 

Col 


accession subject 

NUMBER CATEGORY 


8504120407* 50-483 
85041 5D055* 50 483 
8504150110* 50 4B3 
8504150113* 50 483 
8504150250* 50 483 

8504150291* 50 483 
8504150304* 50-403 
0504150481* 50-483 
8504150588* 50 403 
85041 Q0361 50 483 

8504220069 50 483 
8504220072* 50 483 
8504220077* 50 483 
8604230045 50 483 
B504250309 SO 483 

8504290376 50-483 
0504010042 60-280 
8504020271 50-289 
8504020292 50-289 
8504090091 50 289 


8504090249 SO 289 
8504160150 50 289 
8504170464 71-530 
8504170464 71-530 
8504170471* 71-530 


8504040039 40-8728 


8504040044* 40 8728 
8504040525 40 8728 
8504000264 70-371 


8504080269 70 371 

8504300066 70 020 

8504300070* 70-820 

0504300105 71-5006 

B50403051 1 * 40-8786 


0504030237 PRM 

8504080571 WASTE MGT 

8504170381 WASTE MGT 

8504170386* WASTE MGT 


8504030113 50-72 R 

8504220334* 50 3 P 

8407190292 50 271 P 

8504020103 50 271 P 

8504020107 50-272 P 

8504100350 50-271 P 

8504100361* 50-271 P 

8504170319 50-271 F 

8504170680 50-271 P 

85041 8037 1 71-9193 

8504220086 50 271 P 

8504250471 50-271 R 

8504260D17 50-271 P 

8504290348 50-271 F 

8504300456 50-271 Q 

0504300092 50-13 P 

8504290065* CONTRACT 

8504040059 50-338 S 


8504050229 50 338 P 


8504050229 50 338 P 
8504050335 50-339 S 
8504080125 50-338 P 
8504080125 50-330 F 
8504080133* 60-330 P 


0504080133* 50-330 P 
8504080139* 50-338 P 
8504080207 50-280 Q 
8504080207 50-280 Q 
8504000207 50 280 Q 


8504000207 50-200 O 
8504000224 50 338 P 
8504080224 60 338 P 
8504080260 60-280 P 
8504080260 50-280 P 


0504080392 50-200 P 
8504080392 50-200 P 
0504080392 60-200 P 
8504080392 50*200 P 
0504080392 50-280 P 


0504080488 50-338 P 
8504090349 50-338 R 
8504090349 50-339 R 
8504090450 50-338 R 
6504090450 60-338 R 


85041 0032B 50-330 R 
0504100328 50-330 R 
8604100382 50-330 R 
8504100620 50-280 R 


oOQP-n T;>3P»a) □□>>'33 



CORPORATE SOURCE INDEX 431 


AUTHOR AFFILIATION 


Virginia, CommonweaMh ol 
Virginia. Univ of, Charlotlesville, VA 


Visions Dala Cable, Inc 

WESTEC Sarvices, Inc 
WESTON 

Wabash Valley Power Associallon, fnc. 
Washington Public Power Supply System 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


B504 100696 

50 338 

S 

8504110125 

50 280 

F 

8504110479 

50 280 

R 

8504110577 

50 338 

R 

6504110610 

50 280 

S 

8504120230 

50-33B 

R 

8504120230 

50-33B 

R 

8504120203 

50^280 

F 

8504120283 

50-280 

F 

8504150333* 

50 404 

R 

8504150717* 

50 338 

Q 

6504160135 

50-280 

P 

8504160135 

50 280 

P 

8504160135 

50 280 

P 

8504160135 

50 200 

P 

8504160135 

50 280 

P 

8504160582 

50 280 

H 

8504160582 

50 280 

n 

85041605B2 

50 280 

H 

8504170162* 

50 280 

Q 

8504160580 

50-338 

H 

8504180628 

50 280 

R 

8504100345 

50 281 

P 

8504190374* 

50-281 

P 

8504220335 

50 330 

P 

0504230054 

50-338 

P 

6504230054 

50-336 

P 

8504230055 

50-280 

S 

8504230066 

50-280 

P 

8504230076 

50-280 

P 

8504230076 

50-280 

P 

8504230252 

50-338 

P 

8604230252 

50-338 

P 

8504230262* 

50-338 

P 

8504230262* 

50-338 

P 

8504230277 

50-260 

P 

8504230277 

50-280 

P 

850^1230260 

50-338 

P 

8504230260 

50-338 

P 

8504230207* 

50-280 

P 

8504230287* 

50-280 

P 

8504230288* 

50-338 

P 

8504230288* 

50-338 

P 

650^230346 

50-280 

P 

8504230348 

50-280 

P 

8504230369 

SO-280 

F 

8504230359 

50-260 

F 

8504230362* 

50-280 

P 

8504230362* 

50 280 

P 

8504230409 

50 280 

P 

8504230409 

SO-260 

P 

8504230414* 

50-280 

P 

8504230414* 

50-200 

P 

8504230481 

50-280 

P 

8504230461 

50-280 

P 

8504230485* 

50-260 

P 

8504230485* 

50 280 

P 

8504240261 

60-280 

F 

8604240261 

50-280 

F 

8504250342 

60-280 

F 

8504250342 

60-280 

F 

8504250380 

6 0-33 B 

F 

8504250380 

60 338 

F 

8504250449 

50 338 

S 

8504250484 

50 280 

S 

8504260308 

50-338 

s 

8504260358 

50-280 

p 

850426035B 

50-280 

p 

8504260402 

50-339 

s 

8504290383 

50-280 

p 

8504290383 

50 280 

p 

8504290387* 

50 280 

p 

8504290387* 

50 280 

p 

8504290512 

50 280 

s 

8504300073 

50 280 

F 

8504300444 

50 33B 

P 

8504300590 

50-280 

F 

0504300595 

50-280 

f 

8504300596 

50-280 

f 

8504220337* 

50-333 

P 

8604080264 

50-62 

F 

8504160699* 

50-62 

Q 

8504150607* 

50-62 

O 

8504160616* 

50-62 

Q 

6504170269* 

CONTRACT 


6504290030* 

CONTRACT 


8504170219 

WASTE MGT 


8504060168 

50-546 

Q 

8504010022 

60-397 

H 


AUTHOR APnilATION 


Washington, State of 


WasteCham Cofp 

Water, Waste & Land, Jnc 

West Virginia, State of 

Westerri Environmentaf Services & Testing 
Western Massachusetts Electric Co. (subs 
of Northeast Utilities) 

Western Nuclear, Inc (subs of Phelps 
Dodge Corp ) 


Westing house Electric Corp 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8504010022 

50 397 

0504010033 

50 460 

8504010147 

REGGO 

8504010159 

50-397 

8504030003 

50 397 

8504030194 

50 397 

8504050203 

50 397 

8504080141 

58 397 

8504100631 

50 460 

8504110179 

50 397 

850411 0485 

50 397 

8504 1 10490 

50-397 

B504 110566 

50 397 

8504120408' 

50-397 

8504160076* 

50-397 

8504150082* 

50-397 

8504150220 

50-397 

8504150251 

50-397 

8504170164 

50-397 

8504180453 

50-397 

8504180511 

50-397 

8504180528 

50-397 

6504180612 

50-460 

B504 180623 

50-460 

8504160629 

50-460 

8504100864 

50-508 

8504220013 

50-460 

8504220104* 

50-397 

8504220190* 

FOIA 

8504220217 

50-397 

8504230247 

50-397 

8504240165 

50-508 

8604240675 

50-460 

0504250166 

50 397 

8604300361 

50 307 

8504300426 

50 397 

6504300427* 

50 397 

6504300497 

50-307 

6504080376 

WASTE MGT 

8504000557 

WASTE MGT 

8504080590 

WASTE MGT 

8504090350* 

WASTE MGT 

8504090399 

WASTE MGT 

8504 170363 

PRM 

8504190331 

WASTE MGT 

6504190335 

WASTE MGT 

8504300035 

WASTE MGT 

8504300080 

WASTE MGT 

8504300681 

WASTE MGT 

8504300585 

WASTE MGT 

8504180113 

WASTE MGT 

8504180121* 

WASTE MGT 

8504030176* 

CONTRACT 

0504040087 

40 290 

8504010145 

REGGO 

8504040170* 

40 6659 

8504180435* 

50 245 

8504030077 

40 1 1 62 


6504030904* 

40-1 162 


8504030476 

40-1162 


8504040182 

40-8684 


85040401 B8 

40-1162 


6504240668 

40-1162 


8504010016 

70-1151 


8504010196 

TOPREP 


8504010199* 

TOPREP 


8504030174 

TOPREP 


8504030283* 

50-412 

E 

0504050274* 

50-286 

P 

8504050275* 

50-206 

P 

85040901 B7* 

50-369 

P 

8504100347* 

50 315 

F 

B504 100353* 

50 315 

F 

8504150123* 

50 295 

P 

8604150129* 

50-295 

P 

8504150417 

TOPREP 


B604 150426* 

TOPREP 


8504150431* 

TOPREP 


8504150548 

XPORTLIC 


8504150567 

40 8502 


8504160303 

TOPREP 


6504160306 

TOPREP 


0504160302* 

TOPREP 


8504160397* 

TOPREP 


8504170494 

70 698 


8504170509* 

70-1161 


8504170820 

70 698 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATIOM 


Wastinghouse KiUman Nuclear, Inc 

Waste n Geophysical Corp 
Williams a Associates 


Wisconsin Electric Power Co 


Wisconsin Power & Lipht Co 
Wisconsin Public Service Corp 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8504170627* 

70-698 


8504190401 

TOPREP 


8504190408* 

TOPREP 


8504220246* 

50-424 

E 

8504230097 

XPORTLIC 


8504230103 

XPORTLIC 


8504230268 

XPORTLIC 


8504240379* 

50-266 

P 

8504240385* 

50-266 

P 

8504260475 

70-1 161 


8504290225* 

50 282 

P 

8504290277* 

50 335 

F 

8504290283* 

50 395 

F 

8504300647 

70 698 


8504040178 

71 6574 


8504230383* 

50-309 

P 

B 504040002 

40 8714 


8504030563 

WASTE RES 


B5 040306 00 

WASTE RES 


8504090346 

WASTE RES 


8504090431 

WASTE RES 


6504090444 

WASTE RES 


8504090485 

WASTE RES 


8504100516 

WASTE RES 


8504100518* 

WASTE RES 


8504100520 

WASTE RES 


8504300001 

WASTE RES 


8SO4300566 

WASTE RES 


8504020161 

50 266 

P 

8504020164* 

50 266 

P 

8504030203 

50-266 

P 

8504030203 

50-266 

P 

8504000479 

50-266 

Q 

8504080470 

50-266 

Q 

8504120155 

50-266 

J 

8504160260 

50-266 

P 

8504160260 

50-266 

P 

8504160263* 

50-266 

P 

8504160263* 

50-266 

P 

8504220173 

50-266 

P 

8504220173 

50-266 

P 

6504220176* 

50-266 

P 

8504220176* 

50 266 

P 

8504220178* 

50 266 

P 

8504230077 

50 266 

R 

8504230077 

50 266 

R 

6504230251 

50 266 

Q 

8504230444 

50-266 

( 

8504240372 

50-266 

P 

8504240385* 

50 266 

P 

8504 26-0004 

SO 266 

P 

B504290225* 

50 282 

P 

8504290225* 

50 2B2 

P 

8504290362 

50-266 

P 

85042SD411 

50-266 

F 

6504300144 

50 266 

Q 

8504030285* 

50 305 

1 

8504010112 

50 305 

P 

0504010208 

50 305 

R 


AUTHOR AFFILIATION 


Wisconsin, Slate of 

Worsham, Forsythe, Sampels & WooJncIge 
(fontie/ly Worsham, Forsythe & Sampels) 


Wyle Laboratories 
Wyoming Fuel Co 
Wyoming. Slate of 


Xetox. Inc 

Yakima Indian Nation 


Yankee Atomic Electric Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8504020151 

8504030051 

8504030060* 

8504030105 

8504030278 

8504030296* 

8504080005 

8504080114 

8504080148 

8604090198 

3504090244 

8504090265 

8604090303 

8504160044 

8604150313 

8604160313 

8504160398 

8504170080 

8504230072 

8504230395 

8504230418 

6504290293 

8504300095 

8504300380 

8504100150 

8504100651 

8504160409 

0504160409 

8504160471 

8504160471 

8504260094 

8504080226* 

8504040517 

8504030141 

B504030422 

8504030424 

8604030430 

8604030451 

8504040099 

8504100150 

8504150574 

86030B0150 

B5040D0592 

0504090473 

8504090484* 

8504110417 

8504110426* 

8504180058 

8504290321 

0504290328* 

0504030275 

0504110173 

0504150439 

8504160387 

8504160394* 

8504180614 

8504220188 

8504220225 


50 305 
50 305 
50 305 
50-305 
50-305 

50 305 
50 305 
50 305 
50-305 
50-305 

50-305 
50-305 
50 305 
50 305 
50 305 

50-305 

50-305 

50-305 

50-305 

50-305 

50 305 

50-305 

71-9151 

50-305 

PRM 

50-445 

50 445 
60 445 
50 445 

50-445 
50-445 
50-338 
40-8829 
40 8781 

40 4492 
40 8783 
40 4492 
40-0684 
40 8728 

PRM 

40-2259 

MISC 

WASTE MGT 
WASTE MGT 

WASTE MGT 

PR 

PR 

WASTE MGT 
PR 

PR 
60-29 
50-29 
50 29 
50 29 


50 29 
50-29 
50-29 
60-29 


P 

P 

P 

P 


S 

S 

P 

P 

P 

P 

P 

Q 

P 

P 

F 

F 

fl 

V 

P 

S 

F 


G 

G 

G 

G 

G 

G 

P 


I 

F 

F 

P 

P 

R 

P 

P 



REPORT NUMBER INDEX 


3 subject category column in this index gives the 
Jket number and the symbol for the category of 
)rmation within that docket; for example, 50-233 P. 
3 docket subject categories are defined in Appen- 
A. 

Dject categories for nondocketed items are also 
ered in this column by symbol; for example, 
RS. 


REPORT NUMBER 

ACCESSION 

SUB- 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

160-1187 ROO 

8504180254* 

50 206 

P 

30 1 027 R01 

8504050234* 

50 330 

P 

250-1097 R01 

8504050231* 

50 330 

P 

152307 00 

8504240316* 

60 312 

P 

15230B 00 

8504240321* 

50 312 

P 

-2-007-110 ROO 

0504300327* 

50-320 

P 

I7-2-G03-114 ROO 

8504150269* 

50-320 

P 

1-400 002 00 

6504090324* 

50-361 

P 

8504160206 

50 293 

R BECO 85 65 

i7SQ 01 

8504300443* 

60 410 

A 19157 

i73T-01 

8504300440* 

60 410 

A 19157 

i7ST-01 ADD 01 

0504300439* 

50 410 

A 

1660 R01 

6504040193* 

50 276 

P 

'5SL-001 

8504300446* 

50 410 

A 

J.3100 04 C575 

8504240215* 

50 320 

P 

) 3100 04 C660 R1 

8504240228* 

50 320 

P 

) 3100 04 C663 

8504240222* 

50-320 

P 

).7322 85 1 ROO 

8504240278* 

50 320 

P 

>36 002 R A 

6504050286* 

50 322 

S 

R01 

6504180467* 

50 312 

P 77-1150270 00 

1 

8504160340* 

50 277 

R 

1260090 

8504260090 

RES 

NRC04 01-103 

^65 

8504020264* 

50-267 

P 

33B 

8504010133* 

50-267 

P 

E-R 92 

05041 0037B* 

50 368 

P 

./EES.TM-262 

8504080107* 

WASTE MGT 


./EES-TM-263 

8504080191* 

WASTE MGT 


/.10046 SOI R02 

8504290446* 

TOPREP 


\/-iao3 

8504240337* 

TOPREP 


Mai4 

8504290445* 

TOPREP 


1 

8504050265* 

TOPREP 


1 2g6(A)-NP noo 

8504100394* 

50 368 

P 

1-162 A -NP R01 

8504100400* 

50 368 

P 

^290(A NP ROO 

8504100389* 

50-368 

P 

J 299(S) 

0504090319* 

50 361 

P 

)-NE-1002 

8504190235* 

50 269 

P 

1 ROO 

8504180270* 

50 206 

P 

3 EA-5635 

8504190017* 

FOIA 


3-EA 6828 

8504220353* 

50 440 

E 

3-HS-6263 R01 

0503270133* 

50-389 

P 

3 PBS 6765 

0501020513* 

50 285 

P 

3P-HE-2/HE 5 ROB 

8504150431* 

TOPREP 

0102E 

84-07 ROO 

8504090255* 

50 285 

F 

^.84-12-14 R01 

8504240218* 

50 206 

S 

-0343-486 

8504120230 

50-338 

R 

206-1 

8504080202 

WASTE RES 

1935 

E-16 0165 

8504180127* 

50-416 

P DaF-T23-598 

Q.CL056 R05 

0504090410* 

50 461 

A 

□-CL074 R01 

0504090398* 

SO 461 

A 

Q.Cl-075 R02 

0504090369* 

50 461 

A 

Q-CL076 R01 

8504090376* 

50-461 

A 

DC-30833 

8504230373* 

50-245 

P ORF B 13-01 286 

PNAD 0412 

8504290215* 

50-282 

P 

REG 0020 V09 N02 

8504090008 

NUREG 


REG 0430 VOS NOl 

8504290008 

NUREG 


nEG-0540 V07 NOl 

8504090020 

NUREG 


REG-0S91 

7909270588 

50-320 

P 

REG 0591 R01 

8504250440 

50 320 

P 

REG 0600 V07 NOl 

0504040429 

NUREG 


REG-0675 S30 

0504220336 

50-275 

E 

REG 0713 V05 

8504050287 

NUREG 


REG 0748 V05 NOl 

8504030070 

NUREG 


REG 0750 V19 NOl 

8504030043 

NUREG 


REG-0750 V19N02 

8504040219 

NUREG 


REG 0750 V20 102 

8504040416 

NUREG 


nEG-0750 V21 NOl 

8504030299 

NUREG 



These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents." 


REPORT NUMBER 

ACCESSION 

1 SUB- 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

NUREG 0750 V21 N02 

8504290238 

NUREG 


NUREG 0707 509 

8604090015 

50 445 

E 

NUREG 0798 506 

6504040427 

50-341 

E 

NUREG 0847 504 

0504050263 

50 390 

E 

NUREG 0857 S07 

8501080275 

50 620 

E 

NUREG 0081 505 

8504030055 

50 462 

£ 

NUREG 0085 101 

8504190267* 

FOIA 


NUREG 0905 

8504050280 

NUREG 

1EB.79.12 

NUREG-1031 SOI 

8504090018 

50 423 

E 

NUREG 1085 ROI 

8504240693 

NUREG 


NUREG 1087 

8504090235 

50 424 

0 

NUREG 1089 

8504050281 

50-341 

P 

NUREG 1096 

8504090013 

50-407 

E 

NUREG 1 108 

8504040001 

NUREG 


NUREG 1115 

8504030427 

NUREG 


NUREG-1125 V01 

8504220393 

NUREG 


NUREG-1125V02 

0504220344 

NUREG 


NUREG 1125 V03 

0504220 3 B9 

NUREG 


NUREG 1 125 V04 

0504220406 

NUREG 


NUREG 1125 VOS 

8504220396 

NUREG 


NUREG 1 125 V06 

8504220402 

NUREG 


NUREG 1130 

8504080548 

70-398 


NUREG/BR 0051 V06 N4 

8504030062 

NUREG 


NUREG/BH 0051 V06 N5 

8504220330 

NUREG 

ORNL/NSIC 200 

NUREG/CR-2000 V04 N2 

8504030412 

NUREG 

NUREG/CR-24B2 V06 

8504030414 

NUREG 

GNL-NUREQ-51494 

NUREG/CR-2402 V07 

8504030408 

NUREG 

BNL-NUREG-51494 

NUREG/CR 3019 

8504040007 

NUREG 

UCHL-53044 

NUREG/CR-3174 V02 

8504220438 

NUREG 

EGG-2245 

NUREG/CR-3193 

8504160110 

NUREG 

NUREG/CR-320& 

8504160087 

NUREG 

LA 9700-MB 

NUREG/CR-3611 

8504220385 

NUREG 

SANDa2-2156 

NUREG/CR-3626 V02 

8504170234 

NUREG 

OHNL/TM-904VV2 

NUREG/CR-3647 

0504170693 

NUREG 

SAND64-0046 

NUREG/CR-3709 

0504040003 

NUREG 

PNL 5319 

NURE6/CR-3721 V01 

0504170005 

NUREG 

SAND8a-2621/1 

NUREG/CR-3604 V04 

8504250268 

NUREG 

ANL 84 35 V04 

NUREG/CR-3a05 V02 

6504030436 

NUREG 

SAND64-1072 

NUREG/CR-3ai6 V02 

8504160554 

NUREG 

NUREG/CR-3a25 V03‘4 

8504090010 

NUREG 

PNL 5125 

NUREG/CR-3a54 

8504040417 

NUREG 

UCflL-53544 

NUnEG/CR-3913 

8504160098 

NUREG 

SAND04-1522 

NUBEG/CR.3030 

8504170679 

NUREG 

ORNt/TM-9316 

NUBEG/CR-3035 DRFT 

8409260642* 

50 261 

P EQQ-2335 

NUREG/CR-3g90 

8504040424 

NUREG 

5528 

NUREG/CR-3998 V02 

8504 220361 

NUREG 

ANL 84 60 

NUflEG/CR-4030 

8504030419 

NUREG 

PNL-5299 

NUREG/CR 4046 

8504030456 

NUREG 

EGG-2357 

NUREG/CR 4061 

8504050284 

NUREG 

PNL 5318 

NUREG/CR 4067 

8504020086 

NUREG 

BNL-NUREG 51842 

NUREG/CR 4070 V03 

8504220375 

NUREG 

PNL-5300 

NUREG/CR-4004 

8504220369 

NUREG 

EGG 2367 

NUREG/CR 4109 

8504220382 

50 317 

P LA-10321 MS 

NUREG/CR 4111 

8504300121 

NUREG 

LA-9985 MS 

NUReG/CR-4120 

8504050372 

NUREG 

ANL/ES-143 

NUREG/CR-4144 

8504220341 

NUREG 

PNL-5389 

NUREG/CR-4158 

8604250188 

NUREG 


NUREG/CR-4170 

B5O4030453 

NUREG 


NUREG/CR-4172 

8504040006 

NUREG 

BMt-2121 

NUREG/CR-4173 

8504040423 

NUREG 

BM1-2122 

NUREG/CR.4174 

8504090456 

NUREG 

ANL-e4.102 

NUREG/CR-4180 

8504180201 

NUREG 

NUREG/Cfl-41S8 

8504170534 

NUREG 


NUS 4503 

8504100625* 

50 280 

R 

ORO-4207-17 

8504010028 

50 120 

R 

PGE-1006 83 

8504220109 

50-344 

R 
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434 REPORT NUMBER INDEX 


REPORT NUMBER 

ACCESSION SUB* 


OTHER REPORT 

REPORT NUMBER 

ACCESSION SUB- 


OTHER REPORT 


NUMBER 

JECT 


NUMBER 


NUMBER 

JECT 


NUMBER 



CATE- 





CATE- 





GORY 





GORY 



PGE-1041 AOl 

8504220235' 

50*344 

F 


TER 05506*232 

0402070447* 

60 269 

Q 

lEB 80-11 

PLG 0404 

8504090474* 

WASTE MGT 



TER C5506-527 R01 

8408290044* 

60 369 

P 

TAC 53531 

PNL-2955 

8504080204' 

WASTE MGT 



TP 03 ROO 

8504100001* 

WASTE MGT 



PNL 5200*11 

B504 120277* 

50 206 

S 


TR 5184 1 

8504180009* 

WASTE MGT 



PNL 520O12 

8504120317* 

SO 206 

& 


TVA/OMS/OHS.82/7 

8504100373 

50*259 

R 


PNL 5200 15 

8504120228* 

50 206 

s 


TVA/OMS/OHS‘02/8 

8504100384 

50*327 

R 


PNL 5200 21 

8504120296' 

60 206 

s 


UCID.20267 

8504180067* 

50*312 

P 


RH 8M-BF1 

8504100351’ 

50 259 

H 

RH-8M.BF-1 

UCID*20367 

8504160643* 

50 312 

R 


FIH*81-5*BF2 

8504100206 

50 259 

R 


VEP-NOS 17 

8504190374* 

50 201 

P 

85 230 

RHO BW SA 219 P 

8504090082* 

WASTE RES 



VEP-NOS 8 

0504080139* 

50 338 

P 


SAI 186 557 74 R03 

8504170372* 

50 269 

F 


WCAP 10170 S02 NP RO 

8504290283* 

50-395 

F 


SWRI'7484 002/1 

0504180324' 

50 237 

P 


WCAP-10170 S04 NP RO 

8504100353* 

50*315 

F 


SWRI*74&4 003/1 

8504180311* 

50 237 

P 


WCAP 10706 

8504050275* 

50*286 

P 


SWfll 7857 

8504160318* 

50 237 

P 


wCAP-iozae 

8504090187* 

50*369 

P 


TDfl 652 ROI 

8504160085* 

50 289 

S 


WCAP*9661-NP*AADD01 

8504160392* 

TOPREP 



TDR 666 ROO 

8504160095* 

50 289 

S 


XN NF*81.6a(NPJ(A)n2 

8504090271* 

TOPREP 



TER C 550 e 163 

8412260354* 

50 346 

P 

TAC 42903 

XN NF*84 21 S01 B02 

8504060273* 

50 316 

P 




CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Item listed as enclosures are those indicated by an 
asterisk following the accession number in the index- 
es. The second column gives the accession number 
of the principal document under which the enclosure 
is listed. Knowing the accession number of the prin- 
cipal document, the date issued, and the category en- 
aoles locating the title listing of the enclosure. 

The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-320P. 
The docket subject categories are defined in Appen- 
dix A. 


Subject categories for nondocketed items are also 
entered in this column by symbol: for example, 
ACRS. These categories are defined in Appendix B 
and listed in the Contents. 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

7G09190100 

7905240894 

7912180135 

8001030534 

B0D1030S39 

8504120182 

8504120182 

8504160002 

85041G0002 

8504190002 

B4706/06 

84706/06 

84/07/31 

84/07/31 

84/07/31 

60-360 

50*373 

FOIA 

FOIA 

FOIA 

P 

F 

82031 200S2 
8203180031 
8203180042 
8203190024 
8203100170 

8504190002 

8504100002 

8504190002 

8504190002 

6504190002 

04/07/31 

04/07/31 

04/07/31 

04/07/31 

84/07/31 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

8001030544 

8001030547 

8001030551 

8001030559 

8001030567 

8504190002 

8504190002 

8504190002 

8504190002 

6504190002 

84/07/31 

84/07/31 

84/07/31 

84/07/31 

84/07/31 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


8203240279 

8204070110 

8204220103 

8204220110 

8204260102 

8504190002 

6504190002 

6504190002 

6504190002 

8504190002 

84/07/31 

84/07/31 

84/07/31 

64/07/31 

85/07/31 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

6001030569 

8001210140 

8004180459 

6004180463 

6006270410 

8504190002 

8004160453 

8004180453 

8004180453 

8504190002 

84/07/31 

00/<M/29 

80/01/29 

00/01 /29 
84/07/31 

FOIA 

50*320 

50*320 

50*320 

FOIA 

P 

P 

P 

8204290105 

8204290476 

8205110001 

8205130322 

8206070180 

8504190002 

0504190002 

8504190002 

6504190002 

8504160002 

84/07/31 

84/07/31 

84/07/31 

84/07/31 

85/07/31 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

8007160323 

8007280305 

8007310690 

B008160016 

8009030050 

8504190002 

8504190002 

0504120162 

8504100002 

8504120182 

84/07/31 

84/07/31 

84/06/06 

84/07/31 

84/06/06 

FOIA 

FOIA 

50*329 

FOIA 

50-461 

A 

S 

8200070184 

8206110346 

6200140227 

B 20621 0046 
0206220012 

8504190002 

6504120182 

6504120182 

0504190002 

8504190002 

84/07/31 

84/08/06 

84/06/06 

64/07/31 

84/07/31 

FOIA 

50*389 

50*528 

FOIA 

FOIA 

8009030143 

8009030144 

8010200331 

8010200488 

8010210164 

6504190002 

8504190002 

8504190002 

8504190002 

8504190002 

84/07/31 

84/07/31 

04/07/31 

04/07/31 

04/07/31 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


8207010474 

8207010521 

8207120196 

8207160329 

8207220026 

0504190002 

8504190002 

8504120182 

6504190002 

85041^0002 

84/07/31 

84/07/31 

84/06/08 

84/07/31 

84/07/31 

FOIA 

FOIA 

50 423 

FOIA 

FOIA 

8010220057 

8010240366 

8011250153 

8012060330 

8012120163 

8504190002 

8504190002 

8604190002 

8504190002 

8504190002 

84/07/31 

84/07/31 

84/07/31 

84/07/31 

84/07/31 

FOIA 

FOIA 

FOIA 

FOIA 

FOfA 


8207220179 

8206040244 

6208120006 

6208170016 

6200230074 

6504190002 

8504190002 

8604190002 

0504190002 

8504 190002 

84/07/31 

84/07/31 

84/07/31 

84/07/31 

84/07/31 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

8012240393 

8012240396 

8101050212 

6 10 10601 83 
8101060160 

8504190002 

6504190002 

8504190002 

6504190002 

8604190002 

84/07/31 

84/07/31 

84/07/31 

84/07/31 

04/07/31 

FOrA 

FOPA 

FOfA 

FOfA 

FOfA 


8210040036 

8210160322 

8210250007 

8210260556 

821 1040074 

6504190002 

8504190002 

8504190002 

8504190002 

8504120162 

84/07/31 

84/07/31 

84/07/31 

84/07/31 

64/08/06 

FOIA 

FOfA 

FOIA 

FOIA 

60 309 

8101070218 

8101080108 

8103250169 

8103270939 

6104160219 

8604190002 

8504190002 

8504190002 

8504190002 

8504190002 

84/07/31 

84/07/31 

84/07/31 

84/07/31 

84/07/31 

FOFA 

FOfA 

FOFA 

FOFA 

FOIA 


821 1060525 
8211100453 
8211110160 
6211120214 
0211170473 

8504120182 

8504190002 

8504190002 

8504120182 

6504190002 

64/06/06 

84/07/31 

84/07/31 

84/06/08 

84/07/31 

50 358 

FOIA 

FOIA 

60 443 

FOIA 

8108080383 

8106260055 

8107070031 

8108130266 

8109170455 

6504190002 

8504190002 

8504190002 

8504190002 

8604250039 

84/07/31 

84/07/31 

84/07/31 

84/07/31 

85/04/11 

FOIA 

FOIA 

FOIA 

FOIA 

50*263 

Q 

6212150290 

8301140020 

6301200033 

8301250682 

6301260360 

6504190002 

8504190002 

8504190002 

8504190002 

8504190002 

84/07/31 

84/07/31 

84/07/31 

84/07/31 

84/07/31 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

8110160469 

8110300207 

8111180027 

8111300512 

8201200367 

8109210343 

8604190002 

8504190002 

6504120182 

8504190002 

ai/OB/05 

84/07/31 

84/07/31 

84/06/06 

84/07/31 

50-387 

FOIA 

FOIA 

50*416 

FOIA 

X 

A 

6302020162 

8303170071 

8303170654 

8304190372 

8304220634 

8604120182 

8604190002 

8504190002 

8604190002 

8504190002 

04/06/06 

84/07/31 

84/07/31 

84/07/31 

04/07/31 

50 410 

FOIA 

FOIA 

FOIA 

FOIA 

8201200373 

8202030228 

8202030230 

8202160167 

6202160174 

8504190002 

8504190002 

8504190002 

8504190002 

8504190002 

85/07/31 

84/07/31 

84/07/31 

84/07/31 

04/07/31 

FOIA 

FOIA 

FOIA 

50-321 

50-321 

0 

P 

8304220638 

8304260235 

8305020589 

8305050270 

8305110121 

6504190002 

8504190002 

8504120162 

0504120182 

8502000015 

84/07/31 

84/07/31 

84/06/06 

64/00/06 

64/07/03 

FOIA 

FOIA 

50*352 

50*410 

50*369 

8202170069 

8202170496 

8202220609 

8203050493 

8203110022 

6504190002 

8504190002 

8604120182 

0504190002 

8504190002 

04/07/31 

84/07/31 

04/06/08 

04/07/31 

04/07/31 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


8305110166 

6305200186 

B3061 30521 
8306280165 
B3Q6290121 

8504190002 

B504120182 

8504190002 

8504120182 

0504190002 

84/07/31 

04/06/06 

84/07/31 

84/08/06 

04/07/31 

FOIA 

50-352 

FOfA 

60-461 

FOIA 
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ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

8305290629 

8504190002 

64/07/31 

FOIA 


6 504010074 

8504010069 

85/03/26 

50-322 

8305290635 

8504190002 

64/07/31 

FOIA 


6504010078 

8504010073 

85/03/29 

50-352 

8307180223 

6504190002 

64/07/31 

FOIA 


8S04010081 

8504010073 

85/03/29 

50 352 

8307220017 

6504190002 

64/07/31 

FOIA 


0504010113 

85040101 08 

85/02/28 

50 267 

8308180573 

8504190002 

64/07/31 

FOIA 


6504010126 

8504010124 

85/03/25 

50 354 

8310070047 

8504190002 

84/07/31 

FOIA 


8504010129 

0504010124 

85/03/25 

50 354 

8310270112 

6504190002 

84/07/31 

FOIA 


8504010133 

0504010131 

85/03/18 

50-267 

8311100009 

6404020080 

84/03/20 

60-416 

P 

8504010141 

8504010139 

85/03/13 

50*206 

8311100408 

8404020080 

84/03/20 

50-416 

P 

8504010143 

8604010139 

85/03/13 

50*206 

83111404B6 

6404020080 

84/03/20 

60-416 

P 

8504010144 

8504010140 

05/03/12 

50*267 

8311150015 

84040200BO 

84/03/20 

50-416 

P 

8504010146 

8504010139 

65/03/13 

50*206 

8312010204 

6312010102 

83/10/28 

50-358 

G 

8504010157 

8504010155 

05/03/26 

50-456 

5312010215 

8312010192 

83/10/26 

50-358 

G 

8504010164 

8504010162 

85/03/26 

50-10 

5312010227 

6312010192 

83/10/28 

50-358 

G 

8504010174 

8504010172 

85/03/21 

50 334 

6312010237 

6312010192 

83/10/26 

50-358 

G 

8504010177 

8504010172 

85/03/21 

50 334 

8312010242 

8312010102 

83/10/28 

60-358 

0 

8504010178 

6504010175 

85/03/27 

50 390 

8312010249 

6312010192 

83/10/28 

50-358 

G 

050401 01 BO 

0504010173 

85/03/26 

50 327 

8312010253 

8312010192 

83/10/28 

60-358 

G 

6&O4O1O101 

D504010179 

85/03/26 

50-186 

8312010261 

8312010192 

83/10/28 

50-350 

G 

B504010186 

8504010182 

85/03/26 

70-143 

8312010264 

8312010192 

83/10/28 

50-358 

G 

8504010189 

0504010187 

85/03/26 

50*155 

8312010267 

8312010192 

83/10/28 

50-358 

G 

6504010199 

8504010196 

05/03/14 

TOPREP 

8312010271 

8312010192 

83/10/28 

50-358 

G 

0504010200 

8504010197 

06/03/26 

50*456 

8312010276 

6312010192 

83/10/28 

50-358 

G 

850401 0206 

8504010203 

85/03/26 

50-263 

8312010321 

8312010192 

83/10/28 

50*358 

G 

8504010214 

8604010213 

85/02/19 

50*443 

3312010334 

6312010192 

83/10/20 

50-358 

G 

8504010231 

8504010230 

85/03/12 

COMMISSIO 

8312010355 

6312010192 

83/10/28 

50-358 

G 

B504010236 

8504010235 

85/03/12 

COMMISSIO 

8312010362 

6312010192 

83/1i0/28 

50-358 

G 

8504010246 

8504010245 

85/03/13 

50 272 

8312010376 

6312010192 

83/10/28 

50-358 

G 

8504010247 

6504010245 

85/03/13 

50 272 

83120103BD 

8312010192 

83/10/28 

50-358 

G 

8504020011 

0504020009 

85/03/27 

50*219 

8312010368 

6312010192 

03/10/28 

50-358 

G 

8504020013 

8604020009 

86/03/27 

50*219 

8312010396 

8312010192 

83/10/28 

50-358 

G 

8504020025 

8504020016 

65/03/18 

50*255 

8312010403 

6312010192 

63/10/28 

50-358 

G 

8504020045 

8504020042 

85/03/16 

50*302 

8312010407 

6312010192 

83/10/26 

50*358 

G 

8504020047 

8504020042 

85/03/16 

50*382 

8312000096 

6504190002 

84/07/31 

FOIA 


S504020049 

8504020042 

85/03/16 

50 382 

8312090105 

8504190002 

84/07/31 

FOIA 


8504020051 

8604020042 

85/03/10 

50 362 

8312120050 

8504120182 

84/06/06 

50-445 

A 

6504020055 

8504020052 

85/01/22 

50 483 

8312220142 

8504190002 

84/07/31 

FOIA 


9504020089 

8604020084 

85/03/26 

50 334 

8312230321 

8404020080 

84/03/20 

50-416 

P 

0504020116 

8504020113 

85/03/26 

60 443 

8401 180076 

6504190002 

84/07/31 

FOIA 


9504020119 

8504020117 

85/03/26 

70*371 

8402030496 

6504190002 

84/07/31 

FOIA 


8504020140 

8504020137 

85/03/27 

60-285 

B402070447 

6504040489 

85/03/14 

50-269 

Q 

8504020150 

8504020147 

85/03/18 

50*267 

8404020084 

04040200 BO 

84/03/20 

50-416 

P 

8504020155 

8504020152 

85/03/20 

50-206 

8404020067 

8404020060 

84/03/20 

50-416 

P 

0504020158 

8504020152 

85/03/29 

50-206 

8404110511 

8502090015 

84/07/03 

50-259 

Q 

850402016S 

0504020152 

85/03/29 

50 206 

6404150423 

8504120162 

84/06/06 

60-445 

A 

8504020164 

8504020161 

85/03/28 

50 266 

8407050217 

8407050214 

84/07/02 

50-412 

K 

0504020166 

8504020159 

85/03/27 

70 1257 

8407100131 

8504190002 

84/07/31 

FOIA 


8504020167 

8504020152 

85/03/29 

50 206 

6408290044 

8410110536 

84/09/24 

50-369 

P 

9504020174 

0504020169 

85/03/27 

50 320 

6409200008 

8409200005 

84/09/05 

50-259 

V 

8504020175 

8504020169 

85/03/27 

50 320 

8409200183 

8409200182 

84/08/31 

50-341 

Q 

8504020176 

8504020171 

05/03/26 

50-445 

8409200188 

8409200182 

84/08/31 

50-341 

Q 

0504020181 

0504020168 

85/03/20 

50-334 

6409260642 

8504100499 

85/03/29 

50-261 

P 

8504020191 

8504020187 

85/03/26 

50-424 

8410110540 

8410110536 

84/09/24 

50-369 

P 

8504020212 

8504020207 

85/03/12 

COMMISSIO 

6410110544 

8410110536 

84/09/24 

50-369 

P 

8504020216 

8504020207 

85/03/12 

COMMISSIO 

8410220223 

8410220222 

84/09/18 

XPORTLIC 


8504020223 

8504020220 

85/03/12 

50 321 

B4 12200158 

8412200147 

84/12/16 

50-155 

P 

8504020225 

8504020220 

85/03/12 

50 321 

8412260354 

8504040543 

85/03/12 

50-346 

P 

8504020228 

8504020222 

85/03/22 

50 602 

8412280105 

8504120206 

85/04/16 

50-3 

P 

6504020232 

8504020229 

85/03/28 

50-322 

8501020513 

8504150265 

85/04/03 

50-285 

P 

0504020237 

8504020229 

05/03/28 

50*322 

6501100558 

8504030452 

85/03/11 

50-298 

F 

8504020243 

6504020240 

85/03/29 

50*59 

8502130522 

8504110626 

aS/03/20 

50-298 

F 

8504020252 

0504020246 

85/03/27 

50 285 

8502250824 

8504030446 

85/03/20 

MISC 


0504020256 

0504020253 

85/03/27 

SO 166 

8502200311 

8504150299 

85/04/10 

50-298 

Q 

0504020264 

8504020262 

85/03/21 

60 267 

8503040165 

8504240295 

85/04/10 

50-483 

F 

8504020285 

8504020261 

85/03/28 

50 482 

BS03070004 

8503070002 

85/02/21 

70-1201 


8504020270 

8504020268 

85/03/27 

50 219 

8503070372 

8504100218 

85/04/01 

TOPREP 


8504020273 

8504020272 

85/03/25 

50*54 

8503070679 

8503070677 

85/02/27 

50-260 

H 

8504020276 

8504020274 

85/03/27 

60-219 

8503070680 

8503070677 

65/02/27 

60-280 

H 

8504020277 

8504020275 

85/03/28 

50 400 

B5030B0352 

8503080347 

85/03/05 

50-341 

A 

8504020276 

8504020275 

85/03/28 

50 400 

8503130027 

6504040496 

85/03/20 

NUREG 


8504020281 

8504020280 

85/03/28 

50 333 

6503130353 

8504030374 

85/03/14 

60 336 

F 

0504020293 

8504020200 

85/03/28 

60*333 

8503190126 

8503190120 

85/03/07 

50 424 

K 

8504020287 

8504020284 

85/03/29 

50-445 

8503220398 

8503220393 

85/03/09 

50 454 

Q 

8504020208 

B504020286 

85/03/27 

50-382 

6503250088 

8504040419 

85/03/20 

50 313 

F 

8504020291 

0504020289 

85/03/28 

50-272 

8503250119 

6504120206 

65/04/16 

60 3 

P 

8504020293 

0504020290 

85/03/28 

50-220 

8503250128 

8504120206 

85/04/16 

50 3 

P 

0504020294 

0504020209 

85/03/28 

50 272 

8503260136 

8503200545 

65/03/10 

50 443 

G 

8504020207 

8504020296 

85/03/28 

50*260 

8503270133 

6504170560 

85/04/02 

50 369 

P 

6504020300 

0504020299 

85/03/21 

60-267 

6503270224 

B504050374 

85/03/21 

50-276 

P 

8504020301 

8504020298 

85/03/26 

50-388 

6503270570 

0504060157 

85/03/26 

50-354 

F 

8504020305 

8504020295 

05/03/20 

60 206 

8503270579 

6504230096 

05/04/12 

50 458 

F 

6504020315 

8504020313 

05/03/27 

50-10 

8504010056 

6504010049 

85/03/20 

50-170 

R 

6504020316 

6504020308 

85/03/29 

50 352 

8504010058 

6504010054 

85/03/20 

SO 424 

E 

C504020319 

8504020317 

85/03/22 

50-312 

8504010060 

8504010053 

85/03/25 

50-382 

Q 

8504020320 

8504020313 

85/03/27 

50-10 

8504010062 

6504010049 

85/03/28 

50-170 

R 

6504020322 

8504020317 

85/03/22 

50-312 

6504010063 

6504010057 

85/03/26 

SO 322 

G 

8504020326 

8504020325 

05/03/14 

50 295 

8504010071 

8504010067 

85/03/25 

SO 436 

A 

0504020327 

8504020324 

65/03/12 

COMMISSIO 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 437 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

6504020329 

8504020325 

85/03/14 

50 296 

P 

8504020330 

0504020328 

05/03/28 

50 458 

Q 

8504020331 

8504020324 

85/03/12 

COMMISSIO 

N 

8504020334 

8504020324 

05/03/12 

COMMiSSIO 

N 

850402033Q 

8504020324 

05/03/12 

COMMISSIO 

N 

8504020343 

8504020340 

05/03/18 

COMMISSIO 

N 

8504020362 

8504020349 

85/03/27 

50 387 

Q 

8504020353 

8504020348 

85/03/12 

50 295 

Q 

B50402036G 

8504020363 

05/03/25 

50*250 

Q 

8504020370 

8504020366 

05/03/05 

CONTRACT 


8504020374 

8504020371 

05/03/22 

50 369 

P 

8504020375 

8504020373 

85/03/22 

CONTRACT 


8604020377 

8504020371 

85/03/22 

50 369 

P 

8504020383 

8504020378 

85/03/18 

50*277 

P 

8504020385 

8504020380 

85/03/19 

CONTRACT 


8604020409 

8504020403 

85/03/12 

5 0 280 

P 

B504020414 

8504020403 

85/03/12 

50 280 

P 

8504020422 

8504020418 

85/03/14 

50 261 

P 

8504020452 

B504020449 

85/03/10 

50 277 

P 

8504020454 

B504020449 

85/03/19 

60 277 

P 

8504020457 

8504020455 

85/03/15 

50*389 

P 

8504020450 

0504020455 

85/03/15 

50*389 

P 

8504020462 

8504020460 

85/03/19 

50*277 

P 

8504020464 

8504020460 

85/03/19 

60*277 

P 

8504030002 

8504030001 

85/02/14 

60-316 

F 

0504030009 

B504030008 

86/03/20 

50 300 

S 

B504030026 

0504030022 

85/03/1 1 

40 8714 


6504030029 

0504030022 

85/03/11 

40 6714 


B504030034 

0504030030 

85/03/00 

70 2948 


6504030044 

0504030041 

05/03/13 

50 275 

H 

8504030046 

8604030036 

85/03/16 

60 424 

C 

8504030060 

8504030051 

05/03/29 

58 305 

P 

8504030075 

8504030069 

05/03/29 

50 458 

K 

8504030084 

0504030077 

85/03/13 

40*1162 


65040300BB 

0504030085 

05/03/08 

£0 312 

P 

B504030090 

0504030005 

05/03/08 

60 312 

P 

6504030112 

8504030107 

05/02/28 

40 299 


8504030116 

0504030109 

05/03/29 

50 354 

A 

8504030133 

0504030129 

05/03/07 

60*312 

P 

8504030134 

0604030128 

85/03/20 

60 276 

n 

6504030139 

0504030129 

85/03/07 

50 312 

p 

6 5040301 65 

0604030161 

85/03/25 

CONTRACT 


&504030170 

0504030167 

85/03/21 

50*247 

R 

8504030172 

0504030167 

85/03/21 

60 247 

R 

8504030176 

8504030169 

85/03/21 

CONTRACT 


8504030107 

8504030101 

05/03/21 

CONTRACT 


8504030197 

0504030102 

85/03/12 

50 331 

P 

8504030201 

8504030191 

85/03/27 

50*265 

a 

8504030202 

8504030192 

85/03/12 

50 331 

p 

8504030204 

8504030190 

05/03/26 

50 458 

o 

8504030212 

8504030032 

05/03/14 

40 0102 


B504030215 

8504030209 

05/03/07 

50 260 

p 

8504030218 

8S04030032 

05/03/14 

40 0102 


0504030222 

8504090209 

05/03/07 

50 266 

p 

8504030229 

8504030226 

85/03/20 

50 255 

p 

8504030233 

0504030226 

85/03/29 

50 256 

p 

8504030239 

8504030230 

05/03/14 

60 331 

p 

8504030242 

0504030230 

85/03/14 

50*331 

p 

8504030247 

0604030240 

85/03/28 

60 293 

Q 

8504030261 

8504030240 

85/03/28 

60 293 

Q 

8504030265 

8504030262 

85/03/26 

CONTRACT 


8504030271 

8504030267 

85/03/26 

60 336 

F 

8504030272 

8504030240 

05/03/28 

SO 293 

O 

8504030281 

8504030240 

05/03/28 

50 293 

Q 

8504030283 

8504030200 

85/03/29 

60 412 

E 

8504030285 

8504030270 

85/03/22 

50 305 

1 

8504030287 

8504030279 

85/03/16 

50 261 

P 

8504030291 

8504030279 

85/03/15 

50*261 

P 

0504030292 

8504030270 

85/03/22 

50 305 

1 

8504030293 

8504030206 

85/03/11 

40 6500 


8504030296 

0504030276 

86/03/22 

50*305 

1 

8504030300 

0504030294 

85/03/26 

50-458 

O 

8504030304 

0504030301 

85/03/21 

CONTRACT 


8504030310 

8504030240 

85/03/28 

50*293 

o 

8504030312 

8504030308 

85/03/01 

50 361 

p 

8504030313 

8504030309 

85/03/07 

50 266 

p 

0504030314 

0504030308 

85/03/01 

50 361 

p 

0504030317 

8504030240 

85/03/28 

00 293 

Q 

8504030318 

8504030308 

85/03/01 

50 361 

P 

8504030320 

8504030309 

85/03/07 

00 266 

P 

8504030330 

6504030327 

85/03/14 

50 289 

P 

8504030334 

0504030332 

85/03/28 

00 333 

P 

8504030368 

0504030362 

85/03/27 

70*219® 


8504030370 

B5O4O3O302 

85/03/27 

70 2199 


8504030433 

0504030432 

85/03/20 

50 334 

r 

6504030438 

0504030434 

85/03/12 

50*333 

P 

o 

8504030449 

85040304^5 

85/03/14 

£0 293 

r 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 


8504030476 

8504030472 

85/01/10 

50-237 

S 

0504030479 

8504030472 

05/01/18 

50*237 

S 

8504030490 

8504030465 

05/03/18 

50-313 

P 

8504030493 

8504030465 

85/03/18 

50*313 

P 

8504030501 

6504030500 

85/03/25 

50-272 

Q 

6504030505 

6504030502 

85/03/19 

50-334 

Q 

B504030SI1 

8504030510 

85/02/05 

40-8786 


6504040012 

0504040010 

85/03/06 

50-209 

P 

8504040024 

3504040023 

85/03/16 

70-364 


8504040033 

8504040029 

05/03/18 

50*321 

P 

8504040936 

8504040032 

05/03/08 

50-285 

Q 

8504040837 

8504040029 

05/03/10 

50-321 

P 

8504040042 

0504040040 

65/03/28 

50-245 

P 

8504040044 

0504040030 

05/03/15 

40-8728 


8504040050 

0504040047 

85/03/22 

50-223 

P 

6504040052 

8504040040 

85/03/25 

50-202 

P 

B5D4040077 

8504040069 

05/03/19 

50 312 

P 

0604040097 

8504040002 

85/03/19 

CONTRACT 


65D404Q106 

8504040101 

85/03/11 

CONTRACT 


0504040115 

0504040114 

85/03/15 

71-9160 


8504040123 

8504040119 

85/03/01 

40-2259 


8504040126 

0504040121 

84/09/28 

40 6622 


8504040127 

8504040110 

85/03/01 

40-2259 


0504040157 

8504040152 

85/03/26 

CONTRACT 


6504040163 

8504040161 

85/01/26 

50-324 

S 

8504040166 

8504040165 

85/02/19 

40 6659 


0504040170 

8504040165 

85/02/10 

40 6659 


8504040175 

8504040169 

85/03/20 

50-269 

P 

8504040176 

6504040171 

84/09/14 

40-0584 


8504040180 

8504040177 

85/04/01 

50-278 

P 

8504040181 

8504040174 

85/04/01 

50-402 

F 

6504040184 

8604040177 

85/04/01 

50-278 

P 

6504040193 

8604040177 

85/04/01 

50-278 

P 

8504040197 

8SO4O4O10O 

85/04/01 

50-324 

Q 

8504040202 

6504040191 

85/03/26 

50-1(99 

P 

8504040203 

8504040196 

85/03/15 

50-267 

P 

8504040214 

8504040210 

85/03/28 

50-443 

F 

0504040233 

8504040216 

85/04/01 

50-327 

Q 

8504040272 

8504040269 

85/04/01 

50-244 

P 

0504040270 

8504040274 

85/03/29 

50-20 

Q 

0504040285 

8504040283 

65/04/02 

50-244 

P 

8504040286 

8504040264 

85/04/01 

50-322 

G 

6504040260 

8504040287 

05/03/28 

70-396 


8504040292 

8S040402GB 

65/03/20 

50*213 

P 

8504040293 

6504040287 

85/03/20 

70*398 


8504040205 

6504040290 

65/03/07 

50-261 

F 

8504040300 

8504040290 

85/03/07 

50*261 

F 

6504040303 

6504040299 

65/03/22 

60-267 

Q 

050404031 1 

8504040304 

85/03/20 

50-315 

P 

8504040323 

8504040318 

85/03/20 

50-245 

Q 

8504040330 

8504040318 

65/03/20 

50-245 

Q 

0504040332 

8504040320 

85/03/12 

COMMISSIO 

N 

0504040338 

8504040331 

65/04/02 

40-2061 


8504040342 

8504040337 

85/03/27 

50-537 

A 

8504040343 

8504040336 

65/03/12 

COMMISSIO 

N 

8504040347 

8504040341 

65/04/01 

50-424 

G 

0504040352 

8504040348 

05/03/12 

COMMISSIO 

N 

8504040355 

8504040341 

65/04/01 

50-424 

e 

8504040357 

8504040353 

85/03/18 

50*312 

P 

8504040359 

8504040341 

65/04/01 

50*424 

Q 

8504040385 

8504040353 

85/03/10 

50*312 

P 

8504040371 

8504040367 

85/04/01 

50-203 

P 

8504040374 

8504040369 

65/03/25 

XFORTLIC 


8504040376 

8504040370 

85/04/01 

50*440 

T 

8504040380 

8504040369 

65/03/25 

XFORTLIC 


8504040392 

8504040367 

85/03/26 

50*440 

0 

0504040400 

8504040395 

85/03/26 

50*289 

s 

0504040415 

8504040414 

85/03/20 

50-200 

H 

8504040422 

8504040420 

85/03/22 

50-341 

Q 

8504040420 

8504040425 

85/03/22 

50-401 

Q 

8504040432 

8504040430 

85/03/21 

50-20 

Q 

8504040434 

8504040430 

85/03/21 

50-20 

Q 

6504040435 

8504040433 

85/03/10 

50*460 

Q 

8504040437 

8504040436 

85/03/19 

50-202 

Q 

8504040441 

8504040439 

85/03/11 

50*277 

0 

6504040452 

8504040447 

85/03/06 

50*316 

Q 

8504040473 

850404 0460 

85/03/07 

50-246 

Q 

8504040475 

8504040470 

85/02/22 

70*371 


6504040463 

8504040474 

85/03/26 

£0 354 

A 

6504040467 

8504040479 

85/02/20 

60 333 

Q 

6604040495 

8504040490 

65/03/21 

60 322 

Q 

8504040497 

8504040492 

65/02/20 

BO 334 

Q 

8504040499 

8504040490 

65/03/21 

50 322 

Q 

8504040500 

8504040492 

85/02/20 

50*334 

0 

8504040501 

8S040404B9 

85/03/14 

60*269 

Q 

8504040508 

8604040504 

85/03/26 

60 209 

P 

8504040510 

8604040507 

85/03/25 

CONTRACT 
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ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

aSO^O'^OSIS 

6504040511 

85/03/25 

CONTRACT 


8504080292 

65040B0266 

05/04/02 

50 213 

8504040521 

6504040518 

a 5/03/25 

CONTRACT 


8504080294 

8504080279 

05/04/04 

QA999 

8504040544 

6504040543 

05/03/12 

50^346 

P 

8504080309 

6504080305 

84/08/24 

50 321 

8504050017 

8504050015 

85/03/22 

50-269 

P 

8504080313 

Q504D80305 

04/08/24 

50 321 

8504050035 

8504050023 

05/03/12 

50-387 

Q 

8504080317 

0504080312 

85/03/05 

CONTRACT 

8504050065 

8504050062 

85/03/28 

50-336 

P 

6504060325 

8504080320 

85/02/08 

WASTE MGT 

8504050086 

8504050083 

05/03/11 

50-247 

Q 

8504080329 

8504000324 

85/04/01 

50-331 

8504050095 

0504050092 

05/03/22 

50-45B 

Q 

0504080331 

8504080320 

85/02/08 

WASTE MGT 

8504050096 

8504050092 

05/03/22 

50-456 

0 

85O40B0333 

65040B0324 

85/04/01 

50-331 

8504050099 

0504050092 

05/03/22 

50-450 

Q 

85O40BO336 

0504080320 

85/02/08 

WASTE MQT 

8504050116 

6504050110 

05/03/22 

60-450 

0 

8504080341 

GS040B0320 

85/02/08 

WASTE MGT 

8504050120 

6504050117 

05/03/22 

50-45B 

0 

8504080353 

6504080349 

05/04/03 

50 352 

0504050122 

6504050116 

05/03/10 

50-312 

P 

8S04080359 

6504080357 

05/04/01 

50 331 

8504050134 

8504050125 

05/03/22 

50-382 

Q 

8504080360 

0504080349 

05/04/03 

50 352 

B504050146 

8504050142 

05/03/15 

40-8745 


8504000364 

8504080357 

85/04/01 

60 331 

85040S0157 

8504050151 

05/03/29 

50-315 

P 

8504000377 

8504080368 

85/04/01 

50 341 1 

0504060158 

6504050152 

05/03/20 

50-205 

0 

8504000393 

8504080385 

85/03/29 

50-336 

8504050168 

8504050161 

05/02/19 

50-482 

0 

8504000396 

8504000395 

85/03/27 

50-331 

8504050160 

6504050175 

65/03/22 

70-364 


8504080400 

8504000396 

85/03/29 

50-275 

8504050186 

8504050184 

85/03/01 

QA999 


8504080402 

8504000397 

85/04/01 

50-373 

850405018B 

8504050184 

65/03/01 

QA999 


85040B0403 

6504000395 

05/03/27 

50 331 

6504050218 

8504050215 

85/04/03 

50-526 

P 

6504080413 

8504090406 

85/04/02 

50 295 

B5040 50228 

8504050225 

85/03/28 

60-490 

F 

8504060419 

8504000416 

85/04/03 

50 320 

65040 S 0231 

6504050229 

85/03/29 

50-336 

P 

8504060423 

0504090416 

85/04/03 

50 320 

8504050234 

6504050229 

85/03/29 

50-330 

P 

6504080430 

850400042B 

86/04/02 

50-336 

8504050247 

8504050243 

85/04/01 

50-369 

P 

8504080432 

8504080431 

85/04/02 

50-307 

8504050250 

8504050253 

85/03/18 

60-312 

P 

8504080434 

8604080431 

85/04/02 

60-387 

8504050265 

8504050264 

65/01/11 

TOPREP 


8504000436 

8504080435 

85/04/02 

TOPREP 

8504050271 

0504050269 

05/03/27 

50-206 

P 

8504000437 

0504080435 

85/04/02 

TOPREP 

8504050273 

6504050269 

65/03/27 

60-206 

P 

8504080438 

8504080435 

85/04/02 

TOPREP 

8504050274 

6504050269 

85/03/27 

50-266 

P 

8504080440 

8504090435 

05/04/02 

TOPREP 

6504050275 

8504050269 

85/03/27 

50-206 

P 

8504080445 

0504080443 

05/03/25 

50 275 

B5O405O279 

8504050277 

85/04/02 

50-322 

S 

8504080450 

6504080446 

85/04/02 

40 3392 

6504050266 

8504050277 

86/04/02 

50-322 

s 

05O4OBO457 

8504090453 

85/03/28 

60-341 

6504050292 

86040502 BO 

85/04/02 

50-341 

E 

0504080458 

8504080453 

85/03/28 

50-341 

6504050316 

6504D50311 

85/03/11 

50-266 

Q 

8504080463 

8504080460 

85/03/28 

50-267 

6504050325 

6504050320 

85/03/12 

50-352 

Q 

6504080464 

8504080453 

85/03/28 

60-341 

6504050336 

B504050329 

85/03/22 

50-245 

Q 

0504080468 

8504080453 

85/03/20 

50 341 

8504050376 

8504050373 

05/03/27 

40-4346 


0504080471 

8504080467 

85/04/01 

50 254 

8504050382 

8504050301 

95/03/13 

50-272 

R 

0504080473 

8504080453 

05/03/20 

50 341 

6504050365 

8504050384 

05/03/08 

QA009 


0504080474 

05040B0467 

05/04/01 

50 254 

65040503B6 

85040503 B4 

05/03/08 

OAg99 


0504080476 

65040B0453 

05/03/28 

50-341 

6504080010 

6504080006 

05/03/22 

50-267 

Q 

0504080460 

05O4OGO453 

85/03/28 

60 341 

8504080013 

8504080006 

05/03/22 

50-267 

Q 

6504080481 

86040B047B 

85/04/03 

50-458 

8504080015 

0504080006 

05/03/22 

50-267 

0 

0504080403 

0504080453 

85/03/28 

60-341 

6504060039 

8504060036 

05/03/28 

50-374 

P 

9504080404 

8504000477 

85/04/02 

50-295 

8504080041 

8504060032 

05/03/22 

50-458 

Q 

9504080486 

8S04080453 

05/03/28 

50 341 

8504080042 

8504080036 

85/03/28 

50-374 

P 

8504060487 

8504080453 

05/03/20 

50 341 

6604060056 

6504080048 

85/03/22 

50-285 

Q 

8504060491 

8504080453 

85/03/20 

50 341 

6504080059 

6504080054 

85/04/02 

50-423 

Q 

8504060495 

B604080492 

05/04/02 

50 220 

0504080064 

6504080061 

85/03/26 

71-44 


9504060496 

8504060453 

85/03/28 

50 341 

8504080076 

6504080071 

85/03/26 

CONTRACT 


8504060498 

8504080453 

06/03/28 

50-341 

8504080096 

8504080091 

85/03/22 

50-309 

Q 

9604060500 

85040B0492 

85/04/02 

50-220 

8504060103 

8504080097 

85/03/27 

50-320 

P 

9504060502 

8504080463 

85/03/28 

50-341 

85040B0104 

8604060102 

05/03/22 

50-490 

Q 

9504000503 

8504080501 

85/04/03 

50-352 

8504080109 

8504080106 

65/04/02 

60-352 

Q 

95040 B0504 

85040B04S3 

85/03/28 

50 341 

8504080115 

8504080102 

85/03/22 

60-490 

Q 

9504060507 

0504080453 

05/03/20 

50 341 

8504080121 

8504080106 

85/04/02 

60-352 

Q 

05040 DO509 

8504060506 

05/04/02 

60 277 

8504080124 

8504080116 

85/03/29 

50-336 

P 

05Q40B0510 

8504000453 

86/03/28 

50 341 

8504060129 

8504CBD118 

85/03/25 

71-360 


9504080516 

8504080453 

85/03/28 

50-341 

6504080133 

0504080125 

85/04/01 

50-336 

P 

8504080516 

8504080513 

85/04/02 

50-271 

6504060139 

8504060125 

85/04/01 

60-330 

P 

0504080510 

8504080453 

85/03/28 

60-341 

B504080140' 

8504080134 

85/04/02 

50-289 

Q 

0504080521 

8504080453 

85/03/28 

50 341 

8504080163 

B504080145 

85/04/05 

QAog9 


0504060522 

8604080519 

85/03/28 

50 388 

B5040801B9 

8504080145 

85/04/05 

QAg99 


8504060523 

8504080450 

85/03/28 

50 341 

8504080191 

8504080182 

85/02/22 

WASTE MQT 


0504080524 

8504080520 

85/04/01 

50 483 

8504080193 

8504080185 

85/04/01 

50-272 

Q 

8504080525 

6504060519 

85/03/28 

50-388 

6504060197 

8504080182 

05/02/22 

WASTE MGT 


0504060535 

0504000532 

B5/04/01 

50-331 

8504080204 

0504080182 

85/02/22 

WASTE MQT 


0504060565 

8504000551 

85/03/28 

50*387 

8504080209 

8504080182 

85/02/22 

WASTE WGT 


0504000550 

BS04080552 

85/03/13 

WASTE MQT 

6504080220 

0504080216 

05/03/21 

50-334 

P 

0504060566 

0504080559 

85/03/05 

WASTE RES 

8504080222 

8504080216 

05/03/21 

50-334 

P 

9504000570 

85 04000527 

85/03/20 

50-263 

6504080225 

0504000217 

05/03/08 

50-352 

F 

8504000572 

8504000559 

85/03/05 

WASTE RES 

6504080226 

8504080224 

85/03/29 

50-338 

P 

0504000582 

B504080580 

85/03/09 

WASTE MGT 

8504080235 

8504080229 

65/04/04 

50-498 

K 

8504000568 

8504060586 

85/03/26 

50-267 

8504080237 

8504060230 

85/04/02 

60-352 

Q 

9504090006 

8504090005 

85/04/01 

50 205 

8504080240 

8504080231 

85/03/20 

60-327 

P 

9504090033 

6504090029 

05/02/21 

WASTE MGT 

8504080243 

8504000241 

85/03/29 

50-330 

P 

8504090036 

0504090029 

85/02/21 

WASTE MGT 

8504080250 

8504000238 

85/04/04 

50-352 

G 

8504090055 

0504090052 

86/04/01 

50-440 

8504080255 

8504000249 

85/04/02 

50-309 

Q 

8504090069 

B5 04090064 

85/03/ 18 

WASTE MGT 

85040B0269 

8504080263 

04/10/12 

40-4492 


8504090070 

8504090065 

85/04/03 

60*354 

8504080268 

8504000263 

85/04/03 

50-369 

P 

8504090071 

8504090067 

85/04/04 

50 305 

8504080273 

8604000265 

05/04/04 

50-316 

P 

8504090072 

8504090066 

85/03/15 

50 352 

6504080278 

8504000272 

05/03/12 

40-6027 


8504090074 

8504090073 

85/04/04 

50-293 

8504080276 

8504000267 

85/03/27 

71-5950 


8504090077 

0504090067 

05/04/04 

60-305 

8504080263 

8504000279 

85/04/04 

OAggp 


8504090079 

8504090076 

85/04/03 

60 456 

6504000287 

8504000279 

05/04/04 

QAQOO 


8504000062 

8504090075 

85/03/14 

WASTE RES 
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ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

6504090086 

8109210343 

81/08/05 

60*367 

X 

6504090090 

8109210343 

01/00/05 

50*367 

X 

6504090108 

8504090063 

85/04/04 

50 34 1 

O 

8504090123 

8504090121 

85/03/08 

WASTE MGT 


8504090124 

8504090118 

85/04/02 

60*120 

o 

8604090127 

8504090120 

05/04/01 

50 400 

p 

8504090131 

6504090129 

86/04/01 

71 6980 


8504090143 

8504090133 

85/04/05 

50 20e 

p 

8504090145 

8504090138 

85/03/31 

so 317 

p 

6504090155 

8504090149 

85/04/03 

50 410 

A 

8504090159 

8504090149 

85/04/03 

50 410 

A 

8504090165 

8504090151 

05/04/05 

50 244 

P 

8504090167 

8604000080 

85/03/10 

SO 346 

F 

8504090169 

6504090163 

05/03/27 

60 373 

K 

8504090179 

8504090176 

85/04/04 

50 344 

P 

8504090161 

8604090175 

86/04/04 

60*344 

P 

8504090163 

8504090174 

85/04/02 

60-272 

Q 

8504090167 

8504090178 

65/04/05 

60*369 

P 

8604090194 

B504090174 

85/04/02 

60*272 

Q 

8504090202 

6504090199 

85/04/04 

50*289 

G 

6504090218 

6504090205 

85/04/03 

50*336 

Q 

6504090223 

0504090221 

85/04/01 

50*267 

P 

8504090236 

6504090229 

85/04/03 

60-454 

Q 

8504090237 

8504090231 

65/04/01 

50*322 

Q 

8504090240 

8504090234 

05/04/03 

60-317 

Q 

8504090242 

8504090229 

85/04/03 

50*454 

Q 

8504090255 

8504090251 

86/04/01 

50-285 

F 

8504090266 

8504090259 

05/03/13 

71*531 


8504090271 

8504090250 

85/03/22 

TOPREP 


6504090289 

8504090262 

85/04/03 

50-341 

Q 

8504090291 

8504090279 

85/04/05 

50-400 

G 

8504090292 

8504090288 

86/04/04 

50-341 

Q 

8504090294 

8504090279 

85/04/05 

50-400 

G 

850409029B 

6504090285 

85/03/22 

WASTE MGT 


8504090299 

6504090279 

85/04/05 

50-400 

G 

8504090304 

6504090300 

85/04/02 

50*369 

P 

8504000313 

6504090310 

85/04/05 

60*369 

P 

8504090314 

6504090312 

85/04/05 

50*381 

P 

8504090319 

6504090312 

85/04/05 

60*361 

P 

8504090321 

6504000312 

85/04/05 

50*361 

P 

6504090322 

6504090317 

85/04/03 

50*302 

Q 

8504090324 

6504090312 

85/04/05 

50*361 

P 

6504090345 

8504090342 

05/03/21 

50*286 

P 

6504090346 

8504090342 

05/03/21 

50-289 

P 

6504090350 

0504090333 

85/03/05 

WASTE MGT 


8504090361 

6504000356 

83/08/29 

50*327 

fl 

8504090376 

8504090372 

85/04/04 

60*461 

A 

8504090309 

6604090372 

85/04/04 

60*461 

A 

8504090392 

6504090306 

85/03/20 

60-397 

P 

8504090393 

6604090307 

85/03/29 

CONTRACT 


8504090396 

B504090386 

85/03/28 

60*307 

P 

6504090398 

6504090372 

85/04/04 

50 461 

A 

B504090402 

0504090397 

85/03/29 

CONTRACT 


6504090410 

8504090372 

65/04/04 

50 461 

A 

8504090439 

8504090433 

05/04/01 

50 312 

P 

8504090459 

8504090455 

04/03/01 

50*260 

R 

85040904B1 

8504090457 

05/03/22 

60 482 

Q 

8504090462 

8504090460 

65/04/01 

60 395 

P 

8504090464 

6504090455 

84/03/01 

60*250 

n 

8504090465 

8504090460 

85/04/01 

50 395 

p 

8504090474 

8504090469 

85/03/20 

WASTE MGT 


8504090404 

8504090473 

85/03/20 

WASTE MGT 


S504090487 

6504090482 

05/04/01 

60 416 

p 

8504090403 

8504090482 

85/04/01 

50 416 

p 

8504090507 

8504090504 

62/08/02 

50 335 

B 

6504090509 

8504090506 

03/07/11 

60 335 

R 

8504090520 

8504090519 

03/09/20 

50*369 

R 

8504090522 

8504090521 

62/09/03 

60*360 

R 

8504090526 

0504090624 

04/03/15 

60*321 

R 

8504100078 

8504100072 

85/03/12 

71-5984 


6504100097 

8504100093 

85/04/03 

50*260 

P 

6504100098 

8504100081 

85/02/14 

CONTRACT 


6504100135 

6504100126 

85/02/22 

50*528 

F 

8504100149 

0504100143 

85/03/29 

XPORTLIC 


6504100165 

8504100160 

85/03/20 

50*289 

P 

8504100182 

8504100178 

85/03/29 

60-302 

P 

8504100191 

8504090524 

84/03/15 

50*321 

R 

8504100193 

6504100107 

85/03/29 

60*261 

P 

8504100205 

6504100200 

05/03/29 

60*302 

P 

8504100252 

6504100245 

85/03/29 

60*302 

P 

8504100261 

8504100255 

85/04/09 

QA999 


8504100265 

8504100260 

03/10/31 

50-302 

R 

8504100266 

6504100262 

05/04/03 

60*219 

F 

8504100271 

B504 100255 

85/04/09 

OA999 


8504100281 

8504100274 

05/04/04 

50-362 

F 

6504100347 

8504100339 

85/04/03 

50*316 

F 

6504100348 

8504100333 

84/09/14 

50-321 

R 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

8504100351 

6504100337 

Bl/11/05 

50 259 

6504 100353 

8604100339 

05/04/03 

50 315 

8504100355 

8504100333 

04/09/14 

50 321 

8504100361 

8504100350 

05/03/27 

50 271 

8504100364 

6504100356 

05/03/28 

50 403 

8504100369 

8504100356 

05/03/28 

50 403 

8504100374 

8504100365 

04/05/22 

50 335 

8504100378 

8504100366 

05/03/28 

50 403 

0504100378 

8504100370 

85/03/29 

50 380 

8504100369 

8504100370 

05/03/29 

50 360 

8504100394 

8504100370 

05/03/29 

50 360 

0504100400 

8504100370 

05/03/29 

50 360 

8504100427 

8504100422 

85/04/04 

50 322 

8504100436 

B5041 00422 

05/04/04 

50 322 

0504100442 

6504100433 

84/02/24 

50 321 

6504100443 

8504100422 

05/04/04 

50 322 

8504100446 

8504100422 

05/04/04 

50 322 

6504100450 

8504100433 

04/02/24 

50 321 

8504100453 

8504100422 

05/04/04 

50 322 

8504100457 

8504100422 

05/04/04 

50*322 

8504100462 

8504 100422 

05/04/04 

50 322 

0504100468 

0504100463 

04/04/26 

50 340 

0504100471 

0504100467 

05/04/08 

QA999 

8504100476 

0504100467 

05/04/08 

QA9g9 

8504 100477 

8504100463 

04/04/26 

50 340 

8504100483 

8504100467 

05/04/00 

QA9B9 

8504100498 

8504100494 

05/02/28 

50 482 

8504100504 

8504100502 

63/03/01 

60*327 

8504100509 

8504100508 

03/04/29 

50-327 

8504100510 

0504100516 

05/03/19 

WASTE RES 

6504100531 

8504100528 

05/03/26 

50*309 

6504100535 

8504100528 

05/03/26 

60*309 

8504100543 

65041504B2 

05/03/26 

60-113 

B504100S50 

8504100545 

05/03/26 

50*317 

8504100565 

8504100558 

85/04/01 

71-9193 

8504100587 

05041 005B5 

85/04/04 

50-424 

6504100592 

8504100494 

85/02/28 

50*482 

0504100597 

0504100494 

85/02/28 

50*482 

6504100600 

8504100594 

85/03/22 

50-416 

8504100602 

8504100494 

85/02/28 

50-482 

8504100306 

8504100494 

85/02/26 

50-482 

8504100614 

8504100809 

85/03/25 

50-324 

8504100623 

8504100619 

85/03/19 

50-397 

8504100625 

8504100620 

04/03/02 

50-200 

8504100633 

8504100619 

05/03/19 

50-397 

6504100644 

6504100620 

05/03/11 

CONTRACT 

B504 100659 

6504100653 

85/03/21 

50-200 

6504100671 

6504100645 

85/03/18 

50*373 

6504100672 

6504100666 

05/03/04 

CONTRACT 

6504100601 

8504100677 

05/02/26 

WASTE MGT 

6504100694 

8504100692 

85/03/22 

COMM6SS10 

8504100700 

8504100697 

05/03/25 

CONTRACT 

8504100706 

8504100703 

05/03/15 

CONTRACT 

8504100708 

8504100705 

85/04/02 

MISC 

8504100728 

8504100712 

05/03/13 

40-6859 

8504100733 

8504100712 

65/03/13 

40-6659 

8504110023 

8504110019 

85/04/04 

60 416 

6504110046 

85041 10037 

65/03/22 

50-344 

8504110048 

8504110043 

85/03/20 

60-528 

8504110062 

8504110056 

85/03/22 

50-397 

8504110101 

8504110087 

85/03/31 

71-6058 

8504110106 

8504110103 

85/03/22 

50-344 

8504110109 

8504110087 

85/03/31 

71-6058 

8504110112 

8504110103 

85/03/22 

60-344 

8504110117 

8504110007 

85/03/31 

71-6058 

B504110118 

8504110103 

85/03/22 

50*344 

6504110122 

85041 100B7 

85/03/31 

71*6058 

6504110182 

8504110153 

85/04/09 

50 352 

8504110204 

8504110168 

85/03/26 

50 285 

86041 10222 

8504110216 

85/03/22 

60 206 

8504110229 

6504110224 

85/03/26 

50 293 

8504110232 

6504110227 

65/03/25 

60-261 

8504110235 

8504110227 

B5/03/25 

50-261 

85041 10238 

8504110227 

85/03/25 

50-261 

85041 10243 

8504110236 

85/03/27 

50-220 

8504110245 

6504110227 

85/03/25 

50 261 

85041 10250 

8504110236 

85/03/27 

50 220 

8504110252 

0504110246 

85/04/02 

WASTE MGT 

8504110256 

85041 10253 

85/04/04 

50-341 

8504110258 

8504110233 

85/04/02 

50-254 

8504110271 

0504110263 

65/03/21 

40 8690 

85041 10278 

8504110263 

65/03/21 

40 8690 

85041 10286 

8504110263 

85/03/21 

40 8690 

8504110294 

6S04110287 

85/04/01 

50 315 

65041 10317 

0504110309 

86/03/12 

50*312 

6504110320 

8504110314 

86/04/09 

so 206 

8504110324 

0504110311 

85/04/04 

50 209 
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440 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 


8504110326 

0504110340 

0504110346 

8504110357 

8504110370 

8504110390 

8504110404 

8504110406 

B5O4110416 

6504110420 

6504110422 

8504110426 

6504110431 

8504110440 

0504110453 

8504110456 
8504110470 
8504110471 
8504110469 
8S04 110495 

8504110497 
B504 110499 
8504110503 
8504110529 
8504110558 

8504110586 
8504110589 
8504110590 
BS04 110597 
8504110598 

6504110503 

6504110606 

6504110607 

8504110512 

8504110617 

8504 110642 
8504110651 
6504110658 
8504110662 
8504110666 

8504110668 

8504110676 

8504110696 

8504110700 

8504120002 

8504120005 
8504120016 
8504120024 
8 504 120030 
8504120042 

8504120008 

8504120112 

8504120121 

8504120133 

8504120140 

8504120145 

8504120172 

8504120176 

8504120184 

8504120189 

8504120206 

8504120210 

8504120212 

8504120214 

8504120216 

6504120217 
6504120220 
8504 120225 
8504120226 
8504120228 

8504120234 
8504120235 
8504120236 
8504120240 
B504 120246 

8504120247 

8504120250 

8504120252 

8504120255 

6504120257 

6504120260 
8504120261 
8504120267 
8504120273 
B504 120275 

8504120277 

8504120279 


PRINCIPAL 

DOCUMENT 


8504110314 

8504110334 

8504U0334 

8504110345 

8504110361 

8504110376 

8504110396 

8504110395 

B504110411 

8504110415 

6504110411 

6504110417 

6504110425 

6504110432 

6504110449 

8504110449 
8504110464 
8504 110466 
8504110476 
8504110492 

8504110493 

8504110494 

8504110494 

8504110527 

8504110556 

8504110583 

8504110563 

8504110587 

6504110593 

6504110594 

8504110599 

8504110602 

8504110599 

8504110609 

6504110613 

8504110638 

8504110648 

8504110655 

8604110655 

8504110655 

8504110655 
6504110674 
850411 0689 
8504110691 
8504120001 

8504120004 

6504120009 

8504120019 

8504120019 

6504120037 

8504120095 

8504120107 

8504120107 

8504120129 

8504120134 

8504120143 

8504120161 

8504120175 

8604120182 

8504120179 

8504120201 

6504120182 

6504120207 

6504120182 

6504120207 

8504120207 

6504120182 

8504120219 

8504120182 

8504120197 

8504120232 

8504120205 

8504120182 

8504120232 

8504120241 

8504120243 

8504120182 

8504120243 

8504120182 

8504120182 

8504120182 
8504120244 
8504120 182 
8504120270 
8504120162 

8504120227 

8504120182 


ACCESSION NUMBER 


DATE 

SUBJECT 


enclosure 

PRINCIPAL 

ISSUED 

CATEGORY 


DOCUMENT 

85/04/09 

50-206 

P 

8504120202 

0504120162 

85/O4/0B 

50-267 

P 

0604120204 

6504 120 162 

05/04/00 

50-267 

P 

6504120206 

6504120162 

85/04/08 

50-482 

O 

8604120208 

8504120182 

05/04/04 

50-354 

A 

6504120289 

8504120162 

85/03/29 

50 267 

O 

8504120292 

6504120182 

85/03/29 

50-219 

P 

8504120295 

8504120182 

05/03/22 

50-275 

Q 

8504120296 

8504120290 

05/04/05 

50 334 

0 

8504120299 

8504120182 

05/03/19 

50 271 

P 

6504120302 

8504120205 

85/84/05 

50 334 

Q 

6504120304 

8504120301 

85/04/08 

PR 


6504120305 

8504120182 

65/03/20 

50 263 

P 

6504120307 

8504120182 

05/03/19 

50 361 

Q 

6504120308 

8504120182 

05/03/27 

50 346 

Q 

0504120311 

8504120182 

05/83/27 

50 346 

Q 

6504120312 

8504120310 

05/04/05 

50 331 

P 

8604120317 

8504120314 

85/03/29 

50 254 

0 

8504120322 

8504120270 

65/04/05 

50 245 

P 

8504120327 

8504120182 

65/04/04 

50 206 

Q 

8504 120330 

8504120182 

85/04/04 

50 354 

F 

6504120332 

8504120182 

85/83/22 

50 520 

Q 

6504120334 

8504120162 

85/83/22 

50 523 

Q 

8504120335 

8504120182 

86/03/29 

50 334 

R 

6504120338 

8504120102 

6S/03/27 

50 254 

R 

6504120340 

8504120182 

65/03/13 

40 8452 


8504120344 

8504120182 

65/03/13 

40 8452 


8504120347 

0504120182 

65/04/02 

CONTRACT 


8504120352 

8504120182 

85/03/23 

CONTRACT 


8504120356 

8504120182 

65/03/13 

40 6698 


8504120359 

8504120182 

65/04/02 

50 20 

P 

8504120364 

8504120102 

65/03/21 

CONTRACT 


8504 120365 

8504120182 

85/04/02 

50 20 

P 

6504120370 

8504120182 

65/03/22 

CONTRACT 


6504120371 

8504120182 

66/03/05 

50 10 

R 

6504120372 

8504120367 

85/03/21 

50-293 

F 

6504120375 

8504120102 

65/03/21 

50-259 

P 

8504 120376 

8504120182 

85/04/84 

50-13 

W 

0504120377 

8504120182 

85/04/04 

50-13 

W 

6504120361 

8504120182 

85/04/04 

50-13 

w 

8504120304 

8504120380 

85/04/04 

50-13 

w 

8504120386 

8504120162 

84/03/29 

PT21 


8504120390 

0504120182 

84/05/03 

50-416 

s 

8504120393 

0504120182 

85/03/27 

50-250 

Q 

8504120395 

6504120182 

85/04/01 

50-309 

R 

8504120396 

0504120391 

85/03/10 

CONTRACT 


05O412O39B 

6504120182 

85/04/02 

50-368 

P 

8504120400 

6504120182 

65/03/21 

40-299 


8504120401 

0504120182 

85/03/21 

40-299 


6504120407 

8504120182 

85/03/21 

50-344 

Q 

6504120408 

8504120182 

85/04/09 

50-387 

P 

6504120411 

8504120404 

85/03/21 

40-8584 


8504120412 

8504120162 

85/03/21 

40-8564 


0504120419 

8504120415 

85/04/10 

50-206 

P 

8504120421 

8504120418 

85/03/22 

50-289 

P 

0504120422 

8504120182 

85/02/23 

60 454 

Q 

8504120423 

8504120415 

05/03/08 

50-424 

Q 

8504120424 

8504120182 

85/04/10 

50-354 

F 

8504120425 

8504120418 

84/06/06 

50-341 

A 

8504120426 

8504120182 

65/03/13 

50-280 

Q 

6504120428 

8504120182 

05/03/29 

50-390 

Q 

8504 120432 

8504120182 

04/06/06 

50-445 

A 

8504120435 

8504120182 

85/04/04 

50-440 

Q 

6504120436 

8504120182 

04/06/06 

50-445 

A 

8504120437 

8604120182 

85/04/04 

50-440 

0 

8504120439 

8504120182 

05/04/04 

50-440 

Q 

8504120440 

8504120182 

04/06/06 

50-445 

A 

8504120441 

8504120182 

85/03/29 

50-336 

a 

8504120444 

8504120182 

04/06/06 

50-374 

R 

8504120445 

8504120182 

05/04/04 

50 206 

S 

6504120446 

8504120182 

85/03/12 

50 369 

Q 

65Q4120450 

8504120182 

85/04/05 

50 282 

P 

0504120457 

8504120454 

04/06/06 

50 445 

R 

0504120460 

8504120454 

05/03/12 

50 369 

Q 

5504150008 

8504120182 

85/04/05 

60 320 

P 

0504150009 

8504120182 

85/03/22 

50 395 

Q 

8504150011 

8504120182 

64/06/06 

50-445 

A 

8504150014 

8504120162 

85/03/22 

50 395 

O 

8504150016 

8504120182 

64/06/06 

50-316 

P 

8504150020 

8504160017 

64/06/06 

50-390 

H 

8504150023 

8504150026 

84/06/06 

50 412 

A 

8504150030 

8504120102 

85/04/09 

50 462 

A 

8504150036 

8504160032 

04/06/06 

50 368 

A 

8504150037 

8504120182 

05/03/21 

50 286 

F 

8504150042 

8504 1201 82 

04/06/06 

50 412 

R 

8504150045 

8504120182 

85/04/04 

50 208 

S 

8504150048 

6504120182 

84/06/06 

50-385 

R 

8504160053 

0504120182 


DATE 

ISSUED 


SUBJECT 

CATEGOnV 


84/06/06 50'443 

84/06/06 50-430 

84/06/06 50-316 

84/06/06 50-390 

04/06/06 50-316 

84/06/06 50-316 

04/06/06 50-316 

05/04/04 50-206 

04/06/06 50-316 

05/04/05 60-202 

85/04/10 50-354 

84/06/06 50-316 

04/06/06 FOIA 

04/06/06 50-430 

04/06/06 50-436 


85/04/10 

50-341 

85/04/04 

50-206 

85/03/21 

50-286 

84/06/06 

50-354 

04/06/06 

50-400 


04/06/06 

04/06/06 

84/06/06 

04/06/06 

04/06/06 

04/06/06 

04/06/06 

04/06/06 

04/06/06 

04/06/06 

04/06/06 

04/06/06 

04/06/06 

04/06/06 

85/03/05 

04/06/06 

04/06/06 

04/06/06 

84/06/06 

85/02/25 

84/06/06 

84/06/06 

84/06/06 

84/06/06 

85/02/25 

84/06/06 

84/06/06 

84/06/06 

04/06/06 

84/08/06 

85/03/11 

84/06/08 

85/03/07 

85/03/15 

04/06/08 

85/03/07 

84/06/06 

85/03/16 

84/06/06 

04/00/06 

84/06/06 

84/06/06 

04/06/06 

84/00/06 

64/06/06 

B4/O6/06 

64/06/06 

04/00/06 

84/00/06 

84/06/06 


50-430 

50-461 

50-454 

50-458 

50-374 

50-412 

50-481 

50-320 

50-206 

50-361 

50-443 

50-341 

50-386 

50-322 

CONTRACT 

50-322 
50-328 
50 498 
50-316 
CONTRACT 

50-389 

60-316 


CONTRACT 

50-316 
50-354 
60 424 
50-403 
60-397 

50-424 

50-400 

50-424 

40-8452 

50-458 

50 424 

60-374 

40-8452 

50-498 

50-528 

50-493 
50 410 
60-458 
50-490 
50-546 

60-443 

50-490 

60-413 

50-322 

60-490 


84/06/06 50-490 A 
85/03/20 50-324 Q 
85/03/20 60-324 Q 
84/00/06 50-390 R 
84/00/06 50-390 R 

84/06/06 60-390 R 
84/00/06 50-309 P 
84/06/06 50-309 R 
85/04/09 50-395 P 
85/03/11 50-390 Q 

04/06/06 50-390 H 
85/03/28 50-340 O 
84/06/06 60 412 R 
84/06/06 60-412 R 
84/06/06 50-309 P 

04/06/06 60-374 R 
84/06/06 60-358 A 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 441 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUPJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

8504150055 

0504120182 

Q4/06/OG 

50 483 

n 

8504160300 

8504120182 

64/00/06 

50 3B2 

8504150058 

8504120102 

04/06/06 

50 350 

A 

8504150301 

6504 1201 82 

B4/O0/O5 

50 443 

8504160060 

8504150057 

G5/03/IB 

50 424 

Q 

8504150302 

6504151)299 

65/04/10 

50 268 

8504150063 

0504120102 

04/06/06 

50 358 

A 

8504150305 

8504120182 

84/O0/OS 

50 3B2 

6504 150067 

0504120102 

04/06/06 

50 443 

A 

8504150300. 

6504120182 

84/00/06 

50 424 

6504150060 

8504120102 

84/05/06 

50*350 

H 

8504150312 

6504150309 

85/03/20 

50 409 

8504160069 

0504120102 

84/06/06 

50 413 

n 

8504150318 

8504150314 

85/04/11 

50 526 

8504150070 

8504150066 

85/03/11 

50-430 

0 

8504150319 

8504160316 

85/04/12 

50 526 

8504150073 

0504150066 

85/03/11 

50 438 

Q 

8504150322 

8504150321 

85/04/09 

50 266 

8504150074 

8504120162 

84/06/06 

50-368 

A 

8504150324 

8504120162 

84/06/05 

50 456 

8504150076 

8504120182 

84/06/06 

60 397 

P 

8504150320 

8504150323 

85/04/09 

50 395 

6504 150077 

8504120182 

84/06/00 

50 461 

R 

0504150330 

6504120182 

84/06/06 

50 526 

6504150080 

8504120182 

84/06/06 

50 247 

P 

8504160333 

8504120182 

84/06/06 

50 404 

0504150082 

8504120182 

84/06/06 

50-397 

R 

8504150338 

6504120182 

84/06/06 

50 410 

6504150085 

8504120182 

84/06/06 

50 322 

A 

6504150343 

8504120162 

84/06/08 

50 423 

0504150088 

0504120182 

64/06/06 

50 302 

A 

B504150350 

6504120182 

84/06/06 

50 329 

8504150090 

8504120182 

04/06/06 

50 322 

A 

8504150354 

8504150348 

05/04/10 

50 320 

8504150094 

8504120102 

64/06/06 

50 463 

A 

8504150355 

8504150349 

85/04/09 

50 324 

8504150099 

8504120182 

64/06/06 

50 403 

A 

8504150357 

8504120182 

04/06/06 

50 370 

8504150102 

8504120182 

64/06/06 

50 322 

0 

8504150366 

8504120182 

84/00/06 

50 352 

0504150107 

8504120182 

64/06/06 

50 463 

A 

8504150368 

8504150362 

05/04/69 

50-373 

8504150100 

8504120182 

64/06/06 

50 400 

R 

6504150370 

6504 120 182 

84/00/06 

50 4D0 

6504150110 

8504120182 

64/06/06 

50-483 

A 

8504150371 

8504 15036 7 

85/04/00 

60 389 

8504150113 

0504120182 

04/06/06 

50 483 

A 

6504150375 

6504150367 

85/04/08 

50 389 

6504150123 

0504150120 

65/02/20 

50-295 

P 

8504150377 

0504120162 

84/00/06 

50 461 

8504150125 

0504120102 

64/06/06 

50 354 

R 

6504150376 

8504160367 

85/04/08 

50 389 

8504150126 

0504120182 

64/06/06 

50 322 

A 

65041503B2 

8504150367 

65/04/00 

50 389 

8604150120 

0504150122 

04/01/12 

50 344 

S 

6504150383 

8504150374 

65/04/08 

50 456 

8504150129 

Q504150120 

65/02/20 

50 205 

P 

8504150384 

8504120182 

64/00/06 

60 483 

8504150130 

0504120102 

64/00/06 

50 410 

R 

0504150366 

6504150367 

65/04/08 

50 389 

8504150131 

8504150122 

64/01/12 

50 344 

S 

8504150390 

8504120182 

64/06/06 

50 373 

8504150133 

8504120102 

04/06/06 

50 528 

R 

6504150391 

8504160367 

65/04/03 

60 369 

8504150135 

8504120182 

04/06/06 

50 445 

A 

6504150393 

0504160367 

65/04/08 

50 369 

8504150139 

8504120102 

64/06/06 

50 367 

P 

6504160396 

0504150367 

65/04/03 

50 369 

8504150141 

0504120102 

04/00/06 

50 401 

A 

6504150398 

0504150394 

65/04/04 

71 531 

8504150143 

0504120102 

64/08/06 

50 458 

R 

6504150399 

8504150367 

65/04/03 

SO 369 

8604150146 

8504120182 

84/06/06 

50 387 

R 

6504150400 

8504120182 

64/06/06 

60 390 

8504150153 

8504120182 

84/06/06 

50 443 

R 

6504150401 

8504150395 

65/04/04 

50 300 

8504150157 

B5041201D2 

84/06/06 

50 412 

R 

8504150403 

0504120102 

64/03/06 

50 350 

6504150160 

8504120182 

84/06/06 

50 364 

P 

6504150404 

0504150367 

85/04/00 

50 389 

8504150162 

0504120102 

64/06/06 

50 49B 

R 

6504150405 

B5041 50395 

85/04/04 

50 305 

8504150164 

8504120102 

64/06/06 

50 424 

R 

6504150410 

0504150387 

85/04/03 

50 360 

8504150166 

0504120182 

64/06/06 

50 300 

R 

6504150411 

B504120162 

84/06/08 

50 412 

8504150167 

0504120102 

04/06/06 

50 308 

R 

6504150413 

0504150367 

65/04/00 

50 369 

8504150160 

8504120102 

64/06/06 

50 367 

Q 

8504150414 

0504120102 

84/06/08 

50 362 

6504150169 

0504120102 

84/06/06 

60 496 

R 

6504150415 

0504150367 

85/04/00 

50 309 

0504150172 

8504120182 

64/06/06 

50 461 

R 

8604150419 

8504120162 

64/00/06 

50 424 

8504 150173 

0504120182 

84/06/06 

50 322 

n 

6504150420 

8504150367 

65/04/00 

50 309 

8504150177 

8504120182 

84/06/06 

50 468 

R 

6504160421 

0504150307 

65/04/00 

50 309 

8504150176 

8504120102 

84/06/06 

60 413 

R 

65041 50423 

0504120162 

84/00/06 

00 300 

8504150162 

8504120182 

64/06/06 

50 410 

R 

6504150424 

0504150367 

85/04/06 

50 300 

8504150167 

0504120102 

84/06/06 

50 329 

R 

8504160425 

0504160417 

85/04/06 

TOPREP 

8504150191 

0504120102 

04/06/06 

50 646 

R 

6504150426 

8504120102 

84/08/06 

50-309 

8504150193 

0504120102 

04/06/06 

50 45B 

R 

6604150427 

0504150067 

85/04/08 

50 300 

8504150107 

8604120102 

04/06/06 

50 352 

R 

8604150429 

0504120162 

84/00/06 

50 490 

8504 150200 

8504120182 

04/06/06 

50 49B 

R 

6504150430 

0504150367 

66/04/08 

50 309 

8504150204 

8604120182 

84/06/06 

50-374 

R 

6504160431 

0504150417 

85/04/03 

TOPREP 

8504150205 

8504120102 

04/00/06 

50 424 

R 

6504160433 

0504150307 

65/04/08 

50 309 

8504150209 

0504120102 

04/06/06 

50-382 

R 

85041 60435 

0504120162 

64/00/06 

50 322 

8504150213 

0504120182 

84/00/06 

50-354 

R 

6504150437 

0504120182 

64/00/06 

50 443 

6504160216 

0504120102 

04/06/06 

50 390 

R 

8604150442 

0504120102 

64/06/06 

50 450 

0504150219 

0504120102 

04/06/06 

50-400 

R 

0504150443 

0504150438 

65/04/00 

50 450 

0504150222 

0504150210 

04/04/11 

50 412 

S 

8504150445 

0504150441 

65/03/20 

50 416 

8504150224 

8504120102 

04/06/06 

50 461 

R 

0504150440 

0504120162 

64/06/06 

50.020' 

8504150225 

8504120182 

84/06/06 

50 382 

R 

8504150447 

0504150436 

65/04/06 

50 456 

8504150229 

0504120102 

04/06/06 

50 380 

B 

6504150449 

0504120162 

64/06/00 

50-410 

8504150230 

8504150223 

85/03/01 

50 413 

Q 

6504160450 

0504150446 

85/04/01 

OA90O 

0504150234 

0504120182 

04/06/06 

50 390 

R 

6504150451 

8504120162 

64/00/06 

60-546 

0504150235 

6604120102 

84/06/03 

50 443 

fl 

6504160452 

0504120182 

84/06/06 

50-354 

8504150240 

0504120102 

04/06/06 

50 410 

R 

6504150455 

0504120102 

04/06/06 

60-400 

8504150242 

0504120102 

04/06/06 

50 354 

R 

0504150457 

0504120102 

84/06/00 

50-481 

8504150244 

0504120102 

04/06/06 

50 461 

R 

8504150459 

0504120162 

84/00/06 

60-370 

8504160247 

0504120182 

04/O6/Q6 

50 400 

R 

8504150461 

0504120182 

84/06/06 

50-403 

8504 150249 

8504120182 

04/06/06 

50-370 

R 

0504150463 

8504120102 

64/06/06 

50-374 

8504150250 

8504120182 

84/06/06 

50 483 

R 

8504150466 

8504120182 

64/06/06 

60-390 

8504 150256 

8504150223 

85/03/01 

50 413 

0 

0504150469 

8504120182 

64/06/06 

50-412 

8504150259 

8504150254 

85/04/09 

50 45B 

Q 

0504150470 

8504120182 

04/06/06 

60-461 

8504150260 

8504150253 

85/04/05 

50-2 

P 

8504150474 

0504120182 

04/06/06 

50-461 

8504150269 

8504150263 

85/04/09 

50-320 

P 

8504150475 

8504150472 

05/03/05 

50-200 

8604150273 

0504150265 

85/03/22 

50-338 

Q 

6504 150479 

8504160472 

85/03/05 

50-280 

8504150276 

0504150271 

85/03/15 

50-373 

R 

0504160480 

8504120162 

64/06/06 

60-461 

8504150278 

0504150265 

05/03/22 

50-338 

Q 

6504150484 

0504150478 

65/01/22 

70-143 

8504150290 

6504150291 

8504150295 

0604150205 

0504120102 

0504150285 

05/04/03 

04/06/06 

B5/04/03 

50-265 

50 463 

50 285 

P 

R 

P 

6504160485 

6504150489 

6504150491 

8504120182 

0504120162 

0504120182 

64/06/06 

64/06/06 

04/06/06 

60-461 

50-481 

50-461 

8604150296 

8504150297 

8504150288 

8504120182 

85/04/09 

84/06/06 

60 395 

60 382 

P 

R 

0504150494 

0504150497 

8504120182 

8504150409 

04/06/06 

85/03/18 

60-461 

50-327 
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440 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

8504110326 

6504110314 

65/04/09 

50-206 

P 

05041103^0 

6504110334 

05/04/03 

50 267 

P 

0504110346 

6504110334 

05/04/08 

50 267 

P 

8504110357 

8504110345 

05/04/08 

50 492 

0 

8504110370 

8504110361 

05/04/04 

50-354 

A 

8504110300 

8504110376 

05/03/20 

50*267 

O 

8504110404 

6504110396 

B5/03/29 

50-219 

P 

0504110406 

8504110395 

85/03/22 

50-275 

o 

6504110416 

8504110411 

05/04/06 

50-334 

Q 

B504 110420 

8504110415 

05/03/19 

50-271 

P 

B504 110422 

8504110411 

85/04/05 

50-334 

Q 

6504110426 

6504110417 

85/04/08 

PR 


8504110431 

6504110425 

85/03/20 

50 263 

P 

6504110440 

6504110432 

05/03/19 

50 361 

Q 

8504110453 

6504110449 

65/03/27 

50 346 

Q 

8504110450 

6504 110440 

85/03/27 

50 346 

Q 

8504110470 

6504110464 

85/04/05 

50 331 

P 

8504110471 

6504110466 

05/03/29 

50 254 

Q 

8504118489 

8504110478 

65/04/05 

50 245 

P 

8504110495 

6504110492 

65/04/04 

50 285 

Q 

8504110497 

6604110493 

85/04/04 

50 354 

F 

6504110490 

6504110494 

85/03/22 

50 528 

Q 

B5041 10503 

6504 11 0494 

85/03/22 

50-528 

Q 

B504110529 

6604110527 

85/03/29 

50 334 

H 

6504110556 

0504110556 

85/03/27 

50 254 

R 

8504110586 

8504110503 

85/03/13 

40 6452 


8504110589 

8504110583 

65/03/13 

40 6452 


8504110590 

8504110587 

65/04/02 

CONTRACT 


35041 105-97 

8504110593 

65/03/23 

CONTRACT 


85041 1059 B 

8504110594 

85/03/13 

40 8698 


8504110603 

8504110599 

85/04/02 

50 20 

P 

8504110606 

6504110602 

85/03/21 

CONTRACT 


8504110607 

6504110599 

85/04/02 

60 20 

P 

8504110612 

6504110609 

86/03/22 

CONTRACT 


8504110617 

6504110613 

85/03/05 

50 10 

R 

8504110642 

6504110636 

85/03/21 

50 293 

F 

8504110651 

6504110646 

86/03/21 

50 259 

P 

0504110658 

8504110655 

86/04/04 

50 13 

W 

6504110602 

0504110655 

85/04/04 

60 13 

W 

6504110666 

0504110655 

86/04/04 

50 13 

w 

6504110668 

0504110655 

85/04/04 

50-13 

w 

8504110678 

0504110674 

84/03/29 

PT21 


8501110696 

0504110689 

84/05/03 

50-416 

s 

8504110700 

0504110691 

85/03/27 

50-250 

0 

8504120002 

0504120001 

65/04/01 

50-309 

R 

8504120005 

8504120004 

86/03/13 

CONTRACT 


8504120016 

0504 120009 

85/04/02 

50-368 

P 

8504120024 

0504120019 

86/03/21 

40-299 


8504120030 

8504120019 

86/03/21 

40-299 


8504120042 

8504120037 

86/03/21 

50-344 

Q 

8504120068 

8504120005 

85/04/09 

50-367 

P 

6504120112 

8504120107 

86/03/21 

40 8584 


8504120121 

0504120107 

86/03/21 

40 8584 


6504120133 

6504120129 

86/04/10 

50-206 

P 

6504120140 

0504120134 

85/03/22 

50-209 

P 

6504120146 

6504120143 

86/02/23 

50-454 

Q 

6504120172 

0504120161 

86/03/0 a 

50-424 

Q 

6504120176 

0504120175 

85/04/10 

50*354 

F 

6504120164 

0504120162 

64/06/06 

50-341 

A 

6504120169 

0504120170 

66/03/10 

50-200 

Q 

6504120206 

0504120201 

86/03/29 

50-390 

Q 

8504120210 

8504120182 

64/06/06 

50*445 

A 

6504120212 

8504120207 

86/04/04 

50-440 

Q 

8504120214 

8504120102 

84/06/00 

50-445 

A 

8504120216 

8504120207 

85/04/04 

50 440 

Q 

8504120217 

8504120207 

86/04/04 

50-440 

Q 

8504120220 

6504120102 

84/06/00 

50-445 

A 

8504120225 

0504120219 

85/03/23 

50-338 

Q 

8504120226 

6504120102 

84/06/06 

50-374 

R 

6504120228 

0504120197 

86/04/04 

50-206 

S 

8504120234 

0504120232 

86/03/12 

50-369 

Q 

8504120235 

0504120205 

85/04/03 

50-202 

P 

8504120236 

0504120182 

84/06/06 

50-445 

R 

8504120240 

0504120232 

06/03/12 

50-369 

Q 

8504120246 

0504120241 

85/04/05 

50-320 

P 

6504120247 

9504120243 

65/03/22 

50-395 

Q 

6604120250 

8504120162 

84/06/06 

50 445 

A 

0604120252 

0504120243 

85/03/22 

50 395 

Q 

8604120255 

8504120182 

84/06/06 

50 316 

P 

8504120257 

9504120182 

84/06/06 

50 396 

R 

8504120260 

0504120182 

04/06/06 

50 412 

A 

6504120261 

0504120244 

85/04/09 

50 462 

A 

8504120267 

0504120182 

04/06/06 

50 368 

A 

8504120273 

6504120270 

85/03/21 

50 286 

F 

8504120275 

9504120182 

84/06/06 

50 412 

R 

8504120277 

8504120227 

85/04/04 

SO 206 

S 

8504120270 

8504120162 

04/06/06 

50-388 

ft 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGOflV 

85041 202B2 

8504120182 

84/06/06 

50-443 

8504120284 

8504120162 

84/06/06 

50-430 

8504120286 

8504120182 

04/06/06 

50-316 

8504120288 

8504120182 

84/06/06 

50-390 

8504120209 

8504120182 

84/06/06 

50*316 

6504120292 

8504120102 

84/06/06 

50-316 

8504120295 

8504120182 

04/06/06 

50*316 

B5 04 120296 

8604120290 

85/04/04 

50-206 

6504120299 

0504120182 

04/06/06 

50*316 

8504120302 

6504120205 

85/04/05 

50-202 

8504120304 

0504120301 

85/04/10 

50-354 

8504120305 

0504120162 

04/06/06 

50*316 

8504120307 

0504120182 

04/06/06 

FOIA 

8504120308 

0504120182 

04/06/06 

50-438 

8604120311 

8504120182 

04/06/06 

50-438 

8504120312 

8504120310 

05/04/10 

50-341 

8504120317 

0504120314 

05/04/04 

50-206 

6504120322 

8504120270 

05/03/21 

50-286 

6504120327 

0504 1201 82 

04/06/06 

50-354 

8504120330 

8504120182 

04/06/06 

50-400 

6504120332 

8504120182 

04/06/06 

50-438 

6504120334 

6504120182 

04/06/06 

50-461 

6504120335 

0504120182 

64/06/06 

50-454 

0504120338 

0504120182 

84/06/06 

50-458 

8504120340 

0504120182 

64/06/06 

50*374 

0604120344 

6504120182 

04/06/06 

50-412 

8604120347 

8504120182 

04/06/06 

50-461 

8504120352 

8504120182 

64/06/06 

50-329 

8504120356 

0504120182 

84/06/06 

50-206 

8504120359 

0SO412O182 

04/06/06 

50*361 

B504 120364 

8504120182 

84/06/00 

50 443 

8504120365 

0504120182 

84/06/06 

50*341 

8504 120370 

8504120182 

84/06/06 

60-366 

8604120371 

0504 120182 

04/06/06 

50*322 

6504120372 

0604120367 

85/03/05 

CONTRACT 

8504120375 

0504120182 

84/06/06 

50*322 

8504120376 

0504120182 

84/06/06 

50-326 

6504120377 

0504120182 

04/06/06 

50-498 

8504120381 

8504120182 

84/06/06 

50-316 

8504120384 

8504120380 

65/02/25 

CONTRACT 

8504120386 

8504120182 

04/06/06 

50-399 

8504120390 

8504120182 

84/06/06 

50*316 

8504120393 

8504120182 

84/06/06 

50*210 

8504120395 

8504120182 

84/06/06 

50*387 

8504120396 

8504120391 

85/02/25 

CONTRACT 

6504120398 

0504120182 

84/06/06 

50*316 

8504120400 

8504 1201 82 

84/00/06 

50-354 

6504120401 

8504120162 

84/06/08 

50-424 

8504120407 

8504120102 

04/06/06 

50-483 

8504120408 

8504120182 

84/06/06 

50-397 

8504120411 

8504120404 

85/03/11 

50-424 

8504120412 

8504 120 182 

84/06/06 

50-400 

6504120419 

0504120415 

85/03/0/ 

50-424 

8504120421 

0504120418 

85/03/15 

40-8462 

8504120422 

0504120102 

84/06/06 

50-458 

8504120423 

8504120415 

85/03/07 

50-424 

8504120424 

8504120182 

84/06/06 

50*374 

8504120425 

0504120410 

85/03/15 

40*8462 

8504120426 

0504120182 

84/06/06 

50-498 

6504120428 

0504120182 

64/06/06 

50*528 

8504120432 

8504120182 

84/06/06 

50-498 

8504120435 

8504120182 

84/06/06 

50*410 

8504120436 

8504120182 

84/06/06 

50-458 

0504120437 

8504120182 

64/06/06 

60-498 

8504120439 

8504120182 

84/06/06 

50-546 

0504120440 

8504120182 

84/06/06 

50-443 

0504120441 

0504120182 

84/06/06 

50-498 

0504120444 

8504120182 

84/06/06 

60-413 

B504 120445 

8504120182 

84/06/06 

50-322 

8504120446 

8504120102 

84/00/06 

60-496 

8504120450 

8504120102 

84/06/06 

50*496 

8504120457 

8504120454 

85/03/20 

50-324 

0504120460 

0504120454 

05/03/20 

50*324 

8504150008 

6504120182 

84/06/06 

50-390 

8504159009 

0504120102 

84/06/06 

50-390 

8504150011 

0504120182 

84/06/06 

50-390 

8504150014 

8504120182 

84/06/06 

50-389 

0504150016 

0504120182 

84/06/06 

50-380 

8504150020 

8504 150017 

85/04/09 

50-395 

8504150028 

8504150025 

85/03/11 

50-390 

8504150030 

8504120182 

84/06/06 

50-390 

8504150036 

8504 150032 

85/03/28 

50-340 

8504150037 

8504120182 

04/06/00 

50-412 

8504150042 

0504120182 

84/06/06 

60-412 

8504150045 

8504120182 

04/06/06 

50-369 

8504 150048 

8504120182 

64/06/06 

50*374 

0504150053 

8504120182 

84/06/06 

60-368 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 441 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

8504150055 

6504120182 

84/06/06 

50 4B3 

R 

8504150300 

8504120182 

84/06/06 

59 3B2 

8504150058 

9504120182 

84/06/06 

50 35B 

A 

8504160301 

8504120182 

84/06/06 

50 443 

0504150060 

6504150057 

85/03/18 

50 424 

Q 

8504150302 

0504150299 

85/04/10 

50 298 

8504150063 

6504120102 

84/06/06 

50*358 

A 

5504160305 

8504120182 

84/06/06 

50 3B2 

8504150067 

8504120182 

84/06/06 

50 443 

A 

8504150305 

8504120182 

84/06/06 

60 424 

8504150068 

8504120182 

84/06/06 

50 35B 

R 

8504150312 

8504150309 

85/03/20 

50 409 

6504150069 

8504120182 

84/06/06 

50 413 

R 

8504150315 

8504150314 

85/04/11 

50 528 

85041S0070 

8504150066 

85/03/11 

50 438 

Q 

8504150319 

8504150316 

85/04/12 

50 528 

6504150073 

8504150066 

85/03/11 

50 438 

Q 

0504150322 

8504150321 

85/04/09 

50 298 

8504150074 

8504120102 

84/OS/06 

50 358 

A 

8S0415D324 

8504120182 

84/06/06 

50 458 

8504150076 

8504120182 

84/06/06 

60 397 

P 

6504150329 

8504150323 

85/04/09 

50 395 

8504150077 

8504120182 

84/06/06 

50 461 

R 

8504150330 

8504120182 

84/06/06 

50 528 

85041 S0080 

8504120182 

84/05/06 

50 247 

P 

8504150333 

8504120182 

84/06/06 

50 404 

8504150082 

8504120182 

04/06/06 

59 307 

R 

8504 1503 30 

8504120182 

84/06/00 

50 410 

6504150085 

8504120182 

84/06/06 

50 322 

A 

6504150343 

8504120182 

84/06/05 

50 423 

650415008B 

8504120182 

84/06/06 

59 3B2 

A 

8504150350 

0504120182 

84/06/05 

50 329 

6504150000 

8504120182 

84/06/06 

59*322 

A 

8504150354 

0504160348 

85/04/10 

50 320 

6504150094 

8504120182 

84/06/06 

59 4B3 

A 

8504150355 

8504150349 

05/04/09 

50 324 

B5041 50099 

6504120182 

84/06/06 

50 463 

A 

8504150357 

8504120182 

84/06/05 

50 370 

8504150102 

8504120182 

84/06/06 

50*322 

0 

8504150368 

8504120182 

84/06/06 

50 352 

8504150107 

8504120182 

84/06/06 

50 483 

A 

8504150368 

8504150362 

85/04/09 

50 373 

85041 501 OB 

8504120182 

84/06/06 

60 400 

R 

8504150370 

8504120162 

84/06/60 

50 400 

8504150110 

0504120182 

84/06/06 

50 483 

A 

8504150371 

8504150367 

85/04/68 

50 389 

8604150113 

8504120182 

04/06/06 

60 483 

A 

8501150375 

8504150367 

85/04/68 

50 389 

8504150123 

8504150120 

85/02/20 

50 296 

P 

6504150377 

8504120182 

84/06/68 

50 461 

8504150125 

0504120182 

04/06/06 

50 354 

R 

6504150376 

8504150367 

85/04/08 

50 389 

8504150126 

0504120182 

84/06/06 

50 322 

A 

8504150362 

8504150367 

85/04/08 

SO 369 

8504150128 

8504150122 

04/01/12 

50 344 

S 

6504150363 

8504150374 

85/04/08 

50 456 

8504150129 

8504150120 

05/02/20 

50 295 

P 

8504150304 

8504120182 

84/06/06 

60 483 

8504150130 

8504120102 

04/06/06 

50*410 

n 

6504150306 

8504150367 

85/04/08 

50 369 

8504150131 

8504150122 

04/01/12 

50*344 

s 

6504150390 

8504120162 

84/06/06 

SO 373 

8SQ4150133 

8604120102 

04/06/06 

50*528 

R 

6604150391 

8504150367 

85/04/08 

50 3B9 

8504160135 

8504120102 

84/06/06 

50*445 

A 

6504160393 

8504150367 

85/04/08 

50 369 

0504150139 

8504120182 

84/06/06 

50-387 

p 

6504150308 

8504150367 

86/04/08 

50*369 

8504160141 

8504120102 

84/06/06 

50 461 

A 

6504150390 

8504150394 

85/04/04 

71*531 

8504150143 

0504120182 

84/06/06 

50*450 

R 

6504160399 

8504150367 

85/04/08 

SO 360 

8504150146 

8504120182 

84/06/06 

50 307 

R 

6504150400 

8504120162 

84/06/06 

60 390 

8504150153 

0504120182 

04/06/06 

50 443 

R 

6504150401 

8504150365 

85/04/04 

50 305 

8504150157 

0504120102 

84/06/06 

50 412 

R 

6504 1 50403 

8504120162 

84/06/06 

so 358 

8504150160 

0504120182 

84/06/06 

50 364 

P 

6504150404 

8504150367 

B5/04/00 

50 389 

8504160162 

0504120102 

84/00/06 

50 49B 

R 

05041 50405 

8504150395 

65/04/04 

50 305 

0504150164 

0504120102 

04/06/06 

60 424 

n 

6504150410 

8504150367 

05/O4/0B 

50 389 

8504160166 

0504120102 

04/00/06 

50 300 

R 

6504150411 

8504120162 

64/06/ 00 

50412 

6504160167 

8504120102 

04/06/06 

50 388 

R 

6504150413 

8504150367 

85/04/08 

50 389 

8504160168 

8504120182 

04/00/06 

50-3B7 

0 

0504150414 

8504120162 

64/06/06 

so 382 

6504150169 

8504120102 

04/06/06 

50 49S 

R 

0604150415 

8504150367 

65/04/08 

SO 389 

6504150172 

8504120182 

04/06/06 

50 461 

R 

6504160419 

6504120182 

64/06/06 

50 424 

8504150173 

0504120182 

04/06/06 

SO 322 

R 

6504150420 

8504150367 

65/04/08 

50 389 

8504150177 

8504120182 

84/06/06 

50 466 

n 

6504150421 

6504160367 

65/04/08 

50 389 

6504150176 

6504120102 

04/06/06 

50*413 

R 

6504150423 

8504120182 

64/06/06 

50 385 

6504150182 

8504120102 

84/06/06 

50410 

R 

6604150424 

6504150367 

66/04/08 

50 389 

B5041501B7 

0504120102 

84/06/06 

60 329 

R 

6504160425 

6504160417 

65/04/08 

TOPREP 

G5041 50191 

0504120182 

04/06/06 

50 546 

fl 

6504150426 

6504120182 

64/06/06 

50 389 

8504150193 

8504120182 

04/06/06 

60 460 

R 

8604160427 

6504150367 

65/04/08 

50 389 

8504150107 

8504120102 

04/06/06 

50*352 

R 

6504160429 

6504120182 

84/06/06 

50 498 

6504160200 

8504120182 

84/06/06 

60 400 

fl 

6594150430 

6504150367 

66/04/08 

50 339 

B5041 50204 

8504120182 

84/06/06 

50 374 

R 

6504150431 

6504150417 

85/04/08 

TOPREP 

BS04 150205 

8504120182 

04/06/06 

50 424 

R 

6504150433 

6504150367 

86/04/08 

50 339 

8504150209 

8504120182 

84/06/06 

50 382 

R 

6504150435 

6504120182 

84/06/06 

50 322 

8504150213 

8504120102 

84/06/06 

50 354 

R 

6504150437 

6504120182 

84/06/06 

50 443 

6504150210 

8504120102 

84/06/06 

50 390 

R 

8604150442 

6504120182 

84/06/06 

50 450 

6504150219 

8504120182 

04/06/06 

50 400 

R 

0504150443 

6504150438 

85/04/00 

50 453 

8504150222 

8504150210 

04/04/11 

50 412 

S 

8504150445 

6504150441 

86/03/20 

50 416 

6504150224 

8504120102 

04/06/06 

50 401 

R 

0504150446 

6504120182 

64/06/06 

50 528' 

6504160225 

8504120102 

84/06/06 

50 302 

R 

6504150447 

6504150438 

65/04/08 

SO 458 

8504150229 

8504120182 

04/06/06 

50 308 

R 

8504150449 

6504120182 

64/06/00 

50 410 

8504160230 

8504150223 

85/03/01 

50 413 

0 

8504160450 

6504150448 

65/04/01 

OA099 

6504150234 

0504120182 

84/06/06 

50 390 

R 

6504150451 

6504120162 

64/06/06 

50*546 

8504150235 

8504120182 

84/06/06 

£0 443 

R 

B5041S0452 

6504120162 

64/06/06 

50*354 

6604150240 

0504120182 

84/06/06 

50 419 

R 

0504150455 

6504120182 

64/06/06 

50 400 

8504150242 

0504120182 

04/06/00 

50*354 

R 

8504150467 

6504120162 

84/06/06 

50*461 

6504150244 

0504120102 

84/06/06 

50*461 

R 

0504150459 

6504120182 

84/06/06 

60-370 

8504150247 

0504120102 

04/06/06 

50 409 

R 

8504150461 

6504120182 

84/06/06 

50-483 

8504150249 

8504120182 

64/06/06 

60*370 

R 

8504150463 

6504120182 

04/06/06 

50-374 

6504150260 

8504120182 

04/06/06 

50 403 

R 

0504150466 

6504120182 

84/06/06 

60 390 

8504150256 

8504150223 

85/03/61 

60 413 

Q 

8504150469 

8504120162 

04/06/06 

50 412 

6504150250 

8504160264 

85/04/09 

60 46B 

Q 

8504150470 

BS04I20182 

84/06/06 

50*461 

6504 150260 

8S04150253 

85/04/65 

50 2 

P 

8504160474 

8504120182 

B 4/06/06 

50-481 

6504150269 

8504150263 

85/04/09 

50 320 

P 

0504150475 

8504150472 

85/03/05 

50-280 

8504150273 

8504160265 

85/03/22 

50*338 

Q 

8504150479 

8504160472 

05/03/05 

50*280 

8504150276 

0504150271 

85/03/15 

60 373 

R 

8504150480 

8504120162 

04/00/00 

50*461 

8504150278 

8504150290 

8504160291 

6504150295 

0504 150265 
0504150205 
8504120182 
0504150285 

85/03/22 

05/04/03 

84/06/06 

85/04/03 

SO 338 

60 205 

60 4B3 

602B5 

Q 

P 

R 

P 

6504150484 

8504150485 

8504150489 

8504150491 

8504150476 

8504120182 

8504120162 

8504120182 

05/01/22 

04/06/06 

84/00/06 

84/06/06 

70-143 

50 461 

50-461 

50-461 

6504150296 

6504150207 

8504150288 

8504120182 

05/04/09 

84/06/06 

60 395 

50 382 

P 

R 

8604150494 

8504150497 

8504120162 

8504150409 

84/06/06 

85/03/18 

50-461 

50-327 
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442 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 


8&0415Q49S 

0504120182 

84/06/00 

50 461 

R 

8504150499 

8504150476 

85/01/22 

70 143 


8504150506 

8504120162 

04/06/06 

50 461 

R 

8504150508 

□504120162 

04/06/06 

50 461 

R 

85041 505 11 

0504120182 

84/06/06 

50*461 

R 

8504 15051 6 

8504120182 

84/OB/Oe 

50 461 

R 

8504150516 

6504120162 

04/06/06 

50 461 

R 

8504150516 

0504150514 

05/03/06 

50 324 

0 

8504150524 

6504120162 

04/08/06 

50 461 

R 

8504150528 

8504150514 

65/03/06 

50 324 

0 

85041 50529 

8504120182 

84/06/06 

50 461 

R 

8504150532 

8504120182 

84/06/06 

50 461 

B 

8504150537 

8504150530 

84/05/15 

50 to 

S 

6504150538 

8504120182 

84/06/06 

50 461 

fl 

6504150540 

8504 15 0535 

85/03/08 

50 200 

O 

6504150543 

0504120182 

64/06/06 

50 461 

R 

8504 150546 

8504120182 

04/06/06 

50 461 

R 

8504150550 

8504150539 

85/03/13 

50 395 

Q 

8504150551 

8504150535 

85/03/08 

50 280 

Q 

8504150552 

8504120182 

84/06/06 

50 461 

R 

8504150558 

8504150555 

05/03/22 

50*250 

Q 

6504150560 

8504120182 

84/06/06 

50 401 

R 

8504150563 

8504120182 

84/06/06 

50 461 

S 

6504150565 

8504150549 

85/03/15 

50 209 

0 

8604150570 

8504 150555 

85/03/22 

50 250 

Q 

8504150571 

8504150549 

06/03/15 

50*269 

O 

8504150575 

8504160555 

85/03/22 

50*250 

Q 

85041 505B1 

8504150578 

85/03/05 

50 261 

O 

8504150562 

8504150576 

85/03/07 

50413 

0 

6504150563 

8504150555 

85/03/22 

60 250 

Q 

6504160566 

8504150578 

85/03/05 

50 261 

Q 

8504150586 

8504120182 

84/06/00 

50 463 

A 

0504150592 

6504160570 

85/03/07 

50*413 

O 

8504 150596 

6504120162 

84/O6/O0 

50*413 

T 

8504150597 

6504160591 

85/03/88 

50 83 

O 

85041 50599 

6504160569 

85/03/20 

50 62 

o 

8504150600 

8504160576 

05/03/07 

50 413 

o 

8504150605 

8504120182 

84/06/00 

50*413 

A 

0504150607 

8504160589 

85/03/26 

60*62 

0 

8504150608 

8504150591 

85/03/06 

50-63 

O 

0504150609 

8504120182 

84/06/06 

50*413 

A 

8504150610 

8504160367 

85/04/08 

50-389 

K 

0504150612 

8604150576 

05/03/07 

50*413 

0 

0504150615 

8504120182 

84/06/06 

50-413 

A 

6504150616 

6504150589 

85/03/28 

50*62 

0 

0504160616 

8504150611 

65/04/01 

50-315 

P 

0504150622 

8504120162 

84/06/06 

60-397 

P 

8504150624 

8504160611 

05/04/01 

50*315 

P 

0504150629 

6504150026 

85/03/01 

50-280 

Q 

8504150630 

6504160627 

85/03/21 

50*348 

0 

0504150536 

6504150619 

85/03/07 

50-321 

Q 

0504150639 

8504160570 

05/04/02 

CONTRACT 


0504150641 

8504160637 

65/04/01 

50*267 

0 

0504150644 

8504150617 

85/04/04 

71*24 


B504150649 

8504150640 

85/03/28 

50-301 

Q 

8504150652 

B504 150637 

85/04/01 

50-267 

Q 

8504150055 

B504160626 

65/03/01 

50*280 

0 

8504160657 

8504150651 

85/04/03 

71 206 


8504150668 

8504160661 

85/03/22 

50*261 

Q 

8504160669 

8504150664 

85/03/07 

50 295 

R 

8504160690 

8504150673 

85/03/26 

STATE PRO 

G 

8504160693 

6504150686 

85/03/11 

60*390 

Q 

8504160704 

BS04 150697 

85/03/13 

50*395 

Q 

0504160710 

B504 150706 

85/03/13 

50*364 

Q 

8504160717 

8504150714 

85/03/07 

50*338 

Q 

8504150710 

8504150713 

85/04/08 

50 315 

0 

8504150721 

8504150714 

85/03/07 

50 338 

Q 

8504150724 

8504150714 

85/03/07 

50*338 

Q 

8504150726 

6504150722 

85/03/28 

50*338 

P 

8504150729 

8504 1507 14 

85/03/07 

50*338 

Q 

8504160730 

0504150733 

65/04/01 

50 290 

F 

8504150750 

0504160749 

B5/03/12 

50 413 

0 

8504160003 

8504160001 

86/04/10 

50 322 

Q 

6504160004 

8504160001 

85/04/10 

50*322 

Q 

8504160032 

0504290406 

85/04/17 

50*272 

F 

6504160038 

8504160025 

86/03/08 

60 269 

Q 

8504160044 

8504160040 

85/04/10 

60 247 

P 

8504 160045 

6504160041 

85/04/12 

50 200 

F 

0504160048 

0504160040 

85/04/10 

60-247 

P 

8604160051 

0504160036 

65/03/19 

50*390 

0 

8504160063 

0504120102 

04/08/06 

50*373 

R 

0504160070 

0504160053 

05/02/20 

70 824 


8504160077 

0504160063 

85/03/20 

60 324 

0 

8504160076 

8504120182 

84/06/06 

50*373 

R 

8504160081 

8504160066 

65/03/21 

50*259 

Q 

8504160083 

8504160053 

85/02/28 

70-024 


8504160084 

8504160068 

85/03/20 

50-324 

Q 


ACCESSION NUMBER 


EHCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

category 


8504 160005 

8504160076 

85/04/11 

50*289 

S 

6504160008 

8504160060 

05/03/20 

50 324 

0 

6504160093 

6504120162 

84/06/06 

50-309 

s 

6504160095 

&5041 60078 

85/04/11 

50 280 

s 

8504160097 

8504160068 

86/03/20 

50 324 

0 

8504160103 

6504160092 

85/03/28 

50 259 

Q 

8504160105 

6504160098 

05/03/07 

SO 261 

0 

8504160111 

0504120182 

64/06/06 

60 483 

A 

B504160112 

8504160101 

85/03/27 

50 370 

0 

8504160114 

0504160096 

05/03/07 

60 201 

0 

8504160115 

6504160107 

05/03/28 

50*390 

0 

6504160119 

650416D096 

85/03/07 

50*261 

0 

8504160121 

6504160101 

05/03/27 

50-370 

O 

0504160126 

6504120162 

04/06/00 

50 483 

A 

8504160127 

6504160096 

85/03/07 

50-261 

0 

0504160131 

6504120182 

84/06/06 

50*352 

A 

8504160139 

6504160130 

05/03/13 

SO 390 

0 

6504160142 

8504120182 

84/06/06 

60 440 

A 

8504160140 

8504160132 

85/03/22 

SO 395 

0 

8504160151 

8504160144 

85/03/07 

50 369 

Q 

8504160150 

8504120182 

84/06/06 

60 528 

A 

0504160158 

8504160152 

85/03/25 

60 285 

O 

0504160159 

0504160144 

85/03/07 

50 369 

Q 

8504160160 

8504160145 

65/03/11 

60*328 

0 

6504160162 

8504160144 

85/03/07 

50 369 

0 

8504160163 

8504120182 

84/06/06 

50*423 

A 

8504160164 

8504160155 

85/03/08 

50-250 

Q 

0504160166 

6504160145 

85/03/11 

50*326 

Q 

8S041G0167 

6504160161 

05/03/22 

71-9193 


B 5041 601 71 

8504120162 

84/06/06 

50-546 

A 

8504160172 

8504160144 

85/03/07 

50-360 

Q 

8504160176 

6504120162 

84/06/06 

50-456 

A 

8504160176 

8504160160 

05/03/00 

50-324 

R 

8504160177 

6504160160 

85/04/10 

50-260 

6 

8504160181 

8504160174 

85/03/10 

60-348 

O 

8504160182 

6504120162 

84/06/06 

60*546 

A 

8504160186 

8504120182 

84/00/06 

60-546 

A 

8504160197 

8504160195 

85/04/03 

71-535 

Q 

8504160186 

8604 160145 

85/03/11 

50-328 

8504160202 

8504160192 

85/03/01 

50-327 

Cl 

6504160203 

8604160101 

85/03/29 

50-327 

Q 

8504160205 

8504160200 

85/04/09 

50-443 

Q 

8504160207 

8504120182 

04/08/06 

50-369 

P 

6504160208 

8504160200 

05/04/09 

50-443 

Q 

6604160200 

8504160187 

85/03/20 

50-413 

Q 

6604160213 

8504120162 

84/06/00 

50-206 

S 

6604160215 

8504160192 

86/03/01 

50-327 

Q 

8504160217 

8504120162 

64/06/06 

50-301 

P 

8504160220 

8504160214 

85/04/10 

50-352 

Q 

8504160223 

8504120182 

84/06/06 

50*352 

A 

8504160226 

6504 1 60145 

05/03/11 

50*328 

0 

8504160227 

0504160218 

85/04/11 

50*278 

Q 

6504160230 

8504160225 

85/04/09 

50-219 

a 

6504160231 

0504160222 

85/03/20 

50*348 

Q 

6504160235 

0504120182 

84/06/06 

50-31 1 

P 

6504160236 

0504160225 

85/04/09 

50-219 

O 

8504160242 

0504120182 

84/06/06 

50-373 

P 

6504160244 

0504160233 

05/03/07 

50*413 

Q 

8504160240 

0504160237 

85/03/08 

60-324 

0 

8504160250 

6504120182 

84/06/06 

50-352 

A 

0504160251 

8504160245 

85/04/10 

60-352 

Q 

8504160256 

6504120162 

84/06/06 

60-352 

A 

8504 160257 

8504160233 

85/03/07 

60*413 

O 

8504160261 

8504160245 

85/04/10 

60-352 

0 

8504160263 

8504160260 

85/04/10 

60-266 

P 

8604169265 

0604160228 

85/03/11 

50-259 

Q 

B504 160263 

8504160259 

85/04/09 

50-166 

0 

8504160270 

0504160233 

85/03/07 

60-413 

Q 

8504160271 

6504120182 

84/06/08 

50-352 

A 

8504160276 

8504120182 

84/06/06 

60-400 

fl 

8504160202 

8504160277 

85/04/09 

70*820 

Q 

6504160203 

8504160274 

85/03/22 

50-370 

6504160284 

8604160233 

85/03/07 

60-413 

Q 

8504160206 

8604120182 

84/06/00 

50*408 

A 

6504160292 

B504120182 

84/06/06 

60-352 

A 

6504160296 

8504120182 

84/06/06 

60*352 

A 

0504160303 

8504160293 

86/03/18 

60*395 

Q 

0504160306 

0504160252 

85/03/22 

50-269 

Q 

8504160309 

8504160304 

85/04/10 

50*266 

Q 

8504160312 

0504100305 

85/03/29 

50*362 

Q 

8504160322 

8604160319 

85/03/26 

60-413 

Q 

6504160324 

0604160318 

86/04/11 

50-309 

Q 

8604160326 

6504160319 

86/03/25 

60-413 

Q 

6504160326 

8504160320 

86/04/11 

50*305 

Q 

0504160330 

0504160315 

85/04/09 

60-412 

Q 

8504160334 

8504160319 

85/03/25 

50-413 

Q 

8504160336 

8504160315 

85/04/09 

60-412 

Q 
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8604160340 

8504160333 

85/04/04 

50 277 

R 

8604160341 

8504160328 

85/03/29 

50 327 

Q 

8604160345 

0504160342 

85/04/03 

71^88 


8504160346 

8504160335 

85/04/10 

SO 263 

P 

8504160351 

8504160335 

85/04/10 

50 263 

P 

8504160353 

0504160347 

85/04/09 

50 400 

F 

0504160354 

8504160349 

85/04/03 

71-372 


0504160363 

0504160355 

85/04/05 

50 312 

F 

8504160365 

8504160359 

85/03/04 

50 261 

Q 

0504 160366 

0504160358 

85/04/12 

50 322 

G 

85041603BB 

0504160360 

85/04/1 1 

60 382 

Q 

8504160371 

8504160362 

05/04/04 

50 335 

P 

8504160372 

8504160364 

85/03/18 

50 390 

0 

8504 160370 

0504160364 

85/03/18 

60 390 

Q 

0.504160385 

0504160376 

85/03/98 

50-438 

O 

6504160392 

05041603B3 

85/04/16 

TOPREP 


6504160393 

0504160376 

85/03/26 

60 438 

Q 

S504 160394 

0604160307 

85/04/05 

50 29 

P 

6504160397 

8504160386 

85/04/01 

TOPREP 


8504160399 

0504160395 

85/04/03 

50-312 

P 

8504160410 

0504160406 

85/03/07 

50 390 

O 

8504160417 

8504160412 

84/09/07 

50-344 

F 

8504160423 

0504160416 

05/03/08 

60 390 

O 

8504160432 

8504160426 

85/03/12 

50 390 

Q 

8504160433 

8504160420 

05/03/29 

60 467 

Q 

8504160435 

8504160434 

05/03/08 

50-416. 

Q 

8504160437 

8504160434 

85/03/08 

60-416 

0 

8504160439 

8504160436 

85/02/20 

50 250 

Q 

8504160440 

6504160436 

85/03/07 

60 321 

Q 

B504 160443 

8504160441 

05/03/06 

60 400 

Q 

8504160445 

0504160436 

85/02/28 

50 250 

Q 

8504160449 

8504160446 

85/03/20 

50 413 

Q 

8504160453 

8504160451 

85/03/05 

50 302 

O 

8504160454 

8504160450 

85/03/05 

60-302 

Q 

8504160456 

8504160451 

85/03/05 

50 302 

0 

B5041 60466 

8504160462 

05/02/19 

50 261 

O 

8504160469 

8504160463 

85/04/10 

50 206 

0 

8504160474 

8504160470 

85/03/29 

50 364 

Q 

6504160478 

0504160473 

85/03/28 

70 143 


8604160481 

8504160476 

85/04/12 

50 263 

F 

0504160487 

8504160484 

85/02/19 

70-143 


8504160495 

0504160477 

05/03/22 

50 400 

Q 

8504160496 

8504160459 

85/03/28 

50-390 

Q 

8504160500 

0504160477 

85/03/22 

50 400 

Q 

0504 160503 

8504160477 

85/03/22 

50 400 

Q 

8504160507 

8504160477 

85/03/22 

50 400 

Q 

8504 160509 

8504160505 

85/03/06 

50-250 

Q 

8504160511 

BS04 160477 

85/03/22 

SO-400 

Q 

8504160514 

8504160505 

85/03/06 

50 250 

Q 

8504160521 

8504160516 

85/03/28 

50 424 

Q 

6504160524 

8504160518 

85/04/04 

50 443 

A 

B504 160626 

8504160516 

85/03/20 

60 424 

O 

8504160547 

8504160542 

85/04/05 

50-320 

P 

8504160551 

0504160545 

65/03/08 

50-261 

o 

8504160555 

8504160545 

85/03/00 

50-281 

Q 

8 504 160561 

8504160557 

85/03/28 

71-5967 


6504160562 

8504160559 

85/03/11 

50-261 

O 

8504160565 

8504160559 

85/03/1 1 

50-281 

Q 

8504160573 

8504160570 

85/03/12 

50-400 

Q 

8504160579 

8504160570 

85/03/12 

50-400 

Q 

8504160593 

8504160587 

65/02/19 

50-348 

O 

8504160616 

6504160613 

86/04/08 

CONTRACT 


8504160634 

8504160031 

85/04/01 

50-220 

P 

0504160635 

8504160631 

85/04701 

60-220 

P 

8504160637 

8504160036 

85/04701 

50-271 

P 

3504160638 

8504160636 

85/04/01 

60-271 

P 

8504170002 

8504170001 

85/03712 

50-369 

Q 

8504170003 

8504170001 

65/03/12 

60-369 

Q 

8504170007 

0504170004 

85/03707 

60-321 

Q 

8504170008 

8504170006 

06/04705 

XPORTLIC 


8504170018 

8504170016 

85704701 

50-220 

P 

8504170020 

8504170016 

85/04701 

50-220 

P 

8504170027 

8504170023 

85703708 

50-348 

Q 

8504170037 

0504170032 

85/03715 

60-327 

O 

8504170041 

8504170034 

85/04/04 

50-483 

P 

8504170046 

6504170034 

85/04/04 

50-483 

P 

0504170062 

8504170053 

65/03/18 

50-416 

O 

8504170063 

8504170055 

85/04/01 

50-269 

P 

8504170077 

8504170055 

85/04/01 

60-239 

P 

8504170079 

8504170069 

85/03/06 

60-269 

Q 

8504170087 

8504170069 

85/03/08 

60-269 

O 

0504170090 

8504170085 

86/04/02 

60-286 

P 

8504170093 

8604 170069 

85703/08 

50-269 

Q 

0504170096 

8504170086 

85/03720 

71-9006 


6504 170099 

8504170085 

8B/04/02 

50-286 

P 

6504170106 

8504230310 

85/04/18 

50-155 

F 

8504170118 

8504170105 

85/03/28 

50-321 

Q 
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ENCLOSURE 
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0504170124 

8594170105 

85/03/28 

50 321 Q 

8504170127 

8594170105 

85/03/28 

50 321 Q 

8504170135 

8594170105 

85/03/28 

50 321 Q 

8504170144 

8594170137 

85/03/21 

70 143 

B504178145 

8594170105 

85/03/28 

50 321 0 

8504170150 

8594170137 

85/03/21 

70 143 

8504170162 

8594170152 

65/03/22 

50 280 Q 

8504170174 

8594170152 

85/03/22 

50 280 Q 

8504170186 

8594 1701 52 

85/03/22 

50 280 Q 

8504170190 

8504170183 

85/93/14 

60 327 O 

0504170200 

8504170152 

85/03/22 

50 200 Q 

0504170211 

8504170200 

85/04/12 

50 309 P 

8504170224 

8504710219 

85/94/01 

WASTE MGT 

850417022D 

6504170209 

85/04/05 

50 321 Q 

8504 170 249 

6604170245 

85/94/09 

50 309 P 

0504170269 

6504170262 

85/04/04 

CONTRACT 

0504170275 

650220 QS65 

85/01/31 

WASTE MGT 

0504170276 

8504170152 

85/03/22 

50 200 Q 

0504170280 

8504170274 

85/04/08 

XPORTLIC 

0504170203 

6502280565 

85/01/31 

WASTE MGT 

0504170204 

8504170279 

85/04/08 

CONTRACT 

8504170205 

8504170274 

85/04/08 

XPORTLIC 

0504170208 

8502280065 

85/01/31 

WASTE MGT 

8504170296 

0504170292 

05/03/20 

CONTRACT 

8504170315 

8504170152 

65/93/22 

50 200 Q 

8504170333 

0504170324 

85/03/29 

50 309 Q 

8504170349 

6504170340 

85/03/22 

71-535 

8504170353 

0504170346 

85/03/00 

WASTE MGT 

0504170356 

6504170345 

85/03/22 

50 259 Q 

8504170364 

8504170358 

05/04/12 

50 333 F 

6504170372 

8504170365 

85/04/08 

50 209 F 

6504170374 

8504170367 

85/04/03 

WASTE MGT 

0504170376 

8504170365 

85/04/00 

50 209 F 

0504170386 

8504170361 

85/03/22 

WASTE MGT 

0504170388 

8504170303 

85/02/20 

50 247 P 

0504170402 

8504170303 

65/02/28 

50 247 P 

8504170448 

8504170430 

65/03/29 

40 6706 

8504170449 

8504170442 

65/04/08 

SO 259 P 

8504170451 

0504170434 

85/04/00 

50 277 1 

8504170455 

8504170444 

85/04/05 

TOPREP 

8504170457 

0504170434 

85/04/08 

SO 277 1 

8504170461 

8504170434 

85/04/08 

50 277 1 

8504170463 

8504170434 

05/04/08 

50 277 1 

0504170471 

6504170464 

05/01/24 

71 530 

0504170473 

8504170464 

85/01/24 

71 530 

0504170474 

0504170467 

85/03/29 

50 300 S 

8504170480 

8504170467 

85/03/29 

50-388 S 

0504170409 

8504170482 

85/03/08 

WASTE MGT 

0504170492 

8504170486 

05/03/29 

40-8151 

8504170498 

8504170495 

85/03/28 

40-0027 

8504170502 

8504170495 

85/03/28 

40-8027 

8504170509 

8504170507 

85/03/26 

70-1151 

8504170515 

8504170511 

85/03/20 

40-6622 

8504170520 

8504170510 

84/03/28 

40-8360 

8504170521 

’B5041 70511 

85/03/29 

40-6622 

8504170524 

85041 7051 1 

85/03/28 

40 6622 

8504170527 

0504170625 

85/03/27 

40 8684 

8504170530 

85041 70528 

05/03/26 

WASTE MGT 

8504170632 

6504170528 

05/03/26 

WASTE MGT 

0504170539 

6504170536 

05/04/01 

50-395 P 

0504170541 

8504170536 

05/04/01 

50-395 P 

0504170645 

8504170542 

05/03/10 

GEN TEC r S 

0504170551 

8504170549 

05/04/02 

CONTRACT 

0504170553 

8504170550 

85/04/02 

50-335 P 

0504170555 

8504170554 

85/04/02 

CONTRACT 

6504170562 

8504170560 

85/04/02 

50-389 P 

0504170567 

8504170564 

85/04/01 

50-261 P 

8504170572 

8504170569 

85/04/02 

CONTRACT 

0504170573 

8504170570 

85/03/04 

50-424 0 

0504170575 

8504170574 

85/04/02 

50-57 R 

0504170576 

6504170571 

85/04/00 

CONTRACT 

0504170577 

6504170570 

05/03/04 

50 424 Q 

0504170506 

6504170580 

85/04/10 

50 369 0 

8504170509 

8504170584 

85/03/19 

50-259 Q 

8504170597 

8504170584 

85/03/19 

50-269 Q 

8504170599 

8504170592 

85/04/09 

CONTRACT 

8504170600 

8504170594 

85/04/04 

50 344 P 

0504170600 

8504170594 

05/04/04 

50 344 P 

8504170616 

05O417O6OB 

85/03/26 

WASTE MGT 

0504170619 

8604170613 

85/04/05 

60-305 P 

0504170627 

8504 170620 

85/03/26 

70 698 

0504170639 

8504170618 

85/03/15 

50*416 Q 

0504170650 

B604 170644 

85/04/01 

50 280 P 

0504170662 

0504170638 

65/04/04 

50-266 P 

0504170665 

8604170038 

95/04/04 

50 206 P 

0504170666 

85C4 170661 

85/03/29 

50 333 P 

0504170670 

8504170663 

86/02/27 

50-259 Q 
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a504 170676 

8 5041 7067 1 

05/04/03 

50 320 P 

0504100532 

0504180529 

85/04/09 

50 286 

B 504 170694 

8504170685 

05/04/04 

50 260 H 

8504100535 

8504100533 

85/04/09 

SO 316 

0504170721 

8504170714 

85/03/ n 

50 424 Q 

8504100536 

0504180533 

05/04/09 

50 316 

85041 7077B 

0504170776 

85/04/16 

50 498 G 

8504160546 

8504100543 

05/04/11 

SO 387 

8604170780 

8504170776 

85/04/15 

50 49B G 

8504180550 

8504180543 

85/04/11 

50 387 

6504170782 

6504170776 

05/04/15 

so 496 G 

0504160562 

06041 B0559 

85/04/03 

50 346 

6504170784 

B504 170776 

05/04/15 

50 406 G 

8504180565 

6504180559 

85/04/03 

50 348 

6504160009 

0504180007 

65/03/20 

WASTE MGT 

8504180578 

8504180572 

85/04/05 

50 207 1 

6504100015 

05O41BOO12 

85/04/03 

WASTE MGT 

8504180502 

0504 IS0 182 

04/06/08 

50 397 

6504100039 

6504180026 

85/03/19 

50 461 0 

8504180593 

8504100589 

05/04/09 

50 289 

6504180041 

6504180035 

85/0 4/OB 

50 316 P 

8504 180597 

0504100591 

85/04/04 

50 29B 1 

6504160042 

6504180036 

05/03/28 

50 312 P 

6504100605 

8504180602 

85/04/04 

50 382 1 

8504180043 

8504180036 

06/04/00 

50 316 P 

8504100615 

0504100610 

05/03/27 

50 628 ' 1 

6504180050 

8504180047 

85/04/03 

50 45B M 

8504100635 

0504100631 

84/04/13 

50 312 

8504180057 

8504100053 

86/04/01 

50 373 P 

0504180643 

8504180640 

85/04/01 

50312 

6504160067 

8504180064 

84/11/30 

50 312 P 

8504180602 

0504100679 

85/04/11 

TOPHEP 

8504 100069 

6504100066 

06/03/11 

50 390 0 

0504190004 

8504190002 

04/07/31 

FOfA 

6504180070 

6504180065 

05/03/29 

50*526 P 

0504190006 

0504190002 

04/07/31 

F01A 

8604180074 

85041BOOG5 

85/03/29 

50*520 P 

0504190007 

0504190002 

04/07/31 

FOIA 

8504180067 

0504180002 

85/03/27 

50-313 P 

B504 190010 

0504190002 

04/07/31 

FOIA 

8504180091 

8504100086 

85/04/11 

50-327 K 

8504190013 

8504190002 

04/07/31 

FOIA 

8504160100 

8504100096 

85/03/29 

40 2259 

0504190017 

8504190002 

84/07/31 

FOIA 

8504160104 

8504100009 

05/04/01 

50-312 P 

8604190022 

8504190002 

84/07/31 

FOIA 

B5041B0107 

6504180096 

85/03/20 

40-2259 

8504100024 

0504190021 

86/04/03 

50 277 

6504160116 

6504180110 

05/03/27 

WASTE MGT 

0504 190028 

85041G0002 

84/07/31 

FOIA 

0504180121 

8504180113 

65/03/27 

WASTE MGT 

6504190032 

0504190021 

05/04/03 

50-277 

8504180122 

8504180112 

85/04/05 

WASTE MQT 

6504100033 

0604190002 

84/07/31 

FOIA 

0504180127 

8504100120 

05/04/ J5 

50-416 P 

8504190036 

8504190002 

84/07/31 

FOIA 

8504180156 

6504100148 

06/04/03 

50-354 Q 

8504190039 

8504190002 

04/07/31 

FOIA 

6504180219 

8504100216 

85/04/16 

50-206 P 

8504190043 

8504190002 

84/07/31 

FOIA 

0504160224 

6504160217 

85/02/26 

WASTE MGT 

0504100047 

0504190002 

84/07/31 

FOIA 

0504160226 

6504180216 

85/04/15 

50 206 P 

0504100051 

8504190002 

84/07/31 

FOIA 

0504180231 

8504180221 

85/04/15 

50*289 Q 

05O41OOOG8 

8604190002 

84/07/31 

FOIA 

8504160242 

0504180216 

85/04/16 

50 206 P 

8504100073 

0504190002 

04/07/31 

FOIA 

8504180246 

6504160216 

85/04/16 

50 206 P 

0504100074 

0504100002 

04/07/31 

FOIA 

6504180249 

85041B0221 

05/04/15 

50 209 Q 

8504100077 

0504100002 

84/07/31 

FOIA 

6504180254 

6504180216 

05/04/15 

50 206 P 

0504100079 

0504190002 

04/07/31 

FOIA 

6504180250 

0504180216 

85/04/16 

50 206 P 

8504190062 

8504190002 

04/07/31 

FOIA 

8504180266 

D504160216 

85/04/15 

50 206 P 

8504100003 

8504190002 

84/07/31 

FOIA 

8504180270 

8504180216 

85/04/15 

50 206 P 

8504190087 

0504190002 

84/07/31 

FOIA 

8504180270 

0504180273 

85/04/10 

50 461 F 

0504100060 

0504190002 

04/07/31 

FOIA 

8504180295 

0504180209 

85/04/09 

50-360 P 

0504 1900 69 

8504190002 

04/07/31 

roiA 

8504180004 

05Q4180301 

85/04/10 

50 247 P 

0504190095 

8504190002 

04/07/31 

FOIA 

6504180008 

0504160301 

85/04/10 

50 247 P 

0504190097 

8504190002 

04/07/31 

FOIA 

8504180011 

0504180302 

05/04/02 

60 237 P 

0504100099 

0504190002 

84/07/31 

FOIA 

8504160018 

8504180302 

05/04/02 

60 237 P 

6504100104 

0504100002 

84/07/31 

FOIA 

8504180022 

B504180314 

85/04/03 

WASTE WQT 

D504100105 

8504190002 

04/07/31 

FOIA 

8504160024 

D504180302 

05/04/02 

50 237 P 

0504190106 

8504190002 

04/07/31 

FOIA 

85041 6033 1 

0504180314 

05/04/03 

WASTE MQT 

0504190109 

8504100002 

04/07/31 

FOIA 

85041B0336 

0504180314 

05/04/03 

WASTE MQT 

0504100114 

8504190002 

04/07/31 

FOIA 

0504180309 

0504180314 

85/04/03 

WASTE MGT 

8504100116 

0504190002 

84/07/31 

FOIA 

0504180346 

8504180314 

85/04/03 

WASTE MQT 

0504100116 

6S041G0002 

04/07/31 

FOIA 

8504180051 

B504180314 

65/04/03 

WASTE MGT 

0504190119 

8504190002 

84/07/31 

FOIA 

8504180352 

0504100342 

05/03/13 

50-302 Q 

0604190121 

8504190002 

84/07/31 

FOIA 

0504160355 

8504180314 

65/04/03 

WASTE MQT 

0604100122 

8504190002 

84/07/31 

50 313 

0504180357 

6504180314 

85/04/03 

WASTE MGT 

6504190125 

8504100002 

04/07/31 

FOJA 

0504180367 

0504180361 

85/03/26 

50-403 P 

6504100127 

8504 100002 

84/07/31 

F03A 

0504180389 

0504180383 

65/04/12 

50-10 Q 

0504100128 

0504190002 

84/07/31 

FOIA 

0504160398 

0504180392 

85/04/10 

50-354 Q 

0504100131 

0504190002 

84/07/31 

FOIA 

8504160401 

0504180364 

86/04/11 

50-466 Q 

8504190134 

8504100002 

84/07/31 

FOIA 

8504180402 

0504160393 

05/04/12 

50-456 Q 

0504190130 

8604190002 

84/07/31 

FOIA 

8504180409 

B5041 00406 

05/04/11 

50-244 O 

0504190140 

8504190002 

84/07/31 

FOIA 

8504180411 

0504100407 

05/04/05 

50 482 a 

8504190145 

0504190002 

04/07/31 

FOIA 

0504180415 

8504100400 

85/04/11 

50-244 Q 

8504190148 

8504100002 

04/07/31 

FOIA 

8504160418 

8504180412 

85/04/16 

60-416 S 

6504 1001 52 

0504190002 

04/07/31 

FOIA 

8504180423 

8504100410 

85/04/05 

50-482 a 

8504100153 

0504190002 

84/07/31 

FOIA 

0504 1 8043 1 

0504100425 

65/04/09 

50-245 1 

0504190156 

8504190002 

84/07/31 

FOIA 

0504180434 

0504100429 

05/04/00 

50-207 0 

8504190161 

8504100002 

84/07/31 

FOIA 

8SO410O435 

8504100425 

05/04/09 

50-245 1 

8504190166 

8504190002 

84/07/31 

FOIA 

8504180438 

0504180432 

05/04/11 

60-322 Q 

6504100167 

8504100002 

84/07/31 

FOIA 

6504180459 

0504100450 

85/04/04 

50 213 Q 

0504190170 

8504 100002 

84/07/31 

FOIA 

8504180460 

0504100455 

85/04/12 

50 320 P 

8504190171 

6504190169 

05/04/04 

50 133 

6504130461 

65041 80450 

05/04/12 

60 458 K 

8504100172 

0504190002 

04/07/31 

FOIA 

6504180463 

65041 80455 

05/04/12 

50 320 P 

8504190174 

0504190002 

04/07/31 

FOIA 

6504180467 

8504180464 

05/04/12 

50-312 P 

0504100175 

8504190002 

04/07/31 

FOIA 

8504180482 

8504100470 

05/04/12 

60 315 a 

0504100176 

8504190002 

04/07/31 

FOIA 

6504160494 

8504180491 

85/04/16 

50 313 Q 

6504190179 

8504190002 

84/07/31 

FOIA 

6504160495 

0504180490 

05/04/11 

50 3B7 Q 

0504190180 

8504190177 

85/04/15 

SO 498 

6504 180497 

8594180493 

05/04/11 

50 455 Q 

8504190181 

8504190002 

84/07/31 

FOIA 

6504 1 80493 

6504180491 

05/04/15 

50313 0 

8504190182 

8504190002 

84/07/31 

FOIA 

8504160505 

0504160506 

0504160491 

05/04/15 

50 313 Q 

0504190184 

8504190002 

84/07/31 

FOIA 

8504180501 

05/04/12 

50-266 Q 

8504190188 

0604190002 

84/07/31 

FOIA 

0SO418O516 

8504180515 

85/04/12 

50 412 1 

6504190109 

8504190002 

84/07/31 

FOIA 

8504160517 

8504180515 

65/04/12 

50-412 1 

0504100191 

0504190002 

84/07/31 

FOIA 

0504l6Dg18 

0504100515 

05/04/12 

50 412 1 

0504100194 

0504190002 

84/07/31 

FOIA 

8504160519 

ncfXjt < 4 

8504180515 

86/04/12 

60412 I 

0504100195 

0504190002 

04/07/31 

FOIA 

8504180531 

0504180523 

85/04/00 

50 206 P 

0504160201 

8504190002 

04/07/31 

FOIA 
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0504190204 

0504190002 

84707/31 

FOiA 


8504190435 

B504 190433 

05/04/12 

50 456 

8504190206 

8504190002 

84707/31 

FOIA 


8504190437 

8504130434 

05/04/16 

50 280 

8504190207 

8504100002 

84/07/31 

FOIA 


8504190439 

8504190002 

04/D7/31 

FOIA 

8504190209 

8S04190002 

84/07/31 

FOIA 


8504190414 

8504190002 

84/07/31 

FOJA 

8504190212 

8504190202 

05/04/09 

50*312 

P 

0504190446 

8504190445 

85/04/16 

50 220 

0504190216 

0504190002 

04/07/31 

FOIA 


G5041 90147 

8504190002 

84/07/31 

FOIA 

0504190219 

8504190002 

84/07/31 

FOIA 


6504190450 

B5041 90448 

85/04/16 

50 184 

8504190220 

8504190002 

84/07/31 

FOIA 


8504190451 

8504190449 

85/04/12 

GO 352 

8504190224 

8504190002 

84/07/31 

FOIA 


8504190452 

850419044B 

85/04/16 

50-184 

8504190227 

0504190002 

04/07/31 

FOIA 


0504190454 

8504100002 

84/07/31 

FOIA 

8504190229 

0504190002 

84/07/31 

FOIA 


8504 1 90457 

8504190002 

84/07/31 

FOIA 

8504190232 

8504190002 

04/07/31 

FOIA 


6504190458 

B5041 90455 

85/04/15 

50-409 

8504190233 

8504190002 

84/07/31 

FOIA 


BS04 190462 

6504190002 

84/07/31 

FOIA 

0504190235 

8504190223 

85/04/03 

50 269 

P 

0604190464 

8504190002 

84/07/31 

FOIA 

8504190237 

8504190002 

84/07/31 

FOIA 


8504190466 

8604190465 

85/04/ 16 

50-322 

8504190230 

65041 9G002 

04/07/31 

FOIA 


8504190469 

8504190467 

65/04/16 

50-410 

8504190242 

0504190002 

04/07/31 

FOIA 


8504190473 

8504190471 

85/04/16 

50-271 

0504190245 

05041 90002 

84/07/31 

FOIA 


8504190478 

8504190471 

85/04/10 

50-271 

8504100246 

8504190002 

04/07/31 

FOIA 


6504190486 

8504190482 

85/04/16 

50-331 

8504190240 

8504190002 

84/07/31 

FOIA 


8504190489 

0604190482 

65/04/16 

50-331 

8504190249 

6504100002 

84/07/31 

FOIA 


8504190496 

0504190492 

05/02/27 

50-341 

8504190253 

8504100002 

04/07/31 

FOIA 


8594190499 

8504190495 

05/03/22 

71-5957 

8504100256 

8504190002 

04/07/31 

FOIA 


8504190515 

0504190492 

B5/02/27 

50-341 

8504190250 

8504190002 

84/07/31 

FOIA 


8504190517 

6504150275 

85/04/11 

50-461 

8504190259 

0504190002 

84/07/31 

FOIA 


8504190560 

6504190564 

65/04/12 

50 200 

0504190261 

6504100002 

84/07/31 

FOIA 


0604190563 

8504190559 

85/04/10 

60 352 

6504190262 

8504190002 

84/07/31 

FOIA 


0504190566 

85041S0668 

86/04/12 

50 424 

0504190266 

8504190002 

04/07/31 

FOIA 


8604190566 

6504190554 

86/04/12 

60 280 

8504190267 

8504190002 

04/07/31 

FOIA 


8504190569 

8504190558 

85/04/12 

50 424 

8504190271 

8504190002 

84/07/31 

FOIA 


8504190573 

050419055B 

85/04/12 

50 424 

8504190272 

6504100002 

84/07/31 

FOIA 


8504190577 

8504190558 

05/04/12 

50 424 

8504190273 

8504190002 

84/07/31 

FOIA 


8504190564 

0504100578 

05/04/08 

50-29 

8504190276 

8504190002 

84/07/31 

FOIA 


8504190608 

8504190604 

85/04/03 

50 317 

8504100277 

8504190002 

04/07/31 

FOIA 


8504190613 

8504190604 

65/04/03 

50 317 

8504190279 

0504100002 

04/07/31 

FOIA 


6504220001 

6504190002 

84/07/31 

FOIA 

8504190280 

8604100002 

84/07/31 

FOIA 


6504220002 

8504 190002 

04/07/31 

FOIA 

8504100282 

8504190002 

84/07/31 

FOIA 


6504220003 

8504 190002 

84/07/31 

FOIA 

8504190285 

8504190002 

84/07/31 

FOIA 


8504220004 

6504190002 

84/07/31 

F01A 

6504190288 

8504190002 

84/07/31 

FOIA 


6504220006 

6504190002 

84/07/31 

FOIA 

8504190209 

8504190002 

84/07/31 

FOIA 


8504220006 

8504190002 

04/07/31 

FOIA 

8504190292 

8604100002 

84/07/31 

FOIA 


6504220007 

8504190002 

04/07/31 

FOIA 

8504190204 

8504190002 

84/07/31 

FOIA 


0504220008 

0504190002 

84/07/31 

FOIA 

8504190297 

8504190002 

84/07/31 

FOIA 


0504220009 

6504190002 

04/07/31 

FOIA 

8504100298 

0504190002 

84/07/31 

FOIA 


8504220011 

8504190002 

84/07/31 

FOIA 

8504190300 

0504190002 

84/07/31 

FOIA 


8504220014 

8504190002 

84/07/31 

FOIA 

8504100303 

8504190002 

84/07/31 

FOIA 


8504220017 

8504130002 

04/07/31 

FOIA 

8504190306 

8504100002 

64/07/31 

FOIA 


8504220018 

8504220016 

85/04/00 

71-373 

8504190307 

8504190002 

84/07/31 

FOIA 


8504220019 

8504130002 

64/07/31 

FOIA 

8504190309 

8504190304 

85/04/00 

50*286 

P 

8504220021 

8504190002 

64/07/31 

FOIA 

8504190310 

8504100002 

84/07/31 

FOIA 


8504220024 

8604190002 

84/07/31 

FOIA 

8504190311 

0504190002 

84/07/31 

FOIA 


8504220026 

8504190002 

04/07/31 

FOIA 

8504190313 

0604190300 

05/04/12 

50 335 

F 

6504220027 

8604220023 

85/04/02 

60-313 

8604190314 

8504190304 

85/04/00 

50-286 

P 

6504220030 

85041 90D02 

04/07/31 

FOIA 

8504190316 

8504100002 

84/07/31 

FOIA 


8504220033 

8504190002 

84/07/31 

FOIA 

8504190317 

850410030B 

85/04/12 

50 335 

F 

8504220834 

8504220029 

05/03/29 

50-276 

8504190318 

0504190002 

04/07/31 

FOIA 


8504220037 

0504100002 

84/07/31 

FOIA 

8504190319 

8504190002 

84/07/31 

FOIA 


8504220040 

6504190002 

04/07/31 

FOIA 

8504190324 

8504190002 

84/07/31 

FOIA 


8504220041 

8504190002 

84/07/31 

FOIA 

8504190327 

8504190002 

84/07/31 

FOIA 


0504220043 

8 5 04 190002 

04/07/31 

FOIA 

8504190328 

0504190002 

84/07/31 

FOIA 


0504220045 

0504220039 

85/04/03 

SD>322 

8504190340 

8504190002 

04/07/31 

FOIA 


0504220046 

8504190002 

84/07/31 

FOIA 

8504190342 

8504190330 

85/04/15 

50-267 

Q 

8504220048 

8504100002 

04/07/31 

FOIA 

8504190346 

0504190002 

84/07/31 

FOIA 


8504220054 

8504190002 

84/07/31 

FOIA 

8604190350 

8504190002 

04/07/31 

FOIA 


0504220057 

8504100002 

04/07/31 

FOIA 

6504190356 

8504190002 

04/07/31 

FOJA 


8504220060 

0504190002 

84/07/31 

FOIA 

8504100357 

0504190353 

86/04/17 

50 410 

Q 

B5O422Q062 

8504190002 

84/07/31 

FOIA 

8504190361 

0504100002 

84/07/31 

FOIA 


B5042200B4 

8504190002 

84/07/31 

FOIA 

8504190363 

8504190358 

85/04/15 

50 271 

Q 

6504220065 

0504190002 

84/07/31 

FOIA 

6504190368 

8504190350 

85/04/15 

50-271 

Q 

8504220066 

050419Q002 

84/07/31 

FOIA 

8504 190374 

8504100345 

85/04/12 

60-281 

P 

8504220070 

6504190002 

84/07/31 

FOIA 

8504190375 

8504190372 

85/04/15 

50-322 

Q 

8504220071 

8504220068 

85/04/17 

50 496 

8504100378 

8504100002 

84/07/31 

FOIA 


6504220072 

8504220069 

05/03/13 

50 483 

8504190378 

8504190372 

05/04/15 

50-322 

Q 

8504220074 

8504190002 

84/07/31 

FOIA 

6504190380 

8504190366 

85/04/16 

50-387 

Q 

8504220075 

0504190002 

84/07/31 

FOIA 

8504100384 

0504190002 

84/07/31 

FOIA 


8504220077 

0504220069 

85/03/13 

50 483 

8504160365 

8504190372 

85/04/15 

60-322 

Q 

8504220070 

0504190002 

84/07/31 

FOIA 

8504190391 

8504190002 

84/07/31 

FOIA 


8504220080 

8504 190002 

64/07/31 

FOIA 

8504190398 

8504190002 

84/07/31 

FOIA 


8504220081 

BS04 190002 

84/07/31 

FOIA 

8504190408 

8504190401 

85/04/15 

TOPflEP 


8504220062 

8504100002 

04/07/31 

FOIA 

8504190415 

8504190002 

84/07/31 

FOIA 


6504220083 

0504190002 

84/07/31 

FOIA 

8504190417 

8504190410 

B6/04/15 

60-390 

Q 

8504220085 

8504190002 

84/07/31 

FOIA 

8504190420 

8504190424 

8504190425 

8504190427 

8504190002 

8504100002 

8504 10041 8 
8504190422 

04/07/31 

84/07/31 

FOIA 

FOIA 


8504220087 

8504220008 

05D422OO73 

0504100002 

85/04/00 

04/07/31 

60-213 

FOIA 

85/04/15 

50-498 

R 

8504220090 

8504190002 

84/07/31 

FOIA 

85/04/12 

50-336 

Q 

8504220091 

8504190002 

84/07/31 

FOIA 

8504190428 

8504190431 

0504190421 

0504190002 

05/04/12 

50-28 

Q 

8504220093 

8504190002 

84/07/31 

FOIA 

04/07/31 

FOIA 


8504220696 

6504190002 

84/07/31 

FOIA 


<0 u. 0>O O o OOOOO < 3:Ci>QO 
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ACCESSION number 




ACCESSION NUMBER 




ENCLOSURE 

PFIINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 
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OATEQORY 


DOCUMENT 

ISSUED 

CATEGOBV 

8504250097 

6504100002 

84/07/31 

F01A 


8504220353 

8504250206 

85/04/15 

60 440 

E 

8504220100 

0504220095 

05/04/04 

50-298 

0 

8504220359 

0604120206 

85/04/16 

50 3 

P 

8504220101 

8504190002 

84/07/31 

FOIA 


0504220363 

0504120206 

85/04/16 

50 3 

P 

8504220102 

8504190002 

84/07/31 

FOJA 


0504220371 

8504120206 

85/04/16 

50-3 

P 

8504220103 

B50422009B 

65/04/15 

50-323 

A 

8504220376 

0504120206 

85/04/16 

50 3 

P 

8504220105 

0504190002 

84/07/31 

FOIA 


8504220370 

0504120206 

85/04/16 

50-3 

P 

8504220105 

6504190002 

04/07/31 

FOlA 


8504220414 

6504220412 

85/03/25 

70*143 


8504220107 

8604100002 

84/07/31 

FOIA 


8504220427 

0504220418 

05/04/01 

50 261 

P 

8504220110 

8504190002 

34/07/31 

FOIA 


8504230026 

0504230023 

05/04/18 

50 454 

0 

65042201 12 

8504190002 

84/07/31 

FOIA 


8504230034 

8504230031 

85/02/20 

60 461 

0 

8504220114 

0504190002 

84/07/31 

FOIA 


8504230040 

0504230029 

85/04/03 

50 10 

0 

6504220116 

8504190002 

04/07/31 

FOIA 


6504230041 

0504230039 

85/04/16 

50 461 

0 

8504220118 

8504190002 

04/07/31 

FOIA 


0504230046 

8504230044 

85/04/15 

50 456 

0 

8504220120 

8504190002 

04/07/31 

FOIA 


0504230050 

8504230046 

85/04/17 

60-309 

0 

8504220123 

0504190002 

04/07/31 

FOIA 


0504230059 

0504230067 

86/03/15 

60 461 

Q 

8504220124 

6504190002 

84/07/31 

50 261 

P 

8504230065 

0504230073 

85/04/16 

60-1 55 

0 

8504220126 

0504190002 

04/07/31 

FOIA 


8504230116 

6504230110 

85/04/11 

SO 307 

E 

0504220127 

8504190002 

84/07/31 

FOIA 


8504230129 

05042301 27 

85/04/18 

50 341 

0 

8504220120 

8504190002 

64/07/31 

FOIA 


6504230130 

8504230128 

85/04/04 

50 456 

Q 

6504220130 

0504100002 

04/07/31 

FOIA 


3504230135 

0504230127 

85/04/10 

50 341 

Q 

8504220133 

8504190002 

84/07/31 

FOIA 


8504230130 

0504230120 

05/04/04 

50 456 

0 

6504220134 

8504190002 

84/07/31 

FOIA 


3504230158 

8504230155 

85/04/12 

71-530 


0504220136 

8504190002 

84/07/31 

FOIA 


8504230168 

8504230104 

85/04/16 

50-219 

Q 

8504220138 

0504190002 

84/07/31 

FOIA 


0504230173 

8504230171 

85/04/16 

50 309 

Q 

6504220139 

0504190002 

84/07/31 

FOIA 


0504230170 

0504230176 

85/04/10 

50-244 

P 

8504220141 

8504190002 

34/07/31 

FOIA 


8504230179 

8504230171 

85/04/16 

50 309 

Q 

8504220143 

0504190002 

84/07/31 

FOIA 


8504230180 

8504230159 

85/04/17 

50 255 

Q 

3504220145 

8504190002 

84/07/31 

FOIA 


0504230183 

8504230159 

85/04/17 

50 255 

Q 

B50422O147 

6504100002 

84/07/31 

FOIA 


0504230185 

8504190002 

04/07/31 

FOIA 


8504220149 

8504190002 

04/07/31 

FOIA 


8504230194 

8504230181 

05/04/18 

50 255 

Q 

8504220150 

6504190002 

04/07/31 

FOIA 


6504230200 

8504230197 

86/04/10 

50-409 

Q 

6504220151 

8504220146 

85/04/12 

60-203 

P 

8504230202 

0504230181 

86/04/10 

50 265 

Q 

8504220153 

8504190002 

04/07/31 

FOIA 


8504230205 

8504190002 

04/07/31 

FOIA 


8504220155 

6504190002 

84/07/31 

FOIA 


8504230207 

8504230180 

05/04/10 

SO 10 

P 

0504220156 

8504190002 

84/07/31 

FOIA 


6504230208 

8504190002 

84/07/31 

FOIA 


6504220158 

6504190002 

84/07/31 

FOIA 


8504230212 

8504190002 

84/07/31 

FOIA 


8004220159 

3504190002 

84/07/31 

FOIA 


6504230215 

6504190002 

84/07/31 

FOIA 


8004220163 

8504190002 

84/07/31 

FOIA 


6504230216 

0504230206 

85/04/18 

50-277 

P 

8504220165 

8504220157 

85/04/10 

50.315 

Q 

0504230216 

8504230210 

05/04/16 

50 317 

Q 

0604220166 

8504190002 

84/07/31 

FOIA 


8504230220 

8504190002 

84/07/31 

FOIA 


6504220167 

0504190002 

84/07/31 

FOIA 


8504230223 

8504190002 

84/07/31 

FOIA 


3504220168 

8504190002 

84/07/31 

FOIA 


8504230227 

8504230222 

85/04/12 

71-62 


3504220170 

0504190002 

84/07/31 

FOIA 


8504230231 

8504190002 

84/07/31 

FOIA 


8504220171 

6504190002 

84/07/31 

FOIA 


8504230237 

6504230191 

85/04/17 

50*263 

Q 

8504220 1 74 

0504190002 

84/07/31 

FOIA 


8504230240 

8504190002 

84/07/31 

FOIA 


8504220175 

8504190002 

34/07/31 

FOIA 


8504230244 

8504230230 

85/04/19 

50*361 

P 

8504220176 

8504220173 

65/04/12 

50 266 

P 

8504230249 

8504230243 

85/04/18 

50-245 

Q 

S504220177 

0504190002 

04/07/31 

FOIA 


3504230250 

0504190092 

84/07/31 

FOIA 


8504220170 

8504220173 

85/04/12 

60 266 

P 

8504230250 

8504230240 

85/04/16 

50 244 

Q 

8504220180 

6504190002 

84/07/31 

FOIA 


0504230259 

6504190002 

04/07/31 

FOIA 


65042201B1 

8504190002 

84/07/31 

FOIA 


8504230260 

8504230254 

06/04/16 

50 443 

Q 

0504220182 

6504190002 

84/07/31 

FOIA 


0504230262 

8504230252 

65/04/12 

50*338 

P 

0504220184 

8504 1 90002 

84/07/31 

50.397 

A 

0504230264 

8504190002 

84/07/31 

FOIA 


8504220166 

8504190002 

04/07/31 

FOIA 


8504230285 

8504190002 

84/07/31 

FOIA 


8504220187 

8504190002 

84/07/31 

FOIA 


6504230270 

8504190002 

84/07/31 

FOIA 


8504220100 

0504190002 

84/07/31 

FOIA 


8504230273 

8504230266 

85/04/10 

50 352 

Q 

8504220103 

8504190002 

84/07/31 

FOIA 


6504230281 

8504190002 

84/07/31 

FOIA 


8504220194 

0504220109 

85/04/16 

50-395 

F 

8504230287 

8504230277 

85/04/12 

50-280 

P 

8504220196 

8504190002 

84/07/31 

FOIA 


8504230288 

8504230280 

85/04/15 

50-336 

P 

8504220197 

85041 90002 

64/07/31 

FOIA 


B504230293 

8504190002 

84/07/31 

FOIA 


6504220198 

8504220189 

85/04/16 

50.395 

F 

8504230304 

8504190002 

84/07/31 

FOIA 


0504220200 

6504220195 

65/04/17 

00-424 

a 

8504230307 

6504230306 

85/04/17 

50-373 

0 

8504220201 

6504190002 

34/07/31 

FOIA 


8604230309 

8504230306 

85/04/1 7 

50 373 

Q 

0504220202 

8504190002 

34/07/31 

FOIA 


8504230312 

8504190002 

84/07/31 

FOIA 


0504220206 

6504190002 

64/07/31 

FOIA 


8504230317 

8504190002 

04/07/31 

FOIA 


3504220207 

8504190002 

84/07/31 

FOIA 


8504230319 

8504230313 

85/04/16 

60 454 

Q 

95042202 1 1 

8504220179 

65/04/15 

60 331 

P 

8504230327 

6504230321 

05/04/19 

50 416 

P 

8504220215 

8504220210 

05/04/12 

60 293 

P 

8504230320 

8504230323 

85/04/15 

50-331 

Q 

8504220210 

8504220179 

85/04/15 

60 331 

P 

8604230329 

8504190002 

84/07/31 

FOIA 


6504220220 

8504220213 

85/04/16 

60 268 

F 

0504230330 

8504230322 

85/04/19 

70 734 


8504220226 

8504220179 

85/04/16 

60-331 

P 

85D4230337 

8504190002 

84/07/31 

FOIA 


6504220230 

0504220222 

85/04/17 

60 344 

F 

0504230340 

8504230334 

85/04/17 

50-213 

Q 

8504220233 

8504220179 

65/04/15 

50-331 

P 

8504230346 

6504190002 

04/07/31 

FOIA 


0504220235 

0504220222 

85/04/17 

60-344 

F 

8504230354 

8504190002 

84/07/31 

FOIA 


8504220237 

0504220234 

85/04/11 

60-416 

F 

8504230356 

8504230359 

85/04/19 

60-77 

P 

0504220241 

8504220239 

85/04/09 

60-312 

P 

8604230357 

6504230352 

35/04/16 

60-155 

P 

6504220246 

8504220243 

85/04/16 

50-424 

e 

8504230361 

8504230355 

85/04/11 

50 330 

P 

8504220257 

6504220255 

05/04/15 

60-440 

Q 

8504230362 

B5O423O340 

85/04/12 

60-280 

P 

6504220258 

8504220250 

85/04/18 

50-440 

G 

8504230364 

6504190002 

84/07/31 

FOJA 


3504220200 

8504220259 

85/02/06 

ACflS 


8504230372 

8504190002 

84/07/31 

FOIA 


8504220287 

8504220284 

85/04/1 S 

50 261 

Y 

8604230373 

8504230366 

85/04/12 

60-245 

P 

6504220307 

8504220303 

85/04/11 

50*260 

P 

0504230379 

6504190002 

84/07/31 

FOIA 


0504220329 

8504120208 

85/04/18 

50-3 

P 

6504230383 

6504230376 

85/04/17 

50 309 

p 

3504220334 

8504120208 

85/04/16 

503 

P 

0504230385 

6504190002 

84/07/31 

FOIA 


8504220337 

8504220335 

65/04/11 

60*336 

P 

0504230368 

0504190002 

84/07/31 

FOIA 


8604220338 

8504120206 

05/04/16 

50*3 

P 

8504230092 

6504190002 

84/07/31 

FOJA 


8504220350 

8504120206 

85/04/16 

50-3 

P 

0504230097 

6604190002 

84/07/31 

FOIA 
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B504230309 

8504190002 

84/07/31 

6504230408 

6504230407 

85/04/19 

8S0423D414 

8504230409 

85/04/12 

8504230415 

8504230412 

05/04/19 

8504230422 

8504230419 

05/04/17 

8504230423 

8504230418 

85/04/19 

6504230424 

8504230420 

85/04/16 

8504230427 

8504230420 

85/04/10 

8504230429 

8504230426 

05/04/17 

8504230434 

8504230430 

85/04/17 

B504230435 

8504230426 

95/04/17 

8504230449 

8504230430 

65/04/17 

8504230457 

8504230453 

05/04/19 

8504230464 

8504230453 

85/04/19 

8504230471 

8504230469 

85/04/11 

8504230475 

8504230472 

85/03/06 

8504230478 

8504230477 

85/04/17 

8504230463 

8504230477 

05/04/17 

8504230405 

8504230481 

05/04/16 

8504230491 

0504230487 

05/04/10 

8504230497 

8504230487 

85/04/10 

8504230501 

0504230496 

85/04/17 

8504230525 

0504230520 

85/04/05 

6504230526 

8504230523 

05/02/26 

8504230529 

0504230523 

05/02/26 

8504230532 

0504230514 

85/04/00 

8B04230552 

0604230547 

05/04/19 

8504230550 

0504230554 

05/04/16 

8504230557 

0504230555 

05/04/19 

B504230561 

0504230555 

85/04/19 

8504230504 

6504230559 

85/04/16 

8504230567 

6504230563 

65/03/26 

8504230574 

8504230563 

65/03/28 

8504230560 

0504230563 

85/03/20 

8504230605 

8504230601 

06/04/19 

850423D60D 

0504230601 

85/04/19 

8504230610 

6504230602 

85/04/10 

8504240053 

0504240041 

86/04/09 

8504240060 

6504240057 

85/04/15 

8504240066 

8504240057 

05/04/15 

8504240067 

0504240059 

86/04/16 

8504240066 

0504240062 

85/04/12 

8504240120 

6604240116 

85/04/17 

8504240123 

6504240115 

85/04/09 

6504240149 

0504240137 

85/03/20 

8504240177 

8504240170 

86/04/12 

8504240216 

0504240206 

85/04/10 

8504240216 

8504240204 

85/04/22 

6504240222 

8504240200 

85/04/16 

0504240228 

8504240200 

05/04/18 

8504240239 

0504240233 

85/04/03 

8504240264 

0504240246 

85/03/20 

B604240264 

D5O424O250 

85/04/11 

8504240278 

B504240267 

65/04/16 

8504240302 

0504240295 

06/04/10 

8504240313 

0504240306 

65/04/12 

6504240316 

8504240312 

85/04/12 

8504240321 

8504240312 

85/04/12 

8504240323 

8504240306 

85/04/12 

8504240337 

65Q4240333 

64/05/22 

B504240346 

0504240336 

85/04/16 

8504240362 

8504240336 

85/04/10 

8504240356 

B504240336 

BB/04/10 

8504240361 

0504240336 

05/04/18 

8504240366 

0504240336 

05/04/18 

8504240371 

8504240336 

85/04/18 

8504240379 

6604240372 

85/04/19 

8504240385 

0504240372 

06/04/10 

8504240397 

0504240395 

05/04/18 

8504240399 

8504240336 

85/04/18 

6504240406 

8504240402 

85/04/17 

8504240412 

B504240407 

65/04/16 

8504240434 

8504240426 

85/04/12 

8504240437 

8504240430 

85/04/11 

8504240440 

0504240433 

05/04/11 

8504240465 

0504240426 

86/04/12 

8504240462 

6504240426 

85/04/12 

8504240465 

B504240480 

06/04/12 

8504240467 

8504240463 

85/04/11 

8504240497 

0504240494 

85/04/11 

8504240507 

0504240504 

05/04/02 

8504240516 

8504240516 

85/04/11 

8504240519 

B604240512 

85/03/20 

6504240633 

8504240620 

85/04/05 

8504240540 

8504240543 

66/04/10 

8504240565 

8504240556 

85/04/15 

8504240572 

0504240570 

85/04/16 
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SUBJECT 

CATEGORY 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

FOIA 


3504240578 

6504240570 

QA999 


3504240579 

6504240570 

50 289 , 

P 

8504240602 

6504240585 

50 73 ^ 

a 

8504240610 

650424Q59S 

50 459 

Q 

8504240643 

8504240637 

50 305 

p 

8504240653 

6S0424064B 

50 450 

Q 

8504250002 

8504250001 

50 458 

Q 

8504260010 

6504250009 

50-346 

Q 

8504250014 

8504250009 

50 440 

Q 

8504250020 

6504250025 

50 346 

Q 

8504250031 

8504250025 

50 440 

Q 

8504250037 

8S04250034 

50 520 

P 

8504250042 

8504250026 

50 520 

P 

8504260043 

8504250034 

71-9193 


8504250047 

6504250039 

40 2256 


8504250050 

8504250046 

50 298 

Q 

8504250053 

B5042S0039 

50 290 

Q 

8504250056 

8504250046 

50 230 

P 

8504250061 

6504250057 

OAd99 


6504250005 

6504250081 

QA999 


8504250068 

6504250066 

SO 390 

A 

8504250090 

6504250081 

60 266 

Q 

8504260091 

6504250086 

40 0084 


8504250094 

6504250086 

40 8004 


8504250096 

6504250086 

so 10 

P 

8504250106 

6504250101 

50 424 

Q 

8504260111 

6504250104 

SO 424 

G 

8504250117 

6504250097 

60 424 

G 

8504250120 

8504250104 

50 424 

G 

8504250126 

6604250104 

50 352 

G 

8504260128 

0504250123 

40-1162 


8504250148 

8504250144 

40-1 162 


8504260159 

8504250152 

40-1 162 


8504260161 

8604250140 

60-329 

G 

8504260171 

8504250152 

50-329 

G 

8504260173 

6504250140 

50-329 

Q 

8504260163 

8504250140 

50-20 

Q 

8504260199 

8504250196 

60-267 

Q 

0504250201 

8504250196 

50-267 

Q 

0504260222 

8504250213 

50-210 

P 

6504250227 

8594250223 

50-352 

P 

B504250239 

8504250219 

50-203 

P 

0504250235 

8504250219 

CONTRACT 


8604250237 

8504250232 

CONTRACT 


B504250206 

8504250254 

SO 437 

A 

8504250284 

8504250254 

60-320 

P 

8504260299 

8504250294 

50 206 

S 

6504250301 

8504260207 

60-320 

P 

B504250314 

8504250310 

60-320 

P 

65042503 IS 

8504250254 

CONTRACT 


8604260332 

8504250324 

CONTRACT 


6604250336 

8504250254 

CONTRACT 


6604260341 

6504250339 

50 320 

P 

8604250346 

6604250339 

SO 483 

F 

6504250351 

6504250348 

60-275 

P 

6504250362 

6504250355 

60 312 

P 

6504250371 

6504250367 

60 312 

P 

6504250375 

8504250355 

SO 275 

P 

6504250377 

8504250374 

TOPREP 


6504250303 

8504260355 

50-275 

P 

6504250304 

8504250361 

50-275 

P 

6504250309 

8504250366 

50-276 

P 

6504250393 

8504250386 

50-276 

P 

6504250396 

6504250388 

50-276 

P 

6504250400 

85042503B8 

50*276 

P 

6504250432 

8504250431 

50-266 

P 

6504250434 

8504250433 

50-206 

P 

6504250443 

8504250442 

50-362 

F 

6504250454 

8504250461 

50-276 

P 

8504250468 

8504250450 

60-326 

Q 

6504250462 

8504260459 

50-361 

K 

8504260464 

8504250450 

60-57 

P 

8504260468 

6504250466 

50-317 

P 

6504250469 

8504250450 

50-416 

P 

8504250474 

8504250460 

50-57 

P 

6604250482 

8504250476 

60-57 

P 

6504250504 

B50425D499 

50-320 

P 

6504250510 

8504250499 

71-6272 


6604250520 

B504250513 

CONTRACT 


6504250525 

6504250516 

CONTRACT 


6604250534 

8504250527 

50-346 

P 

8504250538 

8504250627 

CONTRACT 


6504250539 

8504260533 

CONTRACT 


6504250541 

8504250627 

MISC 


6504250545 

8504250527 

60-304 

0 

8504250546 

8504250540 

60-123 

P 

8504250553 

8504250549 


DATE SUBJECT 

ISSUED CATEQOHY 


85/04/16 

65/04/16 

85/03/13 

85/03/13 

85/03/20 

85/03/20 

85/04/18 

85/04/12 

85/04/12 

85/04/15 

85/04/15 

85/04/05 

85/04/15 

85/04/05 

85/04/11 

05/04/05 
85/04/1 1 
05/04/05 
85/04/10 
85/04/11 

85/04/16 

85/04/11 

85/04/16 

85/04/16 

85/04/16 

85/04/18 

85/04/01 

85/04/17 

85/04/01 

05/04/01 

85/04/23 
65/04/ 11 
05/04/05 
85/04/00 
85/04/05 

85/04/09 
85/04/09 
05/04/18 
85/04/18 
85/04/1 1 

85/04/12 

05/04/16 

05/04/16 

85/04/22 

05/04/22 

05/04/22 

05/04/11 

85/04/09 

85/04/22 

85/04/22 

85/04/1 1 
65/04/22 
65/04/19 
85/04/19 
85/04/23 

65/04/08 

05/04/19 

05/04/08 

85/04/22 

85/04/08 

85/04/23 

85/04/17 

85/04/17 

85/04/17 

85/04/17 

85/04/17 

85/04/17 

86/03/28 

86/04/04 

85/04/04 

85/04/02 

85/04/04 

86/04/11 

85/04/04 

85/04/04 

86/04/12 

85/04/12 

85/04/12 

85/04/00 

65/04/04 

85/04/16 

85/04/16 

65/04/16 

65/04/16 

85/04/16 

85/04/04 

85/04/05 


50 123 
50 123 
QA999I 
QA999 
CONTRACT 

CONTRACT 
50 409 
50-219 
50-219 
50-369 

50 369 
50 259 
50 369 
50 259 
50 263 

50 293 
50 263 
SO 293 
50 318 
50-293 

50-124 

50-293 

50-124 

SO-124 

50-124 

50-317 

50-352 

CONTRACT 

50-352 

50-352 

50-352 

50-245 

60-293 

COMMISSIO 

50-293 

COMMISSIO 

COMMISSIO 

50-155 

50-155 

50-412 

CONTRACT 

50-321 

50-321 

50-440 

50-382 

50-302 

50-213 

50-321 

50-395 

50-302 

50 409 
50 382 
50 344 
50 344 
TOPREP 

50 266 
50 382 
50 266 
50 362 
SO 286 

50 206 
50 407 
60 407 
50 407 
50 407 

CONTRACT 
CONTRACT 
50 362 
50 463 
50 275 

50 S28 
50 275 
50 295 
50 275 
60 275 

SO 334 
50-387 
60-387 
50 322 
50 219 

70 3014 

70-3014 

CONTRACT 

70-3014 

70-3014 


50-529 

60-344 


P 

P 
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448 CROSS REFERENCE OF ENCLOSURES TO PRfNCIPAL DOCUMENTS 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRfNCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

category 


DOCUMENT 

ISSUED 

CATEGORY 

8504260035 

8504260026 

85704/22 

50-220 

0 

8504290407 

8504290402 

85/04/22 

50 461 

8504260039 

0504260037 

85/04/16 

50 458 

A 

0504290410 

8504290400 

85/04/24 

50 461 

8504260045 

8504260043 

65/04/22 

£0 294 

F 

6504290418 

8504290415 

85/04/24 

50 15S 

8504260050 

8504260046 

85/04/22 

50 220 

P 

8504290420 

8504290415 

85/04/24 

50 155 

8504260062 

05O426OD55 

65/04/19 

SO 409 

P 

8504200424 

6504290421 

85/04/24 

50 445 

6504260083 

8504260072 

85/03/31 

SO-IO 

F 

8504290427 

8504290423 

85/04/22 

50 602 

8504260005 

6504260081 

85/04/24 

50-409 

P 

6604290429 

8504290420 

85/04/24 

50-331 

8504260092 

8504260066 

85/02/08 

50-400 

F 

850^290432 

6504290394 

85/04/24 

50-237 

6504260104 

6504260086 

85/02/08 

50-400 

F 

0504290437 

8504290435 

85/04/23 

50'29S 

C504260127 

85D4260122 

05/04/24 

50-461 

F 

8504290439 

8504290435 

85/04/23 

50 29& 

6504260H1 

6504260136 

85/04/23 

50 445 

A 

B50429Q445 

6504290443 

86/04/25 

TOPREP 

85042601 GO 

8504260150 

85/04/02 

50-275 

0 

0604200446 

8504290443 

85/04/25 

toprep 

0504260194 

8504260159 

85/04/22 

50 424 

G 

8504290409 

0504290485 

85/04/04 

50 394 

6504260197 

8504260195 

85/04/23 

50315 

P 

6504290502 

0504290496 

85/04/17 

50-272 

0504260209 

8504260206 

85/04/10 

50 433 

0 

0504300005 

8504300004 

85/04/17 

50 409 

8504260213 

6504260206 

85/04/19 

50 433 

Q 

0504300007 

8504300006 

85/04/23 

50-387 

8504260221 

8504260218 

85/04/18 

SO 3B9 

P 

0604300000 

8504300006 

05/04/23 

50 367 

8504260227 

8504260222 

85/04/ 12 

50 263 

Q 

0504300013 

0504300010 

85/04/20 

50-387 

8504260247 

8504260237 

85/04/19 

50 307 

P 

8504300016 

8504300010 

85/04/23 

50-387 

8504260248 

0504260237 

85/04/19 

50-307 

P 

6504300021 

0504300019 

85/04/24 

50 410 

8504260281 

0504260278 

85/04/17 

CONTRACT 


8504300027 

0504300024 

85/04/09 

50 272 

6504260296 

8504260290 

85/04/04 

71-0346 


8504300030 

0504300024 

05/04/09 

50 272 

6504260319 

8504260313 

85/03/26 

50-275 

F 

8504300034 

8504300031 

85/03/26 

40 0622 

6504260305 

8504260301 

85/04/19 

70-2928 


8504300040 

0504300033 

82/09/03 

70-27 

8604260395 

8504260381 

85/04/19 

70 2920 


0504300046 

0504300041 

85/04/23 

50 387 

8504280409 

8504260403 

85/04/10 

CONTRACT 


0504300049 

8504300041 

85/04/23 

60 387 

8504260474 

7905290232 

79/05/09 

50 320 

P 

8504300058 

8504300054 

05/04/25 

50 498 

8504260480 

8504260477 

05/04/03 

71*305 


6504300060 

6504300055 

05/04/23 

50-387 

8504200002 

8504290001 

86/04/24 

50 400 

G 

8504300062 

0504300055 

05/04/23 

50 307 

6504290013 

8504290010 

05/04/02 

50 275 

Q 

8504300063 

8504300054 

05/04/26 

50-490 

8504200016 

8504290014 

05/04/04 

50-528 

Q 

0504300070 

8504300066 

82/10/08 

70 020 

8504290020 

8504290017 

05/04/19 

CONTRACT 


6504300002 

8504300076 

85/04/28 

50-220 

8504290026 

8504290022 

85/04/10 

50 373 

P 

0504300008 

8504300076 

05/04/26 

50-220 

6504260020 

8504290025 

05/04/17 

CONTRACT 


6504300153 

0504300161 

86/04/23 

60 245 

8504290031 

6504190002 

84/07/31 

FOIA 


8504300159 

8504300150 

85/04/25 

OA999 

8504290055 

8504290052 

85/04/19 

CONTRACT 


8504300162 

0504300160 

85/04/25 

QA999 

6504290085 

8504290062 

85/04/17 

contract 


8504300168 

8504300166 

86/04/25 

QA999 

8504290071 

8504290067 

85/04/12 

CONTRACT 


8504300179 

8504300176 

85/04/24 

50-289 

8504290077 

8504290073 

05/04/15 

50 461 

A 

0504300191 

8504300106 

85/04/24 

50 440 

6604290081 

8504290073 

85/04/15 

50 481 

A 

8604300239 

8504300236 

85/04/12 

60-272 

8S04290068 

8504290085 

85/04/18 

50-352 

H 

8504300250 

8504300237 

85/04/19 

coMMissro 

6504290092 

8504290089 

65/04/09 

50-520 

Q 

8504300305 

8504300281 

85/04/23 

50-309 

Q504290093 

8504290087 

85/04/24 

50 540 

G 

8504300320 

8504300312 

85/04/23 

50 409 

0504290098 

0504260089 

65/04/09 

50-520 

Q 

8504300323 

8604300312 

05/04/23 

50 409 

8604200108 

85042D0102 

05/04/10 

50 293 

Q 

8504300327 

8504300322 

86/04/19 

60-320 

8504290123 

8504290121 

05/04/11 

CONTRACT 


8504300330 

8504300328 

05/04/30 

50-382 

0604290124 

8504290116 

85/04/08 

60-520 

Q 

8504300331 

8504300324 

86/04/15 

50-373 

8504200156 

B5O420O120 

85/04/1 1 

contract 


850430'0336 

0504300393 

86/04/24 

50 206 

8604290169 

8604200164 

05/04/02 

40-6500 


8504300345 

0504300341 

85/04/26 

50-354 

0504200173 

8504200164 

05/04/02 

40-6500 


8504300357 

8504300355 

85/04/26 

50 352 

8504290177 

8604200164 

85/04/02 

40-6500 


8504300378 

0504300371 

85/04/26 

60-354 

05042901 82 

6504200164 

85/04/02 

40-6500 


0504300381 

8504300373 

85/04/23 

50 352 

8504290195 

0504200193 

85/04/22 

60-410 

A 

0504300400 

0504300394 

05/04/24 

50-275 

8504290205 

6504200197 

85/04/22 

SO 188 

Q 

6504300408 

8504300401 

85/04/25 

SO 458 

6504290215 

8504290209 

85/04/22 

50-282 

P 

85Q4300408 

0504300394 

85/04/24 

50-275 

6504290225 

8504290218 

86/04/19 

50 282 

P 

0504300427 

8504300425 

85/04/19 

60-397 

8504290236 

0504290231 

65/04/15 

60-373 

F 

8604300432 

8504300429 

85/04/26 

50 482 

8504290246 

8504290243 

85/04/10 

60 333 

P 

8504300434 

8504300431 

05/04/25 

60-219 

0504290249 

0504290244 

05/04/25 

50 400 

Q 

0604300439 

8504300435 

85/01/25 

50 410 

8504290275 

8504290270 

85/04/22 

60 267 

P 

8504300440 

8604300435 

85/01/25 

50 410 

8504290277 

8504290255 

85/04/18 

50-395 

F 

6504300443 

8504300435 

85/01/25 

50-410 

8504290283 

8504290255 

85/04/18 

50-305 

f 

8504300446 

8504300435 

85/01/25 

50 410 

8504290292 

6504290266 

85/04/22 

50-454 

Q 

8504300455 

8504300453 

05/04/26 

50-410 

8504290295 

8504290286 

85/04/22 

60-454 

Q 

0504300461 

8504300460 

85/04/26 

50-341 

0504290304 

8504290300 

85/04/23 

50-340 

0 

0504300463 

8504300458 

85/04/20 

60 341 

8504290308 

8504290306 

85/04/22 

50-290 

P 

8504300470 

0504300468 

85/04/24 

50-289 

8504290310 

8604290300 

85/04/23 

50-348 

Q 

0504300475 

8504300474 

85/04/24 

50 354 1 

8504290313 

8504290300 

05/04/23 

50 348 

Q 

0504300492 

8504300491 

85/04/25 

50-324 

0504290317 

8504290300 

85/04/23 

50-348 

Q 

8504300494 

6504300493 

85/04/23 

50 412 

8504290328 

0504290321 

85/04/17 

PR 


8504300498 

6504300493 

85/04/23 

50 412 

8504290334 

6504290333 

85/04/15 

50 374 

P 

0504300500 

8504300496 

85/04/24 

50-387 

6504290353 

8504290348 

85/04/23 

50-271 

F 

8504300510 

8504300507 

85/04/16 

50 380 

8604290361 

8504290356 

85/04/25 

60498 

G 

8504300517 

0504300409 

85/04/23 

50 334 

8504290362 

8504290380 

85/03/22 

60 461 

A 

8504300531 

8504300529 

05/04/11 

60-331 

8504290367 

6504290363 

85/04/ ir 

50-280 

P 

8504300636 

8504300529 

86/04/11 

50 331 

8604290391 

8504290366 

85/04/24 

60-254 

0 

8504300540 

8504300638 

85/04/17 

50-331 

8504290^95 

8504290092 

85/04/17 

50 373 

P 

8504300544 

05O43OOS36 

85/04/17 

50-331 

8504290400 

8504290397 

86/04/22 

50-295 

0 

8504300562 

8504300558 

85/04/19 

50 338 

0504290401 

8504290399 

85/04/10 

60-155 

V 

8504300036 

8504300633 

85/04/16 

50-324 

0504290403 

6504200399 

85/04/19 

50-155 

V 

05D43DO842 

8504300039 

85/04/22 

COMMISSIO 

8504290405 

6504290399 

85/04/19 

50 165 

V 

0504300046 

8504300643 

85/04/11 

CONTRACT 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A, APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

Tins category follows the application from submission to the day preceding the issuance of an oper- 
ating license. U intludes all correspondence and dociimenls with substantive technical content that 
do not fall into other specific categories Included are: 

1 Application for construction permit. 

2. Genera! Information submitted with eonstuiclion permit application, 

3. Amendments and changes to items I and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting Hnnouncernenls and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc,) 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review* 

11. Environmental review mformation, 

12. Application for operating license* 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13, 

15. Correspondence regarding the Final Safety Analysis Report (FSAR), 

16. Correspondence and documentation on generic technical matters highliglited by an event at 
another facility wluch may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g,, topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) 'submitted by utility (formerly called Hazards 
Summary Report or Safely Analysis Report). 

2. Amendments and changes to the PSAR. 


A~1 



TrLijisititiMl and ackiiowIcdy^cniciH letters 
4 Ceriihcuio of servkc to I lie PSAR 

C. UTILITY ENVIRONMENTAL REPORT (ER). AMENDMENTS AND CORRESPONDENCE 

Tins Cciiegory is strictly liiniied to the ttciiis listed below Olhei cnvironinoiital docimieiits and 
correspondence nre filed in Ciitegories A. D, M, F or R 

1 EnvironmentLi! Repoii (ER) submitted by the utility 

2 Amendments and supple men is to (he HR. 

3 Transmittal and acknowledgement letters 

4 Information on scheduling of subniitlal or leview ol E^R 

5 NRC questions, requests for udditioniiJ information, and appltcant responses 

6. Federal register notices citing the availability of items I and 2 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the pniiiary subject ul discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M. P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NE^C 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement leticis 

6. Documents reluled to NRC review of environ nieiual issues or of ER obtained for purposes o( 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above 

8. Federal register notice citing avnihibility of itiun I and 2 . 

9. Site visits to obtain information lor Dl.S oi MS 

10. Meeting announcements or reporus o< moctui^N wlicic (he primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT fSER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly iiniitcd to the items listed below Other documents dealing with safety 
rcJalcd issues are filed in categories A, P or W, depending on the phase of the liceasing process. 
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1 Salcl> Otilucilion Kcpnit (SIR) prepared by the NR(' (iurnicrly Lulled NRC AbC Hu/utd 
Aiuilysis Reporl) 

2 Supplements to SI:R 
Correspondence relating \o SER 

4 Federal register notices citing availability ol items 1 and 2 

5 Information on scheduling of SF:R submittals and review 

6 Requests lor addiiioiuil information for use in preparing ShR, responses to such requests 

7 Meeting announcements or reports of meetings where the primary subject of discussion is the 
SLR 

8 Transmittal and acknowledgement letters 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions Information submiticd as part of the PSAR 
or FSAR IS excluded, 

1 Fire Ita/arcl Protection Plan and surveys. 

2 Plant evacualion correspondence 

3 Safeguards Contingency Plans 

4. Review of Health Physics Program 

5 Correspondence relatir^g to afoiemeniioned plans 

6 Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non -antitrust legal and adjudicatory ducti mentation, except for transcrtpls, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related docunicnls. 

2. Federal register notices legurding hearings. 

3. Requests to make appearances at hearings. 

4 Motions, briefs, arguments, statements and related coricspondence filed by participants for 
hearings 

5. Transmittal of supporting documents (e,g., SER, FES) to the boards 

6. Correspondence to and from intervenors. 

7. Board oiders and decisions, 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item H 



H GENERAL CORRESPONDENCE 


Tins category iiiducles documenis vvitli little or ju) bccinng on the status ol llic application or license 
Items tlial have no substantive tccliiiical content or meaning for the status oi the license or applica- 
tion are included 

1 Change of address notifications 

2 Changes in structure of oigani/ation 
Changes in service lists 

4 NRC requests to applicant lor additional copies of documents. 

5 Correspondence from the public requesting inlormation about the facility and NRC responses 

6. Correspondence on strictly administrative matters 

7. Letters of support, concern oi opposition to the facility 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process 

1 FINANCIAL INFORMATION 

This category contains all financial information except that subnutted as part of the application or 
Its amendments or relating to the imposition of civil penalties 

1. Company annual reports. 

2 Separately submitted financial information and related correspondence 

J. INSURANCE AND INDEMNITY INFORMATION 

I Indemnity agreements and amendments 

2. Endorsements insurance policies 

3. Ollier correspondence icgarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related coircspondencc falls in category 
A or P. 

1. Final Safely Analysis Report (FSAR) (foriiieily called Final Hazards Summary Report) 

2. Amendments and changes to the FSAR 

3 Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters 

5. Certificates of service to the FSAR. 
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L LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This caiegory is Iniiilcd lo docuinems penauiing lu Liiniled Work Auihon/aiions (LWA) whereby 
apphciuils ciin cairy out lintited site picpaiaiioii and const riKt ion prior lo ilic granting ot ii con 
stjuclion pennii 

1 Limited Work Aulhori/atioiis (LWA) and amendments, 

2 Coirespondencc periaining lo work pcrlormcd under LWA s 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a consiruciioii permit and opeiaiing license 
ctilillcd ‘Miiformalion Requested by the Attorney Ckncial toi AntitruM F^cvievv'' 

2. Correspondence where the primary topic ol discussion is anlitrusi miiUers 

3 All antitrust proceeding related docunienis excejn foi hearing transcripts, testimony and brief 
mgs, which are filed in category N. 

N, ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and biielings in aiitiliusl 
matters Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1 Correspondence iind letter reports relating lo Advisory Committee on Reactoi Safeguards 
(ACRS) reviews. 

2 Correspoiulcnce from ACRS. 

3 Announcement of ACRS meetings 

4. Transmittal and acknowledgement letters. 

5 ACRS reports 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7 Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Applicution/C^jnsiniction Stage (caicgor> A) file lor geneial 
technical items dated from the issuance of the opeuiting license lu the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence 

2. Technical specdlcalions and changes. 



3, Backup lechrucal documents (e.g*, toptcaj rejjorts) submitted in support of items 1 and 2 

4 Federal register notices citing availabiHty of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSARj.* 

6 All genera! technical correspondence, meeting announcements or meeting summaries relating 
tx) technical specifications, the operating license or lechnica! issues arising after the issuance 
of the operating license, 

7. Correspondence regarding codes (e g., ASME)^ regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specihcalions (nut 
periodic reports, which fall in category R), 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12 Quality assurance information, 

13. Environmental matters (technical^. 

14. Emergency core cooling system documents, 

J5. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool, 

17. Start'Up test reports, 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q, INSPECTION REPORTS; IE BULLETINS. CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1 . Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices, 

3. Responses by applicant to IE correspondence, 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of nonconipliance. 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (ENs). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 

This category uickidch peiiodic reports uf a routine nature 

I Monthly, senna nnual, or annual operating reports (other than finanuial) 

2. Periodic environmental monitoring, eftlucin testing, or siiiiilar reports 

2, Periodic personnel exposure reports 

4. Operalioiuil Logbooks* 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5 Correspondence or othci documents relating to the above listed items. 


S. REPORTABLE OCCURRENCES, PNOs, PNSs AND RELATED CORRESPONDENCE 

This category coithiiits all materials lelating to abnornuiL utiusuaL reportable or iionroutinc octur- 
fences or events This includes’ 

1. All 244u)ur, I0*day. 30*day, interim atui final Licensee Event Reports (LERs) and tullowmp 
correspondence (also called incident reports, abnormal occurrence reports and reportable 
occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deRciency reports submitted under 10 CFR 50 55e 

5. Preliminary Notification of Occurrence (PNO s} and Preliminary Notification oJ Safeguards 
Events (PN s). 

6. Environniental Technical Specifications violation reports and Eiiviioninciiial Event repoits. 

7. Part 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relating to items D7. 


T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1, Atomic Safety and Licensing Board (ASLB) and Aloniu Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2, Testimony and statements submitted to ASLB and ASLAB 

3, Commission meeting transcripts. 

4, NRC staff briefings to (he Commission. 

5, Statements and written leslimony submitted at Commission meeting or hearings. 

6, Transcripts of utility briefs to NRC staff 

7, Advisory Committee on Reactor Safeguards (AC RS) meeting transcripts. 

8, Corrections to above items. 



U. CONOR ESSIONAL/EXECUrrVE CORRESPONDENCE 

Tilts CJitegory contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in cat ego ry ff 

I Statements and testimony before Congicss or before bodies/cominittees appointed by the 
Executive or Legislative Branches 

2 . Preparatory and backup documents for item 1 

3 Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Blanch on other than constituent response matters 


V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 
1. Operator licenses or administrative information bearing on licensing of operators 

2 NRC examination results 

3 Power plant examination summary sheet 


W, DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of lire Operating License Stage (category P) file for general technical 
Items from the application for termination of the operating license onward 

1. Application for authority to voluntarily surrender license 

2. Application to dismantle the facility and dispose of component parts. 

3 Technical documents submitted in support of items I and 2, such as. Decommissioning Plan» 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning 

4. DocumeiUs relating to disposal of radioactive material and decontamination of the site. 

5. Other corrcspomlcnce relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed m category P, 

X ONSITE LOW-LEVEL WASTES STORAGE 

Tins category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains docun^ents witli an NMSS license and/or a Docket-72 number, For installations on a 

reactor site, the associated Docket-50 number will also be identified, 

1 , License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage mstaJlation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site .) 

2. All related correspondence and reports to the above. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

lOCFR - Commission Meeting Records 

This caiegniy contiuns documentution pcriiiining to open and closed Coiiiinisslon meetings Ii 

includes 

1. Sunshine Act Fcdeial Register nonces 

2 . Full, wilt ten e\pln nation of closed meetings 

3. Cerlification of General Counsel on closed meetings. 

4. Coininission Determination Statements legaiding the public tiisclosuie of transcripts ol 
Commission meetings 

5 Yeibaliin unotricial and otficuil tiiinscnpls oi poitions of transcripts of open and closed 
Commission meetings made publicly available tn accoidance with piovisions of lOCFR Part 
the Sunshine Act, and Commission policies 

6. hnclosuies to released iransciipis, including applicable vievvgraplis, stalT papeis, and slalf 
correspondence. 

7. Stair recjUiremerits mcmoianda loi open nice lings, memoranda to iccoid, iccoid ol votes of 
Commissioners on items imdei considciaiion at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 

This categoiy contains documentation pci taming to the responsibilities of the Advisoiy Commitiee 
on Reactor Sareguards, ACRS serves as an indepciuient advisory cominiltee to the Commission tn 
saleiy-rclated aieas. The coinnnltee piovides advice with lespcct to the hazards ol new or exist* 
ing nuclear tacdities and the adequacy ol rotated safety standards. The docuinenis in this categoiy 
are: 


1, Verbatim transcripts ol ACRS subcommittee and lull committee meetings relating to facility 
license applications and safety-related matte is. 

2, ' ACRS meeting announcements, rlescriptiun of meeting agendas. 

3, ACRS-generated reports, memoranda and coirespondence that arc publicly available. 

4, ACRS consultant reports, comments and related cuirespomicncc. 

5, ACRS and NRC technical coiiespondencc pettainmg to safely matters under review by the 
Advisory Committee on Reactor Safcguaids. 


ADVCM - NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisory Committee on Reactor Safeguards, The documents in this category are; 

1. Charters of each advisory committee. 

2. Verbatim transcripts of committee meetings. 
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3 . Meeting announcements; description of meeting agendas, 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 

5. Committee related correspondence. 


COMMISSION - NRC Commissioners 

This caiogory contains documenlaljori pertaining to the daily conduct of Commission business m 
the OITice ol the Commissioners, including* 

1. Incoming and outgoing coriespnndence to and fiotn the Commissioners relating to official 
NHC business, including reports and other enciosuies. 

2. Travel voucliers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SKCY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
irueresi undertaken by individual staff and program offices, 

NOTE. For lumscripts of Commission meetings, sec lOCFR category, For all other staff papers 
with a SECY scries designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including* 

1. Notifications of issuance ol request for proposal (RFP) and invitations for bid (IFB). 

2, Solicitations (RFP or IFB) issued by (he NRC. 

3. Notifications of contract execution, specilymg contiact number, project title, contractor 
name, coniiaci type, luiuling, and period of perfoiinance, 

4, Contractual documents and contract modifications, if any, 

DISCLOSURE - Financial Disclosure Information 

This category contains financial disclosure information m accordance with the Ethics in Government 
Act of 1978, 


FOIA - Freedom of Information Act Requests and Releases 

This category contains requests for agency lecoids and lecoids released in accordance with (he 

provisions of the Freedom of Infoiniation Act (FOIA), Documents in this category include* 

1, Requests made by any member of the public {assigned an idenlifying number YY-NNN 
for last two digits ol the yeai numerical sequence) for NRC iccoids made in accordance 
with (he provisions of llic Freedom of In formal ion Act. 

2, Correspondence between the NRC and the lequester relevant to the processing, appeal, 
denial or granting of an FOIA lequest, 

3, Records or poi lions of records released in response to specific requests made under FOIA. 
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GEN TECH IS - Generic TechnicaJ Issues 

This category coniams records pei taming to umesolved sutety issues of a geneiic natuie iliat are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1 Diaft reports o( action phiiis to acconiplisli gcneiic tasks in the regulatory program. 

2. Conespondetice with industry and internal correspondence regarding the methodologies, 
analyses, and prograinniaiic and technical aspects of issues. 

3. Meeting notiUcalions and minutes. 

4. Intenni Rndings and status reports on generic tasks addressing related aspects of generic 
technical issues. 


I&E - Inspection and Enforcement 

This categoiy contains bulletins, ciiciilars and inroiiiuition notices lluit arc issued by the OH ice of 
Inspecllon and linl’oi cement. These issuances desciibe paiticiilar events thal occur at a facility 
that may lequire some lollow-up action on the pail of licensees. Alsu included in this cntcgoiy 
are preliminaiy notillcations ol events (PNOs). 

1. l&l: CiiCLilais, which Jcsciibc an event at a licensed facility and are inlornialiomil in nature. 

2. \&E Information Notices, which are similar to circulais but are preliminary in nature and 
issued shortly aflci an event has occurred. 

3. I&b Riilleiins, which describe an event at a licensed facility and icquest all lecipients to 
peifoim certain actions as a icsiilt of this event. 

4. Pielinunary Notifications of Events (PNOs), which provide updated mlarmatioii ol an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories, 

MISC - Public Document Room Miscellaneous 

Tins category contains documents that do not fall into the scope of the other non Jockeled 
categories. 

NUREG - NUREG Reports and Related Correspondence 

These documents are foimal repoils issued by the U.S. Nuclear Regulatory Commission which 
carry the NUREG seiies code and correspondence pertaniing to those reports. NURHG reports 
aie accounts of woik performed cither by the NRC stalf or by NRC contractors. 

1, These reports are normally final work products and are cliaracieri/ed by the following criteria: 

a. They are predccisional documents which picsciit intoiinaiioii to be considcied in 
Commission licensing and policy decisions. 

b. They pieseni the results of Commission licensing and policy decisions. 

c. They present the results of technical icsearcli conducted foi the Commission. 

2, Coriespondence fiuiii industry, govermneiU and interested members of the public commenting 
on reports oi requesting clarification or inierpretution. 

3, Internal NRC memoranda siimmaiizing meetings or discussions pertaining to the content of 
the reports. 
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ORC — Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations, records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission (o take immediate action on some issue. Included are 

1. Meeting suminaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which boili parties have joint regulatory responsibility, e.g,, EPA has authority 
to control all radioactive pollutants emitted into the air, 

3, Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4, Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 


This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change m an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR), 

3, Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4, Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM — Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

L Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 

NOTE For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category 

For Commission review of staff recommendations, see the lOCFR category. 

PROJ - Projects -Predocket Licensing 

This category contains records pertaining to two classes of projects* (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities, and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a senes of numbers. 

1. **Pre'docketed'' commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Applicatton/Const ruction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant's Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits, 

B, Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR, 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et ai pertaining to pre-hearing conferences, if any. 

M, Antitrust Correspondence 

K Submittals and related material pertaining to the antitrust review. 
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Q. Inspection Reports 


1 Inspection reports of the applicant’s quality assurance program. 

2, Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

1 Governinent'owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Pari 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncomphance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard, 

2, Correspondence pertaining (o the NRC review of reports to assess the possibility of generic 
defects, 

3. NRC inspection reports of defects cited, 

4, Correspondence specifying appropriate follow-up actions taken by the Agency, 


QA999 - Quality Assurance Inspections 

Tins category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence, Each vendor facility is assigned a docket number and is part of the OA999 senes. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

J. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspeo 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations, 

3. Vendor corrective actions and other foliow-up correspondence associated with the resolution 
of inspection findings. 


REGGD ~ Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 



staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 
by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are* 


1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide, 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impacl assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held m the NRC to discuss proposed Regulatory Guides. 

NOTE For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are* 

1. Project description documents, 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-tesl prediction reports, 

4. “Quick looK“ reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors, 

8. Lettei, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10, Staff Research’ Information Letters (RILs) transmitting the docunienled results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP — NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are. 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies, 

5. Internal memoranda relating lo topics under discussion 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission's regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
Include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board lo the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report senes code. Included are: 

1, Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO lo the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

Tlus category contains records that pertain to the Commission’s activities and mteraction vvith State 
governments, Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC's regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes, 

1. Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas* 

2, Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; l.e, decommissioning and facility siting, 

3, State Legislative Reports. 

4. Agreement State Licensing Statistics Reports, 

NOTE: For specific uranium milling and mining projects in wliich the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such tecluiical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2, Revisions, modifications and amendments to topical reports. 

3, Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3. Correspondence pertaining to NRC's advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


WASTE RES — Waste Management Research Reports 

Contains interim and final reports, and correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-Jevel radioactive waste. 

1. Periodic progiess reports on the status of research. 

2. Trip reports of travel by NRC and contractor personnel. 

3. Drafts partial or related reports submitted for NRC review or information. 

4. Coirespondence between NRC staff and contractors relating to technical questions or issues to 
be resolved, 


XPORTLIC - Export and Import Licenses 

Tills category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment, 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inunical to U.S. common defense and security, 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any, 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license, 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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